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Correction  Affecting  Calendar  Number  836-46-BZ. 


Tuesdays  at  10  a.-m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  lr's 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  lo  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  riled  up  to  December  31.  1946. 

Cal.  No.  Dept.  Premises  Affected. 

1056- 46- A — F.D. —  Re:  Labeling  of  metal  containers  used 
for  packaging  combustible  mixture  known  as  Easy  Aid 
Chimney  Sweep  Soot  Destroyer”  Decision. 

1057- 46-A — H.B.Q.  North  side  of  Union  turnpilee,  from 
249,1,  street  to  Commonwealth  boulevard  (Blochs  8490  to 
8499  inclusive,  Lots  None),  Bellerose,  Borough  of  Queens 
(Under  section  35,  General  City  Law  «  Mof  mapped 
street  and  fronting  on  legal  street),  N.B.  9957-46. 

1058- 46-BZ — H.B.Q.  North  side  of  Union  turnpike^ from 
249, h  street  to  Commonwealth  boulevard  (Blocks  8490  to 
8499,  inclusive,  Lots  None),  Bellerose,  Borough  of  Queens, 
N.B.  9957-46. 

1059- 46-BZ — H.B.B. — 1271-1273  Atlantic  avenue  north 

side,  269  ft.  4  in.  east  of  Nostrand  avenue  (BloC^  J8^7,  ^ 

78-121),  Borough  of  Brooklyn,  Amendment  to  Alt.  45U2-46. 

1060- 46-A— H.B.B.  1271-1273  Atlantic  avenue  north 

side,  269  ft.  4  in.  east  of  Nostrand  avenue  (Block  ’  0 

78-121),  Borough  of  Brooklyn,  Amendment  to  Alt.  450--46. 


1071- 46-SA— Sunbeam  Mechanical  Draft  Oil  Burner, 
Models  F  and  T,  Appliance. 

1072- 46- A — H.B.M. — 28-34  East  60th  street,  south  side,' 
140  ft.  west* of  Park  avenue  (Block  1374,  Lot  43),  Borough 
of  Manhattan,  Amendment  to  Alt.  1123-46. 


1073- 46-BZ— H.B.Q.— 75-11  Northern  boulevard,  north 
side,  30  ft.  east  of  75th  street,  32-61  75th  street  and  32-62 
76th  street  (Block  1171,  Lot  36  and  part  of  Lots  43  and  45), 
Jackson  Heights,  Borough  of  Queens,  Misc.  11422-46. 

1074- 46-BZ— H.B.B.— 1196-1200  Coney  Island  avenue, 
west  side,  400  ft.  north  of  Avenue  I  (Block  6513,  Lot  24), 
Borough  of  Brooklyn,  N.B.  2255-46. 

1075- 46-BZ — 1110  Utica  avenue  and  4913-4923  Canarsie 
avenue,  northwest  corner  (Block  4760,  Lots  15  and  16),  Bor 
ough  of  Brooklyn,  Alt.  4115-46. 


1076-46-BZ — H.B.Q. — 104-02  to  104-08  Atlantic  avenue, 
93-29  to  93-43  104th  street,  southeast  corner  and  104-01  to 
104-03  94th  avenue  (Block  9384,  Lots  1,  3  and  59),  Rich 
mond  Hill,  Borough  of  Queens,  N.B.  9327-46. 


1061-46-SM— Century-Apac  (Asbestos  Cement  Board), 
manufactured  by  Keasbey  and  Mattison,  Matenal. 


1077-46-BZ — H.B.M. — West  side  of  Franklin  D.  Roose¬ 
velt  drive  (East  River  drive),  from  East  100th  to  East  101st 
streets,  421-433  East  100th  street  and  418-436  East  101st 
street  (Block  1694,  Lot  14),  Borough  of  Manhattan,  Alt. 

2415-46. 


1062-46-SM— Century  Standard  Sheetflextos  (Asbestos 
Cement  Board),  manufactured  by  Keasbey  and  Mattison, 
Material. 


1078-46-SA — Bowser  Self-Contained  Gasoline  Pumps, 
Figures  520  and  575,  with  or  without  suffix,  K,  HC  or  KHC, 
Remote  Control,  Appliance. 


1063-46-SM— Century  Standard  Asbestos  Lumber  (As¬ 
bestos-Cement  Board),  manufactured  by  Keasbey  and  Mat¬ 
tison,  Material. 


1079-46-A— H.B.Q.— 218-15  98th  avenue,  north  side,  100 
ft.  east  of  218th  street  (Block  10770,  Lot  45),  Queens  Village, 
Borough  of  Queens,  Alt.  1810-46. 


1064-46-SM— Century  Monobestos  (Asbestos-Cement 

Board),  manufactured  by  Keasbey  and  Mattison,  Material. 


1065-46-SM— Century  Linabestos  (Asbestos-Cement 
Board),  manufactured  by  Keasbey  and  Mattison,  Material. 


1080-46-A— H.B.Q— 84-20  72nd  drive,  south  side  of 
Right-of-Way,  206.41  ft.  west  of  88th  street  (Block  3810, 
formerly  3837,  Lots  444  and  456,  formerly  Lots  4  and  6), 
Glendale,  Borough  of  Queens,  (Under  Section  35,  General 
City  Law  re  building  does  not  face  on  a  legal  street),  Alt. 

3324-46. 


1066-46-SM — Builders  Block  Co.,  Concrete  Block,  manu¬ 
factured  by  Tavolacci  and  Cerniglia,  d/b/a  Builders  Bloc 

Co.,  ^laterial. 


1067-46-SM — Koroseal  Curtain,  manufactured  by  B.  F. 

Goodrich  Co.,  Material. 


1081-46-A— H.B.B.— 229  Pulaski  street,  north  side,  204  ft. 
6  in.  east  of  Throop  avenue  (Block  1773,  part  of  Lot  50), 
Borough  of  Brooklyn,  Alt.  2764-46. 


1068- 46-SA— Wicks  Tornado  Unit  Heater,  Appliance. 

1069- 46-A— F.D.— 70-02  34th  avenue,  southeast  corner  of 
70th  street  (Block  1257,  Lot  1),  Jackson  Heights,  Borough 
of  Queens,  18570-LF. 


1082-46-A— H.B.M.— 124  West  21st  street,  south  side,  295 
ft.  5  in.  west  of  6th  avenue  (Block  796,  Lot  54),  Borough 
of  Manhattan,  Amendment  to  Alt.  1644-44. 


1083-46-A— H.B.M.— 126  West  21st  street,  south  side, 
318.5  ft.  west  of  6th  avenue  (Block  796,  Lot  55),  Borough 
of  Manhattan,  Amendment  to  Alt.  1645-44. 


1070-46-SM— Trubond  (surface  treatment  for  roughen¬ 
ing  concrete),  manufactured  by  Sidney  P.  Craven,  Material. 


1084-46-A— F.D.— 39-12  to  39-16  Main  street,  west  side, 
53.8  ft.  north  of  Roosevelt  avenue  and  135-33  to  135-37 
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Roosevelt  avenue  (Block  4976,  Lots  3,  6  and  53),  Flushing, 
Borough  of  Queens,  Decision. 


1 085-46- A — F. D . — 523  East  73rd  street,  north  side,  323 
It.  east  of  York  avenue  (Block  1485,  Lot  14),  Borough  of 
Manhattan,  48853-LC. 


1086-46-BZ — H.B.Bx. — 2333-2345  Waterbury  avenue, 
north  side,  291.56  ft.  east  of  Havemeyer  avenue  (Block 
3833,  Lots  70  and  74),  Borough  of  The  Bronx,  Amendment 
to  Alt.  1012-46. 


IJKSIOiV ATI O X S :  H.B. — Department  of  Housing  anil  Buildings; 

II. .1.11.  -Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. _ 

Depaftnent  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.It. — Department 

ot  Housing  and  Buildings,  Richmond;  H.B.Bx _ Department  of 

Housing  and  Buildings,  Bronx;  H.D — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 


Last  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  ot . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . Dec. 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules . Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Dec. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .Sept. 


3,  1946— Vol.  31,  No.  49 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22.  No.  28 


3,  1946— Vol.  31,  No.  36 

3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 

18,  1946— Vol.  31,  No.  25 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

17,  1946— Vol.  31,  No.  51 
13,  1937— Vol  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7.  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

5,  1946 — Vol.  31,  No.  45 

19,  1946— Vol.  31,  No.  47 

17,  1946—  Vol.  30,  No.  38 

31,  1946— Vol.  31,  No.  S3 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


31,  1946— Vol.  31,  No.  53 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30 
No.  15A. 


3 


JANUARY  7,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
"esdoy  morning,  January  7,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


801-46-BZ  Application,  October  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Theresa  Romano,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  gaso- 

J.P1 iuSerVM  ^or  a  term  ten  (10)  years;  premises 

72-01  to  72-09  Eliot  avenue,  and  60-71  to  60-77  72nd  street 
northeast  corner  (Block  2843,  Lots  45  and  52),  Middle 
Village,  Borough  of  Queens. 

344-33-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Nicholas  Scandore,  owner,  reopened  De¬ 
cember  10,  1946,  for  consideration  as  to  amendment  of  reso¬ 
lution— Application,  previously  granted  on  condition,  under 
sections  7  a  and  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
recreation  center ;  premises  1048-1072  (1060  displayed)  Ocean 
parkway,  west  side,  380  ft.  south  of  Avenue  J  (Block  5495, 
Lots  870  and  872),  Borough  of  Brooklyn. 

528-46- A  64-70  Neptune  avenue,  southwest  corner  of 

Brighton  11th  street  (Block  7516,  Lot  2371),  Borough  of 
Brooklyn  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street — Cass  place). 

320-46-A — 1604  DeKalb  avenue,  east  side,  142  ft  1  in 

south  of  Wyckoff  avenug  (Block  3248,  Lot  26),  Borough  of 
Brooklyn. 


61-32-HZ  Application  of  Lama  and  Proskauer,  appli- 
cants  on  behalf  of  William  J.  Murphy,  owner,  reopened 
July  23,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ;  premises  64-70  Neptune 
avenue,  and  2-10  Brighton  11th  street,  southwest  corner 
(Block  7516,  Lot  2371),  Borough  of  Brooklyn. 


229-29-BZ  Application  of  Julius  S.  Rapson,  applicant, 
on  behalf  of  Harry  J.  Hoechle,  owner  (Frank  Carin,  lessee), 
reopened  May  21,  1946,  under  section  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  extension 
and  the  erection  and  maintenance  of  a  new  building  for  an 
existing  gasoline  service  station  (previously  granted  by  the 
™°ard)>  to  be  used  for  gasoline  sales,  service  station  and 
?nnCGr’  Premises  245-19  South  Conduit  boulevard,  south  side, 
109  ft.  east  of  Francis  Lewis  boulevard  (Block  13615,  Lot 
5),  Rosedale,  Borough  of  Queens. 

616-46-BZ  Application,  August  6,  1946,  under  section  7 a 
of  the  zoning  resolution,  of  Samuel  Gardstein,  applicant,  on 
behalf  of  Milton  Greenfield,  owner,  to  permit  in  a  business 
use  district,  a  store  window  and  signs  within  intersecting 
street  in  residence  district  and  more  than  twenty-five  (25) 
feet  from  such  intersection  \  premises  382  Waverly  avenue 
west  side,  70  ft.  south  of  Greene  avenue,  and  128-130  Greene 
avenue,  south  side,  20  ft.  west  of  Waverly  avenue  (Block 
1961  Lot  40  and  Block  1961,  Lots  37  and  38),  Borough  of 
Brooklyn. 


778-46-BZ— Application,  October  14,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Erhard  Djorup,  applicant,  on 
behalf  of  Danjold  Realty  Corp.,  owner  (Soluber  Corp., 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  ten  (10)  years;  premises  887-905 
Westchester  avenue  and  882-900  East  162nd  street,  southwest 
corner  (Block  2690,  part  of  Lot  39),  Borough  of  The  Bronx. 

867-46-BZ— Application,  November  6,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Harry  A.  Yarish,  applicant, 
on  behalf  of  Morris  Smeloff,  owner  (Charles  Weiss,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry  for 
a  five  (5)  years;  Premises  322  South  3rd  street, 

and  3o7  Keap  street,  southwest  corner  (Block  2436,  Lot  17) 
Borough  of  Brooklyn. 
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886-46-BZ— Application,  November  18,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Kitzler  and  Nurick 
applicants,  on  behalf  of  Robert  Savmo  ?wner  B*se 

and  Robert  Savino,  lessees),  to  permit  in  a  business  us 

district  a  wet  wash  laundry,  for  a  term  of  five  (5)  years , 
aisiriui,  *  wci  t  si(Je  gi  ft.  5  in.  south  of  16th 

premises  56b  btn  avenue,  easisiuc,  oi  *■  _ .  , 

street  (Block  1048.  Lot  6),  Borough  of  Brooklyn. 

937-46-BZ— Application,  December  3,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  app  l- 
cant,  on  behalf  of  Henry  Seibert,  °wner  (Thomas  J  FHna- 
can  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry  for  a  term  of  five  (5)  years;  premises  932-934 
Madison  street,  south  side,  49  ft.  10/2  in  west  of  Broa  way 
(Block  1484,  Lot  10),  Borough  of  Brooklyn. 

723-46-BZ— Application,  October  2,  1946,  under  section 
7h  of  the  zoning  resolution,  of  William  R.  Altman  an 
Herman  Kron,  applicants,  on  behalf  of  Parkton  Estates  Inc., 
owner  (Abraham  Steinberg,  lessee),  to  permit  in  a  retail  use 
district,  the  parking  and  storage  of  more.  tkan  (-5J 

motor  vehicles  for  a  term  of  years;  premises liS  fRiSk 
avenue,  and  158  West  19th  street,  southeast  corner  (Block 
794,  Lots  71-73),  Borough  of  Manhattan. 

1056-46-A — Re  Labeling  of  package  (metal  container) 
used  for  sale  of  a  combustible  mixture  (Easy  Aid  Chimney 
Soot  Destroyer)  liquid. 

828-46- A— 164-168  Lincoln  avenue,  and  271-275  East  135th 
str  jet,  northeast  corner  (Block  2311,  Lots  1  and  2),  Boroug  1 

of  The  Bronx.  . 

HARRIS  H.  MURDOCK,  Chairman. 


JJI  C  V  IUUOIJ  /  • 

1291-23-S _ 143-145  West  22nd  street,  north  side,  458  ft. 

4  in  west  of  Avenue  of  The  Americas  (6th  avenue)  , 
(Block  798,  Lots  19  and  20),  Borough  of  Manhattan  (re¬ 
opened  December  3,  1946). 

883-46-A — 96  Bowery,  west  side,  74  ft.  8  in.  north  of  Hester 
street  (5th  floor)  ;  (Block  239,  Lot  35),  Borough  of  Man¬ 
hattan. 

905-46-A— 3-9  West  34th  street,  north  side,  150  ft.  west  ot 
5th  avenue  and  4-22  West  35th  street  (3rd,  4th  Mh  and 
6&  floors)  ;  (Block  836,  Lots  26  and  54),  Borough  of  Man¬ 
hattan.  •  __  . 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1947,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  7,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

857-46- A — 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24th 

streets  (Block  650,  Lot  67),  Gowanus  Canal,  Borough  of 
Brooklyn. 

907-46-A— 136  12th  street,  south  side,  100  ft.  west  of  3rd 

avenue  (Block  1026,  Lot  30),  Borough  of  Brooklyn. 

815-46-A— 223  East  80th  street,  north  side  327  4  ft.  west 
of  2nd  avenue  (1st  to  6th  floors,  inclusive)  ;  (Block  1526, 
Lot  11),  Borough  of  Manhattan. 

870-46- A— 37-06  36th  street,  west  side  40  ft.  south  of 

37th  avenue  (ground  floor)  ;  (Block  377,  Lot  13),  Long 
Island  City,  Borough  of  Queens. 

958-46-A— 109  Beach  29th  street,  west  side,  300  ft.  south 
of  Lewmay  road  (Block  301,  Lot  46),  Edgemere,  Borough 
of  Queens. 

187-35-A — Pier  No.  38,  Clinton  Wharf  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

924-46- A— 32-44  South  9th  street,  south  side,  83.33  ft. 
west  of  Wythe  avenue  (Block  2144,  Lot  11),  Borough  o 
Brooklyn. 

893-46-A — 50  Church  street,  west  side,  block  bounded  by 
Church.  Fulton.  Dev  and  Greenwich  streets  (Block  81,  Lot 
1);  (Hudson  Terminal,  Building  B),  Borough  of  Man¬ 
hattan. 

558-46-A — 4120  Broadway,  northeast  corner  of  \\  est 
■  174th  street  (cellar);  (Block  2143,  Lot  26),  Borough  of 

Manhattan. 

636-46-A — 254  Navy  street,  west  side ;  175  ft.  north  of 
Lafavette  avenue  (2nd  floor)  ;  (Block  2086,  Lots  31  and 


JANUARY  14,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  14  1947,  at  10  o  clock  m  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

790-46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Antoine  Pfeuffer,  owner  (Graeber  and  harb- 
stein,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (a)  years;  premises  171 0 
2nd  avenue,  northwest  corner  of  Ea?t  88th  street  (Block 
1534,  Lot  22),  Borough  of  Manhattan. 

742-46-BZ— Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glide  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hosp.tal  Association 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildings  1-5  inclusive);  (Block  2628, 
Lot  1),  Borough  of  The  Bronx. 

805-46- A— North  side  of  Westchester  avenue,  block  front 
between  Cauldwell  and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),  Borough  ot  The  Bronx. 

453-46-BZ — Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a.  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop;  premises  3437-3445  tt. 
Hamihon  parkway,  and  2-12  Chester  avenue  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

461- 46-BZ — Application,  June  21,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of -private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17 
street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

462- 46-A— 52-17  102nd  street  and  101-01  Strong  avenue, 
northeast  corner  (Block  1933,  Lots  41  and  44),  Elmhurst, 
Borough  of  Queens. 

216-41-BZ— Application  of  Benny  Brandfondrener,  appli¬ 
cant  and  lessee;  Lawyers  Trust  Company,  as  trustee  u/w  of 
W  I  M.  Donovan,  owner,  reopened  November  19,  1946,  tor 
consideration  as  to  extension  of  variance— Application  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  temporary  term  of  years,  permittmg  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five  (5)rn°^ 
vehicles-  premises  55  West  169th  street  and  1294-130-  Bos- 
cobel  avenue,  northeast  comer  (Block  2871.  Lots  61  and  6a). 
Roroueh  of  The  Bronx. 
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699-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  aqto  repair  shop,  lubritorium,  auto 
laundry  and  office ;  premises  224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens. 

269-37-BZ— Application  of  O.  J.  and  W.  J.  Kalt,  applicants, 
on  behalf  of  Max  Widmaier  and  Auguste  Widmaier, 
owners,  reopened  December  17,  1946,  for  consideration  as 
to  extension  of  variance— Application,  previously  granted 
on  condition  under  section  21  of  the  zoning  resolution,  for 
a  term  of  five  (5)  years,  permitting  in  a  business  use  dis¬ 
trict,  the  conversion  of  occupancy  of  an  existing  building 
to  a  motor  vehicle  repair  shop;  premises  1325  Webster  ave¬ 
nue,  west  side,  197  ft.  north  of  East  169th  street  (Block 
2887,  Lots  177  and  178),  Borough  of  The  Bronx. 

17-37-BZ — Application  of  Earl  I.  Gallant,  applicant,  on  be¬ 
half  of  Bank  of  New  York,  owner  (342  West  41st  Street 
Garage,  Inc.,  lessee),  reopened  December  17,  1946,  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  retail  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  322-324  West  41st  street,  south  side,  300 
ft.  west  of  8th  avenue  (Block  1031,  Lot  45),  Borough  of 
Manhattan. 

21 1-23-BZ— Application  of  Siegel  and  Green,  applicants,  on 
behalf  of  Charles,  Adolph  and  Irwin  Schnurmacher,  owners, 
reopened  October  29,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to  storage,  of¬ 
fices  and  loading  space;  premises  610-616  West  153rd  street, 
south  side,  150  ft.  west  of  Broadway  (Block  2099,  Lot  40), 
Borough  of  Manhattan. 

84-34-BZ— Application  of  Adolph  Goldberg,  applicant,  on 
behalf  of  The  Lincoln  Savings  Bank  of  New  York,  owner, 
reopened  December  3,  1946,  under  section  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  and  business  use 
district,  the  extension  of  existing  commercial  building 
(Bank)  ;  (previously  granted  by  the  Board)  using  more 
than  the  permitted  area,  and  without  the  required  rear  yard ; 
premises  7419-7427  5th  avenue,  and  501-509  Bay  Ridge  park¬ 
way  (Block  5931,  Lots  1,  3,  and  4),  Borough  of  Brooklyn. 

303- 46-BZ — Application,  April  18,  1946,  under  section  7b  of 
the  zoning  resolution,  of  Walter  Eberhprt,  applicant,  on 
behalf  of  Esther  Slater  Kerrigan,  owner  (Unicorn  Press, 
lessee),  to  permit  in  a  residence  and  restricted  retail  use 
district,  the  proposed  use  of  structure  for  commercial  pur¬ 
poses  from  residence  use;  premises  53  East  77th  street,  north 
side,  69  ft.  east  of  Madison  avenue  (Block  1392,  Lot  25), 
Borough  of  Manhattan. 

304- 46-A — 53  East  77th  street,  north  side,  69  ft.  east  of 
Madison  avenue  (Block  1392,  Lot  25),  Borough  of  Man¬ 
hattan. 

548-46-BZ — Application,  July  16,  1946,  under  section  21  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Elemess  Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  use,  C  area  district,  the  extension  of  present  build¬ 
ing,  using  more  than  the  area  permitted ;  premises  24  Chester 
street,  west  side,  150  ft.  11^4  in.  south  of  East  New  York 
avenue  (Block  3498,  Lot  39),  Borough  of  Brooklyn. 

822-46-BZ — Application,  October  28,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
behalf  of  Hebig  Realty  and  Building  Co.,  owner  (Eda  Mar- 
rin,  lessee),  to  permit  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles,  for 
a  stated  term  of  years;  premises  421-423  West  47th  street, 
north  side,  250  ft.  west  of  9th  avenue  (Block  1057,  Lot 
121-22),  Borough  of  Manhattan. 


904-46-BZ — Application,  November  18,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Joseph  B.  Lynch,  applicant, 
on  behalf  of  Haas  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  laundry  and  lubritorium  for  a  term  of 
ten  (10)  years;  premises  2018-2032  Stillwell  avenue,  and 
2551-2561  86th  street,  northwest  corner  (Block  6860,  Lot 
28),  Borough  of  Brooklyn. 

575-32-BZ — Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney,  owners, 
reopened  December  3,  1946,  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  recon¬ 
struction  and  extension  of  existing  gasoline  service  station 
(previously  granted  by  the  Board)  ;  premises  242-02  to 
242-12  Merrick  boulevard  and  133-41  to  133-45  242nd  street, 
southeast  corner  (Block  13206  (3645),  Lots  17  and  19), 
Rosedale,  Borough  of  Queens. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th.  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

943-46-A — 706  West  181st  street,  and  4251-4259  Broad¬ 
way,  southwest  corner  (Block  2176,  Lot  133),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  January  14,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

892-46-A — North  side  of  Hunter  avenue  244.27  ft.  east 

of  Bay  parkway  (Block  6491,  Lots  13-19  and  Block  6491A, 
Lot  55),  Borough  of  Brooklyn. 

955-46-A — 87  Bowne  street,  southeast  corner  of  Imlay 
street  (2nd  floor)  ;  (Block  507,  part  of  Lot  1),  Borough  of 
Brooklyn. 

942-46-A — 84-20  72nd  drive,  south  side  of  Right-of-Way, 

206  ft.  west  of  88th  street  (Block  3810,  formerly  Block 
3837,  Lots  444  and  456,  formerly  Lots  4  and  6),  Glendale, 
Borough  of  Queens  (Under  section  36,  General  City  Law 
re  building  must  front  on  legal  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  21,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  21,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

880-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Kinetta  Holding  Corp.,  owner  (Joseph  • 
Kraus,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1315- 
1321  Boston  road,  west ‘side,  456.66  ft.  south  of  Jefferson 
place  (Block  2934,  Lot  9),  Borough  of' The  Bronx. 

184-29-BZ — Application  of  H.  M.  Cole,  applicant,  on  be¬ 
half  of  Convey’s  Riding  Club,  Inc.,  owner,  reopened  October 
22,  1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  fifteen 
(15)  years;  premises  42-46  West  66th  street,  south  side,  350 
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ft.  east  of  Columbus  avenue  (Block  118,  Lots  48,  49  and 
50),  Borough  of  Manhattan. 

879-38-BZ— Application  of  Industrial  Installations  Corp  , 
applicant,  on  behalf  of  Rocco  Tricarico,  owner  (Rocco,  Paul 
and  Dominic  Tricarica,  lessees),  reopened  October  8,  1940, 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  existing  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  Board),  to  include  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  31-53  to  31-/3 
31st  street,  east  side,  178.14  ft.  north  of  Broadway  (Block 
613,  Lots  13  and  19),  Long  Island  City,  Borough  of  Queens. 

604-46-BZ — Application,  August  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Jacob  Lubroth,  applicant,  on 
behalf  of  Lawrence  J.  McSherry,  owner  (Murray  Cohen, 
lessee),  to  permit  in  a  business  use,  C  area  district,  the  exten¬ 
sion  of  an  existing  building,  using  more  than  the  area  per¬ 
mitted;  premises  56-36  Myrtle  avenue,  south  side,  175  It.  east 
of  Cornelia  street  (Block  3560,  Lot  27),  Ridgewood,  Borough 
of  Queens. 

650- 46-BZ — Application,  August  27,  1946,  under  section 
7c  of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Kivkin, 
lessee),  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  boys’  home  (previously  granted  by  the 
Board)  to  boys’  home,  children’s  day  camp  and  nursery 
school;  premises  99-107  (known  as  101)  Beach  34th  street 
and  34-02  Sprayview  avenue,  northwest  corner  (Block  31 1, 
Lot  102),  Edgeinere,  Borough  of  Queens. 

651- 46-A— 99-107  (known  as  101)  Beach  34th  street  and 
34-02  Sprayview  avenue,  northwest  corner  (Block  311,  Lot 
102),  Edgemere,  Borough  of  Queens. 

875- 46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spmdler, 
applicant,  on  behalf  of  Altman  Realty  Investing  Corp.  owner, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  tor 
a  term  of  five  (5)  years;  premises  2213-2215  Mermaid  ave¬ 
nue,  north  side,  98  ft.  9^4  in.  west  of  West  22nd  street 
(Block  7016,  Lots  48  and  49),  Borough  of  Brooklyn. 

876- 46-BZ— Application,  November  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Joseph  Halpern,  owner  (Harry  Field,  lessee), 


to  permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  175  Avenue  A  and  443 
East  11th  street,  northwest  corner  (Block  439,  Lot  3/),  Bor¬ 
ough  of  Manhattan. 

909- 46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  bpindler, 
applicant,  on  behalf  of  Eugene  F.  McCarthy  and  John  J 
McCarthy,  joint  owners,  to  permit  in  a  business  use  district, 
a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
91-05  37th  avenue,  north  side.  40  ft.  east  of  91st  street  (Block 
1465,  Lot  41),  Jackson  Heights,  Borough  of  Queens. 

910- 46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Shirley  and  De^haw, 
applicants,  on  behalf  of  Katerod  Realty  Corp.,  owner  (Ed¬ 
ward  Glaser,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
436-438  Grand  street,  southwest  corner  of  Keap  street  (Block 
2398,  Lot  13),  Borough  of  Brooklyn. 

945-46-BZ — Application,  December  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  K.  and  F.  Realty  Corp.,  owner  (Perlros  Laun¬ 
dries  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  165 
Havemeyer  street,  east  side,  100  ft.  north  of  South  ora 
street  (Block  2421,  Lot  1),  Borough  of  Brooklyn. 

818-46-BZ— Application,  October  22,  1946,  under  sections 
7b  7f  and  7i  of  the  zoning  resolution,  of  Casper  P.  Colla, 
applicant,  on  behalf  of  New  York  Connecting  Railroad  Co., 
owner  (Paul  A.  Piancazzo,  lessee),  to  permit  in  a  business 
and  an  unrestricted  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing,  motor 
vehicle  repair  shop  and  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  7306  Queens  boule¬ 
vard,  south  side,  49.49  ft.  east  of  73rd  street  (Block  2448, 
part ’of  Lot  202),  Winfield,  Borough  of  Queens. 

253-46-SA— -Martin  &  Schwartz,  Inc.  Gasoline  Airport 
Dispensing  Pump  (Airport  Fueler),  Models  100-1,  100-1C, 
100-1 N.  100-1CN,  100-2,  100-3,  100-3N  and  100-a. 

896-46-SM— Fleet  Arc  Welding  Service  275  Gallon  Fuel 
Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  31,  1946. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Savage  and  Deputy  Chief  Gurnee.  ,  ,  ,  , 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  December  , 
1946,  were* approved  as  printed  in  Bulletin  No.  52,  Volume 

31.  ’  _ 

ZONING  APPLICATIONS 

184-29-BZ 

APPLICANT— -H.  M.  Cole,  for  Convey’s  Riding  C  lub, 

SUB  TECT— Application  reopened  October  22,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a  garage  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  for  a  term  of  fifteen  (15)  years. 


PREMISES  AFFECTED— 42-46  West  66th  street,  south 
side  350  ft.  east  of  Columbus  avenue  (Block  118, 
Lots  48,  49  and  50),  Borough  of  Manhattan. 

APPEARANCES—  „  ,  a  XT  , 

For  Applicant:  H.  M.  Cole  and  W.  Lovskany. 

For  Opposition:  L.  Tetelman,  S.  Newborg,  Joseph 
Garrick,  Joseph  Zaretzki  and  Bernard  Fried- 

man.  ,  . 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  21,  1947  at 
10  A.  M.  for  further  consideration  after  applicant 
has  filed  new  decision  of  the  borough  superintendent. 


1205-40— BZ 

APPLICANT— Jack  Z.  Cohen,  for  Geno  Ardin,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  re  Order  of  Court— Application  (deci¬ 
sion  of  the  borough  superintendent)  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
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resolution,  permitting  partly  in  residence  and  partly 
in  an  unrestricted  use  district  the  erection  of  an 
additional  story  on  an  existing  building  occupying 
more  than  area  permitted  in  an  A  area,  residential 
use  district;  more  recently  denied  as  to  change  of 
use  for  garage. 

PREMISES  AFFECTED — 421-427  East  93d  street,  north 
side,  133  ft.  in.  west  of  East  River  drive  (Block 
1573,  Lot  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  TION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  awarded. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (1205-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  district  and 
partly  in  an  unrestricted  use  district,  the  erection  of  an  addi¬ 
tional  story  upon  an  existing  building  (garage),  affecting 
premises  421-427  East  93rd  street,  north  side,  133  ft.  4$4  in. 
west  of  East  River  drive  (Block  1573,  Lot  14),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  April  22,  1941, 
on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  September  9,  1942,  October  5,  1943,  October 
3,  1944  and  June  12,  1945 ;  and 

Whereas,  since  the  amendment  to  the  zoning  resolution, 
effective  December  2,  1944,  nullified  the  previous  grant  of 
variance  by  the  Board,  in  view  of  no  permit  having  been 
issued  and  no  substantial  work  done  prior  thereto,  on  July 
17,  1945,  the  Board  rescinded  its  action  of  June  12,  1945, 
and  the  application  was  restored  to  the  calendar  and  set 
for  hearing  on  September  11,  1945;  and 

Whereas,  on  September  11,  1945  the  Board  reaffirmed 
the  resolution  adopted  April  22,  1941,  and  recjtiired  that  all 
permits  be  obtained  and  all  work  completed  within  one 
year  from  date  of  this  amended  resolution ;  and 

Whereas,  on  January  29,  1946  the  Board  denied  an  appli¬ 
cation  under  section  7c  of  the  zoning  resolution,  to  permit  in 
residence  and  unrestricted  use  districts  the  change  of  occu¬ 
pancy  from  public  garage  for  more  than  five  motor  vehicles 
lo  storage  garage  for  more  than  five  motor  vehicles,  in  con¬ 
junction  with  auto  service  station,  sale  of  new  and  used  cars, 
service  and  motor  vehicle  repair  shop;  and 

\\  h ericas,  the  decision  of  the  Board  was  reviewed  by  the 
Court  and  the  decision  denying  the  use  of  the  first  story  as 
an  auto  service  station  was  reversed ;  and 

Whereas,  the  application  was  reopened  and  restored  to 
the  calendar  to  carry  out  the  decision  of  the  Court. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  29,  1946,  in 
accordance  with  an  order  of  the  court  dated  December  16, 
1940,  so  as  to  permit  the  use  of  the  first  floor  as  a  motor 
vehicle  service  station  for  Klinger  Brothers,  on  condition 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  this  calendar 
number  by  resolution  adopted  April  22,  1941  as  to  the  .addi¬ 
tional  third  story  and  subject  to  the  conditions  imposed 
therein  as  follows : 

“*  *  *  that  the  proposed  extension  to  the  east  and 
north  shall  be  constructed  of  face  brick  with  no  open¬ 
ings  therein;  that  no  signs  shall  be  maintained  on  the 
walls  of  the  buildings  to  the  east  and  north  and  no  roof 
sign  shall  be  constructed  ;  and  that  all  permits  required 
shall  he  ojitained  and  all  work  completed  within  one  year 
from  the  date  of  this  amended  resolution.” 


421-46-BZ 

AITLK  AX  1' — Carl  Nirmaicr,  for  Catherine  and  John 
.Muller  and  Mary  Nirmaier,  owners. 

SI  BJ EC  1 — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  for 
a  term  of  years. 

PREMISES  AFFECTED — 168-19  91st  avenue,  north  side, 
175  ft.  east  of  168th  street,  and  168-20  90th  avenue 
(Block  9800,  Lots  12  and  35),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Carl  Nirmaier. 

For  Opposition:  Airs.  Clyde  Gordon,  W.  Mandels 
and  S.  Wexler. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  TION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  o 

THE  RESOLUTION  (421-46-BZ) 

Whereas,  Carl  Nirmaier,  for  Catherine  Muller,  Mary 
Nirmaier  and  John  Muller,  owners,  filed  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a  retail 
use  district  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  tor  a  term  of  years,  affecting  premises  168-19 
91st  avenue,  north  side,  175  ft.  east  of  168th  street  (Block 
9800,  Lots  12  and  35),  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  31,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  91st  avenue  is  in  a  retail  use,  C  area 
and  class  1J4  height  district;  90th  avenue  is  in  a  retail  use, 
C  area  and  Class  V/2  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  7,  1946,  re  Misc.  Applic.  5405-45,  reads : 

“1.  The  parking  and  storing  of  more  than  five  (5) 
motor  vehicles  in  a  retail  district  is  prohibited  by  Sec.  4 
of  the  zone  law  (not  further  examined).” 

and 

^Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  50  ft.  frontage  by  200  ft.  in  depth,  on  which  is 
located  a  wooden  building,  6  ft.  wide  by  4  ft.  in  depth,  one 
story,  8  ft.  in  height;  that  it  is  proposed  to  use  the  vacant 
plot  for  the  parking  and  storage  of  more  than  five  motor 
vehicles ;  and 

Whereas,  in  a  letter  received  from  applicant  dated  Aug¬ 
ust  8,  1946,  states  that  there  is  no  entrance  to  site  on  90th 
avenue;  and 

Whereas,  the  applicant  contends  that  this  piece  of  prop¬ 
erty  has  been  in  the  family  for  over  50  years;  that  it  was 
originally  bought  for  the  purpose  of  parking  wagons  during 
their  repair;  that  some  of  the  public  parked  their  cars  due 
to  the  fact  that  the  street  is  very  congested  at  times  with 
cars  that  are  parking  in  the  street;  that  91st  avenue  is  only 
a  short  block  from  Jamaica  avenue  which  is  the  main  busi¬ 
ness  street  in  Jamaica,  therefore  people  park  their  cars 
here  as  shown  in  picture  No.  2;  that  it  is  also  a  two  wax- 
street  and  easily  accessible  to  and  from  Jamaica  avenue; 
that  there  is  a  restriction  of  “no  parking”  on  one  side  of 
the  street;  that  therefore,  because  of  the  above  stated 
reasons,  it  is  requested  a  variation  of  the  zoning  resolution  be 
granted  for  a  term  of  five  years;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  d:strict 
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regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  /h  thereof  for  a 
term  of  two  (2)  years,  to  permit  the  plot  to  be  occupied  tor 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  that  the  lot  shall  remain  vacant  except  tor  the 
existing  frame  building  at  91st  avenue;  that  the  entrance 
shall  be  from  91st  avenue  only  with  a  curb  cut  not  o\er  1. 
feet  in  width;  that  there  shall  be  no  entrance  from  90th 
avenue;  that  an  adequate  fence  shall  be  maintained  along 
the  rear  lot  line  along  90th  avenue  and  the  side  lot  lines 
continuously  from  91st  to  90th  avenues  and  on  91st  avenue 
except  for  an  opening  opposite  curb  cut;  that  the  plot  slial 
be  leveled  and  surfaced  with  clean  gravel,  steam  cinders  or 
other  suitable  material  treated  with  a  binder  and  properly 
rolled  and  graded  to  provide  surface  drainage,  that  no  ad¬ 
ditional  building  shall  be  erected  on  the  premises,  that  the 
existing  building  shall  be  used' only  for  a  shelter  and  othce 
for  the  attendant ;  that  no  signs  shall  be  erected  except  that 
there  may  be  one  sign  attached  to  the  fence  at  the  91st 
avenue  entrance  not  exceeding  fifteen  feet  in  area  advertising 
the  parking  and  storage  use;  that  such  sign  sha  1  not  be 
illuminated  nor  extend  beyond  the  building  line;  that  sue  i 
fire-fighting  appliances  shall  be  maintained  as  the  fiie  c> 
missioner  shall  direct;  and  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  three  months  from 
the  date  of  this  resolution. 


664-46-BZ  f  ... 

APPLICANT — Henry  George  Greene,  for  b  nexcelled 
Laundry  System,  Inc.,  owner.  . 

SUB TECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district, 
the  extension  of  present  building,  using  more  than 
TTCci  permitted 

PRFMISES  AFFECTED — 120-05  to  120-23  Atlantic  ave¬ 
nue,  and  91-62  121st  street,  northwest  corner  (Block 
9352,  Lots  28  and  30),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES—  _  ,  n  , 

For  Applicant:  Henry  George  Greene  and  Bernaid 

For  Opposition :  Arthur  Stradtner  and  M.  Carlson 
For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition, 
r  Id  F  O  TT  F 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  C  lnef  Guinee  4 

Negative:  . 

THE  RESOLUTION  (664-46-BZ) 

Whereas,  Henry  George  Greene  for  Unexcelled  Laundry 
Svstem  Inc.,  owner,  filed  September  13,  1946  an  application 
under  section  21  of  the  zoning  resolution,  to  permit  in  an 
unrestricted  use,  C  area  district  the  extension  of  present 
building  using  more  than  the  area  permitted,  premises  120-U5 
to  120-23  Atlantic  avenue  and  9162  121st  street,  northwest 
corner  of  121st  street  (Block  9352,  Lots  28  and  30),  Rich¬ 
mond  Hill,  Borough  of  Queens;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  December  31,  1946,  after  due  notice  by  publication  in 

the  Bulletin ;  and  '  ,  . 

Whereas  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Atlantic  avenue  and  121st  street  are  in  bus,- 
ness  and  unrestricted  use  D  area  and  class  1/2  height  dis¬ 
tricts  *  and 

Whereas  the  decision  of  the  borough  superintendent 
dated  August  22,  1946  on  Alt.  Applic.  1676-46  reads : 

“1.  The  extension  of  a  structure  in  excess  ot  /l/Yc 
of  a  corner  plot  is  contrary  to  Article  IV,  sections  14 
and  19e  of  the  Zoning  Resolution.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  188  ft.  10  in.  frontage  by  88  ft.  6  m  ni  depth  on 
which  is  located  a  building  188  ft.  10  in.  front  by  88  ft  6  in. 
in  depth  (irregular)  presently  used  as  a  laundry ,  that  it  is 
proposed  to  erect  an  extension  on  the  unbuilt  portion  ot  the 
lot,  41  ft.  10  in.  by  38  ft.  6  in.  in  depth,  1  story,  la  tt  in 
height,  of  class  3  construction,  to  be  used  as  an  office  and 

storage ;  and  ,  ,  ,  .  ... 

Whereas,  the  applicant  contends  that  the  entire  lots  with 
the  exception  of  the  portion  for  the  proposed  extension  is 
occupied  by  a  commercial  laundry  and  its  offices ;  that  it  is 
intended  to  remove  a  small  portion  of  the  structures  at  the 
northeasterly  part  of  the  present  buildings  and  erect  the 
proposed  extension  over  the  area  indicated  on  the  plans  tiled 
with  this  application ;  that  under  the  present  zoning  law  it 
would  he  permissible  for  70%  of  the  remaining  area  to  he 
covered  with  an  extension;  that  this  would  leave  a  very 
small  section  of  land  uncovered,  a  section  that  would  be 
negligible  compared  to  the  total  coverage  of  the  land;  that 
simultaneously  with  the  erection  of  this  extension,  the 
owners  intend  to  raise  the  parapet  level  of  the  existing  por¬ 
tions  of  the  building  and  reface  the  structure  so  that  the 
entire  plant  as  completed  will  present  a  homogeneous  facade, 
greatly  improving  the  present  appearance  of  the  structure  , 
that  the  erection  of  the  extension  over  the  permitted  area 
leaving  the  small  area  as  required  under  the  zoning  reso¬ 
lution  would  create  practical  difficulties  inasmuch  as  the 
extension  erected  for  the  permitted  area  would  cost  approxi¬ 
mately  as  much  as  for  the  entire  coverage  and  nothing 
would  be  gained  by  leaving  that  portion  uncovered;  that  it 
has  always  been  the  policy  of  the  owners  to  maintain  the 
premises  in  a  condition  amenable  to  its  surroundings ;  that 
the  erection  of  the  proposed  extension  and  the  simultaneous 
improvement  of  the  rest  of  the  property  would  be  an  en¬ 
hancement  for  the  neighborhood  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard- 

*hlResolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21  of 
the  zoning  resolution,  to  permit  the  increase  in  area  as  pro¬ 
posed  and  as  indicated  on  plans  filed  with  this  application, 
marked  “Received  September  13,  1946,”  (3  sheets)  as  cor¬ 
rected  to  show  the  existing  one-story  building  at  the  rear 
along  the  rear  lot  line  on  condition  that  the  sprinkler  system 
shall  be  continued  and  extended  throughout  the  premises; 
that  a  new  wall  shall  be  constructed  at  the  rear  lot  line  for 
such, one-story  extension;  that  the  proposed  extension  along 
121st  street  shall  be  not  over  one  story  in  height  and  shall 
be  reduced  in  depth  so  as  to  leave  a  distance  not  less  than 
4  feet  in  width  for  exit  purposes  through  to  121st  street ; 
that  along  the  line  of  such  passage  there  shall  he  erected  a 
suitable  brick  wall  not  less  than  5  feet  in  height;  that  all 
shipping  and  receiving  shall  be  done  within  the  building; 
that  an  approved  device  for  eliminating  smoke  and  cinders 
shall  he  attached  to  the  existing  smoke  stack  ;  and  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  and  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  fine  year  from  the  date  of  this  resolution. 


843-46-BZ 

APPLICANT— Arthur  Weindorf,  for  Isidore  Lorber,  Inc., 
owner. 

SUB  TECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubri- 
torium  and  office. 
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I  REMISES  AFFECTED — 861  East  169th  street  northwest 
corner  of  Lyman  place  (Block  2970,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Weindorf. 

For  Opposition:  Samuel  Isaacs,  S.  P.  Tohrsan, 
E.  Lloyd,  L.  Granatoor,  S.  Cantor,  M.  Katz, 
J.  Brown,  M.  Miller  and  G.  Fox. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (843-46-BZ) 

Whereas,  Arthur  Weindorf  for  Isidore  Lorber,  Inc., 
owner,  filed  November  4,  1946,  an  application  under  section 
7l  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium  and  office  for  a  term  of  ten  (10)  years, 
premises  861  East  169th  street,  northwest  corner  of  Lyman 
place  (Block  2970,  Lot  1),  Borough  of  The  Bronx;  and 
\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
'nS>  December  31,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

\\  HEREAS,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  169th  street  is  in  a  business  use,  B 
area  and  Class  \y2  height  district,  Lyman  place  is  in  a  busi¬ 
ness  use,  B  area  and  Class  1  y2  height  district;  and 

\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  October  7,  1946,  re  N.B.  Applic.  851-46,  reads: 

“1.  Intended  use  of  a  gasoline  service  or  oil  selling 
station  in  a  business  district  is  contrary  to  Art.  II,  para¬ 
graph  4a,  subdivision  46  of  the  building  zone  resolution 
and  is  therefore  denied.” 

\\  hereas, _  the  applicant  states  that  the  premises  consist 
ot  a  plot,  185.60  ft.  frontage  by  142.64  ft.  in  depth,  irregular, 
presently  vacant;  that  it  is  proposed  to  remove  existing  wire 
fence,  pave  lot  and  erect  a  service  building  52  ft.  front  by 
26  ft.  in  depth,  one  story,  15  ft.  in  height,  of  Class  3  con- 
si  ruction;  that  it  is  proposed  to  install  four  550  gallon  gaso¬ 
line  tanks  and  two  twin  gasoline  pumps,  and  plant  suitably; 
and 

\\  hereas,  the  applicant  contends  that  the  property  was 
formerly  a  taxpayer,  when  foreclosed  by  the  Mutual  Life 
Insurance  Company  18  years  ago;  that  the  company  demol¬ 
ished  the  taxpayer  and  the  lot  has  been  vacant  for  many 
years;  that  the  present  owner  acquired  the  property  from  the 
Mutual  Life  Insurance  Company  four  years  ago  and  has 
been  unable  to  find  profitable  use  for  it,  as  the  shape  of  the 
lot  precludes  improvement  with  stores  or  multiple  dwelling; 
that  due  to  inability  to  make  property  pay,  and  to  changing 
conditions  in  the  neighborhood,  assessed  value  has  declined 
in  four  years  from  land  $20,000,  Total  $20,000  to  land 
$12,000,  Total  $12,000 ;  that  the  owner  cannot  continue  to 
carry  the  property  in  the  present  vacant  condition ;  that  the 
property  may  be  able  to  carry  itself  if  it  could  be  used  for 
a  gasoline  service  station ;  that  application  is  made  for  grant¬ 
ing  of  permit  for  a  period  of  ten  years  to  amortize  the  in¬ 
vestment  in  depreciable  improvement ;  that  this  ten  year 
period  is  based  on  the  following  estimate : 

Estimated  annual  rental  .  $2,500 

Annual  expenses  (Estimated) 

Real  Estate  taxes  3%  of  $18,500  .  $  550 

Water  charge  .  50 

Insurance  . 150 

Interest  on  value— 6%  of  $18,500  _  1,100 


Total  annual  expenses  . .  1,850 

Annual  amount  available  for  amortization .  650 


Amortization  period  $6500  10  years. 


650 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7f  of  the  zoning  resolution. 

A  esolvcd,  the  decision  of  the  borough  superintendent  be 
and  is  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


845-46-BZ 


APPLICAN1 — Max  Wechsler,  for  151  Lenox  Avenue 
Corp.,  owner. 

SUBJEC 1  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 151  Lenox  avenue,  west  side, 
81  ft.  3:y  in.  south  of  West  118th  street  (Block 
1902,  Lot  33),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  Max  Wechsler  and  K.  Rogers. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

BOARD— Application  granted  on  condition. 

1  H  E  V  O  1  E — 

Affirmative  :  l  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative :  .  q 


THE  RESOLUTION  (845-46-BZ) 

Whereas,  Max  Wechsler,  for  151  Lenox  Avenue  Cor¬ 
poration,  owner,  filed  November  6,  1946,  an  application  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  a  wet  wash  laundry  for  a  term  of  five  (5)  years, 
affecting  premises  151  Lenox  avenue,  west  side,  81  ft  30  in’ 
south  of  West  118th  street  (Block  1902,  lot  33),  Borough 
of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
.  -  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  31,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Lenox  avenue  is  in  a  business  use,  B 
area  and  class  1  y>  height  district;  West  118th  street  is  in 
residence  and  business  use,  B  area  and  class  W2  height 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  6,  1946  on  Alt.  Applic.  2232-46  reads: 

“1.  Proposed  wet  wash  laundry  in  a  business  district 
is  contrary  to  Art.  II,  Sec.  4  (a)  15  Z.  R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  \yA  in.  frontage  by  75  ft.  in  depth,  on  which 
is  located  a  building  20  ft.  lj%  in.  front  by  75  ft.  in  depth, 
5  stories,  55  ft.  in  height,  of  class  3  construction,  presently 
used  as  store  on  1st  floor,  studios  and  offices  on  the  upper 
floors;  that  it  is  proposed  to  install  thirty  (30)  self-service 
individual,  home  type  washing  machines  of  a  type  as  ap¬ 
proved  by  the  Board ;  that  the  entrance  to  the  store  will  be 
moved  to  the  southerly  side ;  and 

Whereas,  the  applicant  contends  that  the  existing  store 
on  the  first  floor  will  be  altered  to  receive  30  self-service 
washmg  machines ;  that  there  will  be  no  change  in  the  facade 
of  the  building  except  for  the  sign  at  the  front  of  the  store, 
and  entrance  to  the  store  will  be  moved  to  southerly  side; 
that  the  premises  when  altered  will  be  similar  in  appearance 
to  other  similar  automatic  laundries ;  that  the  machines  are 
the  same  type  as  are  used  in  private  homes  and  apartment 
houses  and  in  no  way  industrial  in  type,  having  10  lbs. 
capacity;  that  they  are  not  noisy  or  otherwise  objectionable 
and  there  is  no  steam  or  power  plant  in  use;  that  there  are 
no  trucks  or  wagons  depositing  or  removing  bundles  of 
clothes  ;  that  an  approval  of  this  application  will  permit  the 
beneficial  use  of  the  property  without  adversely  affecting 
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the  neighborhood  and  will  promote  the  public  health  by  mak¬ 
ing  efficient  laundering  effortless  and  it  will  benefit  the 

ne\VHEREAS,  the  question  whether  a  laundry  of  this  type  is 
nrohibited  by  law  in  a  business  use  district  as  determined 
by  the  Board  has  been  subject  to  Court  review  and  a  rece  t 
decision  of  the  Appellate  Division,  sustaining  a  prevmi  _ 
dec  sion  of  the  Supreme  Court,  reversing  the  Board  of 
Standards  and  Appeals  will  be  taken  for  review  to  the  Court 

°£wSS£j,  *e  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  /e  of  the  zoning  resolution.  .  y  a 

Resolved ,  that  the  Board  of  Standards 
herehv  make  a  variation  in  the  application  ot  the  me 
regulations  of  die  zoning  resolution  and  that  .he  aPPtotjon 
he  and  it  hereby  is  granted  under  section  7e  thereof  tor  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  nrooosed  and  as  indicated  on  plans  marked  Receive 
November  6,  1946”  (4  sheets)  on 

work  shall  be  done  on  the  premises  other  than  in 1  ^ie  thl 
(30)  proppsed  machines  of  a  type  as  approved  by  the  Board 
that  during  the  term  of  this  variance  the  premises  shall  be 
occupied  for  no  other  use  than  that  permitted  herein  ,  t 
such  portable  fire-fighting  appliances  shaU  be  installed  as 
the  fire  commissioner  shall  direct;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws  ru 
and  regulations  applicable  thereto  and  tbat  aff  pernvts  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


846-46-BZ  .  . 

APPLICANT— William  R.  Shirley,  for  Kosotf  Realties, 
Inc.  owner  (Hyman  and  Samuel  Kopelson,  lessees). 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  was  i 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 135a  Brook  avenue  and  41/ 
Kindermann  place,  northwest  corner  (Block  -893, 
Lot  81),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant  :>  William  K.  Shirley. 

For  Opposition :  Nonc._  .  ,  ( 

For  Administration:  Samuel  L.  Becker,  utp  t  oi 
Housing  and  Buildings. 

U  TION  OF  BOARD — Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Oumee  4 
Negative:  . 

THE  RESOLUTION  (846-46-BZ) 

Whereas,  William  R.  Shirley  for  Rosoff  Realties,  Inc., 
owner,  Hyman  and  Samuel  Kopelson  lessee  filed  November 
7  1946  an  application  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  a  wet  wash  laundry 
for  a  term  of  five  (5)  years,  affecting  premises  135a  Brook 
avenue  and  417  Kindermann  place,  northwest  corner  (Block 
2893  Lot  81),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  December  31,  1946,  after  due  notice  by  publication  in 

the  Bulletin ;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning 

resolution  show  that  Brook  avenue  is  in  a  business  use,  B 
area  and  Class  U/2  height  district;  Kindermann  place  is  in 
a  business  use,  B  area  and  Class  1J4  height  district,  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  31,  1946,  re  Alt.  Applic.  1025-46,  reads : 

“1  Proposed  conversion  of  store  to  wet  wasn 
laundry  at  the  1st  story  of  the  6-story  and  cellar  non- 
fireproof  New  Law  Tenement,  located  in  a  business  use 
district,  is  contrary  to  Article  2,  Sec.  4(a)  Subdivision 
(51)  of  the  zoning  resolution.” 


^Whereas,  the  applicant  states  that  the  premises  consist  of 
a  nlot  48  03  ft  frontage  by  90  ft.  in  depth,  on  which  is  loca¬ 
ted  a  building  48.03  ft.  front  by  81  ft.  in  depth,  six  (6)  stories, 

06  ft.  in  height,  of  Class  3  construct, on  present  used  as 
stores  and  apartments;  that  it  is  proposed  to  install  -0  selt 
service  automatic  home  type,  individual  washing  machines, 
approved  under  Cal.  No.  136-46-SA;  that  hot  water  will  be 
provided  by  use  of  an  oil  heater  and  copper  coil;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  o 
install  20  Bendix  washing  machines  in  the  store,  each  ma¬ 
chine  operated  by  a  H.P.  motor,  each  machine  with  an 
individual  capacity  of  10  lbs.  of  dry  clothes;  that  each  ma¬ 
chine  is  placed  on  a  platform  so  arranged  as  to  eliminate 
vibration  and  sound;  that  the  retail  rental  laundry  thus 
formed  will  have  a  “launderette  franchise  issued  by  the 
Telecoin  Corporation  and  will  have  only  two  employees  as 
the  customers  do  their  own  work ;  that  ordinary  househo  i 
soap  powder  will  be  used  and  normal  hot  water  will  be  pro¬ 
vided  by  the  use  of  an  oil  heater  and  copper  coil ;  that  no 
steam  will  be  manufactured  on  the  premises  and  no  ob¬ 
noxious  odors  or  excessive  noise  will  form  a  part  of  t 
operation;  that  the  launderette  thus  formed  being  a  self- 
service  laundry,  will  not  have  any  pick-up  or  delivery  trucks 
as  part  of  the  operation :  that  there  are  few  and  inadequate 
sanitary  facilities  in  the  neighborhood  and  this  installation 
will  prove  a  definite  contribution  to  public  health  and  lighten 
the  burden  of  the  housewife;  that  is  it  respectfully  requested 
that  this  variance  be  granted  to  permit  the  lessee  to  operate 
the  establishment  for  a  period  of  five  years;  and 

Whereas,  the  question  whether  a  laundry  of  this  type  is 
prohibited  by  law  in  a  business  use  district  as  determined 
by  the  Board  has  been  subject  to  Court  review  and  a  recent 
decision  of  the  Appellate  Division,  sustaining  a  previous 
decision  of  the  Supreme  Court,  reversing  the  Board  ot 
Standards  and  Appeals  will  be  taken  for  review  to  the  Court 

of  Appeals;  and  .  ,  . 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 

in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  apphcat-on 
be  and  it  hereby  is  granted  under  section  7e  thereof  tor  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed  and  indicated  on  plans  filed  with  this  applica¬ 
tion  marked  “Received  November  7,  1946  (  4  sheets)  ,  on 

condition  that  no  laundry  work  shall  be  done  on  the  prenvses 
other  than  in  the  twenty  (20)  automatic  washing  machines 
of  the  tvpe  approved  by  the  Board  under  Cal.  136-4b-BA , 
that  during  the  term  of  this  variance  the  premises  shall  be 
occupied  for  no  other  use  than  that  permitted  herein ;  that 
such  portable  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct;  that  in  all  other  respects  the 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  and  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

764-46-A 

APPLICANT— Saul  Goldsmith,  for  William  I.  Liftman, 
owner,  (Peerless  Lamp  Works,  lessee). 

SUB TECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 600-602  Broadway,  west  side, 
51  ft.  4  in,  south  of  Walton  street  (third  floor)  ; 
(Block  2251,  Lot  13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  withdrawn  on  written  re¬ 
quest  of  applicant,  in  view  of  action  by  the  Board 
approving  the  appliance  involved  under  Cal.  /28- 
46-SA. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


MATERIALS  AND  APPLIANCES  SUBMITTED 
FOR  APPROVAL 

344-4 1-SM 

APPLICANT — Samuel  Cohen,  for  General  Fireproof  Door 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Approval  of  General 
Kalamein  Door  and  General  Hollow  Metal  Door 
( previously  approved  by  Board). 

APPEARANCES— 

For  Applicant :  Samuel  Cohen  and  J.  Sussman. 
ACTION  OF  BOARD — Request  for  amendment  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  FOR 
AMENDMENT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


13U-46-SM 

APPLIC  ANT — American  Rolling  M  ill  Co.,  owner. 
SUBJECT — Armco  Hel-Cor  Pile  Shell,  approval  of. 
APPEARANCES— 

For  Applicant:  Russell  E.  Barnard,  Forrest  S. 

Jenkins  and  John  Deal}'. 

For  Opposition:  Francis  T.  Carmody. 

AC  1  ION  OF  BOARD — Laid  over  without  date  for  further 
consideration. 


572-38-SA 

APPLIC  ANT — J.  A.  Logan,  for  Gilbert  and  Barker  Mfg. 
Co.,  owner. 

SUBJEC  T — Gilbarco  Calcometer  M98  Gasoline  Dispensing 
Pump  (reopened  September  10,  1946). 
APPEARANCES— 

For  Applicant :  Albert  H.  Howes. 

AC  I  ION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (572-38-SA) 

W  hereas,  the  Gilbert  and  Barker  Manufacturing  Co., 
owner,  filed  July  5,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Gilbarco  Calcometer  M96,  Gasoline  Dispensing  Pump, 
under  the  provisions  of  C.26-191.0  Administrative  Code  (2.2.3 
BC  )  and  C.  19-69.0  C.  Administrative  Code;  and 
Whereas,  this  appliance  was  approved  by  the  Board  on 
November  22,  1938,  on  certain  conditions,  and  the  resolution 
amended  on  January  31,  1939;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
September  10,  1946;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 


October  18,  1946. 

Re :  Cal.  No.  572-38-SA. 

Subject:  Gilbarco  Calcometer  M98  Gasoline  Dispens¬ 
ing  Pump. 

The  applicant  under  date  of  June  19,  1946,  filed  an 
application  with  the  Board  for  reopening  and  amend¬ 
ment  of  the  resolution  to  permit  the  omission  of  hose 
pulls  on  gasoline  pumps  of  its  manufacture  as  approved 


under  date  of  November  22,  1938,  Bulletin  48,  Vol.  23, 
as  amended  January  31,  1939,  Bulletin  6,  Vol.  24. 

Inspections  and  tests  on  these  hose  pulls  have  been 
made  by  the  Committee  on  Tests  on  various  types  of  in¬ 
stallations  and  based  on  these  inspections  and  observa¬ 
tions,  the  Committee  concludes  that  the  hose  pull  is  not 
necessary  in  order  to  provide  the  safeguards  to  prevent 
the  uncontrolled  flow  of  gasoline.  Since  the  present 
type  of  shut-off  control  mechanism  used  on  the  hose 
nozzle  and  the  type  of  hose  appear  to  provide  adequate 
safeguards,  the  Committee  on  Tests  recommends  that 
the  resolution  hereinbefore  mentioned  be  amended  to 
include  the  recommendation  that  hose  pulls  heretofore 
required  need  not  be  furnished  on  existing  or  new  in¬ 
stallations  provided  that  in  all  other  respects,  the  pump 
and  its  mechanism  are  the  same  as  approved  by  the 
Board  under  the  aforementioned  calendar  number,  ex¬ 
cept  that  a  cut-off  switch  be  installed  in  the  circuit  on 
the  pump  permitting  the  pump  to  be  shut  off  in  case 
of  emergency. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  31,  1939,  in  accord¬ 
ance  with  the  above  report. 


746-38-SA 

APPLICANT — J.  E.  Young,  for  Service  Station  Equipment 
Co.,  owner. 

SUBJECT — Bennett  Pumps  for  Motor  Fuels,  Models  156 
and  375  (reopened  September  10,  1946). 
APPEARANCES— 

For  Applicant :  Harold  F.  Parks. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests 
THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  (j 

THE  RESOLUTION  (746-38-SA) 

Whereas,  The  Service  Station  Equipment  Co.,  owner, 
filed  on  August  28,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Bennett  Pumps  for  Motor  Fuels,  Models  156  and 
375 ;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
July  18,  1939,  on  certain  conditions,  and  the  resolution 
amended  on  December  9,  1941 ;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
September  10,  1946,^  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 
REPORT  OF  COMMITTEE  ON  TESTS 

October  18.  1946. 

Re:  Cal.  No.  746-38-SA 

Subject:  Bennett  Pumps  for  Motor  Fuels,  Models  156 
and  375. 

The  applicant  under  date  of  June  19,  1946  filed  an 
application  with  the  Board  for  reopening  and  amend¬ 
ment  of  the  resolution  to  permit  the  omission  of  hose 
pulls  on  gasoline  pumps  of  its  manufacture  as  approved 
under  date  of  July  18,  1939,  Bulletin  31,  Volume  24. 

Inspections  and  tests  on  these  hose  pulls  have  been 
made  by  the  Committee  on  Tests  on  various  types  of 
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installations  and  based  on  these  inspections  and  observa¬ 
tions,  the  Committee  concludes  that  the  hose  pull  is  not 
necessary  in  order  to  provide  the  safeguards  to  prevent 
the  uncontrolled  How  of  gasoline.  Since  the  Presen* 
of  shut-off  control  mechanism  used  on  the :  hose nozzle 
and  the  type  of  hose  appear  to  provide  adequate  sate 
guards  the  Committee  on  Tests  recommends  that  the 
resolution  hereinbefore  mentioned  be  amended  to  include 
[he  recommendation  that  hose  pulls  heretofore  required 
need  not  be  furnished  on  existing  or  new  installations 
provided  that  in  all  other  respects,  the  pump  am  its 
mechanism  are  the  same  as  approved  by  the  Board 
under  the  aforementioned  calendar  number  except  that 
a  cut-off  switch  be  installed  in  the  circuit  on  the  pump 
permitting  the  pump  to  be  shut  off  in  case  of  emergency. 

(Sgd  )  BERNARD  A.  SAVAGE, 

v  Commissioner, 


CHARLES  M. 


BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  18,  1939,  in  accordance 
with  the  above  report. 


necessary  in  order  to  provide  the  safeguards  to  Preye”t 
the  uncontrolled  flow  of  gasoline.  Since  the  present  type 
of  shut-off  control  mechanism  used  on  the  hose  nozzle 
and  the  type  of  hose  appear  to  provide  adcqiiate  sale- 
<uiards,  the  Committee  on  Tests  recommends  that  the 
resolution  hereinbefore  mentioned  be  amended  to  include 
the  recommendation  that  hose  pulls  heretofore  required 
need  not  be  furnished  on  existing  or  new  installations 
provided  that  in  all  other  respects,  the  pump  and  its 
mechanism  are  the  same  as  approved  by  the  Bo,ard  un<Jefr 
the  aforementioned  calendar  number,  except  that  a  cut¬ 
off  switch  be  installed  in  the  circuit  on  the  pump  per¬ 
mitting  the  pump  to  be  shut  off  in  case  of  emergency. 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  24,  1939,  in  accord¬ 
ance  with  the  above  report. 


779-38-SA 

APPLICANT _ D.  J.  Nelson,  for  Martin  and  Schwartz, 

SUBTECT— M  &  S  Computing  Gasoline  Pumps,  Models  70 
70 R A  2,  70  RPA  2-15  and  2-25  and  WMI  2-15  and 
2-25  (reopened  September  10,  1946). 

APPEARANCES— 

For  Applicant :  Thomas  F.  Breen. 

ACTION  OF  BOARD— Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  :  Chairman  Murdock,  C  ommissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 

Negative :  . 

THE  RESOLUTION  (779-38-SA) 

Whereas,  Martin  and  Schwartz,  Inc  owner  filed  Sep¬ 
tember  9,  1938  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  i 
M  and  S.  Computing  Gasoline  Pump,  Model  70,  and 
Whereas,  this  appliance  was  approved  by  the  Board  Janu- 
arv  24,  1939  in  accordance  with  the  report  of  engineer;  and 
Whereas,  the  resolution  was  amended  on  December  16, 

1941  and  Feb.  13,  1946;  and  ,  .  , 

Whereas,  the  applicant  requested  a  further  amendment  ot 

' ' '  \Vh E^EAS^ttiis^ase  was  reopened  by  vote  of  the  Board  on 

September  10,  1946;  and  .  —  .  _„i_. 

Whereas,  the  report  of  the  Committee  on  Tests  read  . 

REPORT  OF  COMMITTEE  ON  TESTS 

October  18,  1946. 

Re:  Cal.  No.  779-38-SA.  .  1e 

Subject:  M.  &  S.  Computing  Gasoline  Pumps  Models 

'70  and  70RA  2,  70  RPA  2-15  and  2-25  and  WMP 

245  tind  2-2.1 .  - 

The  applicant  under  date  of  June  19,  1946  filed  an 
application  with  the  Board  for  reopening  and  amendment 
of  the  resolution  to  permit  the  omission  of  hose  pulls  on 
gasoline  pumps  of  its  manufacture  as  approved  under 
date  of  January  24,  1939,  Bulletin  5,  Volume  24  as 
amended  December  16,  1941,  Bui.  51,  Vol.  26. 

Inspections  and  tests  on  these  hose  pulls  have  been 
made  by  the  Committee  on  Tests  on  various  types  of  in¬ 
stallations  and  based  on  these  inspections  and  observa¬ 
tions,  the  Committee  concludes  that  the  hose  pull  is  not 


954-38-SA 

APPLICANT — F.  Neustadt,  for  National  Pumps  Corpora¬ 
tion,  owner.  .  _  u 

SUBTECT— National  Pump  Corporation  Gasoline  lumps. 

Models  A-38,  B-38,  C-38  and  CC-38  (reopened 
September  10,  1946). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

■  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  I  )eputy  Chief  Guinee  4 
N  egative :  .  U 

THE  RESOLUTION  (954-38-SA) 

Whereas,  the  National  Pumps  Corporation,  owner,  filed 
on  October  31,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  National  Pumps  Corporation’s  Gasoline  Pumps,  Models 
A-38,  B-38,  C-38  and  CC-38;  and 
W hereas,  this  appliance  was  approved  by  the  Board  on 
September  22,  1942,  on  certain  conditions ,  and 

Whereas,  the  applicant  requested  an  amendment  ot  the 

resolution;  and  ,  „  , 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 

September  10,  1946;  and  , 

Whereas,  the  report  of  the  Committee  on  i  ests  reads . 

REPORT  OF  COMMITTEE  ON  TESTS 

October  18,  1946. 

Re:  Cal.  No.  954-38-SA  . 

Subject:  National  Pump  Corporation  Gasoline  lumps, 
Models  A-38,  B-38,  C-38  and  CC-38. 

The  applicant  under  date  of  June  19,  1946  filed  an 
'  application  with  the  Board  for  reopening  and  amend¬ 
ment  of  the  resolution  to  permit  the  onrssion  of  hose 
pulls  on  gasoline  pumps  of  its  manufacture  as  Approved 
under  date  of  September  22,  1942,  Bulletin  39,  Vol.  27. 

Inspections  and  tests  on  these  hose  pulls  have  been 
made  by  the -.Committee  on  Tests  on  various  types  ot 
installations  and  based  on  these  inspections  and  observa¬ 
tions  the-  Committee  concludes  that  the  hose  pull  is  not 
necessary  in  order  to  provide  the  safeguards  to  prevent 
the  uncontrolled  flow  of  gasoline.  Since  the  present  type 
of  shut-off  control  mechanism  used  on  the  hose  nozzle 
and  the  type  of  hose  appear  to  provide  adequate  safe¬ 
guards,  the  Committee  on  Tests  recommends  that  the 
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resolution  hereinbefore  mentioned  be  amended  to  include 
the  recommendation  that  hose  pulls  heretobefore  re¬ 
quired  need  not  be  furnished  on  existing  or  new  installa¬ 
tions  provided  that  in  all  other  respects,  the  pump  and 
its  mechanism  are  the  same  as  approved  by  the  Board 
under  the  aforementioned  calendar  number,  except  that 
a  cut-off  switch  be  installed  in  the  circuit  on  the  pump 
permitting  the  pump  to  be  shut  off  in  case  of  emergency. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  22,  1942,  in  ac¬ 
cordance  with  the  above  report. 


974-39-SA 

APPLICANT — R.  R.  Dooley,  for  Bowser,  Inc.,  owner. 
SUBJECT — “Reel  Way”  Gasoline  Pump  wilh  Hose  Reel 
Attachment  for  Gasoline  Pump  (reopened  Septem¬ 
ber  24,  1946) . 

APPEARANCES— 

For  Applicant :  R.  R.  Dooley. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 

THE  RESOLUTION  (974-39-SA) 

Whereas,  S.  F.  Bowser  and  Company,  Inc.,  owner,  filed 
July  18,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Bowser  “Reel  Way”  Gasoline  Pump  with  Hose  Reel  At¬ 
tachment;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
November  8,  1939,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  24,  1946 ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

October  18,  1946. 

Re:  Cal.  No.  974-39-SA 

Subject :  Reel  Way  Gasoline  Pump  with  Rose  Reed 
Attachment  for  Gasoline  Pump. 

The  applicant  under  date  of  June  19,  1946  filed  an 
application  with  the  Board  for  reopening  and  amend¬ 
ment  of  the  resolution  to  permit  the  omission  of  hose 
pulls  on  gasoline  pumps  of  its  manufacture  as  approved 
under  date  of  November  8,  1939,  Bulletin  46,  Vol.  24. 

Inspections  and  tests  on  these  hose  pulls  have  been 
made  by  the  Committee  on  Tests  on  various  types  of 
installations  and  based  on  these  inspections  and  observa¬ 
tions,  the  Committee  concludes  that  the  hose  pull  is  not 
necessary  in  order  to  provide  the  safeguards  to  prevent 
the  uncontrolled  flow  of  gasoline.  Since  the  present 
type  of  shut-off  control  mechanism  used  on  the  hose 
nozzle  and  the  type  of  hose  appear  to  provide  adequate 
safeguards,  the  Committee  on  Tests  recommends  that  the 
resolution  hereinbefore  mentioned  be  amended  to  in¬ 
clude  the  recommendation  that  hose  pulls  heretobefore 
required  need  not  be  furnished  on  existing  or  new  in¬ 
stallations  provided  that  in  all  other  respects,  the  pump 
and  its  mechanism  are  the  same  as  approved  by  the 
Board  under  the  aforementioned  calendar  number,  ex¬ 


cept  that  a  cut-off  switch  be  installed  in  the  circuit  on 
the  pump  permitting  the  pump  to  be  shut  off  in  case  of 
emergency. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  8,  1939,  in  ac¬ 
cordance  with  the  above  report. 


1326-39-SA 

APPLICANT — Tokheim  Oil  Tank  and  Pump  Co.,  owner. 
SUBJECT — Tokheim  Motor  Fuel  Dispensing  Pump,  Models 
39- HR,  39-DP-HR,  800-S,  800-S-TP,  802-S  and 
802-S-TP  (reopened  September  10,  1946). 
APPEARANCES— 

For  Applicant :  A.  P.  Lapsonsky. 

A  Cl  ION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (1326-39-SA) 

Whereas,  Tokheim  Oil  Tank  and  Pump  Company,  owner, 
filed  October  26,  1939  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Tokheim  Model  39-HR  Computer  Pump  with 
Hose  Reel  and  Tokheim  Model  39-DP-HR  Clock  Dial 
Pump  with  Hose  Reel ;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
November  8,  1939,  in  accordance  with  report  of  Committee 
on  Tests,  and  the  resolution  amended  on  December  16, 
1941  ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  10,  1946 ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

October  18,  1946. 

Re:  Cal.  No.  1326-39-SA 

Subject :  Tokheim  Motor  Fuel  Dispensing  Pump, 
Models  39-HR,  39-DP-HR,  800-S,  800-S-TP,  802- 
S,  802-S-TP. 

The  applicant  under  date  of  June  19,  1946  filed  an 
application  with  the  Board  for  reopening  and  amend¬ 
ment  of  the  resolution  to  permit  the  omission  of  hose 
pulls  on  gasoline  pumps  of  its  manufacture  as  approved 
under  date  of  November  8,  1939,  Bulletin  46,  Vol.  24, 
as  amended  December  16,  1941,  Bulletin  51,  Vol.  26. 

Inspections  and  tests  on  these  hose  pulls  have  been 
inade  by  the  Committee  on  Tests  on  various  types  of 
installations  and  based  on  these  inspections  and  observa¬ 
tions,  the  Committee  concludes  that  the  hose  pull  is  not 
necessary  in  order  to  provide  the  safeguards  to  prevent 
the  uncontrolled  flow  of  gasoline.  Since  the  present 
type  of  shut-off  control  mechanism  used  on  the  hose 
nozzle  and  the  type  of  hose  appear  to  provide  adequate 
safeguards,  the  Committee  on  Tests  recommends  that 
the  resolution  hereinbefore  mentioned  be  amended  to 
include  the  recommendation  that  hose  pulls  heretofore 
required  need  hot  be  furnished  on  existing  or  new  instal¬ 
lations  provided  that  in  all  other  respects,  the  pump  and 
its  mechanism  are  the  same  as  approved  by  the  Board 
under  the  aforementioned  calendar  number,  except  that 
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a  cut-off  switch  be  installed  in  the  circuit  on  the  pump 
permitting  the  pump  to  be  shut  off  in  case  ot  emergency. 


(Sgd.) 


BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V. 


HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  8,  1939,  in  accord¬ 
ance  with  the  above  report. 


cept  that  a  cut-off  switch  to  be  installed  in  the  circuit 
on  the  pump  permitting  the  pump  to  be  shut  off  in  case 
of  emergency. 


(Sgd.) 


BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M. 


BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  16,  1940,  in  accordance 
with  the  above  report. 


130-40-SA 

APPLICANT— Walter  H.  Sieger,  for  Neptune  Meter  Co., 

owner.  _ 

SUBJECT — Neptune  Red  Seal  Computer  or  N on-Computer 
Pump,  Model  855  with  or  without  Hose  Reel  (re¬ 
opened  September  10,  1946). 

APPEARANCES— 

For  Applicant:  Henry  F.  Soper. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (130-40-SA) 

Whereas,  the  Neptune  Meter  Company,  owner  filed  Feb¬ 
ruary  2,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Neptune  Red  Seal  Computer  and  Non-Computer  Gasoline 
Dispensing  Pump  Model  855  with  or  without  hose  reel, 
and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
April  16,  1940,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  10,  1946 ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

October  18,  1946. 

Re:  Cal.  No.  130-40-SA.  _ 

Subject:  Neptune  Red  Seal  Computer  or  Non-Com¬ 
puter  Pump,  Model  855  with  or  without  Hose  Reel. 
The  applicant  under  date  of  June  19,  1946  filed  an 
application  with  the  Board  for  reopening  and  amend¬ 
ment  of  the  resolution  to  permit  the  omission  of  hose 
pulls  on  gasoline  pumps  of  its  manufacture  as  approved 
under  date  of  April  16,  1940,  Bulletin  17,  Volume  25. 

Inspections  and  tests  on  these  hose  pulls  have  been 
made  by  the  Committee  on  Tests  on  various  types  of 
installations  and  based  on  these  inspections  and  observa¬ 
tions,  the  Committee  concludes  that  the  hose  pull  is  not 
necessary  in  order  to  provide  the  safeguards  to  prevent 
the  uncontrolled  flow  of  gasoline.  Since  the  present 
type  of  shut-off  control  mechanism  used  on  the  hose 
nozzle  and  the  type  of  hose  appear  to  provide  adequate 
safeguards,  the  Committee  on  Tests  recommends  that 
the  resolution  hereinbefore  mentioned  be  amended  to  in¬ 
clude  the  recommendation  that  hose  pulls  heretofore  re¬ 
quired  need  not  be  furnished  on  existing  or  new  in¬ 
stallations  provided  that  in  all  other  respects,  the  pump 
and  its  mechanism  are  the  same  as  approved  by  the 
Board  under  the  aforementioned  calendar  number,  ex- 


452-40-SA 

APPLICANT— W.  B.  Johnson,  Jr.,  for  Erie  Meter  Sys¬ 
tems,  Inc.,  owner.  , 

SUBJECT— Erie  Gasoline  Dispensing  Pump,  Model  //  and 
99  (reopened  September  10,  1946). 
APPEARANCES— 

For  Applicant :  Frank  E.  Carney. 

ACTION  OF  BOARD— Resolution  amended  m  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 

THE  RESOLUTION  (452-40-SA) 

Whereas,  William  V.  McDevit,  for  Erie  Meter  Systems, 
Incorporated,  owner,  filed  April  30,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Erie  Non-Computing  Pump,  Models 
77  and  99;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
June  18,  1940,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  10,  1946;  and 

Whereas,  the  report  of  the  Committee  on  lests  reads. 
REPORT  OF  COMMITTEE  ON  TESTS 

October  18,  1946. 

Re:  Cal.  No.  452-40-SA  ,,- 

Subject:  Erie  Gasoline  Dispensing  Pump,  Model  // 
and  99. 

The  applicant  under  date  of  June  19,  1946  filed  an 
application  with  the  Board  for  reopening  and  amendment 
of  the  resolution  to  permit  the  omission  of  hose  pulls 
on  gasoline  pumps  of  its  manufacture  as  approved  under 
date  of  June  18,  1940,  Bulletin  26,  Vol.  25. 

Inspections  and  tests  on  these  hose  pulls  have  been 
made  by  the  Committee  on  Tests  on  various  types  of 
installations  and  based  on  these  inspections  and  observa¬ 
tions,  the  Committee  concludes  that  the  hose  pull  is  not 
necessary  in  order  to  provide  the  safeguards  to  prevent 
the  uncontrolled  flow  of  gasoline.  Since  the  present 
type  of  shut-off  control  mechanism  used  on  the  hose 
nozzle  and  the  type  of  hose  appear  to  provide  adequate 
safeguards,  the  Committee  on  Tests  recommends  that 
the  resolution  hereinbefore  mentioned  be  amended  to  in¬ 
clude  the  recommendation  that  hose  pulls  heretofore 
required  need  not  be  furnished  on  existing  or  new  in¬ 
stallations  provided  that  in  all  other  respects,  the  pump 
and  its  mechanism  are  the  same  as  approved  by  the 
Board  under  the  aforementioned  calendar  number,  ex¬ 
cept  that  a  cut-off  switch  be  installed  in  the  circuit 


14 


MINUTES 


on  the  pump  permitting  the  pump  to  be  shut  off  in  case 
of  emergency. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  18,  1940,  in  accordance 
with  the  above  report. 


10-46-SM 

APPLICANT — Alabama  Metal  Lath  Co.,  owner. 

SUBJECT — Alabama  Brand  Metal  Lath,  approval  of. 
APPEARANCES— 

For  Applicant None. 

ACTION  OF  BOARD- — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (10-46-SM) 

Whereas,  the  Alabama  Metal  Lath  Co.,  owner,  filed  on 
January  7,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Alabama 
Brand  Metal  Lath;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads  : 

REPORT  OF  COMMITTEE  ON  TESTS 

November  22,  1946. 

Re:  Cal.  10-46-SM 

Subject:  Alabama  Brand  Metal  Lath 

The  Alabama  Metal  Lath  Company  of  Birmingham, 
Alabama,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  the  approval  of  their  lath 
and  accessories  as  listed  herein,  under  the  mandatory 
requirements  of  C26-178.0b,  for  use  under  the  require¬ 
ments  of  C26-459.0,  C26-460.0  and  C26-461.0,  Adminis¬ 
trative  Building  Code. 

Description 

Alabama  Metal  Lath  and  accessories  are  made  in  the 
company’s  modern  plant  at  Birmingham,  Alabama,  from 
prime  quality  sheets  and  strip.  The  proper  gauges  and 
specifications  are  used  to  produce  products  that  strictly 
conform  to  simplified  practice  Recommendation  R3-44, 
approved  April  11,  1944,  United  States  Department  of 
Commerce,  National  Bureau  of  Standards.  Lath  is 
made  on  rotary-type  machines  which  slit  and  expand  the 
metal  to  the  desired  form  and  shape.  The  lath  is  then 
bundled,  tagged  and  in  the  case  of  copper-bearing  is 
painted  by  dipping  in  black  asphaltum  paint.  Corner 
beads  are  made  in  galvanized  steel  only.  They  arc 
punched,  cold-rolled,  and  packed  in  securely  bound 
crates.  Channels  are  cold-rolled,  painted  with  black 
asphaltum  paint  and  bundled.  To  assure  uniformity  of 
quality,  constant  inspection  of  all  products  is  made  while 
they  ate  in  the  progress  of  manufacture,  as  well  as  after 
they  are  finished.  Applicant  manufactures  under  4-A 
quality  Alabama  brand.  The  products  are  manufactured 
to  conform  to  Simplified  Practice  Recommendation 
R3-44  (4/11/44)  National  Bureau  of  Standards. 

The  list  of  products  are  as  follows: 

2.5  Small  diamond  mesh  lath  ptd.  copper  alloy 
27"  x  96". 

3.4  Small  diamond  mesh  lath  ptd.  copter  alloy 
27"  x  96". 

3.4  Small  diamond  mesh  lath  galvanized  27"  x  96". 


A4  corner  bead,  26  gauge  galvanized  \l/2"  perforated 
wing  in  8,  9,  10  and  12  foot  lengths. 

A12  corner  bead,  26  gauge  galvanized  23/"  perforated 
wing  in  8,  9,  10  and  12  ft.  lengths. 

¥a"  cold  rolled  channel  16'  and  20'  lengths  painted. 

1  Vz"  cold  rolled  channel  16'  and  20'  lengths  painted. 


Material  Checked 
Bundles  Pounds 


2.5  Diamond  Mesh 

Lath  (Painted).  20  Yds. 


3.4  Diamond  Mesh 

Lath  (Painted)  .  20  Yds. 


3.4  Diamond  Mesh 

Lath  Galvanized  20  Yds. 


:24"  Channel  20' 

(Painted)  .  20  pieces 


.303  lbs.  per  sq.  ft. 
IV2"  Channel  20' 

(Painted)  .  10  pieces 


.47  lbs.  per  sq.  ft. 
13/"  Channel  16' 

(Painted)  .  10  pieces 


.472  lbs.  per  sq.  ft. 
d4"  Channel  16' 

(Painted)  .  20  pieces 


.284  lbs.  per  sq.  ft. 


1-50 

1-49 

1-47 

1-46 

1-46 

1-49  Average  47.8 


1-68 

I-663/ 

1-673/2 

1-663/ 

1-66 

1-673/  Av.  67  lbs. 

1-67 
1-68 
1-6  7?A 
1-68 

1-673/  Av.  6 7.7  lbs. 

1-122 

1-121 

1-121 

1-121  Av.  121.2  lbs. 

1-933/ 

1-95 

1-91 

1-96  Av.  93  lbs. 

1-753/ 

1-763/ 

1-753/ 

1-75  Av.  75.6  lbs. 

1-94 

1-94 

1-94 

1-933/  Av.  94  lbs. 


Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Alabama  Brand 
Metal  Lath  and  accessories  as  listed,  as  follows :  Lath 
weighing  less  than  three  pounds  per  sq.  yd.  be  approved 
lor  use  as  a  substitute  for  combustible  lather  under 
C26-458.0.  Such  lath  however,  shall  weigh  not  less  than 
two  and  one-half  pounds  per  sq.  yd.  Lath  weighing 
three  pounds  per  square  yard  or  over  be  approved  for 
use  as  a  metal  lath  under  C26-459.0  and  C26-460.0  when 
installed  in  accordance  with  the  requirements  therefor. 

All  accessories  listed  are  approved  when  installed 
under  the  requirements  of  the  Administrative  Building 
Code  under  C26-191.0  and  C26-178.0. 

The  I3/"  cold  rolled  channel  may  be  accepted  under 
C26-461.0-2a  until  the  war  emergency  is  over.  The  jkf" 
cold  rolled  channels  are  recommended  under  C26-460.0 
for  uses  contained  therein. 

It  is  further  recommended  that  the  use  of  these 
materials  be  limited  to  the  specific  uses  permitted  for 
each  type  of  lath  and  that  it  be  applied  as  provided  for 
in  the  pertinent  provisions  of  the  Administrative  Build¬ 
ing  Code.  In  cases  where  no  specific  requirements  exist 
the  material  may  be  installed  in  accordance  with  the 
manufacturers’  specifications. 

It  is  also  recommended  that  the  material  shall  be 
manufactured  and  applied  as  provided  for  herein,  except 
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that  lath  weight  shall  be  permitted  a  tolerance  of 
Each  bundle  or  container  shall  be  labeled  or  stamped 
reading  as  follows:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  Use  in  New  York  City  under 
Cal  10-46-SM.”  Where  the  lath  weight  is  less  than 
three  pounds  per  sq.  yard,  such  lath  shall  bear  additional 
wording  reading  as  follows :  “This  metal  lath  may  only 
be  used  when  combustible  lath  is  permitted.  t  is  not 
intended  however  that  the  prohibitions  ot  C26.-4;>8.U.a.D, 
apply  to  lath  weighing  less  than  three  pounds  per  sq. 
yard  as  herein  recommended  for  approvals.  1  he  instal¬ 
lation  of  such  lath,  however,  shall  comply  with  al\  the 
requirements  of  the  Code  for  metal  lath  as  provided 
in  C26-459.0. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 

material.  ,  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  this  material  in  accordance  with  the  above 

report. 

193-46-SA 

APPLICANT — Union  Stop-Fire  Corp.,  owner. 

SUBJECT— Stop-Fire  Fire  Extinguishers,  pressure  type, 
1  quart  and  2lA  quart  capacities,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative 


0 


THE  RESOLUTION  (193-46-SA) 

Whereas,  the  Union  Stop-Fire  Corp.,  owner,  filed  on 
March  13,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  Stop- 
Fire  Fire  Extinguishers,  pressure  type,  1  quart  and  2p2 
quart  capacities ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

November  25,  1946. 

Re:  Cal.  No.  193-46-SA 

Subject:  Stop- Fire  Fire  Extinguishers,  pressure  type, 

1  quart  and  2 /z  quart  capacities,  approval  of. 

The  Union  Stop-Fire  Corporation  of  Brooklyn,  N.  Y. 
filed  an  application  for  the  approval  of  various  capacity 
models  of  their  Stop-Fire  fire  extinguishers  in  accord¬ 
ance  with  the  provisions  of  the  General  Resolution 
adopted  by  the  Board  under  Cal.  809-40-GR  to  wit : 

“A  fire  extinguisher  listed  as  approved  by  the  Na¬ 
tional  Board  of  Fire  Underwriters  after  test  by  the 
Underwriters’  Laboratories,  Incorporated,  may  be  ac¬ 
cepted  by  the  administrative  officials  under  the  Oil 
Burner  Rules  and  the  Administrative  Code  for  the 
class  or  classes  of  fires  as  set  forth  in  such  approval. 
All  such  fire  extinguishers  for  use  in  New  York  City 
shall  bear  the  label  of  the  Underwriters’  Laboratories, 
Incorporated,  stating  the  class  or  classes  of  fire  for 
which  such  fire  extinguisher  was  so  approved.” 

The  applicant  has  filed  Underwriters’  Laboratory  Re¬ 
port :  Extinguisher  1580,  Applic.  #46C304  and  Ex¬ 
tinguisher  1582,  Applic.  #46C306  dated  August  23,  1946 


where  the  extinguishers  are  approved  for  Underwriters 
listing  as  follows : 

Extinguishers,  Vaporizing  Liquid 
1  qt.  capacity  (Ex.  1254).  Classification  B-2,  C-2. 

Liquid  pump  type.  .  ,  _ 

1  and  2lA  qt.  capacity  (Ex.  1580  and  Ex.  1582).  Clas¬ 
sification  B-2,  C-2.  Stored  C02  gas  pressure  type. 
Operated  by  opening  valve  and  directing  stream  by 
means  of  hose. 

Class  B  fires  are  defined  by  the  Underwriters  as  in¬ 
cipient  fires  on  which  the  blanketing  or  smothering  effect 
of  the  extinguishing  agent  is  of  first  importance,  i.e., 
fires  in  small  quantities  of  rapidly  burning  material,  such 
as  gasoline,  oils,  or  greases  in  vats  or  other  open  vesse  s 

or  on  floors.  .  .  .  ,  .  , 

Class  C  fires  are  defined  as  incipient  fires  in  electrical 
equipment  where  the  use  of  a.  nonconducting  extinguish- 
ing  medium  is  of  great  importance.  1  his  classification 
is  shown  opposite  the  following  headings,  in  the  form 
“A-l,”  or  “A-2,”  or  “A-l,”  “B-l,”  etc.  as  the  case  may 
be.  The  letters’  A,  B,  or  C  designate  the  class  or  classes 
of  fires  on  which  the  device  is  suitable.  The  figures 
following  designate  the  number  of  devices  required  to 
make  one  unit  of  First-Aid  Hand  Fire  Protection. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Union  Stop-Fire  Fire 
Extinguishers  in  sizes  of  1  qt.  and  2 qt.  capacity  and 
that  the  additional  sizes  of  1,  2,  3  and  5  gallon  capacities 
be  held  in  abeyance  until  the  applicant  furnishes  the 
Board  with  copies  of  the  Underwriters  approval.  It  is 
further  recommended  that  such  extinguishers  for  use  in 
New  York  City  bear  a  label,  decalcomania  or  tag  reading 
as  follows:  “Approved  for  use  in  New  York  City  by 
the  Board  of  Standards  and  Appeals  under  Cal.  193-46- 
SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


497-46-SA 

APPLICANT — Coating  Materials  Laboratories,  Inc.,  owner. 
SUBJECT — Coating  Materials  Laboratories,  Inc.,  Combined 
Agitating  and  Spraying'  Unit  (drum  attachable), 
approval  of. 

APPEARANCES— 

For  Applicant :  H.  A.  De  Phillips. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 

THE  RESOLUTION  (497-46-SA) 

Whereas,  Coating  Materials  Laboratories,  Inc.,  owner, 
filed  on  June  28,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  Coating  Materials  Laboratories,  Inc.,  Combined  Agitating 
and  Spraying  Unit  (drum  attachable)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 


October  16,  1946. 

Cal.  No.  497-46- S A. 

Subject:  Coating  Materials  Laboratories,  Inc.,  Com¬ 
bined  Agitating  and  Spraying  Unit,  Approval  of. 
Coating  Materials  Laboratories,  Inc.,  of  Belleville, 
X.  J.  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  their  Combined  Agitating 
and  Spraying  Unit,  under  the  provisions  of  C26-  178.0b 
Administrative  Building  Code  and  C-19-84.0,  C-19-85.0 
and  C19-86.0  of  the  Administrative  Code  and  the  Rules 
Governing  the  Use  of  Equipment  for  Spraying  of 
Paints,  Varnishes,  Lacquers  and  Other  Flammable  Sur¬ 
face  Coating  of  the  Board  of  Standards  and  Appeals. 


Description 

The  unit  consists  of  an  intake  and  regulator,  a  two- 
way  bypass  petcock,  and  agitator  pipe,  a  safety  valve, 
a  material  pipe.  The  device  is  designed  to  be  inserted 
in  a  55  gallon  I.C.C.  14  gauge  steel  drum  approved 
under  specification  5A-C  the  ends  welded,  crimped  and 
reinforced  with  steel  bands  and  sides  reinforced  with 
eye  hoops.  The  method  of  operation  is  to  attach  a  hose 
from  an  air  pump  to  the  air  intake  regulator  and  spray 
directly  from  the  tank,  eliminating  all  in-between  handl¬ 
ing  and  thinning  of  material,  all  thinning,  etc.  to  be 
done  at  the  applicant’s  factory,  the  entire  apparatus  being 
leased  to  the  user.  The  device  has  an  adjustable  air- 
pressure  regulator,  an  air  pressure  gauge,  a  safety  valve 
set  at  10  lbs.  blow-off  and  a  dual  valve  control  for  either 
agitation  or  spraying. 


Inspecticm  and  Test 

The  device  was  inspected  and  tested  by  the  Commit¬ 
tee  on  Tests  at  the  plant  of  the  applicant  at  689  Main 
Street,  Belleville,  N.  J.  in  the  presence  of  Commissioner 
Charles  M.  Blum  and  Chief  Engineer  Leslie  V.  Huber 
of  the  Committee  on  Tests  and  Mr.  H.  A.  DePhilips 
and  Harold  Voth  for  the  manufacturer.  The  appliance 
operated  as  designed  and  in  accordance  with  Rule  6.1.7 
of  the  Rules  Governing  the  Use  of  Equipment  for  Spray¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  Other  Flam¬ 
mable  Surface  Coatings  (Cal.  353-30-SR). 

Recommendation 

On  the  basis  of  this  inspection  and  test  the  Commit¬ 
tee  on  Tests  recommend  the  approval  of  Coating 
Materials  Laboratories,  Inc.,  Combined  Agitation  and 
Spraying  Unit  for  voluntary  use  in  New  York  City, 
wTien  installed  and  operated  in  accordance  with  the  re¬ 
quirements  of  the  Rules  Governing  the  Use  of  Equip¬ 
ment  for  Spraying  of  Paints,  Varm'shes,  Lacquers  and 
Other  Flammable  Surface  Coating,  provided  the  appli¬ 
ance  bears  a  label,  permanently  affixed,  reading,  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for 
Voluntary  Use  in  New  York  City,”  and  provided  fur¬ 
ther  that  each  container  be  subjected  annually  to  a 
hydrostatic  test  of  50  lbs.  per  sq.  in. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resob, rd,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


559-46-SM 

A  B I 'L K  AN  I — Sinter-Lite  l  orporation,  owner. 

SI  BJELI — Sinter-Lite  Joist,  approval  of. 

A  PI*  EA  RANGES— 

bor  Applicant:  R.  F.  Leftwich,  Russell  Smith  and 
Harry  Gelbman. 

N  ote  : 

Publication  of  the  record  will  appear  in  a  later  issue  of 
the  Bulletin. 


590-46-SA 

APPLICANT — York-Shipley,  Inc.,  owner. 

SUBJECT — Steam-Pak  Boiler  Burner  Unit,  Models  S  P  H 
and  S  P  L,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

AC  rl  ION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (590-46-SA) 

Whereas,  York-Shipley,  Inc.,  owner,  filed  on  August  13, 
1946,  an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as  Steam-Pak  Boiler 
Burner  Unit,  Models  SPH  and  SPL;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


-L/ecemoer  iv^O. 


Re  :  Cal.  ,# 590-46-SA 
Subject:  Steam-Pak  Boiler  Burner  Unit,  Models  SPH 
and  SPL,  Approval  of. 

York-Shipley,  Inc.,  of  York,  Pennsylvania,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Steam-Pak  Boiler  Burner  Unit, 
Models  SPH  and  SPL,  under  the  requirements  of 
C26-178.0  for  use  under  Art.  12  Heating  Apparatus 
Combustion  and  Chimneys,  Administrative  Building 
Code;  Section  C19-57.0  Administrative  Code  and  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals. 


Description 

_  The  Steam-Pak  Boiler  Burner  unit  Models  SPH  and 
SPL  are  low  and  high  pressure  oil-fired  boilers  intended 
for  domestic,  industrial  and  commercial  uses.  The  low 
pressure  unit  is  used  in  either  steam  or  water  boilers. 
The  units  consist  of  a  Scotch  Marine  boiler  eqffipped 
with  an  automatically  operated  mechanical  draft  oil 
burner  intended  for  operation  with  oil  fuels  not  heavier 
than  #6  U.  S.  Dept,  of  Commerce  Standard  safety 
combustion  and  limit  controls,  motor  controllers,  electri¬ 
cal  wiring  and  base  assembled  as  a  unit.  All  steam 
boders  include  a  low  water  control  and  the  high  pressure 
boiler  includes  a  water  feed  pump  or  injector.  The 
boilers  are  of  steel  and  designed  to  conform  to  the 
Boiler  Code  and  include  all  accessories  and  safety  de¬ 
vices  as  required  therem  and  range  in  h.p.,  15,  30  50 
75,  100,  150,  200  and  250. 

The  oil  burner  is  an  assembly  of  approved  parts  suit¬ 
able  for  use  with  each  other  for  the  service  intended  as 
approved  and  the  burner  is  provided  with  suitable  safe¬ 
guards  to  prevent  abnormal  discharge  of  oil.  It  is  of 
the  pressure  atomizing  gun  type  and  consists  of  a  Tuthill 
pump,  Webster  or  equal  fuel  unit,  Jefferson  Trans¬ 
former,  a  Torrington  or  equal  indirect  draft  fan.  The 
controls  consist  of  a  Minneapolis-Honeywel!  A61A  pro¬ 
tect  orelav.  L400  Pressures 'at,  L91A  modulator,  a  Mac- 
Donald-Miller  water  feeder,  a  MacDonald-Miller  low 
water  cut-off.  a  Schaub  magnatrol  low  water  cut  off  and 
feed  water  pump  control  on  the  high  pressure  tvne  and 
a  Mercoid  visiflame  combustion  control  and  Mercoid 
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K-21  relay.  A  Wells  Electric  preheater  is  used  with 
#5  and  #6  oil.  The  burner  head  consists  of  a  bring 
cone  and  base  plate  to  accommodate  firing  nozzle, 
nozzlepipe  and  ignition  electrodes. 

Test 

A  complete  Steam-Pak  boiler  burner  unit.  Model  SPH 
was  submitted  to  a  test  attheA  u"deX^r^ers  Labora¬ 
tories  Misc.  Petroleum  1443,  Appl.  #44C1204,  repo 
dated  August  27,  1946,  for  intermittent  and  continuous 
operation  and  it  was  found  that  the  design,  construction, 
material  selection  and  workmanship  on  the  complete  unit 
was  satisfactory.  The  safety  attachments  provided 
automatic  ignition  at  70%  of  the  normal  line  voltage  wit  i 
#3  oil  at  32°  F.  or  with  #5  and  #6  at  temperatures 
maintained  by  preheater.  Normal  automatic  ignition 
instantaneous  at  normal  voltages  with  oil  at  room  tem¬ 
perature.  The  controls  operated  to  shut  down  machme 
in  90  sec.  following  ignition  failure.  4  here  were  no 
explosions  due  to  delayed  ignition  during  period  of  test. 

The  controls  operated  and  shut  down  machine  in  111 
seconds  following  flame  extinguishment  with  relatively 
cold  combustion  chamber  and  in  120  sec.  with  hot  com¬ 
bustion  chamber.  All  parts  are  so  designed  as  to  main- 
tain  alignment  and  permit  interchangeability . 

The  Committee  on  Tests  inspected  and  tested  a  typi¬ 
cal  installation  at  98th  Avenue  and  21 7th  Street,  Queens 
Village  Long  Island  and  found  the  unit  to  function  as 
described  herein.  Present  at  the  test  were  Commissioner 
Charles  M.  Blum,  Chief  Engineer  L.  V.  Huber  and  A. 
Corsini,  representing  the  manufacturer.  With  stack 
temperature  of  450°  F.  the  percentage  of  CO-  in  the 
flue  gases  was  11.8. 

Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Steam-Pak 
Boiler  Burner  Unit,  Models  SPH  in  sizes  up  to  230 
H  P.  for  use  with  #2,  3,  5  and  6  oil  preheated  and 
Model  SPL  in  sizes  up  to  100  H.P.  for  use  with  #2 
3  5  and  6  oil,  under  the  Board’s  authority  as  Provl,ded 
in  C26-191.0a  Administrative  Building  Code  and  C19- 
57.0  Administrative  Code,  when  installed  as  required 
under  Art.  12  of  the  Adnrnistrative  Building  Code  and 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals,  provided  that  the  manufacture  of  the  boilers 
and  all  appurtenances  complies  with  the  requirements 
of  the  A.S.M.E.  Boiler  Code  for  high  pressure  steam 
boilers  The  Committee  further  recommends  that 
Model  SPH  for  #2,  3,  5  and  6  oil  and  Model  SPL  for 
#2,  3,  5  and  6  oil  for  use  with  horsepower  of  15  to  250. 

It  is  further  recommended  that  each  burner  and  each 
boiler  bear  a  label  or  plate  with  raised  or  non-corrodible 
metal  reading  as  follows:  “Approved  by  the  Board  ot 
Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  #590-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER. 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

733-46-SA 

APPLICANT— Mar-Coil  Heater  Co.,  owner. 


SUBJECT — Mar-Coil  Oil  Burner,  Models  3,  6,  12  and  1-L, 
approval  of. 

APPEARANCES— 

For  Applicant :  Nathan  Mossman. 

ACTION  OF  BOARD — Appliance  approved^  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative  . 

THE  RESOLUTION  (733-46-SA) 

Whereas,  Mar-Coil  Heater  Co.,  owner,  filed  on  August 
27  1946,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  Mar-Loil 
Oil  Burner,  Models  3,  6,  12  and  12B  ;  and 

Whereas,  the  report  of  the  Committee  on  tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  29,  1946. 

Re:  Cal.  #733- 46-SA 
Subject:  Mar-Coil  Oil  Burner, 

Models  #3,  6,  12  and  12B— 

Approval  of.  ,  .. 

The  Mar-Coil  Heater  Company  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Mar-Coil  Oil  Burner,  Models  #3,  6,  12  and  12B, 
under  the  provisions  of  C19-57.0  Administrative  Code 
and  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals. 

Description. 

This  is  a  mechanical  draft  domestic  oil  burner  suitable 
for  installation  in  hot  water  or  steam  boilers  and  warm 
air  furnaces.  This  burner  is  an  assembly  of  approved 
parts  suitable  for  use  with  one  another  for  the  service 
intended  as  approved  and  is  provided  with  suitable  saie- 
guards  to  prevent  abnormal  discharge  of  oil.  .  i  he 
burner  consists  of  a  cast  iron  or  aluminum  housing,  a 
sunlight  motor  manufactured  by  Packard  Electric  Divi¬ 
sion  of  General  Motors  Corp.,  Model  S6919,  Type 
SASA-6,1/6  h.p.,  115  V,  2.9  amp.,  60  cy.  and  1750  r.p.m. 
or  Westinghouse  Type  FH  1/6  n.p.,  115  v., ,60  cy.,  2.85 
amp  and  1725  r.p.m.  or  Marathon  Type  SS  frame  163, 
1/6  h.p.,  110  v„  60  cy.,  2.8  amp.  and  1725  r.p.m  or  equal. 
All  tvpe  motors  may  be  bolted  directly  to  side  of .  fan 
housing.  A  Jefferson  or  equal  transformer  10,000  v. 
midpoint  grounded  type  is  used.  The  draft  tube  is  sheet 
steel,  internal  diameter  4^4  by  10  in.  long  for  Model  3 
and  internal  diameter  5  in.  by  12  in.  long  for  Model  6, 
secured  to  housing  by  two  headless  set  screws.,  ihe 
nosepiece  is  of  cast  iron,  internal  diameter  of  3  in.  for 
Model  3  and  4  inch  for  #6  and  incorporates  eight  in¬ 
tegral  vanes,  fastened  in  position  by  two  headless  set 
screws.  The  fan  housing  is  cast  iron  or  aluminum, 
minimum  wall  thickness  3/16  in.  The  fuel  unit  is  a 
Webster  or  equal.  The  air  control  shutter  is  sheet  steel 
designed  so  that  the  entire  air  supply  for  combustion 
cannot  be  shut  off.  The  base  is  cast  iron  threaded  to 
support  the  1J4  steel  pipe  pedestal.  Ihe  nozzle  is  stain¬ 
less  steel.  Controls  consist  of  Minneapolis-Honeywell 
R117  stack  switch,  Minneapolis-Honeywell  thermostat 
T-ll-A,  Minneapolis  Honeywell  aquastat  L404,  Minne- 
apolis-Honevwell  P404A  Pressuretrol  and  M.H.-Pro- 
tecto-Relay  R117A.  ,  - 

The  burner  is  manufactured  in  three  models,  #3,  5 
gallons  per  hour;  #6,  6  gallons  per  hour;  #12,  12  gal- 
Ions  per  hour  \  12B  12  to  20  gallons  per  hour.  All  parts 
are  so  designed  as  to  maintain  alignment  and  permit 
interchangeability. 

Inspection  and  Test. 

A  sample  burner,  Model  #3,  was  inspected  and  tested 
at  200  Paterson  Plank  Road,  Union  City,  N.  J.  Present 
at  the  test  were  Commissioner  Charles  M.  Blum  and 
Chief  Engineer  L.  V.  Huber  of  the  Committee  on  Tests, 
Nathan  Marcus  and  Howard  Gates  represented  the 
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manufacturer.  The  burner  as  assembled  was  tested  for 
defects  and  proper  functioning  throughout  its  operating 
range  and  was  found  to  function  properly,  as  designed, 
with  no  Harebacks  or  unusual  carbon  deposits;  with  oil 
shut  off  the  controls  functioned  in  90  seconds.  All  parts 
are  so  designed  as  to  maintain  alignment  and  permit  in¬ 
terchangeability.  With  a  stack  temperature  of  400°  F. 
the  CO*  content  of  the  flue  gases  was  9%. 

The  burner  has  been  approved  by  the  Underwriters 
Laboratories  Misc.  Petroleum  1453,  Applic.  #45C439, 
report  dated  June  25,  1946. 

Recommendation. 

On  the  basis  of  this  inspection  and  test  and  the  data 
filed  with  this  application  the  Committee  on  Tests  recom¬ 
mends  the  approval  of  the  Mar-Coil  Oil  Burner,  Models 
#3,  #6,  #12  and  #12B  for  domestic  and  commercial 
installations' with  fuel  oil  not  heavier  than  #3  U.  S.  Dept, 
of  Commerce  standard,  when  installed  in  accordance  with 
this  report  and  ihe  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals,  provided  the  burner  bears  a 
label,  permanently  affixed,  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 
City  under  Cal.  #733- 46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

746-46-SA 

APPLICANT — Coroaire  Heater  Corp.,  owner. 

SUBJECT— Coroaire  Console  Heater  (gas-fired),  Model 
85-G,  approval  of. 

APPEARANCES— 

For  Applicant :  Herbert  J.  Johnson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  rerort  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (746-46-SA) 

V  hereas,  Coroaire  Heater  Corporation,  owner,  filed  on 
October  7,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  Coroaire 
Console  Heater  (gas-fired),  Model  85-G;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  746-46-SA 

Subject:  Coroaire  Consol  Heater  (Gas  Fired)  Model 
85-G,  approval  of 

The  Coraire  Heater  Company  of  Cleveland,  Ohio, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Coroaire  Consol  Heater 
(gas  fired)  Model  85-G,  under  the  provisions  of  C26- 
178.0.1),  C26-690.0  and  C26-697.0  of  the  Administrative 
Building  Code. 

Description 

This  unit  is  a  gas  fired  fully  automatic  flue  connected 
space  heater  of  the  console  type  being  26"  wide,  40" 
high  and  its  depth  from  the  front  of  the  unit  to  the 
back  of  the  draft  diverter  is  24".  A  feature  of  this  unit 
is  the  movable  grille,  composed  of  louvres,  which  can 


be  revolved  to  direct  the  air  in  any  direction.  This  grille 
is  made  of  cast  iron. 

Construction  of  the  cabinet  is  of  the  corner  post  bolted 
type  with  an  airflow  inner  section,  both  inner  and  outer 
parts  being  of  20  gauge  cold  rolled  steel.  Insulation  is 
provided  on  the  sides  by  the  air  between  the  two  sections 
and  by  1 "  thick  Fiberglas  in  the  top  and  door.  Finish 
of  all  fabricated  parts  is  baked.  The  exterior  is  a  Wal¬ 
nut  grained  finish  and  the  hack  and  interior  is  a  semi¬ 
gloss  black. 

The  heat  exchanger  is  of  the  exclusive  Venturi  tube 
design  made  of  cast  iron  and  securely  bolted  and 
cemented  together.  The  top  radiator  section  is  now 
assembled  from  two  castings  but  will  be  replaced  by  a 
one  piece  radiator  section  of  the  same  specifications.  The 
Hue  pipe  is  of  18  gauge  steel  and  the  draft  diverter  of 
20  gauge. 

The  fan  is  a  Torrington  Y1819  of  the  quiet  propellor 
type  and  the  motor  supplied  is  either  a  Victor  M-6  or 
an  Alliance  #7 67.  Both  of  these  motors  are  built  to 
operate  on  110  volts,  60  cycle,  alternating  current  and 
to  drive  the  fan  at  a  speed  of  700  R.P.M. 

The  input  of  the  unit  is  85,000  BTU  for  natural, 
manufactured  and  mixed  gases  and  65,000  BTU  for 
liquified  petroleum.  All  controls  are  easily  accessible 
and  maintenance  consists  only  in  oiling  the  motor 
periodically. 

The  controls  consist  of  a  ^  inch  White-Rodgers 
#2504  or  Y  inch  Perfex  #3303  or  Y  inch  Detroit 
lubricator  #V-570,  automatic  main  control  valve.  A 
Va  inch  Thermae  #R20A  or  a  Y  in-  Detroit  Gas  Regu¬ 
lator  Company,  Model  G  gas  pressure  regulator  and  a 
Y  inch  Detroit  #2000  manual  main  control  valve,  a 
White-Rodgers  #3001  automatic  Pilot,  a  Minneapolis- 
Honey  well  Til  A  Thermostat  or  equal. 

Inspection  and  Test 

The  unit  was  inspected  and  tested  at  93  Rockwell 
Place,  Brooklyn.  Present  at  the  test  were  Commis¬ 
sioners  Charles  M.  Blum  and  Chief  Engineer  Leslie  V. 
Huber  of  the  Committee  on  Tests,  and  H.  Johnson 
representing  the  manufacturer. 

The  unit  operated  without  a  defect.  The  unit  has 
been  approved  by  the  .American  Gas  Association,  Cer¬ 
tificate  #2-921.031,  dated  January  4,  1946. 

Recommendation 

On  the  basis  of  the  above  data  and  the  inspection  and 
test,  the  Committee  on  Tests  recommends  the  approval 
of  the  Coroaire  Consol  Heater,  Gas-fired,  Model  85-b, 
under  C26-191.0,  for  use  in  New  York  City  in  other 
than  garages  or  explosive  atmospheres  when  installed  in 
accordance  with  this  report  and  the  requirements  of  Art. 
12,  Sub.  art.  1  of  the  Administrative  Building  Code,  and 
specifically  C26-695.0.C,  provided  the  appliance  bear  a 
label  permanently  affixed  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  #  746-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  in  accordance  with  the  above 
report. 

754-46-SA 

APPLK  ANT — Staffco  Engineering  Co.,  owner. 

SUBJECT — Staffco  Horizontal  Rotary  Oil  Burner.  Models 
5VEA-R  and  6yEA-R,  Sizes  C,  E,  F,  G,  H,  J, 
K,  L,  approval  of. 
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,ed  in  accordance 


0 


APPEARANCES — 

For  Applicant :  None. 

ACTION  OF  BOARD— Appliance  approved  m  ac 
with  the  report  of  the  Committee  ot  tests. 

THF  VOTE  TO  APPROVE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 

Negative:  . 

THE  RESOLUTION  (754-46-SA) 

Whereas,  Staffco  Engineering  Co.,  owner  filed  on i  October 
8  1946  an  application  with  the  Board  of  Standar 
Appeals  "or  approval  of  the  appliance  known  as  Staff  o 
Horizontal  Rotary  Oil  Burner,  Models  5VEA-R  and 
6VEA-R,  Sizes  C,  E,  F,  G,  H,  J,  K  and  L ,  and 
Whereas,  the  report  of  the  Committee  on  Tes  s  • 

REPORT  OF  COMMITTEE  ON  TES  1  S 

“bjet^sfJco  Horizontal  Rotary  Oil  Burner,  ModeR 
5VEA-R  and  6VEA-R,  Sizes  C,  E,  F,  G,  H,  J,  K,  L, 

Th^Staffco  Engineering  Co  of  Chicago,  JH”  Appeals 
application  with  the  Board  of  Standards  and  Appea  s 
for  approval  of  the  Staffco  Horizontal  Rotary,  Modeb 
5VEA-R  and  6VEA-R,  sizes  C,  E  F, ,  G,  H,  J,  K, ,  L, 
Oil  Burner,  under  the  provisions  of  C,19'57;0.,  , 

tration  Code  and  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals. 

Description 

These  are  mechanical  draft  horizontal  rotary  oil 
burners,  using  a  rotary  cup,  hollow  shaft,  pressure  fan 
and  built  in  od  pump,  suitable  for  domesttc  commerc.a.1 
and  industrial  installations  in  hot  water  or  steam  boilers 

and  warm  air  furnaces.  .  t 

The  burner  is  an  assembly  of  approved  parts,  suitable 
for  use  with  each  other  for  the  service  intended,  and 
consist  of  a  built  in  Tuthill  pump,  fan,  oil  atomizer  and 
G  E  electrc  motor.  The  ignition  is  gas  electric,  a  spark 
H^ts  the  gas  pilot  which  lights  the  oil.  The  burner  is 
provided  with  suitable  safeguards  to  prevent  abnorma 
discharge  of  oil,  as  follows:  Minneapo hs-Honeywe 
I  400  Protectory  R161A,  Minneapohs-Honeywell 
Aquastat  L444A,  Minneapohs-Honeywell  Press”[esta.t’ 
Cutler  Hammer  Safety  Switch,  Allan  Bradley  Electric 
Magnetic  Starter,  Minneapohs-Honeywell  Low  Water 
Cut  Off  and  Cutler  Hammer  Remote  Control  Switch. 
The  models  differ— 5VEA-R  burns  #5  oil,  and  6VEA- 
R  burns  #6  oil.  The  sizes  differ  as  follows. 

Gallons  Per  Hr. 

16 
25 
33 
50 
68 
85 
100 
131 

h  manual  operation,  semi 
manual  ana  complete  duiuuumC.  1  here  is  a  combina 
tion  pressure  regulating  and  flame  regulating  valve 
(Staffco).  The  valve  automatically  feeds  the  same 
quantity  of  oil  to  the  nozzle  regardless  of  temperature 

or  viscosity  changes.  .  „ 

The  burner  burns  #5  oil  U.  S.  Dept,  of  Commerce 
cold  or  #6  oil  with  a  Watlow  electric  preheater. 

Inspection  and  Test 

\  sample  of  the  burner  model  6VEA-R — size  G, 
mechanical  draft  horizontal  rotary  automatic,  using  #6 
U  S  Dept  of  Standards  fuel  oil,  was  inspected  and 
tested  at  915  West  End  Avenue.  Present  at  the  test 
were  Commissioner  Charles  M.  Blum  and  Chief  En¬ 


Size 

Motor  H.P. 

C 

J/2 

E 

F 

H 

G 

l 

H 

1/2 

J 

2 

K 

3 

L 

3 

burner  may  be  used 

gineer  Leslie  V.  Huber  of  the  Committee  on  Tests  and 
Mr.  H.  Wachtel  and  Mr.  M.  Betancourt  ot  the  Manu- 

^ThAumer  functioned  as  designed  with  no  flare  backs 
or  undue  carbon  deposits;  with  the  oil  cut  off  the  con¬ 
trols  functioned  to  shut  down  the  burner  in  7o  seconds 
With  a  stack  temperature  of  4Q0  F.  the  CO-  content  ot 

the  gases  was  10%.  ,  ,  ,  TT  , 

The  burner  has  been  approved  by  the  XJnderwriters 
Laboratories,  Misc.  Pat.  1195,  Appl.  No.  46C2112. 

Re  commendation 

On  the  basis  of  the  inspection  and  test  and  the  other 
data  filed  with  this  application,  the  committee  on  tests 
recommends  the  approval  of  the  Staffco  Honzont a 
Rotary  Oil  Burner,  Models  5VEA-R  and  6\  1  -A-K  in 
sizes  C  E  F  G,  H,  J,  K  &  L,  for  domestic,  commercial 
and  industrial  installations,  with  fuel  oil  not  heavier 
than  ,# 5  U.  S.  Dept,  of  Commerce  Standard  cold  for 
models  5VEA-R  and  #6,  preheated,  for  models  6VE A-K 
when  installed  in  accordance  with  this  report  and  the 
oil  burner  rules  of  the  Board  of  Standards  and  Appeals 
provided  the  burner  bears  a  label  permanently  affixec 
reading  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  # 754-46-SA. 

(So-d.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 

^Res^olved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  this  appliance  in  accordance  with  the  above 

report. 

806-46-SA 

APPLICANT _ F.  W.  Wageman,  for  C.  6  .  Bradley  and 

Son,  Inc..,  owner.  . 

SUBJECT— Bradley  Automatic  Beverage  Dispensing  -Ma¬ 
chine,  approval  of. 

APPEARANCES— 

For  Applicant :  Fred  W.  \\  ageman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
"with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative :  . 


0 


THE  RESOLUTION  (806-46-SA) 

Whereas  F  W.  Wageman,  for  C.  C.  Bradley  and  Son, 
Inc  owner,’  filed  on  October  24,  1946,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  Bradley  Automatic  Beverage  Dispensing 

Machine ;  and  „  „  .  , 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS 

November  20,  1946 

Re:  806-46-SA  .  ^ 

Subject:  “Bradley”  Automatic  Beverage  Dispensing 

Machine,  Approval  of.  . 

C  C  Bradley  &  Son,  Inc.,  filed  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
“Bradley”  Automatic  Beverage  Dispensing  Machine 
under  the  provisions  of  C19-96  of  the  Administrative 
Code. 

.  Description. 

The  Bradley  machine  is  a  self-contained  two-drink 
fully  automatic  dispensing  unit  which  dispenses  two  cool 
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carbonated  drinks  simultaneously  through  separate  dis¬ 
pensing  valves.  It  is  74 l/z"  high,  26"  deep  and  4534" 
wide,  mounted  on  four  adjustable  feet  to  insure  a  per¬ 
fectly  level  machine  at  all  times. 

The  unit  houses  one  Zi  or  one  )4  HP  refrigerator 
motor,  depending  on  climate  where  unit  is  installed,  one 
‘4  HP  motor  lor  the  pump,  two  15  lbs.  in.  motorized 
reducers,  one  each  for  operating  dispensing  valves  and 
four  of  the  same  size  motorized  reducers  operating  cup 
dispensing  mechanism,  two  motorized  reducers  per  each 
cup  dispensing  unit.  One  motorized  reducer  operates 
cants  ejecting  one  standard  sanitary  drinking  cup  at  a 
lime,  and  one  motorized  reducer  operates  indexing 
mechanism  on  cup  dispensing  unit. 

There  is  a  control  panel  box  which  houses  controls 
operating  the  entire  unit  and  consists  of  one  two-pole 
main  cutout  switch,  a  relay  and  toggle  switch  controlling 
water  pump,  Jwo  terminal  blocks  operating  refrigeration, 
pump,  valve  and  cup  dispensing  motors,  in  addition  to 
illuminating  flavor  signs  and  cabinet,  fused  with  20  amp. 
fuse.  Heavy  duty  rubber  covered  flexible  cord  is  em¬ 
ployed,  except  harness  which  is  a  synthetic  insulated 
cord. 

This  machine  is  of  the  portable  type  and  current  is 
supplied  to  same  by  means  of  a  three  conductor  heavy 
duty  rubber  covered  flexible  cord  which  is  equipped  with 
a  two-prong  plug  and  a  protruding  ground  wire.  The 
third  wire  is  employed  as  the  ground  wire  for  the  steel 
framework  of  the  machine.  The  refrigeration  unit 
operates  on  110  or  220  volts,  60  cycle,  A.C.  All  other 
motors  in  unit  operate  on  110  volts  only.  Total  current 
load  of  the  system  is  15  amperes. 

Machine  is  equipped  with  a  refrigeration  unit  which 
is  the  conventional  compressor  type  of  refrigeration. 
Refrigerator  operates  with  a  34  HP  motor.  It  is 
thermostatically  controlled  by  the  temperature  of  motor 
in  a  cooling  bath  maintained  at  35°  to  38°  F.  Immersed 
in  this  cooling  bath  are  one  stainless  steel  34  gal.  water 
pre-cooling  coil,  a  stainless  steel  carbonator,  and  one 
stainless  steel  34  gal.  carbonated  water  cooling  unit.  The 
principle  of  the  refrigeration  is  such  that  it  creates  an 
ice  pack  around  the  evaporator  or  refrigeration  coil,  and 
also  within  the  cooling  bath. 

Also  immersed  in  the  cooling  bath  are  two  stainless 
steel  syrup  containers  of  2J4  gal.  capacity  each.  From 
the  syrup  containers  the  syrup  travels  through  a  non¬ 
toxic  translucent  tubing  to  a  measuring  device  also  im¬ 
mersed  in  cooling  bath  and  refrigerated  at  all  times  be¬ 
fore  being  discharged  through  dispensing  valves. 

The  cooling  bath  contains  the  following  equipment : 

1.  Evaporator  or  refrigeration  coil 

2.  Two  water  coils 

3.  Thermostatic  control  bulb 

4.  Two  syrup  containers 

5.  Carbonator 

6.  Two  measuring  cylinders. 

The  machine  is  built  to  accommodate  either  a  20  lb. 
CO”  tank  or  a  30  lb.  CO2  tank,  which  bears  I.C.C. 
approval,  to  which  is  attached  a  pressure  regulator  set 
at  80  lbs.  with  a  built-in  safety  spring  pressure  relief 
valve  set  to  release  at  from  150  to  175  lbs.  pressure. 
The  size  of  the  20  lb.  tank  is  sufficient  to  carbonate 
approximately  5,000  drinks ;  the  size  50  lb.  tank  is 
sufficient  to  darbonate  12,500  drinks. 

Equipment  in  this  machine  also  includes  two  six-stack 
sanitary  cap  dispensing  units  each  containing  400  sani¬ 
tary  cups,  a  30  gal.  stamless  steel  motor  tank  or  reservoir 
for  locations  where  city  water  supply  is  not  available,  a 
large  receptacle  for  any  drippings  from  dispensed  drinks 
which  is  also  used  for  disposal  of  used  cups,  and  two 
openings  in  front  panel  of  machine  are  provided  for  this 
purpose.  Xhe  w-ater  tank,  the  'uSed  cup  receptacle  and 
both  stainless  steel  syrup  containers  are  easily  removed 
for  cleaning  and  sanitation. 

City  water  is  connected  to  an  activated  charcoal  filter 
which  removes  all  suspended  matter,  delivering  clear 


taste  and  odor  from  water  to  be  pumped  to  the  car¬ 
bonator.  Water  is  conveyed  from  filter  to  pump  and 
from  pump  to  stainless  steel  pre-cooling  coil  in  cooling 
bath  through  non-toxic  rubber  hose  made  to  withstand  a 
bursting  pressure  of  500  lbs.  A  check  valve  is  pro¬ 
vided  between  pump  and  the  stainless  steel  pre-cooling 
coil  which  permits  water  to  be  pumped  into  the  coil  and 
carbonator,  retaining  the  same  under  pressure,  but  pre¬ 
vents  the  same  from  returning  back  to  the  pump.  Pump 
and  fittings  up  to  and  including  check  valves  are  made 
of  brass. 

The  stainless  steel  carbonator  is  immersed  in  the 
cooling  bath  and  develops  instantaneous  carbonation. 
CO2  enters  the  carbonator  through  an  elbow,  maintain¬ 
ing  a  constant  volume  of  gas  in  tank  at  all  times.  Water 
is  pumped  into  carbonator  under  pressure  of  120  lbs. 
Also  fitted  in  the  carbonator  are  a  bleeder  valve  and 
floatless  liquid  level  control.  This  control  consists  of  a 
special  holder  of  molded  plastic  with  two  electrodes  pro¬ 
jecting  inside  carbonator.  One  electrode  controls  the 
high  level  of  water  which  stops  pump  operations.  The 
second  electrode  controls  the  low  level  of  water  and 
starts  the  operation  of  pump  cycle  through  relay  in 
panel  box.  All  fittings  on  carbonator  are  made  of 
stainless  steel.  A  secondary  stainless  steel  storage  coil 
is  connected  from  carbonator  to  measuring  device, 
thereby  insuring  a  supply  of  cold  carbonated  water  at 
all  times.  Also  suspended  in  cooling  bath  are  two 
measuring  devices,  one  for  each  dispensing  valve,  per¬ 
mitting  the  serving  of  two  different  flavors  simultane¬ 
ously.  The  measuring  device  is  a  unit  with  a  comb:na- 
tion  of  two  cylinders,  one  for  a  measured  quantity  of 
5  oz.  of  carbonated  water ;  the  second  for  a  measured 
quantity  of  1  oz.  of  syrup,  insuring  the  delivery  of  a 
measured  quantity  of  carbonated  water  and  syrup  in 
each  drink  delivered.  This  device  is  connected  to  the 
secondary  carbonated  water  storage  coil  through  dis¬ 
pensing  valve  which  regulates  the  charging  and  dis¬ 
charging  of  measuring  device  and  also  to  the  syrup  con¬ 
tainer.  Two  check  valves  are  provided  in  syrup  line. 
One  is  located  in  suction  line  which  permits  syrup  to  be 
charged  in  measuring  device,  retaining  and  preventing 
same  from  returning  back  to  syrup  container.  The 
second  check  valve  is  to  by-pass  suction  line  and  deliver 
syrup  into  sanitary  cup.  The  measuring  device  which 
is  immersed  in  the  cooling  bath  is  interconnected  with 
the  secondary  storage  coil  from  which  it  gets  its  operat¬ 
ing  pressure  and  the  dispensing  valve.  In  its  normal 
non-operating  position  it  is  under  constant  pressure  from 
the  secondary  storage  coil  and  in  the  discharged  or 
empty  position  it  operates  on  a  pressure  differential  be¬ 
tween  the  operating  cylinder  and  the  carbonated  water 
cylinder. 

The  automatic  serving  of  the  drink  is  controlled  by 
first  inserting  a  coin  through  one  or  both  of  the  two 
slots  in  the  front  panel  (thereby  serving  one  or  two 
drmks  simultaneously).  The  coin  is  subject  to  various 
tests  by  a  slug  rejector.  If  a  good  coin  is  selected,  the 
coin  falls  physically  itpon  a  switch  creating  an  impulse 
which  energizes  two  relays.  One  relay  causes  a  motor 
to  start  actuating  a  mechanism  which  rotates  a  series 
of  cams  to  drop  one  sanitarv  drinking  cup  under  the 
dispensing  valve  on  a  drain  plate  and  is  settled  hi  place 
prior  to  the  time  that  the  actual  dispensing  takes  place. 
Simultaneously  the  second  relay  causes  another  motor 
to  start  actuating  a  series  of  gears  which  in  turn  causes 
the  rotation  of  dispensing  valve.  As  the  valve  rotates 
it  opens  the  pressure  port  opening  which  causes  the 
measuring  cvh'nder  to  be  charged  with  5  Oz.  of  carbonated 
water;  simultaneously  the  syrup  cylinder  is  charged 
with  1  oz.  of  svrup.  As  the  valve  continues  to  retake 
the  pressure  port  opening  is  closed  and  the  discharge 
port  is  opened  to  deliver  a  measured  quantity  of  car¬ 
bonated  water  and  Syrup  in  a  sanitary  cup 

Time  renuired  to  complete  the  above  cvcle  is  ten 
seconds.  Five  seconds  are  required  for  valve  to  open 
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ports  and  charge  measuring  device  and  five  seconds  to 
discharge  or  deliver  a  measured  quantity  of  carbonatecl 
water  and  syrup  and  close  the  valve.  The  carbonated 
water  and  syrup  are  conveyed  through  separate  stainless 
steel  tubing,  the  drink  being  mixed  at  point  of  dis¬ 
charge  and  in  cup.  As  the  valve  motor  rotates  and 
reaches  the  end  of  its  cycle,  a  cam  mounted  on  motor 
shaft  contacts  a  micro  switch,  automatically  completing 
its  operation  and  cutting  oflf  the  circuit.  All  parts  of 
dispenser  valve,  measuring  device  and  tubing  tor  con¬ 
veying  drinks  are  made  of  stainless  steel ;  all  parts  of 
the  Bradley  machine  are  readily  accessible  for  sterlizmg 
and  cleaning.  The  device  is  electrically  grounded. 

Inspection  and  Test 

The  device  was  inspected  and  tested  at  521  Fifth 
Avenue,  New  York  City ;  present  at  the  test  were  Com¬ 
missioner  Charles  M.  Blum  and  Chief  Engineer  L.  \  . 
Huber  of  the  Committee  on  Tests  and  F.  W.  Wageman, 
representing  the  manufacturer.  The  device  functioned  as 
designed. 

Recommendation 

On  the  basis  of  the  above  data  and  the  inspection  and 
test  the  Committee  on  Tests  recommends  the  approval 
of  the  “Bradely”  Automatic  Beverage  Dispensing  Ma¬ 
chine  for  use  in  New  York  City  under  the  provisions 
of  C19-96  of  the  Administrative  Code  and  the  instruc¬ 
tions  of  the  Fire  Commissioner,  to  inspectors,  amended 
May  20,  1946,  provided  the  electrical  installation  com¬ 
plies  with  the  requirements  of  the  Department  of 
Water  Supply,  Gas  and  Electricity  and  that  each  unit 
installed  bears  a  label  permanently  affixed  reading 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  #806-46-SA 
and  provided  further  that  each  unit  be  serviced  at  least 
once  a  year  and  a  record  card  of  inspections  be  affixed 
to  each  unit,  showing  such  dates  of  inspection  and  the 
names  of  the  inspectors. 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


THE  RESOLUTION  (749-46-SA) 

Whereas,  Hudson  Products  Co.,  Inc.,  owner  filed  on 
October  7,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  Hudson 

Constant  Pressure  Carbonator;  and 

Whereas,  the  report  of  the  Committee  on  I  ests  reads  . 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  #  749-46-SA  .  . 

Subject:  Hudson  Constant  Pressure  Carbonator,  Ap¬ 
proval  of.  . 

The  Hudson  Product  Co.,  Inc.  of  Detroit,  Michigan 
filed  an  application  wTith  the  Board  of  Standards  and 
Appeals  for  the  approval  of  the  Hudson  Constant  Pres- 
sure  Carbonator  under  the  provisions  of  C19-94.0  Ad- 
ministrative  Code. 

Description 

This  is  a  self  contained  automatic  unit  designed  to 
produce  soda  water  for  use  in  ice  cream  bars,  res¬ 
taurants,  etc.  It  is  connected  to  a  C02  cylinder  and  to 
the  water  supply.  The  unit  is  approximately  16^4 
inches  deep  and  weighs  18  lbs.  It  is  dependent  on  City 


LESLIE  V. 


HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  this 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Adjourned:  1:00  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


749-46-SA 

Note:  In  Bulletin  No.  50,  Vol.  31,  issued  December  3, 

1946,  notation  was  made  of  publication  in  a  subsequent  issue 

of  tlie  Bulletin— this  resolution  is  now  published  as  follows : 

749-46-SA 

APPLICANT— Hudson  Products  Co.,  Inc.,  owner. 

SUBJECT— Hudson  Constant  Pressure  Carbonator,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Edward  H.  Gould. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


Fig.  1. 
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Water  Pressure  for  motivating  the  mechanism  con¬ 
tained  in  the  stainless  steel  cylinders.  The  cylinders, 
valves,  cups,  etc.,  which  are  exposed  to  the  mixture  of 
Co2  gas  and  water  are  of  18-8  Carpenter  stainless 
steel  which  has  been  passivated  after  machining  to 
prevent  rusting.  The  equipment  operates  under  a  pres¬ 
sure  of  120  lbs.,  the  pressure  being  controlled  by  a 
Bastion  and  Blessing  or  similar  high  pressure  gauge, 
maximum  pressure  300  lbs.  Each  unit  is  equipped  with 
a  safety  pop  off  valve  which  is  adjusted  to  release  at 
180  lbs.  All  equipment  is  tested  at  300  lbs.  per  square 
inch  before  installation. 

Appliance  is  shown  on  Figure  1. 

Operation  of  Carbonator  is  as  follows: 

After  Carbonator  has  been  put  in  operation  with 
cylinders  full  of  water  and  gas  turned  on  the  soda 
faucet  is  opened  to  withdraw  water.  The  water  will 
flow  from  one  cylinder  only  until  the  level  in  that  cylin¬ 
der  reaches  the  level  position  in  the  second.  At  this 
point  the  weight  of  the  water  left  in  the  pans  of  the 
accumulator  will  overcome  the  tension  of  the  springs 
on  the  cylinder  head,  which  allows  the  accumulator  to 
drop,  thus  opening  the-  snap  action  vent  valve,  at  the 
same  time  closing  the  inlet  valve  on  the  bottom  plate 
of  the  accumulator. 

As  soon  as  the  vent  valve  opens  the  pressure  drops 
very  rapidly  and  as  soon  as  it  drops  about  10  lbs.,  the 
pressure  in  the  other  cylinder,  which  will  still  be  at  the 
regular  setting,  pushes  the  plunger  in  the  alternating 
valve  which  is  on  the  side  of  the  venting  cylinder, 
cutting  it  out,  and  cutting  in  the  cylinder  that  lias  the 
high  pressure.  Withdrawal  continues  from  this  cylin¬ 
der,  while  the  venting  cylinder  is  refilling  and  re¬ 
charging.  This  cycle  is  continuous,  alternating  from 
one  cylinder  to  the  other,  thus  providing  a  constant 
pressure  on  the  soda  faucet  at  all  times. 

It  will  be  noted  that  the  accumulator  takes  the  place 
of  the  conventional  float,  but  it  also  serves  other  pur¬ 
poses.  While  the  pans  are  under  water,  gas  is  trapped 
under  the  rims  and  the  pans  that  are  above  wrater, 
being  still  full  of  water,  spreads  out  the  surface  ex¬ 
posed  to  the  absorption  action  of  the  gas,  thus  increas¬ 
ing  the  carbonation  by  absorption.  Also,  as  the  incoming 
gas  rises  from  the  inlet  valve,  it  strikes  the  reverse  edge 
of  the  pans,  and  is  turned  downward  against  the  up¬ 
surge,  thus  providing  thorough  agitation  to  mix  water 
and  gas. 

Inspection  and  Test 

The  appliance  was  inspected  and  tested  at  41-24  29th 
street,  Long  Island  City  in  the  presence  of  Commis¬ 
sioner  Charles  M.  Blum  and  Chief  Engineer  Leslie  V. 
Huber  of  the  Committee  on  Tests  and  Edward  Gould 
representing  the  manufacturers.  The  appliance  func¬ 
tioned  as  designed. 


Recommendation 

On  the  basis  of  the  above  data  and  the  inspection 
test,  the  Committee  on  Tests  recommends  the  approval  of 
the  Hudson  Constant  Pressure  Carbonator  for  use  in 
New  York  City  provided  that  a  vacuum  breaker  valve, 
as  required,  be  attached  to  the  water  supply  pipe  and 
that  tbe  appliance  bear  a  label  permanently  affixed  read¬ 
ing  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  #749^46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  30,  1946,  as  they  appeared  in 
Bulletin  No.  19,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

836-46-BZ 

APPLICANT — Daniel  T.  Birdsall,  for  I.  Cohen,  owner 
(Chester  Davison,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 1020  East  178th  street,  south 
side,  130.05  ft.  west  of  Boston  road  (Block  3135, 
Lot  22),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Daniel  T.  Birdsall,  Paul  Friedman 
and  Chester  Davison. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Guinee  .  3 

Negative :  Commissioner  Blum  .  1 


THE  RESOLUTION  (836-46-BZ) 

Whereas,  Daniel  T.  Birdsall,  for  Mrs.  I.  Cohen,  owner 
(Chester  Davison,  lessee),  filed  October  25,  1946  an  appli¬ 
cation  under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district  a  wet  wash  laundry  for  a  term 
of  five  (5)  years,  affecting  premises,  1020  East  178th  street, 
south  side,  130.05  ft.  west  of  Boston  road  (Block  3135,  lot 
22),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  178th  street  is  in  residence  and 
business  use,  B  area  and  class  1)4  height  districts;  Boston 
road  is  in  a  business  use,  B  area  and  class  1)4  height  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  24,  1946  on  Alt.  Applic.  895-46  reads: 

“A2.  Proposed  alteration  to  install  twenty  (20) 
washing  machines  in  store  on  1st  floor  and  accessory 
equipment  in  Multiple  Dwelling  cellar  storage  space, 
(See  Certificate  of  Occupancy  #2666-46)  thereby 
changing  use  of  said  space  to  wet  wash  laundry  in  a 
Residence  District  is  in  violation  of  Article  2,  Sec.  3 
of  the  Zoning  Resolution. 

Note:  That  this  building  is  a  3  story,  3  family  class 
‘A’  Multiple  Dwelling  (Old  Law  Tenement).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25.08  ft.  frontage  by  123.77  ft.  in  depth,  on  which 
is  located  a  building  25  ft.  frontage  by  68  ft.  in  depth, 
3  stories,  34  ft.  in  height,  of  class  4  construction;  that  it  is 
proposed  to  install  20  self-service,  home  type  automatic 
washing  machines  (approved  under  Cal.  136-46-SA)  ;  and 
Whereas,  the  applicant  contends  that  each  Bendix  ma¬ 
chine  is  operated  by  a  )4  h.p.  motor  with  an  individual 
capacity  of  10  lbs.  of  dry  clothes ;  that  the  retail  rental 
laundry  will  have  only  two  employees ;  that  no  steam  is 
manufactured  on  the  premises  and  no  volatile  fluids  are 
used  and  there  will  be  no  noxious  odors  or  excessive  noise 
from  operation  of  the  proposed  establishment;  that  the 
machines  will  be  anchored  in  such  a  manner  as  to  eliminate 
excessive  vibration  and  noise;  that  there  are  few  and  inade¬ 
quate  sanitary  facilities  in  the  neighborhood  and  this  instal¬ 
lation  will  prove  a  definite  contribution  to  the  public  health 
and  lighten  the  burden  of  the  housewife;  that  the  store  is 
vacant  at  the  present  time  and  was  formerly  occupied  by  a 
bakery  with  ovens  in  the  basement ;  that  the  adjoining 
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building  to  the  east  on  lot  23  is  an  existing  legal  factory 
and  from  there  to  the  corner  of  Boston  road  are  stores ;  that 
there  are  several  6  story  apartments  in  this  block  and  on 
the  block  to  the  west ;  that  it  is  requested  that  the  granting 
of  this  variance  will  permit  the  lessee  to  amortize  his  invest¬ 
ment  and  the  owner  to  realize  sufficient  income  to  pay  his 
taxes  and  repair  the  building;  that  if  properly  enclosed,  a 
retail  rental  laundry  situated  as  is  this  proposed  installation, 
near  the  borderline  between  a  residence  and  business  district, 
will  save  the  housewife  the  annoyance  of  carrying  hoi 
laundry  through  a  business  district;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 


be  and  it  hereby  is  granted  under  section  7e  thereof. for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied 
as  proposed  and  as  indicated  on  plans  filed  with  this  appli¬ 
cation,  marked  “Received  October  25,  1946,  (4  sheets), 

on  condition  that  not  more  than  twenty  (20)  washing  ma¬ 
chines,  as  approved  by  the  Board  under  Cal.  1 36-46- S A  shall 
be  installed ;  that  no  laundry  work  shall  be  done  other  than 
in  the  machines  themselves;  that  during  the  term  of  the 
variance,  the  premises  shall  be  occupied  by  no  other  use , 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  and  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 


♦Correction— The  word  “business”  changed  to 
as  indicated  in  italics. 


‘residence’’ 


NOTICE 


THE  BUILDING  LAWS 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition-344  pages  are  now  on.  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  7o  cents,  by  mail  8o  cents. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal'  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First,  That  if  they  do  not  appear  in  person  or  bv  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third.  That  no  plea  of  ignorance  ot  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  pubheation  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


[New  Edition  Now  on  Sale] 

THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATE 
VOLUMES;  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance  alterat, or bdemobtion  or  remova 

™e  “elevator1  rules ° tens'  ne&  yorKY^^^^^ 

TH°E  C?TY'OFLNEWTYORK;^  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  local 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  .MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15  b> 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $1.00). 

Checks  for  $3  or  more  must  be  certified. 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fow  th,  That  no  one  is,  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  rece  ve  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  all  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  necessary  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  January 
7,  1947,  Affecting  Calendar  Numbers  229-29-BZ,  61-32- 
BZ,  616-46-BZ,  801-46-BZ,  886-46-BZ,  344-33-BZ,  723- 
46-BZ,  778-46-BZ,  867-46-BZ,  937-46-BZ,  320-46-A, 
528-46-A,  828-46-A  and  1056-46-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Janu¬ 
ary  7,  1947,  Affecting  Calendar  Numbers  1291-23-S, 
187-35-A,  636-46-A,  815-46-A,  870-46-A,  905-46-A,  907- 
46-A,  958-46-A,  1053-46-A,  495-45-A,  292-46-A, 

353-46-A,  782-42-A,  806-42-A,  558-46-A,  924-46-A, 

857-46- A,  893-46-A,  883-46-A,  99-40-BZ,  414-41-BZ, 
587-42-BZ,  474-46-BZ,  617-24-BZ,  95-35-BZ,  127-38-BZ, 
510-43-BZ,  and  295-29-SA. 

Resolution  Affecting  Calendar  Number  559-46-SM. 

Factory  Exit  Rules. 

Rules  relating  to  Smoking  in  Factories,  etc. 


Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  lo  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

Nezv  Cases  Filed  up  to  January  7,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

1- 47-BZ— H.B.Bx.— 2127-2129  Holland  avenue,  west  side, 

73  ft.  south  of  Lydig  avenue  (Block  4288,  part  of  Lot  35), 
Borough  of  The  Bronx,  Alt.  1190-46. 

2- 47-BZ — H.B.M. — 242  East  121st  street,  south  side,  130 
ft.  6  in.  west  of  2nd  avenue  (Block  1785,  Lot  31),  Borough 
of  Manhattan,  Alt.  2241-46. 

3- 47-BZ _ H.B.M.— 97-101  Mangin  street,  west  side,  55  ft. 

6  in.  south  of  Stanton  street  (Block  324,  Lots  22,  23  and 
24),  Borough  of  Manhattan,  Amendment  to  Alt.  1779-46. 

4- 47-BZ _ H.B.Q. — 101-45  Queens  boulevard,  east  side, 

86.99  ft.  north  of  67th  drive  (Block  2135,  Lot  5),  Forest 
Hills,  Borough  of  Queens,  N.B.  9314-46. 

5- 47-BZ _ H.B.M. — 29-31  Rutgers  street  and  201  Madison 

street,  northeast  corner  (Block  271,  Lot  65),  Borough  of 
Manhattan,  Amendment  to  Alt.  2349-46. 

6- 47-BZ— H.B.Q.— 205-10  to  205-26  Jamaica  avenue, 
southeast  corner  of  Francis  Lewis  (C  ross  Island)  boulevard 
(Block  10834,  Lots  31  and  33),  Hollis,  Borough  of  Queens, 
Alt.  3020-46. 

7- 47-A— H.B.B.— 131-137  Driggs  avenue  and  202-208 
Classon  avenue,  southeast  corner  (1st  floor);  (Block  1909, 
Lot  15),  Borough  of  Brooklyn,  Alt.  4512-46. 

8- 47-A — H.B.B. — 628-644  Bedford  avenue,  southwest  cor¬ 
ner  of  Hewes  street  and  51-93  Penn  street,  northwest  corner 
of  Bedford  avenue  (Block  2210,  Lots  1,  2,  3,  4,  6  to  25  in¬ 
clusive,  27,  28,  29,  31  and'  33-62  inclusive)  Junior  High 
School  71,  Borough  of  Brooklyn,  N.B.  221-45. 

9_47_A _ H.B.B. — 93-99  Irving  place  and  1057  Fulton 

street,  northeast  corner  (Block  1993,  Lot  11),  Borough  of 
Brooklyn,  Alt.  4420-46. 

10_47.A— H.B.Q.— 78-02  to  78-04  Queens  boulevard, 
southeast  corner  of  Hillyer  street  (Block  2453,  pait  of  Lot 
44),  Elmhurst,  Borough  of  Queens,  Misc.  12847-46. 

11- 47-SA — Sprouse  Kitchen  Ventilator,  Appliance. 

12- 47-BZ — H.B.B. — 913  Driggs  avenue  and  147  Division 
avenue,  northeast  corner  (Block  2148,  Lot  1),  Borough  of 
Brooklyn,  Alt.  5171-46. 


Restored  to  Calendar. 

806-42-A _ H.B.B.  and  Marine  &  Aviation— Foot  of  49th 

street  and  50th  street  (Bush  Buildings  57  and  58)  :  (Block 
725,  Lot  1),  Borough  of  Brooklyn,  Misc.  5282-46;  4814-4824 
2nd  avenue,  101-183  49th  street  and  4813-4823  1st  avenue 
(Bush  Buildings  95-103)  ;  (Block  771,  Lot  1),  Borough  of 
Brooklyn,  Misc.  5283-46;  Foot  of  46th  street  (Bush  Build¬ 


ings  45-50);  (Block  725,  Lot  1);  Borough  of  Brooklyn, 
Misc.  5284-46;  4722-4724  2nd  avenue,  105-183  48th  street 
(Bush  Freight  House);  (Block  762,  Lot  1),  Borough  of 
Brooklyn,  Misc.  5285-46;  101-183  47th  street,  4402-4624  2nd 
avenue”  102-184  44th  street  and  4401-4623  1st  avenue  (Bush 
Buildings  23-38  and  63-94)  ;  (Block  725,  Lot  1),  Borough  of 
Brooklyn,  Misc.  5286-46;  Foot  of  44th  street  (Bush  Build¬ 
ings  39-44);  (Block  725,  Lot  1),  Borough  of  Brooklyn, 
Misc.  5287-46;  West  side  of  1st  avenue,  326  ft.  and  70  ft. 
south  of  43rd  street  (Pump  House)  ;  (Block  725,  Lot  1), 
Borough  of  Brooklyn,  Misc.  5288-46;  4302-4324  1st  avenue, 
76-100  43rd  street  (Round  House  and  Garage)  ;  (Block  725, 
Lot  1),  Borough  of  Brooklyn,  Misc.  5289-46;  Foot  of  48tli 
street  (Bush  Buildings  51-56)  ;  (Block  725, -Lot  1),  Borough 
of  Brooklyn,  Misc.  5290-46;  7-29  43rd  street  (Bush  Unit 
C);  (Block  720,  Lot  1),  Borough  of  Brooklyn,  Misc.  5291- 
46;  35-57  43rd  street  (Bush  Warehouses  20-22);  (Block 
720,  Lot  1),  Borough  of  Brooklyn,  Misc.  5292-46;  4101- 
4111  1st  avenue,  102-112  41st  street  (Bush  Warehouse  1-A)  ; 
(Block  716,  Lot  1),  Borough  of  Brooklyn,  Misc.  5293-46; 
7-23  42nd  street,  4102-4124  1st  avenue  (Bush  Unit  B)  ; 
(Block  715,  Lot  1),  Borough  of  Brooklyn,  Misc.  5294-46; 
North  side  of  42nd  street,  296  ft.  5  in.  west  of  1st  avenue 
(Bush  Unit  A)  ;  (Block  715,  Lot  1),  Borough  of  Brooklyn, 
Misc.  5295-46;  360  ft.  west  of  1st  avenue  and  26  ft.  north 
of  41st  street  (Bush  Power  House);  (Block  710,  Lot  16), 
Borough  of  Brooklyn,  Misc.  5296-46  and  4902-4924  2nd 
avenue,  101-183  50th  street,  103-184  49th  street  and  4901- 
4923  1st  avenue  (Bush  Buildings  104-117)  ;  (Block  780,  Lot 
1),  Borough  of  Brooklyn,  Misc.  5297-46  and  Decision. 


782-42-A— H.B.B.— 2240  32nd  street  (Block  679,  part  of 
Lot  1),  Borough  of  Brooklyn,  Spr.  5092-46;  912-930  3rd 
avenue,  45-113  35th  street,  38-118  34th  street  and  581-599 
2nd  avenue  (Bush  Buildings  5  and  6)  :  (Block  687,  Lot  1), 
Borough  of  Brooklyn,  Misc.  5298-46;  932-944  3rd  avenue, 
201-271  36th  street,  46-114  35th  street  and  607-619  2nd 
avenue  (Bush  Buildings  3  and  4)  ;  (Block  691,  Lot  1), 
Borough  of  Brooklyn,  Misc.  5299-46;  621-639  2nd  avenue. 
201-271  37th  street,  202-272  36th  street  (Bush  Buildings  1 
and  2);  (Block  695,  Lot  1),  Borough  of  Brooklyn,  Misc. 
5300-46  ;  3902-3924  2nd  avenue  and  132-184  39th  street  (Bush 
Building  19);  (Block  706,  Lot  1),  Borough  of  Brooklyn, 
Misc.  5301-46;  52-76  39th  street  (Bush  Building  24  and 
Train  Shed):  (Block  706,  Lot  24),  Borough  of  Brooklyn, 
Misc.  5302-46;  3902-3924  1st  avenue,  76-94  39th  street  (Bush 
Buildings  22  and  23);  (Block  706,  Lot  24),  Borough  of 
Brooklyn,  Misc.  5303-46;  3924-4024  1st  avenue  (Bush  Build¬ 
ing  26);  (Block  710,  Lot  1),  Borough  of  Brooklyn,  Misc. 
5304-46;  4002-4024  2nd  avenue,  131-183  41st  street  (Bush 
Building  20);  (Block  711,  Lot  1),  Borough  of  Brooklyn, 
Misc.  5305-46;  872-890  3rd  avenue,  17-99  33rd  street,  88-100 
32nd  street  and  599  2nd  avenue  (Bush  Buildings  9  and  10)  ; 
(Block  679,  Lot  1),  Borough  of  Brooklyn,  Misc.  5306-46; 
892-910  3rd  avenue,  37-117  34th  street,  18-100  33rd  street 
and  561-579  2nd  avenue  (Bush  Buildings  7  and  8)  ;  (Block  j 
683,  Lot  1),  Borough  of  Brooklyn,  Misc.  5307-46;  101-127  ; 
41st  street  (Bush  Warehouses  18  and  19)  ;  (Block  711,  Lot  : 
1),  Borough  of  Brooklyn,  Misc.  5308-46;  and  541  2nd  ave¬ 
nue,  and  18-38  32nd  street  (Bush  Power  House);  (Block- 
679,  Lot  1),  Borough  of  Brooklyn,  Misc.  5309-46. 
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95-35-BZ  H.B.B. — 423  Barbcy  street,  east  side,  150  ft. 
north  of  Belmont  avenue  (Block  4013,  Lot  3),  Borough  of 
Brooklyn,  Applic.  2302-35. 


510-43-BZ — H.B.B. — 3001-3011  Edwards  place,  northwest 
corner  of  West  30th  street  (Block  7067,  Lot  29),  Borough 
of  Brooklyn,  N.B.  146-43. 


127-38-BZ — H.B.Bx. — 195-201  West  237th  street,  north¬ 
east  corner  of  Broadway  (Block  3270,  Lot  40),  Borough  of 
'The  Bronx,  ^I.B.  50-38. 


IjlCSIUIVATIONS:  H.B.— Department  of  Housing  and  Buildings; 

II..S. ft.  Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. _ 

I >e;  jfinent  of  Housing  and  Buildings,  Manhattan;  II.B.Q,. _ De¬ 

railment  of  Housing  and  Buildings,  Queens;  H.B.B. —  Department 

ot  Housing  and  Buildings,  Richmond;  H.B.Bx _ Department  of 

Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. _ 

l''re  Department  and  M.  and  A.— Dept,  of  Marine  and  Aviation. 


RULES 


IatHt  I’uhlicntion  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of .  Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Jan. 

Fire  Alarm  Rules  (Interior) . Nov. 

Fire  Drill  Rules . Dec. 

Fiie  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. . .  Nov. 

Oil  Burner  Rules . Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Dec. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler,  Rules  . (une 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


3,  1946— Vol.  31,  No.  49 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3.  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
14,  1947— Vol.  32,  No.  2 

12,  1946— Vol.  31,  No.  46 

24,  1946— Vol.  31,  No.  52 

25,  '  1946— Vol.  31,  No.  26 

17,  1946— Vol.  31,  No.  51 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23.  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  S3 

5,  1946— Vol.  31,  No.  4  5 
19,  1946— Vol.  31,  No.  47 

17,  1946— Vol.  30,  No.  3^ 

31,  1946— Vol.  31,  No.  S3 

24,  1936— Vol.  21.  No.  47 
3,  1937— Vol.  22,  No.  31 


31,  1946— Vol.  31,  No.  53 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
14,  1947— Vol.  32,  No.  2 
29.  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936 — Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945  Vol  30 
No.  15A. 


JANUARY  14,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
M  morning  January  14,  1947,  at  10  o’clock  in  Room 
tei-s3’  MuniClpa  BuiId:nS.  Manhattan,  on  the  following  mat- 


/SU-4  0-JB.Z,- 


-application,  Uctober  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Antoine  Pteuffer,  owner  (Graeber  and  Farb- 
stein,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1701 
-nd  avenue  northwest  corner  of  East  88th  street  (Block 
1.334,  Lot  22),  Borough  of  Manhattan. 

742-46-BZ— Application,  September  18,  1946,  under  sec¬ 
tion  /b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association 
owner,  to  permit  in  a  residence  and  business  use  district  the 
conversion  of  existing  buildings  (vacant)  to  factory  use- 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Jnmty  avenues  (Buildings  1-5  inclusive);  (Block  2628 
Lot  1),  Borough  of  The  Bronx. 


eua-ffb-A—N  orth  side  of  Westchester  avenue,  block  front 
and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),  Borough  of  The  Bronx.  * 

453-46-BZ— Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop;  premises  3437-3445  Ft. 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 


461-46-BZ  Application,  June  21,  1946,  under  section  7a 
°f  ru  zomng  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 
street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 


462-46- A  52-17  102nd  street  and  101-01  Strong  avenue 
northeast  corner  (Block  1933,  Lots  41  and  44>;  Elmhurst, 
Borough  of  Queens. 


216-41-BZ  Application  of  Benny  Brandfondrcner,  appli- 
cant  and  lessee;  Lawyers  Trust  Company,  as  trustee  u/w  of 
u  .  J.  M.  Donovan,  owner,  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  temporary  term  of  years,  permitting  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  55  West  169th  street  and  1294-130 2  Bos- 
cobel  avenue,  northeast  corner  (Block  2871,  Lots  61  and  65), 
Borough  of  The  Bronx. 


699-46-BZ — Application,  September  24,  1946.  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  lubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens. 

801-46-BZ — Application,  October  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Theresa  Romano,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  for  a  term  of  ten  (10)  years;  premises 
72-01  to  72-09  Eliot  avenue,  and  60-71  to  60-77  72nd  street, 
northeast  corner  (Block  2843,  Lots  45  and  52),  Middle 
Village,  Borough  of  Queens. 
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on  behalf  of  Max ‘  ™  w  17  1946  for  consideration  as 

r^“„Peo£  vS^ApliicaS,  previously  granted 
on  condition  under  section  21  of  the  zomng reso  uoon  for 

” esTside^T' north  XSSI  169th  street!  (Block 
2887,  Lots  177’ and  178),  Borough  of  The  Bronx. 

17-37-BZ— Application  of  Earl  I.  Gallant,  WPhcant,  on  be- 

half  of  Bank  of  New  York,  owner  (342  West  41st  St  re  t 

p„ rctcrp  Tnc  lessee),  reopened  December  17,  1"4q,  unae 

section ’  7h  of  the  zoning  resolution,  to  permit  in  a  retail  use 

district  the  parking  and  storage  of  more  than  five  (5)  m0^? 
distnci,  u  p  .  6,99  .,9.  u/p.f  41  sf  street,  south  side,  3UU 

vehicles;  premises  322-324  W est  4ist  si  ,  .  f 

ft.  west  of  8th  avenue  (Block  1031,  Lot  451,  tforougn 
Manhattan. 

211  23-BZ— Application  of  Siegel  and  Green,  applicants,  on 
behalf  of  Charles,  Adolph  and  Irwin  Schnurmacher,  owners, 
reopened  October  29,  1946,  under  section  7e  of  the  zoning 
resolution  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  garage  for  more  than  five  (5)  motor 
Vehicles  (previously  granted  by  the  Board)  to  st°rage’  of' 

fices  and  loading  space;  premises  ^ est  15c 3rd  st :  . 

south  side,  150  ft.  west  of  Broadway  (Block  2U99,  Lot  w), 
Borough  of  Manhattan. 

84-34-BZ— Application  of  Adolph  Goldberg,  applicant  on 
behalf  of  The  Lincoln  Savings  Bank  of  New  York  owner 
reonened  December  3,  1946,  under  section  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  and  business  use 
district  the  extension  of  existing  commercial  building 
(Bank)  ;  (previously  granted  by  the  Board)  using  more 
than  the  permitted  area,  and  without  the  required  rear  yard, 
premises  7419-7427  5th  avenue,  and  501-509  Bay  Ridge  Park 
way  (Block  5931,  Lots  1,  3,  and  4),  Borough  of  Brooklyn. 

303- 46-BZ — Application,  April  18,  1946,  under  section  7b  of 

the  zoning  resolution,  of  Walter  Eberhart  applicant,  on 
behalf  ofSEsther  Slater  Kerrigan,  owner  (Unicorn  Press 
lessee),  to  permit  in  a  residence  and  restricted  retail  use 
district,  the  proposed  use  of  structure  for  pur¬ 

poses  from  residence  use;  premises  53  East  77th _ street ,  nort 
side,  69  ft.  east  of  Madison  avenue  (Block  1392,  Lot  2b), 
Borough  of  Manhattan. 

304- 46-A— 53  East  77th  street,  north  side,  69  ft.  east  of 
Madison  avenue  (Block  1392,  Lot  25),  Borough  of  M 
hattan. 

548-46-BZ— Application,  July  16,  1946,  under  section  21  o 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants  on 
behalf  of  Elemess  Realty  Co.,  Inc.,  owner  to  permit  in  a 
business  use  C  area  district,  the  extension  of  _  present  build¬ 
ing  using  more  than  the  area  permitted ;  premises  24  Chester 
street,  west  side,  150  ft.  lU/a  in.  south  of  East  New  York 
avenue  (Block  3498,  Lot  39),  Borough  of  Brooklyn. 

822-46-BZ— Application,  October  28,  1946,  tinder  section  7h 
of  the  zoning  resolution,  of  Herman  Kron,  applicant  on 
behalf  of  Hebig  Realty  and  Building  Co.,  owner  (Eda  Mar- 
rin  lessee),  to  permit  in  a  residence  use  district,  the  park 

ing  and  storage  of  more  than  five  (5 WeV47th  Street" 
a  stated  term  of  years ;  premises  421-423  West* 17th  street 

north  side,  250  ft.  west  of  9th  avenue  (Block  1057,  Lot 

121-22),  Borough  of  Manhattan. 

904-46-BZ— Application,  November  18,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Joseph  B.  Lynch,  applicant, 
on  behalf  of  Haas  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  laundry  and  lubritonum  for  a  term  of 
ten  (10)  years;  premises  2018-2032  Stlll^,U ^ft 
2551-2561  86th  street,  northwest  corner  (Block  6860,  Lot 
28),  Borough  of  Brooklyn. 

57c.32.BZ— Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney,  owners, 


reopened  December  3,  1946  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  ream 
struction  and  extension  of  existing  gasoline  .se™“2s|g10" 

(previously  granted  by  the  ,  ^41  L  nV45  242nd  street 
242-12  Merrick  boulevard  and  133-41  to  133-40  242nd  , 

southeast  corner  (Block  13206  (3645),  Lots  17  and  19), 

Rosedale,  Borough  of  Queens. 

237-46-A — 56  Pine  street,  north  side.  125  ft. ^west  ol :  Wil¬ 
liam  street  and  26  Cedar  street  (basement),  (Block  41> 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 1 19-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borougn 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th.  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

943.46. A— 706  West  181st  street,  and  4251-4259  Broad¬ 
way,  southwest  corner  (Block  2176,  Lot  133),  Boroug  i 
Manhattan. 

980-46-A— 2638  Park  avenue,  east  side,  75  ft.  north i  of 
East  140th  street  (1st  floor);  (Block  2340,  Lot  108),  Bot- 

ough  ot  Hie  HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  January  14,  1947,  at  2  o  clock  >n  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

892-46-A— North  side  of  Hunter  avenue  24427  ft.  east 

of  Bay  parkway  (Block  6491,  Lots  13-19  and  Block  649  , 

Lot  55),  Borough  of  Brooklyn. 

955-46-A — 87  Bowne  street,  southeast  corner  of  Imlay 
street  (2nd  floor)  ;  (Block  507,  part  of  Lot  1),  Borough  of 
Brooklyn. 

873-46-A— 1873-1883- Eastern  parkway,  west  side,  57  ft. 
north  of  Atlantic  avenue  (2nd  floor)  ;  (Block  1570,  Lot  2  ), 
Borough  of  Brooklyn. 

226-46- A-700-708  Lydig  avenue  and  2H4-2132  White 
Plains  road,  southeast  corner  (2nd  floor);  (Block  42c/, 
Lots  24  and  31),  Borough  of  The  Bronx. 

996-46- A— West  side  of  2nd  avenue,  from  East  92nd  to 
East  93rd  streets,  247  East  92nd  street  and  248  East  )3rd 
street  (Block  1538,  part  of  Lot  12),  Borough  of  Manhattan. 

942-46- A _ 84-20  72nd  drive,  south  side  of  Right-of-Way, 

206  fit.  west4 of  88th  street  (Block  3810,  formerly  Block 
3837,  Lots  444  and  456,  formerly  Lots  4  and  6),  Glendale, 
Borough  of  Queens  (Under  section  36,  General  City  Law 
re  building  must  front  on  legal  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  21,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  21,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

880-46-BZ — Application,  November  15,  1946,  under  scc' 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant  on  behalf  of  Kinetta  Holding  Corp.,  owner  (Joseph 
Kraus,’  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1315- 
1321  Boston  road,  west  side,  456.66  ft.  south  of  Jefferson 
place  (Block  2934,  Lot  9),  Borough  of  The  Bronx. 

184-29-BZ — Application  of  H.  M.  Cole,  applicant,  on  be¬ 
half  of  Convey’s  Riding  Club,  Inc.,  owner,  reopened  October 
22,  1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
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in  a  business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  fifteen 
(15)  years;  premises  42-46  West  66th  street,  south  side,  350 
ft.  east  of  Columbus  avenue  (Block  118,  Lots  48,  49  and 
50),  Borough  of  Manhattan. 

879-38-BZ — Application  of  Industrial  Installations  Corp., 
applicant,  on  behalf  of  Rocco  Tricarico,  owner  (Rocco,  Paul 
and  Dominic  Tricarica,  lessees),  reopened  October  8,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  existing  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  Board),  to  include  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ;  premises  31-53  to  31-73 
31st  street,  east  side,  178.14  ft.  north  of  Broadway  (Block 
613,  Lots  13  and  19),  Long  Island  City,  Borough  of  Queens. 

604-46-BZ — Application,  August  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Jacob  Lubroth,  applicant,  on 
behali  of  Lawrence  J.  McSherry,  owner  (Murray  Cohen, 
lessee),  to  permit  in  a  business  use,  C  area  district,  the  exten¬ 
sion  of  an  existing  building,  using  more  than  the  area  per¬ 
mitted  ;  premises  56-36  Myrtle  avenue,  south  side,  175  ft.  east 
of  Cornelia  street  (Block  3560,  Lot  27),  Ridgewood,  Borough 
of  Queens. 

650- 46-BZ — Application,  August  27,  1946,  under  section 
7c  Of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Rivkin, 
lessee),  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  boys’  home  (previously  granted  by  the 
Board),  to  boys’  home,  children’s  day  camp  and  nursery 
school;  premises  99-107  (known  as  101)  Beach  34th  street 
and  34-02  Sprayview  avenue,  northwest  corner  (Block  311, 
Lot  102),  Edgemere,  Borough  of  Queens. 

651- 46-A — 99-107  (known  as  101)  Beach  34th  street  and 
34-02  Sprayview  avenue,  northwest  corner  (Block  311,  Lot 
102),  Edgemere,  Borough  of  Queens. 

875- 46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Altman  Realty  Investing  Corp.,  owner, 
to  permit  in  a  business'use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  2213-2215  Mermaid  ave¬ 
nue,  north  side,  98  ft.  9^4  in.  west  of  West  22nd  street 
(Block  7016,  Lots  48  and  49),  Borough  of  Brooklyn. 

876- 46-BZ — Application,  November  15,  1946,  under  section 

7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Joseph  Halpern,  owner  (Harry  Field,  lessee), 
to  permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  175  Avenue  A,  and  443 
East  11th  street,  northwest  corner  (Block  439,  Lot  37),  Bor¬ 
ough  of  Manhattan.  \ 

/ 

909- 46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Eugene  F.  McCarthy  and  John  J. 
McCarthy,  joint  owners,  to  permit  in  a  business  use  district, 
a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
91-05  37th  avenue,  north  side,  40  ft.  east  of  91st  street  (Block 
1465,  Lot  41),  Jackson  Heights,  Borough  of  Queens. 

910- 46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Shirley  and  DeShaw, 
applicants,  on  behalf  of  Katerod  Realty  Corp.,  owner  (Ed¬ 
ward  Glaser,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
436-438  Grand  street,  southwest  corner  of  Keap  street  (Block 
2398,  Lot  13),  Borough  of  Brooklyn. 

945-46-BZ — Application,  December  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  K.  and  F.  Realty  Corp.,  owner  (Perlros  Laun¬ 
dries  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  165 
Havemeyer  street,  east  side,  100  ft.  north  of  South  3rd 
street  (Block  2421,  Lot  1),  Borough  of  Brooklyn. 


818-46-BZ — Application,  October  22,  1946,  under  sections 
7b,  7f  and  7i  of  the  zoning  resolution,  of  Casper  P.  Colla, 
applicant,  on  behalf  of  New  York  Connecting  Railroad  Co., 
owner  (Paul  A.  Piancazzo,  lessee),  to  permit  in  a  business 
and  an  unrestricted  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing,  motor 
vehicle  repair  shop  and  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  7306  Queens  boule¬ 
vard,  south  side,  49.49  ft.  east  of  73rd  street  (Block  2448, 
part  of  Lot  202),  Winfield,  Borough  of  Queens. 

253-46-SA — Martin  &  Schwartz,  Inc.  Gasoline  Airport 
Dispensing  Pump  (Airport  Fueler),  Models  100-1,  100-1C, 
100- IN,  100-1CN,  100-2,  100-3,  100-3N  and  100-5. 

896-46-SM — Fleet  Arc  Welding  Service  275  Gallon  Fuel 
Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  21,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  January  21,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

66-45-A- — 120-46  to  120-60  Queens  boulevard,  south  side, 
167.45  ft.  west  of  82nd  avenue  (Block  3358,  Lot  18),  Kew 
Gardens,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  28,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  28,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

246-44-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  ^Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

61-32-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  J.  Murphy,  owner,  reopened 
July  23,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station;  premises  64-70  Neptune 
avenue,  and  2-10  Brighton  11th  street,  southwest  corner 
(Block  7516,  Lot  2371),  Borough  of  Brooklyn. 

528-46-A — 64-70  Neptune  avenue,  southwest  corner  of 

Brighton  11th  street  (Block  7516,  Lot  2371),  Borough  of 
Brooklyn  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street — Cass  place). 

616-46-BZ — Application,  August  6,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Samuel  Gardstein,  applicant,  on 
behalf  of  Milton  Greenfield,  owner,  to  permit  in  a  business 
use  district,  a  store  window  and  signs  within  intersecting 
street  in  residence  district  and  more  than  twenty-five  (25) 
feet  from  such  intersection;  premises  382  Waverly  avenue, 
west  side,  70  ft.  south  of  Greene  avenue,  and  128-130  Greene 
avenue,  south  side,  20  ft.  west  of  Waverly  avenue  (Block 
1961,  Lot  40  and  Block  1961,  Lots  37  and  38),  Borough  of 
Brooklyn. 

886-46-BZ — Application,  November  18,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Kitzler  and  Nurick, 
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applicants,  on  behalf  of-  Robert  Savino,  ?wner  B“£ 

and  Robert  Savino,  lessees),  to  permit  m  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five ;  (5) 
premises  565  5th  avenue,  east  side,  81  ft.  5  in  south  of  16th 
street  (Block  1048.  Lot  6),  Borough  of  Brooklyn. 

320-46-A— 1604  DeKalb  avenue,  east  side  142  ft.  1  in 

south  of  Wyckoff  avenue  (Block  3248,  Lot  26),  Borough  o 
Brooklyn. 

244-28-BZ— Application  of  William  R.  Bayes,  applicant, 
on  behalf  of  Kings  Highway  Savings  Bank,  owner,  reopened 
December  10,  1946,  under  section  21  of  the  zoning  lesolution, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  extension  of  present  building  (previously  granted  by  the 
Board)  using  more  than  the  area  permitted;  premises  1602- 
1606  Kings  Highway  and  1659-1671  East  16th  street,  south¬ 
east  corner  (Block  6779,  Lots  53  and  57),  Borough  of  Brook¬ 
lyn. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  T.  Pfistner,  owner,  reopened  October  29, 
1946  under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  residence  and  business  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ,  auto  showroom  and 
parts  department;  premises  94-15  to  94-23  Northern  boule¬ 
vard  32-45  to  32-61  Junction  boulevard,  northeast  corner  and 
32-44  to  32-60  95th  street,  northwest  corner  of  Northern 
boulevard  (Block  -1424,  Lots  32  and  33),  Corona,  Borough 
of  Queens. 

605-46-BZ— Application,  August  26,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Morris  Rothstein  &  Son, 
applicants,  on  behalf  of  Joseph  D’Angelo,  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  ot  a 
choline  service  station,  motor  vehicle  repair  shop  and  lubri- 
torium;  premises  2630-2638  Coney  Island  avenue  and  755- 
765  Crawford  avenue,  northwest  corner  (Block  /184,  Dots 
91  and  92),  Borough  of  Brooklyn. 

612-46-BZ — Application,  August  27.  1946,  under  section 
7a  of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant, 
on  behalf  of  Mine.  Louise  Cleaners,  Dyers,  Inc.  owner,  to 
permit  in  a  residence  use  district,  the  extension  of  the  exist¬ 
ing  business  portion  to  include  the  entire  first  floor  ;  premises 
1376  and  1378  York  avenue,  south  side,  77  ft.  2  in.  east  of 
East  73rd  street  (Block  1485,  Lots  4  and  52),  Borough  of 
Manhattan  < 

851- 46-BZ— Application,  November  7,  1946,  under  section  f 
7e  of  the  zoning  resolution,  df  Lama  and  Pioskauer,  appli¬ 
cants,  on  behalf  of  Guarantee  Title  and  Mortgage  Co 
owner,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  883  (8/7 
displaced)  Blake  avenue,  north  side,  25  ft.  west  of  Jerome 
street  (Block  4045,  Lot  46),  Borough  of  Brooklyn. 

852- 46-BZ— -Application,  November  7,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  J.  Buike,  applicant, 
on  behalf  of  Peter  Tessler,  owner  (Fred  A.  Post,  lessee), 
to  permit  in  a  business  use  district,  the  change  in  occupancy 
of  gasoline  service  station  and  stores  to  gasoline  service 
station,  stores  and  wet  wash  laundry,  for  a  term  of  five  (5) 
years;  premises  1601-1611  Mott  avenue,  and  1806-1818  Cor- 
iiaga  avenue,  northwest  corner  (Block  48,  Lot  34),  Far 
Rockaway,  Borough  of  Queens. 

953-46-BZ — Application,  December  5,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Joseph  B.  Cohen,  owner  { David  Satlin, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundrv,  for  a  term  of  five  (5)  years;  premises  476-480 
Howard  avenue,  west  side.  42  ft.  7-1/6  in.  south  of  Park 
place  (Block  1466,  Lot  38),  Borough  of  Brooklyn. 

1021-46-BZ— Application,  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Wilro  Realty  Corp.,  owner  (Kwikwash 


Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  79-87 
Avenue  C  and  654  East  6th  street,  southwest  corner  (Block 
388,  Lot  35),  Borough  of  Manhattan. 

931-46-BZ— Application,  November  29,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Max  Rubin,  owner,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  °f  hye 
(5)  years;  premises  61-04  Myrtle  avenue,  south  side,  21)  tt. 
east  of  61st  street  (Block  3592,  Lot  3),  Glendale,  Borough 
of  Queens. 

307-46-BZ— Application  of  Carl  E.  Troy,  applicant,  on 
behalf  of  General  Linen'  Supply  and  Laundry  Co.,  Inc, 
owner,  reopened  November  26,  1946,  under  sections  7c  and 
21  of  the  zoning  resolution,  to  permit  in  a  local  retail  use, 
C  area  district,  the  alteration  and  extension  of  present  build¬ 
ing,  for  the  storage  and  shipping  of  laundry  and  linen  sup¬ 
plies,  using  more  than  the  area  permitted;  premises  857-867 
Myrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(Block  1747,  Lots  53-58,  inclusive),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  4,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  4,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

95-35-BZ— Application  of  Frank  V.  Laspia,  applicant,  on 
behalf  of  Stanley  Gorski,  owner,  reopened  January  7,  1947, 
for  consideration  as  to  extension  of  term  of  variance 
Application,  previously  granted  on  condition,  under  section 
7a  of  the  zoning  resolution,  for  a  temporary  term  of  years, 
permitting  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  of  an  existing  building  (located  on  the  rear  of  the 
lot)  to  a  knitting  mill;  premises  423  Barbey  street,  east 
sitle,  150  ft.  north  of  Belmont  avenue  (Block  4013,  Lot  3), 
Borough  of  Brooklyn. 

510-43-BZ— Application  of  Frank  V.  Laspia,  applicant,  on 
behalf  of  John  Savino,  owner,  reopened  January  7,  1947, 
for  consideration  as  to  extension  of  term  of  variance  Ap- 
plication,  previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution,  for  a  temporary  term  of  years, 
permitting  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  3001-3011 
Edwards  place,  northwest  corner  of  West  30th  street  (Block 
7067,  Lot  29),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  4,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tncsdav  afternoon,  February  4,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter: 

857-46-A— 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24th 

streets  (Block  650,  Lot  67),  Gowanus  Canal,  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  11,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  11,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
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883 -46- A — 96  Bowery,  west  side,  74  ft.  8  in.  north  of  Hester 
street  (5th  floor)  ;  (Block  239,  Lot  35),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  18,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
7  uesday  afternoon,  February  18,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

893-46-A— 50  Church  street,  west  side,  block  bounded  by 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
1);  (Hudson  Terminal,  Building  B),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  8,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  8,  1947,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

127-38-BZ — Application  of  James  Russell  Ashley,  appli¬ 
cant,  on  behalf  of  Elmtree  Realty  Company,  owner,  reopened 
January  7,  1947,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  for  a  temporary  term  of 
years,  permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
195-201  West  237th  street,  northeast  corner  of  Broadway 
(Block  3270,  Lot  40),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


 MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  7,  1947,  10  A.  M. 

Present :  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  December  31,  1946,  were  approved  as 
printed  in  Bulletin  No.  53,  Volume  31. 


ZONING  APPLICATIONS 

229-29-BZ 

APPLICANT — Julius  S.  Rapson,  for  Harry  J.  Hoechle, 
owner  (Frank  Carin,  lessee). 

SUBJECT — Application  reopened  May  21,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7g  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  new  building  for  an  existing  gasoline  service 
station  (previously  granted  by  the  Board),  to  be 
used  for  gasoline  sales,  service  station  and  office. 

PREMISES  AFFECTED— 245-19  South  Conduit  boule¬ 
vard,  south  side,  109  ft.  east  of  Francis  Lewis 
boulevard  (Block  13615,  Lot  5),  Rosedale,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Julius  Rapson  and  Frank  Caron. 
For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  Harold  Klorfein, 
Department  of  Parks. 

AC  TION  OF  BOARD — Application  placed  on  Reserve  Cal¬ 
endar,  pending  filing  of  appeal  for  construction  in 
the  bed  of  a  mapped  street. 


61-32-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  J.  Mur¬ 
phy,  owner. 

SUBJECT — Application  reopened  July  23,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AbhECTED — 64-70  Neptune  avenue,  and  2-10 
Brighton  11th  street,  southwest  corner  (Block  7516, 
Lot  2371),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Paul  Wolfe. 


For  Opposition :  M.  Karp,  H.  Blumenfeld,  B.  Pol¬ 
lock,  R.  Meersandt,  S.  Lituchy  and  H.  N.  Zovett. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  28,  1947,  at 
10  A.  M.  for  further  consideration. 


616-46-BZ 

APPLICANT— Samuel  Gardstein,  for  Milton  Greenfield, 
owner. 

SUBJECT — Application  (decision  of  the  Borough  Superin¬ 
tendent)  under  section  7 a  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  store  window 
and  signs  within  intersecting  street  in  residence  dis¬ 
trict  and  more  than  twenty-five  (25)  feet  from  such 
intersection. 

PREMISES  AFFECTED — 382  Waverly  avenue,  west  side, 
70  ft.  south  of  Greene  avenue,  and  128-130  Greene 
avenue,  south  side,  20  ft.  west  of  Waverly  avenue 
(Block  1961,  Lot  40  and  Block  1961,  Lots  37  and 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Gardstein  and  Milton 
Greenfield. 

For  Opposition:  John  L.  Bernstein,  J.  Kelleher, 
D.  C.  Hart,  J.  N.  Carpenter,  O.  Ward,  George 
Jones  and  Grace  Jones. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD — Laid  over  to  January  28,  1947  at 
10  A.  M.  for  inspection  by  Committee  of  Board  and 
decision.  Applicant  to  obtain  proper  authorization 
of  owner  of  record. 


801-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Theresa  Romano, 
owner. 

SUBJECT  Application  (decision  of  the  Borough  Superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  for  a 
term  of  ten  (10)  years. 

PREMISES  AFFECTED — 72-01  to  72-09  Eliot  avenue, 
ami  60-71  to  60-77  72nd  street,  northeast  corner 
(Block  2843,  Lots  45  and  52),  Middle  Village, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus.  . 
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For  Opposition  :  Charles  C.  Vail  and  Petei  Mur  ray. 
For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  14,  1947  at 
10  A.  M.  for  decision  without  further  argument. 


886-46-BZ 

APPLICANT — Ritzier  and  Nurick,  for  Robert  Savino, 
owner  (Leo  Bach  and  Robert  Savino,  lessees). 
SUBIECT — Application  (decision  of  the  Borough  Superin- 
'  tendent  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 565  5th  avenue,  east  side  81  ft. 
5  in.  south  of  16th  street  (Block  1048,  Lot  6),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES—  _  .  ,  ,  B  , 

For  Applicant:  Henry  J.  Nurick  and  Robert 

Savino. 

For  Opposition :  Max  Ehrlich,  Samuel  K.  Abrams 
and  Stanley  Woznicki.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  28,  1947  at 
10  A.  M.  for  decision  without  further  argument 
and  to  permit  inspection  by  a  committee  of  the 
Board. 


344-33-BZ 

APPLICANT— Lama  and  Proskauer,  for  Nicholas  Scan- 
dore,  owner. 

SUB  TECT— Application  reopened  December  10,  1946,  tor 
consideration  as  to  amendment  of  resolution— 
Application  (decision  of  the  borough  superintend¬ 
ent),  previously  granted  on  condition,  under  sections 
7a  and  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance 
of  a  recreation  center. 

PREMISES  AFFECTED— 1048-1072  (1060  displayed) 

Ocean  parkway,  west  side,  380  ft.  south  of  Avenue 
J  (Block  5495,  Lots  870  and  872),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None.  t 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings  and  Harold  Klorfein, 
Dept,  of  Parks. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  *> 

Negative :  . .  . . .  , 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (344-33-BZ) 

Whereas,  this  application  affecting  premises  1048-107- 
Ocean  narkway,  west  side,  380  ft.  south  of  Avenue  J 
(Block  No.  5495,  Lot  Nos.  870  and  872),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  board  February  23,  1934  on 
certain  conditions,  plans  approved  on  March  -0,  1934, ,  an 
the  resolution  amended  October  15,  1935  and  April  20,  1937, 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  an  amendment  of  the  resolution;  and 

Whereas,  this  case  was  reopened  by  vote  ot  the  isoarcl 
on  December  10,  1946  and  set  for  hearing  on  January  7, 

1947 ;  and  .  ..  . 

Whereas,  a  public  hearing  was  held  on  this  application 

bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  7,  1947,  after  due  notice  by  publication  in  the 

Bulletin;  and  .  „  ,  .  .  .  ,  . 

Whereas,  the  decision  of  the  borough  superintendent 

dated  October  31,  1946  on  Alt.  Applic.  3817-46  reads: 


“1.  These  premises  were  the  subject  of  a  conditional 
variation  of  the  Board  of  Standards  and  Appeals  undci 
Cal.  344-33-BZ.  Refer  proposed  changes  to  the  Board 
of  Stds.  and  Appeals  for  its  consideration. 

“2.  Proposed  construction  within  the  30'  statutory 
set-back  on  Ocean  Parkway  is  contrary  to  Chapter  12, 
Sec.  532-11.0  of  the  Adm.  Code. 

Note:  The  Dept,  of  Parks  has  approved  the  pro- 
pqsed  construction  within  the  30'  setback.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  23,  1934,  as 
amended  March  20,  1934,  approving  plans  marked  “Received 
March  14,  1934,”  and  further  amended  through  April  20, 
1937,  by  adding  thereto: 

“*  *  *  that  the  open  roofed  porch  as  shown  on  plans 
submitted  and  approved  on  March  20,  1934,  may  be 
enclosed  with  storm  windows  and  screens  as  permitted 
by  the  Commissioner  of  Parks  in  letter  dated  December 
9,  1946,  reading  as  follows: 

“Pursuant  to  your  request  and  subject  to  a  sketch 
submitted  by  you,  which  is  on  file,  permission  is  hereby 
granted  to  enclose  your  present  existing  open  porch, 
with  storm  windows  and  screens,  subject  to  the  follow¬ 
ing  conditions : 

1 —  That  all  storm  windows  and  screens  erected  to 
enclose  the  open  porch  shall  be  removable  and  their 
use  shall  not  constitute  permission  to  enclose  the  porch 
permanently. 

2 —  That  the  enclosure  of  the  porch  with  storm  win¬ 
dows  or  screens  shall  not  constitute  permission  to  utilize 
the  porch  for  other  than  its  present  use. 

This  permit  is  granted  pursuant  to  the  Codes  and 
Regulations  of  the  Department  of  Parks,  and  subject 
to  the  approval  of  the  Department  of  Housing  and 
Buildings.  Permits  from  any  other  City  departments 
shall  be  obtained  where  required. 

Any  deviation  from  the  terms  of  this  permit  will 
result  in  the  immediate  cancellation  of  same. 

This  permit  is  granted  without  fee.” 


723-46-BZ 

APPLICANT — William  R.  Altman  and  Herman  Kron,  for 
Parkton  Estates  Inc.,  owner  (Abraham  Steinberg, 
lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  a 
term  of  years. 

PREMISES  AFFECTED— 145-151  7th  avenue,  and  158 
West  19th  street,  southeast  corner  (Block  794,  Lots 
71-73),  Borough  of  Manhattan. 
APPEARANCES—  . 

For  Applicant :  Herman  Kron  and  William  R.  Alt¬ 
man. 

For  Opposition  :  Arthur  Sherr. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (723-46-BZ) 

Whereas,  William  R.  Altman  and  Herman  Kron  for 
Parkton  Estates,  Inc.,  owner,  Abraham  Steinberg,  lessee, 
filed  October  2,  1946,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  retail  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles  for  a 
term  of  years,  affecting  premises  141  to  151  7th  avenue  and 
158  West  19th  street,  southeast  corner  (Block  794,  Lots 
71-73),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
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ing,  January  7,  194 7,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  7th  avenue  is  in  a  retail  use,  B  area 
and  Class  2  height  district;  West  19th  street  is  in  retail  and 
unrestricted  use,  B  area  and  Class  2  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  2,  1946,  re  Alt.  Applic.  1949-46,  reads: 

“1.  Proposed  to  use  lot  for  parking  and  storage  of 
more  than  5  cars  in  a  retail  use  district,  is  contrary  to 
Sec.  4A,  Article  II  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  69  ft.  frontage  by  100  ft.  in  depth,  presently  vacant; 
that  it  is  proposed  to  erect  a  building  10  ft.  front  by  10  ft. 
deep,  one  story,  10  ft.  in  height,  of  Class  3  construction,  to 
be  used  as  office  and  attendant’s  shelter;  and 
Whereas,  the  applicant  contends  that  the  parking  con¬ 
ditions  in  this  area  and  vicinity  are  now  a  serious  problem ; 
that  with  most  street  parking  in  this  area  barred  there  is  not 
even  a  quarter  of  the  necessary  parking  spaces  in  this  area; 
that  the  recent  prohibitions  put  by  the  mayor  and  police  de¬ 
partment  on  parking  will  still  make  it  worse ;  that  it  is  there¬ 
for  respectfully  requested  that  a  variance  be  granted  to 
permit  the  proposed  use  for  a  temporary  period;  and 
Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  October  2,  1946  on  Alt.  Applic.  1949-46  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


778-46-BZ 

APPLICANT — Erhard  Djorup,  for  Danjold  Realty  Corp., 
owner  (Soluber  Corp.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  ten  (10)  years. 

PREMISES  AFFECTED— 887-905  Westchester  avenue  and 
882-900  East  162nd  street,  southwest  corner  (Block 
2690,  part  of  Lot  39),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Erhard  Djorup,  Sidney  Bernstein 
and  Nathan  Tanen. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — -Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (778-46-BZ) 


Whereas,  Erhard  Djorup  for  Danjold  Realty  Corp., 
owner,  (Soluber  Corporation,  lessee)  filed  October  14,  1946 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  a  wet  wash  laundry  for  a 
term  of  ten  (10)  years,  premises  887  to  905  Westchester 
avenue  and  882  to  *900  East  162nd  street,  southwest  corner 
(Block  2690,  part  of  lot  39),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board,  at  its  regular  meeting,  January  7,  1947,  after 
due  notice  by  publication  in  the  Bulletin  of  the  Board ;  and 
Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Westchester  avenue  is  in  a  business  use, 
B  area  and  class  lp2  height  district;  East  162nd  street  is  in 
residence  and  business  use,  B  area  and  class  V/2  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  2,  1946  on  Alt.  Applic.  914-46,  reads : 


“1.  Proposed  use  of  part  of  structure  located  in  a 
business  use  district  for  a  wet  wash  laundry  is  pro¬ 
hibited,  Art.  2,  Sec.  4,  subd.  51,  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  238.66  ft.  frontage  by  98.08  ft.  in  depth,  on  which 
is  located  a  building  238.66  ft.  front  by  94  ft.  in  depth, 
1  story,  15  ft.  6  in.  in  height,  of  class  3  construction;  that 
it  is  proposed  to  install  thirty-five  (35)  standard  household 
self-service  washing  machines,  approved  by  the  Board  in 
store  at  901-903  Westchester  avenue,  as  approved  under 
Cal.  136-46-SA ;  and 

Whereas,  the  applicant  contends  that  the  building  is  a 
one  story  taxpayer  with  cellar,  used  and  occupied  since  its 
erection,  cellar — boiler  room;  1st  floor — 16  stores;  that  this 
installation  will  be  a  distinct  contribution  to  better  public 
health;  that  the  store  has  been  vacant  for  some  time;  that 
the  machines  will  be  installed  to  conform  with  all  rules  and 
regulations  required  by  the  city  departments;  that  only  two 
employees  will  be  used  as  this  is  a  self-service  installation; 
that  ordinary  household  soap  powder  and  normal  hot  water 
supply  are  used;  that  no  steam  will  be  manufactured  on 
the  premises  and  no  volatile  fluids  used ;  that  there  will  be 
no  obnoxious  odors  or  excessive  noise  and  no  structural 
changes  will  be  made  to  accommodate  this  installation ;  that 
in  this  neighborhood  there  is  a  predominance  of  cold  water 
flats  and  the  populace  limited  in  income  and  this  installation 
will  prove  a  definite  contribution  to  public  health  and  lighten 
the  burden  of  the  housewife  and  it  is  therefore  requested 
that  the  lessee  be  permitted  to  operate  this  business  for  a 
period  of  ten  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof,  for 
a  term  of  five  (5)  years,  to  permit  the  premises  to  be  occu¬ 
pied  as  proposed  and  as  indicated  on  plans  filed  with  this 
application  marked  “Received  October  14,  1946,”  three  sheets, 
on  condition  that  the  laundry  work  shall  be  done  only  in  the 
thirty-five  (35)  washing  machines  as  proposed  and  as 
approved  by  the  Board  under  Cal.  136-46-SA;  that  during 
the  term  of  the  variance  the  premises  shall  be  used  for  no 
other  use  and  no  laundry  work  shall  be  done  except  in  the 
machines  as  proposed ;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  resolution. 


867-46-BZ 

APPLICANT — Harry  A.  Yarish,  for  Morris  Smeloff, 
owner  (Charles  Weiss,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 322  South  3rd  street,  and  357 
Keap  street,  southwest  corner  (Block  2436,  Lot  17), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  A.  Yarish  and  Charles 
Weiss. 

For  Opposition:  Ida  Blum  and  Gladys  Schifrin. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent:  Commissioner  Savage .  1 
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THE  RESOLUTION  (867-46-BZ) 

Whereas  Harry  A.  Yarish  for  Morris  Smeloff,  owner, 
Charles  Weiss,  lessee,  filed  November  6,  1946,  an  application 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry  for  a  term  ot 
five  (5)  years;  premises  322  South  3rd  street  and  357  Reap 
street,  southwest  corner  (Block  2436,  Lot  17),  Borough  ot 

Brooklyn;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  7,  1947,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  South  3rd  street  is  in  business  use  B  area 
and  Class  1)4  height  district  ;  Reap  street  is  in  a  business 
use  B  area  and  Class  1 )4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  October  7,  1946,  re  Alt.  Apphc.  4131-46  reads : 

“1  Proposed  wet  wash  laundry  located  within  a  busi¬ 
ness  use  district,  is  contrary  to  Art.  2,  Sect.  4a-51  of 

the  zoning  resolution.’ 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  75  ft.  in  depth  on  which  is 
located  a  building  20  ft.  front  by  75  ft.  in  depth  typmal 
floor  20  ft.  front  by  40  ft.  in  depth,  3  stories  32  ft  m 
height  of  Class  3  construction,  presently  used  as  store 
(vacant)  and  other  floors— one  family  each;  that  in  the  rear 
of  1st  floor  is  Hebrew  school;  that  it  is  proposed  to  install 
20  self-service,  individual,  automatic,  home-type  washing 
machines,  as  approved  under  Cal.  136-46-SA;  that  it  is 
proposed  to  install  new  store  front  and  use  front  of  stor^. 
for  the  launderette;  and 

Whereas,  the  applicant  contends  that  there  will  be  pro¬ 
vided  20  Bendix  home  type  automatic  washing  machines  with 
a  10  lb.  capacity  operated  by  Ya  .H.P.  motors  ;  that  except 
for  the  installation  of  these  machines  and  the  installation  ot 
a  plain  simple  new  store  front,  no  alterations  are  contem¬ 
plated;  that  they  will  be  completely  automatic  and  will 
require  no  operator;  that  they  will  be  practically  noiseless 
and  require  no  chemicals ;  that  the  only  accessories  will  be 
plain  water  and  ordinary  household  soap  powder ;  that  there 
will  be  no  dust,  dirt  or  noxious  odors  from  this  installation ; 
that  the  hot  water  for  these  machines  will  be  supplied  from 
a  domestic  hot  water  heater  and  tank  installed  in  the  cellai  , 
that  there  will  be  two  persons  in  attendance  at  all  times  to 
see  to  it  that  the  business  is  conducted  in  an  orderly  and 
dignified  manner  and  also  for  the  purpose  of  making  adjust- 
merits  to  machines  if  and  when  required;  that  the  establish 
ment  of  such  laundry  seryice  would  be  a  boon  to  the 
neighborhood;  that  the  dilapidated  and  neglected  store  front 
would  be  replaced  by  a  simple  dignified  store  front ;  the 
laundry  service  will  lighten  the  burden  of  the  housewife , 
and 

WhereaSj  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applita- 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof,  for 
a  term  of  five  (5)  years,  to  permit  the  premises  to  be  occu¬ 
pied  as  proposed  and  as  indicated  on  plans  filed  with  this 
application  marked  “Received  November  6,  1946”,  two  sheets, 
on  condition  that  no  laundry  work  shall  be  done  on  the 
premises  except  in  the  twenty  (20)  individual  washing 
machines  as  proposed  and  as  approved  by  the  Board  under 
Cal.  No.  136-46-SA;  that  during  the  term  of  the  variance, 
the  premises  shall  be  occupied  for  no  other  use  than  as 
herein  permitted;  that  the  existing  door  between  the  front 
store  and  the  rear  for  common  use  of  the  toilets  shall  be 
blocked  up  in  accordance  with  the  requirements  of  the  build¬ 
ing  code  and  a  separate  toilet  shall  be  provided  for  the 
proposed  launderette;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  all  permits  shall  be  obtained  and  all  work  com¬ 


pleted  within  six  (6)  months  from  the  date  of  this  resolu¬ 
tion-  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 

937-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Henry  Seibert, 
owner  (Thomas  J.  Flanagan,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 932-934  Madison  street  south 
side,  49  ft.  10)4  in.  west  of  Broadway  (Block  1484, 
Lot  10),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition:  H.  A.  Wertlieb.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ol 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ^ 

Affirmative  :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  . 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (937-46-BZ) 

Whereas,  Charles  M.  Spindler  for  Henry  Seibert,  owner, 
Thomas  1.  Flanagan,  lessee,  filed  December  3,  1946,  an  appli¬ 
cation  under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry  for  a  term  of 
five  (5)  years,  affecting  premises  932-934  Madison  street, 
south  side,  49  ft.  10)4  in.  west  of  Broadway  (Block  1484, 

Lot  10),  Borough  of  Brooklyn ;  and  .  .... 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
January  7,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Madison  street  is  in  a  business  use, 
C  area  and  Class  1  height  district ;  Broadway  is  in  a  business 
use,  C  area  and  Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  2,  1946,  re  Alt.  Applic.  4893-46,  reads: 

“1.  Proposed  use  of  premises  as  a  steam  or  wet  wash 
laundry  in  a  business  district  is  contrary  to  Article^  2, 
Section  4(a)  Subdivision  51  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  40  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  40  ft.  front  by  72  ft.  in  depth,  4  stories,  46  ft.  in 
height,  of  Class  3  construction,  presently  used  as  stores  and 
dwelling;  that  it  is  proposed  to  install  30  standard,  individual 
self-service,  approved  home-type  washing  machines  in  the 
store ;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  filed 
to  permit  in  a  business  use  district  the  installation  of  30 
standard  household  washing  machines  in  an  existing  store 
on  the  1st  floor  of  a  four  story  brick  old  law  tenement  and 
to  use  the  store  as  a  retail  self-service  wet  wash  laundry; 
that  the  neighborhood,  containing  few  and  inadequate  sanitary 
facilities,  consists  predominantly  of  old  tenements  occupied 
by  people  with  very  limited  incomes;  that  the  proposed  in¬ 
stallation  will  consist  of  30  approved  electric  washing  ma¬ 
chines  each  having  a  capacity  of  10  lbs.  of  dry  clothes  and 
operated  by  a  fractional  H.P.  motor;  that  the  machines 
will  be  installed  in  accordance  with  all  rules  and  regulations 
of  all  municipal  departments ;  that  only  two  persons  will  be 
employed  since  the  operation  is  definitely  self-service  with 
the  patrons  doing  their  own  washing;  that  ordinary  house¬ 
hold  soap  powder  and  ordinary  household  hot  water  are  the 
only  cleansing  agents  used  in  the  washing  operations;  that 
no  steam  will  be  used  in  the  operation ;  that  there  will  be  no 
noxious  odors  or  excessive  noise  connected  with  the  opera¬ 
tion  ;  that  the  premises  will  remain  a  store,  and  no  structural 
alterations  are  involved  in  the  change  of  occupancy;  that 
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the  use  of  these  premises  for  the  above  outlined  purpose 
can  in  no  way  affect  the  character  of  the  neighborhood,  nor 
adversely  affect  the  property  values,  but  will  rather  directly 
benefit  the  occupants  of  the  surrounding  buildings;  and 
\\  hereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  discretion  to  grant  under  section  7,  subdi¬ 
vision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  oi  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  not  more  than  thirty  (30) 
individual  self-service  washing  machines  as  proposed  and 
as  temporarily  approved  by  the  Board  under  Cal.  477-46-SA 
shall  be  installed  ;  that  no  laundry  work  shall  be  done  on  the 
premises  other  than  in  the  machines  as  proposed ;  that  during 
the  term  of  this  variance  the  premises  shall  be  occupied  for 
no  other  use;  that  such  portable  fire-fighting  appliances  shall 
be  installed  as  the  fire  commissioner  shall  direct;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

320-46-A 

A  1  1  LICANT  Lama  and  Proskauer,  for  I.  Tapman,  owner. 

SLBJEt  r  Appeal  from  a  decision  of  the  borough  of  super¬ 
intendent  and  a  decision  re  an  order  of  the  fire 
commissioner. 

1  REMISES  AFFECTED — 1604  DeKalb  avenue,  east  side, 
142  ft.  1  in.  south  of  Wyckoff  avenue  (Block  3248^ 
Lot  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

hor  Administration:  E.  A.  Meyer,  Fire  Department. 

AC  I  ION  OF  BOARD — Laid  over  to  January  28,  1947  at 
10  A.M.  for  decision  and  for  inspection  by  a  com¬ 
mittee  of  the  Board. 


528-46-A 

APPLICANT— Lama  and  Proskauer,  for  William  J. 
Murphy,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  Ah  I-  ECTED — 64-70  Neptune  avenue,  south¬ 
west  corner  of  Brighton  11th  street  (Block  7516, 
Lot  2371),  Borough  of  Brooklyn.  (Under  section 
35,  General  City  Law  re  bed  of  mapped  street — 
Cass  place). 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Paul  Wolfe, 
hor  Opposition:  M.  Karp,  H.  Blumenfeld,  B.  Pol¬ 
lock,  R.  Meersandt,  S.  Lituchy  and  H.  N. 
Zovett. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  oyer  to  January  28,  1947  at 
10  A.M.  for  further  consideration  in  connection  with 


828-46-A 

APPLICANT — Pietro  Sudano,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 164-168  Lincoln  avenue  and 
271-27.1  East  135th  street,  northeast  corner  (Block 
-311,  Lots  1  and  2),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant :  Charles  A.  Nesi. 

For  Administration:  E.  A.  Meyer,  Fire  Department. 
AC  I  ION  Oh  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative : .  o 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (828-46-A) 

Whereas,  Pietro  Sudano,  owner,  filed  October  30,  1946, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
164-168  Lincoln  avenue  and  271-275  East  135th  street,  north¬ 
east  corner  (Block  2311,  Lots  1  and  2),  Borough  of  The 
Bronx;  and 

V  hereas,  Order  47979-LC,  issued  by  the  fire  commissioner 
October  1,  1946,  reads : 

“Before  a  permit  may  be  issued  for  the  storage  of 
loose  and  baled  rags  and  paper,  the  following  must  be 
done : 

1.  Provide  an  approved  type  fire  extinguishing  system 
as  for  instance  a  sprinkler  system. 

It  is  unlawful  to  store  loose  and  baled  rags  and  paper 
without  a  permit.  Please  notify  this  department  promptly 
when  this  order  has  been  complied  with.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one  story, 
18  ft.  in  height ;  50  ft.  by  100  ft.  in  area,  of  Class  3  construc¬ 
tion ;  erected  1937;  located  in  a  retail  use  C  area,  Class  1 
height  district  and  used  and  occupied  since  1937  as  follows : 
cellar,  storage,  and  boiler  room;  1st  floor,  storage  of  junk, 
scrap  -paper  and  rags  and  bailing  and  garage  for  more  than 
five  (5)  motor  vehicles,  2  persons;  that  no  change  in  use  or 
occupancy  is  proposed ;  that  the  building  is  equipped  with  an 
approved  standpipe  system ;  and 

Whereas,  Certificate  of  Occupancy  403  issued  October  18, 
1937,  upon  completion  of  N.B.  Applic.  14-1937  permits  the 
use  of  the  building  for  storage  of  junk,  scrap  paper,  rag 
storage  and  baling  and  garage  for  more  than  five  motor 
vehicles ;  and 

Whereas,  the  applicant  contends  that  the  applicant  has 
been  the  owner  and  occupant  of  the  premises  since  it  erection 
and  each  year  up  to  the  present  time  the  Fire  Department 
has  issued  the  necessary  fire  permits  authorizing  the  present 
use  and  occupancy ;  that  there  has  been  no  change  in  use  or 
occupancy  or  any  increase  in  the  fire  hazard  since  the  build¬ 
ing  was  first  occupied  by  the  applicants  herein ;  that  the 
action  of  the  Fire  Department  in  now  refusing  to  issue  a 
permit  for  the  continuance  of  the  present  use"  is  arbitrary 
and  not  based  on  any  change  in  use  or  occupancy  or  increase 
in  fire  hazard;  that  the  portion  of  the  premises  affected  by 
the  order  covers  only_  one-half  of  the  building,  namely  the 
easterly  end,  50  ft.  by  50  ft.  in  area  which  portion  is  separated 
trom  the  remainder  by  a  cement  block  wall  8  in.  thick  ex¬ 
tending  to  the  roof ;  that  the  size  of  the  entrance  to  the 
portion  of  the  building  affected  makes  any  location  in  the 
building  readily  accessible;  that  fire  aisles  are  maintained; 
that  water  pails  are  located  throughout  the  area;  that  the  re¬ 
quiring  of  the  sprinkler  system  would  place  an  unbearable 
bin  den  upon  the  applicant  in  view  of  the  present  high  cost  of 
such  a  system  due  to  the  shortage  of  materials  and  the  high 
cost  of  labor;  that  in  view  of  the  fact  that  the  area  affected 
is  negligible  and  readily  accessible,  it  is  requested  that  the 
order  requiring  the  sprinkler  system  be  reversed  and  that  the 
necessary  fire  permit  be  issued  in  order  that  the  applicant  may 
continue  the  present  use  and  occupancy;  and 
Whereas,  an  examination  of  Fire  Department  Folder  No. 
135E275-17  indicates  that  on  May  28,  1937  application  was 
made  for  permit  to  store  less  than  5  tons  of  loose  rags  and 
paper  and  Permit  No.  83703  was  issued  as  a  transfer  of 
permit  from  259  East  135th  street;  that  Permit  No.  134111 
was  issued  October  6,  1937  for  less  than  five  tons  of  loose 
rags;  Permit  No.  188082  issued  October  4,  1938  for  five  tons 
of  waste  rags;  Permit  No.  247075  was  issued  October  16 
1939  for  five  tons  of  loose  rags;  Permit  No.  303582  was 
issued  September  24,  1940  for  less  than  five  tons  of  loose 
rags;  Permit  No.  46491  was  issued  October  27,  1941  for 
less  than  5  tons  loose  rags;  Permit  No.  102521  was  issued 
October  7,  1942  for  less  than  5  tons  of  loose  and  baled  rags; 
Permit  No.  159922  was  issued  November  3,  1943,  for  less 
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than  5  tons  of  loose  and  baled  rags;  Permit  No.  216517 
issued  October  30.  1944,  for  less  than  five  tons  of  loose  rags, 
Permit  No.  273210.  issued  October  10,  1945,  tor  less  than  five 
tons  of  loose  and  baled  rags;  that  on  September  11,  194a 
application  was  filed  for  permit  to  store  five  tons  loose  and 
baled  rags  and  paper  and  such  application  was  forwarded 
for  inspection  and  the  Company  Commander  recommeiided 
the  installation  of  an  automatic  sprinkler  system  and  Older 
No.  47979-LC  was  issued  October  1,  1946,  based  on  such 


Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  47979-LC,  Item  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
less  than  five  (5)  tons  of  loose  and  baled  rags  and  loose 
and  baled  paper  shall  be  stored  within  this  portion  of  the 
premises  as  has  been  permitted  under  permits  previously 
issued ;  that  the  building  shall  not  be  increased  in  height  or 
area;  that  no  windows  shall  be  constructed  on  the  lear  oi 
side  walls;  that  such  portable  fire-fighting  appliances  shall 
be  installed  and  maintained  as  the  fire  commissioner  slial 
direct ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 

thereto. 


1056-46-A 

APPLICANT— G.  N.  Coughlan  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re :  labeling  of  metal  container  used  for  pack¬ 
aging  of  combustible  mixture  known  as  Easy  Aid 
Chimney  Sweep  Soot  Destroyer”. 
APPEARANCES—  A  Tr. 

For  Applicant:  John  A.  King. 

For  Administration:  E.  A.  Meyer,  hire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,,  ,  .  _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  ~ 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (1056-46-A) 

Whereas,  G.  N.  Coughlan  Company,  owner,  filed  Decem¬ 
ber  26,  1946,  an  appeal  from  a  decision  of  the  fire  commis¬ 
sioner  relating  to  the  labeling  of  a  container  used  for  the 
sale  of  a  combustible  mixture  (Easyaid  Liquid  Type  Lmm- 
nev  Sweep  Soot  Destroyer)  ;  and  .  .  , 

Whereas,  the  decision  of  the  fire  commissioner  dated 

December  18,  1946  (122-1307)  reads:  .  . 

“This  is  to  advise  you  that  the  container  submitted 
for  Easy  Aid  Chimney  Soot  Destroyer  has  been 
disapproved  for  the  reason  that  the  lithographed 
container  does  not  bear  the  words,  ‘CAUTION  :  COM¬ 
BUSTIBLE  MIXTURE— C.  of  A.’  in  large  letters. 

A  sticker  or  separate  label  bearing  this  wording  is 
not  acceptable  to  this  Department.” 

Whereas,  the  applicant  contends  that  application  for  cer¬ 
tificate  of  approval  for  Chimney  Sweep  Liquid  Type  Soot 
Destroyer  was  denied  by  the  fire  commissioner  on  the 
grounds  that  the  label  does  not  contain  the  proper  caution 
wording  and  that  no  sticker  or  extra  label  is  permitted; 
and 

Whereas,  the  applicant  requests  the  Board  grant  tern- 
porary  relief  from  the  decision  of  the  fire  commissioner  in 
view  of  the  extreme  hardship  and  resulting  financial  loss 
involved  if  this  appeal  is  not  granted;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
cooperate  in  fulfillment  of  the  regulations  but  temporary 
relief  is  requested;  that  due  to  war  time  shortages  of  the 
chemicals  entering  into  the  manufacture  of  the  product,  the 
owner  was  unable  to  submit  an  application  for  certificate  of 
approval  until  now ;  that  due  to  war  time  shortages  it  was 
necessary  to  order  the  lithographed  containers  in  advance 
and  as  a  result  these  containers  have  been  delivered  without 
the  necessary  wording  thereon ;  that  as  a  temporary  measure 
it  is  proposed  to  apply  a  temporary  label  of  paper  on  the 


top  of  the  container;  that  the  glue  to  be  used  for 
this  label  is  a  special  formula  waterproof  glue  called  Buk- 
to-Tin”;  that  the  label  will  not  be  spot-glued  but  will  be 
completely  covered  with  this  adhesive  to  insure  a  firm  and 
positive  adhesion  to  the  container ;  that  the  beaded  r'dge 
around  the  top  of  the  containers  rises  above  the  label  height 
and  insures  more  protection  against  scratching  and  rubbing 
off  than  would  be  possible  if  the  label  were  placed  elsewhere 
on  the  can ;  that  when  any  carton  of  cans  is  opened,  the  first 
and  only  part  of  the  label  that  is  visible  is  that  part  of  the 
container  where  it  is  proposed  to  place  the  temporary  label 
with  the  certificate  of  approval  number,  and  in  large  t)pe 
“CAUTION:  COMBUSTIBLE  MIXTURE  Keep  away 
from  FIRE!”  This  label  will  be  in  addition  to  the  litho¬ 
graphed  label  as  a  temporary  measure  and  the  owner  will 
immediately  proceed  to  have  new  lithographed  plates  made 
with  the  required  label  and  the  certificate  of  approval  num¬ 
ber  embodied  in  the  label  at  a  point  satisfactory  to  the  fire 
commissioner;  that  the  product  is  not  explosive  or  highly 
inflammable  and  has  a  flash  point  of  122  deg.  F. ;  that  the 
entire  contents  of  each  can  will  be  used  at  the  first  applica¬ 
tion  ;  that  the  warning  label  referred  to  is  only  necessary 
to  be  read  at  the  time  of  first  use  of  the  can. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
December  18,  1946  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
lithographed  label  on  the  container  shall  be  as  approved  by 
the  tire  commissioner;  that  such  approval  shall  be  obtained 
within  three  (3)  months  from  the  date  of  this  resolution; 
that  meanwhile,  the  temporary  “Caution”  label  as  proposed 
may  be  attached  to  the  top  of  the  can  as  proposed  to  the 
satisfaction  of  the  fire  commissioner;  that  the  size  of  type 
shall  be  as  approved  by  the  fire  commissioner  and  the  letters 
shall  be  red  on  a  white  background. 


Adjourned:  12:55  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  7,  1947. 


Present :  Chairman  Murdock,  Commissioner  Blum 

and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
1291-23-S 

APPLICANT— William  O.  Staber,  for  Salvatore  A.  Barone 
and  Provedens  Johnides,  owners. 

SUBJECT — Application  reopened  December  3,  1946— re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 143-145  West  22nd  street,  north 
side,  458  ft.  4  in.  west  of  Avenue  of  The  Americas 
(6th  avenue)  ;  (Block  798,  Lots  19  and  20),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  O.  Staber. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (1291-23-S) 

Whereas,  this  application  from  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  143-145  West  22nd 
street,  north  side,  458  ft.  4  in.  west  of  6th  avenue  (Block- 
798  Lots  19  and  20),  Borough  of  Manhattan,  was  granted 
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by  the  Board  on  December  26,  1923,  on  certain  conditions ; 
and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  3,  1946,  subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  9,  1946,  on  Alt.  Applic.  1982-46,  reads : 

“1.  Exit  from  rear  fire  escape  should  be  by  means 
of  an  open  area  leading  directly  to  street  or  through 
a  fireproof  passageway,  sec.  273  Labor  Law.  A  varia¬ 
tion  from  this  objection  was  granted  by  Bd.  of  Stands. 
&  Appeals  under  Cal.  #1291-23-S  and  this  application 
should  be  referred  to  the  Board  of  Stands.  &  Appeals 
for  decision. 

2.  Entire  roof  of  extension  should  be  of  fireproof 
construction  because  fire  escape  is  over  it  Sec 
6. 1.2.4  B.C.” 

and 

Whereas,  on  October  30,  1946,  acting  on  amendment 
to  Alt.  Applic.  1982-46,  the  borough  superintendent  denied 
reconsideration  of  objections  1  and  2,  dated  October  9,  1946; 
and 

W  hereas,  the  applicant  states  that  the  building  is  4 
stories  (40  ft.)  in  height,  41  ft.  8  in.  by  98  ft.  9  in.  in 
area  at  street  floor,  41  ft.  8  in.  by  46  ft.  in  area  at  typical 
floor,  of  class  3  construction,  erected  prior  to  1916,  located 
in  an  unrestricted  use,  B  area  and  class  \y2  height  district 
on  a  lot  41  ft.  8  in.  by  98  ft.  9  in.  in  area,  and  used  and 
occupied  since  1923 :  cellar — boiler  room  and  storage ;  1st 
floor — stores — 30  persons ;  2nd,  3rd  and  4th  floors- — manu¬ 
facturing  furriers — 45  persons  on  each  floor,  and  now  pro¬ 
posed  to  be  used  and  occupied:  cellar — boiler  room  and 
storage;  1st  floor — stores  and  factory — 30  persons;  2nd, 
3rd  and  4th  floors — manufacturing  radio  equipment — 45 
persons  each  floor ;  that  the  building  is  equipped  with  an 
interior  fire  alarm  system,  one  3  ft.  8  in.  wide  stairs  of 
steel  construction  to  4th  floor  and  of  wood  from  4th  floor 
to  roof  bulkhead,  enclosed  in  partitions  of  wood  studs, 
metal  lath  and  Portland  cement  plaster  on  both  sides, 
equipped  with  one  hour  fireproof  self-closing  door  and 
one  fire  escape  at  the  rear,  extending  to  the  roof  by  stairs 
and  to  yard  by  ladder,  with  egress  to  adjoining  yard  by 
opening  in  fence;  that  windows  and  doors  on  the  course 
of  the  fire  escape  are  fireproof  self-closing;  that  the  adjoin¬ 
ing  building  to  the  west  is  8  stories  in  height  and  the  build¬ 
ing  to  the  east  is  4  stories  in  height ;  and 
Whereas,  the  applicant  now  contends  that  the  building 
was  purchased  by  the  present  owners  for  their  exclusive 
use  upon  the  expiration  of  present  leases;  that  the  owner 
is  engaged  in  the  manufacture  of  radio  equipment;  that 
the  present  floor  capacity  of  60  lbs.  liveload  is  sufficient 
for  the  light  machinery,  assembly  equipment  and  experi¬ 
mental  laboratory  purposes  proposed  but  that  the  manu¬ 
facture  of  certain  parts  requires  heavy  machinery  and  for 
this  purpose  it  is  intended  to  erect  a  one  story  extension 
in  the  rear,  as  indicated  on  plans  filed  with  this  applica¬ 
tion;  that  the  present  means  of  egress  consist  of  a  steel 
stairway  from  1st  to  4th  floors  and  wood  stairway  from 
4th  floor  to  roof ;  that  this  stairs  is  3  ft.  8  in.  wide  enclosed 
in  wood  stud  partitions,  metal  lathed  on  both  sides  and 
plastered  with  >54”  Portland  cement  plaster  on  both  sides ; 
that  the  exposed  ceilings  in  the  stairways  are  fire  retarded 
with  metal  lath  and  Portland  cement  plaster;  that  doors 
from  lofts  to  stairs  are  self-closing  and  fireproof ;  that 
the  second  means  of  egress  is  a  standard  factory  type  fire 
escape  at  the  rear,  with  a  concrete  slab  walkway  over 
the  present  second  story  extension  with  a  45  degree  ladder 
to  the  yard  and  egress  from  yard  by  means  of  a  gate  in 
the  easterly  fence  to  adjoining  yard;  that  this  means  of 
egress  has  been  previously  approved  by  the  Board;  that 
due  to  the  fact  that  the  creation  of  a  fire  passage  from 
the  yard  to  the  street  will  reduce  the  width  of  the  store 
to  such  an  extent  so  as  to  render  it  worthless,  it  is  pro¬ 
posed  to  replace  the  present  fire  escape  balcony  at  the 
second  story  level  with  a  concrete  slab  extending  same 
over  the  new  rear  vestibule  and  to  reset  the  present  ladder 


leading  to  the  yard  in  the  new  location,  as  indicated  on 
plans  filed  with  this  application;  that  egress  from  the 
yard  will  be  by  means  of  a  gate  in  the  easterly  fence,  as 
originally  installed  and  now  existing;  that  the  windows 
opening  upon  the  yard  will  be  steel  sash  with  wire  glass, 
equipped  with  fusible  links;  that  the  section  of  the  roof 
to  be  used  for  the  fire  escape  passage  will  be  fireproof 
and  the  balance  of  the  roof  fire  retarded  on  the  under 
side  with  two  layers  of  plaster  board  with  joints  staggered 
and  pointed  up  with  gypsum  mortar ;  that  skylights  will 
be  glazed  with  wire  glass;  that  a  communicating  stairway 
from  1st  story  extension  to  second  story,  which  is  not 
a  required  means  of  egress,  will  be  of  wood  construction 
enclosed  in  wood  studding,  metal  lath  and  Portland  cement 
plaster  on  both  sides,  equipped  with  fireproof  door  at  the 
second  story  level ;  that  the  number  of  occupants  will 
remain  unchanged;  that  the  entire  building  will  be  occupied 
by  the  owners  on  the  expiration  of  present  leases;  that  the 
present  egress  will  remain  unchanged,  with  the  exception 
of  the  re-location  of  the  ladder  from  2nd  story  to  yard ; 
that  the  process  of  manufacturing  proposed  is  non- 
hazardous;  that  the  building  is  now  equipped  with  an 
approved  fire  alarm  system ;  and 

Whereas,  the  action  of  the  Board  is  limited  to  the 
question  presented  as  to  the  exit  from  the  rear  fire  escape. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  26,  1923, 
by  adding  thereto : 

*  *  *  that  in  the  event  the  one  story  extension 

is  erected  at  the  rear  as  indicated  on  revised  plans 
filed  marked  ‘Received  November  12,  1946,’  2  sheets, 
the  above  requirements  as  to  exit  from  the  fire  escape 
may  be  changed  as  indicated  on  such  plan  and  as  pro¬ 
posed,  leading  to  rear  yard  at  grade  and  exiting  to 
the  adjoining  premises  by  means  of  an  opening  in  the 
fence  as  formerly  proposed  and  as  continued,  on 
condition  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  and  that  a  letter  of  consent 
from  the  adjoining  owner  for  exit  through  the  gate 
and  fence  sball  be  on  file  with  the  borough  superin¬ 
tendent.” 


187-35-A 

APPLICANT — New  York  Dock  Company,  owner. 

SUBJECT — Appeal  reopened  October  15,  1946  — re  appeal 
from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED— Pier  No.  38,  Clinton  Wharf, 
Atlantic  Basin  (Block  515,  part  of  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (187-35-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  Pier  No.  38,  Clinton  Wharf, 
Atlantic  Basin  (Block  515,  part  of  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  November  26,  1935, 
on  certain  conditions ;  and 

Whereas,  time  was  extended  from  time  to  time,  to  obtain 
permits  and  complete  the  work,  the  last  such  extension 
having  been  granted  on  January  15,  1946;  and 
_  Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
October  15,  1946  subject  to  usual  procedure,  for  considera¬ 
tion  of  a  new  proposal  as  to  sprinkler  system ;  and 


37 


MINUTES 


WHOEAS.  the  applicant  states  that  it  is  now  proposed  in  ajd  as 'r'“r?vS°bfth“' Bofr'd Aa^befubrfttld'and 

“ical  “  of  ,he  Firc  D£- 

steam  line,  to  install  an  automatic  fire  detecting  and  auto-  partment.  _ 

matic  fire  extinguishing  sprinkler  system  as  indicated  on 

plan  213  dated  October  14,  1946,  filed  with  this  appeal ;  and  636-46-A 

Whereas,  the  applicant  contends  that  the  existing  sprinkler  APPLICANT— Albert  Parnell,  for  Industrial  Maintenance 

system  is  an  automatic  dry  pipe  system  controlled  by  one  o  jnc  (Cellucraft  Manufacturing  Co.,  owner), 

dry  valve;  that  the  system  is  divided  into  seven  sections,  SUBJECT— Appeal  reopened  December  10,  1946— re  Appeal 

each  provided  with  a  6"  check  valve  installed  primarily  to  from  a  decision  of  the  borough  superintendent  (pre¬ 
reduce  operating  time  of  the  dry  pipe  valve;  that  with  this  viously  denied). 

arrangement  only  the  air  in  the  8  connection  to  a  20  main  ppEMISES  AFFECTED— 254  Navy  street,  west  side,  175 
and  probably  one  section  would  have  to  be  reduced  in  oi  er  norBl  Gf  Lafayette  avenue  (2nd  floor)  ;  (Block 

to  allow  the  water  to  reach  the  open  sprinklers ;  that  ample  2086,  Lots  31  and  32)>  Borough  of  Brooklyn, 

water  is  supplied  to  the  system  through  an  8  and  1U  APPEARANCES— 
sprinkler  main  connected  to  a  25,000  gallon  elevated  sprinkler  por  Applicant :  Albert  Parnell. 

tank  and  an  8"  city  water  main  and  also  connected  to  a  For  Administration :  Samuel  L.  Becker,  Dep  t  of 

1500  gallon  per  minute  fire  pump  and  two  30.UOO  gallon  Housing  and  Buildings, 

elevated  sprinkler  tanks;  that  in  the  proposed  system  there  ACTION  OF  BOARD— Appeal  granted  on  condition, 
would  be  two  6"  dry  pipe  valves  controlling  the  system  in-  THE  y0TE— 

stead  of  one;  that  this  would  increase  the  waterway  hy  Affirmative:  Chairman  Murdock,  Commissioner 

speeding  water  to  opened  sprinklers;  that  two  :54  Star  quick  Blum  and  Deputy  Chief  Guinee .  3 

opening  valves  will  be  installed  to  speed  the  tripping  o  t  ie  Negative:  .  9 

dry  pipe  valves  and  also  a  3"  deluge  valve  and  a  3  auto-  Absent:  Commissioner  Savage  .  1 

matic  float  operated  closing  valve  will  be  installed  at  the 

offshore  and  of  the  8"  main;  that  the  operation  of  the  dry  THE  RESOLUTION  (636-46-A) 

pipe  valve  and  the  deluge  valve  by  temperature  rate  of  rise  Whereas,  this  appeal  from  a  decision  of  the  borough  su- 

tubing  system  will  be  within  seconds  of  one  another ;  that  perintendent,  affecting  premises  254  Navy  street,  west  side, 

the  rate  of  rise  system  will  be  installed  throughout  the  ^75  ft  north  of  Lafayette  avenue  (22nd  floor)  ;  (Block  2086, 

pier  area  and  its  operation  would  cause  the  two  .54  Quick  Lots  31  and  32y  Borough  of  Brooklyn,  was  denied  by  the 

opening  valves  at  the  dry  pipe  valves  to  discharge  water  at  Board  on  October  22,  1946 ;  and 

the  pressure  of  the  supplying  main  into  the  neutral  chambers  Whereas,  the  applicant  requested  a  reopening  of  the  ap- 
of  the  two  dry  pipe  valves  thereby  tripping  them  and  at  the  peal  and  reiiearing  Qn  a  new  proposal;  and 

same  time  the  operation  of  the  rate  of  rise  system  would  Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
trip  the  3"  deluge  valve  at  the  end  of  the  8  main,  per-  December  10,  1946,  subject  to  usual  procedure;  and 
mitting  the  air  to  quickly  exhaust  therefrom ;  that  as  soon  •  Whereas,  the  decision  of  the  borough  superintendent  act- 
as  water  reaches  the  automatic  float  closing  valve,  this  valve  ing  on  Sprinkler  Applic.  6656-46,  dated  September  4,  1946, 
will  also  close ;  that  three  manual  devices  will  be  located  on  reads .  .  . 

the  pier  to  trip  the  dry  pipe  valves  and  operate  the  deluge  «2  Source  of  water  supply  for  a  sprinkler  system  in  a 

valve  for  use  by  a  person  on  the  deck  of  the  pier  when  a  structure  in  which  nitro-cellulose  products  are  stored, 

fire  is  discovered ;  that  the  proposed  system  has  considerable  manufactured  or  kept  shall  meet  the  requirements  of 

merit  over  a  conventional  system ;  that  the  simplicity  of  its  Sec.  15  41  (c26-1375.0)  Administrative  Code.” 

installation  is  apparent  and  the  cost  of  installation  and  main-  and 

tenance  of  the  system  would  be  considerably  reduced ;  that  Whereas,  the  applicant  states  that  the  building  is  2  stories 
there  would  be  no  water  on  the  pier  to  freeze;  that  in  the  33  B  jn  iieight,  50  ft.  by  100  ft.  in  area  at  1st  floor,  50.  ft. 

event  of  failure  of  the  electric  operation,  the  dry  valve  would  by  9Q  ft  in  area  at  typical  floor,  of  class  3  construction 

be  tripped  in  the  normal  manner  by  the  reduction  of  air  greeted  in  1875,  located  in  an  unrestricted  use  B  area  class  2 

pressure  in  the  system,  thus  insuring  positive  operation  in  height  district  and  used  and  occupied  since  April,  1946; 

<vett;ng  water  to  the  fire;  that  the  system  will  have  central  celiar — storage  and  boiler  room — no  persons;  1st  floor  lac¬ 
tation  supervision;  that  the  present  standpipe  system  and  tory  (metal  stamping)— 10  persons;  2nd  floor— factory- 

fire  barrels  will  be  maintained  in  addition  to  the  sprinkler  vacant ;  proposed  to  be  used  and  occupied;  cellar— same;  1st 

svstem •  that  a  watchman  will  be  stationed  on  the  pier  as  floor— metal  stamping— 50  persons;  2nd  floor— manufactur¬ 
ing  but  the  combined  night  watchman’s  control  and  fire  ing  of  celluloid  buttons— 50  persons;  that  the  building  is 

alarm  box  with  central  office  connections  will  be  ehnrnated  equipped  with  two  8  ft.  wide  steel  stairs  enclosed  in  .8"  brick, 

as  the  sprinkler  system  will  be  supervised  from  centra  equipped  with  fireproof  self-closing  doors  and  leading  from 

office'  that  it  is  therefore  requested  the  resolution  adopted  roof  behead  direct  to  street;  and 

by  the  Board  on  November  26,  1935,  be  modified  to  permit  Whereas,  the  applicant  contends  that  the  building  is  only 
the  installation  as  herein  proposed.  2  stories  and  part  basement  to  be  used  on  the  2nd  floor,  25% 

Re  wived  that  the  Board  of  Standards  and  Appeals  does  for  0fflce  space  and  75%  for  manufacturing  of  celluloid 
hereby  amend  the  resolution  adopted  November  26,  193d,  as  buttons ;  that  the  2nd  floor  ceiling  has  been  protected  with 

amended  by  resolutions  as  to  extension  of  time  adopted  yy  gypsum  plaster  on  metal  lath  and  the  floor  will  be  254 

through  January  15,  1946,  by  adding  thereto:  .  concrete;  that  a  standard  celluloid  vault  will  be  constructed 

”“tliat  in  view  of  the  completion  of  the  new  8  in.  on  flie  2nd  floor  in  which  to  store  5,000  lbs.  of  celluloid ;  that 

water  main  hereinbefore  required  and  the  submission  since  the  building  is  only  stories  and  part  basement  and 

by  the  applicant  of  revised  plans,  which  have  been  filed,  on]y  partially  occupied  on  the  2nd  floor  by  celluloid  manu- 

showing  the  proposed  revision  of  the  sprinkler  system  as  facturing,  it  is  requested  that  the  Board  allow  the  installation 

herein  "set  ‘forth  with  a  rate  of  rise  system  to  be  in-  Qf  a  one  source  automatic  sprinkler  system,  the  source  of 

stalled  and  maintained  in  connection  therewith,  all  as  supply  consisting  of  one  6"  connection  to  existing  8'  city 

shown  on  revised  plan  filed  in  duplicate,  marked  “Ap-  ma;n  with  a  capacity  of  500  gallons  per  minute  or  better,  the 

proved  by  the  New  York  Fire  Exchange  as  of  December  pressure  on  the  top  line  between  25  and  30  lbs. ;  that  the 

9.  1946’’  and  marked  “Received  by  the  Board  December  sprinkler  system  will  be  equipped  with  a  central  station 

10  1946”  (1  sheet)  ;  that  if  such  system  and  rate  of  supervisory  valve  alarm;  that  in  view  of  these  conditions  and 

rise  svstem  is  installed  as  shown  throughout  and  watch-  to  avoid  working  a  hardship  on  the  owner  due  to  present  day 
man  maintained  as  proposed  the  requirements  of  this  conditions,  it  is  requested  that  the  Board  modify  the  decision 
resolution  may  be  deemed  complied  with,  on  conditioyi  of  the  borough  superintendent ,  and  .  ,  -  . 

that  it  shall  be  installed  and  maintained  as  therein  shown  Whereas,  the  applicant  now  states  that  revised  plans  mdi- 
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cate  (hat  the  2nd  story  ceiling  will  be  fire  retarded;  that  the 
skylight  over  the  vault  will  be  separated  from  the  vault  by 
the  concrete  vault  ceiling  slab;  that  plans  now  indicate  two 
means  of  egress  existing;  and 

\\  HEREAS,  the  applicant  requests  in  view  of  the  informa¬ 
tion  contained  on  the  revised  plans,  that  the  appeal  be 
granted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Sprinkler  Applic.  6656-46,  Objection  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  of  celluloid  on  the 
premises  shall  not  exceed  5,000  lbs.  and  shall  be  within  an 
approved  vault  erected  on  the  2nd  floor  as  indicated  on 
revised  and  corrected  plans  marked  “Received  November  7, 

-  1946.”  3  sheets;  that  not  over  500  lbs.  of  celluloid  shall  at 
any  time  be  in  process  within  the  building ;  that  the  sprinkler 
system  shall  be  maintained,  complying  with  the  requirements 
for  a  one  source  system,  as  proposed,  with  central  district 
connection;  that  hinged  cans  holding  water  shall  be  placed, 
as  may  be  determined  by  the  fire  commissioner,  throughout 
the  building  for  receiving  celluloid  waste;  that  such  waste 
shall  be  entirely  removed  from  the  building  each  day;  that 
such  additional  fire  fighting  appliances  shall  be  maintained 
throughout  the  premises  as  the  fire  commissioner  shall  direct; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


815-46-A 

APPLICANT— Thomas  A.  Nugent,  for  223  East  80th 
Street  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 223  East  80th  street,  north 
side,  327.4  ft.  west  of  2nd  avenue  (1st  to  6th 
floors  inclusive);  (Block  1526,  Lot  11),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  A.  Nugent. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (815-46-A) 


W  hereas,  Thomas  A.  Nugent,  for  223  East  80th  Street 
Corp.,  owner,  filed  October  8,  1946,  on  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  223  East 
80th  street,  north  side,  327.4  ft.  west  of  2nd  avenue  (1st  to 
Oth  floors,  inc.)  ;  (Block  1526,  Lot  11),  Borough  of  Man¬ 
hattan  ;  and 

.  ^  hereas,  Order  38773-LF,  issued  by  the  Fire  Commis¬ 
sioner  July  23,  1946,  reads: 

“2.  Provide  an  easily  operated  door  2'  x  6'  with 
knobs  at  both  sides  for  the  opening  on  the  fire  escape 
balconies  on  the  front  of  the  building.  Rule  3  of  the 
Board  of  Standards  and  Appeals. 

3.  Provide  iron  steps  at  least  two  feet  wide  with 
risers  riot  exceeding  eight  inches  and  treads  not  less 
than  3  from  floor  level  to  the  sills  of  the  doors  opening 
on  the  fire  escape  on  all  stories.  Rule  3  of  Board  of 
Standards  and  Appeals.” 
and 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  14,  1946,  reads: 

“In  reply  to  your  request  for  reconsideration  of  Order 
38773-Lb,  pending  items  1,  2,  3,  5,  6  and  7  are  require- 
ments  of  the  Administrative  Code,  State  Labor  Law  and 
the  rules  of  the  Board  of  Standard  and  Appeals. 

This  Department  is  without  authority  to  waive  such 
requirements.  Your  request  is  therefore  denied.” 
and 

Whereas,  the  applicant  states  that  the  building  is  6  stories, 


(78  It.)  in  height,  102  it.  2  in.  by  22  ft.  4  in.  in  area  at 
1st  floor  90  ft.  by  22  ft.  4  in.  in  area  at  typical  floor,  of 
C  lass  6  construction,  erected  in  1899,  located  in  a  business 
use,  B  area  and  Class  1  j/>  height  district;  used  and  occupied 
since  1899:  Basement,  storage  of  sheet  metal  and  tools; 
1st  floor,  sheet  metal,  6  persons;  2nd  floor,  wood  carving, 
etc.  2  persons  ;  3rd  floor,  mirrors  and  novelties,  2  persons  ;  4th 
floor,  same,  3  persons;  5th  floor,  picture  frames,  3  persons; 
6th  floor,  upholstery,  cabinet  work,  5  persons;  that  the 
building  is  equipped  with  an  approved  interior  fire  alarm 
system ;  that  fire  drills  are  not  maintained;  that  there  is 
one  42  in.  wide  wood  stairs,  enclosed  in  metal  partitions 
equipped  with  metal  covered,  self-closing  doors  and  extend¬ 
ing  from  roof  bulkhead  direct  to  street  and  one  fire  escape 
across  the  entire  front  of  the  building,  extending  from  top 
story  and  to  street  by  counterbalanced  stairs,  windows  and 
doors  on  course  thereof  are  fireproof,  self-closing;  that 
building  to  the  west  is  4  stories  and  the  building  to  the  east 
3  stories  in  height ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  by  the  present  owners  in  1899;  that  on  December  8, 
1916,  an  order  similar  to  present  order  was  issued  and 
approved  by  the  Department  June  14,  1917;  that  an  approved 
fire  escape  was  installed  on  the  front  of  the  building  to 
comply  with  the  requirements  of  the  Fire  Commissioner 
and  Building  Department  and  all  windows  on  the  front  of 
the  building  on  the  course  of  the  fire  escape  were  covered 
with  heavy  metal  and  glazed  with  wire  glass  and  made  self¬ 
closing;  that  the  fire  alarm  system  was  installed;  that  all 
inside  partitions  and  doors  leading  to  the  hall  are  fireproof 
with  heavy  metal  doors  made  self-closing,  swinging  in  the 
direction  of  egress;  that  6  ft.  self-closing  gates  were  in¬ 
stalled  on  the  front  elevator  openings  with  fireproof  doors; 
that  these  and  many  other  improvements  were  made  and 
approved  by  the  different  departments  June  14,  1917;  and 

Whereas,  the  applicant  states  as  to  item  2  of  the  Fire 
Commissioner’s  order  that  these  conditions  exist ;  that  the 
heat  from  the  sun  expands  the  wire  in  the  glass  and  cracks 
same;  these  windows  do  not  leak  and  it  would  take  a  person 
with  a  hammer  to  disengage  them;  that  if  any  panes  of  glass 
are  in  dangerous  condition,  they  will  he  replaced;  that  as  to 
item  3,  since  the  fire  escape  leads  directly  to  the  street,  doors 
to  same  would  invite  burglary;  that  it  should  not  now  be 
necessary  to  install  doors;  that  the  fire  escape  was  approved 
when  installed  June  14,  1917 ;  that  the  windows  are  large 
panes  of  glass  opening  about  3  ft.  by  3  ft.  6  in. ;  that  since 
the  floors  are  only  about  18  in.  below  sills  and  since  all 
windows  across  the  front  of  the  building  can  be  used  as 
egress,  it  is  felt  it  would  be  easier  to  reach  fire  escape  bal¬ 
conies  without  the  installation  of  steps ;  that  however,  if 
the  Board  deems  it  advisable,  the  owner  has  no  objection  to 
placing  the  steps  at  one  of  the  windows;  that  is  to  item  4, 
this  item  has  been  complied  with  ;  as  to  item  5,  compliance 
with  this  item  will  be  carried  out;  as  to  item  6,  these  doors 
will  be  checked  over  to  see  that  they  are  in  proper  working- 
order ;  that  as  to  item  7,  the  one  door  into  the  hall  on  the 
first  floor  will  be  swung  to  meet  the  requirements;  that  all 
doors  in  the  building  swing  outwardly. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  Order  38773-LF  of  the  Fire  Commissioner 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  item  2 
thereof,  on  condition  that  all  windows  facing  the  fire  escape 
on  the  front  of  the  building  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  October  10.  1946”  shall  be 
available  on  all  floors  from  2nd  to  top  stories  for  exit  to 
fire  escape  without  obstruction  and  that  all  such  windows 
shall  be  repaired  and  made  self-closing;  that  handles  shall 
be  placed  on  the  bottom  rail  of  the  windows  for  easy- 
raising;  and  granted  as  to  item  3  of  the  order,  on  condition 
that  the  requirements  herein  stated  shall  be  complied  with  : 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto  and  that  all  other  items  of  Order  38773-LF  shall  be 
complied  with;  that  the  approved  interior  fire  alarm  system 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  and  that  such  portable  fire-fighting  appliances  shall 
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be  installed  and  maintained  as  the  fire  commissioner  shall 
direct. 


870-46-A 

APPLICANT— Webster  Blackwell  Realty  Company,  Inc., 
owner.  . 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 37-06  36th  street,  west  side,  40 
ft.  south  of  37th  avenue  (ground  floor)  ;  (Block 
377,  Lot  13),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  I.  W.  Wyckoff. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (870-46-A) 

Whereas,  Webster  Blackwell  Realty  Co.,  Inc.,  owner, 
filed  August  7,  1946  an  appeal  from  an  order  and  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  37-06  36lh 
street,  west  side,  40  ft.  south  of  37th  avenue  (ground  floor)  ; 
(Block  377,  Lot  13),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  Order  17374-LF,  issued  by  the  fire  commis¬ 
sioner  May  21,  1946,  reads: 

“1.  Arrange  the  doors  leading  out  into  court  yard 
so  that  same  can  be  opened  from  both  sides  during 
working  hours.  Section  272  of  the  Labor  Law. 

and  .  .  . 

Whereas,  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner  dated  July  17,  1946;  and 
Whereas,  the  applicant  states  that  the  building  is  6 
stories  (64  ft.)  in  height,  80  ft.  by  200  ft.  in  area,  of  class 
1  construction,  erected  in  1926  on  a  lot  100  ft.  by  200  ft. 
in  area,  in  an  unrestricted  use,  B  area  and  class  1^2  height 
district  and  used  and  occupied  since  1926  as  follows :  base¬ 
ment-storage  and  spraying — 5  persons;  1st  floor— office, 
shipping,  receiving,  lunchroom — 30  persons ;  2nd  floor 
radio  assembling — 100  persons;  3rd  floor — press  room, 
machine  shop  and  stock  room — -20  persons ;  4th  floor  coil 
manufacturing,  machine  shop — 95  persons;  5th  floor — photo 
equipment  manufacturing — 52  persons ;  6th  floor — engineer¬ 
ing  radio  laboratory — 10  persons ;  that  the  building  is 
equipped  with  a  two  source  sprinkler  system  throughout, 
an  approved  interior  fire  alarm  system  and  regular  monthly 
fire  drills  are  maintained ;  that  there  are  three  interior  fire¬ 
proof  stairs  from  the  roof  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  order  requires 
that  three  doors  which  are  not  regularly  used  for  exit,  be 
equipped  so  that  they  can  be  opened  from  both  sides  dur¬ 
ing  working  hours ;  that  there  are  sufficient  doors  leading 
into  the  building  which  are  available  at  all  hours  and  the 
doors  in  question  are  only  for  emergency  use  and  can  be 
opened  from  the  inside  by  means  of  panic  bolts ;  that 
it  is  therefore  requested  that  the  Board  grant  a  variation 
of  the  requirements  of  the  Labor  Law  so  as  to  permit  the 
doors  in  question,  as  indicated  on  plans  filed  with  this 
application,  to  be  equipped  with  panic  bolts. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  Order  17374-LF  of  the  Fire  Commissioner 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  item 
1,  on  condition  that  no  panic  bolts  shall  be  installed  on  any 
exit  doors  other  than  in  locations  marked  “A,”  “B”  and 
“C”  on  plan  filed  with  this  appeal  marked  “Received  De¬ 
cember  6,  1946”;  that  such  panic  bolts  shall  be  of  approved 
type;  that  all  other  doors  indicated  as  entrance  or  exit  to 
the  building  shall  be  open  for  exit  and  entrance  at  all 
times  during  working  hours ;  that  the  sprinkler  system,  fire 
alarm  system  and  fire  drills  shall  be  maintained  in  accord- 
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ance  with  the  requirements  therefor  and  to  the  satisfaction 
of  the  fire  commissioner ;  and  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


905-46-A 

APPLICANT— Frank  Gaertner  for  Starrett  and  Van  Vleck, 
for  Adrico  Realty  Corp.,  owner  (James  McCreery 
ancj  Co.  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  , 

PREMISES  AFFECTED— 3-9  West  34th  street,  north 
side  150  ft.  west  of  5th  avenue  and  4-22  West  35th 
street  (3rd,  4th,  5th  and  6th  floors)  ;  (Block  836, 
Lots  26  and  54),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Frank  Gaertner.  i 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  ' 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (905-46-A) 

Whereas,  Frank  Gaertner,  of  Starrett  and  Van  \  leek,  ’ 
applicants  for  Adrico  Realty  Corp.,  owner  (James  McL leery 
and  Co.,  lessee),  filed  November  18,  1946,  an  appeal  from  a  ] 
decision  of  the  borough  superintendent,  affecting  premises  I 
3-9  West  34th  street,  north  side,  150  ft.  west  of  5th  avenue  -( 
and  4-22  West  35th  street  (3rd,  4th,  5th  and  6th  floors)  ; 
(Block  836,  Lots  26  and  54),  Borough  of  Manhattan ;  and  ; 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  12,  1946,  on  amendment  to  Alt.  Applic.  j 

1629-46,  reads  :  .  . 

“6.  New  escalator  should  comply  with  all  provisions  . 

of  Sec.  6. 1.2.1  Bldg.  Code.” 

and  ,  , 

Whereas,  the  applicant  states  that  the  building  is  10 
stories  (150  ft.)  in  height,  150  ft.  and  213  ft.  irregular  by 
197  ft.  6  in.  in  area,  of  fireproof  construction,  erected  in 
1909,  located  in  a  retail  use,  B  area  and  class  2  height 
district  and  used  and  occupied  since  1909  as  a  department 
store;  that  the  building  is  equipped  with  a  two  source 
sprinkler  system  throughout,  an  approved  stand  pipe  system, 
an  interior  fire  alarm  system  and  required  monthly  fire  drills 
are  maintained ;  that  there  will  be  five  steel  and  concrete 
stairs,  3  ft.  8  in.  and  5  ft.  6  in.  in  width,  enclosed  in  parti¬ 
tions  of  hollow  tile,  equipped  with  hollow  metal  self-closing 
doors  and  extending  from  the  roof  bulkhead  directly  to  the 
street ;  and 

Whereas,  it  is  proposed  to  install  modern  type  escalators 
between  the  2nd  and  6th  floors,  the  well  openings  of  which 
will  be  protected  with  steel  framed  balustrades  finished  with 
plaster  on  both  sides  and  the  well  openings  protected  with 
a  rolling  steel  shutter  in  a  horizontal  position  at  top  of 
balustrade,  the  shutter  to  be  manually  operated;  that  the 
well  openings  at  the  ceilings  below  will  be  protected  by  a 
flame  baffle  installed  below  the  general  ceiling  level  and  in 
addition,  a  sprinkler  curtain  with  heads  4  ft.  on  centers 
around  the  perimeter  of  the  baffle  will  be  installed;  that  an 
automatic  electrically  operated  device  will  be  installed  to 
stop  operation  of  the  escalators  upon  closing  action  of  the 
shutter;  that  fire  drills  are  maintained;  that  certain  indi¬ 
viduals  will  be  trained  in  the  operation  of  the  shutter;  that 
as  part  of  the  alteration  now  in  question,  it  is  proposed  to 
install  two  5  ft.  6  in.  stairways  and  to  modernize  and 
properly  enclose  the  elevators. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1629-46,  Objection  6,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  escalators  shall  be  installed  substan¬ 
tially  as  herein  proposed  and  as  indicated  on  plans  filed  with 
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this  appeal  marked  “Received  December  26,  1946”  6  sheets, 
showing  floors  3rd  and  above  and  sections  and  elevations, 
on  condition  that  the  existing  escalator  from  the  1st  floor 
mezzanine  to  the  2nd  floor  shall  he  enclosed  at  the  2nd  floor 
with  a  roller  shutter  as  herein  permitted  for  the  new  pro¬ 
posed  escalator  and  with  sprinkler  baffle  curtain  at  the 
mezzanine  ceiling;  that  the  installation  shall  be  of  fireproof 
construction  throughout;  that  the  baffle  shall  be  constructed 
as  indicated  on  such  plans ;  that  the  sprinkler  curtain  shall 
he  installed  with  heads  as  indicated  in  addition  to  the  present 
sprinkler  system ;  that  where  any  sprinkler  heads  are  closer 
together  than  4  ft.  a  metal  reflector  shall  be  installed  at  each 
such  head  to  prevent  water  cooling;  that  the  roller  shutter 
at  the  top  of  each  opening  i>er  floor  shall  he  of  approved 
type  and  construcfed  as  shown  and  made  so  as  to  be  readily 
operated  by  hand  by  means  of  a  chain  permanently  secured 
by  heavy  ring  to  the  bottom  rail  of  the  shutter  and  supported 
on  hook  brackets,  so  as  to  be  at  all  times  readily  available; 
that  this  chain  shall  be  wbat  is  known  as  an  iron  Jack 
chain  weighing  not  less  than  *4  lb.  per  running  foot;  that 
on  all  shutters  directly  above  the  bottom  rail,  there  shall  be 
painted  in  red  letters  not  less  than  3  in.  in  height,  the 
words  ‘close  shutter  to  floor”  with  an  arrow  pointing  down¬ 
wardly  ;  that  a  gong  shall  be  installed  at  each  escalator  run, 
operated  by  means  of  push  buttons  located  centrally,  two  to 
a  floor,  the  pushing  of  any  such  button  to  ring  gongs  on 
all  floors  as  a  signal  to  close  escalator  curtains ;  that  in¬ 
structions  to  all  superintendents  and  section  managers  shall 
include,  in  addition  to  general  instructions  as  to  use  of  fire 
extinguishing  equipment  and  exits  in  case  of  fire,  instruc¬ 
tion  and  monthly  drill  as  to  closing  escalator  shaft  curtains 
so  that  responsibility  will  at  all  times  be  fixed  on  attendants 
on  each  floor,  to  the  end  that  curtains  are  immediately  closed 
upon  the  sounding  of  the  gong  signal;  that  the  closing  of 
curtains  shall  automatically  stop  all  escalators ;  that  this 
variance  is  granted  only  so  long  as  the  building  is  occupied 
as  a  department  store  by  James  McCreery  and  Company,  or 
their  successors  in  the  same  line  of  business,  and  only  so 
long  as  the  fire  extinguishing  equipment  and  exits  thereto 
arc  maintained  to  the  satisfaction  of  the  administrative 
official  having  jurisdiction ;  that  the  additional  stairways  and 
enclosure  of  elevators  as  proposed  shall  be  complied  with 
and  that  in  all  other  respects,  the  building  and  occupancy 
and  sprinkler  system  shall  comply  with  all  rules  and  laws 
applicable  thereto. 


907-46-A 

APPLICANT— Piero  Ghiani,  for  Estate  of  M.  Troiano, 
owner. 


SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 136  12th  street,  south  side,  100 
ft.  west  of  3rd  avenue  (Block  1026,  Lot  30), 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant :  Piero  Ghiani. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  .  q 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (907-46-A) 

Whereas,  Piero  Ghiani,  for  Estate  of  M.  Troiano,  owner 
filed  November  22,  1946,  an  appeal  from  an  order  and  de¬ 
cision  of  the  fire  commissioner,  affecting  136  12th  street 
south  side,  100  ft.  west  of  3rd  avenue  (Block  1026,  Lot  30)’ 
Borough  of  Brooklyn;  and 

Whereas,  Order  18238-Lb,  issued  by  the  fire  commis¬ 
sioner  October  25,  1946,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building,  having  one  source 
of  water  supply,  arranged  and  equipped  as  provided 
in  the  rules  of  Article  16,  Chapter  26  of  the  Administra¬ 
tive  Code.  Plans  must  be  filed  and  approved  by  the 


Department  of  Housing  and  Buildings.  C-19-161.0  Adm. 

Code.” 

and 

Whereas,  the  applicant  states  that  the  building  i  s  one 
story  (15  ft.),  in  height;  25  ft.  by  60  ft.  in  area,  of  Class  3 
construction;  erected  1924;  located  on  a  lot  25  ft.  by  100  ft. 
in  area,  in  an  unrestricted  use,  A  area  and  Class  \'/2  height 
cbstrict  and  used  and  occupied  since  1924  as  a  junk  shop, 
2  persons ;  and 

Whereas,  the  applicant  contends  that  the  present  lessee 
has  obtained  Fire  Department  Permit  No.  B336924;  that 
the  building  has  no  cellar  and  no  heating  facilities;  that  the 
absence  of  heating  facilities  would  make  the  operation  of 
the  sprinkler  system  difficult;  that  the  absence  of  heating 
facilities  reduces  the  hazard ;  that  the  building  adjoins  on 
the  east  a  one  story  machine  shop  and  there  is  a  9  ft.  wide 
driveway  on  the  west;  that  in  view  of  these  conditions  the 
installation  of  a  sprinkler  system  would  be  onerous  for  this 
type  and  size  building  and  would  be  superfluous ;  and 

Wr  here  as,  these  premises  have  been  inspected  by  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  decision  of  the  fire  commissioner,  acting 
on  Order  18238-LF,  objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area; 
that  the  rear  yard  shall  be  kept  cleared  of  combustible  mate¬ 
rials  at  all  times,  except  there  may  be  a  small  pile  of  lumber 
neatly  piled;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  and  that  such  portable  fire-fighting 
appliances  shall  be  maintained  within  the  building  as  the  fire 
commissioner  shall  direct. 


958-46-A 

APPLICANT- — Max  Horn,  for  Sacer  Realty  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  re  orders  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 107-109  Beach  29th  street,  west 
side,  300  ft.  south  of  Lewmay  road  (Block  301,  Lot 
46),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Max  Horn  and  Melvin  M.  Klein. 
For  Administration:  Samuel  L.  Becker  and  Henry 
G.  Pheney,  Dep’t  of  Housing  and  Buildings  and 
Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE  TO  GRANT  RE-ORDER  18210-LF— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  o 

Absent:  Commissioner  Savage .  1 

THE  VOTE  TO  GRANT  RE-ORDER  1821 1-LF— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (958-46-A) 

Whereas,  Max  Horn,  for  Sacer  Realty  Corporation, 
owner,  filed  December  5,  1946,  an  appeal  from  orders  and  a 
decision  of  the  fire  commissioner,  affecting  107-109  Beach 
29th  street.  \Test  side,  300  ft.  south  of  Lewmay  road  (Block 
301,  Lot  46),  Edgemere.  Borough  of  Queens;  and 
Whereas,  Order  18210-LF,  issued  by  the  fire  commis¬ 
sioner,  October  15,  1946,  reads  : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals.  Note:  Approved  lavout  will 
be  mailed  under  separate  cover.  Section  487.e-0-C-l 
Adm.  Code. 

2.  Comply  with  one  of  the  following  alternatives 
required  by  487.2-2.0  C2. 

(a)  Provide  a  watchman  who  shall  visit  every  por¬ 
tion  of  the  premises  and  install  an  approved  system 
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of  time  detectors  ot  properly  record  the  movements  of 
the  watchman,  or 

(b)  Provide  an  approved  automatic  thermostatic  fire 
alarm  system  to  cover  all  portions  of  the  premises,  this 
equipment  shall  be  local  in  character  and  shall  be  con¬ 
nected  to  the  interior  fire  alarm  system  installed  in  the 
hotel.  If  the  automatic  thermostatic  fire  alarm  system 
(required  by  the  alternative  B)  is  installed  all  work 
shall  be  done  in  accordance  with  the  regulations  of  the 
Fire  Department  and  plans  in  duplicate  showing  the 
location  and  number  of  thermostatic  devices  shall  be 
filed  with  and  approved  by  the  Division  of  Fire  Pre¬ 
vention-Fire  Department,  before  the  work  of  installa¬ 
tion  may  be  commenced.  .  .  , 

3.  Provide  telegraphic  communication  with  hire  De¬ 
partment  Headquarters  as  provided  for  by  the  Adminis¬ 
trative  Code,  or  provide  a  telephone  of  the  non-coin 
type  with  a  card  of  instructions  at  or  near  same  showing 
the  location  of  the  nearest  fire  alarm  box,  engine  or 
truck  company  and  telephone  number  of  Fire  Depart¬ 
ment  Headquarters.  Section  487  e-2.C-b  Adm.  Code. 

and  ,  ,  ,  r 

Whereas,  Order  1821 1-LF,  issued  by  the  fire  commis¬ 
sioner  October  15,  1946,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  building  having  at  least  one  source  of 
water  supply,  as  per  Section  09-161. 0  Adm.  Code. 

and  .  . 

Whereas,  said  orders  of  the  fire  commissioners  were  re¬ 
ferred  to  in  a  decision  of  the  fire  commissioner  dated  No¬ 
vember  21,  1946;  and  .  ,, 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (38  ft.)  in  height;  137  ft.  by  79  ft.  in  area  at  1st 
floor;  104  ft.  by  67  ft.  in  area  at  typical  floor;  of  Class  4 
construction;  erected  in  1908;  located  in  a  residence  use,  D 
area  and  Class  1  height  district,  and  used  and  occupied  since 
1932  as  follows:  basement,  help’s  quarters,  storage,  etc.,  12 
persons;  1st  floor,  lobby,  kitchen,  15  chambers,  25  persons; 
2nd  floor,  20  chambers,  40  persons ;  3rd  floor,  20  chambers, 
40  persons ;  no  change  in  use  or  occupancy  is  proposed ; 
that  the  building  is  equipped  with  two  interior  wood  open 
stairways,  one  3  ft.  and  the  other  4  ft.  in  width  and  three 
fire  escapes,  two  at  rear  and  one  at  north  side  leading  to 
yard  by  drop  ladders  with  egress  to  street  through  open 
yard ;  and 

Whereas,  the  applicant  contends  that  the  structure  was 
built  prior  to  1908  for  hotel  purposes;  that  subsequently  the 
character  of  the  neighborhood  changed  and  it  was  not  pos¬ 
sible  to  operate  this  building  as  a  hotel ;  that  about  1932, 
the  owners  rented  out  rooms  to  summer  tenants ;  that  the 
hotel  register  and  public  dining  room  were  discontinue^ 
and  no  meals  are  served;  that  in  1938,  Certificate  of  Occu¬ 
pancy  4097  was  issued  as  a  Class  B  multiple  dwelling  to  be 
used  as  a  rooming  house  and  the  building  has  been  operated 
as  such  during  the  summer  months  only;  that  there  is  a 
total  of  40  rooms  above  the  1st  floor;  that  there  is  one  open 
stair  4  ft.  6  in.  wide  from  1st  to  2nd  floors  and  4  ft.  wide 
to  3rd  floor,  there  is  also  a  three  ft.  wide  stair  off  another 
hall  between  all  floors;  that  in  addition  there  are  three  sets 
of  outside  fire  escapes  with  drop  ladders  to  yard ;  that  there 
are  two  one  and  a  half-inch  water  lines  with  50  ft.  of  hose 
on  each  floor  and  there  is  a  6  in.  bell  fire  alarm  on  each 
floor  with  thermostatic  contact  makers;  that  this  fire  alarm 
system  will  be  put  in  operating  condition  although  not  _ot 
a  tvpe  approved  by  the  Board ;  that  there  is  a  community 
kitchen  on  the  1st  floor  which  some  of  the  tenants  use;  that 
some  of  the  rooms  are  equipped  with  cooking  stoves ;  that 
each  family  lives  separately  from  the  other  tenants;  that 
none  of  the  rooms  are  rented  by  the  day  or  week  but  onl> 
for  the  full  summer  season;  that  the  building  has  been 
regularly  inspected  by  the  Building  and  Fire  Department 
and  no  violations  have  been  placed  on  this  building  until  the 
two  fire  commissioner’s  order  now  the  subject  of  this  appeal , 
that  the  fire  department’s  orders  are  intended  to  apply  to 
hotels  and  lodging  houses,  but  not  to  rooming  houses  which 
have  been  accepted  as  such  by  the  Housing  Division  of  the 
Department  of  Housing  and  Buildings;  and 


Whereas,  the  applicant  at  the  hearing  stated  that  his 
previous  statement  that  Certificate  of  Occupancy,  No.  4097 
was  issued  in  1938,  classifying  the  building  as  a  Class  B 
multiple  dwelling  for  use  as  a  rooming  house,  was  in  error, 
as  no  such  certificate  has  been  issued ;  and  . 

W  hereas,  under  Section  09-161. 0  of  the  Administrative 
Code  the  fire  commissioner  has  authority  to  order  in  the 
case  of  a  multiple  dwelling,  such  fire  extinguishing  appli¬ 
ances  to  be  provided  as  he  may  direct ;  and  .  .  f  I 

Whereas,  the  Board  recommends  to  the  Division  ot 
Housing  that  the  classification  assigned  to  this  building  as  a 
heretofore  erected  Class  B  rooming  house  be  reviewed  in  j 
view  of  the  use  of  the  building  as  described  in  this  appeal 
and  as  found  upon  inspection  by  the  fire  commissioner. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  18210-LF  be  and  it  hereby  is  reversed  and  in  that 
respect  the  appeal  is  granted;  and  as  to  Order  1821 1-LF,  the  I 
decision  of  the  fire  commissioner  is  upheld  and  the  appeal  j 
in  that  respect  denied. 

1053-46-A 

APPLICANT— Philip  Freshman  and  John  Finseth,  for 
Faith  Baptist  Tabernacle,  owner. 

SUB TECT— Appeal  from  a  decision  of  the  borough  super-  j 
intendent.  . , 

PREMISES  AFFECTED— 17  East  7th  street  east  side, 
222  ft.  11  Ys  in.  south  of  Reeve  place  (1st  floor); 
(Block  5278,  Lot  9),  Borough  of  Brooklyn. 

APPEARANCES—  ,  ,  _  .  ~  - 

For  Applicant:  Philip  Freshman  and  John  Binseth. 
For  Administration:  Samuel  L.  Becker,  Dept  of  j 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ^  w  ,  ,  -  .  .  „ 

Affirmative :  Chairman  Murdock,  Commissioner  I 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  . 

Absent:  Commissioner  Savage:  .  1 

THE  RESOLUTION  (1053-46-A) 

Whereas,  Philip  Freshman  and  John  Finseth,  for  Faith 
Baptist  Tabernacle,  owner,  filed  December  23,  1946  an 
appeal  from  a  decision  of  the  borough  superintendent,  . 
affecting  premises  17  East  7th  street,  east  side,  -_2  ft.  11/8 
in.  south  of  Reeve  place  (1st  floor)  ;  (Block  ti2/8,  Lot  9), 

Borough  of  Brooklyn;  and  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  13,  1946,  on  Alt.  Applic.  5119-46,  reads: 
“1.  Proposed  change  of  use  of  present  2  story  frame 
dwelling  to  chapel  on  1st  floor,  violates  Sec.  4.2.1. 
Bldg.  Code.” 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (20  ft.)  in  height,  20  ft.  by  56  ft.  10  in.  in  area, 
of  class  4  construction,  erected  about  1924,  located  in  a 
residence  use,  C  area  and  class  1  height  district  and  used 
as  a  two  family  dwelling ;  proposed  to  be  used  and  occupied : 
cellar — ordinary  use  and  boiler  room;  1st  floor  chapel 
100  persons;  2nd  floor — dwelling — 1  family;  that  the  build¬ 
ing  is  equipped  with  one  2  ft.  8  in.  wide  wood  stairs, 
enclosed  in  partitions  of  wood  studs,  lath  and  plaster, 
equipped  with  wood  self-closing  doors  and  leading  direct 
to  street  with  ladder  and  scuttle  to  roof;  and 

Whereas,  it  is  proposed  to  fire  retard  the  first  floor 
partitions  enclosing  stairs  with  metal  lath  and  v4  cement 
plaster  both  sides,  to  fire  retard  the  entire  ceiling  and  side 
walls  throughout  the  1st  floor  including  partitions,  sub¬ 
dividing  the  chapel  from  the  two  rear  rooms,  to  brick 
fill  between  studs  the  southerly  frame  wall  for  the  tull 
height  of  the  first  floor  starting  from  sill  member,  to  fire 
retard  the  cellar  ceiling  and  enclose  the  boiler  room  with 
an  approved  4"  cinder  concrete  block  wall  from  floor  to 
ceiling  and  provide  a  one  hour  self-closing  fireproof  door 
and  buck  leading  thereto,  to  enclose  present  open  cellar 

stairs  in  a  similar  manner ;  and 

Whereas,  the  applicant  contends  that  exit  facilities  will 
consist  of  one  main  front  exit  at  street  front,  5  ft.  wide, 
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swinging  outwardly  and  one  rear  exit  through  warden's 
room  to  a  door  in  the  rear  wall  leading  to  rear  yard ;  that 
these  doors  will  be  3  ft.  wide,  fireproof  enclosed ;  that 
egress  from  rear  yard  will  be  through  5  ft.  wide  side 
yard  at  north  side  of  lot  direct  to  street ;  that  a  third  exit 
will  be  provided  by  a  3  ft.  door  from  the  chapel,  midway 
in  its  length,  direct  to  the  5  ft.  wide  side  yard;  that  the 
southerly  frame  wall  is  6"  from  the  side  lot  line  and 
approximately  5  ft.  distant  from  the  wall  of  the  adjoin¬ 
ing  building;  that  the  owners  recently  received  notice  to 
vacate  their  present  meeting  place;  that  the  premises  in 
question  were  chosen  in  order  not  to  conflict  with  any 
other  Baptist  Church ;  that  after  exhaustive  search  it  was 
found  impossible  to  rent  other  desirable  quarters;  that  the 
financial  status  of  the  Church  precludes  the  construction 
of  a  new  building  under  the  present  high  costs;  it  is  there¬ 
fore  requested  that  the  Board  grant  a  variation  to  permit 
the  alteration  and  use  of  the  -premises  as  herein  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  5119-46,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  be  altered 
and  maintained  substantially  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  December  23,  1946,”  show¬ 
ing  existing  conditions,  and  January  6,  1947,  showing  pro¬ 
posed  conditions,  that  the  conditions  as  therein  proposed 
shall  be  carried  out ;  that  the  sky  light,  shown  in  the  1st 
floor  ceiling  and  terminating  in  the  roof  of  the  side  exten¬ 
sion,  shall  be  eliminated;  that  the  exterior  of  the  building, 
where  not  already  constructed  of  masonry  walls  or  brick 
filled  walls,  shall  be  stuccoed  from  grade  to  plate  with  wire 
lath  and  cement  stucco;  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  building  shall  be  occu¬ 
pied  only  as  proposed;  that  the  existing  two  story  frame 
structure  in  the  rear  shall  be  occupied  by  one  family  only 
and  not  increased  in  height  or  area;  that  in  all  other 
respects,  the  buildings  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto ;  that  this 
variance  shall  continue  only  so  long  as  the  conditions  herein 
imposed  are  complied  with. 


495-45-A 

APPLICANT — Richard  J.  Ceraso,  for  Louis  and  Richard 
J.  Ceraso,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 4218  Ft.  Hamilton  parkway, 
northeast  corner  of  43rd  street,  1st  floor  (Block 
5596,  Lot  51),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant :  Richard  J.  Ceraso. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  Ob'  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (495-45-A) 


\\  hereas,  this  appeal  from  a  decision  of  the  borough  su¬ 
perintendent  affecting  premises  4218  Ft.  Hamilton  parkway, 
northeast  corner  of  43rd  street  (1st  floor)  (Block  5596,  Lot 
51),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
September  25,  1945  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

1  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  25,  1945, 
,  by  adding  thereto : 


“that  in  the  event  the  owner  desires  to  construct  a  one 
story  extension  at  the  rear,  of  Class  3  construction,  to 
provide  additional  toilet  facilities  as  indicated  on  plans 
marked  ‘Received  December  6,  1946,’  2  sheets,  such  addi¬ 
tion  may  be  permitted  as  passed  on  by  the  Borough 
Superintendent  under  Alt.  Applic.  1598,  Objections  1  and 
2,  dated  November  26,  1946;  that  such  addition  may  be 
permitted  provided  that  in  all  other  respects  the  require¬ 
ments  of  this  resolution  are  complied  with.” 


292-46-A 

APPLICANT — Alfred  A.  Scheffer,  for  The  Community 
Church  of  Douglaston,  N.  Y.,  owner. 

SUBJECT— Application  for  reopening — amendment  of  reso¬ 
lution — re  Appeal  from  decision  of  the  borough 
superintendent  (previously  granted  on  condition). 
PREMISES  AFFECTED — 39-50  Douglaston  parkway, 
west  side,  405  ft.  south  of  39th  avenue  (Block  8082, 
Lots  280  and  280 J4),  Douglaston,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Rev.  Eugene  Flipse. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC1ION  Ob  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  o 

Absent :  Commissioner  Savage .  0 

THE  RESOLUTION  (292-46-A) 


,  Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  39-50  Douglaston  parkway 
west  side,  405  ft.  south  of  39th  avenue  (Block  8082,  Lots  280 
and  28014),  Douglaston,  Borough  of  Queens,  was  granted 
by  the  Board  on  May  21,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  21,  1946,  so 
that  as^  amended,  the  resolution  shall  read  : 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  as  to  Alt.  Applic.  781-46,  objections  1  and  2,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area;  that  only  the  first  floor 
and  cellar  shall  be  used  as  proposed  and  as  indicated  on 
plans  filed  with  this  appeal,  marked  ‘Received  April  22, 
19-16  (2  sheets)  ;  that  the  rear  cellar  shall  be  rearranged 
so  that  there  shall  be  not  more  than  two  classrooms, 
each  occupying  substantially  one-half  of  the  rear  space; 
that  two  means  of  exit  shall  be  provided  from  each  of 
such  rooms  to  the  outside;  that  the  door  between  the 
classroom  and  heater  room  shall  be  fireproof,  self¬ 
closing;  that  such  fire-fighting  appliances  shall  ’be  in¬ 
stalled  as  the  fire  commissioner  shall  direct;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto; 
that  this  variance  shall  continue  only  so  long  as  the 
building  is  occupied  substantially  as  proposed  in  con¬ 
junction  with  the  church  adjoining.” 


353-46-A 

APPLICANT— Eugene  Schoen  and  Sons,  owner.  (Esther 
Dorothy,  Inc.,  lessees). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED— 68  East  56th  street,  south  side, 
174.28  ft.  west  of  Park  avenue  (Block  1291,  Lot  44), 
Borough  of  Manhattan. 
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APPEARANCES — 

For  Applicant :  Harry  Schoen.  j 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 


amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . . . . .  y 

Absent :  Commission  Savage  .  1 


THE  RESOLUTION  (353-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  68  East  56th  street,  south 
side,  174.28  ft.  west  of  Park  avenue  (Block  1291,  Lot  44), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 
16,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1946,  by 
adding  thereto: 

“*  *  =i=  the  requirements  of  this  resolution  shall 

not  be  taken  to  prevent  the  extension  of  the  building  in 
accordance  with  the  permissive  requirements  under  the 
zoning  resolution,  on  condition  that  the  building  shall 
not  exceed  in  height  the  present  total  height  of  the 
building.” 


782-42-A 

APPLICANT— William  Higginson  and  Son,  for  Bush 
Terminal  Buildings  Co.,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Appeal  from  an 
order  of  the  fire  commissioner  (previously  granted 
on  condition). 

PREMISES  AFFECTED— 2240  32nd  street  (Block  679, 
part  of  Lot  1);  912-930  3rd  avenue,  45-113  35th 
street,  38-118  34th  street  and  581-599  2nd  avenue 
(Bush  Buildings  5  and  6);  (Block  687,  Lot  1)  ; 
932-944  3rd  avenue,  201-271  36th  street,  46-114  35th 
street  and  607-619  2nd  avenue  (Bush  Buildings  3 
and  4)  ;  (Block  691,  Lot  1)  ;  621-639  2nd  avenue, 
201-271  37th  street,  202-272  36th  street  (Bush 
Buildings  1  and  2)  ;  (Block  695,  Lot  1)  ;  3902-3924 
2nd  avenue  and  132-184  39th  street  (Bush  Building 
19)  ;  (Block  706,  Lot  1)  ;  52-76  39th  street  (Bush 
Building  24  and  Train  Shed)  ;  (Block  706,  Lot  24)  ; 
3902-3924  1st  avenue,  76-94  39th  street  (Bush 
Buildings  22  and  231  ;  (Block  706,  Lot  24)  ;  3924- 
4024  1st  avenue  (Bush  Building  26)  ;  (Block  710, 
Lot  1);  4002-4024  2nd  avenue,  131-183  41st  street 
(Bush  Building  20)  ;  (Block  711,  Lot  1)  ;  872-890 
3rd  avenue,  17-99  33rd  street,  88-100  32nd  street  and 
599 — 2nd  avenue  (Bush  Buildings  9  and  10)  ;  (Block 
679,  Lot  1)  ;  892-910  3rd  avenue,  37-117  34th  street, 
18400  33rd  street  and  561-579  2nd  avenue  (Bush. 
Buildings  7  and  8)  ;  (Block  683,  Lot  1)  ;  101-127 
41st  street  (Bush  Warehouses  18  and  19)  ;  (Block 
711,  Lot  1);  and  541  2nd  avenue,  and  18-38  32nd 
street  (Bush  Power  House)  ;  (Block  679,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Higginson,  Irvmg  b. 
Stanton  and  Clarence  B.  Wilson. 

ACTION  OF  BOARD— Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  ^ 

Absent :  Commissioner  Savage  .  1 


806-42-A 

APPLICANT— William  Higginson  and  Son,  for  Bush 
Terminal  Buildings  Co.,  owners. 

SUBJECT— Application  for  consideration— reopening  ana 
amendment  of  resolution  re  Appeal  from  orders 
of  the  fire  commissioner  (previously  granted  on 
condition). 

PREMISES  AFFECTED— Foot  of  49th  street  and  50th 
street  (Bush  Buildings  57  and  58)  ;  (Block  72a, 
Lot  1)  ;  4814-4824  2nd  avenue,  101-183  49th  street 
and  4813-4823  1st  avenue  (Bush  Buildings  95-103)  ; 
(Block  771,  Lot  1);  Foot  of  46th  street  (Bush 
Buildings  45-50)  ;  (Block  725,  Lot  1)  ;  -4722-4724 
2nd  avenue,  105-183  48th  street  (Bush  Freight 
House);  (Block  762,  Lot  1);  101-183  47th  street, 
4402-4624  2nd  avenue,  102-184  44th  street  and  4401- 
4623  1st  avenue  (Bush  Buildings  23-38  and  63-94)  ; 
(Block  725,  Lot  1);  Foot  of  44th  street  (Bush 
Buildings  39-44);  (Block  725,  Lot  1);  West  side 
of  1st  avenue,  326  ft.  and  70  ft.  south  of  43rd  street 
(Pump  House)  ;  (Block  725,  Lot  1);  4302-4324 
1st  avenue,  76-100  43rd  street  (Round  House  and 
Garage)  ;  (Block  725,  Lot  1)  ;  Foot_  of  48th  street 
(Bush  Buildings  51-56)  ;  (Block  725,  Lot  1)  ;  7-29 
43rd  street  (Bush  Unit  C)  ;  (Block  720,  Lot  1)  : 
35-57  43rd  street  (Bush  Warehouses  20-22)  ;  (Block 
720,  Lot  1);  4101-4111  1st  avenue,  102-112  41st 
street  (Bush  Warehouse  1-A)  ;  (Block  716,  Lot  1)  ; 
7-23  42nd  street,  4102-4124  1st  avenue  (Bush  Unit 
B)  ;  (Block  715,  Lot  1)  ;  North  side  of  42nd  street, 
?96  ft  5  in.  west  of  1st  avenue  (Bush  Unit  A)  ; 
"(Block  715,  Lot  1);  360  ft.  west  of  1st  avenue 
and  26  ft.  north  of  41st  street  (Bush  Power 
House)  ;  (Block  710,  Lot  16)  ;  and  4902-4924  2nd 
avenue,  101-184  50th  street,  103-184  49th  street  and 
4901-4923  1st  avenue  (Bush  Buildings  104-117); 
(Block  780,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES—  .  _  .  _ 

For  Applicant:  William  Higginson,  Irving  B. 

Stanton  and  Clarence  B.  Wilson. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative  :  . ■  •  • . 


558-46-A 

APPLICANT— Nat  Brettschneider  for  Broadway  Mem¬ 
orial  Chapel,  lessee;  Aeonitt  Realty  Co.,  owner. 

SUB  TECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 4120'  Broadway,  northeast  cor¬ 
ner  of  West  174th  street  (cellar)  ;  (Block  2143,  Lot 
26) ,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Merrill  M.  Spiegel. 

For  Administration  :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  .  ' 

Absent :  Commissioner  Savage  .  1 


924-46-A 

APPLICANT— The  F.  and  M.  Schaefer  Brewing  Co., 
owner.  .  .  . 

SUBJECT— Appeal  from  an  order  and  a  decision  oi  the 
fire  commissioner. 
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PREMISES  AFFECTED — 32-44  South  9th  street,  south 
side,  83.33  ft.  west  of  Wythe  avenue  (Block  2144, 
Lot  11),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  S.  P.  Di  Giovanna. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

,  Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Commissioner  Sav*age .  1 


857-46-A 

APPLICANT — A.  J.  McAllister,  for  Sulivan  Dry  Dock  and 
Repair  Corp.,  lessee  (Todd  Shipyards  Corp., 
owner). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 738-744  3rd  avenue,  foot  of 
22nd,  23rd  and  24th  streets  (Block  650,  Lot  67), 
Gowanus  Canal,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Gerard  H.  McAllister  and  Anthony 
J.  McAllister. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  February  4,  1947  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 
Board.  Applicant  to  file  sectional  plan  and  addi¬ 
tional  photograph. 


893-46-A 

APPLICANT — Ludwig  Hanauer,  for  Hudson  and  Manhat¬ 
tan  Railroad  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 50  Church  street,  west  side, 
block  bounded  by  Church,  Fulton,  Dey  and  Green¬ 
wich  streets  (Block  81,  Lot  1)  (Hudson  Terminal, 
Building  B),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Ludwig  Hanauer  and  Robert  S. 
Curtis. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Laid  over  to  February  18,  1947  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 
BoarJ.  Applicant  to  submit  information  relative 
to  the  bridge  on  the  17th  floor. 


883-46-A 

APPLIC  ANT — Jacob  J.  Gloster,  for  H  and  K  Kitchen  Bar 
Equipment  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 96  Bowery,  west  side,  74  ft.  8 
in.  north  of  Hester  street  (5th  floor)  ;  (Block  239, 
Lot  35),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  D.  Gloster. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  H,  1947  at 
2  P.  M.,  at  request  of  applicant’s  representative. 


ZONING  APPLICATIONS 

99-40-BZ 

APPLICANT — Kommel  and  Zucker,  for  Emanuel  Hellner, 
owner. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles  (such  parking  and 
storage  to  be  restricted  to  Lot  32). 

PREMISES  AFFECTED — 163-165  Boerum  street,  north 
side,  200  ft.  east  of  Graham  avenue  (Block  3071, 
Lots  32  and  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Stanley  Zucker. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  FION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (99-40-BZ) 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles  (such  parking  and  storage  to  be  restricted  to  Lot 
32),  affecting  premises  163-165  Boerum  street,  north  side, 
200  ft.  east  of  Graham  avenue  (Block  3071,  Lots  32  and  33), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  January 
21,  1941,  on  certain  conditions;  and 

W hereas,  the  term  of  the  variance  was  extended  on 
December  22,  1942  and  January  9,  1945,  and  the  applicant 
requested  a  further  extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  21,  1941,  as 
amended  through  January  9,  1945,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  temporary  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  other  than  as  herein 

amended,  the  conditions  of  the  resolution  of  January  21, 
1941,  shall  be  complied  with  and  that  a  new  certificate 
of  occupancy  shall  be  obtained.” 


414-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Thomas  F.  Mar¬ 
tin  Realty  Company,  owner  (Louis  Theil,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  business  and  partly 
in  residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles  for  a  term  of  two 
years. 

PREMISES  AFFECTED— 2918-2926  West  17th  street, 
west  side,  170  ft.  north  of  Surf  avemie  (Block  7061, 
Lot  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  .  1 
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THE  RESOLUTION  (414-41-BZ) 

W  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  2918-2926  West  17th  street,  west  side,  170  ft.  north 
of  Surf  avenue  (Block  7061,  Lot  16),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  November  12,  1941,  on  certain 

conditions ;  and  . 

W hereas,  the  term  of  the  variance  was  extended  on 
January  9,  1945  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  12,  1941,  as 
amended  through  January  9,  1945,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  as  amended,  this 
portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  other  than  as  herein 

amended,  the  conditions  of  the  resolution  of  November 
12,  1941,  shall  be  complied  with  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


587-42-BZ 

APPLICANT— Louis  R.  Siegel,  for  Dorothy  A.  Siegel, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  conversion  of  occupancy 
of  part  of  an  existing  building  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 551  East  149th  street  and  555 
St.  Ann’s  avenue,  northwest  corner  (Block  2276, 
Lot  57),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applid&nt :  Louis  R.  Siegel. 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended.  ,  ,  __ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (587-42-BZ) 

Whereas,  this  application  under  Section  7 i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  conversion  of  occupancy  of  part  of  an 
existing  building  to  a  motor  vehicle  repair  shop,  affecting 
premises  551  East  149th  street  and  555  St.  Ann’s  avenue, 
northwest  corner  (Block  2276,  Lot  57),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  January  19,  1943,  on 
certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
January  3,  1945  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  term  of  the  variance. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  19,  1943,  as 
amended  January  3,  1945,  only  so  far  as  it  has  reference 
to  the  term  of  the  variance,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7i  for  a  temporary  term  of 
two  years  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  to  be  occupied  as  a  motor 
vehicle  repair  shop,  on  condition  .  .  .  and  that  other 
than  as  herein  amended,  the  conditions  of  the  resolution 
of  January  19,  1943,  shall  be  complied  with  and  that 
a  certificate  of  occupancy  shall  be  obtained.” 


474-46-BZ 

APPLICANT— Samuel  Rosenblum,  for  Gussie  Altschuler, 
owner  (Irving  Altschuler,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci- 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  years. 

PREMISES  AFFECTED— 850  St.  Johns  place,  south  side, 
41  ft.  8  in.  east  of  Nostrand  avenue  (Block  1255, 
Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (474-46-BZ) 

Whereas,  this  application  under  sections  7e  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry  for 
a  period  of  five  (5)  years,  premises  850  St.  Johns  place, 
south  side,  41  ft.  8  in.  east  of  Nostrand  avenue  (Block 
1255,  Lot  6),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  July  23,  1946,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
time  in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  23,  1946,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  work,  so  that  as-  amended,  this  portion  of  the 

resolution  shall  read :  . 

“*  *  *  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  amended  resolution.” 


617-24-BZ 

APPLICANT— Sam  W.  Glaberson,  for  Lantic  Corporation, 
owner. 

SUB TECT— Application  for  consideration— rescindment  of 
amendment  to  resolution  adopted  November  13, 
1945;  re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition 
under  sections  7c  and  21  of  the  zoning  resolution, 
permitting  the  alteration  and  conversion  of  occu¬ 
pancy  of  a  building  used  as  a  factory,  stable  and 
garage,  located  partly  in  business  and  partly  in 
an  unrestricted  use  district,  to  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 41-57  Third  avenue  and  522- 
528  Atlantic  avenue,  southeast  corner  (Block  186, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sam  J.  Glaberson. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  amend  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO 
AMEND — 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . . .  0 

Absent:  Commissioner  Savage .  1 


95-35-BZ 

APPLICANT— Frank  V.  Lespia,  for  Stanley  Gorski, 
owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7a  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district, 
for  a  temporary  term  of  two  years,  the  change 
of  occupancy  of  an  existing  building  (located  on 
rear  of  lot)  to  a  knitting  mill. 

PREMISES  AFFECTED — 423  Barbey  street,  east  side, 
150  ft.  north  of  Belmont  avenue  (Block  4013,  Lot 
3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Michael  Agusta. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  February  4,  1947  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . • .  0 

Absent:  Commissioner  Savage .  1 


127-38-BZ 

APPLICANT — James  Russell  Ashley,  for  Elmtree  Realty 
Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 195-201  West  237th  street, 
northeast  corner  of  Broadway  (Block  3270,  Lot  40), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  Russell  Ashley. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  se't  for 
hearing  on  April  8,  1947  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:-  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  .  0 

Absent :  Commissioner  Savage .  1 


510-43-BZ 

APPL1CAN  1 — Frank  V.  Laspia,  for  John  Savino,  owner. 

SUBJEC  T — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  twe  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFF  EC  1  ED — 3001-3011  Edwards  place, 
northwest  corner  of  West  30th  street  (Block  7067, 
Lot  29),  Borough  of  Brooklyn.- 
APPEARANCES— 

£or  Applicant :  Michael  Agusta. 

^'or  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  February  4,  1947  at  10  A  M 

THE  VOTE  TO  REOPEN— 

Affirmative  :  C hairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage .  1 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

295-29-SA 

APPLICANT. —  I  fie  Heil  Co.,  owner. 

SUBJEC  1  Application  for  ■consideration — reopening  and 
approval  of  additional  name — re  Heil  Activ-Flame 
Oil  Burner,  Models  XI,  X3  and  X6  (previously  ap¬ 
proved  on  condition). 

APPEARANCES— 

For  Applicant :  Karll  Mould. 

AC  riON  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  <) 

Absent :  Commissioner  Savage . ' .  i 

THE  RESOLUTION  (295-29-SA) 

Whereas,  Prossen-Medcr  Corporation,  for  Combustion 
Fuel  Oil  Burner  Company,  owner,  filed  April  30,  1929,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
the  approval  of  the  appliance  known  as  the  Combustion  Fuel 
Oil  Burner,  Type  B ;  and 

Whereas,  this  appliance  was  approved  by  vote  of  the 
Board  December  31,  1929,  the  resolution  amended  September 
26,  1933,  so  as  to  permit  the  change  of  name  and  approval 
of  this  burner  to  the  Heil  Combustion  Fuel  Oil  Burner, 
Type  B,  the  resolution  further  amended  December  6,  1 938, 
so  as.  to  permit  the  marketing  of  this  burner  under  the  name 
of  Dietz  Oil  Burner,  Type  B  ;  and 

Whereas,  the  resolution  was  further  amended  on  Decem¬ 
ber  3,  1940,  to  include  approval  of  the  Heil  Activ-Flame  Oil 
Burner,  Models  XI,  X3  and  X6;  and 
Whereas,  the  applicant  requested  a  further  amendment 
ot  the  resolution  to  permit  the  marketing  of  Model  XI  under 
the  name  “Homart”  in  four  sjzes,  as  Model  Numbers 
867.0082,  867.0112,  867.0135  and  867.0165. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  31,  1929  as 
amended  through  December  3,  1940,  by  adding  thereto :  ’ 

*  *  *  Model  X-l  may  also  be  marketed  by 

Sears-Roebuck  and  Company  under  the  name  ‘Homart’ 
in  four  sizes,  as  Model  Numbers  867.0082,  867.0112 
867.0135  and  867.0165.” 


Adjourned  :  5  :00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


Note:  In  Bulletin  No.  51,  Vol.  32,  issued  January  7, 
1147,  notation  was  made  of  publication  in  a  subsequent  issue 
of  the  Bulletin— this  resolution  is  now  published  as  follows: 

559-46-SM 

APPLICANT — Sinter-Lite  Corporation,  owner. 
SUBJECT— Sinter-Lite  Joist,  approval  of. 
APPEARANCES— 

For  Applicant :  R.  F.  Leftwich,  Russell  Smith  and 
Harry  Gelbman. 

ACT  ION  OF  BOARD — .Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  q 

THE  RESOLUTION  (559-46-SM) 

Whereas,  Sinter-Lite  Corp.,  owner,  filed  on  July  24,  1946, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  Sinter-Lite  Joist ;  and 
\\  hereas,  the  report  of  the  Committee  on  Tests  reads: 


v 
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REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  #  559-46- SM 

Subject — Sinter-Lite  Joists — approval  of. 

The  Sinter-Lite  Corp.  filed  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Sinter-Lite  joists  under  the  provision  of  the  Adminis¬ 
trative  Building  Code  as  herein  provided  in  accordance 
with  the  requirement  of  C26-178.0b  and  under  C26-626-0 
— C26-6180.0a  and  C26-619.0b. 

Description  and  manufacture 
This  structural  member  is  a  T-Section  joist  of  com¬ 
posite  wood  and  light  weight  reinforced  concrete  con¬ 
struction.  , 

The  reinforcing  is  made  up  of  %"  spikes  driven 
through  a  1$4"  square  wood  strip  and  welded  to  a  Y\" 
round  reinforcing  bar  which  is  in  turn  fastened  to  two 
ys"  round  reinforcing  bars  placed  in  outer  edge  of  flange 
of  T  section  by  %"  spacer  bars.  The  reinforcing  bars 
arc  welded  together  with  the  wood  strip  and  form  a 
cage  which  is  placed  in  the  form  as  a  unit  before  casting 
the  joist.  The  wooden  strip  forms  the  bottom  of  the 
mold  and  places  the  flange  up  where  its  surface  can 
be  trowled  to  provide  ceiling  when  joist  (Fig.  1)  is 
placed  in  structure.  The  wood  strip  forming  the  top 
of  stem  of  inverted  T-section  provided  a  means  for  nail¬ 
ing  wood  flooring  or  metal  lath  for  concrete  flooring  to 
joist. 

The  concrete  is  composed  of  1-part  Portland  cement 
to  2  parts  sand,  to  2  parts  of  Ys"  maximum  size  grits, 
mixed  with  5.1  gallons  total  water  to  provide  a  dry 
consistency  suitable  for  placing  by  vibration.  The  forms 
are  arranged  in  continuous  rows  and  the  reinforcing 


cages  which  are  prefabricated  using  jigs  and  welding 
means  to  secure  uniformity,  are  placed  and  adjusted  in 
the  forms  prior  to  pouring  concrete.  Concrete  is  mixed 
in  quantity  to  cast  a  large  number  of  joists  at  one  time. 
The  finished  surface  of  the  flange  of  the  joist  will  give 
the  appearance  of  a  continuous  slab,  the  edge  of  the 
flanges  of  the  joists  are  separated  by  a  thin  metal  strip 
in  the  arrangement  of  forms  in  the  casting  yard.  This 
arrangement  secures  uniformity  of  product.  The  joist 
is  lifted  from  the  form  after  twenty-four  hours  and 
placed  in  storage.  The  freshly  cast  joist  is  covered  and 
steam  for  curing  supplied  through  pipes  arranged  be¬ 
neath  the  forms,  when  weather  conditions  require.  _ 

STRUCTURAL  ANALYSIS 

(Working  St.) 

Concrete  4000  P.S.I.  fc— 4x4000=1600  P.S.I. 
(Working  St.) 

Steel  f*=  20,000  P.S.I. 

d=7.125"  b=1.625"  Span=16'0" 

LL=40#/sq.  ft.=40#xl.33'  (flange  width )=53#/lin.  ft. 

DL=(Wt.  Beam  &-1"  Flooring)  =33# 


2M 


fc= 


bd'jk 


66,000 


fc=- 


1.625  x  51  x  .68  x  .78 
86#  x  162  x  12 

M= - =33, C00"# 


Total  Load=86#/lin.  ft. 
k=.68  '  j=.78 

:1500#/sq.  in. 


jTj 

/ftp' 
W 


JO/5T 

/.Q40  T£~-57~ 

r 


MINUTES 


33,000 

A,=  — - =  .29  sq.  in. 

20,000  x. 78  x  7.125 

Area  Steel  in  foist  =  1)4”  0  Bar  =  .44  sq.  in. 

2-H"  0  “  =.22  “  “ 


Total  A*  =  .66sq.  in. 

Inspection  and  test 

Inspection  of  the  plant  and  process  was  made  by  the 
Committee  on  Tests,  Commissioner  Charles  M.  Blum 
and  Chief  Engineer  Leslie  V.  Huber  on  October  1,  1946 
at  the  plant  of  Concrete  Units,  Inc.,  750  UdRewater 
Road,  Bronx,  N.  Y.  Also  present  were  Louis  Gelbman, 
President  of  the  Corporation,  T.  J.  Richter,  Martin 
Gelbman,  L.  J.  Glassberg  and  others,  and  E.  A.  Robin¬ 
son  of  the  Haller  Testing  Laboratories.  The  results  of 
the  tests  are  as  follows : 

Procedure 

1.  Unit  of  three  8”  x  16"  joists  set  on  brick  wall  sup¬ 
ports. 

2.  Clear  span — 16'  0".  Section  equal  16'  x  4'  equal 
64  sq.  ft. 

3.  Load — (a)  applied  at  3rd  points  on  4"  x  4"  stringers 
bedded  in  sand  on  wood  flooring  nailed  to  T  of 
joists. 

(b)  12"  Cinder  block  used  in  loading.  Average 
weight  57.0  lbs.  per  block. 

4.  Load  Application. 

Blocks  placed  from  both  sides  at  the  same  time 
from  center  towards  ends. 

5.  Deflection. 

Taken  with  Ames  dials  with  1"  stems  reading  to 
0.0001  inches.  Dials  set  along  center  line  under 
joists  at  center  points  of  each  joist. 

6.  -  Results. . 


Load  in 

Deflection  in 

inches 

Unit  load  lbs. 
per  sq.  ft.  3rd 

pounds 

Dial  “A” 

Dial  “B’ 

’  Dial  “C” 

point  loading 

2110 

0.J34O 

0.1235 

0.1170 

32.9 

2820 

0.4370 

0.4240 

0.4030 

44.1 

4390 

0.5370 

0.5250 

0.5040 

68.7 

4960 

0.6360 

0.6250 

0.6015 

72.4 

5460 

0.7400 

0.7260 

0.7070 

85.2 

*  Dials  removed 

9138 

2^4" 

142.7 

10460 

2l 2/2" 

163.5 

11230 

27/T 

*  Dials  removed  at  this  point. 

Notes 

1.  First  crack  appeared  at  total  load  of  8095  lbs.  at 
third  point. 

2.  First  crack  appeared  at  total  load  of  9138  lbs.  at 
point  of  support. 

3.  Total  time  of  load  application — 36  minutes. 

4.  Plan,  section,  description  and  mix  used,  attached  to 
application  submitted  by  Concrete  Joists,  Inc. 

5.  Test  conducted  by  E.  A.  Robinson  of  the  Haller 
Testing  Laboratories,  Inc.  under  supervision  of  Com¬ 
missioner  Blum  and  Chief  Engineer  Huber  of  the 
Board  of  Standards  and  Appeals. 

6.  Test  not  run  to  failure. 

Recommendations 

The  Committee  on  Tests  recommends  on  the  basis  of 
the  foregoing  data  and  the  application  of  accepted 
engineering  data  that  the  Sinter-Lite  Joists  be  approved 
for  use  in  New  York  City  under  C26-191.0a  as  meeting 
the  requirements  of  C26-241  and  C26-242  Administrative 
Building  Code  for  Class  3  construction,  provided  no  fife 
resistance  rating  is  required,  under  the  following  con¬ 
ditions  : 

A  minimum  bearing  of  4"  shall  be  provided  on  the 
steel  or  masonry  supports  and  each  joist  shall  bear 
on  twTo  supports,  simple  spans.  The  roof  surface  shall 
consist  of  approved  roofing  material.  The  slabs  shall 
be  fastened  to  the  purlins  or  roof  beams  with  20  U.  S. 
gauge  metal  clips. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


8095  \%"  126.2 

RULES 


FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
FEBRUARY  23.  1927  (CODIFYING  AND  SUPERSEDING  GENERAL  RESOLUTION  AND 
RULES  ADOPTED  UNDER  CAL.  NOS.  381-17-S  ‘STAIRS  TO  ROOF’,  1218-18-S  ‘FIRE  ES¬ 
CAPES’,  1708-18-S  ‘PARTY  WALL  FIRE  ESCAPES’  AND  410-24-SR  ‘ENCLOSURE  OF  STAIR 


WAYS’)  AMENDED  JANUARY  15,  1932. 

(64-27-SR) 


STANDARD  FACTORY  EXITS 

Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  consist 
of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law,  and  in 
addition  thereto : 


( 1 )  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  treads  constructed  of  bars  at  least  one- 
half  ( J4)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (\/2)  inch  mesh, 
all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  andr  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 
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(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  maj 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of  exit 
under  section  271  of  the  Labor  Law  may  consist  of  an 

outside  iron  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  tne  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 

width.  .  „  ,  ,  . 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 

*  distance  between  the  sill  and  lintel  will  not  permit  of  an 
opening  6  feet  in  height,  a  casement  door  not  less  than 
4  ft.  6  in.  iji  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on  both 
sides  of  the  door  shall  be  provided.  _ 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  iron 
steps  at  least  two  feet  wide,  with  risers  _  not  exceeding 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inches 
are  provided  on  the  inside  from  floor  level  to  sills  properly 
secured. 

Rule  4  (a).  Any  such  fire  escape  erected  subsequent 

to  October  1,  1913,  and  prior  to  these  rules  taking  effect, 
unless  previously  accepted  as  one  of  the  required  means 
of  exit  or  escape  by  the  administrative  official  having  juris¬ 
diction,  shall  conform  in  every  respect  to  the  provisions  of 
these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con¬ 
stituting  one  of  the  required  means  of  exit  or  escape  under 
Section  271-1  of  the  Labor  Law,  in  any  building  erected 
prior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
a  factory,  exceeding  nine  stories  in  height,  or  more  than 
90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  cdear  of  all  obstruc¬ 
tions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory 

buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty-five 
persons  employed  above  the  second  story,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit,  and  the  landings, 
platforms  and  passageways  connected  therewith,  shall  be 
enclosed  on  all  sides  by  partitions  of  fire-resisting  material 
extending  continuously  from  the  lowest  point  of  the  stair¬ 
way  in  accordance  with  the  following  schedule  : 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

• 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods,  I 
wares  and  merchandise,  packed,  stored,  manufactured  or  in  ^ 
the  process  of  manufacture.  . 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in  j 
good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next  I 
above;— the  first  story  is  that  part  of  a  building  which  is 
more  than  50  per  cent  above  the  floor  level  and  the  floor  j 
next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side  of  | 
the  roof  boarding.  That  portion  of  the  under  side  ot  the  j 
roof  beams  within  the  stair  enclosure  shall  be  covered  with  j 
fire-resisting  material,  except  in  buildings  with  roofs  of  I 
non-combustible  material,  in  which  case  the  partitions  may  1 
stop  at  the  under  side  of  the  roof.  | 

Where  the  stairway  is  required  to  extend  to  the  roof,  I 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead,  ihe  j 
enclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
louvers  or  ventilators,  or  exterior  windows  with  ventilating  1 
sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with  • 
approved  self-closing  fire  doors,  except  where  such  open-  I 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  mate-  I 
rial  at  least  four  inches  thick  unless  the  partition  extends  ■ 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor  j 
Law,  will  be  accepted  as  a  compliance  with  this  rule  when 
both  sides  of  the  fire  wall  or  walls  are  occupied  on  any  ' 
factory  floor  by  the  same  occupant. 

Rule  7.  Where  there  are  occupancies  on  any  story 

or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following^  materials  and  exceeding  the  1 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire-resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  pounds. 

Volatile  inflammable  oils,  1  gallon. 

Volatile  inflammable  mixtures,  5  gallons. 

Combustible  mixtures,  10  gallons. 

Paints,  varnishes  and  lacquers,  10  gallons. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  intruding 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupants  as  they  arise 
and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  _  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resisting 
material  where  there  are  more  than  5  persons  employed  at 
manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stairways 
in  Two-Story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall  be 
provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
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open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to  a 
fire  escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
of  these  rules.  Except  that  exit  door  shall  he  a  fire  door, 
with  substantial  steps  to  the  sills  properly  secured  when  sill 
is  more  than  8  inches  above  the  floor  level;  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck  ladder 
shall  be  provided  from  top  balcony  to  the  roof,  except  on 
the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape  or 
exterior  screened  stairway  shall  be  as  required  by  section 
273,  Labor  Law,  or  to  open  adjoining  yard  with  egress  to 
the  street.  No  point  on  any  floor  of  such  building  shall  be 
more  than  one  hundred  and  fifty.  (150)  feet  distant  from 
such  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  build¬ 
ings  where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified  in 
Rule  7  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy,  all  interior  stairways 
serving  as  required  means  of  exit  shall  be  enclosed  from 
the  lowest  point  of  such  stairway  to  the  ceiling  of  the  first 
floor  by  partitions  of  fire-resisting  material,  unless  the 
building  is  provided  with  a  wet  sprinkler  system,  in  which 
case  such  enclosure  of  stairways  shall  not  be  required. 
Such  enclosures  shall  lead  directly  to  a  door  opening  out¬ 
wardly  to  a  street  or  road,  or  an  open  area  affording  unob¬ 
structed  passage  to  a  street  or  road.  All  openings  in  such 
enclosure  shall  be  provided  with  fire  doors  equipped  with 
self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance 
of  a  stand  to  be  built  of  incombustible  material  and  wire 
glass  or  J4-inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2j4- gallon  chemical  fire  extinguisher. 

Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 

ot  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend  to  the 
roof  where  there  is  no  safe  egress  from  the  roof,  under 
Sections  270,  271  and  272,  Labor  Law. 

(a)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party  wall 
fire  escape,  party  wall  exterior  screened  stairway,  party 
wall  balconies  or  bridges,  or  where  any  outside  exits  do 
not  connect  to  adjoining  buildings  at  roof  level,  or  where 
there  are  no  unbarred  window  openings  five  feet  above  the 
roof  or  parapet  wall  of  the  building  in  question. 


(b)  When  the  roof  of  the  building  in  question  has  a  pitch 
exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12  (a).  When  there  is  no  safe  egress  from  the 

roof,  as  above  described,  there  shall  be  in  all  cases  at  least 
a  double-rung  ladder  at  the  top  of  the  interior  stairway, 
and  within  the  interior  stairway  enclosure  when  stairway  is 
enclosed.  Such  ladder  shall  be  at  least  18  inches  in  width 
and  shall  be  properly  secured  at  top  and  bottom.  The  lad¬ 
der  shall  lead  to  a  scuttle  opening  not  less  than  2  feet  by  3 
feet  or  be  of  such  additional  area  as  may  be  required  to 
provide  ample  head  room.  The  scuttle  cover  shall  be  hinged 
and  of  light  weight  construction,  or  be  counter-balanced. 
An  easily  operated  hook  may  be  provided  on  scuttle  cover. 

(b)  W  here  the  stair  bulkhead  door  opens  within  10  feet 
from  the  open  edge  of  the  roof,  an  iron  railing  properly 
braced  at  least  3  feet  high  and  at  least  10  feet  long  shall  be 
provided  at  the  edge  of  roof. 


SUBSTANDARD  FACTORY  EXITS 
Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 

any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  re¬ 
quirements  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals,  such  means  of  egress  may  be 
retained  under  the  following  conditions : 

(a)  Fire  escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  maintained,  structurally  safe,  prop¬ 
erly  painted,  and  with  the  openings  leading  thereto,  kept  in 
good  repair. 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder  in 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

W  hen  such  substandard  fire  escapes  are  located  in  a 
court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining  yards, 
or  the  lowest  balcony  may  be  connected  to  an  adjoining 
fire  escape,  exterior  stairway,  to  the  roof  of  adjoining  ex¬ 
tensions,  or  other  means  of  egress  satisfactory  to  the  author¬ 
ities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section  5 — Stairways  and  Bridges. 

Rule  14.  Interior  Stairways. — All  interior  stairways 

not  conforming  to  the  requirements  of  the  Labor  Law  or 
rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  unob¬ 
structed,  halls  are  properly  lighted,  and  all  landings,  pas¬ 
sageways,  etc.,  are  maintained  free  and  unobstructed.  An 
easily  operated  panic  bolt  or  other  similar  device  may  be 
installed  at  street  exit  door. 

Rule  15.  Exterior  Screened  Stairways.  —  Exterior 

screened  stairways  not  serving  as  a  required  means  of  egress 
shall  be  maintained  structurally  safe  and  properly  painted, 
exits  thereto  and  all  platforms  and  passageways  thereof 
shall  be  maintained  unobstructed,  and  egress  from  termina¬ 
tion  shall  be  provided  as  required  for  substandard  fire 
escapes  in  subdivision  a. 

Rule  16.  Horizontal  Bridges.— Horizontal  bridges  and 

party  wall  balconies  between  buildings  shall  be  maintained 
structurally  safe  and  properly  painted,  and  access  thereto 
and  all  passageways  thereof  shall  be  maintained  unob¬ 
structed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  at 

openings  leading  to  these  substandard  exits. 
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RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 


of  the  Labor  Law  (Old  Section  83c). 

I  Cal.  1262-18-SR] 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 

prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct.  _  . 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factorv,  or  in  such  classes  of  occupanies  wheie 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules, .  and  then  onl> 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  foi 
which  it  is  issued  has  been  made  for  the  purpose  of  deter- 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 

specified  in  the  permit,  in  addition  to  incurring  such  pen 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  tor  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blackstnithing  or  horseshoeing ; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc- 

tion ;  ,  , 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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ary  14,  1947,  Affecting  Calendar  Numbers  892-46-A, 
942-46-A,  996-46-A,  258-37-A,  145-46-A,  600-46-A,  873- 
46-A,  696-45-A,  226-46-A,  955-46-A,  492-27-BZ,  495-32- 
BZ,  511-37-BZ,  819-38-BZ,  474-41-BZ,  493-41-BZ,  619- 
41-BZ.  530-42-BZ,  718-44-BZ,  708-45-BZ,  810-45-BZ, 
84-46-BZ,  106-46-BZ,  244-36-BZ,  30-43-SA  and  518- 
43-SM. 

Correction.  Affecting  Calendar  Number  270-38-SA. 

Opening  Protective  Assemblies,  Rules  for  Inspection  of. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


COURT  DECISION 

Matter  of  Packer  vs.  Board  of  Standards  and  Appeals: _ 

Under  Cal.  No.  604-45-A  the  Board  was  requested  to  reverse  the 
finding  of  the  Borough  Superintendent  that  a  retail  rental  laundry 
was  a  prohibited  use  in  a  business  use  district  under  Article  II, 
Section  4(a)  51  of  the  Zoning  Resolution.  The  laundry  proposed 
consisted  of  twenty  of  the  home-type  electric  machines,  operated  by 
the  custoYner  upon  the  insertion  of  a  coin  and  capable  of  washing 
ten  pounds  of  clothes  at  one  time.  The  Board  upheld  the  decision 
of  the  Borough  Superintendent  and  denied  the  appeal  for  interpreta¬ 
tion  of  the  law  that  this  type  of  laundry,  termed  a  Launderette,  was 
not  the  kind  of  wet  wash  laundry  prohibited  by  the  statute.  The 
Board  was  mindful  of  its  previous  finding  as  to  community  laundries 
at  a  time  prior  to  the  amendment  of  the  Zoning  Resolution,  prohibit¬ 
ing  steam  and  wet- wash  laundries  in  a  business  use  district  and  the 
decision  of  the  Court  in  Stein  vs.  Flanagan  that  the  Board  had  no 
power  to  legislate.  Accordingly,  the  Board  determined  that  since  steam 
and  wet  wash  laundries  have  been  prohibited  since  the  Zoning  Resolu¬ 
tion  was  amended  in  1940,  it  could  not  legislate  by  finding  that  this 
type  of  laundry,  admitted  to  be  a  wet  wash  laundry,  was  permissible. 

Upon  court  review,  in  Matter  of  Packer  vs.  Board  of  Standards  and 
Appeals,  Mr.  Justice  Shientag,  at  Special  Term,  Supreme  Court,  re¬ 
versed  the  Board,  finding  in  effect  that  there  was  only  a  technical 
distinction  between  a  steam  laundry  and  a  wet  wash  laundry  and  that 
“the  Legislative  background  *  *  *  shows  that  it  was  not  intended  to 
cover  the  type  of  operation  proposed”,  citing  the  report  of  the  Planning 
Commission  of  May  29,  1940,  that  steam  laundries  and  auto  wrecking 
yards  are  highly  objectionable  in  business  districts,  except  hotel  and 
hospital  laundries.  The  Court  concluded  that  “this  would  seem  to 
indicate  that  the  term  ‘wet  wash  laundry’  was  intended  to  be  merely 
descriptive  of  the1  type  of  operation  covered  by  the  term  ‘steam 
laundry’.  Furthermore,  the  lumping  together  of  steam  laundries  and 
auto-wrecking  yards  emphasizes  that  the  intention  of  the  legislators 
was  to  restrict  objectionable  trades  and  that  subdivision  51  was  in¬ 
tended  oflly  to  refer  to  those  laundry  operations  which  in  essence 
amounted  to  nuisance  per  se.  In  the  type  of  operation  proposed  the 
proprietor  will  not  launder  the  clothing  of  customers  but  will  merely 
supply  the  facilities  by  which  each  customer  may  launder  her  own 
clothing”. 

Upon  further  review,  the  Appellate  Division  unanimously  upheld 
the  finding  at  Special  Term.  Upon  petitioning  the  Court  of  Appeals, 
further  review  was  refused.  (N.  Y.  Law  Journals,  May  2,  1946, 
December  21,  1946  and  January  18,  1947.) 

NOTE: — Under  the  rulings  of  the  Court,  actions  of  the  Board 
upon  applications  for  zoning  variance  as  to  the  type  of  laundry  passed 
upon  by  the  Court  are  annulled  and  all  pending  applications  will  be 
dismissed  for  lack  of  jurisdiction. 
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DOCKET 

Nezv  Cases  Filed  up  to  January  14,  1947. 


Cal.  No.  Dept.  Premises  Affected. 

13- 47- A _ H.B.Q. — 112-19  14th  road,  northeast  corner  of 

113th  street  (Block  4047,  Lot  16),  College  Point,  Borough 
of  Queens,  M -941 6-46. 

14- 47- A — H.B.M. — 29  West  15th  street,  north  side,  495 
ft.  east  of  6th  avenue  (Block  817,  Lot  25),  Borough  of 
Manhattan,  Amendment  to  Alt.  1915-46. 


15-47-A— F.D.— 5815-5819  5th  avenue,  east  side,  50  ft. 
north  of  59th  street  (Block  586,  Lot  3),  Borough  of  Brook¬ 
lyn,  18575-LF. 


16-46- A — H.B.Bx. — 985-989  Southern  boulevard,  west 
side,  693  ft.  south  of  Westchester  avenue  (Block  2725,  Lot 
73),  Borough  of  The  Bronx,  Amendment  to  Alt.  646-44. 


17-47- A — F.D. — 230  Park  avenue,  southwest  corner  of 
East  46th  street  (1st  floor)  ;  (Block  1300,  Lot  1),  Borough 
of  Manhattan,  49117-LC. 


18-47-A — H.B.M. — 1190  Avenue  of  the  Americas  (6th 
avenue),  east  side,  70  ft.  south  of  West  47th  street  (4th 
floor);  (Block  1262,  Lot  76),  Borough  of  Manhattan, 
B.N.  3224-46. 


19- 47-BZ—  H.B.B.— 5113  8th  avenue,  east  side,  80  ft.  2 
in.  north  of  52nd  street  (Block  5651,  Lot  5),  Borough  of 
Brooklyn,  Alt.  5321-46. 

20- 47-BZ— H.B.Bx.— 2114  Quarry  road,  south  side,  37.42 
ft.  east  of  3rd  avenue  (Block  3062,  Lots  6  and  13),  Borough 
of  The  Bronx,  Amendment  to  Alt.  221-44. 


21- 47-BZ— H.B.M.— 1900-1910  Broadway,  53  West  63rd 
street,  northeast  corner  and  60  West  64th  street  (Block 
1 1 16,  Lots  11  and  53),  Borough  of  Manhattan,  Alt.  2600-46. 

22- 47-SM— Plymouth  Fire  Guard  Fabrics,  manufactured 
by  Plymouth  Fabrics,  Inc.,  Material. 

23- 47-A— H.B.B.— 72-78  Underhill  avenue,  west  side,  56 
ft.  south  of  Bergen  street  (Block  1145,  Lot  43),  Borough  of 
Brooklyn,  Alt.  4702-46. 

24- 47- A — F. D . — 1 50  Fulton  street  and  204-210  Broadway, 
southeast  corner  (Block  79,  Lot  21),  Borough  of  Manhattan, 
Decision  re  46694-LC. 


25-47-BZ — H  B.B. — 610  Blake  avenue,  south  side,  58  ft. 
6  in.  east  of  Georgia  avenue  (Block  3787,  Lot  23),  Borough 
of  Brooklyn,  Alt.  7-47. 


26-47-A— F.D.— 136-166  Marshall  street,  block  bounded 
by  Marshall  street,  Hudson  avenue,  John  street  and  Gold 
street  (Block  12,  Lot  1),  Borough  of  Brooklyn,  5314-LC. 


27-47-BZ— H.B.M.— 175-177  Clinton  street,  west  side,  150 
ft.  south  of  Grand  street  (Block  313,  L(Jts  25  and  26),  Bor¬ 
ough  of  Manhattan,  Alt.  2416-46  and  B.N.  3302-46. 


28- 47-A — F.D. — 457-459  Driggs  avenue,  southeast  side, 
from  North  10th  street  to  North  11th  street  (Block  2299, 
Lots  1-5),  Borough  of  Brooklyn,  5172-LC. 

29- 47-SA— Linde  Cascade  Liquid  Oxygen  System  (Oxy-  i 
gen  truck  and  mobile  pumping  unit),  Appliance. 

_  v 

30- 47-SM— Linde  Cascade  Oxygen  Receivers,  manufac-  J 
tured  by  The  Linde  Air  Products  Co.,  Material. 


31_47_A—  H.B.M.— 20-22  Avenue  A  and  153  East  2nd 
street,  southeast  corner  (5th  floor)  ;  (Block  397,  Lots  9  and 
10),  Borough  of  Manhattan,  Amendment  to  Alt.  2315-46. 


32-47-BZ— H.B.Q.— 205-32  99th  avenue,  south  side,  60  ft.  I 
west  of  Francis  Lewis  boulevard  (Block  10853,  Lot  2a), 
Hollis,  Borough  of  Queens,  Misc.  11120-46. 


33-47- A — H.B.Q. — 205-32  99th  avenue,  south  side,  60  ft. 
west  of  Francis  Lewis  boulevard  (roof)  ;  (Block  10853, 
Lot  25),  Hollis,  Borough  of  Queens,  Misc.  11120-46. 


34-47-BZ— H.B.Q— 133-14  140th  street,  west  side,  50.53 
ft.  north  of  134th  avenue  and  134-16  140th  street,  northwest 
corner  of  134th  avenue  (Block  12084,  Lot  152),  Ozone  Park, 
Borough  of  Queens,  Alt.  2872-46  and  Alt.  2873-46. 


35-47-SM — A.B.C.  Aluminum  Casement  Windows,  manu¬ 
factured  by  A.B.C.  Steel  Equipment  Co.,  Inc.,  Material. 


36-47-BZ— H.B.B.— 1973-1977  Coney  Island  avenue,  east 
side,  280  ft.  south  of  Av/nue  P  (Block  6774,  Lot  65),  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  5259-46,  Alt.  2229-46 
and  Alt.  2230-46. 


37-47-BZ— ^H.B.Bx. — 3686  White  Plains  road  and  700 
East  216th  street,  southeast  corner  (Block  4663,  Lot  13), 
Borough  of  The  Bronx,  Amendment  to  E.S.  114-46. 


38-47-SM— Bergen  Building  Block,  Inc.,  Cinder  Concrete 
Blocks,  manufactured  by  Bergen  Building  Block,  Inc.,  Ma¬ 
terial. 

Restored  to  Calendar. 

696-45-A — H.B.M. — 217-219  West  57th  street,  north  side. 
250  ft.  west  of  7th  avenue  and  216-224  West  58th  street  (4th, 
5th  and  6th  floors)  ;  (Block  1029,  Lots  21,  43,  44,  45,  46  and 
46 y2),  Borough  of  Manhattan,  Amendment 'to  Alt.  2077-45. 


244-36-BZ — H.B.Q. — Northeast  corner  of  Liberty  avenue 
and  104th  avenue  and  northwest  corner  of  Liberty  avenue 
and  184th  street  (Block  1404,  part  of  Lots  141  and  415), 
Jamaica,  Borough  of  Queens,  N.B.  3445-36. 
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DICNIiaNATIOKSi  ll.il. — Department  of  Housing  and  Buildings; 
II. >1.11.  Department  of  Housing  and  Buildings,  Brooklyn;  Il.Il.ltl. — 
he;  .1  ment  of  Housing  and  Buildings,  Manhattan;  II.IMl. — De 
paitment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
ot  Housing  and  Buildings,  Richmond;  H.ll.llx. — Department  ol 
Housing  and  Buildings,  Bronx;  il.D. — Health  Department;  K.D. — 
hire  Department,  and  M.  ami  A. — Dept.  of  Marine  and  Aviation. 


RULES 

I.aNt  I'uliIL-n  I  ion  In  Hiillctin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  3,  1946— Vol.  31,  No.  49 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec.  28,1943 — Vol.  28,  No.  52A 

Certificate  of  Occupancy,  approved 

form  . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept.  3,  1946— Vol.  31,  No.  36 

Concrete  Rules  (Hydrated  Lime)  ...  Aug.  3,1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec.  28,  1943— Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Exterior  Veneering  Materials,  Rules 

on  . Sept.  10,  1946— Vol.  31,  No.  37 

Factory  Exit  Rules . Jan.  14,  1947 — Vol.  32,  No.  2 

Fire  Alarm  Rules  (Interior) . Nov.  12,  1946 — Vol.  31,  No.  46 

Fire  Drill  Rules . Dec.  24,  1946— Vol.  31,  No.  52 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June  25,  1946 — Vol.  31,  No.  26 

Fire  Retarding  Rules  for  Garages, 

etc . Dec.  17,  1946— Vol.  31,  No.  51 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr.  23,  1946— Vol.  31,  No.  17 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  31,1946 — Vol.  31,  No.  53 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  Nov.  5,1946 — Vol.  31,  No.  45 

Oil  Burner  Rules. . ....Nov.  19,1946 — Vol.  31,  No.  47 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan.  21,  1947 — Vol.  32,  No.  3 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec.  31,  1946 — Vol.  31,  No.  53 

Platform  Trucks,  Specifications  for..  Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply). Dec.  31,  1946 — Vol.  31,  No.  53 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.Oct.  15,  1946 — Vol.  31,  No.  42 
Smoking  in  Factories,  Rules  for.... Jan.  14,1947 — Vol.  32,  No.  2 

Sprinkler,  Rules  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules .  . June  8,  1937— Vol.  22,  No.  23 

Structural  Alterations,  Reporting.  .  .June  7,1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept.  3,1946 — Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


JANUARY  21,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  21,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

880-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap- 
pjicant,  on  behalf  of  Kinetta  Holding  Corp.,  owner  (Joseph 
Kraus,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1315- 
1321  Roston  road,  west  side,  456.66  ft.  south  of  Jefferson 
place  (Block  2934,  Lot  9),  Borough  of  The  Bronx. 

184-29-BZ — Application  of  H.  M.  Cole,  applicant,  on  be- 

halt  of  Convey’s  Riding  Club,  Inc.,  owner,  reopened  October 
22,  1946,  under  section  7f  of  the  zoning  resolution,  to  permit 


in  a  business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  fifteen 
(15)  years;  premises  42-46  West  66th  street,  south  side,  350 
ft.  east  of  Columbus  avenue  (Block  118,  Lots  48,  49  and 
50),  Borough  of  Manhattan. 

84-34-BZ— Application  of  Adolph  Goldberg,  applicant,  on 
behalf  of  The  Lincoln  Savings  Bank  of  New  York,  owner, 
reopened  December  3,  1946,  under  section  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  and  business  use 
district,  the  extension  of  existing  commercial  building 
(Bank)  ;  (previously  granted  by  the  Board)  using  more 
than  the  permitted  area,  and  without  the  required  rear  yard ; 
premises  7419-7427  5th  avenue,  and  501-509  Bay  Ridge  park¬ 
way  (Block  5931,  Lots  1,  3,  and  4),  Borough  of  Brooklyn. 

879-38-BZ — Application  of  Industrial  Installations  Corp., 
applicant,  on  behalf  of  Rocco  Tricarico,  owner  (Rocco,  Paul 
and  Dominic  Tricarico,  lessees),  reopened  October  8,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  existing  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  Board),  to  include  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  31-53  to  31-73 
31st  street,  east  side,  178.14  ft.  north  of  Broadway  (Block 
613,  Lots  13  and  19),  Long  Island  City,  Borough  of  Queens. 

604-46-BZ — Application,  August  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Jacob  Lubroth,  applicant,  on 
behalf  of  Lawrence  J.  McSherry,  owner  (Murray  Cohen, 
lessee) ,  to  permit  in  a  business  use,  C  area  district,  the  exten¬ 
sion  of  an  existing  building,  using  more  than  the  area  per¬ 
mitted;  premises  56-36  Myrtle  avenue,  south  side,  175  ft.  east 
of  Cornelia  street  (Block  3560,  Lot  27),  Ridgewood,  Borough 
of  Queens. 

650- 46-BZ — Application,  August  ,27,  1946,  under  section 
7c  of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Sylvia  Rosenberg  Caruth,  owneo(Max  H.  Rivkin, 
lessee),  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  boys’  home  (previously  granted  by  the 
Board),  to  boys’  home,  children’s  day  camp  and  nursery 
school;  premises  99-107  (known  as  101)  Beach  34th  street 
and  34-02  Sprayview  avenue,  northwest  corner  (Block  311, 
Lot  102),  Edgemere,  Borough  of  Queens. 

65 1- 46- A — 99-107  (known  as  101)  Beach  34th  street  and 
34-02  Sprayview  avenue,  northwest  corner  (Block  311,  Lot 
102),  Edgemere,  Borough  of  Queens. 

875- 46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Altman  Realty  Investing  Corp.,  owner, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  2213-2215  Mermaid  ave¬ 
nue,  north  side,  98  ft.  9)4  in.  west  of  West  22nd  street 
(Block  7016,  Lots  48  and  49),  Borough  of  Brooklyn. 

876- 46-BZ — Application,  November  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Joseph  Halpern,  owner  (Harry  Field,  lessee), 
to  permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  175  Avenue  A,  and  443 
East  11th  street,  northwest  corner  (Block  439,  Lot  37),  Bor¬ 
ough  of  Manhattan. 

909- 46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler 
applicant,  on  behalf  of  Eugene  F.  McCarthy  and  John  J. 
McCarthy,  joint  owners,  to  permit  in  a  business  use  district, 
a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
91  -US'  37th  avenue,  north  side,  40  ft.  east  of  91st  street  (Block 
1465,  Lot  41),  Jackson  Heights,  Borough  of  Queens. 

910- 46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Shirley  and  DeShaw, 
applicants,  on  behalf  of  Katerod  Realty  Corp.,  owner  (Ed¬ 
ward  Glaser,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
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436-438  Grand  street,  southwest  corner  of  Keap  street  (Block 
2398,  Lot  13),  Borough  of  Brooklyn. 

945-46-BZ— Application,  December  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  K.  and  F.  Realty  Corp.,  owner  (Perlrqs  Laun¬ 
dries  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  165 
Havemeyer  street,  east  side,  100  ft.  north  of  South  3rd 
street  (Block  2421,  Lot  1),  Borough  of  Brooklyn. 

818-46-BZ— Application,  October  22,  1946,  under  sections 
7b,  7f  and  7 i  of  the  zoning  resolution,  of  Casper  P.  Colla, 
applicant,  on  behalf  of  New  York  Connecting  Railroad  Co., 
owner  (Paul  A.  Piancazzo,  lessee),  to  permit  in  a  business 
and  an  unrestricted  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing,  motor 
vehicle  repair  shop  and  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  7306  Queens  boule¬ 
vard,  south  side,  49.49  ft.  east  of  73rd  street  (Block  2448, 
part  of  Lot  202),  Winfield,  Borough  of  Queens. 

253-46-SA— -Martin  &  Schwartz,  Inc.  Gasoline  Airport 

Dispensing  Pump  (Aviation  Fueler),  Models  100-1,  100-1C, 
100-1 N,  100-1CN,  100-2,  100-3,  100-3N  and  100-5. 

896-46-SM — Fleet  Arc  Welding  Service  275  Gallon  Fuel 

Oil  Storage  Tank.  , 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  21,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  January  21,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

66-45-A — 120-46  to  120-60  Queens  boulevard,  south  side, 
167.45  ft.  west  of  82nd  avenue  (Block  3358,  Lot  18),  Kew 
GardensNBorough  of  Queens. 

3 10-43- A — 303-309  Rodney  street,  west  side,  80  ft.  north 
of  South  5th  street  (Block  2448,  Lot  17),  Borough  of 
Brooklyn  (reopened  November  26,  1946;  previously  denied). 

186-38-S — 69-81  Clinton  avenue,  southeast  corner  of  Park 
avenue  (Block  1888,  Lots  39,  40,  41,  60  and  61),  Borough 
of  Brooklyn  (reopened  December  17,  1946). 

988-46-A — 1660-1664  Boone  avenue,  east  side,  115  ft. 
north  of  East  173rd  street  (front  building)  ;  (Block  3015, 
Lots  4,  1  and  45),  Borough  of  The  Bronx. 

1000-46-A — 134-136  Charles  street,  south  side,  131.1  ft. 
east  of  Washington  street  (Block  631,  Lot  13),  Borough  of 
Manhattan. 

1034-46-A — 437-447  88th  street,  north  side,  108  ft.  4  in. 
west  of  5th  avenue  (Block  6050,  Lot  45),  Borough  of 
Brooklyn. 

1081-46-A — 229  Pulaski  street,  north  side,  204  ft.  6  in. 
east  of  Throop  avenue  (Block  1773,  part  of  Lot  50),  Bor¬ 
ough  of  Brooklyn. 

13-47-A — 112-19  14th  road,  northeast  corner  of  113th 
street  (Block  4047,  Lot  16),  College  Point,  Borough  of 
Queens. 

23-47-A — 72-78  Underhill  avenue,  west  side,  56  ft.  south 
of  Bergen  street  (Block  1145,  Lot  43),  Borough  of  Brook¬ 
lyn. 

31_47_A— 20-22  Avenue  A  and  153  East  2nd  street,  south¬ 
east  corner  (5th  floor)  ;  (Block  397,  Lots  9  and  10),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  28,  1947,  10  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  28,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

246-44-BZ— Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  _ 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

61-32-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  J.  Murphy,  owner,  reopened 
July  23,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station;  premises  64-70  Neptune 
avenue,  and  2-10  Brighton  11th  street,  southwest  corner 
(Block  7516,  Lot  2371),  Borough  of  Brooklyn. 

528-46-A— 64-70  Neptune  avenue,  southwest  corner  of 

Brighton  11th  street  (Block  7516,  Lot  2371),  Borough  of 
Brooklyn  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street — Cass  place). 

616-46-BZ— Application,  August  6,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Samuel  Gardstein,  applicant,  on 
behalf  of  Milton  Greenfield,  owner,  to  permit  in  a  business 
use  district,  a  store  window  and  signs  within  intersecting 
street  in  residence  district  and  more  than  twenty-five  (25) 
feet  from  such  intersection;  premises  382  Waverly  avenue, 
west  side,  70  ft.  south  of  Greene  avenue,  and  128-130  Greene 
avenue,  south  side,  20  ft.  west  of  Waverly  avenue  (Block 
1961,  Lot  40  and  Block  1961,  Lots  37  and  38),  Borough  of 
Brooklyn. 

886-46-BZ— Application,  November  18,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Kitzler  and  Nurick, 
applicants,  on  behalf  of  Robert  Savino,  owner  (Leo  Bach 
and  Robert  Savino,  lessees),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  j-ears; 
premises  565  5th  avenue,  east  side,  81  ft.  5  in.  south  of  16th 
street  (Block  1048.  Lot  6),  Borough  of  Brooklyn. 

699-46-BZ— Application,  September  24,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  (gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  lubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Bbrough  of  Queens. 

320-46-A — 1604  DeKalb  avenue,  east  side,  142  ft.  1  in. 

south  of  Wyckoff  avenue  (Block  3248,  Lot  26),  Borough  of 
Brooklyn. 

244-28-BZ— Application  of  William  R.  Bayes,  applicant, 
on  behalf  of  Kings  Highway  Savings  Bank,  owner,  reopened 
December  10,  1946,  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  extension  of  present  building  (previously  granted  by  the 
Board)  using  more  than  the  area  permitted;  premises  1602- 
1606  Kings  Highway  and  1659-1671  East  16th  street,  south¬ 
east  corner  (Block  6779,  Lots  53  and  57),  Borough  of  Brook¬ 
lyn. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Octobe^  29, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  residence  and  business  district,  the  erection  and  mainte- 
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nance  of  a  gasoline  service  station,  auto  showroom  and 
parts  department;  premises  94-15  to  94-23  Northern  boule¬ 
vard,  32-45  to  32-61  Junction  boulevard,  northeast  corner  and 
32-44  to  32-60  95th  street,  northwest  corner  of  Northern 
boulevard  (Block  1424,  Lots  32  and  33),  Corona,  Borough 
of  Queens. 

605-46-BZ — Application,  August  26,  1946,  under  section 
7 f  of  the  zoning  resolution,  of  Morris  Rothstein  &  Son, 
applicants,  on  behalf  of  Joseph  D’Angelo,  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  motor  vehicle  repair  shop  and  Jubri- 
toriuin ;  premises  2630-2638  Coney  Island  avenue,  and  755- 
765  Crawford  avenue,  northwest  corner  (Block  7184,  Lots 
91  and  92),  Borough  of  Brooklyn. 

612-46-BZ — Application,  August  27,  1946,  under  section 
7 a  of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant, 
on  behalf  of  Mme.  Louise  Cleaners,  Dyers,  Inc.,  owner,  to 
permit  in  a  residence  use  district,  the  extension  of  the  exist¬ 
ing  business  portion  to  include  the  entire  first  floor ;  premises 
1376  and  1378  York  avenue,  south  side,  77  ft.  2  in.  east  of 
Hast  73rd  street  (Block  1485,  Lots  4  and  52),  Borough  of 
Manhattan 


851- 46-BZ — Application,  November  7,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Guarantee  Title  and  Mortgage  Co., 
owner,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  883  (877 
displayed)  Blake  avenue,  north  side,  25  ft.  west  of  Jerome 
street  (Block  4045,  Lot  46),  Borough  of  Brooklyn. 

852- 46-BZ — Application,  November  7,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  J.  Burke,  applicant, 
on  behalf  of  Peter  Tessler,  owner  (Fred  A.  Post,  lessee)! 
to  permit  in  a  business  use  district,  the  change  in  occupancy 
of  gasoline  service  station  and  stores  to  gasoline  service 
station,  stores  and  wet  wash  laundry,  for  a  term  of  five  (5) 
years;  premises  1601-1611  Mott  avenue,  and  1806-1818  Cor- 
naga  avenue,  northwest  corner  (Block  48,  Lot  34),  Far 
Rockaway,  Borough  of  Queens. 

953-46-BZ  Application,  December  5,  1946,  under  section 
/e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Joseph  B.  Cohen,  owner  (David  Satlin, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  476-480 
Howard  avenue,  west  side,  42  ft.  7-1/6  in.  south  of  Park- 
place  (Block  1466,  Lot  38),  Borough  of  Brooklyn. 

1021-46-BZ — Application,  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Wilro  Realty  Corp.,  owner  (Kwikwash 
Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  3rears;  premises  79-87 
Avenue  C  and  654  East  6th  street,  southwest  corner  (Block 
388,  Lot  35),  Borough  of  Manhattan. 

931-46-BZ — Application,  November  29,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Max  Rubin,  owner,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  of  five 
(-v  years;  premises  61-04  Myrtle  avenue,  south  side,  20  ft 
east  of  61st  street  (Block  3592,  Lot  3),  Glfendale,  Borough 
of  Queens. 


307-46-BZ  Application  of  Carl  E.  Troy,  applicant,  on 
behalf  of  General  Linen'  Supply  and  Laundry  Co.,  Inc, 
owner,  reopened  November  26,  1946,  under  sections  7c  and 
-1  of  the  zoning  resolution,  to  permit  in  a  local  retail  use, 
C  area  district,  the  alteration  and  extension  of  present  build¬ 
ing,  for  the  storage  and  shipping  of  laundry  and  linen  sup¬ 
plies,  using  more  than  the  area  permitted;  premises  857-867 
Myrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(Block  1747,  Lots  53-58,  inclusive),  Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  28,  1947,  2  P.  M. 

ROTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
imi  u  afternoon,  January  28,  1947,  at  2  o’clock  in  Room 
1U13,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

955-46-A— 87  Bowne  street,  southeast  corner  of  Imlay 
sheet  (2nd  floor)  ;  (Block  50 7,  part  of  Lot  1),  Borough  of 
Brooklyn. 

16-47-A — 985-989  Southern  boulevard,  west  side,  693  ft 
south  of  Westchester  avenue  (Block  2725,  Lot  73)  Bor¬ 
ough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  4,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
morning,  February  4,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  :  r 

303- 46-BZ— Application,  April  18,  1946,  under  section  7b  of 
the  zoning  resolution,  of  Walter  Eberhart,  applicant,  on 
behalf  of  Esther  Slater  Kerrigan,  owner  (Unicorn  Press, 
lessee),  to  permit  in  a  residence  and  restricted  retail  use 
•pistrict,  the  proposed  use  of  structure  for  commercial  pur¬ 
poses  from  residence  use ;  premises  53  East  77th  street,  north 
side,  69  ft  east  of  Madison  avenue  (Block  1392,  Lot  25), 
Borough  of  Manhattan. 

304- 46-A— 53  East  77th  street,  north  side,  69  ft.  east  of 
Madison  avenue  (Block  1392,  Lot  25),  Borough  of  Man¬ 
hattan. 


904-46-BZ— Application,  November  18,  1946,  under  section 
*  k  u  ir  resolution,  of  Joseph  B.  Lynch,  applicant, 

on  behalf  of  Haas  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  laundry  and  lubritofium  for  a  term  of 
y.0)  yea/5:  Premises  2018-20 32  Stillwell  avenue,  and 
86th  street,  northwest  corner  (Block  6860,  Lot 
28),  Borough  of  Brooklyn. 

95-35-BZ-~Application  of  Frank  V.  Laspia,  applicant,  on 
belialt  of  Stanley  Gorski,  owner,  reopened  January  7,  1947, 

for  consideration  as  to  extension  of  term  of  variance _ 

t  ppheation,  previously  granted  on  condition,  under  section 
/a  of  the  zoning  resolution,  for  a  temporary  term  of  years 
permitting  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  of  an  existing  building  (located  on  the  rear  of  the 

°V  !Vfblttm,g  miI1;  Premises  423  Barbey  street,  east 
side,  150  ft.  north  of  Belmont  avenue  (Block  4013,  Lot  3) 
Borough  of  Brooklyn. 


510-43-BZ— Application  of  Frank  V.  Laspia,  applicant,  on 
Denalt  of  John  Savmo,  owner,  reopened  January  7  1947 
for  consideration  as  to  extension  of  term  of  variance — Ap¬ 
plication,  previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution,  for  a  temporary  term  of  years 
permitting  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  3001-3011 
Edwards  place  northwest  corner  of  West  30th  street  (Block- 
7067,  Lot  29),  Borough  of  Brooklyn. 


833-46-BZ— Application,  October  31,  1946,  under  section 
7c  of  the  zonmg  resolution,  of  H.  I.  Feldman,  applicant,  on 
behalf  of  Muller-King-\\  eese  Studios,  owner,  to  permit  in 
a  lesidence  use  district,  the  change  of  occupancy  from 
garage  and  two  apartments  to  photographic  studio  and  two 
apartments;  premises  143  East  40th  street,  north  side  195 
ft.  east  of  Lexington  avenue  (Block  1295,  Lot  28),  Borough 
of  Manhattan. 


839-46-BZ— Application,  November  1,  1946,  under  sec¬ 
tions  7f  and  7i  of  the  zoning  resolution,  of  Elvira  Pizzo, 
applicant  and  owner,  to  permit  in  a  business  use  district,  a 
gasoline  selling  station,  motor  vehicle  repair  shop  and  sale 
of  used  cars ;  premises  90  Withers  street,  south  side  77  2  ft 
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west  of  Leonard  street  (Block  2742,  Lot  17),  Borough  of 
Brooklyn. 


864-46-BZ — Application,  November  13,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 
A.  Cornell,  owners,  to  permit  in  a  business  use  district,  t  le 
erection  and  maintenance  of  a  gasoline  service  station,  lubn- 
torium  laundry  and  office ;  premises  233-12  to  233-20  Linden 
boulevard  and  117-02  to  117-10  234th  street,  southeast  corner 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
of  Queens. 


680-44-BZ— Application,  November  28,  1944  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  James  McKillop,  appli¬ 
cant,  on  behalf  of  John  Rago,  owner,  to  permit  in  a  business 
u^e  district,  the  storage  of  waste  paper ;  premises  112  ivings- 
land  avenue,  east  side,  25  ft.  6/2  in.  north  of  Division  place 
(Block  2840,  Lot  2),  Borough  of  Brooklyn. 


276-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Thomas  C.  -and  Louis  Iervolino,  owners, 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  public  garage  to  a  gasoline  service 
station  lubritorium,  auto  laundry  and  office ;  premises  o 
Rapelve  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 


772-41-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Murray  and  Fay  Bloom,  Joe  and  \  ictoria 
Filosa,  William  and  Emeline  Jones  and  Jennie  Mateyko, 
owners,  reopened  December  11,  1945,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  and  local  retail 
use  district,  the  extension  of  an  existing  wet  wash  laundry 
into  a  residence  use  district ;  premises  42/  Ralph  avenue  and 
1803-1823  Bergen  street,  northeast  corner  (Block  144b,  Lots 
1  64  65,  06,  67  and  68),  Borough  of  Brooklyn. 


702-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tions  7a  and  7c  of  the  zoning  resolution,  ot  Mac  L.  Reiser, 
applicant,  on  behalf  of  Anita  Oddo,  owner,  to  permit  in  a 
residence  use  district,  the  conversion  of  existing  one  story 
private  garage  to  kitchen  and  toilet  rooms,  accessory  to  ex- 
Kg  rJKaufant  and  cabaret;  premises  454  Crescent  street, 
and  1063-1071  Glenmore  avenue,  northwest  corner  (Block 
4197,  Lot  24),  Borough  of  Brooklyn. 


1057-46- A— North  side  of  Union  turnpike,  from  249th 
street  to  Commonwealth  boulevard  (Blocks  8490  to  8499, 
inclusive.  Lots  None),  Bellerose,  Borough  of  Queens  (Under 
sections  35  and  36  of  the  General  City  Law  to  permit  the 
erection  of  buildings  in  the  bed  of  mapped  streets— Elkmont 
avenue,  Shiloh  avenue,  78th  avenue,  79th  avenue,  -46th,  247th 
and  248th  streets— and  not  fronting  on  mapped  streets). 


809-46-BZ — Application,  October  16,  1946,  under  section 
7c  of  the  zoning  resolution,  of  H.  I.  Feldman,  applicant,  on 
behalf  of  Lew  Mauser,  owner,  to  permit  in  a  residence  use 
district,  the  change  in  use  from  a  power  house  to  an  office 
building;  premises  123  East  83rd  street  north  side,  115  f  • 
9J4  in.  west  of  Lexington  avenue  (Block  lal2,  Lot  1-7, 
Borough  of  Manhattan. 


703-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Mac  L.  Reiser,  applicant 
on  behalf  of  Jacob  and  Edward  Friedland,  owners,  to  permit 
in  a  business  use.  C  area  district,  the  extension  of  present 
building  on  first  floor,  using  more  than  the  ^rea  permitted , 
premises  2119  Nostrand  avenue,  east  side,  60  ft.  south  ot 
Gle'nwood  road  (Block  7558.  Lot  54).  Borough  of  Brooklyn. 


980-46-A — 2638  Park  avenue,  east  side,  75  ft.  north  ot 
East  140th  street  (1st  floor);  (Block  2340,  Lot  108),  Bor- 
;ough  of  The  Bronx. 

978-46-SA — Honeywood  Gun  Type  Pressure  Atomizing 
Burner. 


1035-46-BZ — Application,  December  16,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Theron  R.  Galloway, 
applicant,  on  behalf  of  Consolidated  Edison  Co.  of  New 
York  Inc.,  owner,  to  permit  in  an  unrestricted  use,  A  area 
and  class  2  height  district,  the  addition  to  existing  building 
increasing  the  height  of  the  building  in  excess  of  that  per¬ 
mitted  •  premises  666-680  1st  avenue,  east  side,  from  East 
38th  to  East  39th  streets,  401-427  East  38th  street  and  400- 
428  East  39th  street  (Block  970,  Lot  1),  Borough  of  Man¬ 
hattan. 


1036-46- A— 666-680  1st  avenue,  east  side,  from  East  38th 
to  East  39th  streets,  401-427  East  38th  street  and  400-428 
East  39th  street  (Block  970,  Lot  1),  Borough  of  Manhattan. 


HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  4,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  4,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


857-46-A — 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24th 

streets  (Block  650,  Lot  67),  Gowanus  Canal,  Borough  of 
Brooklyn. 

226-46- A— 700-708  Lydig  avenue  and  2114-2132  White 
Plains  road,  southeast  corner  (2nd  floor)  ;  (Block  42b/, 
Lots  24  and  31),  Borough  of  The  Bronx. 


HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  11,  1947,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  11,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 


ter  : 


883-46-A — 96  Bowery,  west  side,  74  ft.  8  in.  north  of  Hester 
street  (5th  floor)  ;  (Block  239,  Lot  35),  Borough  of  Man- 

hattan'  HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  18,  1947,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  18,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


1058-46-BZ— Application,  December  27,  1946,  under  sec¬ 
tion  21 -C  of  the  zoning  resolution,  of  Permanent  Land  Corp., 
applicant  and  owner,  to  permit  in  D  and  E  area  residence 
and  business  use  districts,-  the  erection  and  maintenance  of 
residence  buildings  without  required  yards  and  the  erection 
of  a  business  building  (stores)  extending  into  a  residence 

use  district;  premises  North  side  of  Union  I^XkR490°to 
249th  street  to  Commonwealth  boulevard  (Blocks  8490  to 
8499,  inclusive,  Lots  None),  Bellerose,  Borough  of  Queens. 


237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  streei, 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th.  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

943-46-A — 706  West  181st  street,  and  4251-4259  Broad¬ 
way,  southwest  corner  (Block  2176,  Lot  133),  Borough  of 

Manhattan.  HARRIS  H.  MURDOCK,  Chairman. 
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FEBRUARY  18,  1947,  2  P.  M. 

NOTICE  IS  HEREB\  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  18,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

893-46-A — 50  Church  street,  west  side,  block  bounded  by 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
1);  (Hudson 'Terminal,  Building  B),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  8,  1947,  10  A.  M. 

N  01  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  8,  1947,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 
127-38-BZ  Application  of  James  Russell  Ashley,  appli¬ 
cant,  on  behalf  of  Elmtree  Realty  Company,  owner,  reopened 
January  7,  1947,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  for  a  temporary  term  of 
years,  permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
195-201  West  237th  street,  northeast  corner  of  Broadway 
(Block  3270,  Lot  40),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  14,  1947. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
or.  Tuesday  morning  and  Tuesday  afternoon,  January  7, 
1947,  were  approved  as  printed  in  Bulletin  1,  Volume  32. 


AC  I  ION  OF  BOARD — Laid  over  to  February  4,  1947  at 
10  A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


84-34-BZ 


ZONING  APPLICATIONS 


APPLICANT — Adolph  Goldberg,  for  The  Lincoln  Savings 
Bank  of  New  York,  owner. 

SUBJECT — Application  reopened  December  3,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  extension  of  existing  commercial  building 
(Bank)  ;  (previously  granted  by  the  Board)  using 
more  than  the  permitted  area,  and  without  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 7419-7427  5th  avenue,  and  501- 
509  Bay  Ridge  parkway  (Block  5931,  Lots  1,  3  and 
4),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Adolph  Goldberg. 

For  Opposition :  Edward  S.  Holian. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  21,  1947  at 
10  A.  M.  for  further  consideration ;  applicant  to 
file  additional  photographs  and  revised  plans. 


699-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Parkway  Super 
Service  Station,  owner. 

SUBJECT-  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
extension  of  present  gasoline  service  station  and 
the  erection  of  an  automobile  showroom,  auto  re¬ 
pair  shop,  lubritorium,  auto  laundry  and  office. 

PREMISES  AFFECTED — 224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast 
corner  and  224-02  to  224-10  143rd  avenue  (Block 
13088,  Lots  44,  52  and  55),  Springfield,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks, 
Alfred  Hurot  and  F.  Potinelli. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  28,  1947  at 
10  A.  M.  for  further  consideration,  applicant  to 
submit  revised  plans. 


303-46-BZ 

APPLICANT — Walter  Eberhart,  for  Esther  Slater  Ker¬ 
rigan,  owner  (Unicorn  Press,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  a  residence  and  restricted  retail  use 
district,  the  proposed  use  of  structure  for  commer¬ 
cial  purposes  from  residence  use. 

PREMISES  AFFECTED— 53  East  77th  street,  north  side, 
69  ft.  east  of  Madison  avenue  (Block  1392,  Lot 
25),  Borough  of  Manhattan. 

APPEARANCES— 

For-  Applicant :  Marcus  Miller  and  Walter  Eber¬ 
hart. 

For  Opposition :  Mrs.  Sydney  and  Leslie  Dawson. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


904-46-BZ 

APPLICANT — Joseph  B.  Lynch,  for  Haas  Realty  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto 
laundry  and  lubritorium  for  a  term  of  ten  (10) 
years. 

PREMISES  AFFECTED — 2018-2032  Stillwell  avenue,  and 
2551-2561  86th  street,  northwest  corner  (Block 
6860,  Lot  28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  hearing  February 
4,  1947  at  10  A.  M. ;  new  notices  to  be  sent  to 
affected  owners,  in  accordance  with  Board’s  rules. 


211-23-BZ 

APPLICANT — Siegel  and  Green,  for  Charles,  Adolph  and 
Irwin  Schnunnacher,  owners. 
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SUBJECT— Application  reopened  October  29,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy 
from  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to  stor¬ 
age,  offices  and  loading  space. 

PREMISES  AFFECTED — 610-616  West  153rd  street, 
south  side,  150  ft.  west  of  Broadway  (Block  209y, 
Lot  40),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition :  J.  T.  McGowan,  C.  Giacosnen, 

P.  Gaynor,  A.  Goodman,  Meyer  Chiberner  and 
Sarah  Shapiro.  ,  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  . ;  •  . u 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (211-23-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit  in  a  residence  district,  also  in  a  ‘  B  area  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and  also  the  omission  of 
rear  yard  required  by  the  zoning  resolution,  affecting  prem¬ 
ises  610-616  West  153rd  street,  south  side,  150  ft.  west  of 
Broadway  (Block  2099,  Lot  40),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  May  22,  1923 ;  and 

Whereas,  the  resolution  was  modified  on  June  28,  1)27; 

and  .  .. 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the  change 
in  occupancy  from  a  garage  for  more  than  five  (5)  motor 
vehicles  to  storage,  offices  and  loading  space ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
October  29,  1946,  subject  to  usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  14,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  153rd  street  is  in -a  residence 
and  business  use,  B  area  and  class  U4  height  district ;  Broad¬ 
way  is  in  a  business  use,  B  area  and  class  1J4  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  3,  1*946  on  Alt.  Applic.  2001-46  reads: 

“1.  Change  of  use  from  a  garage  for  more  than  5 
cars  to  a  storage,  office  and  loading  space  in  a  residence 
district  is  contrary  to  Art.  II,  Sect.  3,  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  100  ft.  frontage  by  99  ft.  11  in.  in  depth,  on  which  is 
located  a  building,  100  ft.  by  89  ft.  11  in.  in  depth,  2  stories 
and  basement,  34  ft.  in  height,  of  class  1  construction;  that 
it  is  proposed  to  raise  the  floor  over  present  loading  space 
and  construct  new  loading  spaces  at  east  and  west  lot  line  at 
present  entrance ;  remove  ramp  to  2nd  floor,  and  install  new 
fire  escape ;  and 

Whereas,  the  applicant  contends  that  it  is  now  proposed 
to  change  the  garage  occupancy  of  this  building  to  an  office 
and  storage  building  to  be  occupied  by  a  wholesale  liquor 
dealer  throughout  for  their  own  purposes;  that  the  discon¬ 
tinuance  of  the  garage  occupancy  would  be  a  benefit  to  the 
general  neighborhood  and  substituting  the  more  desirable 
occupancy  of  a  wholesale  liquor  dealer  would  not  adversely 
affect  anyone;  that  the  proposed  occupancy  would  eliminate 
the  automobile  traffic  during  the  day  and  night  and  it  will 
only  be  conducted  during  regular  business  hours ;  that  the 
proj)Osed  occupancy  will  improve  the  building  by  the  pro¬ 
posed  alterations  so  that  its  appearance  would  enhance  the 


character  of  the  street  rather  than  the  unsightly  existing 
garage;  that  all  shipping  and  receiving  of  merchandise  will 
be  done  on  the  inside  of  the  building  in  the  proposed  loading 
spaces  and  the  building  is  ideally  suited  for  the  conduct  ot 
the  proposed  business  and  the  character  of  the  business  is 
such  that  it  does  not  employ  any  machinery,  cause  any  odors 
or  noise  or  in  any  other  manner  may  it  be  deemed  objection¬ 
able  to  the  neighborhood ;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
insi>ected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  2001-46  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


575-32-BZ 

APPLICANT— Charles  M.  Spindler,  for  Mary  Cavallaro  i 
and  Harriet  Sweeney,  owners.  _  I 

SUBJECT — Application  reopened  December  3,  1946 — Appli-  J 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  and  I 
extension  of  existing  gasoline  service  station  (pre-  j 
viously  granted  by  the  Board). 

PREMISES  AFFECTED— 242-02  to  242-12  Merrick  boule¬ 
vard,  and  133-41  to  133-45  242nd  street,  southeast 
corner  (Block  13206  (3645),  Lots  17  and  19),  Rose- 
dale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition  :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 

THE  RESOLUTION  (575-32-BZ) 

Whereas,  this  application  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station  for  a  temporary  period,  affecting  premises  southeast 
corner  of  Merrick  road  and  242nd  street  (Block  3645,  Lot 
19),  Rosedale,  Borough  of  Queens,  was  granted  by  the 
Board  on  February  28,  1933  on  certain  conditions,  resolu¬ 
tion  amended  on  February  15,  1938 ;  and 
Whereas,  the  term  of  the  variance  was  extended  on 
March  16,  1943 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  3,  1946,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  14,  1947,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Merrick  boulevard  is  in  a  business  use 
D  area  and  class  1  height  district;  242nd  street  is  in  resi¬ 
dence  and  business  use,  D  area  and  class  1  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  4,  1946  on  N.  B.  Applic.  2029-45  reads : 

“1.  Bldg,  as  shown  is  contrary  to  Resolution  of  Bd. 
Stds.  &  Appeals  under  Cal.  575-32-BZ  and  reconstruc¬ 
tion  of  a  gasoline  service  station  in  a  business  district 
is  contrary  to  Art.  2,  Section  4,  subd.  46  of  Zone  Reso¬ 
lution. 

2.  Curb  cuts  are  greater  than  those  permitted  under 
resolution. 

3.  Concrete  curb  not  shown  provided  on  242nd  street 
instead  of  curb  cut  as  shown. 
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4.  Projecting  signs  extending  more  than  18"  beyond 
Bldg,  line  are  contrary  to  Art.  2  Section  4,  subd.  49  of 
Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  122.51  ft.  frontage  by  129  ft.  in  depth  (irregular) 
on  which  it  is  proposed  to  reconstruct  and  erect  a  building 
by  adding  to  the  plot,  lot  17  (south  of  lot  19)  ;  that  the 
new  building  will  be  45  ft.  4  in.  front  by  28  ft.  4  in.  in 
depth,  1  story,  14  ft.  in  height,  of  class  3  construction ;  and 
Whereas,  the  applicant  contends  that  this  is  an  applica¬ 
tion  to  permit  the  reconstruction  and  extension  in  area  of 
an  existing  gasoline  service  station ;  that  permission  to  erect 
the  service  station  was  granted  by  the  Board  in  1933  under 
Cal.  575-32-BZ;  that  the  present  permit  covers  only  lot  19, 
the  corner  lot,  which  has  a  frontage  of  only  18  ft.  on 
242nd  street;  that  it  is  now  proposed  to  increase  the  area 
of  the  station  by  adding  thereto  a  40  ft.  by  100  ft.  lot  (lot 
17)  to  the  south  of  lot  19;  that  this  increase  in  area  will 
permit  the  reconstruction  of  the  service  station  and  the 
erection  of  a  modern  building  set  sufficiently  back  from  the 
building  line  to  permit  ample  driveway  space  thus  assuring 
all  serving  of  gasoline  well  within  the  property  lines;  that 
the  existing  building  has  just  recently  been  demolished  and 
it  is  proposed  to  replace  it  with  a  modern  masonry  building 
with  a  face  brick  facade;  that  the  pumps  will  be  set  back 
from  the  building  line  and  2  post  standards  will  be  erected- 
projecting  not  more  than  5  ft.  beyond  the  building  line; 
that  the  entrance  on  242nd  street  will  be  confined  to  within 
25  ft.  from  the  corner  and  the  plot  will  be  paved,  planting 
will  be  maintained  and  fences  will  be  erected  on  the  interior 
lot  lines;  and  it  is  requested  that  a  permit  be  granted  for 
a  ten  year  term. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  28,  1933,  as 
amended  by  resolutions  adopted  February  15,  1938  and 
March  16,  1943,  so  that  as  amended  the  resolution  shall  read: 
“*  *  *  granted  under  section  7f  for  a  term  of  ten 
(10)  years,  to  permit  the  premises,  which  includes  lots 
17  and  19,  to  be  occupied  as  proposed  and  as  indicated 
on  revised  plans  filed  with  this  application,  marked 
‘Received  March  4,  1946’  (1  sheet)  and  ‘April  18,  1946’ 
(2  sheets),  on  condition  that  all  existing  buildings  con¬ 
structed  in  accordance  with  the  variance  granted  by  the 
Board  under  this  calendar  number  in  1933  shall  be  re¬ 
moved  and  the  plot  shall  be  leveled  substantially  to 
the  grade  of  Merrick  boulevard;  that  the  accessory 
building  shall  be  located  substantially  as  indicated  on 
aforementioned  plans  and  shall  be  of  the  design  with 
a  gable  roof,  plans  for  which  shall  be  submitted  to  the 
Board  for  -  further  consideration ;  that  the  accessory 
building  shall  otherwise  comply  with  the  requirements 
of  the  Building  Code  therefor  and  shall  be  arranged  as 
proposed  for  washing,  lubrication,  office  and  sales ;  that 
any  boilerroom  installed  shall  be  separated  from  the 
balance  of  the  building  by  fireproof  construction  and 
enterable  only  from  the  exterior;  that  planting  shall 
be  maintained  along  the  interior  lot  lines  and  to  the 
rear  of  the  accessory  building  as  indicated  on  such 
plans;  that  such  planting  areas  shall  be  protected  with 
concrete  curbs  not  less  than  6  inches  in  width  and  6  inches 
in  height  on  suitable  foundations ;  that  on  the  interior  lot 
lines  and  along  the  line  of  242nd  street  to  the  proposed 
opening,  there  shall  be  erected  a  fence  not  less  than  5  feet 
in  total  height  on  a  masonry  foundation  not  less  than  2 
teet  in  height,  above  which  the  fence  shall  have  masonry 
piers  and  wood  picket  sections;  that  such  fence  shall 
be  kept  well  painted;  that  all  pumps  erected  shall  be 
located  not  nearer  than  15  feet  to  the  street  building 
line  of  Merrick  boulevard  and  shall  be  of  the  parkway 
type  with  masonry  pedestals  of  brick  similar  to  that 
used  in  accessory  building;  that  where  not  occupied 
by  accessory  buildings,  pumps  and  planting,  the  premi¬ 
ses  shall  be  paved  with  concrete  with  dark  coloring  or 
approved  bituminous  type  of  impervious  paving;  that 
curb  cuts  shall  be  restricted  to  two  to  Merrick  boule¬ 
vard,  each  not  over  thirty  feet  in  width  and  one  from 
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242nd  street  not  over  twenty  feet  in  depth ;  that  there 
shall  be  constructed  at  the  intersection  of  Merrick 
boulevard  and  242nd  street  a  section  of  concrete  not 
less  than  12  inches  in  height,  which  may  be  semi¬ 
circular  or  segmental  in  shape  and  extending  along  the 
street  building  lines  not  less  than  5  feet  from  the  inter¬ 
section  ,  that  signs  shall  be  restricted  to  permanent  sign 
attached  to  the  facade  of  the  accessory  building  and  the 
illuminated  globes  of  the  pumps,  excluding  all  other 
signs,  roof  and  temporary  signs,  but  permitting  the 
construction  within  the  building  line  at  the  intersection 
ot  one  post  standard,  which  may  be  illuminated,  ad¬ 
vertising  only  the  brand  of  gasoline  on  sale  and  which 
may  extend  beyond  the  building  line  for  a  distance  of 
io9r  jf't  >  that  sidewalks  shall  be  reconstructed  as  re- 
qmred  by  the  borough  president  and  curbs  restored  to 
the  lull  frontage  on  both  streets  of  the  property;  that 
such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  revised 
p^ans  herein  required  shall  be  filed  with  this  Board 
within  thirty  days  of  the  date  of  this  resolution;  that 
after  approval  of  such  plans,  all  permits  required  shall 
be  obtained  and  all  work  completed  within  one  vear 
thereafter. 


17-37-BZ 

APPLICANT — Earl  I.  Gallant,  for  Bank  of  New  York 

(3,42  ^est  41st  Street  Garage,  Inc.,  lessee)! 
•^LirSJEL  1  Application  reopened  December  17,  1946-Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  retail  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
granted :  term  expired  by  limitation). 

PREMISES  AFFECTED — 322-324  West  41st  street,  south 
side,  300  ft.  west  of  8th  avenue  (Block  1031,  Lot 
45),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Earl  I.  Gallant  and  Sander  Katz. 
For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTIONOF  BOARD — Term  of  variance  extended. 
THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  q 


THE  RESOLUTION  (17-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution  to  permit  in  a  retail  use  district  the  parking  of 
more  than  five  (5)  motor  vehicles  for  a  period  of  not  more 
than  two  (2)  years,  premises  322-324  West  41st  street  south 
side,  300  ft.  west  of  8th  avenue  (Block  No.  1031,  Lot  No. 
45),  Borough  of  Manhattan,  was  granted  by  the  Board 
April  13,  1937  on  certain  conditions,  the  term  of  the  variance 
extended  April  18,  1939  and  June  10,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance,  which  had  expired  by  time  limi¬ 
tation  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  17,  1946;  and 


WHEREAS,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  14,  1947,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  November  12,  1946  on  Alt.  Applic.  1712-46  reads: 

“1.  C.O.  27857  (?)  was  issued  under  action  of  Cal. 
17-37-BZ  by  Board  of  S.  &  A.  to  be  effective  for  2 
years  from  6/10/41.  This  use  had  expired. 

2.  Parking  and  storage  of  more  than  5  motor  vehi¬ 
cles  in  a  retail  district  is  contrary  to  Art.  IT,  Sec  4(a) 
B.Z.R.” 


Resolved,  that  the  Board  of  Standards  and  Appeals -does 
hereby  amend  the  resolution  of  April  13,  1937  only  in  so 
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far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read  . 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  ccnd.Hon 
*  *  *  and  that  other  than  as  herein  amended  the 
provisions  of  the  resolution  of  April  13,  1937  sha  be 
complied  with;  that  a  certificate  of  occupancy  shall  be 

obtained.” 


269-37-BZ  . 

APPLICANT— O.  J.  and  W.  J.  Kalt,  for  Max  Wulmaier 
and  Auguste  Widmaier,  owners. 

ctjbtECT — Application  reopened  December  17,  U4o,  tor 
consideration  as  to  extension  of  variance— Applica¬ 
tion  (decision  of  the  borough  superintendent), 
previously  granted  on  condition,  under  section  21 
of  the  zoning  resolution,  for  a  term  of  five  (3) 
years,  permitting  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  budding  to 
a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1325  Webster  avenue  west  side 
197  ft.  north  of  East  169th  street  (Block  2887,  Lots 
177  and  178),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  W.  J.  Kalt. 

For  Opposition:  None.  ^ 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Term  of  variance  extended 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioners 
,  Savage  and  Blum  and  Deputy  Chief  Gurnee. .  4 

Negative :  . 


parking  and  storage  of  more  than  five  motor 

PREMISE^  AFFECTED-55  West  169th  street  and  1294- 
1302  Boscobel  avenue,  northeast  corner  (Block  28/1, 
Lots  61  and  65),  Borough  of  The  Bronx. 

APPEARANCES—  „  , 

For  Applicant :  Benny  Brandfondrener. 

For  Opposition:  None.  ^ 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Term  of  variance  extended 
THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee. .  4 
Negative :  . 


THE  RESOLUTION  (269-37-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution  to  permit  in  a  business  use  district  the  conver¬ 
sion  of  occupancy  of  an  existing  building  to  a  motor  vehicle 
repair  shop;  premises:  1325  Webster  avenue,  west  side,  1 
ft  north  of  East  169th  street  (Block  No.  2887,  Lot  Nos. 
177  and  178),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  October  19,  1937,  on  certain  conditions  ;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance,  which  had  expired  by  time  limitation , 

^Whereas,  this  case  was  reopened  by  vote  of  the  Board 

on  December  17,  1946;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  14,  1947,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  19,  1937  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7i  to  permit  the  premises  to 
be  occupied  as  a  motor  vehicle  repair  shop  restricted 
to  light  motor  vehicle  repairing,  on  condition 
and  that  other  than  as  herein  amended  the  provisions 
of  the  resolution  of  October  19,  1937  shall  be  complied 
with;  that  a  new  certificate  of  occupancy  shall  be  ob¬ 
tained.” 


THE  RESOLUTION  (216-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  partly  in  an  unrestricted  use  district 
and  partly  in  a  business  use  district,  for  a  temporary  perio 
of  not  more  than  two  (2)  years  the  parking  and  storage  o 
more  than  five  (5)  motor  vehicles;  premises  55  West  169th 
street  and  1294-1302  Boscobel  avenue  northeast  corner 
(Block  No.  2871,  Lot  Nos.  61  and  65),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  October  21,  1  41  o 

certain  conditions;  and  in 

Whereas,  the  resolution  was  amended  on  November  1U, 

1942 ;  and  .  .  f 

Whereas,  the  applicant  requested  an  extension  ot  the 

term  of  the  variance,  which  had  expired  by  time  limitation; 

aUWHEREAS,  this  case  was  reopened  hy  vote  of  the  Board 
on  November  19,  1946;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  and  laid  over  to  December  1/,  1946, 
waiving  all  requirements  except  a  new  decision  from  the 
borough  superintendent  as  to  use,  and  to  permit  two  publi¬ 
cations  in  the  Bulletin,  and  again  laid  over  to  January  14, 
1947,  for  new  decision  from  the  borough  superintendent; 

ai\vHEREAS,  the  decision  of  the  borough  superintendent, 
dated  January  10,  1947,  re  Corres  No.  3600,  reads : 

“Your  application  for  a  C  ertificate  of  Occupancy  for  I 
the  parking  and  storage  of  more  than  five  (5)  motor  I 
vehicles  at  the  above-mentioned  premises  is  hereby 
denied,  as  said  premises  is  located  partly  in  a  business 
and  unrestricted  use  district,  where  such  use  is  pro-« 
hibited  by  Article  2,  Section  4  of  the  Zoning  Reso-« 

“Also  time  granted  by  the  Board  of  Standards  and 
Appeals’ under  Calendar'  #216-41  -BZ,  has  expired. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does, 
herebv  amend  the  resolution  of  October  21,  1941  as  amended J 
November  10,  1942  only  in  so  far  as  it  has  reference  to  the  ; 
term  of  the  variance  so  that  as  amended  this  portion  ot  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,,  to  perj 
mit  the  premises  to  be  occupied  for  the  parking  and  . 
storage  of  more  than  five  (5)  motor  vehicles  on  condi¬ 
tion  *  *  *  and  that  other  than  as  herein  amended 

the  provisions  of  the  resolution  of  October  21,  1941  as 
amended  November  10,  1942  shall  be  complied  with; 
that  a  certificate  of  occupancy  shall  be  obtained.” 


216-41-BZ 

APPLICANT— Benny  Brandfondrener,  lessee,  Lawyers 
Trust  Company,  as  trustee  u/w  of  W.  J.  M.  Dono¬ 


van,  owner. 

SUBJECT— Application  reopened  November  19,  1940,  for 
consideration  as  to  extension  of  term  of  variance— 
Application  (decision  of  the  borough  superintend¬ 
ent),  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution  for  a  temporary  term 
of  years,  permitting  partly  in  an  unrestricted  use 
district  and  partly  in  a  business  use  district,  the 


453-46-BZ  _ 

APPLICANT — Kitzler  and  Nurick,  for  Samuel  Birnbaum, 


owner. 

SUBTECT — Application  (decision  of  the  borough  superin- 
‘  tendent)  under  section  21  of  .the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  erection  of  a  building  accessory  to  an  existing 
gasoline  service  station,  and  to  be  used  as  an  auto¬ 
mobile  laundry. 
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PREMISES  AFFECTED — 3437-3445  Ft.  Hamilton  park¬ 
way  and  2-12  Chester  avenue,  southeast  corner 
(Block  5302,  Lot  48),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  Kitzler  and  Abraham  Birn- 
haum. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (453-46-BZ) 

Whereas,  Kitzler  and  Nurick,  for  Samuel  Birnbaum, 
owner,  filed  June  20,  1946,  an  application  under  section  21 
of  the  zoning  resolution,  to  permit  in  residence  and  business 
use  districts,  the  erection  of  a  building,  accessory  to  an 
existing  gasoline  service  station,  and  to  be  used  as  an  auto¬ 
mobile  laundry ;  premises :  3437  to  3445  Fort  Hamilton  Park¬ 
way  and  2-12  Chester  avenue,  southeast  corner  (Block  5302, 
Lot  48),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  26,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and  laid  over  to  December  10,  1946,  then  to 
January  14,  1947,  for  further  consideration ;  and 
W  hereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Fort  Hamilton  Parkway  is  in  residence 
and  business  use,  C  area  and  Class  1  height  districts ;  Ches¬ 
ter  avenue  is  in  residence  and  business  use,  C  area  and  Class 
1  height  districts;  and 

V  hereas,  the  decision  of  the  borough  superintendent, 
dated  June  17,  1946,  re  N.B.  Applic.  1127-46,  reads: 

“1-  Auto  repair  shop  and  gas  station  in  a  Business 
&  Residential  zone  is  contrary  to  Art.  II,  Sects.  3  &  4 
of  Zone  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  102  ft.  in  depth  on  which  is 
located  a  one-story  brick  office  15  ft.  by  21.5  ft.,  which  is 
to  be  demolished;  that  it  is  proposed  to  erect  a  building  30 
It.  front  by  102  ft.  in  depth,  one  story,  13  ft.,  6  in.  in  height, 
ot  Class  3  construction,  enclosing  the  present  lifts  and  pits 
and  to  provide  an  automobile  laundry ;  and 

Whereas,  the  applicant  contends  that  to  substantiate  his 
appeal  under  section  21,  severe  difficulties  are  encountered 
throughout  the  winter  months  due  to  the  cold  and  inclement 
weather ;  that  a  good  deal  of  business  is  lost  because  car 
owners  hesitate  to  leave  their  cars  for  service  in  the  open 
air  during  the  winter ;  that  additional  revenue  is  lost  be¬ 
cause  of  rains  during  summer  months;  that  with  the  erec¬ 
tion  of  the  proposed  building,  the  servicing  of  cars  will  be 
!  done  with  required  protection  from  inclement  weather ;  that 
the  building  will  also  provide  protection  for  the  health  of 
'  the  employees  when  the  weather  is  such  that  they  cannot 
vvork  in  the  open  air ;  that  the  loss  in  the  volume  of  business 
'  throughout  the  year  results  in  an  appreciable  reduction  of 
'  gross  income;  that  operating  expenses  and  taxes  are  more 
or  less  fixed,  so  that  this  reduction  is  keenly  felt;  that  in 
order  to  meet  all  expenses,  pay  salaries  and  derive  a  normal 
income  on  investment,  it  is  necessary  that  some  of  this  lost 
business  be  saved ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub-' 
division  c,  of  the  zoning  resolution,  and  that  the  applicant 
had  substantiated  a  basis  of  appeal  under  section  21  of  the 
zoning  resolution  and  was,  therefore,  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship 
as  to  area. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 


district  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  sections  7c 
and  21  thereof,  to  permit  the  existing  gasoline  service  station 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district  to  be  re-constructed  and  re-arranged  substan¬ 
tially  as  indicated  on  revised  plans  filed  with  this  applica¬ 
tion  marked  “Received  January  6,  1947”,  two  sheets,  and 
plot  diagram,  one  sheet,  marked  “Received  June  20,  1946” 
on  condition  that  all  structures  and  gasoline  pumps  shall 
be’  removed;  that  the  plot  shall  be  leveled  substantially  to 
the  grade  of  surrounding  streets  and  the  station  re-arranged 
and  re-constructed  as  indicated  on  such  revised  plans ;  that 
the  accessory  building  shall  comply  with  the  requirements 
of  the  building  code  and  shall  be  of  the  design  as  indicated 
on  such  plans ;  that  the  balance  of  the  premises  where  not 
occupied  by  the  accessory  building  and  pumps  shall  be 
cement  paved  or  paved  with  colprovia  or  other  suitable 
impervious  material ;  that  curb  cuts  shall  be  restricted  to 
two  curb  cuts  on  Fort  Hamilton  parkway,  each  not  over 
30  ft.  in  width  and  to  one  curb  cut  on  Chester  avenue 
of  similar  width ;  that  no  curb  cut  shall  be  nearer  than 
5  ft.  to  the  lot  lines  as  extended;  that  at  the  intersection 
within  the  building  line  there  shall  be  constructed  a  block  of 
concrete  which  may  be  segmental  in  shape  extending  for 
a  distance  of  not  less  than  5  ft.  along  either  building  line; 
that  pumps  shall  be  erected  not  nearer  than  15  ft.  to  Ft. 
Hamilton  parkway;  that  along  the  southerly  lot  line  there 
shall  be  erected  a  substantial  woven  wrought  iron  fence  on 
a  concrete  foundation  on  the  lot  line  with  a  suitable  gate 
of  wrought  iron  construction  at  the  building  line;  that 
a  similar  fence  on  a  concrete  curb  shall  be  constructed 
along  the  building  line  of  Chester  avenue  from  the  pro¬ 
posed  accessory  building  to  a  point  approximately  35  ft. 
from  the  Fort  Hamilton  building  line;  that  the  accessory 
building  shall  be  designed  and  arranged  as  proposed  for 
auto  laundry,  office  and  greasing  lifts;  that  if  pits  are 
constructed  the  greasing  lift  section  shall  be  ventilated 
with  an  electrically  driven  ventilating  fan  to  e^iaust  the 
air  from  the  pits  and  exhausting  above  the  roof ;  that 
the  heater  room  shall  be  separated  from  the  balance  of 
the  building  and  entered  only  from  the  exterior  and  sep¬ 
arated  from  the  balance  of  the  building  by  fireproof  con¬ 
st:  uction ;  that  the  pumps  shall  be  of  the  parkway  type 
with  masonry  pedestals  conforming  to  the  face  brick  to 
be  used  in  the  accessory  building;  that  no  signs  shall 
be  erected  on  the  premises  except  a  permanent  sign  attached 
to  the  facade  of  the  accessory  building  and  the  illuminated 
globes  of  the  pumps  excluding  all  wall  signs  and  roof 
signs  and  temporary  signs;  that  no  portable  gasoline  tanks 
shall  be  used  on  or  in  front  of  the  premises;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  no  windows  or  other 
openings  shall  be  in  the  walls  of  the  accessory  buildings  to 
the  south,  west  or  east  except  door  to  heater  room ;  that 
along  the  lot  line  to  the  west  against  the  wall  of  the 
building  on  the  adjoining  premises  there  shall  be  a  brick 
wall  or  veneered  brick  wall  not  less  than  6  ft.  in  height 
matching  the  face  brick  of  the  accessory  building  and 
properly  coped ;  that  no  motor  vehicle  repairing  shall  be 
carried  on  and  no  parking  or  storage  of  motor  vehicles 
other  than  those  being  serviced;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


461-46-BZ 

APPLICANT— Alden  B.  MacNeil,  for  E.  J.  Reed  Co., 
owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  existing  building  and  the  conversion  of  private 
garage  to  boiler  room  in  connection  with  factory 
used  as  dry  cleaning  plant. 

PREMISES  AFFECT  ED — 52- 1 7  102nd  street  and  101-01 
Strong  avenue,  northeast  corner  (Block  1933,  Lots 
41  and  44),  Elmhurst,  Borough  of  Queens. 
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APPEARANCES—  .......  H 

For  Applicant:  Alden  B.  MacNeil,  William  H. 

Robinson  and  Mabel  Reed. 

For  Opposition:  J.  Viglietto,  Joseph  Dinglia  and 
C.  Guerriere.  f 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  w  J  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative :  .  u 

THE  RESOLUTION  (461-46-BZ) 

Whereas,  Alden  B.  MacNeil,  for  E.  J.  Reed  Co.,  owner, 
filed  Tune  21,  1946,  an  application  under  section  7a  ot  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
extension  of  an  existing  building  and  the  conversion  ot 
private  garage  to  boiler  room  in  connection  with  factory 
used  as  dry  cleaning  plant;  affecting  premises  52-17  lU2ncl 
street  and  101-01'  Strong  avenue,  northeast  corner  (block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  December  17,  1946,  after  due  notice  by  publication 
in  the  Bulletin,  and  laid  over  to  January  14,  1947,  for  addi¬ 
tional  information,  and  Building  and  Fire  Department  rec¬ 
ords;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  102nd  street  is  in  residence  and  business 
use,  C  area  and  Class  1  height  districts ;  Strong  avenue  is 
in  residence  and  business  use,  C  area  and  Class  1  height  clis- 

tricts;  and  _  ,  ,  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  May  23,  1946,  re  Alt.  Applic.  1864-45,  reads : 

“h.  The  conversion  from  the  use  of  private  garage 
as  specified  in  the  original  application,  N.B.  6538/28  to 
the  proposed  use  as  a  boiler  room  in  connection  with  a 
factory,  is  contrary  to  Art.  2,  Sec.  3  of  the  Zoning  Law, 
as  the  entire  plot  is  located  in  a  residence  zone. 

3.b.  Dry  cleaning  plant  located  in  a  residence  use 

district  (art.  II,  sec.  3,  B.Z.R.). 

Note:  Records  on  file  do  not  show  above  premises 
were  approved  to  be  occupied  as  a  dry  cleaning  estab¬ 
lishment.  Not  further  considered.” 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  75  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  43  ft.  6  in.  frontage  by  69  ft.  8  in.  m 
depth,  one  story,  12  ft.  in  height,  of  Class  3  construction , 
that  it  is  proposed  to  extend  present  building  by  rebuilding 
a  garage  and  using  it  as  a  boiler  room ;  and 

Whereas,  the  applicant  contends  that  this  is  an  applica¬ 
tion  from  a  decision  of  the  superintendent  of  buildings  which 
would  prohibit  the  continuance  of  the  use  of  the  premises 
as  a  dry  cleaning  establishment  for  the  reasons  set  forth 
in  the  aforementioned  decision  as  follows :  that  the  history 
of  the  establishment  and  expansion  of  this  dry  cleaning 
business  located  in  a  residence  district  is  that  under  N.B. 
App.  2047-1910  an  18'  x  60'  frame  factory  was  built,  shown 
on  plan  as  “A”;  the  next  year  1911  it  and  the  entire  lot  were 
occupied  as  a  glove  cleaning  plant  by  the  E.  J.  Reed  Co.  and 
in  same  year  frame  storage  sheds  were  built  across  the 
rear  of  property  as  shown  on  plot  plan;  also  in  1911  a  frame 
boilerroom,  boiler  and  chimney  were  set  up  for  the  operation 
of  the  plant;  that  in  1921  under  N.B.  Applic.  10946-21  a 
permit  to  build  a  10'  x  12'  garage,  was  obtained  and  garage 
constructed ;  that  in  1928  the  frame  structure  housing  the 
boiler  was  replaced  with  a  metal  covered  10'  x  18'  frame 
sectional  built  garage  under  N.B.  6536-28  for  a  private 
garage;  that  if  at  this  time  proper  procedure  had  been 
followed,  no  difficulty  would  have  been  found  in  obtaining 
a  permit  to  repair  under  Sec.  4.1.b.  Bldg.  Code  and  if 
properly  handled  in  Building  Dept,  no  approval  could  have 
been  obtained  for  a  private  garage  in  a  residence  district 
except  as  accessory  to  a  dwelling,  therefore  the  owner  would 
not  have  been  led  into  its  use  as  a  boiler  room ;  that  in  1935 


plans  were  filed  for  portion  “C”  under  Alt.  Applic.  57a0-3o 
and  a  permit  to  build  was  obtained ;  that  a  letter  ot  com¬ 
pletion  for  this  portion  was  obtained ;  that  the  plans  showing 
this  portion  also  showed  a  portion  of  the  structure  joining 
to  it  constructed  without  benefit  of  filing  and  approval ,  that 
in  1936,  a  letter  written  to  the  hire  Dept,  in  answer  to  a 
query  regarding  violations  states  that  as  of  June  10,  1936, 
no  violations  were  pending ;  that  permits  have  been  issued 
regularly  by  the  Fire  Department  for  storage  and  use  ot 
combustibles ;  that  under  Misc.  183/35  approval  was  obtained 
for  the  installation  of  buried  gasoline  tanks ;  that  finally  in 
1945  the  metal  enclosure  around  the  boiler  became  so  de¬ 
teriorated  the  owner  decided  to  replace  it  with  a  Class  3 
construction  brick  enclosure  slightly  larger  than  the  metal 
one,  assuming  it  was  his  privilege  to  do  so  as  it  would  be 
a  replacement;  that  a  contract  was  let,  foundations  installed 
and  brick  walls  were  started  when  a  complaint  from  a 
neighbor  brought  it  to  the  attention  of  the  Dept,  of  Housing 
&  Buildings  and  the  work  was  stopped ;  that  the  owner  con¬ 
tends  that  this  business  is  the  sole  support  of  the  family ; 
that  the  general  manager  and  ten  employees  who  live  in  the 
immediate  vicinity  derive  their  sole  support  from  it;  that  it 
is  his  intention  to  comply  immediately  with  any  recom¬ 
mendation  of  the  Board ;  that  it  is  felt  had  proper  guidance 
been  given  the  owners  by  those  whose  responsibility  it  was 
to  guide  and  require  compliance  with  the  building  laws,  all 
expansions,  alterations  and  replacements  would  have  perhaps 
from  time  to  time  been  sanctioned  by  law ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  a,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  'make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7 a  thereof,  as  to 


s 


the  construction  of  a  new  boiler  room  enclosure  as  proposed 
and  as  indicated  on  revised  plans  marked  “Received  January 


CIO  U1U1V-UI\.U  Vll  X  V  - -  _  - 

9,  1947”,  on  condition  that  all  existing  frame  sheds  or  build¬ 
ings  along  the  easterly  lot  line  shall  be  completely  removed ; 
that  wherever  there  is  any  frame  exterior  wall  of  the  ex¬ 
isting  building  such  wall  shall  be  surfaced  on  the  exterior 
with  wire  lath  and  cement  stucco  or  with  asbestos  siding  or 
shingles  and  on  the  inside  by  wire  lath  and  plaster  from 
floor  to  ceiling;  that  the  yard  where  left  vacant  shall  be 
cement  paved ;  that  a  proper  gate  shall  be  constructed  along 
the  lot  line  on  Strong  avenue  opposite  the  boiler  room  to  the 
easterly  lot  line;  that  the  chimney  or  smoke  stack  for  the 
boiler  room  shall  be  carried  up  in  height  so  as  to  be  above 
the  ridge  of  the  adjoining  building  to  the  east;  that  the 
existing  buildings  shall  not  be  further  increased  in  height 
or  area;  that  such  portable  fire-fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  direct ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cal.  462-46-A ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


548-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Elemess  Realty 
Co.  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  ex¬ 
tension  of  present  building,  using  more  than  the 
area  permitted. 

PREMISES  AFFECTED — 24  Chester  street,  west  side, 
150  ft.  Ilp2  in.  south  of  East  New  York  avenue 
(Block  3498,  Lot  39),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Lillian  Weissman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
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BOARD— Application  granted  on  condition. 

1  Hr.  VO  1  E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Ilium  and  Deputy  Chief  Guinee. .  4 

Negative:  .  q 

THE  RESOLUTION  (548-46-BZ). 

Whereas,  Lama  and  Proskauer  for  Elemess  Realty  Com- 
pan_\,  Inc.,  owner,  filed  July  16,  1946,  an  application  under 
section  41  ot  the  zoning  resolution,  to  permit  in  a  business 
use,  C  area  district  the  extension  to  present  building  using 
more  than  the  area  permitted,  affecting  premises  24  Chester 
slreet,  west  side,  150  ft.  11*4  in.  south  of  East  New  York 
avenue  (Block  3498,  Lot  39),  Borough  of  Brooklyn;  and 
vYhereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  ot  Standards  and  Appeals,  at  its  regular  meeting, 
January  14,  1947,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Chester  street  is  in  a  business  use, 
t  area  and  Class  1  height  district ;  East  New  York  avenue 
1S  a  Jusiness  use>  C  area  and  Class  1  height  district ;  and 
t  '*  ii?REAS’  ^ie  decision  of  the  borough  superintendent  dated 
June  20,  1946,  re  Alt.  Applic.  1792-46,  reads: 

i  1  oposed  extension  of  existing  building  to  occupy 

l  it.  lull  area  of  the  lot  on  premises  located  in  a  business 
C  zone  is  contrary  to  Article  IV,  Section  13b  of  the 
zoning  resolution.” 

and 

V  hereas,  the  applicant  states  that  the  premises  consist 
ot  a  plot  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  52  ft.  in  depth  on  1st 
t  oor;  20  ft.  front  by  52  ft.  on  2nd  and  3rd  floors,  one  and 
three  stories,  33  ft.  in  height,  of  Class  3  construction;  that 
there  is  a  one  story  2-car  garage  25  ft.  front  by  19  ft.  in 
depth ;  that  it  is  proposed  to  construct  a  new  masonry  wall 
on  the  southerly  lot  line  28  ft.  10  in.  one  story  high  and 
root  over  the  unbuilt  portion  of  the  rear  yard  for  a  storage 
space;  that  a  new  door  3  ft.  8  in.  by  7  ft.  will  be  cut  in  the 
northerly  wall;  and 

\Y  HEREAS,  the  applicant  contends  that  the  first  floor  is 
nult  over  entire  frontage  of  lot,  driveway  is  roofed  over  • 
that  at  the  rear  of  plot  there  is  a  building  25  ft.  by  19  ft 
used  as  a  2  car  garage ;  that  it  is  proposed  to  construct  a 
new  masonry  wall  on  the  southerly  lot  line  28  ft.  10  in., 
one  story  high  and  roof  over  the  unbuilt  portion  of  the 
rear  yard  so  as  to  create  a  storage  space  for  the  storage  of 
electrical  equipment,  cut  a  new  door  3  ft.  8  in.  by  7  ft.  at 
the  northerly  wall  so  as  to  create  a  secondary  means  of  exit, 
this  door  to  be  a  3  hour  test  self-closing,  fireproof  door ; 
mat  directly  to  the  north  adjoining  the  property  there  is  a 
one  story  brick  garage  covering  the  entire  area  of  the  lot; 
that  the  two  families  above  are  to  remain;  that  the  granting 
ot  this  application  will  in  no  way  affect  the  surrounding 
area  as  the  entire  section  is  in  a  dilapidated  condition ;  that 
therefore,  in  view  of  the  foregoing  facts,  it  is  respectfully 
requested  that  this  application  be  granted;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard- 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis- 
irict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21  thereof 
to  permit  an  extension  of  area  as  proposed,  on  condition 
that  the  proportion  to  the  west  of  the  existing  3-story  build¬ 
ing  shall  not  exceed  one  story  in  height;  that  the  proposed 
new  opening  to  the  adjoining  garage  building  to  the  north 
sha  1  be  eliminated;  that  the  building  shall  not  be  increased 
in  height  or  area;  that  all  shipping  and  receiving  shall  be 
done  within  the  building ;  that  the  sidewalks  shall  not  be 
used  for  this  purpose  or  for  the  storage,  temporarily  or 
otherwise,  of  crates  or  other  materials;  that  in  all  other 
tespects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  such 
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portable  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  months  from 
the  date  of  this  resolution. 


742-46-BZ 

APPLICANT  Glick  and  Gelbman,  for  Lebanon  Hospital 
Association,  owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  conversion  of  existing  buildings  (vacant)  to 
factory  use. 

PREMISES  AFFECTED-North  side  of  Westchester  ave¬ 
nue,  from  Cauldwell  to  Trinity  avenues  (Buildings 
1-5,  inclusive);  (Block  2628,  Lot  1),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Michael  Glick  and  L.  Victorwerl. 
For  Opposition :  Solomon  Weiss  and  Arnold 
Fassler. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
I  HE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

THE  RESOLUTION  (742-46-BZ) 

Whereas,  Glick  and  Gelbman,  for  Lebanon  Hospital  As¬ 
sociation  owner,  filed  September  18,  1946,  an  application 
under  section  7b  of  the  zoning  resolution,  to  permit  in  resi- 
dence  and  business  use  districts,  the  conversion  of  existing 
buildings  (vacant)  to  factory  use;  premises:  north  side  of 
YVestchester  avenue  from  Cauldwell  avenue  to  Trinity  ave- 
JLlIe  1  1°  5)  inc.)  (Block  2628,  Lot  1),  Borough  of 

1  he  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
mg,  November  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  December  10,  1946,  for  inspec¬ 
tion  by  a  Committee  of  the  Board  in  connection  with  Cal. 
805 -46- A,  and  further  hearing  (the  applicant  amended  the 
basis  of  his  application  to  Section  7,  subdivision  C  of  the 
zoning  resolution  instead  of  Section  7,  subdivision  b)  and 
again  laid  over  to  January  14,  1947 ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Westchester  avenue  is  in  a  business  use, 

B  area  and  Class  1)4  height  district;  Cauldwell  avenue  and 
1  rinfly  avenue  are  in  residence  and  business  use,  B  area 
and  Class  1)4  height  districts;  and 

i  W,H5?EA?>  the  decision  of  the  borough  superintendent 
dated  October  17,  1946,  re  Alt.  Applic.  695-46,  reads : 

“1.  Proposed  conversion  of  these  premises  from  a 
hospital  to  a  Factory  within  a  Business  and  Residence 
District  is  contrary  to  Article  II,  Sections  3  and  4  of 
the  Zoning  Resolution.” 
and 

\\  hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  252.72  ft.  frontage  by  430.94  ft.  in  depth  (irregular) 
on  which  are  located  five  (5)  buildings;  Bldg.  #1  is  100 
and  50  ft.  front  by  58  ft.  6  in.  and  97  ft.  4  in.  deep,  4  and 
Hi jt011jxY  ^9,  a,nd  ft;  in  height,  Class  1  construction ; 
/in  I  ft-  front  by  20  ft.  4  in.  in  depth,  2  stories 

(20  feet)  in  height;  Bldg.  #3,  42  ft.  8  in.  front  by  37  ft 
deep,  one  story  (15  feet)  in  height;  Bldg.  #4,  70  ft.  6  im 

ionni  18  dreep’  2  stones  07  feet)  in  height;  Bldg.  #5, 
120  tt.  front  by  52  feet  deep,  1  story  and  basement  (21  feet) 
in  height;  and 

i  W«ERE\S’  the  aPP,ic.ant  contends  that  all  the  buildings  of 
the  old  Lebanon  Hospital  are  at  present  vacant  except  for 
the  fireproof  dispensary  building  temporarily  used  at  present 
but  to  be  vacated  shortly ;  that  the  buildings  are  of  non- 
nreproof  construction,  solidly  built  and  can  easily  be  con- 
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verted  to  manufacturing  use,  which  is  the  intention  ot  the 
Hospital,  if  this  application  is  granted ;  that  because  ot  the 
scarcity  of  floor  space  for  manufacturing  at  this  time,  the 
Lebanon  Hospital  Association  has  an  excellent  opportunity 
to  dispose  of  these  buildings  and  any  money  derived  from 
their  sale  or  lease  will  be  added  to  the  general  hospital 
funds  and  used  to  maintain  and  carry  on  the  work  of  the 
hospital  now  erected  on  the  Concourse,  Bronx ;  that  the 
plot  on  which  the  buildings  are  located  is  in  a  business  and 
residential  zone;  that  from  all  indications  the  present  exist¬ 
ing  residential  zone  was  made  for  the  protection  of  the 
hospital  which  was  erected  long  before  the  zoning  areas 
were  laid  out  for  the  city,  but  now  due  to  the  hospital 
vacating,  the  buildings  need  no  protection  against  business 
and  the  restrictions  could  be  removed;  that  almost  contigu 
ous  to  this  property  are  areas  zoned  unrestricted  and  there 
should  be  no  hardship  to  any  adjoining  owners  if  this  change 
is  made ;  that  all  the  labor  for  the  intended  dress  manufac¬ 
turing  would  be  hired  from  the  neighborhood  and  would  be 
a  great  asset  to  it;  that  the  buildings  are  all  100%  spnn- 
klered  and  the  main  hospital  building  has  a  standpipe  also, 
that  the  sprinklers  and  standpipe  will  remain  intact ;  that 
the  provisions  of  the  Building  Department  and  Labor  Law 
as  to  exits  will  be  complied  with ;  that  the  owners  intend  to 
comply  with  all  provisions  of  the  Building  Code  and  Laboi 
Department  as  to  exits  and  structural  work  required  and 
necessary  to  be  approved;  that  in  their  present  vacant  con¬ 
dition  and  neglect,  the  premises  constitute  a  hazard  to  the 
neighborhood  and  the  children  who  continually  climb  and 

roam  about  the  grounds ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  .deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  c.  of  the  zoning  resolution.  .  c 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  app  1 
cation  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  buildings  as  proposed  and  as  indicated  on  plan 
filed  with  this  application  marked  Received  October  2, 
1946”  12  sheets,  and  as  indicated  on  plot  diagram  marked 
“Received  September  18,  1946”,  one  sheet,  as  to  buildings 
indicated  thereon  marked  1,  2,  3  and  4,  on  condition  that 
the  buildings  shall  be  made  to  comply  with  the  requirements 
of  the  building  code  and  the  Labor  Law ;  that  the  sprinkler 
system  as  proposed  shall  be  maintained  in  conformance  to 
requirements  in  all  the  buildings;  that  all  wooden  balconies 
and  steps  shall  be  removed;  that  a  driveway  to  reach  the 
buildings  may  be  from  Cauldwell  avenue  toward  the  north 
where  there  is  an  existing  driveway ;  that  the  building  shall 
not  be  increased  in  height  or  area;  that  where  the  floor 
construction  is  not  fireproof  the  ceilings  shall  be  protected 
with  wire  lath  and  gypsum  plaster ;  that  new  exit  stairways 
shall  be  constructed  as  proposed  and  as  required  tor  the 
proposed  occupancy;  that  all  existing  interior  partitions  that 
are  not  bearing  partitions  shall  be  removed;  that  this  vari¬ 
ance  shall  be  for  a  term  of  fifteen  (15)  years  from  the 
date  of  this  resolution ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  ot 
this  resolution ;  that  in  all  other  respects,  the  buildings  and 
occupancies  shall  comply  with  all  laws  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board  under 
Cal.  805-46- A. 


790-46-BZ 

APPLICANT— William  R.  Shirley,  for  Antoine  Pfeuffer, 
owner  (Graeber  and  Farbstein,  lessee). 

SUBTECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 1701  2nd  avenue  northwest 
corner  of  East  88th  street  (Block  1534,  Lot  22), 
Borough  of  Manhattan. 


William  R.  Shirley  and  M.  Farb- 


APPEARANCES— 

For  Applicant : 
stein. 

For  Opposition:  None.  ,.  f 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  ,  ^ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 

Nppative ::  .  ^ 


THE  RESOLUTION  (790-46-BZ) 

Whereas,  William  R.  Shirley,  for  Antoine  Pfeuilci, 
owner,  Graeber  and  Farbstein,  lessee,  filed  October  10,  1946, 
an  application  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry 
lor  a  term  of  five  (5)  years,  affecting  premises  1701 
2nd  avenue,  northwest  corner  of  East  88th  street  (Block 
1534,  Lot  22),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  14,  1947,  after  due  notice  by  publication 

in  the  Bulletin;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning  j 
resolution  show  that  2nd  avenue  is  in  a  business  use,  B  I 
area  and  Class  1J4  height  district ;  East  88th  street  is  in 
a  business  use,  B  area  and  Class  V/2  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent,  j 
dated  October  7,  1946,  re  Alt.  Applic.  2081-46,  reads:  j 

“1.  Proposed  wet  wash  laundry  is  in  violation  ot  4 
Art.  2,  section  4  (a)  subdivision  51  of'  the  Zoning  1 
Resolution  and  is  therefore  not  acceptable.  Note  this  | 
is  a  business  district.” 

Whereas,  the  applicant  states  that  the  premises  consist  I 
of  a  plot  25  ft.  4^4  in.  frontage  by  75  ft.  in  depth  on  which  1 
is  located  a  building  25  ft.  front  by  62  ft.  in  depth,  five 
stories  (55  feet)  in  height,  of  Class  3  construction  presently 
used  as  stores  and  apartments ;  that  it  is  proposed  to  install  I 
twenty-one  (21)  self-service,  automatic  home  tjpe  wash  j 
ing  machines  (approved  under  Cal.  136-46-SA)  and 

Whereas,  the  applicant  contends  that  the  building  is 
occupied  on  1st  floor  with  three  stores  and  from  2nd  to 
5th  floors  with  apartments;  that  the  washing  machines  pro¬ 
posed  to  be  installed  are  of  the  Bendix.  home  model  type, 
each  machine  having  a  capacity  of  ten  pounds  of  dry  j 
clothes  and  using  a  J4  h.  p.  motor  and  placed  on  a  platioini 
so  arranged  as  to  eliminate  vibration  and  sound ,  that  the 
retail  rental  laundry  will  have  only  two  employees  as  the 
customers  do  their  own  work;  that  ordinary  household, 
soap  powder  will  be  used  and  normal  hot  water  will  be  I 
provided  by  the  use  of  an  oil  heater  and  copper  coil; 
that  no  steam  will  be  manufactured  on  premises  and  no 
obnoxious  odors  or  excessive  noise  will  form  a  part  _  ot 
the  operation;  that  the  Launderette  thus  formed,  being 
a  self-service  laundry,  will  not  have  any  pick-up  or  delivery 
trucks  as  part  of  the  operation;  that  there  are  few  and  I 
inadequate  sanitary  facilities  in  the  neighborhood  and  this 
installation  will  prove  a  definite  contribution  to  public 
health  and  lighten  the  burden  of  the  housewife ;  that  it 
is  respectfully  requested  this  variance  be  granted,  lor  a 
period  of  five  years  to  enable  the  lessee  to  amortize  his 
investment  and  the  owner  to  realize  sufficient  income  to 
pay  taxes  and  repairs  of  building ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  discretion  to  grant  under  section 
7,  subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district! 
regulations  of  the  zoning  resolution,  and  that  the  application! 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  not  more  than,  twenty-ond 
(21)  automatic  washing  machines  shall  be  installed  as 
proposed  as  approved  by  the  Board  under  Cal.  136-46-SA , 
that  no  laundry  work  shall  be  done  on  the  premises  other 
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than  in  the  machines  as  proposed ;  that  during  the  term 
of  this  variance  the  premises  shall  be  used  for  no  other 
purpose ;  that  such  portable  fire  fighting  appliances  shall 
■  roaintamcd  as  the  fire  commissioner  shall  direct;  that 
re^PC,CtSl  thc  building,  and  occupancy  shall 
lomph  with  all  laws,  rules  and  regulations  applicable 

1Cfe  J hat-  u11  pen™ts  shaI1  be  obtained  and  all  work- 
completed  within  six  (6)  months  from  the  date  of  this 
resolution. 

AW ;  see  record  of  Court  Decision  Matter  of  Packer 
this  Bulletin  ^tandards  and  APPcals  on  the  front  page  of 


801-46-B2 

A1  1  LIC  AN  I  Charles  M.  Spindler,  for  Theresa  Romano 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution 
to  permit  m  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  for  a  term 
of  ten  (10)  years. 

PREMISES  AEFECTED  ?2-01  to  72-09  Eliot  avenue,  and 
PU-/1  to  60-77  72nd  street,  northeast  corner  (Block 

Oueens°tS  45  ^  ^  ’  Middle  Vil,aSe-  Borough  of 

APPEARANCES— 

^or  applicant :  Joseph  C.  Haus  and  Joseph 
Romano. 

For  Opposition:  Peter  Murray. 

For  Administration:  Samuel  L.  Becker  Dep’t  of 
irn<miT  Housing  and  Buildings. 

THE  VOTE— B0ARD~AppliCati°n  granted  011  condition. 

Affirmative:  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Guinee .  3 

Negative:  Chairman  Murdock  .  1 

THE  RESOLUTION  (801-46-BZ) 

V'hewlas,  Charles  M.  Spindler,  for  Theresa  Romano, 
ovuiei  tiled  October  23,  1946,  an  application  under  sections 
n  and  21  ot  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station  tor  a  term  of  ten  (10)  years,  affecting  prem- 
ise.s  /— -01  to  72-09  Eliot  avenue  and  60-71  to  60-77  72nd 
street,  northeast  corner  (Block  2843,  lots  45  and  52),  Middle 
Village,  Borough  of  Queens;  and 

\\  hereas,  a  public  hearing  was  held  on  this  application 
-  “ie  ^?ard  °f  Standards  and  Appeals,  at  its  regular 
meeting December  17,  1946,  after  due  notice  by  publication 
in  the  Bulletin  and  laid  over  to  January  7,  1947,  then  to 
January  14,  1947,  for  decision  without  further  argument; 

Vt  hereas,  the  district  maps  accompanying  the  zoning  reso- 
ffition  show  that  Eliot  avenue  is  in  a  business  use,  D  area 
and  Class  1  height  district ;  72nd  street  is  in  residence  and 
business  use,  D  area  and  Class  1  height  districts ;  and 
l  '  lb,e-  decision  of  the  borough  superintendent, 

dated  October  15,  1946,  re  N.B.  Applic.  8941-46,  reads: 

B  J  he  erection  of  a  gasoline  service  station  in  a 
Bus.  Dist.  is  contrary  to  Art.  2,  Sect.  4  subd.  46  of  the 
Zone  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  91.17  ft.  in  depth,  presently 
\acam  ,  that  it  is  proposed  to  erect  a  modern  gasoline  service 
station  of  the  parkway  type  with  a  colonial  brick  slate  roofed 
bunding ;  that  the  plot  will  be  suitably  fenced  and  land- 
scaped;  that  it  is  proposed  to  install  two  (2)  gasoline  pumps 
\\itli  brick  pedestals  matching  the  brickwork  of  the  build¬ 
ing;  and 

Whereas,  the  applicant  contends  that  this  application  is 
to  permit  the  erection  and  maintenance  of  a  gasoline  station 
lor  a  term  of  ten  years ;  that  the  owner  at  present  operates 
Hie  adjoining  gasoline  station  on  lot  41,  which  he  leases  on 
3  iye!r,  to  .- ear  basis ;  that  since  an  increase  in  rent  was 
asked  by  the  owner  each  year,  he  decided  to  purchase  the 


adjoining  property  in  an  unrestricted  zone  and  construct  his 
own  station;  that  negotiations  for  the  purchase  were  com¬ 
menced  early  in  1945  and  title  to  lot  52  was  acquired  on 

M^rch*  29  tlltle  to,  lot  ^5  was  acquired  on 

March  29,  1946,  a  month  later;  that  the  propertv  was  still 

in  an  unrestricted  zone  and  had  been  purchased  solely  for 
this  use,  that  on  April  8,  1946,  the  use  zone  was  changed 
from  unrestricted  to  “business”  and  the  owner  was  thereby 
prohibited  from  using  the  site  for  the  only  purpose  for 

ffi  mKrMVtT  adaptable  >  jhat  the  property  was  purchased 
r-  good  faith  and  it  would  impose  a  great  financial  burden 

on  the  owner  if  it  were  allowed  to  remain  vacant;  that  the 
neighborhood  is  undeveloped,  72nd  street  being  only  a 
mapped  street  not  physically  in  existence;  that  the  fact  no 
conforming  use  is  leasable  is  illustrated  by  the  surrounding 
vacant  property,  the  major  portions  of  which  had  to  be 
taken  over  by  the  City  on  tax  liens ;  that  it  is  proposed  to 
erect  a  modern  service  station  of  the  parkway  type  with  a 
colonial  brick  slate  roofed  building;  that  the  plot  wall  be 
suitably  fenced  and  landscaped;  that  only  two  gasoline 
pumps  will  be  installed  and  these  will  have  brick  pedestals 
matching  the  brickwork  of  the  buildings;  that  besides  the 
adjoining  gas  station  in  Block  2843,  Lot  41,  there  is  another 
gas  station  within  the  affected  area  in  Block  2927  Lot  1  • 
and*-  diere  is  very  little  pedestrian  traffic  on  Eliot  Avenue; 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
V  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
legulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof,  for  a 
term  of  ten  (10)  years,  to  permit  the  premises  to  be  occu¬ 
pied  as  proposed  as  a  gasoline  service  station  on  condition 
that  the  premises  shall  be  arranged  substantially  as  indi- 
tated^on  plans  filed  with  this  application  marked  “Received 
October  23  1946  four  sheets;  that  the  plot  shall  be  leveled 
substantially  to  the  grade  of  surrounding  streets;  that  the 
arrangement  shall  be  substantially  as  indicated  thereon;  that 
the  building  shall  be  of  the  design  as  indicated  with  a  natural 
slate  roof ;  that  the  bases  of  the  gasoline  pumps  shall  be 
of  the  parkway  type  with  masonry  bases  of  the  same  mate¬ 
rial  as  used  for  the  front  of  the  accessory  building ;  that  the 
accessory  building  shall  be  arranged  as  indicated  ’for  auto 
laundry,  lubritorium,  office,  sales  and  storage;  that  if  any 
heating  equipment  is  installed  it  shall  be  in  a  room  sepa'- 
rated  from  the  balance  of  the  building  by  fireproof  con- 
struction  enterable  only  from  the  exterior ;  that  the  area  to 
be  planted  shall  be  maintained  as  proposed  and  protected 
with  a  concrete  curb  not  less  than  6"  x  6"  in  height  •  that 
along  the  line  of  72nd  street  from  the  north  to  the  south 
there  shall  be  constructed  a  masonry  wall  faced  on  both 
sides  with  face  brick  and  properly  coped  not  less  than  5  ft. 
in  height  except  that  such  wall  may  be  omitted  for  the 
space  of  35  ft.  toward  Eliot  avenue;  that  the  balance  of 
the  premises  where  not  covered  by  the  accessory  building, 
planting  and  ‘pumps  shall  be  paved  with  cement  with  dark 
coloring  matter  or  with  colprovia  or  other  similar  im¬ 
pervious  material ;  that  the  pumps  shall  be  not  nearer  than 
la  ft.  to  the  street  building  line  of  Eliot  avenue  and  shall 
consist  only  of  two  pairs  of  twin  pumps  as  indicated ;  that 
the  number  of  tanks  shall  not  exceed  six  (6)  550  gallon 
tanks ,  that  the  curb  cuts  shall  be  restricted  to  two  to  Eliot 
avenue  not  over  30  ft.  in  width  each  and  one  to  72nd  street 
as  indicated  not  over  25  ft.  and  no  curb  cut  to  be  nearer 
than  a  ft.  to  the  lot  lines  as  extended ;  that  at  the  inter¬ 
section  within  the  building  line  there  shall  be  erected  a 
block  of  concrete  not  less  than  12"  in  height  extending  5  ft. 
along  eat. h  street,  that  such  block  may  be  segmental  in 
shape,  that  signs  shall  be  restricted  to  a  permanent  sign 
attached  to  the  facade  of  the  accessory  building  and  the 
illuminated  globes  of  the  pumps  excluding  all  other  signs 
and  roof  signs  and  temporary  signs  but  permitting  the  con¬ 
struction  within  the  building  line  of  a  post  standard  for  sup- 
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porting  a  sign  which  may  be  illuminated  advertising  only 
die  brand  of  gasoline  on  sale  and  permitting  such  sign  to 
extend  beyond  the  building  line  for  a  distance  of  not  more 
than  4  ft';  that  along  the  rear  lot  line  there  shall  be  con¬ 
structed  a  wood  picket  fence  not  less  than  6  in  height 
erected  on  a  masonry  base  not  less  than  2  It.  in  height  , 
that  along  the  east  side  lot  line  there  shall  be  a  similar  fence; 
that  such  fences  shall  have  brick  piers  and  wood  picket 
sections ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shail  direct ,  that  al 
permits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


respectfully  requested  that  the  Board  vary  the  Zoning  Reso¬ 
lution  and  permit  the  parking  and  storage  for  a  temporary 

term  of  two  years;  and  .  ..  . 

Whereas,  the  Board  deemed  that  there  was  no  justification 
for  the  exercise  of  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


822-46-BZ 

APPLICANT— Herman  Kron,  for  Hebig  Realty  and 
Building  Co.,  owner  (Eda  Marrin,  lessee) . 

SUB1ECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
for  a  stated  term  of  years. 

PREMISES  AFFECTED — 421-423  West  47th  street  north 
side,  250  ft.  west  of  9th  avenue  (Block  1057,  Lots 
121  and  122),  Borough  of  Manhattan. 

APPEARANCES—  ,  _ 

For  Applicant :  Herman  Kron  and  Charles  1  leece. 
For  Opposition :  Louis  Balich  and  W.  Henke.  ^ 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  . 

Affirmative:  Deputy  Chief  Gurnee  . ••• .  1 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  .  3 


237-46-A  _ 

APPLICANT — Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner. 

SUB  TECT— Appeal  from  a  decision  re  an  order  ot  the  hre 
commissioner.  ,,- 

PREMISES  AFFECTED— 56  Pine  street,  north  side,  125 
ft  west  of  William  street,  and  26  Cedar  street 
(basement)  ;  (Block  41,  Lot  19),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  A.  C.  Bangs.  _ 

ACTION  OF  BOARD— Laid  over  to  February  lb,  194/  at 
10  A.M.,  at  request  of  applicant’s  representative. 


THE  RESOLUTION  (822-46-BZ) 

Whereas,  Herman  Kron,  for  Hebig  Realty  &  buildup 
Co  owner,  Eda  Marrin,  lessee,  filed  October  20,  1946,  an 
application  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  for  a  stated  term  of 
years,  affecting  premises  421-423  West  47th  street,  north 
side,  250  ft.  west  of  9th  avenue  (Block  1057,  Lots  121  and 
122),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
In  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  14,  1947,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  47th  street  is  in  residence,  busi¬ 
ness  and  retail  use,  B  area  and  Class  1)4  height  districts; 
9th  averfue  is  in  a  retail  use,  B  area  and  Class  V/2  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  9,  1946,  re  Alt.  Applic.  2083-46,  reads: 

“1.  Proposed  use  of  lot  for  parking  and  storage  _ot 
more  than  5  motor  vehicles  in  a  Residence  use  district 
is  contrary  to  sec.  3  of  Zon.  Resol.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  42  ft.  9  in.  by  100  ft.  5  in.  in  depth,  presently 
vacant;  that  it  is  proposed  to  erect  a  building  10  ft.  front 
by  10  ft.  in  depth,  one  story  10  ft.  in  height,  of  Class  3  con¬ 
struction  to  be  used  as  an  office  and  shelter  for  the  attendant ; 

and  . 

Whereas,  the  applicant  contends  that  parking  conditions 
in  this  area  are  now  a  serious  problem  from  both  a  civic 
and  commercial  standpoint ;  that  street  parking  is  barred 
in  this  area  and  there  is  not  one-tenth  of  the  necessary  park¬ 
ing  space  available;  that  accordingly  applications  must  be 
addressed  now  to  this  board  to  exercise  more  liberally  its 
discretion  on  this  and  all  other  parking  lot  applications ;  that 
without  going  too  deeply  into  the  matter  it  is  submitted  that 
the  number  of  automobiles  are  increasing  and  the  need  for 
parking  facilities  is  becoming  critical ;  that  therefore  it  is 


304-46-A 

APPLICANT— Walter  Eberhart,  for  Esther  Slater  Ker¬ 
rigan,  owner  (Unicorn  Press,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  .  . 

PREMISES  AFFECTED— 53  East  77th  street,  north  side, 
69  ft.  east  of  Madison  avenue  (Block  1392,  Lot  2a), 
Borough  of  Manhattan. 

APPEARANCES—  .  , 

For  Applicant:  Marcus  Miller  and  Walter  Eber- 

For  Opposition:  Mrs.  Sydney  and  Leslie  Dawson 
For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  4,  194/  at 
10  A.M.,  for  inspection  by  Committee  of  Board. 


367-46-A 

APPLICANT— Siegel  and  Green,  for  119th  Fifth  Avenue, 
Inc.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1 19-121  5th  avenue  and  1-3  East 
19th  street,  northeast  corner  (Cellar)  ;  (Block  848, 
Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD— Laid  over  to  February  18,  1947  at 
10  A.M.,  at  request  of  applicant. 


fire 


459-46-A 

APPLICANT— Commercial  Investment  Trust,  Inc.,  for 
One  Park  Avenue,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
commissioner. 

PREMISES  AFFECTED— 1  Park  avenue,  northeast  corner 
of  East  32nd  street  (17th,  18th,  19th  and  20th 
floors)  ;  (Block  888,  Lot  1),  Borough  of  Manhattan.  , 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  February  18,  1947  at 
10  A.M.,  at  request  of  applicant. 


943-46-A 

APPLICANT— J.  M.  Berlinger,  for  Harlem  Savings  Bank 
Owner.  j 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 


.. 
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PREMISES  AFFECTED— 706  West  181st  street  and  4251- 
Roadway  southwest  corner  (Block  2176,  Lot 

APPEARANCES-*  °f  Ma"halla1'' 

^  Applicant  i  J,  AI.  13crlinc:cr 
Al  I  ION Oh  BOARD— Laid  over  to  February  18,  1947  at 
iU  A.M.,  at  request  of  applicant. 


980-46-A 

APPLICAN1— Siegel  and  Green,  for  Estate  of  Mary  E 
Hand  owner  (Empire  Flexiglass  Corp.,  and  Enter- 

«;TTRTn-rm1SeAIndufrieS  Inc'>  lessees)- 
SUBJLC  I— Appeal  from  an  order  and  a  decision  of  the 
nre  commissioner 

PREMISES  AFFECTED-2638  Park  avenue,  east  side, 
/5  tt.  north  of  East  140th  street  fist  floor')  • 

APPEAR ANCE2S—  LOt  1°8')’  Borough  of  The  Bronx. 

1  01  APPA1lCact  tt  *Ya*  Siegel,  Samuel  Rubenstein 
and  M.  S.  Hubenhauer. 

ACTION  OF  dBOARD-n:  K  A'  MeyerS-  Fire  De«,’t' 

Laid  over  to  February  4,  1947  at  10  a.  m.  for 
inspection  by  Committee  of  Board. 


462-46-A 

APPLICANT— Alden  B.  MacNeil,  for  E  J  Reed  Co 
owner.  ’ 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

|  PREMISES  AFFECTED— 52-17  102nd  street  and  101-01 
Strong  avenue,  northeast  corner  (Block  1933,  Lots 

!  APPEARANCES-  Elmhurs'-  Boro“Sh  of  Queens. 

For  t,  4?pllcant :  Alden  MacNeil,  William  H 
Robinson  and  Mabel  Reed. 

For  Opposition:  J.  Viglietto,  J.  Difiglia  and  C 
Ouerriere.  • 

ITHE1  VOTE— B0ARD~ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative :  .  q 

the  RESOLUTION  (462-46-A) 

LwnerERfiRfl  ^9?'  ,Y£cNeil>  for  E-  J-  Reed  Company, 
Ph'lne/’  fiIed  June  21>  1946,  an  appeal  from  a  decision  of 
ml  ™?mgVUPerintendent>  affecting  52-17  102nd  street 
mci  iut-Ui  Strong  avenue,  northeast  corner  (Block  IQ^ 
Lots  41  and  44)  Elmhurst,  Borough  of  Queens ;  and  ’ 

iatedH  MavS21  thieQ4leC1S1°  A  °f  Athe,-  borouSh  superintendent 
flated  May  21,  1946  on  Alt.  Apphc.  1864-45,  reads: 

2  Change  of  class  construction  from  metal  to  non- 

n reproof  is  not  permitted  for  a  building  having  use 

atPr^ent  Pr°hibited  by  the  zone  law  (Sec.  4.1  6  b  BC) 

and  BZ  R)anCy  °f  building  violates  provisions  of  B.C. 

(Saec.F4Tm2e  BC?'6  occupied  as  a  dr>'  cleaning  plant 

’nd 

W  hereas,  Violation  No.  2322,  was  issued  June  4  1946 
or  occupying  the  premises  for  dry  cleaning  business 
Iwjlj  gaiagf  ud  ?torage  without  approvals  from  the 
S  ST  nf  hTmg  and  BVilduingS  and  for  replacing 
i  build;  and  5  ^  r°0m  WltH  bnck  With0ut  a  permd 

Whereas  the  applicant  contends  that  the  building  is 
ne  story,  12  ft.  in  height;  43  ft.  by  69  ft.  in  area  of  Class 
construction,  on  a  lot  75  ft.  by  100  ft.  in  area-  in  a 
3  area,  Class  1  height  district;  erected’  1910 ; 

nd  used  and  occupied  since  1910  for  dry  cleaning  of 
loves  and  curtains,  11  persons;  and  c  eamng  ot 

\A  hereas  the  owner  was  convicted  and  fined  in  Magis- 

ie  rules°Uof  th^F)9’  ^  °n  ?  £ha r ?e  of  Violati°n  of 
rules  ot  Department  of  Housing  and  Buildings; 


and 

Whereas,  the  applicant  contends  as  to  Objection  2  that 

he  rUhC  rT  C°dei  the,  existing  metal  structure  could 
be  repaired,  that  it  has  been  found  however,  that  the 

metal  is  attacked  by  the  fumes  of  the  burning  coal  and 
deteriorates  rapidly  and  it  was  felt  that  a  brick  structure 

anfl1  Cnrebe  be[te£  and  WOuld  deteriorate  less  quickly 

/  fPuch.  better  appearance  to  the  surrounding 
neighborhood;  that  it  is  therefore  requested  that  the  owner 

t0  construct.tIie  better  appearing,  better  con¬ 
structed  and  more  practical  enclosure  around  the  boiler 
room;  and  contends  as  to  Objection  3a,  that  the  original 
frame  structure  shown  as  portion  “A”  was  built  and 
approyed  under  N  B.  Applic.  2047-1910  as  a  factory  for 
diy  cleaning  of  gloves  and  curtains  with  boiler,  chimney 

shown™^  b  f r  CnS>>Urc ;  that  the  Part  of  the  structure 
TVnl  f  Port*on  C  was  filed  and  approved  by  the 
Department  and  a  permit  issued;  that  portion  “B”  was 
constiucted  without  a  permit  but  a  portion  of  it  was  shown 
on  drawings  submitted  for  approval  of  portion  “C”  thus 
?;’nrpg; consent  to  its  existence;  that  the  structure 
since  its  inception  has  been  used  as  a  dry  cleaning  plant 

°r  giTSnand  curtains  without  interruption;  that  it  is 
conceded  that  any  expansion  after  1916  was  illegal;  that 
he  owners  were  lead  to  believe  that  it  was  legal  since 
the  Department  approved  one  portion;  that  it  would  be 

iriS  buiMu5.rry  °n  ",e  bUS,neSS  ,f  res,rk,ed  *  * 

on^Aff WAnirat  tbe  borough  superintendent 

on  Alt.  Apphc  1864-45,  Objections  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  buildings  shall  be  in  com- 

46ia46eR7lthtkthfe  ureSOt!U-m"  adopted  this  day  under  Cal. 
461-46-BZ  that  the  buildings  shall  in  all  other  respects 

thereto-  &  laws,  rules  _  and  regulations  applicable 
thereto,  that  lemoval  of  cleaning  fluids  shall  comply  with 
all  requirements  therefor.  y 


805-46-A 

APPLICANT— Glick  and  Gelbman,  for  Lebanon  Hospital 
^  Association,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin- 

PREMISES'AFFECTED-North  side  of  Westchester  ave¬ 
nue,  block  front  between  Cauldwell  and  Trinity 
avenues  (entire  building  #1)  ;  (Block  2628,  Lot  1) 
Borough  of  The  Bronx 

APPEARANCES— 

For  Applicant:  Michael  Glick  and  L.  Victorwerl. 
hoi  Opposition:  Solomon  Weiss  and  Arnold 
kassler. 

h or  Administration :  Samuel  L.  Becker,  Dep’t  of 
a  ^  Housing  and  Buildings. 

THE1  VOTH-B°ARD~ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (805-46-A) 

Whereas,  Glick  and  Gelbman,  for  Lebanon  Hospital  As- 

decisM^’ortEfh  PCt°ber  18’  j946  a"  appeal  from  a 
nnrfl  -J  f  l  \  borough  superintendent,  affecting  premises 

ortb  sule  of  Westchester  avenue  between  Cauldwell  and 
B?o„x?“„dy  ave""es  <BIOdi  2628'  101  »•  Borough  of  The 

Ortohe'rRli7S'ltokdeCI  aT,1  °1 th,'  b°r'>uSb  superintendent  dated 
October  17 ,1946  on  Alt.  Apphc.  695-46  reads: 

o.  All  floors  used  for  manufacturing  must  be  ade- 
quate  to  sustain  a  liveload  of  120  lbs.  per  sq  ft  as  per 
Section  7.32.3.  of  the  Building  Code.  1 

.  Proposed  change  of  occupancy  of  five  story  build- 
ing  from  public  to  commercial  use  is  contrary  to  Sec- 
uns  2.1.3.5  and  4.2.1  of  the  Building  Code.  Building 
must  be  fireproof  throughout  ” 

and 
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Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot  252.72  ft.  by  430.94  and  339.21  ft.  in  area,  located  in 
business  and  residence  use  B  area  class  V/t  height  districts, 
upon  which  the  buildings  in  question  were  erected  about 
1880  for  use  as  a  hospital;  that  Building  No  1  is  4  and  c 
stories,  51  ft.  6  in.  and  61  ft.  6  in.  in  height,  150  ft.  6  in.  by 
58  ft  6  in.  and  97  ft.  4  in.  in  area,  of  class  3  construction , 
proposed  to  be  used  and  occupied  throughout  for  the  manu¬ 
facture  of  dresses  with  an  occupancy  of  300  persons  per 
iloor ;  that  the  building  is  equipped  with  two  interior  stairs, 

1  ft  2  in  and  3  ft.  8  in.  wide  respectively,  of  iron  with 
cement  treads,  enclosed  in  fire-retarded  partitions  equipped 
with  fireproof  self-closing  doors  and  leading  Irom  root 
bulkhead  direct  to  street  and  three  fire  escapes  extending  to 
roof  by  stairs  and  to  street  by  stairs ;  that  Building  No.  2  is 
two  stories  and  cellar,  27  ft.  10  in.  in  height,  71  ft.  by  20 
ft.  4  in.  in  area,  of  class  3  construction,  proposed  to  be 
used  for  manufacturing  dresses  with  an  occupancy  ot  2t> 
persons  per  floor;  that  this  building  is  not  equipped  with 
interior  or  exterior  stairs;  that  a  ladder  and  scuttle  to  root 
is  provided;  that  Building  No.  3  is  1  story  and  cellar,  15 
ft.  in  height,  42  ft.  8  in.  by  37  ft.  in  area,  of  class  3  con¬ 
struction,  proposed  to  be  used  for  the  manufacture  of  dresses 
with  an  occupancy  of  25  persons  per  story;  that  this  build- 
ing  is  provided  with  one  interior  stairs  from  roof  bulkhead 
direct  to  street,  3  ft.  in  width,  of  wood  construction,  en¬ 
closed  in  fire-retarded  partitions,  equipped  with  fireproof 
self-closing  doors;  that  Building  No.  4  is  2  stories,  21  it. 

2  in.  in  height,  70  ft.  6  in.  by  18  ft.  in  area,  of  class  3  con¬ 
struction  ;  that  this  building  is  not  provided  with  an  interior 
or  exterior  stairs;  that  Building  No.  5  is  1  story,  and  base¬ 
ment,  20  ft.  in  height,  120  ft.  by  52  ft.  in  area,  of  class  1 
construction,  proposed  to  be  used  for  the  manufacture  ot 
dresses  with  an  occupancy  of  50  persons  per  floor ;  that  this 
building  is  provided  with  two  3  ft.  8  in.  wide  fireproof  stairs, 
fireproof  enclosed,  equipped  with  fireproof  self-closing  doors 
and  leading  from  roof  bulkhead  direct  to  street ;  and 

Whereas,  the  applicant  contends  as  to  objection  3,  that 
the  Board  is  requested  to  accept  a  75  lb.  per  sq.  ft.  liveload 
as  the  premises  will  be  used  only  for  dress  manufacturing 
and  the  floors  will  not  be  loaded  to  exceed  this  weight ;  that 
a  floor  load  of  75  lbs.  per  sq.  ft.  will  be  posted  on  all  floors 
and  will  be  required  to  be  strictly  adhered  to;  that  parts  ot 
the  floors  and  corridors  can  safely  sustain  120  lbs.  per  sq.  ft. 
where  the  floor  spans  are  shorter  but  the  requested  load  will 
be  safest  for  the  occupants;  that  as  to  objection  4,  only 
building  No.  1  is  affected  by  this  objection;  that  this  building 
is  partly  4  stories  and  partly  5  stories  but  has  sufficient  exits; 
to  allow  immediate  egress  in  case  of  fire;  that  because  of 
the  large  plot  of  land  upon  which  these  buildings  are  located 
there  are  no  adjoining  buildings;  that  the  buildings  through¬ 
out  are  all  sprinklered  and  building  No.  1  is  equipped  with  a 
standpipe  system;  that  the  sprinkler  system  and  standpipe 
system  will  be  maintained  in  operative  condition  at  all  times ; 

and  . 

Whereas,  the  premises  were  inspected  by  a  Committee 

of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  695-46,  Objection  4,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  buildings  shall  not  be  increased  in  height 
or  area  and  shall  comply  with  the  requirements  of  the  reso¬ 
lution  adopted  this  day  under  Cal.  742-46-BZ;  denied  as  to 
objection  3  to  comply. 


Adjourned:  1:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  14,  1947. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

892-46-A 

APPLICANT— Otto  J.  Sambach,  for  Semken  Coal  Co.,  I 

Inc.,  owner.  .  .  .  c 

SUBJECT— Appeal  from  an  order  and  a  decision  ot  the  hre  j 
commissioner. 

PREMISES  AFFECTED— North  side  ot  Hunter  avenue,  I 
244.27  ft.  east  of  Bay  Parkway  (Block  6491,  Lots  I 
13-19  and  Block  6491A,  Lot  55),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Otto  J.  Sambach. 

For  Administration:  Thomas  A.  Larkin,  hire  I 
Dep’t.  » 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ^ 

Affirmative:  Chairman  Murdock,  Commissioners  1 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4  , 
Negative:  . 

THE  RESOLUTION  (892-46-A)  | 

Whereas,  Otto  I.  Sambach,  for  Semken  Coal  Co.,  Inc^B 
owner,  filed  November  15,  1946,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises , 
North  side  of  Hunter  avenue,  244.27  ft.  east  of  Bay  Park¬ 
way  (Block  6491,  Lots  13-19  and  Block  6491  A,  Lot  53), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  14701-LF,  issued  by  the  Fire  Commis¬ 
sioner  January  2,  1946,  and  referred  to  in  Ins  decision  dated  i 

October  15,  1946,  reads :  *.  I 

“1.  Provide  telegraphic  connection  with  hire  Depart- 
ment  Headquarters,  as  provided  for  by  the  Administra¬ 
tive  Code  487  e-2-ob.” 

and  .  .  c 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot  200  feet  by  720  feet  in  area,  located  in  a  business  use, 

B  area  and  Class  1J4  height  district,  upon  which  exists  a 
coke  storage  hopper  30  feet  by  90  feet  in  area ;  a  coal  storage 
hopper  35  by  150  feet  in  area,  an  office,  conveyors  loading 
hoppers  and  hoists  which  are  located  as  indicated  on  plans 
filed  with  this  appeal  and  that  the  entire  premises  have  been 
■used  since  1916  as  a  coal  yard;  and 

Whereas,  the  applicant  contends  that  the  yard  handles 
only  coke  and  Anthracite  coal;  that  the  Fire  Department  has 
just  installed  a  fire  alarm  box  on  the  service  road  of  the 
Belt  Parkway,  1100  feet  to  the  east  of  premises  and  a 
similar  box  at  the  corner  of  Cropsey  avenue  and  Bay  Park¬ 
way;  that  there  is  a  24-hour  telephone  service  maintained  on 
the  premises  and  someone  is  present  at  all  times;  that  the' 
premises  in  fact  are  not  as  large  as  shown  on  plans,  for  the 
reason  that  most  of  the  land  is  under  water;  it  is  therefore 
requested  the  Board  modify  the  order  of  the  Fire  Commis¬ 
sioner,  in  view  of  the  present  alarm  box  now  installed  by  the 
Fire  Department  adjacent  to  the  premises.  I 

Resolved,  that  the  order  of  the  fire  commissioner  acting 
on  Order  14701-LF,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  a 
non-coin  telephone  instrument  shall  be  maintained  on  the 
premises  in  a  convenient  location  for  service  during  24  hours 
of  each  day  and  with  a  notice  over  the  telephone,  giving  the 
telephone  number  of  fire  headquarters,  and  granted  so  long 
as  the  fire  alarm  box  as  now  installed  about  1100  ft.  to  the 
east  of  the  premises  on  Circumferential  Parkway  and  another 
similar  box  is  maintained  at  the  corner  of  Cropsey  avenue 
and  Bay  Parkway. 


942-46-A 

APPLICANT — Soontup  and  Rapson,  for  Accurate  Bras^ 
Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 84-20  72nd  drive,  south  side  of 
Right-of-Way,  206.41  ft.  west  of  88th  street  (Block 
3810.  formerly  Block  3837,  Lots  444  and  456,  for¬ 
merly  Lots  4  and  6),  Glendale,  Borough  of  Queens 
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(Under  section  36,  General  City  Law  re  building 
must  front  on  legal  street). 

APPEARANCES— 

For  Applicant:  Julius  S.  Rapson  and  Edwin  C. 
Marsch. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC*  fON  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  q 

THE  RESOLUTION  (942-46-A) 

Whereas,  Soontup  and  Rapson,  for  Accurate  Brass  Co., 
owner,  filed  December  4,  1946,  an  application  pursuant  to 
Section  36  of  the  General  City  Law  to  maintain  a  building 
not  fronting  on  a  mapped  street,  affecting  premises  84-20 
72nd  dr ive,  south  side  of  Right-of-way,  206  41  ft  west  of 
88th  street  (Block  3810,  formerly  Block  3837,  Lots  444 
and  456  formerly  Lots  4  and  6),  Glendale,  Borough  of 
Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  2,  1946,  on  amendment  to  N.B.  Applic  91-45 
reads :  '  ’ 

“1.  Request  for  a  permanent  C.O.  denied,  as  building 
does  not  tace  on  a  legal  street.  All  buildings  required 
to  face  on  a  legal  street  as  per  Art.  3  Sect.  36,  General 
City  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(13  ft.)  in  height;  59  ft.  by  18  ft.  1  in.  in  area,  of  Class  3 
construction;  erected  1945,  on  a  lot  220  ft.  by  251  ft.  and 
264  ft.  irregular  in  area;  located  in  an  unrestricted  use, 
A  area  and  Class  1  height  district,  and  used  since  erection 
for  the  storage  of  wood  frames  with  an  occupancy  of  four 
persons ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  under  N.B.  Applic.  91-45,  which  was  approved  for 
a  period  of  one  year,  as  a  war  time  measure ;  that  in  the 
owner’s  post-war  expansion  program  it  is  proposed  to  use 
this  building  for  storage  and  a  request  for  a  permanent 
certificate  of  occupancy  was  filed  with  the  borough  super¬ 
intendent  and  denied  by  the  decision  herein  appealed;  that 
the  building  faces  on  a  right-of-way  30  ft.  wide,  open  to 
88th  street,  which  right-of-way  is  serviced  with  water,  gas, 
electricity  and  sewers ;  that  there  are  no  mapped  streets  on 
this  block;  that  the  building  complies  with  all  laws,  rules 
and  regulations  applicable  to  similar  buildings  when  erected 
on  a  duly  opened  street;  it  is  therefore  requested  that  a 
variance  of  Section  36  of  the  General  City  Law  be  granted 
so  that  a  permanent  certificate  of  occupancy  may  be  issued. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  91-45,  Objection  1,  be  and  it  hereby 
is  modified  and  that  Ihe  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law,  to  permit  the  erection  of  the  building 
as  proposed,  on  condition  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  as  required  for  a  similar 
building  when  erected,  facing  upon  a  duly  opened  street. 


996-46-A 

APPLICANT — Walter  Monroe  Cory,  for  Jacob  Ruppert, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — West  side  of  2nd  avenue,  from 
East  92nd  to  East  93rd  streets,  247  East  92nd  street 
and  248  East  93rd  street  (Block  1538,  part  of  Lot 
12),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  R.  L.  Bertin  and  H.  M.  Hughes. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
t  Housing  and  Buildings. 


mST-1  B0ARD— Appeal  granted  on  condition. 

1  ri  b  V  (J 1  b — 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  BIuitu  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

THE  RESOLUTION  (996-46-A) 

Whereas,  Walter  Monroe  Cory,  for  Jaicob  Ruppert, 
owner,  filed  December  6,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  248  East  93rd 
street  and  247  East  92nd  street,  west  side  of  2nd  Avenue 
between  East  92nd  and  East  93rd  street  (Block  1538,  part  of 
Lot  12),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of.  the  borough  superintendent 
dated  November  18,  1946,  on  amendment  to  Alt.  Applic 
595-46,  reads: 

4.  Repeat.  In  view  of  vertical  extension  and  exten- 
sive  alteration  building  to  be  considered  erected  after 
1913  and  is  governed  by  Sections  270  and  264  of  Labor 
Law,  as  follows : 

a.  All  structural  metal  shall  be  encased  in  fireproof 
material  of  such  thickness  as  shall  be  specified  in  the 
rules  of  the  Board,  264-3  L.L. 

b.  Windows  to  be  fire  windows,  264-6. 

c/  Vertical  openings  to  be  enclosed  in  fireproof  ma¬ 
terial,  270-7  L.L.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories  in 
height ;  87  ft.  average ;  137  ft.  9  in.  front  on  East  93rd  street  • 
161  ft  3  in.  front  on  East  92nd  street,  201  ft.  5  in.  in  depth-’ 
erected  1902  to  1904,  located  in  an  unrestricted  use,  B  area 
and  Class  1  y2  height  district  and  constructed  of  fireproof 
materials  with  exposed  cast  iron  columns  and  unprotected 
bottom  flanges  of  beams  and  girders  and  used  and  occupied 
as  follows .  Subcellar  and  basement,  beer  manufacturing 
and  beer  storage  plant;  1st  to  4th  floors,  vacant;  proposed 
to  be  used  and  occupied  as  follows :  subcellar,  beer  and  ale 
storage;  cellar,  beer  case  storage,  16  persons;  basement 
truck  loading  and  storage,  79  persons;  1st  floor,  truck  load- 
mg  and  storage,  53  persons ;  2nd  floor,  bottle  washing  ma- 
chines,  22  persons;  intermediate  floor,  case  repair  shop  and 
case  storage,  52  persons;  3rd  floor,  bottling  plant,  71  per¬ 
sons;  4th  floor,  beer  storage,  empty  case  storage  and  miscel¬ 
laneous  supplies,  20  persons;  that  the  building  will  be 
equipped  with  an  approved  standpipe  system  and  there  are 
to  be  two  3  ft.  9  in.  wide  fireproof  enclosed  stairways  of 
a  hour  construction,  equipped  with  1  y2  hour  self-closing  fire¬ 
proof  doors  and  leading  from  the  roof  bulkhead,  directly  to 
the  street;  and 

Whereas,  the  applicant  contends  that  the  building  com¬ 
plies  with  Section  271  of  the  Labor  Law  for  buildings  built 
before  1913;  that  in  the  opinion  of  the  Department,  the 
alteration  now  proposed,  changes  the  status  of  the  building 
to  one  covered  by  Section  270  of  the  Labor  Law,  on  the 
grounds  that  the  changes  are  so  material  as  to  constitute 
*  J?!rw  building ;  that  the  premises  were  constructed  prior  to 
1113  and  are  part  of  the  old  Ehret  Brewery  and  the  pro- 
posed  use  is  that  of  a  bottling’  shop  for  the  brewery;  that 
the  buildings .  are  of  the  old  brewery  type  with  massive 
masonry  bearing  walls,  heavy  cast  iron  columns,  structural 
steel  girders  and  beams  with  brick  arches  and  concrete  top 
slabs;  that  the  floors  are  designed  for  300  to  600  lb.  live- 
loads;  that  the  trend  of  the  brewery  business  is  toward 
bottled  beer,  necessitating  the  proposed  changes;  that  ex¬ 
isting  building  restrictions  preclude  new  construction  ;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to  dis¬ 
continue  the  small  open  stairs  between  floors  and  provide 
two  standard  fireproof  stairways  in  conformance  .with  Sec¬ 
tion  -70  of  the  Labor  Law;  to  make  such  modifications  in 
partitions  as  are  necessary  to  accommodate  the  new  ma¬ 
chinery  layout;  to  introduce  a  partial  intermediate  floor 
k  tween  the  2nd  and  3rd  floors,  of  fireproof  construction* 
to  take  down  floors  and  roof  of  the  small  part  of  the  build- 
mg  marked  “CE”  and  reconstruct  them  with  fireproof  con¬ 
struction  to  register  vertically  with  the  balance  of  the  struc¬ 
ture  and  to  install  a  standpipe  system ;  and 
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Whereas,  the  applicant  contends  that  except  for  the  added 
intermediate  floor,  the  levelling  of  the  floors  and  the  added 
floor  in  section  “CE”,  the  alteration  has  been  approved;  that 
the  intermediate  floor  which  it  is  proposed  to  install  will  be 
used  as  a  platform  to  stack  beer  cases  as  it  would  not  be 
practical  to  stack  these  cases  20  ft.  high,  the  story  height 
being  22  ft.  9  in.;  that  the  proposed  alteration  does  not 
increase  the  envelope  of  the  building  except  in  the  small 
section  “CE”  where  existing  height  is  increased  13  ft.  over 
an  area  of  3,775  sq.  ft.,  which  represents  less  than  2%  oi 
the  volume  of  the  entire  buildings;  that  the  building  as 
projected,  conforms  with  the  Labor  Law  for  buildings  built 
prior  to  1913  and  also  conforms  with  section  270  for  build- 
ings  erected  after  1913,  except  for  the  fact  that  the  interior 
cast  iron  columns  are  not  enclosed  in  fireproof  materials 
and  the  soffits  of  the  steel  beams  and  girders  of  the  existing 
floors  are  exposed  and  that  the  floor  openings  through 
which  the  conveyors  pass,  are  not  enclosed  in  fireproof  par¬ 
titions  and  the  existing  windows  are  not  fireproof ,  it  is 
therefore  requested  that  the  Board  interpret  the  work  pro¬ 
posed  as  not  constituting  changes  so  material  as  to  require 
compliance  with  the  requirements  of  the  Labor  Law  for 
buildings  erected  after  1913  or  in  the  alternative  that  the 
Board  grant  a  variation  of  the  requirements  of  the  Labor 
Law,  to  permit  the  alteration  and  use  of  the  building  as 

herein  proposed.  „  ,  ,  ,  .  ,  ,  , 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  595-46,  Objection  4-a,  b,  and  c,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  grouted  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area  other  than  as  proposed^  and 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  December  6,  1946,”  8  sheets;  that  the  existing  open 
stairway  shall  be  removed  and  two  new  enclosed  stairways 
installed,  as  proposed  and  as  shown,  in  compliance  with  the 
requirements  of  the  Building  Code  and  in  compliance  with 
the  Labor  Law,  Section  270;  that  instead  of  installing  a 
standpipe  system  as  proposed,  there  shall  be  a  sprinkler  sys¬ 
tem,  complying  with  the  requirements  thereof,  installed 
throughout  the  buildings ;  that  no  openings  shall  be  con¬ 
structed  in  the  enclosing  walls  other  than  the  existing 
windows  with  wood  frames,  as  shown  as  existing  on  the 
2nd  Avenue  and  East  92nd  street  elevations ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  such 
portable  fire  extinguishers  shall  be  maintained  throughout 
the  building  as  the  fire  commissioner  shall  direct  ;  that  this 
variance  is  granted  only  so  long  as  the  building  is  occupied 
as  proposed. 


258-37-A 

APPLICANT — Edgewater  Rest,  Department  of  Hospitals 
#45,  for  James  G.  Coffin,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance— re  Appeal  from  a 
decision  of  the  commissioner  of  buildings  (pre¬ 
viously  granted  on  condition  for  a  temporary  term 
of  vears). 

PREMISES  AFEECTED— 35-55  223rd  street,  northeast 
corner  of  37th  avenue  (Block  6192,  Lot  60),  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jane  B.  Stevens.  ; 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  term  of  vari¬ 
ance  extended.  „  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE  AND  AMEND  RESOLUTION — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 

THE  RESOLUTION  (258-37-A) 

Whereas,  this  appeal  from  a  decision  of  the  commis¬ 
sioner  of  buildings  affecting  premises  35-55  223rd  street, 


northeast  corner  of  37th  avenue  (Block  6192,  Lot  60) 
Bayside,  Borough  of  Queens,  was  granted  by  the  Board 
July  7,  1937,  on  certain  conditions,  for  a  temporary  period 
of  three  (3)  years,  the  term  of  the  variance  extended  on 
June  22,  1943  and  the  resolution  amended  on  September 
14,  1943,  and  July  11,  1944;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance  and  a  further  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  7,  1937,  so  > 
as  amended,  the  resolution  shall  read:  1 

“*  *  *  that  the  decision  of  the  commissioner  of  . 

buildings  be  and  it  hereby  is  modified  and  that  the  , 
appeal  be  and  it  hereby  is  granted  to  permit  the  * 
premises  under  appeal  to  be  occupied  as  a  nursing  f 
home  for  aged  people,  on  condition  that  such  patients 
shall  be  housed  only  on  the  1st  and  2nd  floors  of  the 
building;  that  the  ceiling  throughout,  including  the  S 
cellar,  shall  be  fire  retarded  by  means  of  applying  sheet  ' 
rock  or  its  equivalent ;  that  the  door  leading  to  the 
cellar  shall  be  fireproof,  self-closing ;  that  there  shall 
be  constructed  on  the  exterior  of  the  house  at  the 
northerly  end  a  fire  escape  with  stair  construction 
leading  directly  to  the  ground;  that  this  fire  escape 
shall  have  connections  on  the  2nd  floor  from  the 
easterly  porch  and  the  northerly  porch;  that  permit 
shall  be  obtained  for  the  proposed  use  from  the  De¬ 
partment  of  Hospitals;  that  the  number  of  patients 
occupying  the  1st  floor  and  2nd  floor  shall  not  exceed 
20  on  the  1st  floor  and  14  on  the  2nd  floor;  that  the 
3rd  floor  may  be  occupied  as  an  apartment  by  the 
lessee;  that  the  number  of  persons  in  the  cellar  serving 
the  building  shall  not  exceed  five  (5)  ;  that  the  2nd 
floor  porch  may  be  enclosed,  provided  the  enclosure 
of  such  porch  does  not  invalidate  any  required  exit ; 
that  sprinkler  heads  shall  be  installed  in  the  main 
stairhall  as  would  be  required  under  the  Multiple 
Dwelling  Law  for  a  converted  multiple  dwelling 
occupancy;  that  such  sprinkler  heads  may  be  fed  from 
the  domestic  water  line  of  the  building ;  that  this 
variance  shall  be  for  a  term  of  five  (5)  years  from 
the  date  of  this  amended  resolution.” 


145-46-A 

APPLICANT — Kitzler  and  Nurick,  for  Cypress  Homes 
Corp.,  owner.  (Cypress  Hills  Swimming  Pool,  Inc., 
lessee). 

SUBJECT — Application  for  consideration— reopening  and  i 
extension  of  time  to  complete — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED — 852-874  Jamaica  avenue  and 
2-20  Hemlock  street,  southwest  corner  (Block  4106, 
Lot  39),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appealed  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  -1 
Negative :  . . . 0 

THE  RESOLUTION  (145-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  852-874  Jamaica  avenue- 
and  2-20  Hemlock  street,  southwest  corner  (Block  4106,  Lot 
39),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
May  7,  1946,  on  certain  conditions;  and  j  j 

Whereas,  the  applicant  requested  an  extension  of  time  in 
which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  7,  1946,  only  so 
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tar  as  it  has  reference  to  obtaining  permits  and  completion 
ot  the  work,  so  that  as  amended,  this  portion  of  the  reso¬ 
lution  shall  read : 

*  *  t]iat  au  permits  required  shall  be  obtained  and 
all  work  completed  within  three  months  from  the  date 
of  this  amended  resolution.” 


600-46-A 

APPLICANT— Industrial  Installations  Corp.,  for  A.  E 
Staley  Manufacturing  Co.,  owner  (Carl  Weitz 
t  Optical  Instrument  Co.,  lessee). 

SUB  J  Ft  j  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AbFECTED — 84-86  North  6th  street  and  163- 
169  Wythe  avenue,  southeast  corner  (3rd  floor)  ; 
(Block  2334,  Lot  5),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Charles  B.  Winick. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THFVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . . .  0 

THE  RESOLUTION  (600-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  84-86  North  6th  street  and 
163-1 60  Wythe  avenue,  southeast  corner  (3rd  floor)  ;  (Block- 
2334,  Lot  5),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  October  1,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  1,  1946, 
only  so  far  as  it  has  reference  to  the  statement  therein  made 
bv  the  applicant  “that  the  building  is  equipped  with  an 
interior  fire  alarm  system  and  that  fire  drills  are  maintained,” 
so  as  to  eliminate  this  clause  from  the  applicant’s  statement 
inasmuch  as  the  applicant  now  states  that  there  is  no  in¬ 
terior  alarm  system  and  that  regulation  fire  drills  are  not 
maintained. 


873-46-A 

APPLICANT — Sidney  L.  Strauss,  for  1875  Eastern  Park¬ 
way  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1873-1883  Eastern  parkway, 
west  side,  57  ft.  north  of  Atlantic  avenue  (2nd 
floor)  ;  (Block  1570,  Lot  31),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  without  prej¬ 
udice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 


.PREMISES  AFFECTED-217-219  West  57tl.  street,  north 
side,  2o0  ft  west  of  7th  avenue  and  216-224  West 
V8th  street  (4th,  5th  and  6th  floors)  ;  (Block  1029, 

Manhattan23’  4^’  46  and  46^)’  Borough  of 

APPEARANCES— 

bor  Applicant:  John  J.  McNamara. 

For  Administration :  Samuel  L.  Becker  Dep’t 
.  Housing  and  Buildings, 

r  C  l  ION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  '  q 


696-45-A 

APPLICANT — John  J.  McNamara,  for  Nielk  Realty  Cor- 
j  poration,  owner. 

iSUBJEC  T — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 


226-46-A 

APPLICANT— William  Shary,  for  700  Lydig  Realty  Corp 
owner.  1  ’’ 

SUBJECT— Appeal  from  a  decision  of  the  meting  borough 
superintendent. 

I  REMISES  AFFECTED  700-708  Lydig  avenue  and  2114- 
2132  White  Plains  road,  southeast  corner  (2nd 

Th^  Bronx °Ck  ^  L°tS  24  ^  31 }’  Boroug'>  of 
APPEARANCES— 

For  Applicant :  William  Shary  and  H.  S.  Diamond 
bor  Administration:  Samuel  L.  Becker,  Dep’t  of 
a  /—•  q,  txt  ^Housing  and  Buildings. 

ACTIN  OF  BOARD— Laid  over  to  February  4,  1947  at 

2  I  .M.,  for  an  inspection  by  a  committee  of  the 
Board. 


955-46-A 

APPLICANT— Wallace  G.  Storch,  for  New  York  Dock 
STTRTU-r'm  ’  °Awner, (Atlantic  Zinc  Works,  Inc.,  lessee). 
SUBJFC1—  Appeal  from  a  decision  of  the  fire  commis- 
•  si  oner. 

FREMTSES  AFFECTED — 87  Bowne  street,  southeast 
corner  of  Imlay  street  (2nd  floor);  (Block  ^07 

appearances-  1)1  Boro"Rh  of  Brooklyn' 

For  Applicant :  Randell  Henderson 
A  -p  t  ca  st  rat  ion  ;  Thomas  A.  Larkin,  Fire  Dep’t 

A(  ION  OF  BOARD— Laid  over  to  January  28,  1947  at 
-  P.M.,  at  request  of  applicant’s  representative. 


492-27-BZ  Z0NING  APPLICATIONS. 

APPLICANT— Lama  and  Proskauer,  for  Halward  Realty 
Corporation,  owner. 

SUBJECT  Application  for  consideration — Approval  of 
plans  re  resolution  of  7/23/46— Application  (de¬ 
cision  ot  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7c  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  change  of  occupancy  from  gasoline  ser¬ 
vice  station  (previously  granted  bv  the  Board)  to 
gasoline  service  station,  sales,  office,  lubritorium, 
brake  testing,  wheel  aligning  and  extension  of  exist¬ 
ing  structure. 

PREMISES  AFFECTED-1 134-1 144  East  New  York  ave- 
nue  arad  2-12  East  98th  street,  southwest  corner 

APPEARANCES^  ^  ?  ’  B°rough  of  Brooklyn. 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 
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THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  APPROVE  PLANS—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  . 


THE  RESOLUTION  (492-27-BZ) 

Whereas,  this  application,  affecting  premises  1134-1144 
East  New  York  avenue,  southwest  corner  of  East  98t 
street  (Block  4600,  Lot  7),  Borough  of  Br<^lyn,  was 
granted  by  the  Board  at  its  meeting  February  28  1933  on 
certain  conditions,  resolution  amended  May  31,  ^.  Septem¬ 
ber  15,  1936,  November  8,  1939,  November  26,  1940  and 
July  23,  1946  and  applicant  requested  a  further  amendment 
of  the  resolution  and  approval  of  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  28,  1933,  a 
amended  by  resolutions  adopted  through  July  23,  1946,  so 
that  as  amended,  this  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  the  resolution  adopted  February  28, 
1933  as  amended  by  resolutions  adopted  through  De¬ 
cember  6,.  1940,  to  permit  the  accessory  building  to  be 
enlarged  and  the  front  remodeled,  as  indicated  on  plans 
filed,  marked  ‘Received  February  26  1946 ,  on  coition 
that  the  door  from  the  accessory  budding  to  East  98th 
street  shall  be  closed  up  as  proposed ;  that  the  cui b  cut. 
shall  he  constructed  as  previously  required,  except  that 
they  shall  not  exceed  25  feet  in  width;  that  a  block  of 
concrete  shall  be  installed  at  the  intersection  of  East 
New  York  avenue  and  East  98th  street  for  a  distance  of 
not  less  than  5  feet  along  each  building  line;  that  such 
concrete  shall  be  not  less  than  12  inches  in  height  and 
may  be  segmental  in  shape;  that  a  similar  block  shall  be 
installed  against  the  adjoining  premises  on  the  westerly 
lot  line;  that  in  all  other  respects  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  re8ula* 
tions  applicable  thereto  and  to  the  requirements  of  the 
resolutions  previously  adopted;  that  all  permits  requi 
shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution;  that  within 
3  months  the  applicant  shall  file  plans  showing  primps 
relocated  for  consideration  by  the  Board. 

Re  wived  further,  that  the  plans  required  m  the 
resolution  of  July  23,  1946,  to  be  submitted  within  three 
months,  and  filed  in  triplicate  marked  Received  Novem¬ 
ber  6  1946’,  are  hereby  approved  as  meeting  the  require¬ 
ments  of  the  resolution,  provided  the  pumps  are  arranged 
as  indicated  thereon  and  all  other  requirements  are  com¬ 
plied  with.” 


resolution,  permitting  partly  in  a  business  use  and  partly  i 
a  residence  use  district,  the  erection,  and  maintenance  of  a 
gasoline  service  station,  affecting  premises  122-1-3  to  124-41 
Rockaway  boulevard,  northwest  corner  ot  123rd  Street 
(Block  2512,  part  of  Lot  7),  South  Ozone  Park,  Borough 
of  Queens,  was  granted  by  the  Board  on  January  23,  1934, 
on  certain  conditions,  resolution  amended  on  May  8,  1134, 
June  15,  1943,  October  5,  1943  and  July  9,  1946  and  the 
applicant  requested  a  further  extension  of  time  to  complete 

thRwhed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  43,  1934,  as 
amended  through  July  9,  1946,  in  so  far  as  .t  has  reference 
to  obtaining  permits  and.  completion  of  work,  so  that 
amended,  this  portion  of  the  resolution  shall  read. 

“*  *  *  that  in  view  of  statement  by  applicant  that 
all  permits  have  been  obtained  and  that  all  work  com- 
pleted,  except  the  completion  and  restoration  of  walls  1 
bat  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  amended 
resolution;  that  the  masonry  walls  on  the  structure  as 
to  the  two  street  fronts  and  walls  on  the  street  line  and 
interior  lot  line  as  required  by  the  resolution  may  be 
finished  with  Insul-Mastic,  as  approved  by  the  Board 
for  such  use  under  Cal.  395-40-SM,  provided  the  walls 
on  the  lot  line  and  street  line  are  stuccoed  on  the  inside 
and  outside  and  that  in  the  event  the  owner  desires  to 
install  a  heating  system  for  the  building  that  such  heat 
ing  system  shall  be  in  a  room  separated  from  the  balance 
of  the  building  by  fireproof  construction  and  enterable 
only  from  the  exterior,  except  that  such  enclosure  may 
be  carried  up  to  the  underneath  side  of  the  roof  beams, 
provided  the  roof  beams  are  protected  within  the  boiler 
room,  with  metal  lath  and  cement  plaster  and  th<- 
tions  adequately  fire-stopped  to  the  underneath  side  of 
the  roof  surfacing.” 


495-32-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  owner. 

SU  B I  ECT— Application  for  consideration— reopening  and 
‘  '  extension  of  time  to  complete— Application  _  (de¬ 

cision  of  the  superintendent  of  buildings)  previous  y 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  business  .  and  residence 
use  districts,  the  erection  and  maintenance  ot  a 

PREMISES' "aFFECTED— 422-13  to  122-21  Rockaway 

of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch  , 

For  Administration  :  .  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex- 

THE  VOTEdTO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  . . . 

THE  RESOLUTION  (495-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 


511-37-BZ 

APPLICANT — Horace  S.  Ely  and  Company,  for  Abraham 
B.  Cox,  owner.  .  .  , 

SUB TECT— Application  for  consideration— reopening  and 

extension  of  term  of  variance— Application  (deu- 
sion  of  the  commissioner  of  buildings)  previous  \ 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  years,  the  maintenance  of  a  shop: 
for  the  manufacture  of  light  ornamental  iron. 
PRFMISES  AFFECTED— 1237-1239  Second  avenue  and 
246-250  East  65th  street,  southwest  corner  (LSlocK 
1419,  Lot  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Arthur  Byrnes 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  ot 

variance  extended.  ___  ^ ,  _  _ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 

VARIANCE—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  j 
Negative:  . ' 


THE  RESOLUTION  (511-37-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoninf 
resolution,  permitting  in  a  business  use  district  for  a  tern, 
of  two  years,  the  premises  to  be  used  as  a  shop  for  trW 
manufacture  of  light  ornamental  iron,  affecting  premise 
1237-1239  Second  avenue  and  246-250  East  65th  street 
southwest  corner  (Block  1419,  Lot  28)  Borough  of  Map 
hattan,  was  granted  by  the  Board  of  March  29,  1938  o 
certain  conditions,  term  of  variance  extended  on  March  I 
1941  February  24,  1943  and  January  22,  1945  and  the  appli 
cant’ requested  a  further  extension  of  the  term  of  variano 
Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  amend  the  resolution  adopted  March  29,  1938,  . 
amended  by  resolutions  adopted  through  January  22,  194 
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only  SO  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read  : 
“*  *  *  granted  under  section  7e  for  a  term  of  two 
years  trom  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  as  a  shop  for  the  manu¬ 
facture  of  light  ornamental  iron,  on  condition  *  *  * 

‘hat  other  than  as  herein  amended  the  conditions  of 
Xrarch  29,  1938  shall  be  complied  with  and  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained.” 


819-38-BZ 

APPLICANT— Oliver  D.  Wallett,  for  Charles  Jacob 
owner. 

1  SUBJECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  residence  and  partly 
in  business  use  districts,  for  a  term,  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 10-11  to  40-19  75th  street  and 
/5-01  Broadway,  northeast  corner  (Block  1486,  Lots 
3,  16  and  18),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Oliver  D.  Wallett. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
t  Housing  and  Buildings. 

(ACTION  OF  BOARD — Application  reopened  and  term  of 
I  variance  extended. 

THv\pStJ£)  RE0PEN  AND  extend  TERM  OF 
variance — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  -4 
Negative:  .  q 

THE  RESOLUTION  (819-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  for  a  term  of  two  years  the  nark¬ 
ing  and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  40-11  to  40-19  75th  street  and  75-01  Broadway 

SSfSmfr,(B  o?  1486'  Lo,s  ,3'  16  18).  tacks™ 

October'  10  193Qh  °f  Q"e<?ns’  vvas  S™nted  by  the  Board  on 
uctohci  JO,  1939,  on  certain  conditions;  and 

Whereas  the  term  of  variance  was  extended  on  Septem- 
23,  1941  and  December  19  1944 
Jfsohed,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  the  resolution  adopted  October  10  1939  as 
amended  by  resolutions  adopted  through  December  19  ‘  1944 
only  so  far  as  it  has  reference  to  the  term  of  the  variance 
'  tha*  a*  a^ended,  this  portion  of  the  resolution  shall  read : 

granted  under  section  7h  for  a  term  of  two 
lr°™  1 16  dktC  °f  this  anmtded  resolution,  to  permit 

'  of  riStf  to  J*  0C,CcUspied  for  the  Parking  or  storage 
ot  more  than  five  (5)  motor  vehicles,  on  condition 
,  and  that  other  than  as  herein  amended  the 

andd'thatS,°f  D!.cfiem?er  VHl’  shall  be  complied 'with 

1  (iLc  AppliCcer362M4r  °CCUPanCy  Sha"  be  ob,ailKd 


474-41-BZ 

SUBIFCT^A  ?eacon  CM  Company,  owner. 

JECT  Application  for  consideration— reopening  and 

~  °f  6  t0  C0.mP,eje— . Application  (decision 
ot  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  an  accessory  building  on  a  gaso- 
line  sernce  station.  K  K 

TurS^FFR:CiTED7-96'02  Corona  avenue  and  49-01 
junction  boulevard,  southeast  corner  (Block  999 
ot  1),  Corona,  Borough  of  Queens. 


APPEARANCES— 

E°r  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AL  1  ION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

.  mrmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  i  . . . . .  q 

THE  RESOLUTION  (474-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  an  accessory  building  on  a  gasoline  ser- 
vice  station,  affecting  premises  96-02  Corona  avenue  and 
44-ui  Junction  boulevard,  southeast  corner  (Block  999  Lot 
1),  Corona,  Borough  of  Queens,  was  granted  by  the  Board 
on  December  2,  1941,  on  certain  conditions;  and 

\\  hereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  15,  1942,  December  21  1943’ 
December  12,  1944  and  December  18,  1945 ;  and 

Whereas  the  applicant  requested  a  further  extension  of 
time  ior  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  amend  the  resolution  adopted  on  December  2  1941 
as  amended  through  December  18,  1945,  only  so  far  as  it 
lias  reference  to  obtaining  permits  and  completion  of  work 
so  that  as  amended,  this  portion  of  the  resolution  shall  read’ 
in  view  of  the  statement  by  applicant  that  all  plans 
have  been  hied  with  the  borough  superintendent,  that 
all  peimits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  amended 
lesolution  *  *  and  that  other  than  as  herein 

amended  the  conditions  of  the  resolution  of  December 
2,  1941,  shall  be  complied  with  (N.B.  Applic.  7867-40).” 
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493-41-BZ 

"gTTP ?eacon  Oil  Company,  owner, 
o  L  rij  RE  I  Application  for  consideration — reopening  and 

e* t!uS1°in  of  a^le  to  complete— Application  (decision 
ot  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  district,  the  erection 
and  maintenance  of  an  accessory  building  on  an 
§as°hne  service  station. 

PREMISES  AFFECTED-2322-2326  First  avenue  and  401 
toast  H 9th  street,  northeast  corner  (Block  1807 

APPEARANCES— °U^h  °f  Ma"hat,an' 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  f  JON  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (493-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  an  accessory  building  on  an  existing 
gasoline  service  station  affecting  premises  2322-2326  First 

1807UCT  )4°  n  EaSt  i!  9?  northeast  corner  (Block 

18U7  Lot  1)  Borough  of  Manhattan,  was  granted  by  the 

Board  on  September  30,  1941,  on  certain  conditions ;  and 

WHEREAS  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  27,  1942,  November  9,  1943,  Novem¬ 
ber  28,  1944  and  December  18,  1945;  and 

Whereas,  the  applicant  requested  a/further  extension  of 
tbe  time  lor  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  30  1941 
as  amended  through  December  18,  1945,  only  so  far  as’ it  has 
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reference  to  obtaining  permits  and  completion  of  work  so 
that  as  amended,  this  portion  of  the  resolution  shall  read . 
“*  *  *  that  in  view  of  statement  by  applicant 

that  all  plans  have  been  approved  by  the  borough  super¬ 
intendent,  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution  *  *  *  and  that  other  than  as 

herein  amended,  the  conditions  of  the  resolution  of  bep- 
tember  30,  1941,  shall  be  complied  with. 


il9-41-BZ 

\PPLICANT — Colonial  Beacon  Oil  Company,  tor  Irving 
Rosenblum,  owner.  .  .  , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of 'time  to  complete— Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  ot  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
the  alteration  of  an  existing  gasoline  service  sta¬ 
tion  and  erection  of  a  new  accessory  building. 
PREMISES  AFFECTED — 218-02  Hillside  avenue  and 
88-01  218th  street,  southeast  corner  (Block  1U0/8, 
Lot  1),  Queens  Village,  Borough  of  Queens. 

APPEARANCES—  T  , 

For  Applicant:  Joseph  B.  Lynch  T->  u  r 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex- 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee . .  4 
Negative:  . 

THE  RESOLUTION  (619-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  alteration 
of  an  existing  gasoline  service  station  and  the  erection  o 
a  new  accessory  building,  affecting  premises  2184)2  Hillside 
avenue  and  88-01  218th  street,  southeast  corner  (Block  106/8 
Lot  1)  Queens  Village,  Borough  of  Queens,  was  granted 
by  the  Board  on  December  16,  1941,  on  certain  conditions; 

Whereas,  time  to  obtain  permits  and  complete  the  woik, 
was  extended  on  December  15,  1942,  December  21,  1943. 
December  12,  1944  and  December  18,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  ot 
time  to  obtain  permits  and  complete  the  work 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  the -resolution  adopted  on  December  6,  , 

only  so  far  as  it  has  reference  to  the  obtaining  of  permits 
and'  completion  of  work,  so  that  as  amended,  this  portion  ot 

the  resolution  shall  read:  ...... 

“*  *  *  that  in  view  of  statement  by  applicant  that 

plans  have  been  approved,  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  amended  resolution ;  that  other  than  as 
herein  amended,  the  resolution  adopted  on  December  6, 
1941,  shall  be  complied  with,  and  that  a  certificate  of 
occupancy  shall  be  obtained  (N.B.  3066-41).” 

530-42-BZ 

APPLICANT— Herman  Kron,  for  Sutherton  Estates,  Inc., 
owner  (Abraham  Steinberg,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
acceptance  and  rehearing— previously  denied— re  Ap¬ 
plication  (decision  of  the  borough  superintendent)  to 
permit  under  section  7h  of  the  zoning  resolution,  in 
a  local  retail,  B  area  district,  the  parking  and  storage 
of  more  than  five  motor  vehicles  for  a  term  of  two 
yCcirs 

PREMISES  'AFFECTED— 360-374  Avenue  of  The  Ameri¬ 
cas,  east  side,  from  Washington  place  to  Waverly 
place,  87  Washington  place  and  126-130  Waverly 
place  (Block  552,  Lot  37),  Borough  of  Manhattan. 


APPEARANCES—  _  „  AU  „ 

For  Applicant:  Herman  Kron,  William  R.  Altman  1 

and  Samuel  Rudin.  ^  ,  _  ,.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot  I 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN—  .  _  . 

Affirmative :  Commissioner  Savage  and  Deputy  I 

Chief  Guinee  . y  •  - - :  ■ : - 2 

Negative :  Chairman  Murdock  and  Commissioner 

Blum .  2 1 

THE  RESOLUTION  (530-42-BZ) 

Whereas,  this  application  under  section  7-h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  term  ot 
iwo  (2)  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles;  premises  360-374  Sixth  avenue,  east  side 
from  Washington  place  to  Waverly  place  and  126-130 
Waverly  place  and  87  Washington  place  (Block  oo2  Lot  3/J, 
Borough  of  Manhattan,  was  denied  by  the  Board  on  Sep¬ 
tember  22,  1942;  and  .  , 

Whereas,  the  applicant  requested  a  reopening,  acceptance 

and  rehearing  of  the  application;  and  _  _ 

Whereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board ;  and  ,  . 

Whereas,  the  Board  deemed  that  no  new  substantial  tacts 

were  presented  to  justify  a  rehearing.  , 

Resolved,  that  the  request  to  reopen,  be  and  it  tiereDyl 

is  denied. 


718-44-BZ 

APPLICANT— 43  Park  Avenue  Corporation,  new  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  thffil 
temporary  use  of  a  portion  of  an  existing  residence 
building  for  conference  room,  professional  oft  ice, 
drafting  room,  storage  and  file  rooms. 

PREMISES  AFFECTED— 39  Park  avenue,  northeast  cor¬ 
ner  of  East  36th  street  (Block  892,  Lot  1),  Borough 
of  Manhattan. 

APPEARANCES—  .  T  .  „  „ 

For  Applicant:  William  J.  Minogue  &  John  l .  box. 
For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  ot 
variance  extended.  J- 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 

VARIANCE—  .  ,  ,  _  .  . 

Affirmative  i  Chairman  Murdock,  Commissioners  I 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . .| 

THE  RESOLUTION  (718-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  tem¬ 
porary  use  of  a  portion  of  an  existing  residence  building  for 
conference  room,  professional  office,  drafting  room,  storage 
and  file  rooms,  affecting  premises  39  Park  avenue,  northeast 
corner  East  36th  street  (Block  892,  Lot  1),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  January  9,  1945, 
on  certain  conditions;  and  .  tjL 

Whereas,  the,  applicant  requested  an  extension  of  the 

term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  9,  1945, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read: 
“Granted  under  section  7e  for  a  term  of  one  (1)  year 
from  the  date  of  this  amended  resolution  to  permit 
*  *  *  that  other  than  as  herein  amended,  the  condi¬ 

tions  of  the  resolution  of  January  9,  1945,  shall  be  com¬ 
plied  with  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 
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708-45-BZ  ✓ 

APPLICANT— Paul  Friedman,  for  Sears,  Roebuck  and 
Company,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  park¬ 
ing  of  more  than  five  motor  vehicles  for  patrons 
and  employees  during  store  hours 
PREMISES  AFFECTED— 2359-2381  Bedford  avenue,  east 
^ej  ft.  3R>  in.  south  of  Tilden  avenue  (Block 

APPEARANCES— )f  B°r0Ugl1  °f  Br0°klyn' 

For  Applicant:  Paul  Friedman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended. 

rHt- t)a?tTR  to  r*open  AND  AMEND  RESOLU- 
1 1  UN — 

A  fin  mative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  C  hief  Guinee  4 
Negative:  .  '  q 

FHE  RESOLUTION  (708-45-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
esolution  permitting  in  a  business  use  district,  the  parkin^ 
f  more  than  five  motor  vehicles  for  patrons  and  employees 
uring  store  hours;  affecting  premises:  2359-2381  Bedford 
venue,  east  side,  158  ft.  3^  in.  south  of  Tilden  avenue 
IBlock  M3a  Lot  a3),  Borough  of  Brooklyn,  was  granted 
y^the  Board  on  December  4,  1945,  on  certam  conditions; 

LsolutTonAS’  thC  applicant  recl>iested  an  amendment  to  the 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  resolution  adopted  on  December  4  194=5 

/  adding  thereto :  ’ 

*  *  *  that  in  the  event  the  owner  desires  to  install 
f™?*Linfg  surface  of  concrete  instead  of  asphalt  as 
herenbelore  required,  such  substitution  may  be  per¬ 
mitted  and  a  drainage  system  draining  to  the  storm 
sewer  in  Bedford  avenue,  as  passed  upon  by  the  borough 
superintendent  under  P.  &  D.  Applic.  11203-46,  may  be 
installed,  constructed  of  terra  cotta  or  vitrified  tile  in 
accordance  with  the  requirements  of  the  Building  Code 
under  Section  C26- 1299,  and  that  in  view  of  statement 
by  applicant  that  permits  have  been  obtained,  all  work- 

da?!  bfe  comPleted  within  three  (3)  months  from  the 
date  of  this  amended  resolution.” 


0-45-BZ 

PPLICANT  Max  Issler,  for  Progress  Burlap  Bag  Cor- 

'  „  poration,  owner. 

[EJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  or  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  and  unrestricted 
use  district  the  change  of  occupancy  from  public 
garage  to  factorv. 

IEMISES  AFFECTED— 1835  Carter  avenue,  west  side, 
208.77  ft.  north  of  Prospect  place  (Block  2892,  Lot 
34),  Borough  of  The  Bronx. 

5PEARANCES— 

For  Applicant :  Gerald  Levy. 

For  Administration:  Samuel  L.  Becker,  Dop’t  of 

..TA„  Housing  and  Buildings. 

eTIOK  Db  BOA-RD— Application  reopened  and  time  ex- 

,  tended. 

IE  V9I;E  T0  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (810-45-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  and  unrestricted  use 
district,  the  change  of  occupancy  from  public  garage  to 
affecting  premises  1835  Carter  avenue,  west  side, 
208.77  ft.  north  of  Prospect  place  (Block  2892,  Lot  54), 

c  °ir^lgh  of  The  Rronx>'Was  granted  by  the  Board  on  March 
5,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  trie  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  5,  1946  only 
so  far  as  it  has  reference  to  obtaining  a  certificate  of  ’occu- 
pancy,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read  : 

*  .  *  *  that  in  view  of  statement  by  owner  that  all 
permits  have  been  obtained  and  all  work  has  been  sub¬ 
stantially  completed,  and  that  additional  time  is  required 
lor  obtaining  the  certificate  of  occupancy,  that  such 
certificate  shall  be  obtained  within  six  (6)  months  from 
the  date  of  this  am-ended  resolution.” 


84-46-BZ 

1  LICANT  Kitzler  and  Nurick,  for  Cypress  Homes, 
^  owner  (Cypress  Hills  Swimming  Pool,  Inc.,  lessee).’ 
oUdjilli  Application  for  consideration — reopening  and 
extension  of  time  to  complete— Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  and  unrestricted  use 
district,  a  swimming  pool,  bath  houses,  recreation 
facilities  and  supply  room. 

1  REMISES  AFFECTED — 852-874  Jamaica  avenue  and 
2-20  Hemlock  street,  southwest  corner  (Block  4106 
Lot  39),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
^  avage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (84-46-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  and  unrestricted  use 
district,  a  swimming  pool,  bath  houses,  recreation  facilities 
a  oHPPfe  rOC?m’,  affectinS  premises  852-874  Tamaica  avenue 
and  2-20  Hemlock  street,  southwest  corner  (Block  4106,  Lot 

a/t  ’  ?°™fh  of  Brooklyn>  was  granted  by  the  Board,  on 
May  7,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  tire  work 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  7,  1946,  only  so 
iar  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read  : 

*  *  *  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  three  months  from  the 
date  of  this  amended  resolution.” 


106-46-BZ 

APPLICANT— Charles  M.  Spindler,  for  Joseph  Rodkin 
owner.  * 

SUBJECT  Application  for  consideration — Approval  of 
plans— re  Application  (decision  of  the  borough 
.superintendent)  previously  granted  on  condition 
under  section  7c  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  the  reconstruction  of  an 
existing  gasoline  service  station  with  accessory 
uses.  3 
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PREMISES  AFFECTED — 2413-2425  Flatbush  avenue  and 
5102-5112  Avenue  T.  southeast  corner  (Block  8543, 

'  Lot  34),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Samuel  L.  Becker,  Dept  of. 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  reopened  and  plans 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLANS- 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee. .  4 
Negative: 


THE  RESOLUTION  (106-46-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  recon^ 
ctrurtinn  nf  an  existing  gasoline  service  station  with  acces 
so i  v  uses,  affecting' premises  2413-2425  Flatbush  avenue  and 
5102-5112  Avenue  T,  southeast  corner  (Block  8543,  Lot  c  ), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  April  30, 

1946,  on  certain  conditions;  and  , 

Whereas,  the  applicant  requested  an  approval  of  plans, 
in  accordance  with  the  resolution  of  April  30,  1946. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  30,  1946,  by 

,l  '  '  ”<■*  *  *  ^e  plans  hereinbefore  required  to  be 

filed  with  the  Board  for  approval  marked  Received 
December  3,  1946,’  (3  sheets)  and  filed  in  triplicate  are 
hereby  approved  as  complying  with  the  requirements  o 
the  resolution  adopted  April  30,  1946,  on  condition  that 
the  accessory  building  arranged  for  car  washing,  lubri- 
tory?  office  and  sales  shall  be  constructed  in  compliance 
with  all  requirements  of  the  Building  Code  and  shall  be 
constructed  of  face  brick,  as  indicated  on  such  plans, 
that  the  walls  required  to  be  erected  on  the  interior  lot 
lines  shall  be  constructed  of  face  brick  on  both  sides  of 
the  same  type  as  used  in  the  accessory  building ;  t  at 
the  base  of  the  pumps,  located  where  indicated  on  plans, 
shall  not  be  nearer  than  12  feet  to  the  street  building 
line  of  Flatbush  avenue  and  Avenue  T ;  that  the  pumps 
shall  be  of  the  parkway  design  with  masonry  base  con¬ 
structed  of  brick  matching  the  brick  used  in  accessory 
building;  that  a  block  of  concrete  shall  be  constructed 
within  the  building  line  not  less  than  12  inches  in  height, 
as  indicated  on  plans;  that  curb  cuts  shall  be  restricted 
to  two  on  Flatbush  avenue,  not  over  thirty  feet  m .width 
each  and  two  of  similar  width  on  Avenue  T ,  that  no 
i,art  of  any  curb  cut  shall  be  nearer  than  five  feet  to  a 
lot  line  as^extended ;  that  signs  shall  be  restricted  to  a 
oermanent  sign  attached  to  the  facade  of  the  accessory 
building  and  to  the  illuminated  globes  of  the  pumps, 
excluding  all  roof  and  temporary  signs,  but  permitting 
the  erection  within  the  building  lines  at  the  intersection 
of  a  post  standard  for  supporting  a  sign  which  may  be 
illuminated,  advertising  only  the  brand  of  gasoline  o 
sale  such  sign  to  extend  beyond  the  building  line  for  a 
di  tknee  of  not  more  than  four  feet;  that  the  number 
of  gasoline  storage  tanks  installed  shall  not  exceed  six 
550  o-allon  tanks;  that  the  planted  area  shall  be  main 
taint'd  as  indicated  on  plans,  protected  by  a  concrete  curb¬ 
ing-  not  less  than  six  inches  in  width  and  6  inches  in 
height,  constructed  on  a  proper  foundation;  that  where 
not  occupied  by  accessory  buildings,  pumps  and  plant 
i  g  The  premises  shall  be  surfaced  with. concrete s  o !  a 
(lark  color  or  tarvia  or  similar  impervious  material, 
that  the  side  walks  surrounding  the  premises  and  curbing 
shall  be  reconstructed  or  repaired  to  the  satisfaction  of 
the  Borough  President;  and  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  amended  resolution. 


SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
Granted  on  condition  for  a  term  of  ten  years,  under 
section  21  of  the  zoning  resolution,  permitting  in 
a  business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northeast  corner  of  Liberty 
avenue  and  104th  avenue  and  northwest  corner  ot 
Liberty  avenue  and  184th  street  (Block  1404,  part  of 
Lots  141  and  415),  Jamaica,  Borough  of  Queens. 

APPEARANCES—  a  t 

For  Applicant:  Alfred  A.  Lama. 

For  Administration;  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee.  4 
Negative:  . 


APPLIANCE  AND  MATERIAL  SUBMITTED 

APPROVAL 

30-43-SA 


FOR 


APPLICANT— Herd  Utilities  Inc.,  owner.  i 

SUB  TECT— Application  for  consideration— reopening  and 
amendment  to  include  additional  name  ic  Herd 
Thermostatic  Damper  Control  (Automatic  Draft 
Regulator),  previously  approved  on  condition. 

APPEARANCES— 

For  Applicant:  Nathan  Gelles. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  „  J  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee.  4 
Negative:  . . ® 


THE  RESOLUTION  (30-43-SA)  I 

Whereas,  the  Interborough  Engineering  Cov,  for  Herd' 
Utilities  Inc.,  owner,  filed  on  January  19,  1943,  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  appliance  known  as  the  Herd  Thermostatic  Damper 
Control  (Automatic  Draft  Regulator)  ;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
February  16,  1943,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  theJ 
resolution,  to  market  this  appliance  under  the  additional 
name  of  Draft-O-Matic  Fuel  Saver. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  16,  1943,  by 

adding  thereto:  ,  ,  .  .  , 

“*  *  *  that  this  device  may  also  be  marketed  under 

the  name  of  Draft-O-Matic  Fuel  Saver,  by  the  Draft- 
O-Matic  Corporation  of  America,  agents  for  Herd 
Utilities,  Inc.,  on  condition  that  the  requirements  of  this 
resolution  shall  otherwise  be  complied  with.” 


244-36-BZ  _  c  .  .  . 

APPLICANT— Lama  and  Proskauer,  for  Bennet-Sclueber, 


518-43-SM 

APPLICANT— Metal  Door  Associates,  owner. 
SUBJECT— Application  for  consideration  —  reopdmng 
amendment  of  resolution  and  extension  of  time— r< 
Kalamein  \l/2  Hour  Fire  Test  Door  Assembly 
(previously  approved  on  condition). 

APPEARANCES— 

For  Applicant:  B.  K.  Weingrad. 

ACTION  OF  BOARD— Application  reopened,  resolutio 
amended  and  time  extended.  ’ 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTIO! 
AND  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. . 

XTporotlVP  *  . . . 


T  nr  owner. 
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MINUTES 


THE  RESOLUTION  (518-43-SM) 

\\  hereas,  the  Metal  Covered  Door  Associates,  owner, 
filed  on  October  29,  1943,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  ii  ,  -  */}  Covered  Door  Associates  Kalamein  One  and 
One-Half  Hour  lest  Fire  Door  Assembly;  and 
\\hereaS  this  material  was  approved  by  the  Board  on 
October  24,  1944,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  June  18  1946- 
and  ’  ’ 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  extension  of  the  term  of  variance 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  24  1944  as 
published  in  Bulletin  No.  43,  Volume  29,  and  as  amended  on 


June  18,  1946,  as  published  in  Bulletin  No.  26,  Volume  31  as 

*he  31hrL,Pser j°V°r  ■T™"1"?  substitution™' pita 
me  steel  sheets  in  lieu  of  galvanized  steel  so  that  as 

amended,  tins  portion  of  the  resolution  shall  read: 

i  ■  r  at  tbe  Permission  previously  given  for 

be  ex tenZl  f°r  g?lvanizA  the  sheet  ma" 

date  of  tld.  I  V7m  °,f  SIX  (6)  months  from 

t°h[  ?,s  “™<™ded  resolution;  that  the  requirement 

?a  liha  sheets  sha  1  be  Painted  on  both  sides' may  be 

on/5  "dCd  S°  aS  t0  require  Painting  on  the  exposed  side 


Adjourned:  4:00  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
a  ,  appeals  held  on  December  3,  1946,  as  they  appeared  in 
Bulletin  No.  50,  Vol.  31,  are  hereby  corrected  to  read  as 
:  follows : 

270-38-SA 

APPLICANT — Alodesto  Callejo,  owner, 
j  SUBJECT  Bidoro  Vacuum  Breaker,  Type  D  (reopened 
June  20,  1944). 

APPEARANCES— 

i  For  Applicant:  Alodesto  Callejo. 

I  ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests 
THE  VOTE  TO  AA1END  RESOLUTION— 

Affirmative:  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  . .  0 

THE  RESOLUTION  (270-38-SA) 

Whereas,  Modesto,  Callejo,  owner,  filed  on  April  18, 
11938,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  lor  approval  of  the  appliance  known  as  Bidoro 
Vacuum  Breaker,  Type  D  (Plumbing  Device)  ;  and 
U  hereas  this  appliance  was  approved  by  the  Board  on 
.'July  1938,  on  certain  conditions;  and 

V\  hereas  the  resolution  was  amended  on  February  7 
1939,  to  include  sizes  1  iy2%  2,  2j/2,  3,  3J4  and  4;  and  ’ 
hereas,  the  applicant  requested  a  further  amendment 
ot  the  resolution ;  and 

•  Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  20,  1944;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads  • 

19 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  No.  270-38-SA  October  7,  1946. 

Subject:  Bidoro  Vacuum  Breaker,  Improved  Tvpe  D 
Approval  of  ' 

Under  date  of  Feb.  7,  1939,  the  Board  of  Standards 
and  Appeajs  approved  the  Bidoro  Vacuum  Breaker, 

J  Mje  D.  J  he  applicant  requested  a  reopening  of  the 
app hcation  and  approval  of  the  Improved  D  The 
application  was  reopened  June  20,  1944. 

Description 

..Jhk  Bidoro  Vacuum  Breaker,  Improved  Type  D 
i  diners  from  the  original  Type  D  in  the  replacement  of 
i  ie  metal  washer  with  a  fiber  or  composition  rubber 
|  washer. 

Inspection  and  Test 

Tests  were  made  of  the  Improved  Bidoro  Vacuum 

.  97n™ee  AType  P’  StaPdards  and  Appeals  Calendar  No. 
270-38-SA  on  September  20th,  1946. 

»  JJiese  l5sts  were  conducted  at  the  vacuum  test  bench 
£30  Vandewater  street,  by  Ormonde  J.  Burke,  Chief, 
Bureau  of  Water  Register,  and  witnessed  by  Mr  M 
Vallejo,  owner,  Commissioner  Charles  Af.  Blum,  repre¬ 


senting  the  Board  of  Standards  and  Appeals,  and  Chief 
Inspectors  James  S.  McCormack  and  Joseph  Halliday 

Electrfdty  g  ^  Department  of  Water  Supply,  Gas  and 

ihe  mechanical  principle  of  the  units  tested  are  the 
same  as  that  of  the  Bidoro  Vacuum  Breaker  originally 
approved  under  Cal.  #270-38-SA  in  1938,  the  improve¬ 
ment  consisting  of  the  addition  of  fiber  or  composition 
rubber  washer  to  effect  closure  of  the  air  port  which 
previously  was  metal  to  metal  seat.  The  plunger  con¬ 
struction  is  the  same  as  that  in  the  original  model  ap- 

mnrSd’hbUt  the  Wfater  ™ay  afforded  in  the  original 
model  by  means  of  tappings  by-passing  the  flow  par- 

!ypa,round  the  Plunger  chamber  has  been  eliminated 
in  the  design  of  the  units  presented  for  this  test.  l/2"  1" 
and  iy2  sizes  were  subjected  to  vacuum  test,  ranging 
rum  a  maximum  of  29^"  Hg.  through  critical  vacuums 

rim?  •  *1  without  any  evidence  of  assimilated 
contaminated  water  being  raised  through  submerged 
inlet.  All  three  units  submitted  showed  leakage  through 
the  air  port  upon  the  plunger  seating  under  low  pres¬ 
sures,  but  continual  leakage  did  not  occur  even  when 
attempts  were  made  to  regulate  the  flow  to  a  rate  that 
would  cause  suspension  of  the  plunger.  However 
sufficient  leakage  does  develop  under  seating  conditions 
to  require  that  the  air  port  outlet  be  piped  to  an  indirect 
waste  in  all  cases. 

Recommendation 

On  the  basis  of  the  foregoing  tests  the  Committee  on 
tests  recommends  that  the  resolution  of  the  Board 
adopted  July  |2,  1938,  as  amended  February  7  1939  be 
further  amended  to  include  the  approval  of  the  Bidoro 

Vacuum  Breaker,  Improved  TvPe  D  in  lA"  1"  \i/." 
\1/"  2"  21/"  X"  X\/"  J  An .  *?  /2  >  1  »  l/4  , 
virl  r  \  3  ’  3/V  and  4  sizes  for  use  in  New 

York  City  when  manufactured  and  installed  in  accord- 

ifLv?  lo'xl  re5°S  ,and  th(L  aPPr°val  of  the  Board 
ot  July  8,  1938  and  February  7,  .1939,  and  provided  that 

the  airport  outlet  be  piped  to  an  indirect  waste  in  all 

C3SCS . 

(Sgd.)  Bernard  A.  Savage, 
Commissioner, 

Charles  M.  Blum, 

Commissioner, 


Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
\?  Wooammd  th5  resolution  adopted  by  the  Board  on  July 
’  1938  as«»^^  February  7,  1939  in  accordance  with  the 
repoi4  of  the  Committee  on  Tests  as  to  an  additional  model. 

*  Correction— “Type  V”  corrected  to  “Improved  Type  D” 
and  the  sizes  to  read  from  y?"  to  4"  inclusive,  as  contained 

FebraarJI  l“  °f  J"'-V  U-  1,38  and  =™™<l«l  on 
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RULES 


RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTIVE  ASSEMBLIES 

AnnPTTTn  RV  THF  BOARD  OF  STANDARDS  AND  APPEALS  OCTOBER  20,  1939,  EM' EC- 
ArmmNCE WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 
Cm '  CHARTER NOVEMBER 13  1939  AND  AMENDED  ON  JUNE  8,  1945,  EFFECTIVE 


(1139-39- SR) 


Authority: 


Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  Charter  of 
the  City  of  New  York  and  C26-189.0  Administrative  Bmld- 
in(,  Code  and  C26-610.0  Administrative  Building  Code  and 
C'26-660.0,  661.0  and  662.0  Administrative  Building  Code. 


approved  label  only  if  the  completed  Opening  Protective 
Assemblies  comply  in  all  respects  with  the  approved 
specifications  on  file  in  the  Board  of  Standards  and 
Appeals. 


Rule  1— Scope. 

1.1  Before  any  Opening  Protective  Assembly  is 

used  under  the  provisions  of  the  Administrative  Build¬ 
ing  Code,  it  shall  be  tested  as  required  in  Sec  ion 
C26-610  0  (10  1.18)  and  its  Fire-Resistive  Rating  shall 
be"  designated  as  “^-Hour”,  “1-Hour”,  “154-Hour  ,  or 
“3-Hour”,  in  accordance  with  the  approval 


1.2  Before  engaging  in  the  manufacture  of  ap¬ 
proved  Opening  Protective  Assemblies,  the  manufac¬ 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  toi 
the  manufacture  of  the  Opening  Protective  Assemblies. 


1.3  Before  applying  for  approval  of  plant  and  per¬ 
mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standard, 
and  Appeals,  together  with  a  statement  of  the  name, 
tvpe,  specifications  and  details  of  the  approved  door, 
which  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  requirements 
of  the  Administrative  Building  Code. 


1.4  All  Opening  Protective  Assemblies  made  under 

'any  approval  issued  by  the  Board  of  Standards  am 
Appeals  for  the  manufacture  of  approved  Opening  Pro¬ 
tective  Assemblies  of  “^-Hour”,  “1-Hour”,  “H/2-Hour 
or  “3-Hour”  rating  shall  be  rejected  on  evidence  that 
such  Opening  Protective  Assemblies  are  not  manufac¬ 
tured  or  labelled  in  accordance  with  the  approved  specifi¬ 
cations  of  the  Board. 


Rule  2 — Inspections. 


2  1  No  Opening  Protective  Assemblies  shall  be  in¬ 
stalled  in  any  building  until  such  Opening  Protective 
Assemblies  have  been  inspected  and  labelled  either  by 
the  Borough  Superintendent,  or  by  a  recognized  testing 
laboratory  or  other  qualified  person  or  agency  approved 
by  the  Board  as  having  proper  facilities. 


2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assembly,  the  authonzed 
inspection  agency  shall  first  notify  the  Boiough  Super¬ 
intendent  that  inspection  will  be  made  by  him  of  the 
materials  and  construction  entering  into  the  assembly 
of  the  Opening  Protective  Assemblies,  stating  the  loca¬ 
tion  of  the  premises  where  the  Opening  Protective 
Assemblies  will  be  used,  the  Building  Permit  number, 
the  name  of  the  approved  Opening  Protective  Assembly 
and  the  manufacturer  and  the  number  of  such  units  to 
be  manufactured, 


Note:  Where  an  Opening  Protective  Assembly  is  of 

fire-proofed  wood,  such  wood  shall  be.  submitted  to 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin- 
istrative  Building  Code,  Section  C26-331.9 


2.3  After  the  materials  have  been  cut  and  inspected, 

the  authorized  inspection  agency  shall  inspect  ,  the  as¬ 
sembly  and  fabrication  of  the  parts  and  shall  issue  an 


Rule  3— Labeling  Requirements. 

3.1  Every  approved  Opening  Protective  Assembly 

before  installation  in  a  building  under  the  provisions  of 
the  Administrative  Building  Code,  shall  have  securely 
attached  to  it,  a  metal  label  of  a  design  approved  by 
the  Board,  giving  the  name  of  the  Opening  Protective 
Assembly,  the  calendar  number  of  the  approval  of  the 
device,  the  fire-resistive  rating,  the  serial  number  of  the 
specific  type  of  door  and  buck,  or  window,  the  year  ot 
manufacture  and  the  name  of  the  inspection  agency. 
When  opening  protective  assemblies  are  manufactured 
for  stock,  the  inspection  agency  shall  furnish  a  report 
to  the  manufacturer  of  his  inspection  of  each  assembly 
including  all  data  as  is  herein  required. 

3.2  After  attachment  of  the  Serial  Label  to  the 

Opening  Protective  Assembly,  the  inspection  agency 
shall  advise  the  Borough  Superintendent  the  serial  num¬ 
bers,  the  address  of  the  premises  and  the  Building  Per-  , 
mit  numbers  of  the  approved  Opening  Protective 
Assembly.  When  opening  protective  assemblies  are  in¬ 
stalled  in  a  building  as  building  maintenance,  the  manu¬ 
facturer  shall  furnish  similar  data  on  forms  obtained:  j 
from  the  Borough  Superintendent. 

3.3  The  manufacturer  may  also  attach  to  the  Open¬ 
ing  Protective  Assembly,  a  metal  label  giving  the  name 
and  location  of  the  manufacturer..  He  shall  also  keep 
an  office  record  showing  the  location  of  each  Opening 
Protective  Assembly  manufactured  by  him,  its  senal  i 
label  number  and  the  Building  Permit  number;  and  this 
record  shall  be  open  for  inspection  by  any  authorized 
representative  of  the  Board  of  Standards  and  Appeals 
and  the  Department  of  Housing  and  Buildings. 

3.4  Every  labelled  Opening  Protective  Assembly 

shall  be  constructed  and  installed  in  all  essentials  as 
tested  and  approved  and  arranged  to  receive  hardware 
of  an  equal  type,  quality  and  material  and  requiring  no 
greater  cutting  away'  of  the  wood  or  metal  than  on  the  j 
approved  Opening  Protective  Assembly,  as  tested. 

3.5  Where  opening  protective  assemblies  are  manu¬ 
factured  upon  to  25%  in  excess  of  the  sample  as  teste  I 
and  as  permissively  allowed  under  C26-610.0a,  the  per¬ 
mitted  increase  in  area  shall  not  exceed  width  and  height  I 
dimensions  greater  than  15  percent  of  the  sample  as 
tested  In  all  cases  the  permissively  allowed  increase 
in  area  of  25%  shall  apply  only  to  the  sample  when 
constructed  identically  in  all  respects  with  the  tested] 
sample. 

3.6  When  opening  protective  assemblies  are  manu¬ 

factured  for  stock,  such  assemblies  shall  be  inspected  as 
provided  herein.  As  the  doors  are  shipped,  the  Borough 
Superintendent  shall  be  furnished  with  the  data  asj 
specified  in  Rules  3.1  and  3.2.  When  such  opening  pro¬ 
tective  assemblies  are  shipped  to  jobbers  for  stock,  thf 
manufacturer  shall  obtain  the  data  from  the  jobbers,  a; 
required  under  rules  3.1  and  3.2  and  immediately  submi 
such  data  to  the  Borough  Superintendent.  .  * 

3.7  Openings  for  vision  purposes  and  signal  bell 
mav  be  installed  in  an  opening  protective  assembly  whei 
they  are  of  approved  type  and  when  installed  in  ac 
cordance  with  the  conditions  of  approval. 
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RUDOLPH  P.  MILLER. 

Rudolph  P.  Miller  was  the  first  Chairman  of  the  Board 
of  Standards  and  Appeals. 

As  a  result  of  the  insistent  demand  for  local  control 
of  the  structural  requirements  of  the  State  Labor  Law 
and  for  a  reorganization  of  the  Board  of  Examiners,  which 
for  many  years  had  dealt  with  modifications  of  the  Building 
Code,  as  well  as  for  establishing  an  agency  to  adopt  rules 
to  supplement  the  building  laws  and  to  test  and  approve 
materials,  the  Board  was  established  under  the  Lockwood- 
Ellenbogen  bill,  which  upon  adoption  became  Chapter  503 
of  the  Laws  of  1916. 

Mr.  Miller,  as  an  eminent  authority  on  building  laws, 
who  had  just  completed  the  compilation  of  the  1916  Building 
Code  and  had  served  as  Superintendent  of  the  Manhattan 
Building  Department,  was  recognized  by  Mayor  John  Purrov 
Mitchell  as  the  outstanding  and  best  qualified  man  for  the 
new.  post  as  Chairman  of  the  Board.  Within  the  year  the 
Zoning  Resolution  was  adonted  and  under  the  Amended 
Enabling  Act,  the  Board  of  Estimate  and  Apportionment 
was.  empowered  to  delegate  to  a  Board  of  Appeals  the  ex¬ 
clusive  authoritv  to  grant  variances.  This  important  function 
was  added  to  the  Board’s  other  duties. 

The  task  of  organization  and  establishing  the  Board’s 
nrocedure  was  in  the  canable  hands  of  Mr.  Miller.  So  well 
was  the  ground  work  laid  that  there  has  been  to  this  dav 
no  essential  change.  The  Procedural  pattern  has  been  fol¬ 
lowed  throughout  the  countrv  for  Boards  of  Zoning  Appeals 
and,  in  many  instances,  for  Boards  with  the  broader  juris¬ 
diction  with  which  the  New  York  Board  is  endowed. 

Farlv  decisions  as  to  variances  of  the  building  laws  and 
zoning  set  the  standards  for  future  action. 

To  Mr.  Miller  should  be  given  the  credit  for  his  wise 
direction  during  this  formative  period. 

After  serving  as  Chairman  for  several  years,  Mr.  Miller 
again  became  Superintendent  of  the  Department  of  Build¬ 
ings  for  Manhattan  during  the  great  construction  era  follow¬ 
ing  the  first  World  War.  Later,  upon  entering  private 
engineering  practice,  he  unstintinglv  gave  his  advice  as  to 
Building  Law  Legislation  and  the  development  of  the 
American  Society  of  Testing  Materials,  the  National  Fire 
Protective  Association  and  other  organizations  which  have 
plaved  leading  parts  in  the  improvement  of  codes  and  prac¬ 
tices  designed  to  bring  about  structural  and  fire  safety  in 
buildings. 

His  recent  passing  is  mourned  by  all  his  associates  in  the 
construction  field  in  which  he  played  such  a  prominent 
part.  This  tribute  is  in  recognition  of  his  eminent  services 
to  this  Board  in  its  early  years  and  to  his  outstanding 
service  to  the  nation  in  bettering  standards  for  human 
safety  in  buildings. 
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DOCKET 

New  Cases  Filed  up  to  January  21,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

39- 47-SA— Nagel  Process  Mechanical  Oil  Burner,  Ap¬ 
pliance. 

40- 47-BZ — H.B.B. — 164  Union  street,  south  side,  94.9  ft. 
east  of  Hicks  street  (Block  343,  Lot  11),  Borough  of 
Brooklyn,  Alt.  5446-46. 

41- 47-SM — Ceco  Protection  and  Ceco  Security  Windows, 
manufactured  by  Ceco  Steel  Products  Corp.,  Material. 

42- 47-SM— Ceco  Residence  Casements,  manufactured  by 
Ceco  Steel  Products  Corp.,  Material. 

43.47. SM — Ceco  Horizontally  Pivoted,  Commercial  Pro¬ 
jected  and  Architectural  Projected  Solid  Section  Fire 
Windows,  manufactured  by  Ceco  Steel  Products  Corp., 
Material. 

44- 47-SM — -Ceco  Intermediate  Casements,  manufactured 
by  Ceco  Steel  Products  Corp.,  Material. 

45- 47-SM — Chex-Flame  (flameproofing  compound),  man¬ 
ufactured  by  Royal  Chemical  Co.,  Material. 

46- 47-A— H.B.B.— 9199  Columbia  Heights,  and  1-9 
Orange  street,  northeast  corner  (Block  219,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  Revocation  of  Certificate  of  Occupancy 
110641-44. 


47-47-SA— Holland  Oil  Burner,  Model  P-2.  Appliance. 


48- 47-A — F.D. — 547  Greenwich  street,  southeast  corner 
of  Charlton  street  (Block  597,  Lot  45),  Borough  of  Man¬ 
hattan,  40275-LF. 

49- 47-BZ — H.B.M. — 2613  8th  avenue,  west  side,  32  ft. 
5  in.  north  of  West  138th  street  (Block  2042,  Lot  13),  Bor¬ 
ough  of  Manhattan,  Alt.  2552-46. 

50- 47-BZ — H.B.B. — 2028  57th  street  (rear),  south  side, 
220  ft.  east  of  20th  avenue  (Block  5500,  Lot  16),  Borough 
of  Brooklyn,  Alt.  1571-46. 

5I.47.A— H.B.Q.— 53-26  to  53-60  Hollis  Court  boulevard, 
west  side,  397.4  ft.  north  of  56th  avenue  and  196-40  to 
196_48  56th  avenue,  south  side,  123.55  ft.  west  of  Hollis 
Court  boulevard  (Block  5667,  part  of  Lot  11  and  Block 
5684,  part  of  Lot  6),  Flushing,  Borough  of  Queens,  N.B. 
10362-46  to  N.B.  10364-46  and  N.B.  10453-46  to  N.B.  10361- 
46. 


52-47-A _ H.B.Q. — 82-16  Leflferts  boulevard,  northwest 

corner  of  Abingdon  road  (2nd  floor)  ;  (Block  3330,  Lot  40), 
Kew  Gardens,  Borough  of  Queens.  Alt.  2663-46. 


53.47. A _ H.B.Q. — 84-20  72nd  drive,  south  side  of  Right- 

of-Way,  206.41  ft.  west  of  88th  street  (Block  3810  (3837). 


Lots  444  and  456 — formerly  Lots  4  and  6),  Glendale,  Bor¬ 
ough  of  Queens,  (Under  section  36,  General  City  Law  re 
building  not  fronting  on  a  legal  street),  Alt.  35-47. 

54- 47-BZ— H.B.B.— 314  7th  avenue  and  402-408  8th  street, 
southwest  corner  (Block  1006,  Lot  37),  Borough  of  Brook¬ 
lyn,  Alt.  5283-46. 

55- 47-SM — Kohler  Co.,  Chromium  Plated  Brass  Sink, 
Lavatory  or  Bath  Trap,  manufactured  by  Kohler  to., 
Material. 

56- 47-A — F.D. — 2446  3rd  avenue,  north  side,  20  ft.  2% 
in.  east  of  East  134th  street  (Block  2317,  Lots  53  and  54), 
Borough  of  The  Bronx,  Decision  re  47860-LC. 


57-47-A— F.D. — 62  Montrose  avenue,  south  side,  150  ft. 
east  of  Lorimer  street  (1st  floor)  ;  (Block  3059,  Lot  13), 
Borough  of  Brooklyn,  18345-LF. 


58-47-A — F.D. — 153  Waverly  place,  north  side,  47.4  ft. 
west  of  Gay  street  (5th  floor)  ;  (Block  593,  Lot  31),  Bor¬ 
ough  of  Manhattan,  49138-C. 


59-47-A— H.B.Q.— 245-19  South  Conduit  avenue,  south 
side,  109.75  ft.  east  of  Francis  Lewis  boulevard  (Block  13615, 
Lots  5  and  9),  Rosedale,  Borough  of  Queens,  N.B.  9018-46. 


60- 47-A — F.D. — 42-56  Paidge  avenue  and  215-229  Dupont 
street,  southwest  corner  (Block  2489,  Lot  25),  Borough  of  ■ 
Brooklyn,  decision  re  3711-C. 

61- 47-BZ — H.B.M. — 115  Waverly  place,  north  side,  201 
ft.  6  in.  east  of  Avenue  of  The  Americas  (6th  avenue)  ;  „ 
(Block  553,  Lot  37),  Borough  of  Manhattan,  Alt.  2619-46.  £ 


62-47-BZ— H.B.M.— 120-122  East  86th  street,  south  side, 
118  ft.  west  of  Lexington  avenue  (Block  1514,  Lot  61), 
Borough  of  Manhattan,  Alt.  2675-46. 

Restored  to  Calendar. 

210-44-A— H.B.B.— 1704-1724  St.  Johns  place,  south  side. 
90.5  ft.  west  of  Howard  avenue  and  1429-1447  Eastern  park¬ 
way  (Block  1473,  Lot  25),  Borough  of  Brooklyn,  Alt. 
5262-46. 


566-45-A— H.B.B.— 855  Meeker  avenue,  north  side,  120 
ft.  west  of  Varick  street  (Block  2694,  Lot  21),  Borough  of 
Brooklyn,  Alt.  2476-45. 


452-40-SA — Erie  Meter  Systems,  Inc.,  Appliance. 

1020-38-SM — Atlas  Portland  Cement,  Type  1,  manufac¬ 
tured  by  Universal  Atlas  Cement  Co.,  Northampton,  Pa. 
Plant,  Material. 

1176-39-SM — Atlas  High  Early  Cement,  Type  3,  manu¬ 
factured  by  Universal  Atlas  Cement  Co.,  Hudson,  N.  Y.l 
Plant,  Material. 
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56-42-SM— Armstrong’s  Cushiontone*  manufactured  by 
Armstrong  Cork  Co.,  Material. 


725-24-BZ — H.B.M. — 321-343  West  54th  street,  north 
side,  275  ft.  east  of  9th  avenue  (Block  1045,  Lots  12-15), 
Borough  of  Manhattan,  Alt.  2535-46. 


379-40-BZ  H.B.Q. — 58-02  to  58-20  Broadway,  34-02  to 
34-06  59th  street,  southwest  corner  and  35-01  to  35-05  58th 
street  (Block  1197,  Lots  36,  39,  49  and  50),  Woodside,  Bor¬ 
ough  of  Queens,  N.B.  8552-46. 


905-26-BZ  H.B.Bx. — 1936-1940  Jerome  avenue,  east  side, 
282.33  ft.  south  of  East  Tremont  avenue  (Block  2853,  Lot 
12),  Borough  of  The  Bronx,  Amendment  to  Alt.  818-45. 


401-31-BZ  H.B.B. — 624-626  Atlantic  avenue  and  9 — 5th 
avenue,  northeast  corner  and  627  Pacific  street  (Block  1119, 
Lot  1),  Borough  of  Brooklyn,  N.B.  258-46. 


677-46-BZ — H.B.Q. — Blocks  bounded  by  Grand  Central 
parkway,  Main  street.  Union  Turnpike  and  Parsons  boule¬ 
vard  (Block  6673,  Lots  3,  50  and  100;  Block  6674,  Lot  3; 
Block  6692,  Lot  3 ;  Block  6693,  Lot  3 ;  Block  6694,  Lot  101  ; 
Block  6819,  Lot  2;  and  Block  6820,  Lot  3),  Flushing,  Bor¬ 
ough  of  Queens,  N.B.  46-47. 


HIlfI»GN^T,OXSs  H.B.— Departmpnt  of  Housing  and  Buildings; 

H.n.ll. — Department  of  Housing  and  Buildings,  Brooklyn:  H.B.M. _ 

He:  ,r*ment  of  Housing  and  Buildings,  Manhattan;  '  H.B.Q,.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 

of  housing  and  Buildings,  Richmond;  H.B.Bx _ Department  of 

Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D.— 
hire  Department  and  M.  tind  A.— Dept,  of  Marine  and  Aviation. 


RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of . 

Carbon  Dioxide  Liquefier,  Rules... 
Certificate  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 
of  . 


Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 


Exterior  Veneering  Materials,  Rules 
on  . . 


Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . 

Fire  Retarding  Rules  for  Garages, 
etc . 


Fusion  Welding  and  Gas  Cutting 


Methvl  Chloride  Rules  for  Class  B 
and  C  Refrigerating  Systems.. 

Oil  Burner  Rules . 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

Paint,  Varnish  and  Lacquer  Spray- 


Lain 

Publication  in  Bulletin 

.  Dec. 

3,  1946— Vol.  31,  No.  49 
28,  1943— Vol.  28,  No.  52A 

•  July 

28,  1943— Vol.  28,  No.  52A 
13.  1937— Vol.  22,  No.  28 

.Aug. 

3,  1946— Vol.  31,  No.  36 

3,  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21,  No.  9 

.  June 

28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

.Sept. 

.Jan. 

.Nov. 

Dec. 

10,  1946— Vol.  31,  No.  37 
14,  1947— Vol.  32,  No.  2 

12.  1946— Vol.  31,  No.  46 

24,  1946— Vol.  31,  No.  52 

June 

25,  1946— Vol.  31,  No.  26 

.Dec. 

.  Apr. 
Jan. 

17,  1946— Vol.  31,  No.  51 

13,  1937— Vol.  22.  No.  15 
21,  1919— Vol  4.  No.  3 

.  Apr. 
Apr. 

.  June 
.  Dec. 

23,  1946— Vol.  31,  No.  17 

7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 
31,  1946— Vol.  31,  No.  53 

Nov. 

Jan. 

5,  1946— Vol.  31,  No.  45 

28,  1947— Vol.  32,  No.  4 

Jan. 

21,  1947— Vol.  32,  No.  3 

Dec. 

Nov. 

Aug. 

31,  1946— Vol.  31,  No.  53 

24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22.  No.  31 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply) 

Procedure,  Rules  of . 

Refrigerating  Systems,  Extract  A. C. 
Smoking  in  Factories,  Rules  for. 

Sprinkler,  Rules  . 

Standpipe  Fireline  Rules.!!!!!!’ 
Structural  Alterations,  Reporting 

Tank  Trucks,  Fuel  Oil,  etc . 

Tank  Trucks,  Gasoline,  etc . 

Wire  Glass  Kules  (Amendment  to 
Rule  505  of  Industrial  Code). 


Lust  Publication  in  Bulletin 


Dec. 

Sept. 

Oct. 

Jan. 

June 

une 

une 


Ju 

N 


ov. 

Nov. 


31,  1946- 

7,  1937- 
15,  1946- 
14,  1947- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  31, 
-Vol.  22, 
-Vol.  31, 
-Vol.  32, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  53 
No.  36 
No.  42 
No.  2 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


Sept.  3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 

AN  O.  1  jA. 


JANUARY  28,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
[“7.  morning,  January  28,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

246-44-BZ— Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun- 
dry,  Inc.  lessee)  reopened  April  9,  1946,  under  sections 
/a,  /c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
Rkhmond^'  B°tS  ^  and  73^’  Stapleton,  Borough  of 

61-32-BZ— Application  of  Lama  and  Proskauer,  appli- 

V,l,l1,S7^0ni04<ia  f  a°f  WllJiarrL /•  Murphy,  owner,  reopened 
July  23 ,  1946,  under  section  7f  of  the  zoning  resolution  to 
permit  m  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ;  premises  64-70  Neptune 

t"1? o?7ri f ht-Sn  11  ^  street>  southwest  corner 
(Block  7516,  Lot  2371),  Borough  of  Brooklyn. 

528-46-A— 64-70  Neptune  avenue,  southwest  corner  of 

Brighton  11th  street  (Block  7516,  Lot  2371),  Borough  of 
Brooklyn  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street — Cass  place). 

616-46-BZ— Apph^tion,  August  6,  1946,  under  section  7a 

°f,™  Tw?,  res°Lutlon<  Samuel  Gardstein,  applicant  on 
behalf  of  Milton  Greenfield,  owner,  to  permit  in  a  business 
use  district,  a  store  window  and  signs  within  intersecting 
street  in  residence  district  and  more  than  twenty-five  (25) 
feet  from  such  intersection ;  premises  382  Waverlv  avenue 
west  side,  70  ft.  south  of  Greene  avenue,  and  128-130  Greene 
avenue,  south  side,  20  ft.  west  of  Waverly  avenue  (Block 

Brooklyn  4°  ^  B1°Ck  I961,  L°tS  37  and  38)>  Bor°ugh  of 

886-46-BZ— Application,  November  18,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Kitzler  and  Nurick 
applicants,  on  behalf  of  Robert  Savino,  owner  (Leo  Bach 
and  Robert  Savino,  lessees),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years- 
premises  565  5th  avenue,  east  side,  81  ft.  5  in.  south  of  16th 
street  (Block  1048.  Lot  6),  Borough  of  Brooklyn. 

699-46-BZ— Application,  September  24,  1946,  under  sec- 
ions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  lubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
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avenue  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  1,3088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens. 

320-46-A— 1604  DeKalb  avenue,  east  side,  142  ft.  1  in 

south  of  Wyckoff  avenue  (Block  3248,  Lot  26),  Borough  of 
Brooklyn. 

244-28-BZ — Application  of  William  R.  Bayes,  applicant, 
on  behalf  of  Kings  Highway  Savings  Bank,  owner,  reopened 
December  10,  1946,  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  extension  of  present  building  (previously  granted  by  the 
Board)  using  more  than  the  area  permitted ;  premises  160-- 
1606  Kings  Highway  and  1659-1671  East  16th  street,  sout  i- 
east  corner  (Block  6779,  Lots  53  and  57),  Borough  of  Brook¬ 
lyn. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  October  29, 
1946  under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  residence  and  business  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  auto  showroom  and 
parts  department;  premises  94-15  to  94-23  Northern  boule¬ 
vard  32-45  to  32-61  Tunction  boulevard,  northeast  corner  and 
32-4  to  32-60  95th  street,  northwest  corner  of  Northern 
boulevard  (Block  1424,  Lots  32  and  33),  Corona,  Borough 
of  Queens. 

605-46-BZ — Application,  August  26,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Morris  Rothstein  &  Son, 
applicants,  on  behalf  of  Joseph  D’Angelo,  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  ot  a 
gasoline  service  station,  motor  vehicle  repair  shop  and  lubri- 
toriurn ;  premises  2630-2638  Coney  Island  avenue,  and  755- 
765  Crawford  avenue,  northwest  corner  (Block  /184,  Lots 
91  and  92),  Borough  of  Brooklyn. 

612-46-BZ — Application,  August  27,  1946,  under  section 
7a  of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant, 
on  behalf  of  Mme.  Louise  Cleaners,  Dyers,  Inc.  owner,  to 
permit  in  a  residence  use  district,  the  extension  of  the  exist- 
ing  business  portion  to  include  the  entire  first  floor ;  premises 
1376  and  1378  York  avenue,  south  side,  77  ft.  2  in.  east  ot 
East  73rd  street  (Block  1485,  Lots  4  and  52),  Borough  of 
Manhattan 

851- 46-BZ — Application,  November  7,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Guarantee  Title  and  Mortgage  Co 
owner,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry  for  a  term  of  five  (5)  years;  premises  883  (8// 
displayed)  Blake  avenue,  north  side,  25  ft.  west  of  Jerome 
street  (Block  4045.  Lot  46),  Borough  of  Brooklyn. 

852- 46-BZ — Application,  November  7,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  J.  Burke,  applicant, 
on  behalf  of  Peter  Tessler,  owner  (Fred  A.  Post,  lessee), 
to  permit  in  a  business  use  district,  the  change  in  occupancy 
of  gasoline  service  station  and  stores  to  gasoline  service 
station,  stores  and  wet  wash  laundry,  for  a  term  of  five  (5) 
years;  premises  1601-1611  Mott  avenue,  and  1806-1818  Cor- 
naga  avenue,  northwest  corner  (Block  48,  Lot  34),  Far 
Rockaway,  Borough  of  Queens. 

953-46-BZ — Application,  December  5,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Joseph  B.  Cohen,  owner  (David  Satlin, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years ;  premises  476-480 
Howrard  avenue,  west  side,  42  ft.  7-1/6  in.  south  of  1  ark- 
place  (Block  1466,  Lot  38),  Borough  of  Brooklyn. 

1021-46-BZ— Application,  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Wilro  Realty  Corp.,  owner  (Kwikwash 
Inc.,’  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  79-87 
Avenue  C  and  654  East  6th  street,  southwest  corner  (Block- 
388,  Lot  35),  Borough  of  Manhattan. 


931-46-BZ — Application,  November  29,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Max  Rubin,  owner,  to  permit  in  a 
business  use  district,  a,  wet  wash  laundry,  for  a  term  of  five 
(5)  years;  premises  61-04  Myrtle  avenue,  south  side,  20  it. 
east  of  61st  street  (Block  3592,  Lot  3),  Glendale,  Borough 
of  Queens. 

307-46-BZ— Application  of  Carl  E.  Troy,  applicant,  on 
behalf  of  General  Linen'  Supply  and  Laundry  Co.,  Inc, 
owner,  reopened  November  26,  1946,  under  sections  7c  and 
21  of  the  zoning  resolution,  to  permit  in  a  local  retail  use, 
C  area  district,  the  alteration  and  extension  of  present  build¬ 
ing,  for  the  storage  and  shipping  of  laundry  and  linen  sup¬ 
plies,  using  more  than  the  area  permitted;  premises  857-867 
Myrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(Block  1747,  Lots  53-58,  inclusive),  Borough  of  Brooklyn. 

989-46-A — 240-246  Furman  street,  west  side,  210  ft.  4  in. 
north  of  Montague  street  (Budding  51)  ;  (Block  199,  part 
of  Lot  1),  Borough  of  Brooklyn. 

1002-45-A — Re  transportation  of  fuel  oil  in  Tank  1  rucks 
in  New  York  City  (construction  of  tanks  not  in  conformity 
with  Fire  Department  specifications  covering  Tank  Trucks). 

1045-46-A — 33-18  57th  street,  west  side,  120  ft.  south  of 
Northern  boulevard  (Block  1180,  Lot  35),  Woodside,  Bor¬ 
ough  of  Queens. 

647-46-A — West  side  of  1st  avenue,  193.17  ft.  north  of 
51st*street,  foot  of  50th  street  (Bush  Building  58)  ;  (Block 
725,  part  of  Lot  1),  Borough  of  Brooklyn. 

26-47-A— 136-166  Marshall  street,  entire  block  bounded 
by  Marshall  street,  Hudson  avenue,  John  and  Gold  streets 
(Block  12,  Lot  1),  Borough  of  Brooklyn. 

28-47-A — 457-479  Driggs  avenue,  south  side,  from  North 
10th  to  North  11th  streets  (Block  2299,  Lots  1-5  inclusive) 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman 


JANUARY  28,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Pubhc  Hearing 
Tuesday  afternoon,  January  28,  1947,  at  2  o’clock  in  Room 
1013.  Municipal  Building,  Manhattan,  on  the  following 
matters : 

955-46-A — 87  Bowne  street,  southeast  corner  of  Imlay 
street  (2nd  floor)  ;  (Block  507,  part  of  Lot  Borough  of 
Brooklyn. 

13-47-A — 112-19  14th  road,  northeast  corner  of  113th 
street  (Block  4047,  Lot  16),  College  Point,  Borough  of 
Queens. 

23-47-A — 72-78  Underhill  avenue,  west  side,  56  ft.  south 
of  Bergen  street  (Block  1145,  Lot  43),  Borough  of  Brook¬ 
lyn. 

16-47- A— 985-989  Southern  boulevard,^ west  side,  693  ft. 
south  of  Westchester  avenue  (Block  2725,  Lot  73),  Bor¬ 
ough  of  The  Bronx. 

696-45-A— 217-219  West  57th  street,  north  side,  250  ft 
west  of  7th  avenue  and  216-224  West  58th  street  (Block 
1029,  Lots  21,  23,  44,  45*46  and  46T/2),  Borough  of  Man¬ 
hattan  (reopened  January  14,  1947). 

940- 46- A— 178-02  to  178-10  130th  road,  southeast  corner 
of  178th  place  (Block  12542,  part  of  Lot  18),  Springfield 
Gardens,  Borough  of  Queens. 

941- 46-A — 178-06  and  178-14  130th  road,  south  side.  33  ft. 
and  109  ft.  east  of  178th  place  (Block  12542,  part  of  Lota 
18),  Springfield  Gardens,  Borough  of  Queens. 


I 
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944-46-A— 82  1st  avenue,  southeast  corner  of  East  5th 
street  (5th  lloor)  ;  (Block  432,  Lot  9),  Borough  of  Man¬ 
hattan. 

1015-46- A— 2 59 -0 1  to  259-09  148th  avenue,  northeast 
ot,  |S9th  street  and  north  side  of  148th  avenue, 

*2?  ift‘  r,ast  of,2S9th  street  (Block  13684,  Lots 
30-38;,  Kosedale,  Borough  of  Queens. 

1022- f6-]A— 23  East  64th  street,  north  side,  37  ft.  west 

o  Madison  avenue  (Block  1379,  Lot  115),  Borough  of 
Manhattan.  & 

1023- 46-A  25  East  64th  street,  north  side,  20  ft.  west  of 
hattan°n  HVenUe  (Block  1379-  Lot  16),  Borough  of  Man- 

1072-46-A— 28-34  East  60th  street,  south  side,  140  ft  west 
ot  Park  avenue  (Block  1374,  Lot  43),  Borough  of  Man¬ 
hattan. 

AT2 Jo,1 5 , ^h^nue,  north  side,  100  ft.  east  of 
218th  street  (Block  10/70,  Lot  45),  Queens  Village,  Bor¬ 
ough  of  Queens. 

1082- 46-A— 124  West  21st  street,  south  side,  295.5  ft.  west 
of  6th  avenue  (Block  796,  Lot  54),  Borough  of  Manhattan. 

1083- 46-A— -126  West  21st  street,  south  side,  318  5  ft 

Manila^  6tH  (B1°Ck  7%’  Lot  55 BorouSh  of 

1085-46-A— 523  East  73rd  street,  north  side,  323  ft.  east 
ot  York  avenue  (Block  1485,  Lot  14),  Borough  of  Man¬ 
hattan. 

7- 47-A-131-137  Emerson  place,  east  side,  100  ft.  south 
ot  Myrtle  avenue  and  202-208  Classon  avenue  (1st  floor); 

|  (Block  1901,  Lot  la),  Borough  of  Brooklyn. 

8- 47-A— 628-644  Bedford  avenue,  southwest  corner  of 

I  ewes  street  and  northwest  corner  of  Penn  street  and 
,  3  Pe"n  |treet  (Block  2210,  Lots  1,  2,  3.  4  6-25  in- 

c  usne,  _/,  28,  29  31  and  33-62  inclusive),  lunior  High 
ochool  71,  Borough  of  Brooklyn. 

10-47-A— 78-02  to  78-04  Queens  boulevard,  southeast 
corner  of  Htllyer  street  (Block  2453,  part  of  Lot  44), 
Elmhurst,  Borougli  of  Queens. 

,1^'47,'A~29/S(eS,t  *treetV  north  side,  493  ft.  east  of 

i  avenue  (Block  817,  Lot  2a),  Borough  of  Manhattan. 

S?nA^224°  32nd  st[fet  (Block  679,  part  of  Lot  1); 
-md  3xi  rnn  av‘jnue»  "L-H3  3:1  street,  38-118  34th  street 
(>87  m?  2onirfJ(Bush  Buildings  5  and  6)  ;  (Block 
L<f  :  932 ’944  3rd  avenue,  201-271  36th  street,  46-114 

and  4ttrtTi?iailLd  i?i7'r 19  ?^d  avenue  (Bush  Buildings  3 
<£d  4  >  (BL°ck  691-  Lot  1);  621-639  2nd  avenue,  201-271 

s,  r,Cnc  “d2~2/“  36th  street  (Bush  Buildings  1  and  2)  • 
(Block  695  Lot  1)  ;  3902-3924  2nd  avenue  and  132-184  39th 
TCe  iSUSt  Bu,lding  19>  1  (Block  706,  Lot  1)  ;  52-76  39th 

>4? •  3Qn?USw7lding  24  ai}d  Train  Shed)  :  (Block  706-  Lot 
5/ ’  39d2'3924  lst,  aAe.m’e>  76-94  39th  street  (Bush  Buildings 

23Uv(B  ?S  24)  ;  3924-4024  1st  avenue  (Bush 

131  183*41  t  f  ^  ?pk  ^  ’  4Bd^-4024  2nd  avenue, 

87?  son  I1?  (?-7USrt1?,ull,ding  20)  :  (Block  71 L  Lot  1)  ; 

SS  3rd  aven/n’  L7^9  33rd  street-  88-100  32nd  street  and 
1)  •  892  K  (Bush  B^ldl"gs  9  and  !0)  ;  (Block  679,  Lot 

nd  36i1723/d,aVeni,e>  %1173ith,street-  18-100  33rd  street 
and  561-579  2nd  avenue  (Bush  Buildings  7  and  8)  ;  (Block 

19)’^tl  I’m  i27i4>St  St[e-et  (Bnsh  Warehouses  18  and 

street  PRiict  ?P  ’  Lot  ;  ar\d  2nd  avenue-  and  l8'38  32nd 
■of  Rr  (?  1  /P°Wer  HJ°^se)  :  (BIock  679-  Lot  1),  Borough 

Of  Brooklyn  (reopened  January  7,  1947).  8 

806-42- A— F°ot  of  49th  street  and  50th  street  (Bush 
Buildings  a7  and  58);  (Block  725,  Lot  1);  4814-4824  2nd 
U’enue,  101-183  49th  street  and  4813-4823  1st  avenue  *7  Bush 

^,ld’ngs93:103);  (B1°ck  771.  Lot  1);  Foot  of  46th  street 
(Bush  Buildings  45-50)  ;  (Block  725,  Lot  1)  ;  4722-4724  2nd 


55^  (Bush  Freight  House)  ;  (Block 
isu  h°l  *  ’  101'183  47th  street,  4402-4624  2nd  avenue,  102- 
84  ^-Ith  street  and  4401-4623  1st  avenue  (Bush  Buildings 
23:38  a”d  O3-94)  ;  (Block  725,  Lot  1)  ;  Foot  of  44th  street 
(Bush#Buildings  39-44)  ;  (Block  725,  Lot  1)  ;  West  side  of 

Ho,f^nUe/Rf6i,ft79anT  70  A1'  s°uth  of  43rd  street  (Pump 
*(?t°ck  l2h  Lot  4302-4324  1st  avenue,  76-100 
S  SiRoUnd  Spuse  and  Garage)  ;  (Block  725,  Lot  1)  ; 
H  7°?o443h  fr!et  Bu*h  Buddings  51-56)  ;  (Block  725,  Lot 
5  VAlJY  \  i  Vmt  C>  i  (Block  720,  Lot  1)  ; 
n";  /Bush  Rehouses  20-22)  ;  (Block  720,  Lot 

1  ’  4  ?1a4v111  avenue,  102-112  41st  street  (Bush  Ware- 

41°24ei ct"A)  ’  (%ck.7T1?’.LS\  1);  7-23  42nd  street,  4102- 
4 124  ltavePue  (Bush  Unit  B)  ;  (Block  715,  Lot  1)  ;  North 

Bdnit°  W^fTSi2-96!'*-  ?xln*o west  of  lst  avenue  (Bush 
~  ,  9/Vf’  Bi°ckr  Eot  -1  ’  360  ft-  west  of  1st  avenue 
and  26  ft.  north  of  41st  street  (Bush  Power  House)  ;  (Block 

m?’ ’  and  49d2'4924  2nd  avenue,  101-184  50th  street 
7^  4I901-f23  1st  avenue  (Bush  BuildSgs 
104  117)  (Block  780,  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  January  7,  1947).  y  v  • 


HARRIS  H.  MURDOCK,  Chairman. 
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FEBRUARY  4,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

mornTii  AeArUary  4-  1947'  at  10  o’clock  in  Room 
ters  •  Municipal  Budding.  Manhattan,  on  the  following  mat- 

303-46-BZ— Application,  April  18,  1946,  under  section  7b  of 
the  zoning  resolution,  of  Walter  Eberhart,  applicant,  on 
kssee)  of  Esthei:  plater  Kerrigan,  owner  (Unicorn  Press, 
d?ctrf4’  l?  permit  a  residence  and  restricted  retail  use 
district,  the  proposed  use  of  structure  for  commercial  pur- 

SS  ieSl?en?\U/V-  premises  53  East  77th  street.  north 

side,  69  ft.  east  of  Madison  avenue  (Block  1392,  Lot  25) 
Borough  of  Manhattan.  ’ 

m4u46'A~53  East  77th  street,  north  side,  69  ft.  east  of 

taHaT1  aVe™e  (  '°Ck  1392’  1x51  25)'  B“rouSh  of  Ma"' 

\ 

AppHration,  November  18,  1946,  under  section 
7f  Z\thA  ?nT?g  resolution,  of  Joseph  B.  Lynch,  applicant 
nlcb<?a  U9!  Haas  Real ty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 

tPnVlnn?a ‘°n’  aUt°  laVndry  and  lubritorium  for  a  term  of 
2551  256}1  ES;tPrrSeS  2018-2032  Stillwell  avenue,  and 
oon  p  61  86th  street  northwest  corner  (Block  6860,  Lot 
28),  Borough  of  Brooklyn. 

Wnlf  Bi7/)PiPliCr  io'l  oi  Fra,,k  V-  LasPia-  applicant,  on 
_ehalf  of  Stanley  Gorski,  owner,  reopened  January  7,  1947 

for  consideration  as  to  extension  of  term  of  variance— 

7  Pplf1Ca,tl0n’  Previously  granted  on  condition,  under  section 
a  of  the  zoning  resolution,  for  a  temporary  term  of  years 
permitting  in  a  residence  use  district,  the  change  of  occm 
ottCytn°f  T  .ef.lstin£  building  (located  on  the  rear  of  the 

sTdl  150  ft  nn  Tr:  , PremiSCS  423  Barbey  street-  cas^ 
.ide,  13U  ft.  north  of  Belmont  avenue  (Block  4013  Lot  3) 

Borough  of  Brooklyn.  ’  0 

°f  Frank  V-  LasPia'  applicant,  on 
Denail  ot  John  Savino,  owner,  reopened  January  7  1947 

nHrrat?nnSldnratl-0n  fS  t0  eXte,nsion  of  term  of  variance-Ap- 
phcation,  previously  granted  on  condition,  under  section  7h 

of  the  zoning  resolution,  for  a  temporary  term  of  years 

permitting  in  a  business  use  district,  the  parking  and  storage 

of  more  than  five  (5)  motor  vehicles;  premises  3001-3011 

bS3^w“*  30t" s,rec' (B,ock 

Lof0Sari„|sClBa„Zke 

owner,  reopened  January  21  1947.  for  consideration  as  to 
amendment  ot  resolution — Application,  previously  granted 
on  condition,  under  section  21-C  for  variation  of  the  area 
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requirements  of  the  zoning  resolution,  as  to  size  ot  >ards 
and  lot  coverage;  premises  in  D,  E  and  F  area  and  residence 
and  business  use  districts;  premises  Blocks  bounded  by 
Grand  Central  Parkway,  Main  street  Union  turnpike  and 
Parsons  boulevard  (Block  6673  Lots  3,  50 )  an  d  100,  B  ock 
6674,  Lot  3;  Block  6692,  Lot  3;  Block  6693,  Lot  3,  Block 
6694,  Lot  101;  Block  6819,  Lot  2  and  Block  6820,  Lot  3), 
Flushing,  Borough  of  Queens. 


applicant,  on  behalf  of  Consolidated  Edison  Co.  of  New 
York,  Inc.,  owner,  to  permit  in  an  unrestricted  use,  A  area 
and  class  2  height  district,  the  addition  to  existing  building 
increasing  the  height  of  the  building  in  excess  of  that  per¬ 
mitted  ;  premises  666-680  1st  avenue,  east  side,  from  East 
38th  to  East  39th  streets,  401-427  East  38th  street  and  400- 
428  East  39th  street  (Block  970,  Lot  1),  Borough  of  Man¬ 
hattan. 


833-46-BZ — Application,  October  31,  1946,  under  section 
7c  of  the  zoning  resolution,  of  H.  I.  Feldman,  applicant,  on 
behalf  of  Muller-King-Weese  Studios,  owner,  to  permit  in 
a  residence  use  district,  the  change  of  occupancy  from 
garage  and  two  apartments  to  photographic  studio  and  two 
apartments ;  premises  143  East  40th  street  north  s* 
ft.  east  of  Lexington  avenue  (Block  1295,  Lot  28),  Borough 
of  Manhattan. 


1036-46- A— 666-680  1st  avenue,  east  side,  from  East  38th 
to  East  39th  streets,  401-427  East  38th  street  and  400-428 
East  39th  street  (Block  970,  Lot  1),  Borough  of  Manhattan. 


839-46-BZ — Application,  November  1,  1946,  under  sec¬ 
tions  7f  and  7i  of  the  zoning  resolution,  of  Elvira  Pizzo, 
applicant  and  owner,  to  permit  in  a  business  use  district  a 
gasoline  selling  station,  motor  vehicle  repair  shop  and  sale 
of  used  cars ;  premises  90  Withers  street,  south  <ude,  77.2  ft. 
west  of  Leonard  street  (Block  2742,  Lot  17),  Borough  o 
Brooklyn. 


1058-46-BZ — Application,  December  27,  1946,  under  sec¬ 
tion  21 -C  of  the  zoning  resolution,  of  Permanent  Land  Lorp., 
applicant  and  owner,  to  permit  in  D  and  E  area  residence 
and  business  use  districts,  the  erection  and  mamtenance  of 
residence  buildings  without  required  yards  and  the  erection 
of  a  business  building  (stores)  extending  into  a  residence 

use  district;  premises  North  side  of  Um°n  mqo to 

249th  street  to  Commonwealth  boulevard  (Blocks  84yo  to 
8499,  inclusive,  Lots  None),  Bellerose,  Borough  of  Queens. 


864-46-BZ— Application,  November  13,  1946  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Daniel  A.  Cornell,  Jr  and  James 
A  Cornell,  owners,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  ubri- 
torium  laundry  and  office;  premises  233-12  to  233-20  Linden 
boulevard  and  117-02  to  117-10  234th  street,  southeast  corner 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
of  Queens. 


1057-46- A— North  side  of  Union  tu™P*ke>  2^?qq 

street  to  Commonwealth  boulevard  (Blocks  8490  to  , 
inclusive,  Lots  None),  Bellerose,  Borough  of  Queens  (Under 
sections  35  and  36  of  the  General  City  Law  to  permit  the 
erection  of  buildings  in  the  bed  of  mapped  streets— Elkmont 
avenue,  Shiloh  avenue,  78th  avenue,  79th  avenue  246th  247th 
and  248th  streets — and  not  fronting  on  mapped  streets). 


680-44-BZ— Application,  November  28,  1944  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  James  McKillop,  appli¬ 
cant,  on  behalf  of  John  Rago,  owner,  to  permit  m  a  business 
use  district,  the  storage  of  waste  paper;  Premises  112  Kmgs- 
land  avenue,  east  side,  25  ft.  6/2  m.  north  of  Division  place 
(Block  2840,  Lot  2),  Borough  of  Brooklyn. 


809-46-BZ— Application,  October  16,  1946,  under  section 
'  7c  of  the  zoning  resolution,  of  H.  I.  Feldman,  applicant,  on 
behalf  of  Lew  Mauser,  owner,  to  permit  in  a  residence  us 
district,  the  change  in  use  from  a  power  house  to  an  ofhc 
building ;  premises  123  East  83rd  street  north  side,  115  K. 
91/1  in.  west  of  Lexington  avenue  (Block  1512,  Lot  tz;, 
Borough  of  Manhattan. 

980-46-A— 2638  Park  avenue,  east  side,  75  ft-  ”°.rt k  of 
East  140th  street  (1st  floor);  (Block  2340,  Lot  108),  Bor¬ 
ough  of  The  Bronx* 


276-42-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants.  on  behalf  of  Thomas  C  and  Louis  I ervohno  owners 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  public  garage  to  a  gasoline  servic 
station  lubritorium,  auto  laundry  and  office ;  premises  81 
Rapelye  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 


978-46-SA — Honeywood  Gun  Type  Pressure  Atomizing 
Burner. 


HARRIS  H.  MURDOCK,  Chairman. 


772-41-BZ— Application  of  Lama  and  Proskauer  appli¬ 
cants,  on  behalf  of  Murray  and  Fay  Bloom,  Joe  and  Victoria 
Filosa,  William  and  Emelme  Jones  and  Jennie  Mateyko, 
owners,  reopened  December  11,  1945,  under  section  7c  of  t 
zoning  resolution,  to  permit  in  a  residence  and  local  retai 
use  district,  the  extension  of  an  existing  wet  wash  laundry, 
into  a  residence  use  district;  premises  427  Ralphavermeand 
1803-1823  Bergen  street,  northeast  corner  (Block  1443,  Lots 
1,  64,  65,  66,  67  and  68),  Borough  of  Brooklyn. 


FEBRUARY  4,  1947,  2  P.  M. 

IS  HEREBY  GIVEN  of  a  public  hearing 


Tuesday  afternoon,  February  4,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


702- 46-BZ— Application,  September  24,  1946  under  sec¬ 
tions  7a  and  7c  of  the  zoning  resolution,  of  Mac  L.  Reiser, 
applicant,  on  behalf  of  Anita  Oddo,  owner,  to  permit  in  a 
residence  use  district,  the  conversion  of  existing  one  story 
private  garage  to  kitchen  and  toilet  rooms,  accessory  to  ex- 
Sffig  reSstaunmt  and  cabaret;  premises  454  Crescent  street 
and  1063-1071  Glenmore  avenue,  northwest  corner  (Block 
4197,  Lot  24),  Borough  of  Brooklyn. 

703- 46-BZ— Application,  September  24  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Mac  L.  Reiser,  applicant 
on  behalf  of  Tacob  and  Edward  Friedland,  owners,  to  permit 
\n  a  business  use,  C  area  district,  the  extension  of  present 

building  on  first  floor,  using  more  than  the  area tXouth  of 
premises  2119  Nostrand  avenue,  east  side,  60  ft.  south  ot 
Glenwood  road  (Block  7558,  Lot  54),  Borough  of  Brooklyn. 


857-46-A — 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24th 

streets  (Block  650,  Lot  67),  Gowanus  Canal,  Borough  of 
Brooklyn. 

226-46- A— 700-708  Lydig  avenue  and  2114_2132  White  , 
Plains  road,  southeast  corner  (2nd  floor);  (Block  4287, 
Lots  24  and  31),  Borough  of  The  Bronx. 


1000-46-A— 134-136  Charles  street,  south  side,  131.1  ft. 
east  of  Washington  street  (Block  631,  Lot  13),  Borough  of 
Manhattan. 


HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  11,  1947,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  February  11,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


1035-46-BZ — -Application,  December  16,  1946a  Xallowav 
tion  21  of  the  zoning  resolution,  of  Theron  R.  Galloway, 


604-46-BZ — Application,  August  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Jacob  Lubroth,  applicant,  on 
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behalf  of  Lawrence  J  McSherry,  owner  (Murray  Cohen, 
lessee),  to  permit  in  a  business  use,  C  area  district,  the  exten¬ 
sion  of  an  existing  building,  using  more  than  the  area  per¬ 
mitted;  premises  56-36  Myrtle  avenue,  south  side,  175  ft  east 

of  (Jueensa  (BI°Ck  356°’  L°l  27)’  Rideewood>  Borough 

650-46-BZ  Application,  August  27,  1946,  under  section 
'f  ^°"ing  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
Delia  1 1  of  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Rivkin 
lessee),  to  permit  m  a  residence  use  district,  the  change  in 
occupancy  from  boys’  home  (previously  granted  by  the 
Board),  to  boys  home,  children’s  day  camp  and  nursery 

hf°2A  £rT'SeS  -9'107  (known  as  101 )  Beach  34th  street 
amt  34-U3  bprayview  avenue,  northwest  corner  (Block  311 
Lot  102),  Edgemere,  Borough  of  Queens.  ’ 

®f1'^6'A~99:107  (known  as  101)  Beach  34th  street  and 
Y™  £Pra>'view  avenue,  northwest  corner  (Block  311,  Lot 
102),  Edgemere,  Borough  of  Queens. 

^-??-^AppI-^n,of  J.ulius  Eckmann,  applicant,  on 
r?  lojA*  Cbapmald  Realty  Corp.,  owner,  reopened  October 
,  0,  under  sections  /h  and  21  of  the  zoning  resolution 

to  permit  m  a  residence  use  district,  the  parking  and  storage 

w  Tr  i.  1311  five  n?otor  vehicles;  premises  406-420 
West  oath  street,  south  side,  100  ft.  west  of  9th  avenue 

of  ManhaS.  °'S  ^  ^  4°’  41>  42  and  141>'  Boro^h 

476-46-BZ— Application,  June  26,  1946,  under  sections  7h 
and  21  oi  the  zoning  resolution,  of  David  Weinberg  ap- 
pheant,  on  behalf  of  Christian  L.  Bache,  owner,  to  fermh 

In  a  use  l'lslr'CI'  parking  and  storage  of  more 

than  nve  (5)  motor  vehicles,  for  a  period  of  two  (2)  years- 
premises  1:4-51  to  154-61  101st  street,  and  101-02  to  101-16 
^outh  Londuit  avenue,  southeast  corner  (Block  11585,  Lot 
-6),  Jamaica,  Borough  of  Queens. 

918-46-BZ— Application,  November  26,  1946,  under  sec- 
\fOIr  u  and  21  of  the  zoning  resolution,  of  John  P 
McGrath,  applicant,  on  behalf  of  Harhaven  Corp.,  owner  to 
permit  in  a  residence  use,  C  area  district,  the  extension’  of 
existing  garage  for  more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop,  using  more  than  the  area  per- 
mitted  Premises  98-la  Jamaica  avenue,  north  side,  88  24 
b  east  of  98th  street  (Block  9177,  Lot  95),  Woodhaven, 
Borough  of  Queens. 

960- 46-BZ— Application,  December  6,  1946,  under  sec- 
Uon  7e  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Ella  Graulich,  owner  (Fleet  Arc  Welding 
Service,  lessee),  to  permit  in  a  business  use  district  the 
change  occupancy  from  garage  for  five  (5)  cars  to 
uelding  shop,  tor  a  period  of  five  (5)  years;  premises 

/ C )lSnVenue’  fs°uth  s’de-  75-08  ft-  east  of  70th  street 
(Block  24a9,  part  of  Lot  6),  Woodside,  Borough  of  Queens. 

961- 46_-BZ--Application.  December  6,  1946,  under  sec¬ 
tions  /a  and  7c  of  the  zoning  resolution,  of  Paul  Friedman 
applicant,  on  behalf  of  Leah  Schuster,  owner,  to  permit 
m  a  business  use  district  the  erection  and  maintenance  of 
an  office  and  sheds,  to  be  used  in  conjunction  with  the 

n£k-g  USC  °  .  Sale  and.  stora^e  of  building  materials  and 
plumbing  supplies;  premises  2926-2948  Avenue  X,  3695-370- 
in  os tr and  avenue,  southeast  corner  and  2402-2412  Haring 
s  reet  (Block  7422L,  Lots  2  and  7),  Borough  of  Brooklyn 

?i9!;4?,'B?T7Application’  Pecember  12,  1946,  under  sec- 
ion  21  of  the  zoning  resolution,  of  Andrew  DiCamillo  ap- 

'Cam.  on  behalf  of  Solomon  Uslianer.  owner,  to  permh 
n  a  residence  use,  D-l  area  district,  the  erection  of  a  two 

Eas.g^rf}feccWltthOUt^  ?omr®,re1  rear  yard:  Prem’ses  2183 
^  rect  and  2801-2811  ^enue  y,  northeast  corner 
(Block  7361,  Lot  08),  Borough  of  Brooklyn. 

-BZ-App!icati°n  December  16,  1946,  under  sec¬ 
tion  /e  of  the  zoning  resolution,  of  Ludwig  P  Bono  annli- 

S2b?alf,°!  M°rnS  Kurtzberg.  owner,  to  pSSifS  a 
nee  use  district,  a  wet  wash  laundry,  for  a  term  of 


u\?/edrs;  P^mises  223  Schenectady  avenue,  east  side, 
,5  ft  ^  J"- nortth  of  St.  Johns  place  (Block  1378,  Lot  7), 
Borough  of  Brooklyn.  v 

1028-46-BZ— -Application,  December  18,  1946,  under  sec¬ 
tions  7c  and  /i  of  the  zoning  resolution,  of  Charles  M. 
.  pindler,  applicant,  on  behalf  of  Edwin  E.  Pukies  owner 
to  permit  in  a  business  use  district,  the  change  of  occupancy 
from  an  automobile  showroom  and  gasoline  service  station 
to  a  motor  vehicle  repair  shop,  lubritorium,  auto  washing 
and  gasoline  service  station;  premises  119-33  to  119-47 
Springfield  boulevard,  east  side,  111.61  ft.  north  of  120th 
Queens  Roc<  1277G  Eot  1),  Springfield,  Borough  of 

1086-46-BZ— Application,  December  30,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Leonard  A.  Swarthe 
applicant,  on  behalf  of  David  Kaye  and  Nathan  Miller’ 
owners,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to  factory  use- 
premises  2333-2345  Waterbury  avenue,  north  side  291  56  ft’ 
east  of  Havemeyer  avenue  (Block  3833,  Lots  70  and  74),' 
Borough  of  The  Bronx. 

789-46-BZ— Application,  October  18,  1946,  under  sec¬ 
tion  /e  of  the  zoning  resolution,  of  Alfred  Lehnert  appli- 
S?.11.*  and  lessee.  ofi  behalf  of  Edwin  Gould  Foundation  for 
Children  owner,  to  permit  in  a  residence  use  district  il¬ 
luminated  signs  to  replace  three  (3)  existing  non-illuminated 
signs ;  premises  2300  Eastchester  road,  northeast  corner  of 
Astor  avenue  (Block  4393,  Lot  1),  Borough  of  The  Bronx. 

^'4tSA^CoIeman  °i]  Fired  Water  Heater,  Model 
oVW  capacity ;  Model  163—30  gallons  capacity 

and  Model  164 — 45  gallons  capacity. 

925-46-SA— Purr-feet  Oil  Burner,  Models  X,  Y  and  YL. 

Un?t")46SA~Calcinat0r  (Automatic  Home  Disposal 

773-46-SM— Duffcon  Light  Weight  Precast  Concrete 
2J4  Channel  Type  Roof  Slabs. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  11,  1947,  2  P.  M. 

NOl  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
afternoon,  February  11,  1947,  at  2  o’clock  in  Room 
U)13’  Municipal  Building,  Manhattan,  on  the  following  mat- 

883-46-A— -96  Bowery  west  side,  74  ft.  8  in.  north  of  Hester 
hattan  ^  ^°°r  ’  (RRck  239,  Lot  35),  Borough  of  Man- 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  18,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/“ft  morning  Febniary  18,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

237-46-A  56  Pine  street,  north  side,  125  ft.  west  of  Wil- 
ham  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 1 19-121  5th  avenue  and  1-3  East  19th  street 
north^st  corner  (cellar);  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A— 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th  18th  19th  and  20th  floors)  ;  (Block  888,  Lot  1) 
Borough  of  Manhattan. 
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943.46-A— 706  West  181st  street,  and  4251-4259  Broad¬ 
way,  southwest  corner  (Block  2176,  Lot  133),  Borough  o 

Manhattan.  HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  18,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  18,  1947,  at  2  o  clock  m  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

893-46-A — 50  Church  street,  west  side,  block  bounded  by 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
1);  (Hudson  Terminal,  Building  B),  Borough  of  Man- 

haUan'  HARRIS  H.  MURDOCK,  Chairman. 


APRIL  8,  1947,  10  A. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  8,  1947,  at  10  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter. 

127-38-BZ— Application  of  James  Russell  Ashley,  appli¬ 
cant,  on  behalf  of  Elmtree  Realty  Company,  owner  reopened 
Tanuary  7,  1947,  for  consideration  as  to  extension  of  term  of 
variance— Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  for  a  temporary  term  of 
years,  permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
195-201  West  237th  street,  northeast  corner  of  Broadway 
(Block  3270,  Lot  40),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  21,  1947 

Present :  Chairman  Murdock,  Commissioners  Savage  ami 

Blum  and  Deputy  Chief  Guinee.  ,  ,  ,  , 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  January  4, 
1947,  were  approved  as  printed  in  Bulletin  2,  \  olume  o— 


ZONING  APPLICATIONS 

604-46-BZ 

APPLICANT— Jacob  Lubroth,  for  Lawrence  J.  McSherry, 
owner  (Murray  Cohen,  lessee). 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use,  C  area  district, 
the  extension  of  an  existing  building,  using  more 
than  the  area  permitted. 

PREMISES  AFFECTED — 56-36  Myrtle  avenue  south 
side,  175  ft.  east  of  Cornelia  street  (Block  3560, 
Lot’ 27),  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Lubroth. 

For  Opposition:  None.  ,  •  f 

For  Administration :  Samuel  L.  Becker,  Hep  t  o 
Housing  and  Buildings.  . .  , Q<7 

ACTION  OF  BOARD— Laid  over  to  February  11,  194/ 
at  10  A.  M.  for  applicant  to  file  plan  showing  the 
proposed  connection  with  the  adjoining  building. 


APPEARANCES— 

For  Applicant :  H.  Barbiere. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  „  in.,  , 

ACTION  OF  BOARD— Laid  over  to  Februtry  11,  194/  at 
10  A.  M.  on  request  of  applicant’s  representative. 
Applicant  to  send  notices  for  hearing  on  that  date 
as  set  by  the  Board. 


818-46-BZ 

APPLICANT— Casper  P.  Colla,  for  New  York  Connect¬ 
ing  Railroad  Co.,  owner  (Paul  A.  Piancazzo, 
lessee) . 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7b,  7f  and  7i  of  the 
zoning  resolution,  to  permit  in  a  business  and  an 
unrestricted  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  lubritorium,  car 
washing,  motor  vehicle  repair  shop  and  the,  parking 
and  storage  of  more  than  five  (5)  vehicles. 

PREMISES  AFFECTED— 7306  Queens  boulevard  south 
side,  49.49  ft.  east  of  73rd  street  (Block  2448,  pait 
of  Lot  202),  Winfield,  Borough  of  Queens. 

APPEARANCES—  „  _  „  „  ,  ,  ,,  p  . 

For  Applicant:  Casper  P.  Colla,  Robert  M.  1  eet 

and  Paul  A.  Piancazzo.  .  . 

For  Opposition :  F.  Robert  Shniper,  Louis  Schoen¬ 
berg  and  Eugene  Friedrick.  ^  ,  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Laid  over  after  full  hearing  for 
decision  by  Board.  Date  to  be  set. 


650-46-BZ  ,  .  _  , 

APPLICANT — T.  G.  L.  Molloy,  for  Sylvia  Rosenberg 
Caruth,  owner  (Max  H.  Rivkin,  lessee). 

SLTBTEC.T — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  boys’  home  (previously  granted 
by  the  Board),  to  boys’  home,  children’s  day  camp 
and  nursery  school. 

PREMISES  AFFECTED— 99-107  (known  as  101)  Beach 
34th  street  and  34-02  Sprayview  avenue,  northwest 
corner  (Biock  311,  Lot  102),  Edgemere.  Borough 
of  Queens. 


875-46-BZ 

APPLICANT— Charles  M.  Spindler,  for  Altman  Realty 
Investing  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years.  _ 

PREMISES  AFFECTED — 2213-2215  Mermaid  avenue 
north  side,  98  ft.  954  in.  west  of  West  22nd  street 
(Block  7016,  Lots  48  and  49),  Borough  of  Brook- 
lvn. 
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APPEARANCES— 

For  Applicant:  Joseph  Haus. 

For  Opposition. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn  at  request 
of  applicant. 

the  vote  to  WITHDRAW— 

Affirmative.  C  hairman  Murdock,  Commissioners 
.  a\  age  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  p 


880-46-BZ 

APPLICANT— Samuel  Rosenblum,  for  Kinetta  Holding 
Corp.,  owner  (Joseph  Kraus,  lessee). 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash’ 
laundry,  for  a  term  of  five  (5)  years 

PREMISES  AFFECTED — 1315-1321  Boston  road,  west 
side,  456.66  ft.  south  of  Jefferson  place  (Block  2054, 
Lot  9).  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  None 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  anplicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


909-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Eugene  F.  Mc- 
Carthy  and  John  J.  McCarthy,  joint  owners. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent  ).  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years 
PREMISES  AFFECTED — 91-05  37th  Avenue,  north  side, 
40  ft.  east  of  91st  street  (Block  1465,  Lot  41), 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Haus  and  Eugene  F. 
McCarthy. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


Kt0!  TowiraXw-"  withdraw"' 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ^ 


876-46-BZ 

APPLICANT— Charles  M.  Spindler,  for  Joseph  Halpern, 
owner  (Harry  Field,  lessee). 

-  HBJ ECT— Application  (decision  of  the  borough  superin¬ 
tendent,  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years 
PREMISES  AFFECTED — 175  Avenue  A,  and  443  East 
11th  street,  northwest  comer  (Block  439  Tot  37) 
Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Joseph  Haus  and  Harry  Field, 
bor  Opposition:  Rev.  Dominic  W.  Seceu  and 
Thomas  J.  Mazzarelli. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.’  Saunders 
Board  of  Education. 

ACTION  OF  BOARD — Application  withdrawn  without 
preiudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  p 


910-46-BZ 

APPLICANT— Shirley  and  deShaw,  for  Katerod  Realty 

QTTT3TTrrWrpA  °}Ynei;  (Edward  Glaser,  lessee). 

^ U tij LC 1  — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  tor  a  term  of  five  (5)  years 
REMISES  AFFECTED — 436-438  Grand  street,  southwest 
corner  of  Reap  street  (Block  2398,  Lot  13) 
Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  William  R.  Shirley 
For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
a  Housing  and  Buildings. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  p 


945-46-BZ 

APPLICANT— Samuel  Rosenblum,  for  K.  and  F  Realty 
Q  ^rP-»  owner  (Perlros  Laundries  Inc.,' lessee). 
SUiSJELl  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years 
PREMISES  AFFECTED — 165  Havemeyer  street,  east 
side,  100  ft.  north  of  South  3rd  street  (Block  2421 
.  Lot  1),  Borough  of  Brooklyn 

APPEARANCES—  '  ' 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn 

THE  VOTE  TO  WITHDRAW _ 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  p 


184-29-BZ 

APPLICANT — H.  M.  Cole,  for  Convey’s  Riding  Club,  Inc 
owner. 

SUBJECT— Application  reopened  October  22,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a  garage  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  for  a  term  of  fifteen  (15)  years 

PREMISES  AFFECTED — 42-46  West  66th  street,  south 
side,  350  ft.  east  of  Columbus  avenue  (Block  1118 

APPEARANCES9  50)’  B°r°Ugh  of  Manhattan. 

For  Applicant :  H.  M.  Cole  and  H.  Pressler. 

For  Opposition :  M.  Teitleman,  M.  C.  Nickel  W  T 
Bodine.  A.  Du  Pont,  J.  Addonizio,  and  Charles 
Moore. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  p 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
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THE  RESOLUTION  (184-29-BZ) 

Whereas  this  application  under  sections  7e  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  affecting  premises  42  to  46  West 
66th  street,  south  side.  350  ft  east  of  Columbus  avenue 
(Block  1118,  Lots  48,  49  and  50),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  July  16,  1929,  on  certain  condi- 

t'<^\VHEREAS,  time  to  obtain  permits  and  complete  the  work 
was  extended  from  time  to  time,  and  last  extended  on  Apri 

5,  1938;  and  „  ,  ,  .  . 

Whereas,  on  March  8,  1938,  the  Board  denied  an  applica¬ 
tion  under  a  new  proposal,  under  sections  7h  and  zl  ot  the 

zoning  resolution,  to  permit,  for  a  temporary  period  of  not 

more  than  two  (2)  years  in  a  business  use  district  the 
storage  and  parking  of  more  than  five  (5)  motor  vehicles 
and  accessory  gasoline  tanks  and  pumps  for  sale  ot  gasoline , 

^Whereas,  H.  M.  Cole,  for  Convey’s  Riding  Club,  Inc., 
owner  requested  reopening  of  this  application  and  con¬ 
sideration  under  section  7f  of  the  zoning  resolution,  to 

permit  in  a  business  use  district  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  garage  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  a  term 

of  fifteen  (15)  years;  and  .  „  , 

Whereas,  this  case  was  reopened  by  vote  ot  the  Board 
on  October  22,  1946,  subject  to  usual  procedure  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  31,  1946,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  January  21,  1947,  for  further 

consideration ;  and  . 

Whereas  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  West  66th  street  is  in  a  business  use,  B 
area  and  Class  V/2  height  district;  Columbus  avenue  is  in 
a  business  use,  B  area  and  Class  1  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  10,  1946,  re  N.B.  Applic.  200-46,  reads. 

“1.  Garage  for  passenger  cars  and  storage  of  more 
than  five  motor  vehicles  in  a  business  district  is  contrary 
to  Art.  II,  Section  4(a)  15  zoning  resolution.” 

^Whereas  the  applicant  states  that  the  premises  consist  of 
a  plot  75  ft.  frontage  by  100  ft.  5  in.  in  depth  presently 
vacant ;  that  it  is  proposed  to  erect  a  building  7a  ft.  front 
by  100  ft.  5  in.  in  depth  (typical  floor  75  ft.  front  by  87  ft 
5  in.  in  depth)  six  (6)  stories;  75  ft.  in  height,  of  Class  1 
construction,  to  be  used  as  a  garage  for  more  than  five  (a) 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  six  story  fireproof  garage  building  limited  ex¬ 
clusively  to  pleasure  type  automobiles ;  that  these  same 
premises  were  subject  to  previous  application  for  a  zo nmg 
variance  for  erection  of  a  similar  garage  building  of  slightly 
greater  volume,  which  was  granted  by  the  Board  under 
Cal.  184-29-BZ  on  July  16,  1929,  subsequent  y  renewals  of 
this  grant  were  made  by  the  Board,  the  last  being  on  pri 
5  1938;  that  this  proposed  garage  was  not  erected  because 
of  financial  difficulties  that  were  encountered  during  the 
depression  years  which  immediately  followed  the  original 
permit  date;  that  on  January  17,  1938,  an  application  for  a 
zoning  variance  was  made  under  the  same  calendar  num¬ 
ber  for  a  parking  and  storage  lot  with  accessary  gasoline 
sale  in  lieu  of  the  permitted  garage  building,  that  this 
application  was  denied  by  the  Board ;  that  this  new  Pr°P<>sal 
for  the  reinstatement  of  the  previous  zoning  variance 
granted  bv  the  Board  for  a  garage  is  an  entirely  different 
proposal  than  the  parking  lot  which  was  previously  before 
the  Board-  that  the  present  owners  have  no  relation  to  the 
previous  applications  before  the  Board;  that  on  April  19, 
1Q46  the  owners  contracted  to  purchase  the  site  in  question, 
and  ’they  acquired  title  to  the  vacant  plot  on  August  5, 
1946-  that  the  owners  were  under  the  impression  that  be¬ 
cause  of  the  pervious  permit  granted  by  the  Board  for  a 
garage  they  would  be  permitted  to  erect  a  similar  structure 


on  this  site;  that  while  West  66th  street  between  Columbus 
avenue  and  Central  Park  West  is  zoned  for  business,  there 
now  exist  many  non-conforming  uses  such  as  garages  and 
riding  stables  which  tend  to  establish  the  character  of  the 
street  in  question ;  that  in  addition  thereto,  there  are  other 
tvpes  of  buildings  such  as  storage  warehouse,  an  arena  and 
an  armory,  non?  of  which  tend  to  add  to  the  character  o 
ffie  street  for  customary  business  uses ;  that  the  original 
application  was  granted  by  the  Board  under  the  discretion 
ary  power  vested  in  the  Board  by  Section  21  of  the  zoning 
resolution  on  the  basis  of  unnecessary  hardship  and  prac¬ 
tical  difficulties  in  complying  with  the  strict  letter  of  the 
zoning  law;  that  this  grant  was  reviewed  by  the  Supreme 
Court  and  the  Court  of  Appeals,  and  the  Board  was  up¬ 
held  (See  Ottinger  vs.  Arenal)  ;  that  the  same  conditions  ot 
unnecessary  hardship  and  practical  difficulties  that _  Predva^J 
in  1929  when  this  application  was  originally  granted  an 
which  was  recognized  by  the  Board,  exist  today  an 
in  addition  thereto  there  exists  a  public  necessity  tor  a 
oarage  of  this  type  in  this  area;  that  the  Board  now  has 
a  specific  discretion  to  grant  such  applications  as  herein 
requested  in  harmony  with  the  general  purpose  and  intent 
o{  the  zoning  resolution,  which  specific  discretion  did  not 
exist  at  the  time  of  the  previous  applications,  that  the 
granting  of  this  variance  will  do  substantial  justice  and 
will  not  be  deterimental  in  any  manner  to  t  le  gener 
welfare  or  public  health  and  safety;  that  it  will  serve  a 
public  need  as  it  is  well  recognized  by  all  authorities  in  t  e 
ritv  that  there  is  a  shortage  of  garage  space  in  the  cit>, 
particularly  in  this  area;  that  many  former  garages,  during 
the  war  years,  were  converted  to  other  uses,  and  these  uses 
still  exist  •  that  this  combined  with  the  increased  number  o 
automobiles,  make  .he  public  necessity  to  ‘Reposed 

if  ifrees^cloilyiarW"esttdWth°at  (he  Board  grant  this  vari- 

a"\V  hereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  committee  of  the  Board ,  and  . 

Whereas  the  Board  deemed  that  there  was  no  justifi- 
oh^n  foV  the  exercise  of  its  discretion  to  grant  a  zoning 
faSi  under  sec.TonT  subdivision  f  of  the  zoning  reso- 

'“fcotoed  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


APPLICANT— Adolph  Goldberg,  for  The  Lincoln  Savings 

Bank  of  New  York,  owner  iQ4z_Annli- 

SIJBIECT _ Application  reopened  December  3,  1946— App 

cation  (decision  of  the  borough  superintendent) 
under  sections  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  dlsJr^b  the 
extension  of  existing  commercial  building  (Bank)  , 
previously  granted  by  the  Board)  using  more  than 
the  permitted  area,  and  without  the  required  rea 

PREMISES’ AFFECTED— 7419-7427  5th  avenue,  and l  501- 
509  Bay  Ridge  parkway,  northeast  corner  (Block 

5931,  Lots  1,  3  and  4),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Adolph  Goldberg. 

For  Opposition:  None.  -p.  ,. 

For  Administration :  Samuel  L.  Becker,  Dep  t  o  . 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE*  VOTE  TO  AMEND  RESOLUTION  . 

Affirmative :  Chairman  Murdock,  Commissioner. 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 

Negative :  .  I 

THE  RESOLUTION  ( 84-34- BZ) 

Whereas  this  application  under  section  7c  of  the  zoning 
resolution  permitting  partly  in  business  and  partly  in  rest-; 

dence  use ’districts,  the  erection ve nSe^nirth- 
building  (bank)  ;  premises:  7423-7427  Fifth  Avenue,  north 

east  corner  of  Bay  Ridge  parkway  (Block  5931,  Lots  1,  ^  and 
90 
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vP’  £°ri°n£h  of  Brookl>'n.  was  granted  by  the  Board  on 
i\ia>  ZZ,  1934,  on  certain  conditions;  and 

•ind  HEREAS’  ,lie  resolution  was  amended  on  June  25,  1946; 

Whereas,  the  applicant  requested  a  further  amendment  of 
(lie  resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
December  3,  1946,  subject  to  usual  procedure;  and 
\V  hereas  a  public  hearing  was  held  on  this  application  by 
ie  Board  ot  Standards  and  Appeals,  at  its  regular  meeting, 
January  14,  1947,  after  due  notice  by  publication  in  the  Bul¬ 
letin,  and  laid  over  to  January  21,  1947  for  further  considera- 
t  ion ;  and 

Whereas  the  district  maps  accompanying  the  zoning 
resolution  shows  that  5th  avenue  is  in  business  use,  C  area 
and  Class  1%  height  districts;  Bay  Ridge  parkway  is  in 
residence  and  business  use,  C  area  and  Class  1%  height 
districts;  and  /4  B 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  29,  1946,  re  Alt.  Applic.  267-46,  reads : 

3.  Plans  now  filed  with  this  application  show  a  build¬ 
ing  of  larger  area  than  that  approved  by  the  Board  of 
standards  and  Appeals.  Approval  of  the  Board  must 
fie  obtained  before  examination  can  be  made  by  this 
J  department. 

4.  The  proposed  extension  of  a  bank  building  located 
partly  within  a  residence  use  district  is  contrary  to  the 
Zoning  Resolution  Art.  II,  Sect.  3. 

5.  1  he  proposed  building  exceeds  the  area  permitted 
by  the  Zoning  Res.  Art.  IV,  Sect.  13  for  a  ‘C’  area 
district. 

6.  The  rear  yard  required  by  Art.  IV,  Sect.  17  where 
the  lot  abuts  a  residence  use  district  should  be  10 '-0" 
min.  depth,  as  per  sect.  13.  Denied.” 

and 

Whereas,  the  ^applicant  states  that  the  premises  consist 
ot  a  plot  86  ft.  7%  in.  frontage  by  129  ft.  11  in.  in  depth 
(irregular)  on  which  is  located  a  building  46  ft.,  1  in.  front 
■  .•/*•»  l  in  depth  (irregular)  2  stories,  45  ft.,  2  in. 
in  height,  of  Class  1  construction,  presently  used  as  a  com¬ 
mercial  building  (bank)  ;  that  it  is  proposed  to  include  7419- 
5th  avenue  in  the  proposed  new  building,  demolishing  build¬ 
ings  located  on  lots  3  and  4;  that  a  1-story  building  will 
fie  erected,  40  ft.  6)4  in.  front  by  121  ft.  6)4  in.  deep  (irregu¬ 
lar),  one  story  (33  ft.,  4  in.)  high,  of  Class  1  construction; 
and  ’ 

W  hereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  amend  the  application  granted  on  June  25,  1946  * 
that  after  a  careful  and  thorough  study  it  was  found  that 
the  proposed  addition  as  approved  would  be  entirely  inade¬ 
quate  for  the  ever-increasing  number  of  depositors  that  must 
be  handled  by  this  branch;  that  the  bank  was  finally  suc¬ 
cessful  in  acquiring  the  adjoining  plot  on  the  north,  #7419 
.itfi  avenue,  and  now  proposes  to  increase  the  size  of  the 
addition  to  include  this  plot. 

!i  ^e'w^vec^>  Biat  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  22,  1934  as 
amended  by  resolution  adopted  June  25,  1946,  by  adding 
thereto : 

“Resolved  further  that  the  Board  does  hereby  make 
a  variation  in  the  application  of  the  use  and  area  regu¬ 
lations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  as  to  area 
and  section  7c  as  to  use,  to  permit  the  extension  of  the 
existing  building  to  include  lots  3  and  4,  in  addition  to 
lot  1,  as  indicated  on  revised  plans  marked  ‘Received 
January  15,  1947’  (6  sheets),  on  condition  that  the  exten¬ 
sion  as  proposed  for  lots  3  and  4  shall  not  exceed  one 
story  in  height  and  shall  not  extend  to  the  rear  lot  line 
nearer  than  8  feet;  that  such  unbuilt  upon  space  shall 
be  the  full  width  of  lots  3  and  4  for  a  width  of  8  feet 
and  shall  be  left  open  and  unbuilt  upon  at  grade  and 
cement  paved  and  properly  drained ;  that  a  suitable  iron 
fence  shall  be  constructed  on  the  interior  and  rear  lot 
lines  to  enclose  such  open  space;  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  the 


Mav  22  foil  f  he  r,es,oIlutlon  adopted  by  the  Board 
KDis  fa  t?4,  aS  an,ie"ded  resolution  adopted  June  25, 
1946  and  this  amended  resolution  shall  be  complied  with 
that  tins  variance  shall  continue  only  so  long  as  the 
building  w  occupied  as  proposed  for  banking  purposes- 
and  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution. 


879-38-BZ 

APPLIC^NT— Industrial  Installations  Corp.,  for  Rocco 
I ncarico,  owner  (Rocco,  Paul  and  Dominic  Tri- 
carico,  lessees.) 

SUBJECT— Application  reopened  October  8,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  extension  of  existing 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to 
include  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMI?5S  ™I;V?'ED-3,1-S3  ,o  31-73  3ist 

side,  178.14  ft.  north  of  Broadway  (Block  613, 
Queens3  ^  19  ’  L°ng  Island  City>  Borough  of 
APPEARANCES— 

For  Applicant :  C.  B.  Winick  and  Rocco  Tricarico. 
For  Opposition :  F  J.  Fedeshin,  Mary  Diaz  and 
Ulga  Ihomashefsky. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 

.^T^T  Housing  and  Buildings. 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (879-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  affecting  premises  31-53  and  31-73  31st  street, 
iow178'1^  {t-  of  Broadway  (Block  613,  Lots  13 

fivdtl!9  RL0nig  IS  xrd  Clt?’  B?Iough  of  Queens,  was  granted 
and* 16  P°ard  °n  November  13,  1940,  on  certain  conditions; 

Whereas  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  8,  1941,  resolution  amended  on  June  2 

at  ™  ™ierm  _?f  variance  extended  on  May  31,  1944,  and 
May  zs,  1946;  and 

V  hereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  cJise  was  reopened  by  vote  of  the  Board 
°”  yetober  8,  1946,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting .January  21  1947,  after  due  notice  by  jiublication 
in  the  Bulletin;  and 

Whereas  the  district  maps  accompanying  the  zoning 
resolution  show  that  31st  street  is  in  a  business  use,  B  area 
and  Class  1 J4  height  district ;  Broadway  is  in  a  business 
USaxt-  arCa  and  ^ass.  height  district;  and 
,  ;V,HFaREAS’  fbe  decision  of  the  borough  superintendent, 
dated  August  1,  1946  re  N.B.  Applic.  7352-46,  reads: 

1-  The  erection  of  a  gasoline  service  station  and 
the  parking  and  storage  of  more  than  5  motor  vehicles 
on  a  plot  located  in  a  business  zone,  is  contrary  to 
Article  2,  section  4,  subsections  15  and  46,  of  the  Zoning 
Law. 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  300. 12  ft.  frontage  by  80.10  ft.  in  depth,  presently  used 
as  a  parPl'nK  Jot  and  storage  for  more  than  five  motor 
vehicles ;  that  it  is  proposed  to  erect  a  gasoline  service  sta- 
tion  in  addition  to  the  existing  parking  facilities  with  four 
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(4)  550  gal.  approved  buried  gasoline  storage  tanks;  also  to 
install  four  approved  gasoline  dispensing  pumps  and  one 

newS?EACs“';henapplicant  contends  that  with  the  increased 

operation  of  cars  through  the  newly  constructed  Queens 
Midtown  Tunnel,  the  approaches  of  which  are  located  in 
this  vicinity  and  also  due  to  the  lifting  of  gasoline  restrictions 
since  the  Yemdnation  of  the  war,  which  further  increased 
the  number  of  cars,  lack  of  re-fueling  stations  in  this  area 
is  an  actual  hindrance  to  traffic;  that  car  owners  parking 
in  parking  lots  and  those  leaving  the  Queens:Midtown  T un- 
nel  desire®  and  need  refueling  facilities  and  since  there i  is  no 
other  service  station  within  a  radius  of  500  feet  the  erecuon 
of  this  proposed  gasoline  station  would  materially  Please 
the  movement  of  cars  in  the  area  and  would  also  eliminate 
traffic  congestion;  that  two  sons  of  the  owner  are  dis 
charged  war  veterans,  one  disabled  and  retired  on  a  sma 
nensum  •  'that  the  operation  of  the  proposed  station  will 
produce’ sufficient  revenue  to  augment  the  pension ;  that  there 
is  no  public  school,  playground  park,  hospital,  library  o 
museum  within  the  500  foot  radius  of  proposed  service  sta¬ 
tion  •  that  therefore,  a  modification  of  the  zoning  law,  under 
section  7f  requested,  which  is  in  line  with  the  original 
resolution  of  the  Board  re  lots  13  and  19,  providing  for  a 
temporary  occupancy  for  two  years  for  the  Parian*  and 
storage  of  more  than  five  motor  vehicles,  and  _ 

Whereas,  the  plans  filed,  showing  alleged  exiting  to 
ditions,  indicate  two  gasoline  pumps  and  a  repair  shop  not 
permitted  by  the  resolution  adopted  on  November  13,  1  4  , 

^Whereas,  the  premises  and  surrounding  area  have  been 
msnected  by  a  committee  of  the  Board;  and  . 

Whfreas  the  Board  deemed  that  there  was  no  justifica¬ 
tion  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7,  subdivision  f  of  the  ^omng  resolunon  to 
nermit  a  gasoline  station  in  addition  to  the  parkin,,  ana 
storage  of  "more  than  five  motor  vehicles  now  permitted  for 

a  SJSSS7 that^he  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  he  a 
it  hereby  is  denied. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock  Comm.* aoners 
Savage  and  Blum  and  Deputy  Chief  t.uinee  4 

Negative:  . 


THE  RESOLUTION  (253-46-SA) 

Whereas,  Martin  &  Schwartz,  Inc.,  ovmer  Btd  onJ 
9  1946  an  application  with  the  Board  ot  Standard  < 
Appeals  for  approval  of  the  appliance  known  as  Martin  & 
Schwartz,  Inc  Gasoline  Airport  Dispensing  Pump :  ( AviaUon 
Fueler),  Models  100-1,  100-1C,  100-IN,  100-1CN,  100-2, 

100  3,  100-3N  and  100-5 ;  and  reads. 

Whereas,  the  report  of  the  Committee  on  lest,  re 


APPEAL  FROM  ADMINISTRATIVE  DECISION 


APPLICANT— J  G.  L.  Molloy,  for  Sylvia  Rosenberg 
Caruth  owner  (Max  H.  Rivkin,  lessee) 

SUBTECT — Appeal  from  a  decision  of  the  borough  superin- 

PRFMI SESeAFFECTED— 99-107  (known  as  101)  Beach 
34th  street  and  34-02  Sprayview  avenue,  northwest 
corner  (Block  311,  Lot  102)  Edgemere,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  H.  Barbiere 

For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  11,  194/  at 
10  A.  M.,  on  request  of  applicants  representative. 


appliance  and  material  submitted  for 

approval. 

253-46-SA 

APPLICANT— Martin  &  Schwartz,  Inc.,  owner. 
SUBTECT— Martin  &  Schwartz,  Inc  Gasohne  Airport  Dis- 
nensing  Pump  (Aviation  Fueler),  Models  100-1, 
100-1C  100-1 N,  100-1CN,  100-2,  100-3,  100-3N  and 
100-5,  approval  of. 

APPEARANCES— 

For  Applicant:  W.  C.  Evans.  , 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  renort  of  the  Committee  on  Tests. 


REPORT  OF  COMMITTEE  ON  TESTS 

November  20,  1946. 

Re:  Cal.  No.  253-46-SA 


I  VC  .  Well.  Cl.  ^  .  .  . 

Subject:  Martin  &  Schwartz,  Inc  Gasoline  Airport 
Dispensing  Pump  (Aviation  Fueler),  Models  100-1, 
lOOdC  100-IN,  100-1CN,  100-2,  100-3,  100-3E  and 

Martin' and'schwartz,  Inc.  of  Salisbury.  Mary, and 

filed  an  application  with  the  B.oarJ  S  Tschwar"/ 

Appeals  for  the  approval  of  the  Martin  &  Schwart 

Inc  Gasoline  Airport  Dispensing  Pump  G^at'0!1 
Fueler)  Models  100-1,  100-1C,  100-IN,  100-1CN  100-2, 
100-3,  100-3N  and  100-5  under  the  proy^ions  of  C26- 
178.0, b  of  the  Administrative  Building  (  ode  and 
C19-69.0,c  of  the  Administrative  Code. 


Description 

This  is  a  gasoline  dispensing  pump  for  use  at  air 
fields  'and  consists  of  a  computer,  water  separator  air 
separator,  motor,  pumping  unit  and  meter,  and  reeled 
hose  enclosed  in  a  16  gage  coWrolkd  steel  cabinet  w 
door  panels  hinged  and  with  cabinet  type  ock  and  with 
stainless  steel  trim.  The  computer  is  a  Velder-Rort 
roller  type  computer  registering  up  to  999  gallons.  An 
interlock  prevents  starting  the  pump  until  the  compute 
has  been  reset  to  zero.  The  meter  is  a  four  piston 
positive  displacement  type  meter  with  bronze  lined  cyl¬ 
inder  stainless  steel  ball-bearings  and  external  calibration 
wheel.  The  pump  motor  is  V4  H.P.  continuous  duty 
110-220  volts  single-phase  explosion  proof  The  hoe 
reel  motor  is  1/6  h.p.,  100-220  volts  single-phase  explo¬ 
sion-proof.  The  pump  is  a  positive  displacement  rotary 
with  built-in  bv-pass  and  60  mesh  monel  strainer  ca¬ 
pacity  12  to  15  G.P.M.  with  y4"  hose,  20-22  G.F.M. 
with 'one  inch  hose.  The  flow  in  indicator  contains  no 
moving  parts  except  the  two  color  spinner  itself.  All 
electrical  wiring  is  in  rigid  conduits  and  explosion-proof 
junction  boxes  and  meets  the  requirements  of  the  Llec 
trical  Code.  The  protective  devices  consist  of  an  air- 
separator  which  prevents  air  or  vapor  from  entering 
the  meter,  and  a  water  separator  of  the  hay  type  which 
prevents  water  or  entrained  moisture  from  entering 
the  meter  or  being  dispensed  An  interlock  prevent 
the  hose  from  being  retracted  while  pump  motor  is 
running.  The  hose  reel  is  power-driven  or  hand  cranked 
and  has  a  capacity  of  60  ft.  of  H  hose  with  -A 
chrome  plated  brass  nozzle.  The  flow  of  gasoline  is 
carried  by  copper  tubing  with  brass  flared  tube  fittings. 
The  hose  is  surrounded  by  protecting  rollers  at  the  io 

opening  in  housing  panel.  , 

Model  100-1  Pump  with  computer  and  power  op¬ 
erated  reel. 

Model  100-1 C  Pump  non-computer  and  power  op- 

Modd  100-IN  Pump  computer  and  hand  operated 
reel. 

Model  100-2  Remote  pumping  unit 
Model  100-3  Pump  power  operated  reel 
Model  100-3 W  Pump  hand  operated  reel. 

Model  100-5  Pump  50  GPM  power  operated  reel 
The  airport  dispensing  pump  has  been  approved  by 
Underwriters  Laboratories,  M.H.  1781  45C996. 


92 


MINUTES 


weld  offset.  1  he  tanks  have  one  lateral  welded  seam 
with  2  inch  lap.  The  dimensions  are  62  inches  long,  42 
inches  high  by  26  inches  wide  and  weighing  364  lbs. 
without  plug  and  legs.  The  tanks  are  provided  with 
four  2] 4  inch  diameter  holes  on  top  for  2  inch  flanged 
steel  forgings  threaded  to  receive  pipe  connections  and 
a  |34  inch  feed  coupling  welded  into  head  at  bottom. 
There  are  four  steel  pipe  support  lugs  tapped  to  receive 
the  legs.  The  tanks  can  be  set  vertical  or  horizontal. 
The  tanks  weigh  375  lbs. 

Inspection  and  Test 

A  sample  tank  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  at  the  plant  of  the  company  at  70-12  51st 
Avenue,  Woodside,  N.  Y.  Present  at  the  test  were 
Commissioner  Charles  M.  Blum  and  Chief  Engineer, 
Leslie  V.  Huber  of  tbe  Committee  on  Tests,  B.  Patnosh 
representing  the  applicant.  The  tank  was  subjected  to 
an  hydraulic  test  and  successfully  met  the  requirements 
of  Rule  10.3.1  of  the  Oil  Burner  Rules.  Details  of  con¬ 
struction,  workmanship  and  protection  of  steel  were 
found  to  comply  with  the  Rules  of  the  Board. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  Fleet  Arc  Welding  Service 
275  Gallon  Fuel  Oil  Storage  Tank  be  approved  for  use 
in  fuel  oil  installations  in  New  York  City,  when  con¬ 
structed  in  conformity  with  the  details  of  this  report 
and  drawings  filed  with  this  application,  but  nothing 
herein  shall  be  deemed  to  waive  any  requirements  of  the 
Oil  Burner  Rules  of  the  Board.  It  is  further  recom¬ 
mended  that  all  welding  conform  to  the  Fusion  Welding 
and  Gas  Cutting  Rules  of  the  Board  and  that  the  per¬ 
manent  affixed  plate  required  by  Rule  5.3.2  of  the  Oil 
Burner  Rules,  in  addition  to  the  wording  therein  shall 
have  the  following  wording:  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  896-46-SM.” 


Inspection  and  Tests 

A  model  of  this  pump  Model  100  was  inspected  and 
tested  at  the  airfield  at  Hickville,  L.  I.  in  the  presence 
o!  C  ommissioner  C.  M.  Blum  and  Chief  Engineer  Huber 
of  the  Committee  on  Tests,  Inspector  G.  Sklenarik  of 
•be  Division  of  Combustibles  of  the  Fire  Department, 
Mr.  E.  R.  Eichner  of  the  Standard  Oil  Co.  and  Mr. 
J.  H.  Prause  of  Martin  &  Schwartz,  Inc.  The  pump 
operated  as  designed. 

R  e  common  dat  ions 

On  the  basis  of  the  inspection  and  test  and  the  ap¬ 
proval  of  the  Underwriters  Laboratories,  the  Committee 
on  Tests  recommends  the  approval  of  the  Martin  & 
Schwartz,  Inc.  Gasoline  Airport  Dispensing  Pump 
(Aviation  Fueler),  models  as  herein  listed,  for  use  in 
New  York  City  provided  that  the  pump  be  installed  and 
operated  in  accordance  with  this  report  and  the  report 
of  the  Underwriters  Laboratories  provided  a  cut-off 
switch  is  installed  in  the  circuit  to  the  pump  to  permit 
the  pump  to  be  shut  down  in  case  of  emergency,  and 
that  the  device  have  a  label,  permanently  affixed,  read¬ 
ing:  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals,  for  use  in  New  York  City  under  Cal.  253-46-SA.” 

(Sgd.)  Bernard  A.  Savage, 

Commissioner, 

Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report -recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

896-46-SM 

APPLICAN1 — Fleet  Arc  Welding  Service,  owner. 
SUBJECT — Fleet  Arc  Welding  Service  275  Gallon  Fuel 
Oil  Storage  Tank,  approval  of. 

APPEARANCES— 

For  Applicant :  Benjamin  Patnosh. 

AC  1  ION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (896-46-SM) 

Whereas,  Fleet  Arc  Welding  Service,  owner,  filed  on 
November  20,  1946,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Fleet  Arc  Welding  Service  275  Gallon  Fuel  Oil  Storage 
Tank;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

December  30,  1946. 

Re:  Cal.  896-46-SM 

Subject :  Fleet  Arc  Welding  Service  275  Gallon  Fuel 
Oil  Storage  Tank,  approval  of. 

The  Fleet  Arc  Welding  Service  of  Woodside,  New 
York,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Fleet  Arc  Welding 
Service  275  Gallon  Fuel  Oil  Storage  Tank  under  the 
provisions  of  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals. 

Description 

The  tanks  are  constructed  of  No.  10  U.  S.  gauge 
commercial  grade  hot  rolled  steel.  The  heads  are  dished 
of  No.  10  U.  S.  gauge  hot  rolled  steel  with  1 inch 


(Sgd.)  Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


Adjourned:  12:10  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

186-38-S 

APPLICANT — Samuel  Rosenblum,  for  Drake  Bakeries, 
Inc.,  owner. 

SUBJECT — Application  reopened  December  17,  1946 — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  (previously  granted  on  condition). 

PREMISES  AFFECTED — 69-81  Clinton  avenue,  southeast 
corner  of  Park  avenue  (Block  1888,  Lots  39,  40,  41, 
60  and  61),  Borough  of  Brooklyn. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  21,  1947 
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APPEARANCES— 

For  Applicant :  Samuel  Rosenblum.  f 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AFTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 

THE  RESOLUTION  (186-38-S) 

Whereas,  this  application  from  decisions  of  the  borough 
superintendent,  affecting  premises  71-77  Clinton  avenue,  east 
side  100  ft.  south  of  Park  avenue  and  66-74  Waverly  avenue 
(Block  1888,  Lot  41),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  May  10,  1938,  on  certain  conditions,  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  based  on  a  recent  decision  of  the  borough  super¬ 
intendent  ;  and  _  „ „ , ,  , .  . 

Whereas,  on  December  17,  1946,  this  appeal  was  re¬ 
opened  by  the  Board ;  and  .  A  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  21,  1946,  on  amendment  t  Alt.  Applic. 

4152-45,  reads:  ,  .  , 

“1.  As  area  of  penthouse  is  being  increased;  provide 
means  of  egress  from  the  penthouse  to  comply  with 
Sec.  270  of  the  labor  law. 

Note:  These  premises  were  the  subject  of  condi¬ 
tional  variation  of  the  Board  of  Standards  and  Ap¬ 
peals.” 

^Whereas,  the  applicant  states  that  the  building  is  five 
stories  and  penthouse  (68  ft.)  in  height;  80  ft.  by  200  ft. 
in  area;  of  Class  1  construction;  erected  prior  to  1913; 
located  in  an  unrestricted  use,  B  area  and  Class  1/2  height 
district  and  used  and  occupied  since  1913— cellar,  storage, 
20  persons;  1st  floor,  shipping  34  persons;  2nd  floor,  office 
and  bakery,  60  persons;  3rd  floor,  wrapping,  103  persons; 
4th  floor,  bakery,  14  persons;  5th  floor,  bakery,  82  persons, 
penthouse,  laundry,  2  persons ;  and  now  proposed  to  be  used 
and  occupied  without  change,  except  that  the  penthouse  will 
be  used  as  laundry  and  mixing  room  with  a  total  occu¬ 
pancy  of  5  persons,  that  the  building  is  equipped  with  an 
approved  standpipe  system  and  interior  fire  alarm  system 
and  regular  monthly  fire  drills  are  maintained ;  that  ther 
twill  be  three  interior  44  in.  stairs  from  the  roof  to  the 
street,  of  concrete  construction,  brick  and  concrete  enclosed, 
equipped  with  metal  self-closing  doors ;  and 

Whereas,  the  applicant  states  that  it  is  now  proposed 
to  extend  the  penthouse  for  a  distance  of  approximately 
24  ft  across  the  width  of  the  building,  as  indicated  on 
plants  filed  with  this  appeal  marked  “Received  December 

Whereas,  the  applicant  contends  that  the  Board  originally 
accepted  penthouse  exits,  consisting  of  a  2  ft.  stairway 
which  leads  to  the  5th  floor  and  an  exit  to  the  roof  of  the 
building  from  which  access  could  be  had  to  the  southeast 
corner  of  the  building;  that  it  has  become  necessary  to 
extend  the  penthouse  and  the  borough  superintendent  has 
objected  to  such  extension  because  the  increase  in  area  of 
the  penthouse  requires  compliance  with  Section  270  of  the 
Labor  Law;  that  the  egress  now  proposed  from  the  pent¬ 
house  will  be  far  more  substantial  than  that  heretofore 
accepted  by  the  Board ;  that  the  stairway  at  the  southwest 
corner  has  been  extended  to  the  penthouse  floor,  thus  pro¬ 
viding  a  complete  stairway  instead  of  the  old  2  ft.  stair 
from  the  penthouse  to  the  5th  floor  which  it  is  now  pro¬ 
posed  to  remove;  that  egress  is  also  available  from  he 
roof  to  the  premises  to  the  east  where  there  is  a  third 
stairway  available;  that  the  penthouse  will  be  used l  by  the 
owner  and  will  have  a  flour  mixing  machine  installed ,  that 
its  occupancy  will  not  be  increased;  that  in  view  of  the 
additional  egress  which  is  being  provided  and  as  there  is 
available  egress  from  the  penthouse  to  roof  with  access  to 
adjoining  stairways  and  as  the  occupancy  will  be  limited 
to  5  persons  in  the  penthouse  and  as  the  entile  building 
is  fireproof,  it  is  requested  the  Board  grant  a  modification 


to  permit  egress  as  proposed  and  as  indicated  on  plans  filed 
with  this  appeal. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  10,  1938,  by 

adding  thereto :  ... 

“*  *  *  that  in  the  event  the  owner  desires  to  increase 
the  area  of  the  penthouse  by  a  section  along  the  front 
as  indicated  on  revised  plan  marked  ‘Received  Decem¬ 
ber  2,  1946,’  and  to  remove  the  accommodation  stair 
located  adjacent  to  the  present  elevators  and  to  install 
instead  a  stairway  in  the  southwest  corner,  as  indicated, 
and  extend  such  stairway  to  the  roof,  that  such  exten¬ 
sion  of  penthouse  may  be  permitted  and  the  terms  ot 
the  resolution  as  adopted  May  10,  1938,  may  continue 
to  apply  as  to  compliance  with  Item  1  ot  Order 
20  151-LD,  on  condition  that  the  new  stairway,  as  indi¬ 
cated  on  revised  plan  marked  ‘Received  December  2, 
1946  ’  is  installed,  and  also  the  stair  toward  the  center 
of  the  building  on  the  west  side  is  extended  to  roof 
as  shown  thereon ;  that  in  all  other  respects,  the  build 
ing  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto.” 


3 10-43- A 

APPLICANT— Louis  M.  Notkin,  for  Oser  Rothberg, 
owner. 

SUBJECT— Application  reopened  November  26,  1946— re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  (previously  denied). 

PREMISES  AFFECTED — 303-309  Rodney  street  west 
side,  80  ft.  north  of  South  5th  street  (Block  2448, 
Lot’ 17),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  M.  Notkin. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,,  J  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (310-43-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
fire  commissioner,  affecting  premises  303-309  Rodney  street, 
west  side,  80  ft.  north  of  South  5th  street  (Block  2448,  Lot 
17),  Borough  of  Brooklyn,  was  denied  by  the  Board  on  July 

25,  1944;  and  -  , 

Whereas,  the  applicant  requested  a  reopening  of  the  ap¬ 
peal  and  reconsideration  of  a  new  proposal ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
November  26,  1946,  subject  to  usual  procedure;  and 

Whereas,  Order  9173-LF  issued  by  the  Fire  Commis¬ 
sioner  June  30,  1942,  and  referred  to  in  a  decision  of  May 
2^  1943  reads  i 

“i  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  (throughout  building)  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  Chapter  26,  Article  16  Admin.  Code.  Sec. 

C19-161.0.A.C.  .  .  .  . 

2.  Repair  or  replace  the  missing  shutters  with  proper 
iron  shutters  at  all  openings  in  the  exterior  wall  above 
1st  story  which  are  distant  in  a  direct  line  less  than 
30  ft.  from  any  opening  in  any  other  building  and  not 
in  the  same  plane  with  said  openings  and  which  are  not 
more  than  50  ft.  above  a  neighboring  roof  at  southside 
of  building,  or  other  approved  protection.  Section  491 
A  2-2.0  Chapt.  19,  Admin.  Code.” 

^Whereas,  the  applicant  states  the  building  is  6  stories 
(approximately  65  ft.)  in  height,  24  ft.  by  78  ft.  in  area, 
Class  3  construction ;  erected  in  1900 ;  located  in  business  use 
D  area,  district  and  used  since  1941  for  the  storing  and 
sorting  of  feathers,  2  persons  throughout  the  building;  and 
Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  fire  escape  at  the  front,  with  counterbal¬ 
anced  stair  from  lowest  balcony  to  the  street  and  a  fire¬ 
proof  iron  stair  at  the  rear,  enclosed  in  fireproof  partitions 
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with  fireproof  doors  and  fire  exit  from  lowest  floor  to  the 
street;  that  there  is  no  heat  in  the  building;  that  the  entire 
building  is  used  for  the  storing  and  processing  of  feathers, 
which  are  not  combustible ;  that  there  is  a  standpipe  system 
being  installed  throughout  the  building,  with  outlets  on  each 
floor  and  a  hose  connection;  that  there  are  water  pails  and 
other  fire  extinguishing  facilities  on  each  floor;  that  the 
applicant  feels  he  should  not  be  compelled  to  install  a  sep¬ 
arate  and  distinct  system  of  automatic  sprinklers;  that  mate¬ 
rials  could  not  be  obtained  to  comply  with  the  requirements 
of  the  fire  commissioner’s  order  for  the  installation  of  shut¬ 
ters;  and 

Whereas,  the  applicant  now  states  that  item  1  of  the 
order  has  now  been  complied  with  in  that  a  sprinkler  system 
has  been  installed  and  in  addition  thereto,  an  extension  has 
been  made  to  the  sprinkler  system  with  heads  located  at 
exposure  windows  in  lieu  of  the  installation  of  fire  shutters 
as  required  by  item  2  of  the  order;  and 

\\  here  as,  the  applicant  now  contends  that  since  the  in¬ 
stallation  of  sprinkler  heads  located  at  exposure  windows, 
each  head  so  located  has  been  provided  with  a  baffle  plate 
within  3  ft.  of  each  such  window  with  the  result  that  all 
the  windows,  which  the  fire  department  required  to  be  pro¬ 
tected  with  iron  shutters,  now  have  water  curtains;  it  is 
therefore  requested  that  the  Board  consider  this  appeal  on 
the  basis  of  this  substantial  method  of  compliance  with  item 
2  of  the  order. 

Resolved,  that  the  decision  of  the  fire  commissioner  acting 
on  Order  9173-LF,  be  and  it  hereby  is  granted  as  to  Item  2, 
on  condition  that  the  sprinkler  system  required  by  Item  1 
shall  be  installed  throughout  the  building  in  accordance  with 
all  requirements  therefor,  and  that  a  sprinkler  head  shall  be 
located  at  each  exposure  window,  protected  with  a  baffle  plate, 
and  located  within  3  ft.  of  each  of  such  windows  and  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner,  and 
denied  as  to  Item  1,  to  comply. 


1034-46-A 

APPLICANT — William  Sliary,  for  Waljohn  Plastics,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 437-447  88th  street,  north  side, 
108  ft.  4  in.  west  of  5th  avenue  (first  floor)  ;  (Block 
6050,  Lot  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  Shary  and  Walter  Bell. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . . 0 

THE  RESOLUTION  (1034-46-A) 

Whereas,  William  Shary  for  Waljohn  Plastics,  Inc., 
owner,  filed  December  19,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  437-447 
88th  street,  north  side,  108  ft.  4  in.  west  of  5th  avenue  (first 
floor);  (Block  6050,  Lot  45),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  21,  1946,  on  Alt.  Applic.  4862-46,  reads: 
“1.  Section  270  of  the  Labor  Law  requires  two 
fireproof  enclosed  stairways  as  minimum  exit  facilities 
for  this  building,  built  after  1913.” 
and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
and  basement  (23  ft.)  in  height,  100  ft.  by  125  ft.  8  in.  in 
area,  of  class  3  construction,  erected  in  1930,  located  in  an 
unrestricted  use,  C  area  and  Class  1^2  height  district  and 
used  and  occupied  since  October  1946  as  follows:  basement — 
garage;  1st  floor — garage  and  proposed  to  be  used  and  occu¬ 
pied:  basement — manufacturing  furniture — 25  persons:  1st 
floor— manufacturing  plastics — 26  persons;  that  the  building 
is  equipped  with  one  3  ft.  8  in.  wide  iron  stairs,  12  in.  brick 


enclosed,  equipped  with  fireproof  self-closing  doors  and  lead¬ 
ing  Irom  roof  bulkhead,  directly  to  the  street,  and  one  fire 
escape  proposed  to  be  constructed  on  the  front  of  the 
building  leading  to  the  roof  by  ladder  and  to  the  street  by 
counterbalanced  stairs ;  that  windows  and  doors  on  the  course 
of  the  fire  escape  are  not  fireproof,  self-closing;  and 

iW,£nREAS’  Certlficate  of  Occupancy  61980  issued  October 
10,  lyjO  upon  completion  of  work  under  permit  6110-30,  per- 

use  ffle  building  as  a  public  garage  for  more 
than  hve  motor  vehicles ;  and 

\\  hereas,  the  applicant  contends  that  the  building  has 
fireproof  floor  construction  over  the  basement  floor  and  the 
first  floor  ceiling  is  fire  retarded  with  ^  in.  plaster  boards 
?  ...  .  Sauge  metal;  that  the  basement  floor  will  have  exit 
facilities  to  comply  with  the  requirements  of  the  Labor 
Law;  that  a  modification  is  requested  to  permit  in  lieu  of  an 
additional  fireproof  enclosed  stairway,  the  present  ramp  with 
a  slope  of  1  to  8,  leading  to  the  street  and  separated  from  the 
basement  floor  with  a  brick  enclosure;  that  it  is  also  pro- 
posed  to  install  a  fire  escape  balcony  on  the  front  of  the 
building  as  an  additional  exit  from  the  first  floor  with 
counterbalanced  stair  to  the  street  level;  that  due  to  the 
small  occupany  on  the  first  floor,  the  fireproof  floor  con¬ 
struction  and  fire-retarded  ceiling  and  the  fact  that  the 
floor  area  is  9660  sq.  ft.  inside  enclosure  walls,  it  is  requested 
tfiat  the  means  of  egress  as  herein  proposed,  be  accepted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  4862-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  primary  means  of  exit  shall  be  main- 
tained  as  indicated  on  plan  filed  with  this  appeal  marked 
Received  December  19,  1946”  and  in  addition,  a  new  fire 
escape  shall  be  constructed  on  the  front  of  the  building  at 
the  second  bay  from  the  westerly  lot  line,  with  counter¬ 
balanced  stair  to  the  street ;  that  the  existing  ramp  may  be 
maintained,  but  shall  not  be  deemed  an  exit,  that  this  variance 

!i^auted  °n  condition  that  within  two  (2)  years,  the  ramp 
shall  be  removed  and  a  second  stairway  complying  with  all 
requirements  therefor,  shall  be  installed ;  that  in'  all  other 
respects  the  building  and  occupancy  shall,  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


1081-46-A 

APPLICANT— Paul  Benton,  for  227  P  Street  Corporation 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  1 

PREMISES  AFFECTED— 229  Pulaski  street,  north  side, 
2(J4  ft  6  in.  east  of  Throop  avenue  (Block  1773 

APPEARANCES^  50>’  B°r0“gh  °f  Br°°klyn' 

For  Applicant :  Paul  Benton  and  George  Rosling 
A °r  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition, 
f  HE  VOTE — 

Affirmative  .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  .  4 
Negative  :  .  ’  ‘  g 

THE  RESOLUTION  (1081-46-A) 

WHER^’T?aul  ,Bent°n  for  227  P  Street  Corporation, 
owner,  filed  December  23,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  229 
Pulaski  street,  north  side,  204  ft.  6  in.  east  of  Throop 
avenue  (Block  1773,  part  of  Lot  50),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  19,  1946,  on  Alt.  Applic.  2764-46,  reads: 

“1.  Exits  from  all  floors  to  comply  with’Sect.  270 
of  Labor  Law. 

Application  for  existing  building  was  filed  in  1914 
and  permit  issued  in  1915.  (Permit  #57-1915  Aonlic 
8521-1914.)  Refer  to  Board  of  Standards  and  Appeals' 
Cal.  780-46-BZ.” 

and 
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Whereas,  the  applicant  states  the  building  is  three  stories 
and  basement  (45  ft.)  in  height;  55  ft.  3  in  by  100  ft.  in 
area,  of  Class  1  construction;  erected  1914  and  1915,  locatec, 
in  a  residence  use,  C  area  and  Class  1  height  district,  on 
a  lot  61  ft.  6  in.  by  100  ft.  in  area,  now  vacant;  proposed 
to  be  used  and  occupied  basement,  storage,  2  persons ,  Is., 
2nd,  and  3rd  floors  manufacturing  clothing  25  persons  on 
the  1st  floor  and  40  persons  on  each  of  the  2nd  and  3rd 
stories ;  that  the  building  is  equipped  with  one  46  in.  wide 
fireproof  stairs,  brick  enclosed,  equipped  with  fireproof  selt- 
closing  doors  leading  from  the  top  story  to  the  street  with 
a  ladder  and  scuttle  provided  to  the  roof,  two  fire  escapes 
on  the  east  side,  one  extending  to  the  roof  by  stair  and 
to  the  yard  by  stairs,  and  the  other  from  2nd  story  to  the 
yard,  with  access  to  the  street  through  a  side  yard;  that 
doors  on  the  course  of  the  fire  escape  are  fireproof  sel  - 
closing ;  that  windows  on  the  course  of  the  fire  escape  are 
not  fireproof  self-closing;  that  there  is  also  an  exterior 
stairs  from  the  basement  to  the  yard ;  that  the  building, 
on  the  west  are  the  same  roof  level  as  the  building  in 
question  and  that  the  building  at  the  east  is  at  the  level 
of  the  3rd  floor  of  the  building  in  question;  and  . 

Whereas,  the  applicant  contends  that  two  sets  of  non 
stairs  were  erected  on  the  east  side  of  the  building,  on 
extending  from  the  3rd  floor  and  roof  to  the  side  yard 
the  other  running  from  the  second  floor  to  the  yard,  that 
there  is  also  a  fireproof  stairway  at  the  southwest  corner 
of  the  building ;  that  these  exits  appear  adequate  for  even 
a  larger  occupancy  than  that  proposed ;  that  m  order  to 
comply  fully  with  Section  270,  it  would  be  necessary  t 
enclose  both  exterior  stairs,  which  would  serve  no  usefu 
purpose  but  rather  would  confine  any  smoke  or  fire  to  the 
enclosure  and  restrict  emergency  access  to  the  eagerly  ad¬ 
jacent  building;  that  it  is  therefore  requested  that  the  Boa  d 
errant  a  variation  of  the  requirements  of  Section  Z7U  ° JhL 
I  abor  Law  and  permit  the  occupancy  as  herein  proposed. 

Resolved  that  the  decision  of  the  borough  superintendent 
acting  on  Alt  Applic.  2764-46,  Objection  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  dented 
on  condition  that  the  means  of  exit  as  hf r“n 
as  indicated  on  plans  filed  with  this  appeal  marked 
December  23  1946,”  7  sheets  shall  be  maintained  as  pro¬ 
posed  and  that  all  exposure  windows  in  the  adjoining  build- 
fnf  to  the  east  and  under  the  same  ownership  along  the 

f'MfoSS  fefpec^ThtbSg '  anddccc„: 

^Lhan'cSnplywS  allhawk.  rules  and  regu.auons 

SpP,ic-b!e  the^o  o,| to-  ^ulldingsha  1  nofbetocSSed 

ii?<lSgfit  cr^area"ahat  such ^portable  fire  fishing  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct. 


(5th  floor)  ;  (Block  397,  Lots  9  and  10),  Borough  of  Man- 

hattan;  and  .  .  .  •  ,  . 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  january  13,  1947,  on  Alt.  Applic.  2315-46  reads: 

“5.  Elevator  shaft  is  not  a  permissible  opening  or 
stair  enclosure  except  on  first  floor.  Sec.  6.4.1. 8.2. B.C. 

9.  Building  should  be  of  fireproof  construction  as 
height  exceeds  four  stories,  used  for  business,  ^ec. 
4.2.1. B.C.” 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (52  ft.)  in  height,  53.11  ft.  by  86.6  ft  in  area  at  1st 
floor,  53.11  ft.  by  74  ft.  in  area  at  typical  floor,  Class  3 
construction,  erected  in  1893,  located  in  a  business  use, 
area  and  Class  2  height  district,  arranged  for  occupancy  as 
an  old-law  tenement,  now  vacant  above  the  first  floor,  with 
stores  on  the  first  floor  occupied  by  ten  persons;  proposed 
to  be  used  and  occupied:  Cellar,  storage,  1  person;  1st  floor, 
furniture  store,  1  person ;  2nd  to  5th  floors, _  furniture  show 
rooms,  5  persons  per  floor ;  that  the  building  is  to  be 
equipped  with  two  44  in.  steel  stairs,  fireproot  enclosed, 
equipped  with  one-hour  fireproof,  self-closing  doors,  leading 
from  roof,  directly  to  the  street;  and 

Whereas,  the  applicant  contends  that  the  buildings  were 
occupied  until  1930  as  an  old  law  tenement;  that  since  1930 
the  first  floor  was  occupied  as  stores  and  the  upper  floors 
vacant;  that  it  is  proposed  to  change  the  occupancy  and 
reconstruct  both  buildings  for  furniture  sales  and  show¬ 
rooms;  that  the  floors  will  be  reinforced  with  steel  girders 
and  necessary  enforcements  to  create  a  carrying  capacity 
of  100  lbs.  liveload  per  square  foot;  that  it  is  also  proposed 
to  construct  a  freight  elevator  and  shaft  and  two  fireproot 
stairs  remote  from  each  other,  leading  to  Avenue  A  and 
East  2nd  Street,  respectively;  that  Section  4.2.1  does  not 
permit  change  from  dwellings  to  business  use  for  non- 
fireproof  buildings  over  50  feet  in  height  and  more  than 
four  stories;  that  the  Department  would  accept  this  condi¬ 
tion  if  the  top  floor  remained  vacant;  that  it  will  be  a  piac- 
tical  difficulty  and  unnecessary  hardship  to  remove  the  top 
floor  and  create  a  4  story  building  and  if  the  fifth  floor 
is  to  remain  vacant  and  unoccupied,  a  similar  hardship  will 
result;  that  it  is  requested  the  Board  vary  the  objection  of 
the  Department  of  Housing  and  Buildings  and  permit  the 
occupancy  of  the  5th  floor  as  herein  described.  . 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2315-46,  Objection  9,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  beyond 
the  existing  five  stories,  and  to  be  altered  generally  as 
proposed  and  complying  in  all  respects  with  all  laws,  rules 
and  regulations  applicable  to  the  building  and  occupancy , 
and  withdrawn  as  to  Objection  No.  5,  to  comply. 


APPLICANT— Herman  Kron,  for  Sweet  Brothers  luiim- 

SUBJECT _ Appeal  from  a  decision  of  the  borough  superin 

PREMISEs‘aFFECTED-20-22  Avenue  A  and  153  East 
2nd  street,  southeast  corner  (5th  floor)  ,  (Block  3V/, 
Lots  9  and  10),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Samuel  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  V^IiTmative .  Chairman  ^uP|ock;  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  . 

THE  RESOLUTION  (31-47-A) 

Whereas  Herman  Kron,  for  Sweet  Brothers  Furniture 
Co  Inc  owner,  filed  January  13,  1947,  an  appeal  a 

decision  of  the  borough  superintendent,  affecting  premises . 
20-22  Avenue  A  and  153  East  2nd  street,  southeast  corner 


66-45-A 

APPLICANT — Frank  W.  Demuth,  for  Kew  Terminal  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  _ _  ^  ,  , 

PREMISES  AFFECTED— 120-46  to  120-60  Queens  boule¬ 
vard,  south  side,  167.45  ft.  west  of  82nd  avenue 
(Block  3358,  Lot  18),  Kew  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  McCoker. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice.  Applicant  stated  that  the  plot  had  been  sold 
and  a  new  building  would  be  erected. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  .  ® 


988-46-A 

APPLICANT— Robert  Gottlieb  for  Chemtex  Corp.,  owner 
(Adhesive  Products  Co.,  lessee). 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

REMISES  A  I"  EEC  I  ED — 1660-1664  Bootie  avenue,  east 
side,  115  ft.  north  of  East  173rd  street  (front 
building)  ;  (Block  3015,  Lots  41  and  45),  Borough 
of  The  Bronx. 
aITEARANCES— 

Eor  Applicant:  Robert  Gottlieb  and  Irving  Mintz. 
For  Administration :  Samuel  L.  Becker,  Dep't 
o!  Housing  and  Buildings. 

.Cl  IO.\  Ob  BOARD — Appeal  withdrawn  to  complv 
HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . • .  q 


105-46-A 

jPPLlCANl — Carl  E\  Brauer,  for  Carnegie  Hall,  Inc., 
owner. 

jUBJEC  1  Appeal  from  a  decision  ot  the  borough  super¬ 
intendent. 

REMISES  AFFECTED— 157-159  West  56th  street,  north 
side,  125  ft.  west  of  7th  avenue  (Block  1009,  Lot 
6),  Borough  of  Manhattan. 

CLEARANCES — 

For  Applicant :  Carl  F.  Brauer. 

For  Administration:  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

JCTION  OF  BOARD — Appeal  withdrawn. 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  q 


:  0-44- A 

APPLICANT — Eastern  Parkway  Roller  Skating  Rink,  Inc., 

j  lessee,  for  Raydella  Co.,  Inc.,  owner. 

■  EJECT — Application  for  consideration — reopening  and 
amendment  to  include  additional  uses — re  Appeal 
from  a  decision  of  the  borough  superintendent  (pre- 

I  viously  granted  on  condition). 

DEMISES  AEFECIED — 1704-1724  St.  Johns  place,  south 
side,  90.5  ft.  west  of  Howard  avenue  and  1429-1447 
Eastern  I  arkway  (Block  1473,  Lot  25),  Borough  of 
Brooklyn. 

-  ^P E A R  A N CES — 

For  Applicant:  Edmund  S.  Lental. 

For  Administration:  Samuel  L.  Becker,  Dep't  of 

!  _  Housing  and  Buildings. 

MOTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

IIE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


1000-46-A 

APPLICANT  LeRoy  A.  Perry,  for  Partition  Servicing 
Co.,  Inc.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 134-136  Charles  street,  south 
side,  131.1  ft.  east  of  Washington  street  (Block 

APPEARANCES-'  BOr°Ugh  °'  Ma"1,al,an- 

For  Applicant:  Leroy  A.  Perry. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over  to  February  4,  1947  at 
2  P.  M.,  for  further  consideration. 


13-47-A 

APPLICANT— H.  G.  Vogel  Co.,  for  Non-Stop  Pen  and 
Pencil  Co.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

I  REMISES  AFFECIED — 112-19  14th  road,  northeast 
corner  of  113th  street  (Block  4047,  Lot  16),  College 
Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  G.  J.  Buckridge. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  28,  1947  at 
2  P.  M.,  for  further  consideration. 


23-47-A 

APPLICANT— M.  Milton  Glass,  for  Mayer  and  Whittlesev 
(Moe  Friedel,  owner). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

I  REMISES  AFFECTED — 72-78  Underhill  avenue,  west 
side,  56  ft.  south  of  Bergen  street  (Block  1145,  Lot 
43),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  M.  Milton  Glass  and  Mortimer 
Kraus. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  28,  1947  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 
Board  and  for  further  consideration. 


ZONING  APPLICATIONS 


5  '-45-A 

5  ’ PL  1  CAN T — Irving  Adelsohn,  for  Affiliated  Paint  and 
varnish  Co.,  owner. 

S  BJECT  -Application  for  consideration — reopening  and 
consideration  of  new  proposal — Appeal  from  a  de¬ 
cision  of  the  borough  superintendent  ( previous!  v 
granted  on  condition). 

REMISES  AFFECTED — 855  Meeker  avenue,  north  side, 
120  feet  west  of  Varick  street  (Block  2694,  Lot  21). 
Borough  of  Brooklvn. 

VPEARANCES — 

For  Applicant :  Irving  Adelsohn. 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 

II  _  Housing  and  Buildings. 

5  4  ION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 


926-28-BZ 

APPLICANT — The  Texas  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  extension  of  an  accessory  building  (for  lubri- 
tory  use)  and  the  rearrangement  of  pumps  on  an 
existing  gasoline  service  station. 

I  REMISES  AFFECTED — 2633-2643  Ocean  avenue  and 
2002  Avenue  V,  southeast  corner  (Block  7381,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD— Application  reopened  and  time  ex- 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Ouinee  4 
Negative:  . 


0 


THE  RESOLUTION  926-28-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  dis¬ 
trict,  under  section  21  of  the  zoning  resolution,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  2633-2643  Ocean  avenue  and  2002  Avenue  V,  south¬ 
east  corner  (Block  7381,  Lot  1),  Borough  of  Brooklyn,  was 
denied  by  the  Board  on  May  7,  1929 ;  the  action  of  Board 
was  reversed  by  the  Supreme  Court,  and  a  gasoline  service 
station  erected ;  a  request  for  reopening  was  denied  by  the 
Board  on  February  9,  1937,  as  it  appeared  that  this  station 
as  erected,  d;d  not  conform  to  the  plans  filed  with  the  Board 
and  part  of  the  record  before  the  Court;  and 

Whereas,  on  order  of  the  Court,  this  application  was 
reopened  by  the  Board  on  January  25,  1938,  and  granted  on 

condition;  and  , 

Whereas,  this  application  was  reopened  on  December  to, 

1941  under  section  7c  of  the  zoning  resolution  and  the  reso¬ 
lution  of  January  25,  1938  was  amended  on  November  24, 

1942  and  time  was  extended  to  obtain  permits  and  complete 
the  work  on  December  21,  1943,  December  19,  1944  and 

January  3,  1946;  and  ,  •  f 

Whereas,  the  applicant  requested  a  further  extension  ol 

time  to  obtain  permits  and  complete  the  work 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  25,  1938  as  amended 
through  January  3,  1946,  only  in  so  far  as  it  has  reference 
to  the  time  within  which  the  work  is  to  be  completed  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  in  view  of  the  statement  by  the  applicant  that 
plans  have  been  filed  and  partly  approved  but  no  work 
done,  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  years  from  the  date  of  this 
amended  resolution.” 


Whereas,  the  term  of  the  variance  was  extended  fron- 
time  to  time,  the  last  such  extension  having  been  granted  or 

June  12,  1945;  and  . 

Whereas,  an  application  for  the  re-erection  ot  a  gaso 
line  service  previously  granted  by  the  Board  for  a  portioi 
of  the  premises  was  granted  by  the  Board  on  December  17 

1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  ot  tn* 

resolution  and  approval  of  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  of  June  30,  1931  as  amendei 
December  17,  1946  as  to  reconstruction  of  the  gasolin 
service  station  and  to  approve  the  plans  in  general  com 
pliance  with  the  requirements  of  the  resolution  adopted  De 
cember  17,  1946,  four  sheets,  marked  “Received  January  c 
1947”  on  condition  that  the  requirements  of  this  resolutio 
shall  be  complied  with  and  all  of  the  work  as  indicated  o 
such  approved  plans  shall  be  carried  out  as  shown  thereo 
with  the  following  exceptions;  that  the  proposed  fencin 
on  the  lot  line  shall  have  pickets  spaced  not  over  6  in.  o 
centers  instead  of  10  in.  on  centers  as  indicated ;  that  th, 
minor  repairs  proposed  shall  be  repairs  to  be  done  only  b 
hand  tools  excluding  all  heavy  fender  and  chassis  work  an 
with  no  motor-drive  equipment  other  than  a  small  grind! 
and  a  small  drill  not  requiring  more  than  %  h.  p.  motor  each 
that  signs  shall  be  restricted  to  a  permanent  sign  attache 
to  the  accessory  building  and  to  the  illuminated  globes  c 
the  pumps  excluding  all  roof  signs  and  all  temporary  sigi 
but  permitting  the  construction  within  the  building  line  ; 
the  two  points  indicated  on  such  approved  plans  ot  a  po 
standard  for  supporting  a  sign  which  may  be  illuminate' 
advertising  only  the  brand  of  gasoline  on  sale  and  extendir 
bevond  the  building  line  for  a  distance  of  not  more  th< 
four  (4)  feet;  that  the  gasoline  pumps  shall  be  ot  the  pari 
way  design  with  masonry  pedestals  agreeing  with  the  a 
brick  to  be  used  on  the  accessory  building;  that  the  ro« 
shall  be  of  natural  slate ;  that  curb  cuts  shall  be  restrict! 
to  three  as  indicated,  two  of  25  ft.  in  width  and  one  of  40 
in  width  located  where  indicated;  that  all  permits  requm 
shall  be  obtained  and  all  work  completed  within  one  ye 
from  the  date  of  this  amended  resolution. 


53-31-BZ 

APPLICANT— Lama  and  Proskauer,  for  Lester  Jacobs, 

owner.  .  ,  •  •  a 

SUBJECT — Application  for  consideration— reopening  and 
'  approval  of  plans  as  per  resolution  adopted  De¬ 
cember  17,  1946— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7f  of  the  zoning  resolution,  per¬ 
mitting  in  a  residence  and  business  use  district,  the 
re-erection  of  a  gasoline  service  station  (previously 
granted  by  the  Board  for  a  term  of  ten  years). 
PREMISES  AFFECTED— 301:331  West  230th  strert, 
northeast  corner  of  Irwin  avenue  (Block  34U6-A, 
Lot  54),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn 
For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  resolution 

amended  and  plans  aPPrPYf^,\TT^  DT7Cr.T  tt'tto'NT 
THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 

AND  APPROVE  PLANS— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  . 


THE  RESOLUTION  (53-31-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  aerv.ee  station  : f ”  » 
two  vears,  affecting  premises  301-331  ^st  230th  s^e, 

northeast  corner  of  Spuyten  Duyvil  road LJ The^onx’ 
I  ot  63  and  part  of  Lots  62  and  61),  Borough  of  ihe  Bronx, 
was  granted  by  the  Board  on  June  30,  1931,  on  certain  con- 


337-33-BZ  _  ,  _ 

APPLICANT — Robert  Teicliman,  for  City  Bank  Panne 
Trust  Company,  as  Trustee  of  Estate  of  Willu, 
Waldorf  Astor,  owner. 

Si  1 B I ECT — Application  for  consideration— reopening  _  a. 

'  extension  of  term  of  variance— Application  (decisi 
of  the  borough  superintendent)  previously  grant, 
on  condition,  permitting  in  a  business  use  distri. 
under  section  7h  of  the  zoning  resolution,  I 
maintenance  of  a  storage  space  for  more  than  b- 
motor  vehicles  for  a  term  of  two  years. 
PREMISES  AFFECTED-East  side  of  River  avenue  1 
ft.  north  of  East  161st  street  (Block  2484,  Lot  ., 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  Teichman. 

For  Administration :  Samuel  L.  Becker,  Dep  t 
Housing  and  Buildings.  , 

ACTION  OF  BOARD— Application  reopened  and  term  t 

THE  v6TEnTOeREOdpdEN  AND  EXTEND  TERM  <; 

VA Affirmative :  Chairman  Murdock,  Commissioner 
Savage  and  Blum  and  Deputy  Chief  Gurnee,  j 

Negative:  . 

THE  RESOLUTION  (337-33-BZ) 

Whereas,  this  application,  permitting  in  a  business  < 
district  for  a  term  of  two  years,  the  maintenance  ofi 
storage  space  for  more  than  five  motor  vehicles,  affect 
oremfses-  east  side  of  River  avenue,  100  ft.  north  of  E) 
161st  street  (Block  2484  Lot  9)  Borough  of  The  Bro, 
was  granted  by  the  Board  on  February  14,  1934,  on  cerl 


1 tinriQ  *  Jinn. 


/lifiAnc  •  ortn 
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\\  hereas,  (lie  term  of  the  variance  was  extended  from 
time  to  time,  tlie  last  such  extension,  having  been  granted 
on  January  30,  1945;  and 

\\  hereas,  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  14  1934  as 

amended  through  January  30,  1945  only  in  so  far  as  it  has 
reference  to  l^ie  tcrm  of  the  variance,  so  that  as  amended 
this  portion  ot  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion  *  *  *  and  that  other  than  as  herein  amended, 
the  provisions  of  the  resolution  of  February  14  1934 
shall  be  complied  with;  that  a  certificate  of  occupancy 
shall  be  obtained.” 


174-36-BZ 

APPLICANT— Joseph  A.  Cirillo,  for  New  York  Clothing 
Cutters  Center,  Inc.,  owner. 

SUBJEC 1  Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (decision 
of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 44-46  East  12th  street,  south 
side,  132  ft.  west  of  Broadway  (Block  563,  Lot  28), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Cirillo. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

iCTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

HE  RESOLUTION  (174-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
-solution,  permitting  in  a  business  use  district,  for  a  term 
1  two  years,  the  parking  and  storage  of  more  than  five 
lotor  vehicles,  affecting  premises  44-46  East  12th  street, 
>uth  side,  132  ft.  west  of  Broadway  (Block  563,  Lot  28), 
orough  of  Manhattan,  was  granted  by  the  Board  on  July 
4,  1936,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  October 
>  September  10,  1940  and  October  6,  1942  and  Novem- 
T  14,  1944,  and  the  applicant  requested  a  further  extension 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■reby  amend  the  resolution  of  July  14,  1936  as  amended 
rough  November  14,  1944  only  in  so  far  as  it  has  reference 
the  term  of  the  variance  so  that  as  amended  this  portion 
the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
that  other  than  as  herein  amended  the  provisions  of  the 
resolution  of  July  14,  1936  shall  be  complied  with;  that 
a  certificate  of  occupancy  shall  be  obtained.” 


9-37-BZ 

PPLICANT — Anna  M.  O’Connor,  for  Winifred  B.  Wood, 
owner;  (Thomas  Ferry,  lessee). 

JBJECl  Application  for  consideration — reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 


1  REMISES  AFFECTED— 38-15  Union  street,  east  side, 
n,°.rth  of  Roosevelt  avenue  (Block  5020,  Lot 

APPEARANCES-  B°r°U8h  °‘  QU“nS- 
For  Applicant :  Anna  M.  O’Connor. 
or  Administration :  Samuel  L.  Becker,  Dep’t  of 
^  Housing  and  Buildings. 

ACl  ION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

TH  RE0PEN  AND  EXTEND  TERM  OF 

VARIANCE — 

Affirmative .  C  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (489-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  for  a  term  of  two  years,  the  parking 

more  ^ian  ^ve  motor  vehicles,  affecting  prem¬ 
ises  38-15  Union  street,  east  side,  190  ft.  north  of  Roosevelt 
avenue  (Block  5020,  Lot  3),  blushing,  Borough  of  Queens 
was  granted  by  the  Board  on  February  7,  1939,  on  certain 
conditions ;  and 

-Whereas,  the  term  of  variance  was  extended  on  January 
28  1941,  January  26,  1943,  and  January  16,  1945;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Whereas,  the  portion  of  the  premises  formerly  in  the 
business  use  district  was  changed  on  April  8,  1946  to  a  retail 
use  district. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  7,  1939  as  amended 
through  January  16,  1945  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion 
ot  the^ resolution  shall  read: 

“Granted  under  section  7h  thereof,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  for  a  temporary  term 
of  two  (2)  years  from  the  date  of  this  amended  reso- 
lution,  on  condition  *  *  *  and  that  other  than  as 
lerein  amended,  the  provisions  of  the  resolution  of 
February  7,  1939  as  amended  through  January  16  1945 
shall  be  complied  with  (Corr.  No.  3308-38).” 


192-38-BZ 

APPLICANT— Power  and  Hopkins,  for  Dorothy  Mastran- 
gelo,  new  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7 i  of  the  zoning 
resolution,  for  a  term  of  two  years,  permitting  in  a 
business  district,  the  conversion  of  occupancy  of  an 
t0  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 1679-1681  Jerome  avenue,  west 
side,  275  ft.  north  of  Featherbed  lane  (Block  2861, 
Lot  32),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  Walter  J.  Hopkins. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  q 

THE  RESOLUTION  (192-38-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  conversion  of  occupancy  of  an  existing 
building,  to  a  motor  vehicle  repair  shop,  affecting  premises 
1679-1681  Jerome  avenue,  west  side,  275  ft.  north  of  Feather- 
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bed  lane  (Block  2861,  Lot  32),  Borough  of  The  Bronx,  whs 
granted  bv  the  Board  on  May  24,  1938,  on  certain  conditions : 

^Whereas,  the  term  of  variance  was  extended  on  April  16,  1 

1940,  April  7,  1942  and  January  16,  1945  and  the  applicant 
requested  a  further  extension  of  the  term  of  variance. 

Resoived,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  24,  1938  as  amended 
through  January  16,  1945  only  in  so  far  as  it  has  reieiencc 
to  the  term  of  the  variance  so  that  as  amended  this  portion 

of  the  resolution  shall  read:  . 

“Granted  under  section  7 i  to  permit  the  premises  to 
be  occupied  for  a  temporary  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  *  *  and 

that  other  than  as  herein  amended,  the  provisions  of  the 
resolution  of  May  24,  1938  and  April  16,  1940  sha  be 
complied  with;  that  a  certificate  of  occupancy  shall  be 
obtained.” 


890-38-BZ 

APPLICANT— Shearman,  Sterling  and  Wright,  for  E.  C. 

Bartlett  for  145  East  41st  Street  Corporation,  lessee 
(R.  W.  Goelet,  owner).  . 

SUBJECT— Application  for  consideration— reopening'  and 
extension  of  term  of  variance — Application  (deci 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use,  district,  for 
a  term  of  two  years,  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 145-149  East  41st  street,  north 
side  100  ft.  west  of  Third  avenue  (Block  1290, 
Lots  30,  31  and  32),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  F.  Moore.  _  .  - 

For  Administration :  Samuel  L.  Becker,  Dep  t  or 
Housing  and  Buildings.  ( 

ACTION  OF  BOARD— Application  reopened  and  term  ot 
variance  extended.  /-.t? 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 

VARIANCE--  ,  ,  „  .  .  o  c 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee. .  4 
Negative:  . 


in  a  residence  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 

vehicles.  , 

-REMISES  AFFECTED— 3057  Webster  avenue,  north 
side,  298.7  ft.  east  of  Mosholu  Parkway  North 
(Block  3331,  Lot  73),  Borough  of  The  Bronx. 

APPEARANCES—  ^  w  _  , 

For  Applicant :  Thomas  F.  McCarthy.  f  I 

For  Administration:  Samuel  L.  Becker,  Uep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  ot 
variance  extended.  ,  __i 

THE  VOTE  TO  REOPEN  AND  EXTEND  1ERM  OF 

VARIANCE—  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  A 

Negative:  . '"I 


THE  RESOLUTION  (1183-39-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution  permitting  partly  in  a  business  use  and  parti) 
in  a  residence  use  district  for  a  term  of  two  years,  thr 
parking  and  storage  of  more  than  five  motor  vehicles 
affecting  premises  3057  Webster  avenue  north  side, 
ft  east  of  Mosholu  Parkway  North  (Block  3331,  Lo 
73)  Borough  of  The  Bronx,  was  granted  by  the  Boan 
on  October  1,  1940,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  Uctobe 
27,  1942  and  December  12,  1944,  and  the  applicant  requests 
a  further  extension  of  the  term  of  variance. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  of  October  1,  1940  as  amende 
through  December  12,  1944  only  in  so  far  as  it  has  referenc 
to  the  term  of  the  variance  so  that  as  amended  this  portio 

of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2 
years  from  the  date  of  this  amended  resolution  _  _ 
and  that  other  than  as  herein  amended  the  provisior 
of  the  resolution  of  October  27,  1942  shall  be  compile 
with ;  that  a  certificate  of  occupancy  shall  be  obtained 


THE  RESOLUTION  (890-38-BZ) 

Whereas,  this  application  tinder  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  145-149  East  41ststreet. 
north  side,  100  ft.  west  of  Third  avenue  (Block  1296  Loffi 
10  31  and  32),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  January  24,  1939,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  January 
21,  1941,  January  12,  1943  and  January  9  1945,  and  the 
applicant  requested  a  further  extension  of  the  term  ot 

'^TJlolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  24,  1939  as  amended 
through  January  9,  1945  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion 

of  the  resolution  shall  read:  ( 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended !  resolution 
*  *  *  and  that  other  than  as  herein  amended  the  pro¬ 
visions  of  the  resolution  of  January  24,  1939  sha  be 
complied  with;  that  a  certificate  of  occupancy  shall  be 

obtained.” 


806-40-BZ 

APPLICANT — Arthur  H.  Haaren,  for  Edlar  Realty  Co: 

poration,  owner  (Cogat  Garage,  Incorporate 
lessee). 

SUBJECT— Application  for  consideration— reopening  ai 
extension  of  time  to  complete  and  extension  of  ter 
of  variance— Application  (decision  of  the  boroug 
superintendent)  previously  granted  on  conditu 
under  section  7c  of  the  zoning  resolution,  permittu 
in  a  business  use  district,  the  extension  of  a  gas( 
line  station  use  to  include  the  parking  and  stora: 
of  more  than  five  motor  vehicles  for  a  tempora 

PREMISES  AFFECTED— 4566  Broadway  and  2  Nag 
avenue,  northeast  corner  (Block  2172,  Lot  1),  Be 
ough  of  Manhattan. 

APPEARANCES—  -  f 1 

For  Applicant:  James  McCoker.  f 

For  Administration :  Samuel  L.  Becker,  Dep  t 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  time  a 
term  of  variance  extended.  J 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME  AN 
TERM  OF  VARIANCE— 


1183-39-BZ 

APPLICANT— Thomas  F.  McCarthy,  for  Stephen  Mauri- 

ello,  owner.  . ,  .  •  a 

SUB  I ECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  j 
Negative:  . 


THE  RESOLUTION  (806-40-BZ) 

Whereas,  this  application  tinder  section  7c  of  the  zon:! 
resolution,  permitting  in  a  business  use  district,  the  exti!’ 
sion  of  a  gasoline  service  station  use  to  include  the  pa' 
ins  and  storage  of  more  than  five  motor  vehicles  foij 
temporary  term,  affecting  premises  4566  Broadway  anc- 
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to  permit  a  portion  of  the  plot  within  the  business  use 
area  to  be  occupied  for  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  in  conjunction  with  the 
balance  of  the  plot  in  the  unrestricted  area,  and  in  con¬ 
junction  with  the  adjoining  lot,  for  which  a  similar 
variance  has  been  granted  under  Cal.  77 2-40-BZ ;  *  *  * 
and  that  other  than  as  herein  amended,  the  conditions  of 
the  resolutions  of  January  21,  1941  and  April  1,  1941, 
shall  be  complied  with. 

Resolved  further,  that  the  curb  cut  hereinbefore  pro¬ 
posed  by  the  applicant  and  shown  on  plans  filed  with 
this  application  as  12  ft.  in  width  to  Flatbush  avenue 
extension,  may  be  increased  to  16  ft.  in  width  and  that 
a  certificate  of  occupancy  shall  be  obtained.” 


514-42-BZ 


Nagle  avenue,  northeast  corner  (Block  2172,  Lot  1),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  March  18, 
1941,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  24,  1942,  time  and  term  of  variance 
extended  on  March  16,  1943,  time  extended  on  March  7, 

1944,  time  and  term  of  variance  extended  on  January  23, 

1945,  and  time  extended  on  January  15,  1946;  and 
Whereas,  the  applicant  requested  a  further  extension  of 

.  time  to  obtain  permits  and  complete  the  work,  and  a  further 
extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  18,  1941  as  amended 
through  January  23,  1945  only  in  so  far  as  it  has  reference 
i  to  the  term  of  the  variance  so  that  as  amended  this  portion 
«  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  *  *  *  and 
that  other  than  as  herein  amended,  the  provisions  of  the 
resolution  of  March  18,  1941  shall  be  complied  with;” 

(  and  that  the  Board  of  Standards  and  Appeals  does  hereby 
I  amend  the  resolution  of  March  18,  1941  as  amended  through 
i  January  23,  1945  only  in  so  far  as  it  has  reference  to  obtain¬ 
ing  permits  and  completion  of  the  work  so  that  as  amended 
i  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that  some 
work  has  been  completed,  all  permits  required  shall  be 
obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  amended  resolution.” 


983-40-BZ 

.  APPLICANT — Paul  Friedman,  for  Dime  Savings  Bank  of 
Brooklyn,  owner. 

>  SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 413-417  Flatbush  avenue  ex¬ 
tension,  east  side,  136  ft.  1)4  in.  south  of  DeKalb 
avenue  (Block  2093,  Lot  85),  Borough  of  Brooklyn. 

,  APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  term  of  variance  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TERM  OF  VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (983-4P-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
an  unrestricted  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles,  affect¬ 
ing  premises  413-417  Flatbush  avenue  extension,  east  side, 
136  ft.  1)4  in.  south  of  DeKalb  avenue  (Block  2093,  Lot  85), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  January 
21,  1941,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  April  1,  1941 
and  the  term  of  variance  was  extended  on  January  12,  1943 
and  on  January  9,  1945;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution  and  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  21,  1941  as  amended 
through  January  9,  1945,  so  that  as  amended,  the  resolution 
shall  read : 

“Granted  under  Section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 


APPLICANT — Arthur  H.  Haaren,  for  Pennsylvania  Rail¬ 
road  Company,  owner.  (Kesbec  Inc.,  lessee.) 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning- 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 39-11  to  39-33  Skillman  avenue, 
north  side,  100  ft.  east  of  39th  street  (Block  183, 
part  of  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  McCoker. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (514-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in.  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  39-11  to  39-33  Skillman 
avenue,  north  side,  100  ft.  east  of  39th  street  (Block  183, 
part  of  Lot  1),  Long  Island  City,  Borough  of  Queens,  was 
granted  by  the  Board  on  Fehruary  16,  1943,  on  certain 
conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  January 
13,  1945  and  the  applicant  requested  a  further  extension  of 
such  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  16,  1943  only  in 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the.  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  *  *  *  and  that  other 

than  as  herein  amended,  the  provisions  of  the  resolution 
of  February  16,  1943  shall  be  complied  with  :  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained  (Misc.  Applie 
2950-42) .” 


676-42-BZ 

APPLICANT — Ellis  L.  Lavine,  for  Tillie  Kooperman  and 
William  Broder,  owners. 

SUBJECT — Appbcation  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  change 
of  occupancy  from  stable  (more  than  five  borses)  to 
manufacturing  and  storage. 
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PREMISES  AFFECTED — 357  West  17th  street,  north  side, 
100  ft.  east  of  9th  avenue  (Block  741,  Lot  5)  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ellis  L.  Lavine. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (676-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  a  4-story  building  erected  as 
a  stable  to  store,  showroom,  offices  and  light  manufacturing, 
affecting  premises  357  West  17th  street,  north  side,  100  ft. 
east  of  9th  avenue  (Block  741,  Lot  5),  Borough  of  Man¬ 
hattan,  was  denied  by  vote  of  the  Board  on  November  24, 
1942 ;  and 

Whereas,  an  application  for  consideration  under  section 
7e  of  the  zoning  resolution  to  permit  in  a  residence  use  dis¬ 
trict  the  change  of  occupancy  from  stable  for  more  than 
five  horses  to  manufacturing  and  storage,  was  granted  by 
the  Board  on  April  23,  1946,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  23,  1946  by  adding 

thereto :  ... 

“that  the  applicant’s  proposal  that  all  receiving  and 
shipping  of  boxes  and  material  will  be  made  by  truck, 
backing  inside  the  premises,  off  the  sidewalk,  may  be 
accepted  in  lieu  of  a  truck  loading  bay  as  required  by 
the  borough  superintendent  under  Alt.  Applic.  2073-45, 
objection  dated  November  27,  1946  in  view  of  the  tem¬ 
porary  use  of  these  premises  as  herein  permitted.” 


332-46-BZ 


APPLICANT— Kenneth  W.  Milnes,  for  Harry  J.  and 
Gilbert  S.  Brown,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — -Application  (deci¬ 
sion  of  the  Commissioner  of  Marine  and  Aviation) 
previously  granted  on  condition  under  section  7f 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  installation  of  a  1500  gallon  gasoline 
storage  tank  and  discharge  pump. 

PREMISES  AFFECTED— 142  Mansion  avenue,  southeast 
corner  of  McKee  avenue  (Block  5202,  Lot  5), 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Kenneth  W.  Milnes. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


hereby  amend  the  resolution  of  July  16,  1946  only  in  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that  all 
plans  have  been  filed  and  approved  and  all  permits  ob¬ 
tained,  all  work  shall  be  completed  within  six  (6) 
months  from  the  date  of  this  amended  resolution.” 


725-24-BZ 


THE  RESOLUTION  (332-46-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  installa¬ 
tion  of  a  1500  gallon  gasoline  storage  tank  and  dispensing 
pump,  affecting  premises  142  Mansion  avenue,  southeast 
corner  McKee  avenue  (Block  5202,  Lot  5),  Great  Kills, 
Borough  of  Richmond,  was  granted  by  the  Board  on  July  16, 
1946,  on  certain  conditions;  and  .  . 

Whereas,  the  applicant  requested  an  extension  of  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


APPLICANT — Siegel  and  Green,  for  George  Peter  Corp., 
owner;  Marlon  Confections  Corp.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  extension  of  use  and  area — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
previously  granted  on  condition,  under  section  7e 
of  the  zoning  resolution,  permitting  in  a  residence 
use,  B  area  district,  the  conversion  of  occupancy 
from  garage  for  more  than  five  motor  vehicles  and 
motor  vehicle  repair  shop,  to  a  confectionery  fac¬ 
tory  for  a  term  of  two  years. 

PREMISES  AFFECTED— 321-343  West  54th  street,  north 
s'de,  275  ft.  east  of  9th  avenue  (Block  1045,  Lots 
12-15),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  tc 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . 


905-26-BZ 


APPLICANT — Henry  Nordheim,  for  Valley  Holding 
Corp.,  owner.  %  i 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal— Application  (deci¬ 
sion  of  the  borough  superintendent)  under  sectior 
7i  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  a  garage 
for  more  than  five  motor  vehicles  (granted  by  the 
Board),  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1938  Jerome  avenue,  east  side 
282.38  ft.  south  of  Tremont  avenue  (Block  2853 
Lot  12),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration :  Samuel  L.  Becker,  Dep’t  oi 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  tc 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  L 
Negative:  . ^ 


401-31-BZ 

APPLICANT— Sidney  L.  Strauss,  for  446  West  44tl 
Street,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  am 
rehearing  under  section  7f — re  Application  (deci 
sion  of  the  borough  superintendent)  for  a  gasolin< 
service  station — previously  granted  on  conditioi 
under  section  7h  for  a  term  of  two  years,  permit 
ting  in  a  business  use  district  the  parking  an< 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 624-626  Atlantic  avenue  and  9 
5th  avenue,  northeast  corner  and  627  Pacific  stree 
(Block  1119,  Lot  1),  Borough  of  Brooklyn. 
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appearances— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


179-40-BZ 

APPLICANT— Lama  and  Proskauer,  for  Frieda  Messinger, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
reconsideration — Application  (decision  of  the  bor¬ 
ough  superintendent)  to  permit  in  a  business  use, 
B  area  district,  under  section  7f  of  the  zoning 
resolution,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  office,  laundry,  lubritorium  and 
minor  repairs  (previously  denied  for  a  gasoline 
service  station). 

PREMISES  AFFECTED — 58-02  to  58-20  Broadway,  34-02 
to  34-06  59th  street  and  35-01  to  35-05  58th  street 
(Block  1197,  Lots  36,  39,  49  and  50),  Woodside, 
Borough  of  Queens. 

APPEARANCES — 

For  Applicant :  Morton  S.  Cahn. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

'HE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


77-46-BZ 

APPLICANT — Leonard  Schultze  and  Associates,  for  Sav¬ 
ings  Bank  Trust  Co.,  owner. 

UBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion  under  Section  21-C  of  the  zoning  resolution, 
permitting  the  variation  of  area  requirements  as  to 
size  of  yards  and  lot  coverage  for  D,  E  and  F  area 
and  residence  and  business  use  districts. 

'REMISES  AFFECTED — Blocks  bounded  by  Grand  Cen¬ 
tral  Parkway,  Main  street,  Union  Turnpike  and 
Parsons  boulevard  (Block  6673,  Lots  3,  50  and  100; 
Block  6674,  Lot  3 ;  Block  6692,  Lot  3 ;  Block  6693, 
Lot  3;  Block  6694,  Lot  101 ;  Block  6819,  Lot  2  and 
Block  6820,  Lot  3),  Flushing,  Borough  of  Queens. 
PPEARANCES — 

For  Applicant:  Eugene  V.  Meroni  and  E.  E.  Ripp- 
berger. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  February  4,  1947  at  10  A.  M. 

HE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


1ATERIALS  AND  APPLIANCE  SUBMITTED  FOR 
APPROVAL 

16-46-SM 

PPLICANT — Silent  Flame  Mfg.  Company,  Inc.,  for 
Murray  Walshin,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Silent  Flame  Fuel  Oil 
hill  Box  (2  in.)  ;  (Fill  Pipe  Terminal),  previously 
approved  on  condition. 

APPEARANCES— 

For  Applicant:  Murray  Walshin. 

AC  TION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  o 

THE  RESOLUTION  (736-46-SM) 

Whereas,  Murray  Walshin,  owner,  filed  on  October  4, 
1946,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Silent  Flame 
Fuel  Oil  Fill  Box,  2"  (Fill  Pipe  Terminal)  ;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
November  13,  1946,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the’ 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1946  by  adding 
thereto : 

“that  in  addition  to  permitting  the  device  as  herein¬ 
before  recommended  and  approved  of  malleable  iron, 
the  body  of  the  fill  box  may  be  of  gray  iron,  cadmium 
plated,  on  condition  that  in  all  other  respects,  the  re¬ 
quirements  of  this  resolution  shall  be  complied  with.” 


1020-38-SM 

APPLICANT — Universal  Atlas  Cement  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Hudson  Atlas  Port¬ 
land  Cement,  Northampton  Atlas  Portland  Cement, 
Atlas  White  Portland  Cement  and  Atlas  Water¬ 
proofed  White  Portland  Cement,  reopened  May  9, 
1944  re  amendment  of  resolution  as  to  Northampton 
Atlas  Portland  Cement  Type  II,  Northampton  At¬ 
las  High  Early  Strength  Portland  Cement  Type 
III,  Atlas  White  Portland  Cement  Type  I  and 
Atlas  Waterproofed  White  Portland  Cement  Type 
I,  as  manufactured  at  the  applicant’s  mill  at  North¬ 
ampton,  Pa.  (previously  approved  on  condition). 
APPEARANCES— 

For  Applicant:  None. 

ACT  TON  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  Q 


1176-39-SM 

APPLICANT — Universal  Atlas  Cement  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Atlas  High-Early  Port¬ 
land  Cement  (previously  approved  on  condition). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  Q 


4 52 -40- S A 

APPLICANT — Erie  Meter  Systems,  Inc.,  owner. 
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SUBJECT — Application — reopening  and  consideration  of  re¬ 
vised  models — re  Erie  Gasoline  Pumps  (previously 
approved  on  condition). 

APPEARANCES— 

For  Applicant :  F.  E.  Carney. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners  * 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


SUBJECT— Application  for  consideration— reopening  and 
test  of  Uameproofed  product— re  Armstrong’s 
Cushiontone  (previously  approved  on  condition),  f 
APPEARANCES— 

For  Applicant :  Richard  E.  Shambo. 

ACTION  OF  BOARD — Application  reopened,  subject  tc 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee 
Negative:  . (' 


56-42-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 


Adjourned:  4:30  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk 


NOTICE 


THE  BUILDING  LAWS 


[N  ew  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARAT1 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration  demolition  or  remov; 
of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW,  the  PLUME 
ING  CODE  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARIER,  the  complete  BUILDING  CODE  0 
THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  loc; 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 


These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNI (  I  PA 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15  r 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $1.60). 


Checks  for  $3  or  more  must  be  certified. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distributic 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cent 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  "notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appea 
Room  1015,  Municipal  Building,  Manhattan,  at  three  cer 
each — postage  to  be  added  if  the  forms  are  forwarded  1 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  pubbcation  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  ti 
calendars  in  the  daily  press.  i 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failu 
to  receive  such  notice  is  no  excuse  for  neglect  to  appe 
Fifth,  That  all  the  business  of  the  Board  is  to  dispose  of  : 
cases  promptly;  therefore,  no  appeal  or  application  w 
be  held  in  abeyance  by  reason  of  failure  of  the  appella 
or  applicant  to  file  necessary  data,  or  by  any  other  meth 
of  delay.  ...  f  j 

Sixth,  That  no  appeal  or  application  will  be  necessary  f 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  da 
required  by  law  are  supplied,  as  specified  on  the  bla 
appeal  or  application  forms. 
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ES 

OIL  BURNER  RULES 


(217-21-SR) 

lULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

dopted  by  the  Board  of  Standards  and  Appeals  June 

5,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11, 
1929;  March  20,  1931 ;  May  12,  1931 ;  November  24, 
1931;  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

lule  1.  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

ule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoptiorr  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS:  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS  :  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories,  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  04")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  ()4)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eighths  (H)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (%)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (24)  inch 
thick. 


2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS;.  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BL1RNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE :  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 


2.12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2 parts  sand  and 
five  (5)  parts  of  course  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2  23  RELIEF  VALVE :  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me- 
chanically-operated  device  to  shut  off  the  oil  sup- 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac- 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2  29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  oU 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2  34  TRANSFER  PUMP :  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3  1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS12-oo  U.  o. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades: 

Range  Oil 
No.  1  Fuel  Oil 

No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters 
shall  be  an  assembly  of  approved  parts  suitable  foi 
use  with  each  other  for  the  service  intended,  a: 
approved,  such  burners  shall  be  provided  with  suit 
able  safeguards  to  prevent  abnormal  discharge  o 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  fo: 
defects  and  proper  functioning  throughout  its  oper 
ating  range.  Parts  shall  be  so  designed  as  to  main 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  COJ  in  the  flue  gas  shall  be  maintained  at  no 
less  than  8%  without  smoking  and  throughout  th 
operating  range  of  the  capacity  of  the  burner  whe: 
tested. 

4  1  3  Flexible  tubing  used  as  an  integral  part  of  burne 
shall  be  not  longer  than  72  inches  and  of  an  ap 
proved  type.  | 

4.2  Approval  of  burners  or  oil-burning  heaters  de 
signed  for  installation  with  storage  of  not  mor 
than  six  (6)  gallons  shall  include  approval .  c 
storage  containers  and  limitations  of  installatioi 
If  more  than  six  (6)  gallons’  storage  is  desire 
for  such  burners  or  oil-burning  heaters,  a  stoi 
age  tank  shall  be  installed  as  provided  for  in  the; 
rules.  Portable  containers  of  not  more  than  six  (6 
gallons’  capacity  may  be  filled  from  such  storap 
tanks  by  means  of  an  approved  hand  pump  locate 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  ’ 
the  use  and  installation  of  portable  burners  m 

%  requiring  a  connection  to  a  flue  where  such  burne: 
are  of  the  type  commonly  used  for  household  pu 
poses  including  oil  stoves,  oil  heaters  and  oil  lam] 
equipped  with  a  woven  wick,  nor  do  the  requir 
ments  of  these  rules  apply  to  such  portable  apparati 
such  as  blow  torches,  soldering  pots,  tar  heater 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  c 
Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  locat 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  sh: 
be  built  of  steel  plates  made  by  the  op 
hearth  process  and  known  to  the  trade 
“tank  steel.”  Such  plate  shall  be  free  frc 
physical  imperfections,  such  as  laminatioi 
cracks,  mill  scale,  etc.  All  steel  must 
new  in  good  condition  and  free  from  ru 
The  thickness  of  steel  required  and  the  si 
and  spacing  of  rivets  shall  be  as  stated 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  a 
caulked,  or  riveted  and  welded.  Flanges 
other  pipe  connections  may  be  welded,  l 
caulking  shall  be  done  with  round  nose  to 
and  without  injury  to  the  plates  Filler 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 

*  of  275  gallons  capacity  or  less : 

Tanks  36  in.  in  diameter  and  less — 54  in¬ 
shell,  54  in.  heads. 

-  Tanks  37  to  72  in.  in  diameter — 54  in. 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  -}i  in.  heads. 

lanks  over  120  in.  in  diameter  to  be  of 
H  in.  steel  and  to  be  stiffened  by  angle 
rings  of  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  rect¬ 
angular  tanks. 

5.1. 5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows: 

In  shell  54  in.  thick,  $4  in.  in  diameter 
rivets  254  in.  pitch. 

In  shell  5/16  in.  thick,  $4  in.  in  diameter 
rivets  2)4  in.  pitch. 

.  In  shell  24  in.  thick,  i£4  in.  in  diameter 
rivets  2J4  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  %  of  an  inch  in 
diameter  and  spaced  not  more  than  254 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 

to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 

such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 

case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 

are  tied  together  with  braces  in  order  to 

reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center,  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  024")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 

Capacity  Located  Outside  of  Building  Above 

Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom* 
plates  shall  be  54  inch  and  the  minimum 
thickness  of  roof  plates  54  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula: 

Px  rx  F 

t  equals - 

Tx  E 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 


5.4.3  Roof  plates  shall  have  single  riveted  water- 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 


5.4.4  In  all  cases,  steel  tanks  for  the  storage  ot 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 


5.5  Storage  Containers. 


5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burfiing  heaters  shall  be  de- 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 


Rule  6.  Location  of  Tanks. 


6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  m 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2  x  2  mesh, 
and  extending  at  least  four  inches  (4  )  be¬ 
yond  the  horizontal  outline  of  tank  m  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  It. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  m  thickness 
and  of  dimension  not  less  than  fifteen  inches 
(15")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  _inside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 


6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  *4"  in  thickness. 


6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 


injur}'. 


6.2  Inside  of  Buildings,  Below  Ground. 


6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tame  not  less  than  twe 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  coverec 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalen 
of  4  inches  of  reinforced  Portland  cemen 
concrete  with  not  less  than  No.  20  gaugi 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur 
rounded  by  clean  sand  or  well  tamped  earth 
free  from  ashes  or  other  corrosive  substance 
and  free  from  stones  larger  than  will  pas 
through  a  one-inch  mesh.  When  necessary  t< 
prevent  floating,  tanks  shall  be  securely  an 
chored.  Storage  tanks  buried  below  the  floor 
prior  to  or  at  the  time  of  installation,  slial 
be  thoroughly  cleaned  and  coated  on  the  out 
side  with  two  coats  of  red  lead  and  coate- 
at  the  site  with  hot  tar,  asphalt  or  othe 
equivalent  rust-resisting  material. 


6.2.2  Storage  tanks  buried  below  the  floor  shal 
not  be  less  than  lA"  in  thickness. 


6.2.3  No  tank  shall  be  buried  so  as  to  be  neare 
than  three  feet  to  any  foundation  wall  o 
foundation  footing. 


6.3  Outside  of  Buildings,  Below  Ground. 


6.3.1  Storage  tanks  located  outside  of  building: 
below  ground,  shall  be  buried  with  the  to 
of  the  tank  not  less  than  two  feet  (2')  be 
low  the  natural  grade  of  the  surface  of  th 
ground.  Tanks  shall  be  placed  on  firm  so 
and  shall  be  surrounded  by  clean  sand  c 
well  tamped  earth,  free  from  ashes  or  othe 
corrosive  substance,  and  free  from  stone 
larger  than  will  pass  through  a  one-mc 
(1")  mesh.  When  necessary  to  prevent  floa 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  neare 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  tw 
hundred  and  seventy-five  (275)  gallons,  prie 
to  or  at  the  time  of  installation,  shall  1 
thoroughly  cleaned  and  coated  on  the  ou 
side  with  two  (2)  coats  of  red  lead  ar 
coated  at  the  site  with  hot  tar,  asphalt  < 
other  equivalent  rust-resisting  material.  A\ 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  construct! 
of  metal  not  less  than  l/\"  in  thickness. 
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6  4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  .than  one  and 
one-quarter  (1J4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule: 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16.000  gallons 


If  distant  30  feet .  24,000 

If  distant  40  feet .  36,000 

If  distant  50  feet .  48,000 

If  distant  60  feet .  60,000 

If  distant  75  feet .  96,000 


If  distant  85  feet,  or  more  100,000  “ 

6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (134)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (34)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth  ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (V/2)  to  two  (2)  on 
all  sides.  _  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 

6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and,’ 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 


^ule  7.  Piping. 

i 

7 . 1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  ($4") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  tyj>e  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (134)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  drainage  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  034")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  l/2  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 

If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  he  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 


7  4  1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2  )  ot 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 


7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  ot 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 


7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 


7  4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproot 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  .  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  ot 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 


7.5  Heating  Coils  in  Storage  Tanks. 


7.5.1'  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or  elec¬ 
tric  heaters  approved  for  oil  storage  tanks. 


7.6  Scavenging  Line. 


7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 


Rule  8.  Valves  and  Control  of  Oil  Flow. 


8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks^  of  more  than 
two  hundred  and  seventy-five  (27a)  gallons  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  ab(K 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approvec 
anti-syphon  device  located  at  the  highest  point  lr 
supply  line,  except  that  where  heavy  oil  (No.  ( 
Commercial  Standard  Grade)  having  a  viscosity  o 
one  hundred  (100)  seconds  or  more  Saybolt  Pure 
at  one  hundred  and  twenty-two  degrees  rahrenhei 
(122°  F.)  is  used,  the  anti-syphon  device  shall  no 
be  required. 


8.3  Except  as  may  be  modified  in  specific  instances  b 
the  Board  of  Standards  and  Appeals,  oil  from  stor 
age  tanks  of  two  hundred  and  seventy-five  (275 1 
gallons’  capacity  or  more  may  be  delivered  t 
burners  installed  above  the  lowest  floor  of  a  busi 
ness  building  only  under  the  following  provisions 


8.3.1  Plans  for  such  installations  shall  be  sul 
mitted  for  approval  to  the  administratis 
official  having  jurisdiction  before  such  ii 
stallation  is  made. 


8.3.2  Such  burners  shall  not  be  installed  in  ar 
story  of  any  building  the  floor  of  which 
more  than  fifty  feet  (SO’)  above  the  stre 
level.  Only  one  oil  delivery  line  shall  1 
installed  for  each  floor. 


8.3.3  Oil  delivery  lines  to  burners  located  abo 
the  lowest  floor  of  a  building  shall  not. 
larger  than  two  inches  (2  )  iron  pipe  sn 


8.3.4  The  pressure  in  oil  lines  to  burners  locat 
above  the  lowest  floor  of  a  building  sh, 
not  be  more  than  is  necessary  to  deliv 
oil  to  the  burners  and  such  pressure  sh 
not  in  any  case  exceed  thirty  (30)  pour 
per  square  inch.  With  each  automa 
burner  there  shall  be  installed  and  ma 
tained  in  good  working  order  a  set  of  suita 
safety  controls  of  the  electric  or  mechani 
type.  The  proper  control  for  each  burner < 
to  be  listed  in  the  resolution  under  which  i: 
burner  is  approved.  The  controls  are  to  p- 
vide  the  following  functions: 


Temperature  control 

Ignition 

Stack  or 

Combustion  “ 
Pressure 
Gravity 


8.4  A  remote  control  shall  be  provided  whereby  J 
flow  of  oil  to  any  burner  can  be  stopped,  ;• 
such  remote  control  shall  be  located  outside  1 
entrance  to  the  room  in  which  the  burner  is 
cated  and  as  close  to  such  entrance  as  practi 
except  when  outside  location  is  impracticable  si 
control  may  be  located  immediately  inside  the  rd 
in  which  the  burner  is  located  if  such  locatioi 
accessible  at  all  times.  All  such  controls  shall' 
legibly  labeled  “Remote  Control  for  Oil  Burn 
On  auxiliary  storage  tanks  used  with  manu 
operated  burners  such  remote  control  may  be  1 
stalled  on  feed  lines  between  tank  and  burner. 


8.5  Except  as  provided  by  Rule  4.2  of  these  rules  1 
approved  combination  burner  and  storage  conta 
devices,  pressure  in  storage  tank  or  container 
the  purpose  of  discharging  oil  is  prohibited. 


8.6  In  systems  where  either  steam  or  air  is  used  ■ 
atomizing  the  oil,  the  oil  and  the  atomizing  su 
shall  be  interlocked,  so  that  in  case  of  the  ir' 
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riiption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

lule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
ot  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

lu\e  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10.1.2  Application  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
10  2^U'^ingS  W*ien  recF”red  under  Rule 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
(  02  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where,  such  tanks  are  to  he  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 

^wo  hundred  and  seventy-five 
(275)  gallons  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  _  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
m  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The .  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  he  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  1  y2  times  the 
working  pressure. 

10  4  £fe.  for  Permit  and  Test  of  Storage  Tanks  and 
Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10. h,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
trie  schedule  given  in  the  Administrative 
Code. 


Rule  11.  Inspection  of  Installations  With 

Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  ^of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  he 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant 
name  and  address  of  installer  and  the  ™akfand 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 


Rule  12.  Ventilation. 


12.1  No  burner  shall  be  installed  in  any  boiler,  heater 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  severa 
units  may  be  connected  to  a  boiler  room  stack. 


12.2  Adequate  ventilation  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 


Oiv.  - 

12  1  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut1  0ff  the  passage  of  flue  gases  at  any 
timePand>on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  dr*fj;  £°nt*?  .. 
the  same  size  as  the  cross-sectional  area  ot  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 


Rule  13.  Automatic  Pumps. 


13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 


Rule  14.  Fire  Protection. 


Note: 


In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following  . 


14  1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shaH  not  be 
1e<^  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
haflle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  Va  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
•uni  twice  the  width  thereof  and  such  baffle  is 
securely  fastened  from  the  ceiling  with  substan 
S  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules 


14  2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furnaces  or  other  heat¬ 
ing  apparatus  and  combustible  material  shad  ™ 
be  less  than  twenty-four  inches  (24  ).  Where 
such  parts  are  insulated  by  two  inches  (2  )  o 
asbestos,  or  equivalent,  the  clear  dt! stance  shal  b 
not  less  than  twelve  inches  (12  ),  or,  in  lieu  oi 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 

these  rules  extending  8  ft.  in  front  and  4 
and  rear  of  the  apparatus 


14.3  No  movable  combustible  material  shall  be ^stored  or 
maintained  within  five  feet  (5  )  ot  fieatlP&  * 
paratus.  except  where  same  ,s  protected  by  fire 

retarding  material. 


14  5  The  floor  beneath  boiler  or  furnace  and  within  fii 
(5)  feet  in  all  directions  shall  be  of  fireproof  coi 
struction. 


14  6  Oil  burning  devices  designed  for  installation  wi 
storage  of  not  more  than  six  (6)  gallons  shall  1 
firmly  anchored  to  the  floor,  set  level,  and  the  flo 
beneath  the  stoves  or  any  such  heating  devic 
protected  by  a  shield  of  asbestos  or  equiv 

lent  extending  at  least  twelve  inches  (12  )  beyo 
the  projected  area  of  such  device  where  requir 
within  the  specific  approval  of  each  burner.  A 
proved  safety  cans  only  shall  be  used  for  the  stc 
age  and  filling  of  oil  containers.  The  fuel  oil  u. 
for  these  burners  shall  be  range  oil  or  No.  1 
No.  2  fuel  oil.  The  manufacturer  or  installer 
these  burners  shall  within  48  hours  after  each 
stallation  notify  the  Fire  Department  in  writ': 
of  the  name  of  the  person  to  whom  this  burner 
sold  and  the  address  of  the  premises  where 
stalled. 


14  7  Near  each  boiler  or  furnace  of  a  fuel  oil-burn 
unit  there  shall  be  kept  ready  for  use  fire  exi 
guishing  equipment  of  not  less  than  two  qi 
capacity  approved  as  suitable  for  oil  fires  or 
fess  than  two  pails  of  sand,  the  pads  to  h 

rounded  bottom. 


Rule  15.  Instruction  Cards  and  Cert 
cate  of  Fitness. 


m  1  Cards  giving  complete  instructions  for  the  ' 
15,1  and  operation  of  the  system  shall  1 be i  per  mane! 
fixed  near  the  apparatus  in  readable  cond  i 
Where  burners  or  oil-burning  heaters  designed 
use  with  storage  of  not  more  than  six  (6)  ga 
capacity  are  installed,  there  shall  also  be  post, 
copy  of  the  specifications  under  which  it  was 
proved  by  the  Board  of  Standards  and  Api 
in  addiiton  to  the  instruction  card  herein  prov 
for. 


1 5  2  Every  heating  system  in  which  the  oil  is  preht 
or  systems  not'  fully  automatic  when  opera 
shall  be  under  the  direct  supervision  of  pe 
holding  a  certificate  of  fitness  issued  by  the 
Commissioner  and  who  shall  be  in  the  budd^ 
all  times  while  the  burners  are in  Ration  ' 
that  a  person  holding  a  certificate  of  fitness 
licensed  engineer  or  as  a  licensed  fireman  i. 
after  May  1,  1941,  under  the  provisions  of  1 
213.0  of  "the  Administrative  Building  Code, 
person  with  such  license  issue  pr‘°r  o  ^ 
1941  carrying  an  endorsement  reading 
ers”  shall  not  be  required  to  obtain  such  certlfj 


Rule  16.  Modification. 


16  1  When,  for  any  reason,  it  may  be  impractical 
comply  strictly  with  the  .foregoing  rules  th 
ministrative  official  having  jurisdiction  shall 
power  to  accept  substitute  methods  provide 
spirit  and  substance  of  these  rules  shall  be^ 
plied  with. 


Rule  17.  Existing  Installations. 


14  4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 

at  all  times. 


17  1  Oil  burner  systems  heretofore  installed  ant 
approved  as  complying  with  all  laws  and  ™,e 
applicable  thereto  shall  be  deemed  actable; 
vided  there  have  been  no  subsequent  alterati 
the  apparatus,  except  as  to  Rule  lb.t. 
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HOURS  OF  CONSULTATION  w‘  1  ‘ 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CONTENTS 

fhis  issue  of  the  Bulletin  contains  in  the  order  given _ 

)ocket. 

iules  Directory. 

lotice  of  Hearing  Calendar. 

?£gul?r  Meeting>  Tuesday  Morning,  January 
7^’tIE47’  Affecting  Calendar  Numbers  612-45-BZ,  851- 
oco^f’r,886'46'-82’  931-46-BZ,  953-46-BZ,  1021-46-BZ, 
244-28-BZ,  61-32-BZ,  246-44-BZ,  307-46-BZ, 
605-46-BZ,  612-46-BZ,  616-46-BZ,  699-46-BZ,  989-46-A 
1045-46-A,  26-47-A,  28-47-A,  320-46-A,  528-46-A,  566- 
43-A,  647-46-A  and  1002-46-A. 

linutes  of  Regular  Meeting,  Tuesday  Afternoon,  Janu¬ 
ary  28,  1947,  Affecting  Calendar  Numbers  696-45-A, 

mSo4JcAA’  941-46-A<  944-46-A,  955-46-A,  1015-46-A, 

1022-46-A,  1023-46-A,  1082-46-A,  1083-46-A,  1085-46-A, 
8:47-A,  13-47-A,  16-47-A,  23-47-A,  695-42-S,  895-42-A, 
1079-46-A,  644-42-A,  293-43-A,  297-45-A,  782-42-A,  806- 
42-A,  1072-46-A,  7-47-A,  10-47-A,  14-47-A,  107-42-BZ, 
418-37-BZ,  480-37-BZ,  330-42-BZ,  426-42-BZ,  228-44- 
BZ  745.45-BZ,  746-45-BZ,  747-45-BZ,  819-45-BZ,  179- 
37-BZ,  527-46-BZ,  626-46-BZ,  885-46-BZ,  265-41-SM 
and  1067-46-SM. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
pi  ogress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

Nciv  Cases  Filed  up  to  January  28,  1947 . 
Cal.  No.  Dept.  Premises  Affected 


78-47- A _ H.B.Bx. — 327  East  149th  street,  north  side,  25 (R 

ft.  west  of  Courtlandt  avenue  (Block  2331,  Lot  n4),  Bor¬ 
ough  of  The  Bronx,  Alt.  600-4:>. 


63-47-BZ—H.B.Q— 96-33  to  96-41  Queens  boulevard, 
northwest  corner  of  63rd  drive  (Block  2088,^  Lots  18  and 
20),  Rego  Park,  Borough  of  Queens,  N.B.  9541-46. 


79.47.A- F.D.— 39-30  Crescent  street,  west  side,  175  ft. 
north  of  40th  avenue  (mezzanine);  (Block  395,  Lot  33), 
Long  Island  City,  Borough  of  Queens,  Decision  re  3740-LW 


64-47-SM— Paramount  Building  Supply  Co.,  Cement 

Block,  manufactured  by  Paramount  Building  Supply  60., 
Material. 


80  47-A _ F  D  -4-20  47th  avenue,  south  side,  135  ft.  west 

of  5th  street  (1st  floor)  ;  (Block  20,  Lot  15),  Long  Island 
City,  Borough  of  Queens,  18187-LF,  and  Decision. 


65-47-BZ _ H.B.B. — 54-56  Tompkins  avenue  and  712-720 

Park  avenue,  southwest  corner  (Block  1739,  Lots  38  and 
39),  Borough  of  Brooklyn,  Alt.  3450-46. 


81-47-BZ— H.B.B.— 405-423  Morgan  avenue,  west  side, 
from  Withers  street  to  Jackson  street,  321-367  Jacks® 
street  328-374  Withers  street  and  42-60  Debevoise  avenue 
(Block  2877 A,  Lot  1),  Borough  of  Brooklyn,  N.B.  2800-46. 


66-47-SM— Atlas  Cement  and  Cinder  Block  Inc.,  Cement 
and  Cinder  Blocks,  manufactured  by  Atlas  Cement  and 
Cinder  Block,  Inc.,  Material. 


67  47-A— F  D  —759  Chauncey  street,  north  side,  200  ft. 
east  of  Evergreen  avenue  (Block  3446,  Lot  52),  Borough  ot 
Brooklyn,  18690-LF  and  Decision. 


68-47-BZ _ H  B  M.— 340  West  41st  street,  south  side,  275 

ft.  east  of  9th  avenue  (Block  1031,  Lot  53),  Borough  of 
Manhattan,  Alt.  2499-46. 


69-47-BZ— H.B.B.— 571-581  Coney  Island  avenue  and 
1-15  Lewis  place,  northeast  corner  (Block  5141,  Lot  21), 
Borough  of  Brooklyn,  N.B.  2395-46. 


70-46-BZ— H.B.Q.— 144-91  Gravett  road,  north  side,  843 
ft.  east  of  Main  street  (Block  6507,  part  of  Lot  1). 
Flushing,  Borough  of  Queens,  N.B.  108-47. 


71-47-SM — Lorimer  Paint  Works,  Pure  Linseed  Oil 
Putty,  manufactured  by  Lorimer  Paint  Works,  Materia  . 


72-47-SM — Lorimer  Paint  Works  E.Z.  Working  Steel 
Sash  Putty,  manufactured  by  Lorimer  Paint  Works,  Mate¬ 
rial. 


73-47-SM— Lorimer  Paint  Works  Caulktite  Specification 
(caulking  compound),  manufactured  by  Lor.mer  Paint 
Works,  Material. 


74.47-SA-Polo  Pump  Co.,  Oil  Burner  Fuel  Pump,  Model 
R-12,  Appliance. 


82-47-A — H  B.M.— 2249  Broadway,  west  side,  102.2  ft, 
north  of  West  80th  street  (Block  1228,  Lot  54),  Borough  of 
Manhattan,  Spr.  A'pplic.  3149-46. 


Restored  to  Calendar. 


i79.37.BZ— H  B.R.— 461  Bay  street,  east  side,  434.23  ft 
north  of  Wave  street  (Block  488,  Lot  18),  Stapleton.  Bor 
ough  of  Richmond,  B.N.  312-40. 


527-46-BZ— H.B.B.— 169-189  East  98th  street,  east  side 

50  ft.  north  of  Dumont  avenue  (Block  3549.  Lot  2),  Ldr 
ough  of  Brooklyn,  N.B.  887-46. 


?93-43-A _ H  B.B.— 125-151  Flatbush  avenue,  east  side 

from  Hanson  place  to  Atlantic  avenue  and  2-27  Uanso 
place  (Block  2001,  Lot  D,  Borough  of  Lrookhn,  Mil 

11117-46. 


297-45-A— H.B.Bx.— 10-12  East  Van  Cortlandt  avenu 
south  side,  29  ft.  6  in.  west  of  Villa  avenue  (Block  332 
Lot  29),  Borough  of  The  Bronx,  Alt.  169-45. 


nrsiGNATlONS:  H.B. — Department  of  Housing  and 
si  *  H  Department  of  Housing  and  Buildings,  Brooklyn,  •  •  • 

Hi'esmr  anil 

pat t went  of  Housing  .ami  Bu.lchnRS.  ^ueens^  UMA  Department 


Housing  and  mu  dings,  Vuc  „  h  rWirt  nent 

ot  Housing  ,mi  Bt.ilclin«»,  K«c 

lSSTte,.arntiem  S  M.  m.d  A.-i)ept.  of  Marine  and  Avian, 


75-47- A — H.B.Q. — 47-02  Metropolitan  avenue  and  19 

Woodward  avenue,  southeast  corner  (Block  3375,  Lot  1), 
Maspeth,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street— Metropolitan  avenue), 

Alt.  3450-46. 


76-47-SM — Ceco  Metal  Lath  and  Lathing  Accessories, 
manufactured  by  Ceco  Steel  Products  Corp.,  Material. 


77^47-SM-— Ceco  Open  Web  Steel  Joists,  manufactured 
Kv  C pm  Steel  Products  Corp.,  Material 


RULES 

I, nut  Puhlleiitloii  In  nullei 

Blended  Cements,  Rules  for  Testing  3  1q46_Vol.  31,  No.  4 

c„tai£*iiiS'  D“:  *  “•  N°-  * 

Certificate  of  Occupancy,  approved  ^  ^  m3__Vo,  2«,  No.  f 

Fl«-si,b;/RukZ::^j..iy  »:  «f-V*  22.  No. = 

Concrete  Masonry  Units.  Rules  for 

Manufacture,  Testing  and  Use  3  194<;_Vol.  31,  No.  1 

Concrete  Rules  (Hydrated  Lime)  .  .  .  Aug.  3,  Vol.  22,  No. 

Erection,  * Aherat'ion, '  'Repair.'  '  Ex-' 

cavation  for  and  Demolition  o  2g  iq43_Vo)  28,  No. 

Buildings  ••••.••••••••. . i,'  is’  1937 _ Vol.  22,  No. 

Exit  Rules  (Revolving  Doors)  ....  1  une  ., 

Exterior  Veneering  Materials,  Rules  lf)  1946_Vo1  3i.  No. 

Factory  ’ ! !  *•  £  j *• ’• '• ’• *• ! ’•  ^Na  ■ 

Fire  Dri™  Rules'! .  .....  \  *.  '•  '•  '•  '•  '.Dec/  24,  1946-Vol.  31.  No. 
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Fire  resistive,  Flameproof  Materials, 

etc.,  Kules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  \Vo<j<i,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

F'usion  Welding  ami  Gas  Cutting 

Rules  . Apr. 

.  Gas  Sliut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Hoard  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  U 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Hurner  Rules . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Tan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Dec. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec. 

Procedure,  Rules  of . Se[,t 

Refrigerating  Systems,  Extract  A.C..Oet. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler,  Rules  . June 

Standpipe  F'ireline  Rules . June 

Structural  Alterations.  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov! 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


I’ll  1> lien t ion  in  Itulletiii 

25,  1946— Vol.  31,  No.  26 

17,  1946— Vol.  31,  No.  51 
13,  1937— Vol  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23.  1916— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

5,  1946— Vol.  31,  No.  45 
2S,  1947— Vol.  32,  No.  4 

21,  1947— Vol.  32,  No.  3 

31,  1946— Vol.  31,  No.  53 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


31,  1946— Vol.  31,  No.  53 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
14,  1947— Vol.  32,  No.  2 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10  1945  Vol  30 
No.  15A. 


FEBRUARY  4,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
!‘“sday  morning,  February  4,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

303- 46-BZ— Application,  April  18,  1946,  under  section  7b  of 
the  zoning  resolution,  of  Walter  Eberhart,  applicant,  on 
belialt  of  Esther  Slater  Kerrigan,  owner  (Unicorn  Press, 
lessee),  to  permit  in  a  residence  and  restricted  retail  use 
district,  the  proposed  use  of  structure  for  commercial  pur¬ 
poses  from  residence  use ;  premises  53  East  77th  street,  north 
Mde,  69  It.  east  of  Madison  avenue  (Block  1392,  Lot  25) 
Borough  of  Manhattan. 

304- 46-A— 53  East  77th  street,  north  side.  69  ft.  east  o£ 
Madison  avenue  (Block  1392,  Lot  25),  Borough  of  Man¬ 
hattan. 

904-46-Bz— Application,  November  18,  1946,  under  section 

*  ?fu  i5  Z?nT?g  resolution-  of  Joseph  B.  Lynch,  applicant, 
jn  behalf  of  Haas  Realty  Corp.,  owner,  to  permit  in  a  busi- 
less  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  laundry  and  lubritorium  for  a  term  of 
yO)  years;  premises  2018-2032  Stillwell  avenue,  and 
;b3l-2o61  86th  street,  northwest  corner  (Block  6860,  Lot 
--)>  Borough  of  Brooklyn. 

J5-35-BZ— Application  0f  Frank  V.  Laspia,  applicant,  on 
•elialt  of  Stanley  Gorski,  owner,  reopened  January  7,  1947, 
or  consideration  as  to  extension  of  term  of  variance— 
application,  previously  granted  on  condition,  under  section 
a  ot  the  zoning  resolution,  for  a  temporary  term  of  years 
>ermitting  in  a  residence  use  district,  the  change  of  occu- 
’ancy  of  an  existing  building  (located  on  the  rear  of  the 
to  a  knitting  mill;  premises  423  Barbev  street,  east 
ide,  I  at)  ft.  north  of  Belmont  avenue  (Block  4013,  Lot  3) 
forough  of  Brooklyn. 

'10-43-BZ— Application  of  Frank  V.  Laspia,  applicant,  on 
’enal i  ot  John  Savino,  owner,  reopened  January  7  1947 
or  consideration  as  to  extension  of  term  of  variance— Ap¬ 
nea  lion,  previously  granted  on  condition,  under  section  7b 
.  ,he  zonmg  resolution,  for  a  temporary  term  of  years, 


pei nutting  in  a  business  use  district,  the  parking  and  storage 
ot  more  than  five  (5)  motor  vehicles;  premises  3001-3011 
Edwards  place  northwest  corner  of  West  30th  street  (Block- 
7067,  Lot  29),  Borough  of  Brooklyn. 

677-46-BZ— Application  of  Leonard  Schultze  and  Asso¬ 
ciates,  applicants,  on  behalf  of  Savings  Bank  Trust  Co 
owner,  reopened  January  21,  1947,  for  consideration  as  to 
amendment  of  resolution— Application,  previously  granted 
on  condition,  under  section  21-C  for  variation  of  the  area 
requirements  of  the  zoning  resolution,  as  to  size  of  yards 
and  lot  coverage;  premises  in  D,  E  and  F  area  and  residence 
and  business  use  districts;  premises  Blocks  bounded  by 
Grand  Central  Parkway  Main  street,  Union  turnpike  and 
Parsons  boulevard  (Block  6673,  Lots  3,  50  and  100-  Block 
6o74,  Lot  3;  Block  6692,  Lot  3;  Block  6693  Lot  3-  Rlnrl- 
6694  Lot  101;  Block  6819,  Lot  2  and  Block  6820,'  Lot  3) 
Mushing,  Borough  of  Queens. 

833-46-BZ— Application,  October  31,  1946,  under  section 

f  nl-  Mmug  r£S-olyt^n’  of  ?■  J:  Feldman,  applicant,  on 
behalf  ot  Muller-King-Weese  Studios,  owner,  to  permit  in 
a  res,dence  use  district,  the  change  of  occupancy  from 
garage  and  two  apartments  to  photographic  studio  and  two 
apartments  ;  premises  143  East  40th  street,  north  side  195 
n.  east  of  Lexington  avenue  (Block  1295,  Lot  28),  Borough 
ot  Manhattan.  & 

839-45-BZ—  Application,  November  1,  1946,  under  sec¬ 
tions  /t  and  /i  of  the  zoning  resolution,  of  Elvira  Pizzo 
applicant  and  owner,  to  permit  in  a  business  use  district  a 
gasoline  selling  station,  motor  vehicle  repair  shop  and  sale 
of  used  cars;  premises  90  Withers  street,  south  side  77  2  ft 

Brool-lyn1'601131^  Street  (R1°Ck  2742,  Lot  17)>  BorouSh  of 

864-46-BZ— Application,  November  13,  1946,  under  sec¬ 
tion  /i  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 
v.  Cornell  owners,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  lubri¬ 
torium.  laundry  and  office;  premises  233-12  to  233-20  Linden 
boidevard  and  117-02  to  117-10  234th  street,  southeast  corner 
(B.ock  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
of  Queens. 


“  “rpiuuiuu,  .nuvuuuer  under  sec- 

7a  °u  7h?r  z°fnmg  resolution,  of  James  McKillop,  appli- 
cant  on  behalf  of  John  Rago,  owner,  to  permit  in  a  business 
use  district,  the  storage  of  waste  paper;  premises  112  Kings- 

ave"ufA  east  25  ft-  in-  north  of  Division  place 
(Block  2840,  Lot  2),  Borough  of  Brooklyn 


276-42-BZ— Application  of  Lama  and  Proskauer,  appli- 
cants,  on  behalf  of  Thomas  C.  and  Louis  Iervolino,  owners 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
i  esolution,  to  permit  in  a  residence  use  district,  the  change 
m  occupancy  from  a  public  garage  to  a  gasoline  service 
station,  lubi itorium,  auto  laundry  and  office;  premises  81 
Fttpelye  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 


7/2-41-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Murray  and  Fay  Bloom,  Joe  and  Victoria 
Filosa,  William  and  Emeline  Jones  and  Tennie  Mateyko 
owners,  reopened  December  11,  1945,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  and  local  retail 
use  district,  the  extension  of  an  existing  wet  wash  laundry, 
Vo/vj  d.encc  use  district;  premises  427  Ralph  avenue  and 
1803-1823  Bergen  street,  northeast  corner  (Block  1445,  Lots 
1,  64,  65,  66,  67  and  68),  Borough  of  Brooklyn. 


702-46-BZ— Application,  September  24,  1946,  under  sec¬ 
tions  7a  and  7c  of  the  zoning  resolution,  of  Mac  L.  Reiser, 
applicant,  on  behalf  of  Anita  Oddo,  owner,  to  permit  in  a 
residence  use  district,  the  conversion  of  existing  one  story 
private  garage  to  kitchen  and  toilet  rooms,  accessory  to  ex¬ 
isting  restaurant  and  cabaret ;  premises  454  Crescent  street, 
and  1063-1071  Glenmore  avenue,  northwest  corner  (Block 
4197,  Lot  24),  Borough  of  Brooklyn. 
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703-46-BZ _ Application,  September  24,  1946,  under  sec¬ 

tion  21  of  the  zoning  resolution,  of  Mac  L.  Reiser,  app  ican  , 
on  behalf  of  Jacob  and  Edward  Friedland,  owners,  to  pemn 
:  business  use  C  area  district,  the  extension  of  present 
building  on  first  floor,  using  more  than  the  area  permit  e(  ’- 
nremises  2119  Nostrand  avenue,  east  side,  60  ft.  south  o 
Qenwood  road  (Block  7558,  Lot  54),  Borough  of  Brooklyn. 


857-46- A — 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24tl 

streets  (Block  650.  Lot  67),  Gowanus  Lanai,  Borough  o 
Brooklyn 


1035-46-BZ— Application,  December  16,  1946,  under  s^c 
lion  21  of  the  zoning  resolution,  of  Theron  R.  Galloway, 
innlicant  on  behalf  of  Consolidated  Edison  Co.  of  New 
York  Inc  owner!  to  permit  in  an  unrestricted  use,  A  area 
,,ncl  Aass  2  height  district,  the  addition  to  existing  buildinB 
hicreashig  the  height  of  the  building  in  excess  o  that  per¬ 
mitted;  premises  666-680  1st  avenue,  . 'tSh^e/t  and  400- 
^Rili  tn  Knst  39th  streets,  401-427  East  3oth  street 

East  Wb  slice.  (Blick  970,  Lot  1),  Borough  of  Man- 

hattan. 


[036-46- A— 666-680  1st  avenue,  east  side,  from  East  38th 
i  ,  301b  streets  401-427  East  38th  street  and  400-428 
?asl'39th  street  (Block  970,  Lot  1),  Borough  of  Manhattan. 


1 058-46-BZ— Application,  December  27,  1946,  under  sec- 
ion  21 -C  of  the  zoning  resolution,  of  ^X^Tre^ residence 

use  district;  premises  North  side  o  n-Uncks  8490  to 

?riQtb  street  to  Commonwealth  boulevard  (Blocks  8 
m  indusU?  Ut°s  None),  Bellerose,  Borough  of  Queens. 


1057-46- A — North  side  of  Union  turnpike,  from  249th 
,1  reel  to  Commonwealth  boulevard  (Blocks  8490  to  . 
nctasive,  Lots  None)  Bellerose,  Borough  of  Queens  (Under 

avenue  Shiloh  aveLe,  78th  avenue,  79th  avenue  246th  247th 
ind  248th  streets— and  not  fronting  on  mapped  streets). 


^'t^wS  ofLeriugfon'a^me  (Block  1512,  Lot  12), 

Borough  of  Manhattan. 


(80-46-A — 2638  Park  avenue  east  side i  75  ft.  north  ^ 
5ast  140th  street  (1st  floor);  (Block  2340,  Lot  108),  nor 
>ugh  of  4  be  Bronx. 


226-46- A— 700-708  Lydig  avenue  and  2.114f^2  \\ lut 
Plains  road,  southeast  corner  (2nd  floor);  (Block  428, 
Lots  24  and  31),  Borough  of  The  Bronx. 


1000-46-A— 134-136  Charles  street  south  side,  131  1  f 
east  of  Washington  street  (Block  631,  Lot  13),  l.orough 
Manhattan. 


iO-47-A— 78-02  to  78-04  Queens  boulevard,  southea: 
corner  of  Hillycr  street  (Block  2453,  part  of  Lot  44 
Elmhurst,  Borough  of  Queens 


48-47-A — 547  Greenwich  street,  southeast  corner  j 
Charlton  street  (Block  597,  Lot  45),  Borough  of  Manhaftal 


912-46-A— 3310-3314  Fulton  street  and  134-144  Pine  stre< 

southwest  corner  (2nd  floor);  (Block  4145,  Lot  42i 
Borough  of  Brooklyn. 


51-47-A — 53-26  to  53-60  Hollis  Court  boulevard  west  sit, 
307  40  ft  horth  of  56th  avenue  and  196-40  to  1  »(>-4.  .( 
ave, me,  south  sale.  123.55  (t.  west  of  HollU  Court  bpulcv. 
(Block  5667,  part  of  Lot  11  and  Block  .-7684,  part  ol  Lot  tj 
Flushing,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairmt 


FEBRUARY  11,  1947,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hear 
Tuesday  morning,  February  11,  1947,  at  10  0  clock  in  \0 
1013,  Municipal  Building,  Manhattan,  on  the  tollowmg 

ters : 


604-46-BZ— Application,  August  23,  1946,  under  sect 
21  of  the  zoning  resolution,  of  Jacob  Lubroth,  applicant, 
behalf  of  Lawrence  J.  McSherry,  owner  (Murray  Co 
lessee),  to  permit  in  a  business  use,  C  area  district,  the  ex 
sion  of  an  existing  building,  using  more  than  the  area  1 
mined;  premises  56-36  Myrtle  avenue,  south  side,  175  it. 
of  Cornelia  street  (Block  3560,  Lot  27),  Ridgewood,  Boro 
of  Queens. 


189-46-A — 240-246  Furman  street,  west  side, ,  210  ft  4  in 
lorth  of  Montague  street  (Building  51),  (Block  197,  p. 
f  Lot  1),  Borough  of  Brooklyn 


6_47_A— 136-166  Marshall  street,  entire  block  bounded 
,y  Marshall  street.  Hudson  avenue,  ohn  and  Gold  streets 
Block  12,  Lot  1),  Borough  of  Brooklyn. 


650-46-BZ— Application,  August  27,  1946  under  sec 

7c  of  the  zoning  resolution,  of  J.  G.  L.  Molloy, 
behalf  of  Sylvia  Rosenberg  Caruth,  owner  (Max  E  Kiv 
lessee)  to  permit  in  a  residence  use  district,  the  chang 
occupancy  from  boys’  home  (previously  granted  by 
Board)  to  boys’  home,  children  s  day  camp  and  nur 
school!’ premises  99-107  (known  as  101)  Beach  34th  si 
and  34-02  Sprayview  avenue,  northwest  corner  (clock 
Lot  102),  Edgemere,  Borough  of  Queens. 


8-47-A — 457-479  Driggs  avenue, 

0th  to  North  11th  streets  (Block  2299,  Lots  1  5  inclusive;, 
Torough  of  Brooklyn. 


651-46-A— 99-107  (known  as  101)  Beach  34th  street 
34-02  Sprayview  avenue,  northwest  corner  (clock  Jit, 
102),  Edgemere,  Borough  of  Queens. 


7  47  A— 230  Park  avenue,  southwest  corner  of  East  46th 
treet  (1st  floor)  ;  (Block  1300,  Lot  1),  Borough  of  Man- 
iattan. 


78-46-SA — Honey  wood  Gun  Type  Pressure  Atomizing 

burner.  . 

HARRIS  H.  MURDOCK,  Chairman. 


982-39-BZ — Application  of  Julius  Eckmann,  applican 
behalf  of  Chapmald  Realty  Corp.,  owner,  reopened  Ocl 
22  1946  under  sections  7h  and  21  of  the  zoning  reso  u 
to’permit  in  a  residence  use  district,  the  parking  and  s.c 
of  more  than  five  (5)  motor  vehicles ;  premises  4<X 
West  55th  street,  south  side,  100  ft.  west  ot  Mil i  av 
(Block  1064,  Lots  37,  39,  40,  41,  42  and  141),  Bor 
of  Manhattan. 


FEBRUARY  4,  1947,  2  P.  M. 


NOTIGE  is  H- EREBY  G,' VEN  of ^PuWc.^armg 

Su  Vi umcipal  Building,  Manhattan,  on  the  following  mat¬ 

ters  : 


476-46-BZ— Application,  June  26,  1946,  under  sectioi 
and  21  of  the  zoning  resolution,  of  David  W  einberg 
plicant,  on  behalf  of  Christian  L.  Bache  owner,  to  p 
in  a  residence  use  district,  the  parking  and  storage  of 
than  five  (5)  motor  vehicles,  for  a  period  ot  two  (a)  y 
premises  154-51  to  154-6,  101st  street,  and  101-02  to 
South  Conduit  avenue,  southeast  corner  (Block  11; >».. 
23),  Jamaica,  Borough  of  Queens. 
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D18-46-BZ  Application,  November  26,  1946,  under  sec- 
ions  7c  and  21  of  the  zoning  resolution,  of  John  P. 
McGrath,  applicant,  on  behalf  of  Harhaven  Corp.,  owner,  to 
>ernnt  in  a  residence  use,  C  area  district,  the  extension  of 
existing  garage  for  more  than  five  (5)  motor  vehicles  and 
notor  \  chicle  repair  shop,  using  more  than  the  area  per- 
nitted;  premises  98-15  Jamaica  avenue,  north  side  88  24 
t.  east  of  98th  street  (Block  9177,  Lot  95),  Woodhaven 
lorough  of  Queens. 

)60-46-BZ — Application,  December  6,  1946,  under  sec- 
ion  7e  of  the  zoning  resolution,  of  Paul  Friedman,  appli- 
-ant,  on  behalf  of  Ella  C.raulich,  owner  (Fleet  Arc  Welding 
Service,  lessee),  to  permit  in  a  business  use  district,  the 
-hange  in  occupancy  from  garage  for  five  (5)  cars  to 
'elding  shop,  lor  a  period  ot  five  (5)  years;  premises 
0-12  51st  avenue,  south  side,  75.08  ft.  east  of  70th  street 
.  Block  2459,  part  of  Lot  6),  Woodside,  Borough  of  Queens. 

'61-46-BZ— Application,  December  6,  1946,  under  sec- 
ions  7a  and  7c  of  the  zoning  resolution,  of  Paul  Friedman, 
tpplicant,  on  behalf  of  Leah  Schuster,  owner,  to  permit 
n  a  business  use  district,  the  erection  and  maintenance  of 
,n  office  and  sheds,  to  be  used  in  conjunction  with  the 
xisting  use  ol  sale  and  storage  of  building  materials  and 
•lumbing  supplies ;  premises  2926-2948  Avenue  X,  3695-3705 
Jostrand  avenue,  southeast  corner  and  2402-2412  Haring 
treet  (Block  7422L,  Lots  2  and  7),  Borough  of  Brooklyn. 

91-46-BZ  Application,  December  12,  1946,  under  sec- 
ion  21  of  the  zoning  resolution,  of  Andrew  DiCamillo,  ap- 
licant,  on  behalf  of  Solomon  Uslianer,  owner,  to  permit 
i  a  residence  use,  D-l  area  district,  the  erection  of  a  two 
ar  garage  without  the  required  rear  yard;  premises  2183 
.ast  28th  street  and  2801-2811  Avenue  V,  northeast  corner 
Block  7361,  Lot  58),  Borough  of  Brooklyn. 

319-46-BZ — Application,  December  16,  1946,  under  sec- 
on  /e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  appli- 
mt.  on  behalf  of  Morris  Kurtzberg,  owner,  to  permit  in  a 
:s!dence  use  district,  a  wet  wash  laundry,  for  a  term  of 
ve  (5)  years;  premises  223  Schenectady  avenue,  east  side 
20  it.  3/j  in.  north  of  St.  Johns  place  (Block  1378,  Lot  7)! 
jorough  of  Brooklyn. 

328-46- BZ  Application,  December  18,  1946,  under  sec- 
ons  /c  and  7 i  of  the  zoning  resolution,  of  Charles  M 
pindler,  applicant,  on  behalf  of  Edwin  E.  Pukies,  owner, 
r)  pei  mil  in  a  business  use  district,  the  change  of  occupancy 
om  an  automobile  showroom  and  gasoline  service  station, 

)  a  motor  vehicle  repair  shop,  lubritorium,  auto  washing 
-id  gasoline  service  station;  premises  119-33  to  119-47 
pringfield  boulevard,  east  side,  111.61  ft.  north  of  120th 
.enue  (Block  12775,  Lot  1),  Springfield,  Borough  of 
ueens. 


186-46-BZ— Application,  December  30,  1946,  under  sec- 
on  /c  ot  the  zoning  resolution,  of  Leonard  A.  Swarthe 
>phcant,  on  behalf  of  David  Kaye  and  Nathan  Miller,’ 
•vners,  to  permit  in  a  residence  use  district,  the  change 
occupancy  from  garage  for  more  than  five  (5)  motor 
•nicies  (previously  granted  by  the  Board)  to  factory  use; 
•onuses  2333- 2345  Waterbury  avenue,  north  side,  291  56  ft 
st  ot  Havemeyer  avenue  (Block  3833,  Lots  70  and  74), 
orough  of  The  Bronx. 


9-46-BZ  Application,  October  18,  1946,  under  sec- 
7e  ot  the  zoning  resolution,  of  Alfred  Lehnert,  appli- 
nt  and  lessee,  on  behalf  of  Edwin  Gould  Foundation  for 
uldren,  owner,  to  permit  in  a  residence  use  district,  il- 
nnnated  signs  to  replace  three  (3)  existing  non-illuminated 
tns,  premises  2300  Eastchester  road,  northeast  corner  of 
stor  avenue  (Block  4393,  Lot  1),  Borough  of  The  Bronx. 


5-46-SA — Coleman  wi 
y-20  gallons  capacity;  xiouei  1 
d  Model  164 — 45  gallons  capacitj 


Oil  F'ired  Water  Heater,  M 
Model  163 — 30  gallons  cap 


5-46-SA— Purr-feet  Oil  Burner,  Models  X,  Y  and 
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1026-46-SA — Calculator  (Automatic  Home 
Unit). 

7,73;,46-SM— Duffcon  Light  Weight  Precast 
2>4  Channel  Type  Roof  Slabs. 

HARRIS  H.  MURDOCK, 


Disposal 

Concrete 

Chairman. 


FEBRUARY  11,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
mn  u  afternoon,  February  11,  1947,  at  2  o’clock  in  Room 
ulo,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

57-47-A  62  Montrose  avenue,  south  side,  150  ft  east  of 
Lo rimer  street  (Block  3059,  Lot  13),  Borough  of  Brooklyn. 

883-46-A-— 96  Bowery,  west  side,  74  ft.  8  in.  north  of  Hester 
street  (5th  floor)  ;  (Block  239,  Lot  35),  Borough  of  Man¬ 
hattan. 

2-46- A  28-34  East  60th  street,  south  side,  140  ft.  west 
of  lark  avenue  (Block  1374,  Lot  43),  Borough  of  Man¬ 
hattan. 

7;47-A— 131"137  Emerson  place,  east  side,  100  ft.  south 
/m  irtiLoVe,nue  a„nd  202-208  Classon  avenue  (1st  floor)  ; 
(Block  1909,  Lot  15),  Borough  of  Brooklyn. 

14-47- A— 29  West  15th  street,  north  side,  495  ft.  east  of 
6th  avenue  (Block  817,  Lot  25),  Borough  of  Manhattan. 

782  42  A  2240  32nd  street  (Block  679,  part  of  Lot  1); 
912,-9301  3rd  avenue,  43-113  35th  street,  38-118  34th  street’ 
and  581-599  2nd  avenue  (Bush  Buildings  5  and  6)  ;  (Block 
687  Lot  1)  ;  932-944  3rd  avenue,  201-271  36th  street,  46-114 
3ath  street  and  607-619  2nd  avenue  (Bush  Buildings  3 
and  4);  (Block  691.  Lot  1);  621-639  2nd  avenue,  201-271 
•’(J,  s,'T5^r  202-272  06th  street  (Bush  Buildings  1  and  2)  ; 
(Block  695,  Lot  1)  ;  3902-3924  2nd  avenue  and  132-184  39th 
street  (Bush  Building  19)  ;  (Block  706,  Lot  1)  ;  52-76  39th 

9neet^SU^?^ldmg  24  and  Train  Shed>  >’  (Block  706,  Lot 
V>  ’  j9o°A'39,2llst,  avenue<  76-94  29th  street  (Bush  Buildings 
7“  and  lock  706,  Lot  24)  ;  3924-4024  1st  avenue  (Bush 

(Block  710’  Lot  V’  4002-4024  2nd  avenue, 
l15/  Street  (Bush  BuildinS  20)  ;  (Block  711,  Lot  1)  ; 
-nn'?95  3rd  aven“e’  l7~"  33rd  strect-  88-100  32nd  street  and 
399  2"d  ayenue  (Bush  Buildings  9  and  10)  ;  (Block  679,  Lot 
892-910  3rd  avenue,  37-117  34th  street,  18-100  33rd  street 
and  561-579  2nd  avenue  (Bush  Buildings  7  and  8)  ;  (Block 
.fy'  Eol,  !)  lO!-!27  41st  street  (Bush  Warehouses  18  and 

19)  ;  (Block  / 11,  Lot  1)  ;  and  541  2nd  avenue,  and  18-38  32nd 
street  (Bush  Power  House)  ;  (Block  679,  Lot  1),  Borough 
of  Brooklyn  (reopened  January  7,  1947). 

£H)6-42-A— Foot  of  49th  street  and  50th  street  (Bush 
Buildings  57  and  58);  (Block  725,  Lot  1);  4814-4824  2nd 
avenue,  101-183  49th  street  and  4813-4823  1st  avenue  (Bush 
Buddings  93-103);  (Block  771,  Lot  1)  ;  Foot  of  46th  street 
(Bush  Buildings  45-50)  ;  (Block  725,  Lot  1)  ;  4722-4724  2nd 
avenue,  103-183  48th  street  (Bush  Freight  House)  ;  (Block 
702,  Lot  1)  :  101-183  47th  street,  4402-4624  2nd  avenue,  102- 
Jf^th,st/eet  a"d  U°l-4623  1st  avenue  (Bush  Buildings 
23-o8  and  63-94)  ;  (Block  72a,  Lot  1)  ;  Foot  of  44th  street 
(Bush  Buildings  39-44)  ;  (Block  725,  Lot  1)  ;  West  side  of 
1st  avenue  326  ft.  and  70  ft.  south  of  43rd  street  (Pump 
House)  ;  (Block  72a,  Lot  1)  ;  4302-4324  1st  avenue,  76-100 
43rd  street  (Round  House  and  Garage)  ;  (Block  725  I  ot  1 )  • 

i\°0t7°9n4^h  ?treet  (B/U4h  BuiIdings  51-56)  ;  (Block  725,  Lot 
!  7-29  43rd  street  (Bush  Unit  C)  :  (Block  720,  Lot  1)  ; 

(Bush  Warehouses  20-22)  ;  (Block  720.  Lot 
1);  4101-4111  1st  avenue.  102-112  41st  street  (Bush  Ware- 
house  1-A);  (Block  716,  Lot  1);  7-23  42nd  street,  4102- 

4  ,  1?t  ave!lue  (Bush  Unit  B>  ;  (Clock  715,  Lot  1)  ;  North 

side  of  42nd  street.  296  ft.  5  in  west  of  1st  avenue  (Bush 
UtVlA)’  (B  ock  71 5,  Lot  1);  360  ft.  west  of  1st  avenue 
and  26  ft.  north  of  41st  street  (Bush  Power  House)  ;  (Block 
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710  Lot  16)  •  and  4902-4924  2nd  avenue,  101-184  50th  street, 

103- 184  49th  street  and  4901-4923  1st  avenue  (Bush  Buildings 

104- 117);  (Block  780,  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  January  7,  1947). 


46-47-A— 91-99  Columbia  Heights  and  1-9  Orange  street, 
northeast  corner  (Block  219,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


unrestricted  use,  C  area  district,  the  erection  of  an  extension 
lor  garage  for  more  than  five  (5)  motor  vehicles,  motor 
vehicle  repair  shop,  wheel  alignment  and  brake  tesjmg,  using 
more  than  the  permitted  area;  premises  2412-2414  kmirctt 
avenue,  south  side,  71  ft.  east  of  Bedford  avenue  (Block  ?104, 
Lot  15),  Borough  of  Brooklyn. 


283-42-BZ — Application  of  Walter  I.  Lansing,  applicant 

and  lessee,  on  behalf  of  Hortense  G.  Badman,  owner,  re¬ 
opened  .  December  17, ;  la  under 


FEBRUARY  18,  1947,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ters : 


resolution,  to  permit  in  a  residence  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles ;  premies 
2?7-228  East  34th  street,  south  side,  24/  ft.  2  in.  west  ol  -nd 
avenue  (Block  914,  Lots  46,  47,  48  and  49),  Borough  of 
Manhattan. 


612-45-BZ— Application  of  Sidney  L.  Btrauss  applicant, 
on  behalf  of  Henry  I.  Pfistner,  owner,  reopened  October  2), 
1946  under  section  7f  of  the  zoning  resolution,  to  Per™tin 
a  residence  and  business  district,  the  erection  and  mainte 
nance  of  a  gasoline  service  station,  auto  ®hojvrooin  and 
narts  department;  premises  94-15  to  94-23  Northern  home 
vard  32-45  to  32-61  [unction  boulevard,  northeast  corner  and 
32-44  to  32-60  95th  street,  northwest  corner  ot  Northern 
boulevard  (Block  1424,  Lots  32  and  33),  Corona,  Borough 
of  Queens. 


597-46-BZ— Application,  August  19  1946,  under  section 

7c  of  the  zoning  resolution,  of  Irving  kirshenbht,  applicant, 
on  behalf  of  Manuel  S.  Hacker,  owner,  to  permit  in  a 
residence  use  district,  the  change,  m  occupancy  from 
garage  to  a  printing  shop,  for  a  period  of  ten  (1°)  years 
Premises  515  Greene  avenue,  north  side,  200  ft.  east  of 
Kand  avenue  (Block  1794,  Lot  81),  Borough  ol 
Brooklyn. 


179-37-BZ— Application  of  Charles  M.  Spindler,  appli¬ 
cant  on  behalf  of  New  Method  Service  Co.,  Inc.,  ownei, 
reopened  January  28,  1947,  for  consideration 
of  resolution  to  permit  the  installation  ot  additional  drj 
cleaning  equipment— Application,  previously  granted  on  con¬ 
dition  under  section  21  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  the  operation  ot  a  clothes-deanmg 
unit  as  an  accessory  use  to  the  laundry  business  conducted 
therein  (erection  and  maintenance  ot  a  garage  tor  more  than 
five  5)  motor  vehicles  previously  granted  by  the  Board) 
premises  461  Bav  street,  east  side.  434.23  ft.  north  of  Wave 
street  (Block  488,  Lot  18),  Stapleton,  Borough  of  Richmond. 


267-16-BZ— Application  of  Cole,  Madsen  and  Millies,  ap¬ 
plicants  on  behalf  of  Robert  A.  Cornell,  owner,  reopened 
December  17,  1946,  under  section  21  of  the  zoning  lesolution, 
to  permit  in  a  residence  and  business- 1  use,  D  and  E  area 
district,  the  alteration  to  existing  motor  veh,clfsJe}^^  ®h°^ 
using  more  than  the  area  permitted  ;  premises  Richmond 
avenue  northwest  corner  of  Burden  avenue  (Block  1101, 
Lots  62,  67  and  69),  Port  Richmond,  Borough  of  Richmond. 

626-19-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Gaetano  Abbatemarco,  owner,  reopened 
October  1  1946.  under  section  7e  of  the  zoning  resolution* 

to  permit  in  a  business  use  district,  the  change  m  occupancy 
fronCpubhc  garage  for  more  than  five  (5)  motor  vehrdes 
10  a  public  garage  tor  more  than  five  (?)  motor  vehicles, 
motor  vehicle  repair  shop  in  cellar,  waste  paper  and  rag 
packing  sorting  and  storing  on  first  floor,  tor  a  period  ot 
packing,  .  8  premises  253-257  4th  avenue  and  5?6-?64 

Carroll  street,  southeast  corner  (Block  961,  Lot  3),  Borough 
of  Brooklyn. 


608-46-BZ — Application,  August  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Max  Hirscli,  applicant,  on 
behalf  of  Edith  and  Sarah  Himmelbaum,  owners,  to  permit 
in  a  residence  use  district,  the  change  m  occupancy  from 
blacksmith  shop  to  factory  ( m anu t t u 1 
of  Bristlex  brushes);  premises  227-231  M'ller  a\ tnue,  ea. 
side,  100  ft.  north  of  Liberty  avenue  (Block  34)1,  Lot  1), 

772-46-BZ— Application,  October  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Emil  Koeppel.  applicant,  on 
behalf  of  City  of  New  York,  owner  (Oscar  Siegel,  lessee), 
to  permit  in  a  residence  use  district,  golf  driving  course  and 
office  in  conjunction  with  golf  driving  course;  premises 
Southeast  corner  of  Ocean  parkway  and  t  ircumterential 
parkway  (Blocks  7240.  7241  and  7261,  part  of  Lot  47), 
Borough  of  Brooklyn. 

821-46-BZ — Application,  October  28,  1946,  under  section.- 
7c  7i  and  7 A  of  the  zoning  resolution,  ot  Harry  Silverman 
applicant,  on  behalf  of  Airport  Motors  Inc  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  ot< 
building  to  be  used  as  an  automobile  showroom  motor  vcluck 
repair  shop  and  storage  garage  for  more  than  five  (?)  uiotoi 
vehicles  and  to  permit  entrances  exceeding  3  ieet  6  jnene. 
bevond  a  distance  of  twenty-five  (25)  feet  trom  the  residency 
use  district :  premises  78-11  to  78-19  Northern  boulevard  am 
U-62  to  32-70  79th  street,  northwest  corner  (Block  ll/-t 
Lot  35),  Jackson  Heights,  Borough  of  Queens. 


645-46- A — 253-257  4th  avenue  and  5 >56-5 64  Carr. oil  street, 
southeast  corner  (cellar  and  1st  floor)  ;  (Block  961,  Lot  3), 
Borough  of  Brooklyn. 


392-21-BZ — Application  of  Lama  and  Proskauei,  appli 
CHnts  on  behalf  of  Joseph  Gold,  owner,  reopened  July  9 
1946  '  under  section  7c  of  the  zoning  resolution,  to  permit 
in  a ’business  use  district,  the  reconstruction  and  extension  o 
•m  existing  gasoline  service  station;  premises  1-10  l-i( 
\ [ v rtle  avenue  and  75-83  Suydam  street,,  southwest  corner 
(Block  3205,  Lots  25  and  26),  Borough  ot  Brooklyn. 


1030-46-BZ- Application,  December  10,  1946  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  ol  Lama  and 
PrafcuB “applicants,  on  behalf  of  Harry  Passaro,  owner 
(Passaro  Brothers,  lessees),  to  permit  in  a  business  and  an 


950-46-BZ— Application,  December  4,  1946,  under  sectioi 
7e  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant,  o 
behalf  of  Frances  Reader,  owner  (Greenberg  and  kin* 
lessees),  to  permit  in  a  residence  use  district,  avvet  was 
laundry,  for  a  term  of  five  (5)  years;  premises  163  St  Ann 
avenue,  west  side,  100  ft.  north  ot  East  135th  street  (Bloc 
2263,  Lot  42),  Borough  of  The  Bronx. 

979-46-BZ — Application,  December  2,  1946,  under  sectio 
7c  of  the  zoning  resolution,  of  Norman  Lederer,  apphean 
on  behalf  of  T.  L.  and  L.  Corporation,  owner,  to  permit  i 
a  residence  and  restricted  retail  use  district,  the  extension.  < 
existing  building  into  the  residence  use  district;  premise 
5  Greenwich  avenue,  south  side  Christopher  street,  34 
ft.  west  of  Greenwich  avenue  (Block  593,  Lot  13),  Bo 
ough  of  Manhattan. 

70-47-BZ— Application,  January  24,  1947,  under  sectu 
7e  of  the  zoning  resolution,  of  . Airborne  Instruments  Labor 
tory  Inc ,  applicant,  on  behalf  of  Board  of  Education,  Ci 
of  'New  York,  owner  (Dept,  of  Marine  and  Aviation,  U 
of  New  York,  lessee),  to  permit  in  a  residence  use  distri 
the  installation  of  a  radar  station,  to  be  used  in  conjuncti 
with  LaGuardia  Airport,  for  a  term  of  two  (2)  years;  prei 
;ses  144-91  Gravett  road,  north  side,  843  ft.  east  of  Me 
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street  (l)lock  6507,  part  of  Lot  1),  Flushing,  Borough  of 
Queens. 

237-46- A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement):  (Block  41 
Lot  19),  Borough  of  Manlia'tan. 

367-46-A — 119-121  5th  avenue  and  i-5  Last  lvth  atioei 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46- A — 1  Park  avenue,  northeast  corner  of  East  J2iid 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  ot  Manhattan. 

943-46-A— 706  West  181st  street,  and  4251-4259  Broad¬ 
way,  southwest  corner  (Block  2176,  Lot  133),  Borough  of 
Manhattan. 

1045-46-A — 33-18  57th  street,  west  side,  120  ft.  south  of 
Northern  boulevard  (Block  1180,  Lot  35),  Woodside,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  18,  1947,  2  P.  M. 

;  NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
I  ues day  afternoon ,  February  18,  1947,  at  2  o’clock  in  Room 


1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 

893-46-A— 50  Church  street,  west  side,  block  bounded  by 
Uiurch  rulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
1);  (Hudson  Terminal,  Building  B),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  25,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
l  uesday  morning,  February  25,  1947,  at  10  o’clock  in  Room 
IU13,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

527-46-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Theodore  Imbiow,  owner,  reopened  and 
it  stored  to  the  calendar  January  28,  1947  (previously  with¬ 
drawn)— re  Application,  under  sections  7i  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  an 
automobile  repair  shop;  premises  169-189  East  98th  street 
east  side,  50  ft.  north  of  Dumont  avenue  (Block  3549  Lot  2)’ 
borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  28,  1947. 

1  resent .  Chairman  Murdock,  Commissioners  Savage  and 
•Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
i  uesda>  morning  and  luesdav  afternoon,  January  21  1947 
'were  approved  as  printed  in  Bulletin  3,  Volume  32. 


ZONING  APPLICATIONS 

512-45-BZ 

APPLICANT— Sidney  L.  Strauss,  for  Henry  J.  Pfistner, 
owner. 

SUBJECT— Application  reopened  October  29,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  auto  showroom 
and  parts  department. 

PREMISES  AFFECTED — 94-15  to  94-23  Northern  boule¬ 
vard,  32-45  to  32-61  Junction  boulevard,  northeast 
corner  and  32-44  to  32-60  95th  street,  northwest 
corner  of  Northern  boulevard  (Block  1424,  Lots  32 
and  33),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss, 
hor  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OP  BOARD— Laid  over  to  February  18,  1947  at 
10  A.  M. ;  for  further  consideration,  applicant  to 

me  revised  plans. 


851-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Guarantee  Title 
and  Mortgage  Co.,  owner. 

SUBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
nnrifTo^r^’  ^or  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 883-  (877  displayed)  Blake 
avenue,  north  side,  25  ft.  west  of  Jerome  street 

APPEARANCES—  ^  46)’  B°rOUgh  o£  Brooklyn- 
For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
,  „  Housing  and  Buildings. 

Tur  ^ATr  BOARD— Application  withdrawn. 

1HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputv  Chief  Guinee!  4 
Negative:  .  q 


886-46-BZ 

^  LICANT  Kitzlcr  and  Nurick,  for  Robert  Savino, 

CTTDic^ner  £Leo  ?ach  and.  Robert  Savino,  lessees). 
SUBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 565  5th  avenue,  east  side,  81  ft 
5  in.  south  of  16th  street  (Block  1048,  Lot  6) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD— Application  withdrawn. 

THF  VOTE  TO  WITHDRAW —  .  . 

1H  ^  Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  duel  Guinee.  ^ 
Negative:  . 


931-46-BZ 


APPLICANT— William  R.  Shirley,  for  Max  Rubin,  owner. 

SUBTECT _ Application  (decision  of  the  borough  super- 

SLBJE  intendenPt)  under  section  7e  of  the  zoning  resoluUon 
to  permit  in  a  business  use  district,  a  wet 
laundrv  for  a  term  of  five  (5)  years.  . 

PREMISES  AFFECTED  61-04  Myrtle  avenue  south  sMc, 
20  ft.  east  of  61st  street  (Block  3592,  Lot  i), 
Glendale,  Borough  of  Queens. 

APPEARANCES—  _  c,  .  . 

For  Applicant:  William  R.  Shirley. 

1%  Samuel  L.  Becker,  Dep't  of 

Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW —  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . 


SUBTECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  of  gasoline  service  station  and  stores  to 
gasoline  service  station,  stores  and  wet  wasi.l 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1601-1611  Mott  avenue  and 
1806-1818  Cornaga  avenue,  northwest  corner  (mock 
48,  Lot  34),  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None.  •,  r 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE  TO  DISMISS —  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  j 


953-46-BZ  ,  ,  „  ^  , 

APPLICANT— Charles  M.  Spindler,  for  Joseph  B.  Cohen, 
owner  (David  Satlin,  lessee). 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  was 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 476-480  Howard  avenue,  west 
side  42  ft!  7-1/6  in.  south  of  Howard  avenue 
(Block  1466,  Lot  38),  Borough  of  Brooklyn. 

APPEARANCES—  ,  „ 

For  Applicant:  Joseph  Haus. 

For  Opposition:  None.  r 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Comnnssionei s 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . 


244-28-BZ  .  ‘  i  c 

APPLICANT— William  R.  Bayes,  for  Kings  Highway  Sav¬ 
ings  Bank,  owner. 

SUBTECT — Application  reopened  December  1U,  D40— 

Application  (decision  of  the  borough  superintend¬ 
ent)  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use,  C  area  dis¬ 
trict  the  extension  of  present  building  (previously 
granted  by  the  Board)  using  more  than  the  area 

PRF.MI SES*  AFFECTED — 1 602- 1606  Kings  Highway  and 
1659-1671'  East  16th  street,  southeast  corner  (nlock 
6779,  Lots  53  and  57),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  K.  Bayes. 

For  Opposition:  Harry  Lipman.  Ji 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . 


1021-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  V  ilro  Realty  Lorp., 
owner  (Kwikwash  Inc.,  lessee). 

SUBTECT— Application  (decision  of  the  borough  super- 
intended)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED  79-87  Avenue  C  and  654  East 
6th  street,  southwest  corner  (Block  388,  i-ot  oat, 
Borough  of  Manhattan. 

appearances— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  None.  .  f 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW —  .  . 

Affirmative:  Chairman  Murdock,  Coinmissionei s 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . 


852-46-BZ  ^  , 

APPLICANT— William  J.  Burke,  for  Peter  Tessler,  owner 
/"RVpH  A  Post,  lessee). 


THE  RESOLUTION  (244-28-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  extending 
from  a  business  use  district,  the  erection 
of  a  business  building,  affecting  premises  1602-  004 kings 
Highway,  southeast  corner  of  East  16th  street  (Block  6779, 
Lot  53)',  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  October  2,  1928,  on  certain  conditions;  and 

Whereas,  William  R.  Bayes  for  Kings  Highway  Savings 
Bank,  owner,  requested  reopening  of  this  application  an 
consideration  under  section  21  of  the  zomng  resolution,  to 
permit  in  a  residence  and  business,  C  area  district, 
extension  of  present  building  (previously  granted  by  th 
Board)  using  more  than  the  permitted  area,  affecting ^pi an 
1P02-1606  Kings  Highway  and  16a9  to  16/1  Rast  lot 
street,  southeast  corner  (Block  6779,  lots  53  and  c/),  Bor¬ 
ough  of  Brooklyn;  and  *  .i  Tireird 

Whereas,  this  case  was  reopened  by  note  of  the  Board 

on  December  10,  1946,  subject  to  the  usual  procedure;  and 
Whereas,  the  public  hearing  was  held  on  this  applica 
tion  by  the  Board  of  Standards  and  Appeals  at  Rs  reguja 
meeting,  January  28,  1947,  after  due  notice  by  publicatior 

"Nw^EREA^’ffie^district  maps  accompanying  the  zoninj 
resolution  show  that  Kings  Highway  is  m  a  business  us 
C  area  and  Class  P/4  height  district ;  East  16th  street  is 
residence  and  business  use,  C  area  and  Class  1  Ya  height  dis 

lr  Whereas,  the  decision  of  the  borough  superintends 
dated  October  7,  1946  re  amendment  to  Apphc.  3732-«K 
reads : 
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"1.  Proposed  extension  in  a  ‘C  area  district  to 
occupy  more  than  00%  of  the  vacant  portion  of  the  lot 
•s  contrary  to  Art.  IV,  Sec.  13  of  the  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  49  ft.,  1  in.  frontage  by  104  ft.  Sl/2  in.  in  depth 
1  (irregular)  on  which  are  located  two  buildings,  on  existing 
'  bank  building  29  ft.  1  in.  front  by  104  ft.  5 l/2  in.  deep 
i  (irregular)  two  stories  and  mezzanine,  33  ft.  8  in.  in  height, 
of  Class  1  construction  and  a  3-story  building  presently 
occupied  as  store  and  two-family  dwelling;  that  it  is  pro¬ 
posed  to  alter  the  20  toot  building  adjoining  the  bank  on 
lot  57  by  connecting  it  to  the  bank,  removing  separating  walls 
and  the  rear  wall  of  building  on  lot  37  at  the  2nd  and  3rd 
Moors  and  extending  the  2nd  and  3rd  floors  to  the  full  depth 
of  the  lot;  and 

Whereas,  the  applicant  contends  that  an  increase  in  the 
bank’s  business  makes  it  necessary  to  expand  its  plant; 
that  the  proposed  alteration  will  provide  the  needed  space; 
that  the  physical  condition  is  unique  in  that  the  space  to  be 
occupied  by  proposed  extension  on  the  2nd  and  3rd  floors  is 
in  the  nature  of  an  unneeded  air  shaft;  that  the  proposed 
extension  will  not  adversely  affect  any  other  property  in 
•the  area;  that  strict  compliance  with  the  area  requirements 
would  benefit  no  one  but  would  be  a  hardship  upon  the  bank 
by  preventing  the  reasonable  use  of  the  premises  as  pro¬ 
posed;  that  the  zoning  of  the  premises  has  not  been  changed 
since  March  31,  1937  and  no  changes  are  contemplated  by 
the  City  Planning  Commission;  that  Certificate  of  Occu¬ 
pancy  #104725  was  issued  March  11,  1942  on  premises 
[1602-1604  Kings  Highway  for  use  as  a  bank  (granted  bv 
the  Board  on  October  2,  1928)  and  Certificate  of  Occupancy 
#72317  was  issued  November  9,  1933  on  1606  Kings  High¬ 
way  for  use  as  follows  :  Cellar,  ordinary ;  basement — vacant ; 
1st  floor,  store;  2nd  floor,  one  family;  3rd  floor,  one  family; 
hat  in  view  of  the  foregoing  it  is  respectfully  requested 
hat  the  application  be  granted,  subject  to  such  conditions 
ts  the  Board  may  deem  necessary ; 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
pant  iated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
>n  the  grounds  of  practical  difficulty  and  unnecessary 
tardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
tereby  moke  a  variation  in  the  application  of  the  area  district 
requirements  of  the  zoning  resolution,  and  that  the  applica- 
ion  be  and  it  hereby  is  granted  under  section  21  of  the  zon¬ 
ing  resolution,  to  permit  the  extension  in  area  as  proposed 
md  a-^  indicated  on  plans  filed  with  this  application,  marked 
‘Received  November  4,  1946”,  six  sheets,  on  condition  that 
.he  building  shall  not  be  increased  further  in  height;  that 
his  variance  is  granted  only  so  long  as  the  proposed  exten- 
i ion  is  used  as  a  portion  of  the  bank  on  the  adjoining  lot  53 ; 
(hat  the  facade  of  the  proposed  building  shall  be  made  to 
onform  with  the  architectural  design  of  the  present  bank 
tmilding;  that  in  all  other  respects  the  building  shall  comply 
vith  all  laws,  rules  and  regulations  applicable  thereto;  that 
11  permits  shall  be  obtained  and  all  work  completed  within 
}iie  (1)  year  from  the  date  of  this  resolution. 


1-32-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  J. 
Murphy,  Treasurer  of  Joseph  P.  Day,  Inc.  as 
owner. 

pUBJECT — Application  reopened  July  23,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and 
maintenance,  of  a  gasoline  service  station. 

•’REMTSES  AFFECTED — 64-70  Neptune  avenue,  and 
2-10  Brighton  11th  street,  southwest  corner  (Block 
7516,  Lot  2371),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  Paul  Wolfe  and 
A.  Abramowitz. 

For  Opposition:  Walter  Gottlieb,  Bernard  Sind- 
man. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

THL^OTI'7  ® O ARD — Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 

THE  RESOLUTION  (61-32-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  64-70  Neptune  avenue,  southwest  corner  of  Hoff 
street  (Block  7516,  Lot  2371),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  Maj'  13,  1932,  on  certain  conditions; 
and 

Whereas,  extensions  of  time,  to  obtain  permits  and  com¬ 
plete  the  work,  have  been  granted  by  the  Board,  the  last 
such  action  being  on  March  28,  1939;  and 

\V  here  as,  a  subsequent  request  for  extension  of  time  to 
obtain  permits  and  complete  the  work  was  dismissed  for 
lack  of  prosecution  on  January  24.  1943 ;  and 

\\  hereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  premises  64 
to  70  Neptune  avenue  and  2-10  Brighton  11th  street,  south¬ 
west  corner  (Block  7516,  Lot  2371),  Borough  of  Brooklyn; 
and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  23,  1946,  subject  to  the  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  28,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Neptune  avenue  is  in  a  business  use, 
C  area  and  class  1  height  district;  Brighton  11th  street  is 
in  residence  and  business  use,  C  area  and  class  1  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  17,  1946  on  N.B.  Applic.  506-46  reads: 

“l.  Gasoline  service  station,  lubritorium,  auto  laundry 
and  office  is  contrary  to  sect.  4,  Art.  II  of  Zone  Resolu¬ 
tion  for  Business  Zone.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  79  ft.  6%  in.  frontage  by  64  ft.  in.  in  depth 
(irregular)  presently  vacant;  that  it  is  proposed  to  erect  a 
building  62  ft.  front  by  28  ft.  in  depth,  1  story,  13  ft.  in 
height,  of  class  3  construction,  with  lubritorium,  auto  laun¬ 
dry,  office  and  boiler  room ;  that  it  is  proposed  to  install 
six  (6)  550  gallon  gasoline  storage  tanks  and  two  pump 
islands ;  and 

Whereas,  the  applicant  contends  that  the  owners  propose 
to  construct  on  this  site  a  modern  gasoline  service  station ; 
that  the  site  abuts  a  public  garage  to  the  south  which  is 
100  ft.  by  200  ft.  in  depth;  that  to  the  west,  in  block  7516, 
lot  2192,  there  is  also  a  large  public  garage  with  gasoline 
alcove  occupying  the  entire  area  of  the  lot  constructed  prior 
to  present  zoning;  that  to  the  west  the  site  abuts  the 
Brighton  line  overpass;  that  this  site  was  the  subject  of  a 
previous  case,  Cal.  61-32-BZ  which  the  Board  granted  under 
section  21  but  which  expired  by  time  limitation ;  that 
since  the  granting  of  this  application  conditions  have  not 
materially  changed  in  the  area ;  that  the  property  was  zoned 
as  unrestricted  in  1916  and  was  changed  to  business  October 
10,  1930;  that  the  height  and  area  designations  have  not 
been  changed  since  1916;  that  no  zoning  amendment  pertain¬ 
ing  to  this  property  is  pending  at  the  present  time ;  and 
Whereas,  a  portion  of  the  plot  has  been  condemned  by 
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the  City  for  the  extension  of  Cass  place  and  the  owner  has 
agreed  to  give  the  City  a  deed  for  this  portion  without 
compensation  and  also  has  agreed  to  satisfy  all  outstanc  1  * 

ta  WHEUEAS^'the  premises  and  surrounding  area  were  in- 
enprted  bv  a  Committee  of  the  Board ;  and 
’  wheueas  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  ,  su 
division  f  of  the  zoning  resolution.  . 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe^ 
hereby  make  a  variation  in  the  application  of  the  ^  [  ^ 

S  a  deed  shall  be  given  to  the  city  for  the  portion  of  the 
pim  already  .aken  for  ^“The own™;  “that  the 

arranf  1M7"  thifthf  accessory  building  shall 

S$v‘ ,STL2I«  Aments  of  the  Building  CodeMha 

"’-i  IS 

office  and  accessory  sales ,  that  *e  boi  ^  fireproof 
the  southerly  wall  against  the  ad  orning  S»rag  ,  •  ht- 

SSTi  stenarwfn  which 

w  ffss  o« 

from  the  northwesterly,  corn  j  -  b  cut  siian  not 

intersection  of  Neptune  avenue,  plans-  that  pumps 

exceed  widths  as  indicated  o  ■  street  building 

erected  shall  he  not  nearer  than  10  ft'0^dStb\  accessory 
line ;  that  the  premises  where  not  oc  p  dark 

building  pumps  and  walls  shall  be  concrete  pave* 

coloring  matter  or  paved  w  .  ‘  T,tion  of  Brighton  11th 

avenue,  £ 

&  r?  ^SSaSSitB  s» 

Sed2,^!  ™«og.,o;;  tanks  fcS' and 

to  a  permanent  sign  attached  to  th«  accessory  ^  s}gns 

illuminated  globes  of  the  pump )S»  .  tbe  erection  within 

and  all  temporary  signs,  >u  P  ■  j ocated  where  indi- 

the  building  line  of  two  P°st  standards  1  dominated, 

rated,  for  supporting  a  sign  which  may  ittinff 

advertising  only  the  brand  of  gasohne  on  ^  nc  for  a 

such  Sign  to  be  extended  beyond  the  ‘muau  E  ^  fi 
distance  of  not  more  than  ■  >  ,  as  tbe  bre  commis- 

fighting  appliances  shal  >e  m  >  .  ^  be  obtained  and  all 

sioner  "shall  direct;  that  all  permits ^haHbe  ^  q{  tWs 

work  completed  within  one  (  )  a  untn  the  tax  hens 
resolution;  that  no  work  shall  satisfied;  that  this 

SSoniesha\rTupersea£  in  a!l  respects  the  ^solution 


Board)  to  be  used  as  dry  cleaning  and  finishing  j 

PREMISES1”1  AFFECTED — 42-62  Greenleaf  avenue  and  j 
141-157  Marion  street,  northwest  corner  (Block  _aU 
Lots  66,  69  and  73),  Stapleton,  Borough  of  I 

Richmond. 

APPEARANCES —  Ar  _  .  ,  , 

For  Applicant:  Irving  M.  Femchel. 

For  Opposition :  None.  ~  f 

For  Administration:  Samuel  L..  Becker,  Dept  of  , 
Housing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 

the  vote  to  AMEND  RESOLU  1 ION7-  .  . 

'  Affirmative :  Chairman  Murdock  Conumssumers 
Savage  and  Blum  and  Deputy  Chief  Gurnee.  4 
Negative:  .  ;] 


2A4"  NT-lrving  M  Femclrek 

"(&^^^auuf.^l-e). 

SUBJECT  ypPl.h^’0!?,  the'borolighhulier'intendent)  under 
tion  (decisio  i  ?i  nf  the  zoning  resolution,  to 

sectio.rn.7a  7c  and  21  of  'he^onmg^.^  ^  ^ 

l>ermit  m  a  residence  ®  extension  to  pres- 

ent ‘dry'  cleaning  building  (P-viously  granted  by 


THE  RESOLUTION  (246-44-BZ)  _ 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  manuiacturing  use  (  s 
ami  partly  in  a  residence  use  district,  the  extension  of  an 
existinCT  wet  wash  laundry,  boiler  room  aticl  an  aeecs.  3^ 
motor  vehicle  repair  shop,  affecting  premises  42-62  Oreenleat 
avenue  and  141-157  Marion  street,  northwest  corner  ( Clock 
236,  Lots  66,  69  and  73).  West  Brighton,  Borough ^of  H  cl  - 
mond.  was  granted  by  the  Board  on  July  11,  1944,  on  certain 

C0WH™.«santune  to  obtain  permits  and  complete  the  work 
...aQ  extended  on  luly  17,  1945  j  3.nd 
Whereas  Irving  M.  Fenichel  for  Stapleton  .  erviec 

Laundry  Inc  and  Margreen  Realty  Co.,  Inc.  owners 
(Stapleton  Service  Laundry,  Inc.,  lessee)  requested  reopen- 
incr  of  this  application  and  consideration  under  sections  /a,  /c 
and  %  of  the  zoning  resolution,  to  permit  in  residence  and 
m  nnfactunng  use  Districts,  the  erect^t.  .  .  -  J 

extension  to  present  dry  cleaning  building  to  he  used  as  ary 
cleaning  department  and  finishing  department ,  and 

WHEREAS,  this  case  was  reopened  by  tote  of  the  Board 
on  Aoril  9  1946,  subject  to  usual  procedure;  and 

Whereas  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  28,  1947,  after  due  notice  by  publication 

\\  n  jiu'v" "the ''  district  maps  accompanying  the  zoning 
resolution  show  that  Greenleaf  avenue  and  Mar, on  s,r« 
are  in  residence  and  manufacturing  use,  C  area  and  clas. 

ffif^ou  of  the  borough  superintendent 

dated  March  22,  1946  on  Alt.  Apphc.  31-44  reads: 

“Denied,  in  that  the  plans  do  not  conform  with  provi¬ 
sions  of  Board  of  Standards  &  Appeals  ^ 246-44- 1 
“a  Proposed  extension  is  smaller  than  txtcnsior 

provided  for  in  the  said  resolution.  f 

“h  The  said  resolution  does  not  provide  tor  a 
extension  to  the  dry  cleaning  room  as  now  proposed 
«c  The  proposed  extension  to  the  boiler  room  an 
the  proposed  new  motor  vehicle  repair  shop  arc  n 
included  in  the  plans  now  filed. 

^Whereas  the  applicant  states  that  the  premises  consb 
W  HEREA^  i  if1  b  250  ft.  in  depth  (irregular 

on  which  are  located °se^v«-al  gildings,  used  as  dry-clean.n 
establishment  and  motor  vehicle  repair  shop  accessory  t 
eeS“ng  taldry;  that  it  itt  proposed  to  erect  an  extenstn 

to  the  a1!*!!]1  p  Jmalle^extensi'on1  connecting  new  extensic 

Whereas  the  applicant  contends  that  on  the  basisS 
Art  4  subd  1-3  (b)  of  the  zoning  resolution,  the  apphea 
may  cover  30,48544  ft.  while  the  .total,  area  of  the  etc.su 
buildings  plus  the  proposed  extensions  is  26,346  sq.  ft.,  th 
the.  extensions  proposed  at  this  time  are  equal  m  area 
only  lS  °f  «"  ".ltd  area  of  the  ex, sung  nuprovement 
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hat  estimates  obtained  in  1944  tor  the  proposed  eonstruc- 
ion  of  the  work  covered  by  the  resolution  of  July  11,  1944 
an  to  approximately  $45,000  ;  that  this  work  was  not  carried 
>ut  due  to  the  unavailability  of  required  materials  and 
abor ;  that  at  this  time  the  cost  would  he  approximately 
,'0%  higher  and  the  owners,  therefore,  are  compelled  to 
imit  the  amount  of  work  to  be  performed  to  such  construc- 
jon  as  is  absolutely  necessary;  that  the  intention  at  this 
ime  is  to  limit  the  work  to  be  done  to  the  construction  of 
i  one  story  extension  to  the  existing  “Building  D”  as  indi¬ 
cted  on  revised  plan  of  October  16,  1946;  that  this  work 
s  limited  to  lot  69  and  is  to  consist  of:  (a)  16'  x  25' 
oncrete  block  extension,  identified  as  Building  I)1  which 
s  to  be  used  as  an  extension  of  the  dry  denning  portion 
>f  Building  I);  (b)  the  conversion  of  that  part  of  Building 

>  now  used  as  an  auto  machine  shop  (motor  vehicle  repair 
hop)  to  a  department  for  finishing  of  garments;  (c)  the 
(instruction  of  the  one  story  concrete  block  Building  I)s 
/hich  is  to  be  used  also  for  finishing  of  garments;  that  the 
VPe  of  burner  installed  in  the  Boiler  Room  B  is  known  as 
i  &  \\  Lodi  Burner,  approved  by  the  Board  under'  Cal. 
5-21-SA  which  is  used  to  replace  a  previous  installation 
duch  was  removed  during  the  war  when  oil  was  not 
vailable;  that  an  application  for  reinspection  was  filed  with 
ie  Division  of  Combustibles  on  September  20,  1946  and  is 
waiting  action ,  that  building  I )  on  lot  69  was  erected 
ursuant  to  N.  B.  17-42  and  is  being  occupied  in  compliance 
ith  C.O.  4451  as  a  dry  cleaning  establishment  and  motor 
chicle  repair  shop  accessory  to  an  existing  laundry;  that 
ermission  to  use  this  building  for  non-conforming  use  was 
ranted  by  the  Board  under  Cal.  893-41 -BZ,  resolution  of 
uly  28,  1942  and  identified  as  Building  C  and  is  referred 

>  in  the  points  of  appeal,  plans,  and  photographs  and  reso- 
ition  in  connection  with  Cal.  893-41-BZ;  also  as  Building  D 
i  the  points  of  appeal,  plans,  photographs  and  resolutions 
i  July  11.  1944  in  connection  with  Cal.  246-44- BZ ;  that  it 

proposed  to  extend  the  existing  sprinkler  system  to  include 
ie  sprinklering  of  the  proposed  extensions;  that  the  appli- 
tnt  is  in  urgent  need  of  the  finishing  room  and  extension 
the  dry  cleaning  room;  that  at  present  articles  brought 
»  the  plant  for  dry  cleaning  are  received  on  the  first  floor 
the  3  story  frame  building  at  the  southwest  corner  of 
t  73  and  transferred  to  the  present  dry  cleaning  building, 
id  after  being  dry  cleaned  they  are  brought  back  to  the 
id  floor  of  the  3  story  building  where  they  are  finished 
hich  process  includes  pressing,  inspecting  and  preparing 
•r  shipment ;  that  this  transferring  entails  a  considerable 
nount  of  handling  which  is  a  hardship  especially  so  under 
esent  labor  conditions;  that  the  2nd  floor  of  the  3  story 
hiding  has  a  low  ceiling  height  and  is  therefore  not  at 
1  suited  for  the  type  of  work  involved  which  includes  the 
■e  of  pressing  machines ;  that  permission  to  erect  the  pro- 
•sed  extension  will  also  relieve  the  congested  condition 
the  present  location  of  the  department  in  question  and 
ill  give  the  owner  some  urgently  needed  additional  space 
connection  with  the  laundry  operation;  that  the  present 
•'to  machine  shop  adjacent  to  the  easterly  side  of  the  exist- 
g  dry  cleaning  building  which  it  is  desired  to  discontinue 
:  an  auto  machine  shop  and  use  in  connection  with  the 
mposed  new  finishing  department  was  erected  pursuant  to 
hi.  893-41-BZ  and  has  been  occupied  for  the  aforemen- 
t>ned  use  under  C.O.  4494 ;  that  one  of  the  smoke  stacks 
'is  removed  when  the  boiler  to  which  it  was  connected  was 
;o  .removed  although  the  existing  brick  chimney  has 
irnained  intact ;  that  inasmuch  as  the  lease  on  lot  73  will 
4>ire  in  1952  it  is  deemed  inadvisable  in  view  of  the 
lesent  high  cost  of  construction  to  carry  out  the  previously 
oposed  construction  work  without  any  assurance  as  to 
nether  they  will  be  able  to  obtain  an  extension  of  the 
Hd  lease;  that  as  to  the  proposed  auto  repair  shop  origi- 
lly  contemplated  to  be  constructed  on  lot  66,  while  this 
does  belong  to  the  Stapleton  Service  Laundry,  Inc.  they 
'd  that  they  can  get  by  without  this  additional  accommo- 
tion  at  the  present  time;  and 

W  hf.kf.as,  the  premises  and  surrounding  area  have  been 
liected  by  a  Committee  of  the  Board. 


Resolved,  that  the  Board  of  Standards  and  Apjieals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1944,  by 
adding  thereto : 

Resolved  further,  that  the  Board  does  hereby  make 
a  variance  in  the  application  of  the  use  district  regula¬ 
tions  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  to  permit 
the  proposed  extension  of  the  wet  wash  laundry  and  dry 
cleaning  establishment  as  described  on  revised  applica¬ 
tion.  and  in  accordance  with  revised  plans  marked 
Received  March  22,  1946,”  4  sheets,  and  one  plan 
marked  “Received  December  11,  1946,”  on  condition 
that  the  proposed  changes  shall  be  restricted  to  Lot  69 
as  thereon  shown  and  as  passed  upon  by  the  borough 
superintendent  under  Application  31-44,  decision  of 
March  22,  1946,  and  on  the  further  condition  that  in  all 
other  respects  the  buildings  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto; 
that  in  the  event  the  work  as  herein  permitted  is  done, 
this  portion  of  the  resolution  shall  supersede  the  pre¬ 
vious  resolution  adopted  July  11,  1944;  that  the  sprinkler 
system  shall  be  extended  through  these  buildings  as 
proposed;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution. 


307-46-BZ 

APPLICANT — Carl  E.  Troy,  for  General  Linen  Supply 
and  Laundry  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  November  26,  1946 — 
Application  (decision  of  the  borough  superintend¬ 
ent)  under  sections  7c  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  local  retail  use,  C  area  dis¬ 
trict,  the  alteration  and  extension  of  present 
building,  for  the  storage  and  shipping  of  laundry 
and  linen  supplies,  using  more  than  the  area  per¬ 
mitted. 

PREMISES  AbbECTED — 857-867  Myrtle  avenue,  north 
side,  225_  ft.  east  of  Marcy  avenue  (Block  1747, 
Lots  53-58,  inclusive),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicants:  Carl  E.  Troy,  Ben.  Levine  and 
Michael  Mario. 

For  Opposition :  Anthony  P.  Emanuelo,  Joseph 
La  Sala,  Joseph  Ferrigno,  Josephine  Barraco, 
Sofia  Hernandez,  Paul  Kielbowicz,  Bernard 
Ceci,  A.  H.  Buschmann,  W.  C.  Vladeck,  Mili 
Bierman,  Josephine  Buffone,  Antonetta  Dulpis, 
Salvatore  Congialaro  and  others. 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  (j 

THE  RESOLUTION  (307H6-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of 
the  zoning  resolution,  to  permit  in  a  local  retail  use,  C  area, 
district,  the  alteration  and  extension  of  present  building  for 
the  storage,  shipping  and  manufacturing  of  dry  goods,  in 
conjunction  with  existing  wet  wash  laundry,  using  more 
than  the  permitted  area;  premises,  857-867  Myrtle  avenue, 
north  side,  225  ft.  east  of  Marcy  avenue  (Block  1747,  Lots 
53  and  58  inc.),  Borough  of  Brooklyn,  was  denied  by  the 
Board  on  June  25,  1946;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  rehearing  on  a  new  proposal,  based  on  a  new 
decision  of  the  borough  superintendent;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  November  26,  1946,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  28,  1947,  after  due  notice  by  publication 
in  the  Bulletin ;  and 
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Where -vs  the  district  maps  accompanying  the  zoning 
resolution  show  that  Myrtle  avenue  is  in  a  local  retail  use 
C  area  and  Class  1  height  district;  Marcy  avenue  is  in  a 
residence,  local  retail  use,  C  area  and  Class  1  height  district , 

^Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  1,  1946,  re  Alt.  Apphc.  119:46,  reads: 

“1  Storage  and  shipping  in  'conjunction  with  wet 
wash  laundry  in  a  local  retail  district  is  contrary  to 
Art.  IV,  Sect.  B  of  zone  resolution. 

Whereas,  the  application  states  that  the  premises  consist 
of  a  plot  120  ft.  frontage  by  100  ft.  in  depth,  on  which  are 
located  six  3-story  brick  buildings  to  be  demolished,  that 
they  are  presently  vacant;  that  it  is  proposed  to  erect  a 
building  120  ft.  front  by  100  ft.  m  depth,  one  story,  18  ft. 
in  height,  of  Class  1  construction ,  and  . 

Whereas,  the  applicant  contends  that  new  plans  provide 
for  a  one  story  structure  instead  of  a  two  story  structuie, 
that  reference  is  made  to  the  papers  on  the  former  case 
particularly  the  affidavit  of  Michael  Mario  filed  June  21 
1946  and  the  memoranda  filed  by  applicant  on  May  8, 
and  May  31,  1946;  that  the  owner,  in  business  since  1898 
at  this  location  presently  operates  a  laundry  plant  and  linen 
supply  business  on  a  large  area,  covering  approxmiately  22a 
ft  square  at  the  corners  of  Myrtle  avenue,  Marcy  avenue 
and  Stockton  street,  Brooklyn,  having  an  overall  floor  area 
of  close  to  200,000  sq.  ft.  and  employing  over  1,WX>  persons, 
that  these  properties,  including  the  contiguous  site  tor 
which  a  variance  is  sought  and  occupied  by  the  owner 
assessed  at  approximately  $350,000  and  the  investments  in 
the  said  real  estate  and  personal  property  including  o\er  4UU 
laundry  machines  and  other  assets  and  equipment  in  the 
buildings  is  close  to  $3,000,000;  that  the  owner  does  an 
annual  gross  business  over  $5,000,000  serving  over  40,00( 
customers  weekly,  including  many  hospitals,  institutions, 
food  and  industrial  establishments  throughout  the  City  ot 
New  York,  Long  Island  and  New  Jersey ;  that  the  variation 
requested  will  substitute  in  the  place  of  six  3b  ft.  high  old 
dilapidated  three-storv  structures,  a  modern  one-story  struc¬ 
ture  16  ft.  high;  the  contemplated  structure,  adding  three 
openings  for  loading  and  unloading,  and  a  large  space  or 
the  disposition  of  goods  will  permit  speedier  shipping  and 
receiving  and  moving  trucks  off  the  street  in  much  quickei 
time  and  will  enure  to  the  benefit  of  property  owners  in  the 
neighborhood ;  that  it  will  increase  the  regular  daily  or 
weeklv  deliveries  required  by  hospitals  and  industrial  estab¬ 
lishments  served  by  them;  that  the  objections  raised  to  the 
granting  of  the  variance  on  plans  for  a  two-story  structure 
by  property  owners  in  back  of  the  site  to  wit :  owners  of 
Lots  12,  15  and  16  (owners  of  Lots  13,  14  raised  no  objec¬ 
tions)  were  directed  mainly  to  the  issue  of  obstruction  ot 
light  and  air  for  their  buildings;  that  said  objections  are 
not  valid,  nor  can  they  be  sustained  in  view  of  the  following : 
that  the  lots  of  these  objectants  presently  have  back  yards 
of  45  feet  in  depth  ;  that  the  present  three  story  structures 
on  the  site  are  38  ft.  in  height  and  54  ft.  deep;  that  the 
proposed  new  structure  will  be  only  one  story',  16  it.  in 
height ;  that  insofar  as  light  and  air  is  concerned,  the  same 
will  be  increased,  rather  than  deceased;  that  no  laundry 
machinerv  or  processing  of  any  kind  will  be  done  in  said 
buildings  so  as  to  disturb  occupants  of  objectant  s  buddings; 
objectant’s  buildings  have  a  market  value  of  only  $b,bU6 
each  and  no  loss  of  rental  or  other  value  can  possibly  be 
suffered  by  them;  that  it  is  an  extreme  hardship  to  compel 
applicant  to  erect  upon  the  site,  a  building  or  buildings  to 
•i  conforming  use  or  uses  which  in  this  case  can  be  prac¬ 
tically  no  kind  of  a  building  at  all  unless  it  were  used  in 
conjunction  with  their  linen  supply'  business ;  that  the  lan< 
cannot  vield  a  reasonable  return  if  used  for  local  ret«u 
stores  because  the  present  buildings  are  so  gutted  and 
dilapidated  as  to  require  complete  rebuilding  for  any  store 
use;  that  to  build  six  stores  120  x  54  ft.  (the  present  limit 
of  the  zoning  restrictions)  or  approximately  6,500  sq.  It. 
at  a  minimum  construction  cost  today,  of  $8  per  foot  would 
involve  the  cost  of  over  $50,000;  adding  to  this  the  cost 


of  acquiring  the  present  site,  of  $30,000  gives  a  total  cost 
of  $80,000,  which  lo  yield  Sc/o  return  annually  would  require 
a  net  income  from  these  six  stores  of  $4,000  annually;  that 
since  stores  in  this  neighborhood  rent  lor  only  $2a  to  *5U 
per  month  it  is  obvious  that  a  total  gross  return  oi  only 
$3  600  could  be  expected;  that  in  addition,  there  are  only  / 
retail  stores  on  the  entire  block  frontage,  and  all  are  bundled 
near  the  corner  of  Tompkins  avenue;  that  the  plight  ot  the 
owner  is  due  to  unique  circumstances  and  not  to  the  general 
condition  in  the  neighborhood,  since  the  owner,  having  a 
very  large  plant  comprising  over  200,000  sq.  ft.  and 
requiring  the  extra  space  and  use  for  its  regular  and 
efficient  sanitary  and  health  operations  is  in  a  position 
entirely  different  from  any  other  person  in  the  neighbor¬ 
hood  ;  that  the  requested  use  will  not  alter  the  essential 
character  of  the  locality;  that  in  fact  it  will  improve  the 
appearance  and  value  of  other  property  in  the  aiea,  t  lat 
the  land  covered  by  petitioner’s  proposed  buildings  were 

zoned  for  local  retail  use;  and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  Was  a  proper  <  a  si 
in  which  to  exercise  discretion  to  grant  under  section  7 
subdivision  c,  of  the  zoning  resolution  as  to  extension  oi 
use  and  that  the  applicant  had  substantiated  a  basis  of  appea 
under  section  21  of  the  zoning  resolution  as  to  extensioi 
of  area  and  was,  therefore,  entitled  to  relief  on  the  ground 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  requirements  of  the  zoning  resolution,  and  that  tit 
application  be  and  it  hereby  is  granted  under  section  7 
thereof,  as  to  extension  of  use,  on  condition  that  the  bulletin 
shall  not  exceed  one  story  in  height  above  the  curh  a 
indicated  on  revised  plans  marked  “Received  October  . 
1946”,  two  sheets  and  area  diagram  marked  Received  lani 
ary  7,  1947,”  one  sheet;  that  the  building  shall  be  of  class 
construction  as  proposed  and  used  only  as  proposed  as  a 
extension  of  the  laundry  for  shinping  and  receiving  and  fr 
no  manufacturing  either  on  the  first  floor  or  cellar;  that  tl 
building  shall  not  exceed  16  ft.  in  height  from  curb  to  the  tr 
of  the  roof  beams  and  the  parapet  shall  not  exceed  3  ft.  abo\ 
top  of  roof  at  the  rear;  that  any  skylights  erected  on  tl 
building  shall  be  not  nearer  than  20  ft.  to  the  rear  lot  lim 
that  any  connections  between  this  building  and  the  adjourn 
buildings  under  the  same  ownership  and  control  shall  1 
protected  with  opening  assemblies  as  required  by  the  bud 
ing  code  for  a  party  wall ;  that  no  signs  shall  be  erected  < 
the  building  except  direction  signs  at  the  entrances  and  cxi 
excluding  all  roof  signs  and  all  temporary  signs;  that  n 
more  than  three  (3)  curb  cuts  shall  be  constructed  oppose 
the  entrances  and  indicated;  that  the  sidewalk  shall 
reconstructed  and  a  new  curb  installed  in  front  of  tl 
prem’ses'  that  no  windows  shall  be  constructed  in  the  re 
wall  to  the  north  or  the  side  wall  to  the  east ;  granted  und 
section  21  as  to  extension  in  area  in  accordance  with  t 
permissive  provisions  as  set  forth  in  section  19,  snbdiytsr 
g,  for  use  of  the  building  as  herein  proposed  ;  that  in 
other  respects,  the  budding  and  occunanev  shall  comph'  w 
all  laws,  rules  and  regulations  applieable  there'o that  , 
nermits  shall  be  obtained  and  all  work  completed  within  r 
(1)  year  from  the  date  of  this  resolution. 


osc 


605-46-BZ 

APPLICANT — Morris  Rothstein  and  Son,  for 
D’Angelo,  owner. 

SUB TECT— Application  (decision  of  the  borough  sup 
intendent)  under  section  7f  of  the  zoning  resoluti 
*  to  permit  in  a  business  use  district,  the  erection  ; 
maintenance  of  a  gasoline  service  station,  moj 
vehicle  repair  shop  and  lubritorium. 

PREMISES  AFFECTED— 2630-2638  Coney  Island  a 
nue  and  755-765  Crawford  avenue,  northv 
corner  (Block  7184,  Lots  91  and  02),  Borough 
Brooklyn. 
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APPEARANCES— 

tor  Applicant:  Arnold  Rothstein  and  Henry  Sugar- 
man. 

For  Opposition:  Jason  Meth  and  Bertlia  Heilman. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRA NT- 

Affirmative  :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (605-46-BZ) 

V\  hkreas,  Morris  Rothstein  &  Son  tor  Joseph  D’Angelo, 
nvner.  filed  August  20,  1946,  an  application  under  section  7t 
’I  die  zoning  resolution,  to  permit  in  a  business  use  district, 
.lie  erection  and  maintenance  of  a  gasoline  station,  motor 
.chicle  repair  shop  and  lubritorium,  affecting  premises  2630- 
-638  Coney  Island  avenue  and  755-765  Crawford  avenue 
;ortheast  corner  (Block  7184,  lots  91  and  92,  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
>y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ng,  January  28,  1947,  after  due  notice  by  publication  in  the 

bulletin ;  and 

'  Whereas,  the  district  maps  accompanying  the  zoning 
•esolution  show  that  Coney  Island  avenue  is  in  a  business 
ise,  D  area  and  Class  1  height  district;  Crawford  avenue 
s  in  residence  and  business  use,  D  area  and  Class  1  height 

listricts;  and 

,  Whereas,  the  decision  of  the  borough  superintendent 
fated  August  7,  1946,  re  N.B.  Applic.  1123-46,  reads: 

I  _  1.  Gasoline  station,  auto  repair  shop  and  lubritorium 

in  a  business  zone  is  contrary  to  Art.  II,  sect.  4  of  Zone 
Resolution.” 
nd 

\\  hekeas,  the  applicant  states  that  the  premises  consist  of 
plot  80  ft.  frontage  by  100  ft.  4->^  in.  in  depth  (irregular), 
'resently  vacant ;  that  it  is  proposed  to  erect  a  building  70  ft. 
ront  by  26  and  36  ft.  in  depth,  one  story,  13  ft.  4  in.  in 
eight,  of  Class  3  construction,  to  be  used  as  a  gasoline 
elling  station,  auto  repair  shop,  lubritorium  and  office;  and 
i  y*  hereas,  the  applicant  contends  that  Coney  Island  in 
ais  vicinity  appears  to  be  no  longer  suitable  for  business 
[imposes;  that  for  a  considerable  period  no  new  business 
uildings  have  been  erected  therein  and  there  is  no  demand 
•or  the  erection  ot  same;  that  there  is  now  located  on  prop- 
rty  adjoining  subject  site  a  gasoline  station,  which  makes 
ie  site  still  less  desirable  for  retail  business;  that  the  erec- 
on  ot  a  modern  building  as  contemplated  will  not  detract 
rom  the  appearance  of  the  neighborhood,  but  will  rather 
nhance  it :  that  herewith  are  submitted  the  consents  of  43 
f  affected  property _  owners,  comprising  36%  of  the  total 
■rontage  and  52%  of  the  total  number  of  owners  affected ; 

, Kit  the  consents  contain  the  names  of  most  property  owners 
n  Coney  Island  avenue,  facing  the  site  and  of  owners  on 
rawford  avenue,  immediately  adjoining  site;  that  these  are 
ie  properties  most  affected  by  the  application;  that  this 
.ation,  if  erected,  will  be  operated  by  three  veterans  of 
V  orld  \\  ar  2  who  are  sons  of  the  owner  and  at  present 
nemployed ;  and 

Whereas,  the  premises  and  surrounding  area  were  in- 
ifcted  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica- 
on  for  the  exercise  of  its  discretion  to  grant  a  zoning 
apanCf  unc^er  section  7f  of  the  zoning  resolution. 
lie  solved,  that  the  decision  of  the  borough  superintendent 
ated  August  7,  1946  on  N.  B.  Applic.  1123-46  be  and  it 
ereb\  is  affirmed  and  the  application  he  and  it  herebv  is 
cnied. 


12-46-BZ 

^P^ICANT— S.  Walter  Katz,  for  Mme.  Louise  Cleaners, 
Dyers,  Tnc.,  owner. 

UBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7a  of  the  zoning  resolution, 


to  permit  in  a  residence  use  district,  the  extension 
of  the  existing  business  portion  to  include  the  entire 
first  floor. 

PREMISES  AFFEC1ED — 1376  and  1378  York  avenue, 
south  side,  77  ft.  2  in.  east  of  East  73rd  street 
(Block  1485,  Lots  4  and  52),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  S.  Walter  Katz  and  Lewis 
Wakeman. 

For  Opposition:  Morris  Guttman,  M.  Cermak  and 
Beatrice  Zeman. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 


THE  RESOLUTION  (612-46-BZ) 

Whereas,  S.  Walter  Katz,  for  Mme.  Louise,  Cleaners 
Dyers,  Inc.,  owner,  filed  August  27,  1946,  an  application 
under  section  7 a  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  extension  of  the  existing  business 
portion  to  include  the  entire  first  floor,  affecting  premises 
1376-1378  York  avenue,  south  side,  77  feet,  2  inches  east 
of  East  73rd  street  (Block  1485,  Lots  4  and  52),  Borough 
of  Manhattan;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  28,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning- 
resolution  show  that  York  avenue  is  in  a  residence  use,  B 
area  and  Class  1^4  and  2  height  district;  East  73rd  street  is 
in  residence  and  unrestricted  use,  B  area  and  Class  V/2  and 
2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  26,  1946,  re  Alt.  Applic.  356-46,  reads : 

“A.l  As  the  above  buildings  are  in  a  residential  dis¬ 
trict  the  proposed  extension  of  the  business  portion  to 
include  the  entire  1st  story  is  contrary  to  Article  II, 
Sec.  3  of  the  Zoning  Resolution,  effective  December  2, 
1944.” 


and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  25  and  26  ft.  frontage  by  98  and  77  ft.  in  depth,  on 
which  are  two  buildings  25  and  26  ft.  front  by  98  and  77  ft. 
in  depth,  5  stories  (49  ft.  4  in.)  in  height,  of  Class  3  con- 
stiuction;  that  it  is  proposed  to  extend  the  business  portion 
in  each  building  to  cover  the  entire  first  floor.  32  ft.  on 
1376  York  avenue  and  25  ft.  on  1378  York  avenue;  that  the 
apartments  over  stores  are  to  be  remodeled ;  and 

Whereas,  the  applicant  contends  that  in  1376  York  avenue 
the  business  portion  at  present  occupies  46  ft.  and  the  resi¬ 
dence  portion  32  ft. ;  that  in  1378  York  avenue  the  business 
portion  occupies  40  ft.  in  depth  and  the  residence  25  ft. ; 
that  in  1376  York  avenue  are  two  apartments  in  the  rear  of 
the  stores;  that  the  residence  portion  in  1378  York  avenue 
consists  of  two  rooms,  connected  with  the  business  portion; 
that  to  offset  the  loss  of  these  four  apartments,  the  four 
floors  above  the  stores  are  to  be  remodeled  as  follows:  At 
present  there  are  four  apartments  on  a  floor  in  1376  York 
avenue,  haying  only  two  toilets  for  the  four  apartments;  the 
upper  portion  will  be  completely  modernized  so  that  each 
apartment  will  have  its  own  bathroom;  that  1378  York 
avenue  is  now  vacant  and  boarded  up  and  it  is  proposed  to 
create  three  complete  apartments  on  each  of  the  upper  floors ; 
that  the  ceibng  of  the  business  portion  will  be  made  fire¬ 
proof  throughout  by  installing  steel  and  concrete  arches ; 
that  it  is  requested  that  permission  be  given  to  extend  the 
present  business  use  on  the  1st  floor  to  cover  the  entire  area 
thereof,  as  shown  on  filed  plans ;  and 
Whereas,  the  applicant  stated  that  it  was  proposed  to 
occupy  the  entire  store  space  on  the  street  floor  for  a  drv 
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cleaning  establishment  which  is  contrary  to  the  zoning  reso¬ 
lution  in  a  business  use  district;  and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justinc 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7a  of  the  zoning  resolution.  .  ,  , 

Resolved,  that  the  decision  of  the  borough  superintenc  cn 

dated  August  26,  1946  on  Alt.  Applic.  386-46  be  and  it 
hereby  is  Affirmed  and  that  the  application  be  and  it  hereby 

is  denied. 


616-46-BZ  •  .  ,  , 

APPLICANT — Samuel  Gardstein,  for  Milton  Greenheld, 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7A  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  store  window 
and  signs  within  intersecting  street  m  residence 
district  and  more  than  twenty-five  (2?)  feet 
such  intersection.  f 

PREMISES  AFFECTED — 382  Waverly  avenue  west  side 
70  ft  south  of  Greene  avenue,  and  128-13U  urecne 
avenue,  south  side,  20  ft.  west  of  Waverly  avenue 
(Block  1961,  Lots  37,  38  and  40),  Borough  of 
Brooklyn. 

A1  I  EARANCES  cant_  Samuel  Gardstein,  Milton  Green¬ 
field  and  George  D.  Weinstein. 

For  Opposition:  John  L.  Bernstein,  J.  1.  Kelleher, 

FI.  Rosenthal  and  J.  N.  Carpenter. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THF  VOTF5 —  „  •  ■ 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gurnee.  4 
Negative:  . 

THE  RESOLUTION  (616-46-BZ) 

Whereas,  Samuel  Gardstein  for  Milton  Greenfield, 
owner,  filed  August  6,  1946,  an  application  under  section 
7 A  of  the  zoning  resolution,  to  permit  in  a  business  use 
district  a  store  window  and  signs  within  intersecting  stree 
in  a  residence  district  and  more  than  twenty-five  (2o)  feet 
from  such  intersection,  affecting  premises  382  Wavei  v 
avenue  and  128  and  130  Greene  avenue,  west  side  ot 
Waverly  avenue,  70  ft.  south  ot  Greene  avenue  and  south 
side  of  Greene  avenue,  20  ft.  west  of  Waverly  avenue  (Block 
1961  Lots  37,  38  and  40),  Borough  of  Brooklyn,  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  January  28,  1947,  after  due  notice  by  publication  in 

the  Bulletin;  and  , 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Waverly  avenue  is  in  a  business  use, 
B  area  and  Class  l/2  height  district;  Greet j®  Jv“ue.  1?  J" 
a  residence  and  business  use,  B  area  and  Class  I/2  height 

‘“whe^  the  decision  of  the  trough  superintendent, 
dated  July  31,  1946,  re  Alt.  Applications  3190  and  3191-46, 

leads.  £xten(j-ng  store  window  and  signs  within  inter¬ 
secting  street  a  distance  of  more  than  2z 1  tt.  lrom 
intersection  is  contrary  to  Art.  II.  Sec.  7A  zoning 
resolution.” 

^Whereas  the  applicant  states  that  the  premises  consist 
of  two  plots,  each  20  ft.  frontage  by  70  ft  in  depth  on 
Greene  avenue,  on  which  are  located  two  buildings  eac 
20  ft  front  by  40  ft.  in  depth  three  and  four  stones,  39  and 
47  ft  in  height,  of  Class  3  construction ;  that  the  sias  of  the 
lot  on  Greene  avenue  is  17  ft.  6  in.  front  by  60  tt.  m 
demh  on  which  is  a  building  17  ft.  6  in.  front  bv  08  t. 
in  depth,  3  stories,  33  ft.  in  height  of  Class  3  construction, 
that  it  is  proposed  to  remove  the  upper  stories  of  the  two 


buildings  on  Greene  avenue,  making  it  one  story  in  height 
and  extending  same  to  the  front  building  line  and  to  the 
rear  lot  line  abutting  the  northerly  side  wall  of  the  building 
facing  Waverly  avenue;  that  it  is  proposed  to  remove  a 
portion  of  the  northerly  wall  of  the  W  averly  avenue  build¬ 
ing,  thus  creating  a  store  which  will  run  from  Greene 
avenue  to  Waverly  avenue;  that  it  is  proposed  to  install  new 
store  fronts  and  show  windows  on  both  Greene  avenue  and 

on  Waverly  avenue  ;  and  .  , 

Whereas,  the  applicant  contends  that  there  are  two  build¬ 
ings  on  Greene  avenue,  one  a  3  story  and  basement,  and  the 
other  a  4  story  and  basement,  both  occupied  as  rooming 
houses,  and  a  3  story  building  on  Waverly  avenue  occui nod 
as  a  warehouse;  that  the  Waverly  avenue  building  is  n 
a  business  use  district,  but  it  is  only  17  ft.  6  in.  wide :  and 
deducting  the  stairway  entrance  to  the  upper  floors  1  avt. 
only  about  12  ft.  for  a  store  front;  that  the  intent  of  the 
entire  alteration  is  to  provide  an  up  to  date  retail ‘j**1  S, tf,*‘ 
befitting  the  neighborhood,  the  type  of  Super  Market  shop¬ 
pers  prefer;  that  it  is  therefore  respectfully  requested  that 
the  Board  grant  favorable  action  on  this  petition  to  permit 
the  extension  of  the  store  fronts  and  show  windows  on 
Greene  avenue  beyond  the  25  ft.  distance  so  as  to  provide 
proper  entrance  to  the  market  and  also  provide  two  show 

W 1 W hhrf!a s^the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
Subdivision  A,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  anc  A  p  u  s  k 
hereby  make  a  variation  in  the  application  ot  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be° and  it  hereby  is  granted  to  permit  the  extension  of  slunv 
.•  Inws  urouosed  and  as  indicated  on  revised  plans 
marked  S“Received° January  28.  1947,"  1  sheet,  on  rmdmm 
that  the  Georgian  design  thereon  shown  with  subdivided 
show  windows  as  indicated  shall  be  carried  out  and  accord¬ 
ing  to  the  measurements  thereon  shown  that  tlieie  sla 
be  but  one  sign  on  the  front  of  the  building  on  Given 
avenue  reading  as  proposed  and  constructed  with  bronze  let- 
lering  not  o  "egr  !  ft.  in  height  and  unilluminated;  that  then 
shalMie  no  other  signs  of  any  nature  on  the  trout  of  th 
building  or  against  the  show  windows  on  the  exterior  o 
interior  that  the  brick  used  on  the  facade  shall  be  red  ac 
brick  ■  that  the  building  shall  not  be  increased  in  height 
a re-i  -  'that  there  shall  be  no  delivery  or  receiving  oi  good 
“teG^SHvlnue  frontage;  that  all  such  «W«vene.  an, 
receiving  shall  be  on  Waverly  avenue ,  that  there  shall 
no  exhibition  or  storing  or  sale  ot  goods  outside  of  tli 
building  line  on  the  sidewalk  and  no  storage  of  any  delive 
car  s  or  trucks  on  the  sidewalk  or  at  the  curb  on 
Greene  avenue  front;  that  in  all  other  respects  the  build 
and  occupancy  shall  comply  with  all  laws,  rules  and  rego 
ions  am  licable  thereto ;  that  all  permits  shall  be  obtaine 
an^anwork  completed’ within  one  (1)  year  from  the  da, 
of  this  resolution. _ 


699-46-BZ  ,  c  I 

APPLICANT— Lama  and  Proskauer,  for  Parkway  Supt 

SUBIECT-AmSuon  (Son  of  the  borough  superit 
bb  '  tendenl)  under  sections  7c  and  21  of  the  rom 
resolution,  to  permit  in  a  residence  use  district, 
extension  of  present  gasoline  service  station  and  tl 
erection  of  an  automobile  showroom  auto  repa 
chon  lubritorium,  auto  laundry  and  office 
PREMISES  AFFECTED-224-01  to  224-11  North  Condi 
*  avenue  143-01  to  143-17  224th  street,  northea 
corner  and  224-02  to  224-10  143rd  avenue  (Bk> 
13088,  Lots  44,  52  and  55),  Springfield,  Borough 
Queens. 

APPEARANCES—  ,  _ 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None.  ,  n  >t 

For  Administration:  Samuel  L.  Becker,  Dept) 
Housing  and  Buildings. 
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THI  'V  UTE  Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  ami  Blum  and  Deputy  Chief  Guinee. .  1 

Negative:  . ’ .  y 

THE  RESOLUTION  ( 699-46- BZ) 

\\  hekeas,  Lama  and  Proskauer  for  Parkway  Super  Ser¬ 
vice  Station,  owner,  filed  September  24,  1946,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  die  extension  of  present  gasoline  ser¬ 
vice  station  and  the  erection  of  an  automobile  showroom, 
auto  repair  shop,  lubritorium,  auto  laundry  and  office;  prem- 
;  ises  224-01  and  224-11  North  Conduit  avenue,  143-01  to 
143-1/  224th  street,  northeast  corner,  and  224-02  to  224-10 
143rd  avenue  (Block  13088,  Lots  44,  52,  55)  Springfield,  Bor¬ 
ough  ot  Queens;  and 

\\  HEKEAS,  a  public  hearing  was  held  on  this  application 
b>  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  28,  1947,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  North  Conduit  avenue  is  in  a  residence 
use,  D  area  and  Class  1  and  height  district;  224th  street 
is. in  a  residence  use,  D  area  and  Class  1  and  Z  height  dis¬ 
trict;  143rd  avenue  is  in  a  residence  use,  D  area  and  Class  1 
and  /i  height  district;  and 

\\  hekeas,  the  decision  of  the  horough  superintendent, 
dated  September  23,  1946,  re  N.B.  Applic  4888-46,  reads : 

“L  J  he  extension  of  gasoline  service  station  within 
a  residence  district  is  contrary  to  Article  2,  Section  3 
of  the  zone  resolution. 

2.  i  he  erection  of  an  automobile  show  room,  auto 
repair  shop,  lubritorium,  auto  laundry  and  office  is  con¬ 
trary  to  Article  2,  Section  3,  of  zone  resolution.” 

and 

\\  HEKEAS,  the  applicant  states  that  the  premises  consist 
of  a  plot  133.06  tt.  frontage  by  128.71  in  depth,  irregular, 
on  which  is  located  a  brick  building  27  ft.  front  by  17  ft.  6 Zz 
in.  deep,  irregular,  one  story,  housing  an  office,  store  for 
.-ale  ot  accessories  and  boiler  room  and  two  open  grease 
pits ;  that  it  proposed  to  extend  the  use  on  entire  site  and 
lonsiruct  a  modern  building  /2  ft.  front  by  85  ft.  m  depth., 
one  story,  21  ft.  in  height,  of  Class  3  construction;  that  it  is 
also  proposed  to  have  eight  550  gallon  gasoline  storage  tanks 
in  place  of  three  at  present;  and 
\\  hekeas,  the  applicant  contends  that  part  of  this  site  is 
presently  improved  witli  a  gasoline  service  station,  which  is 
on  a  plot  measuring  83.27  ft.  on  North  Conduit  avenue, 
35.00  ft.  on  224th  street  and  75.22  ft.  on  the  northerly  lot 
line;  that  this  gasoline  service  station  was  established  in 
May,  1931  (Fire  Department  Plan  #701-1931)  ;  that  it  is 
now  the  intention  of  the  owners  to  extend  the  use  throughout 
the  entire  site  and  construct  thereon  a  modern  one  story 
i  masonry  structure,  to  house  auto  and  accessor}^  showroom, 
lubritorium,  auto  laundry,  minor  repairing,  and  office,  also 
suitable  landscaping  for  the  entire  site,  all  as  shown  on 
plans  filed  with  this  application ;  that  the  use  zoning  of  the 
property  was  undetermined  in  1916  and  was  changed  to  its 
present  residence  designation  by  an  amendment  which  be¬ 
came  cltective  on  June  25,  1937 ;  that  it  was  zoned  as  a 
one  times  height  district  in  1916  and  the  portion  in  the  class 
2  height  district  was  changed  to  its  present  designation  by 
an  amendment  which  became  effective  on  November  28, 
lJie  area,  designation  has  not  been  changed  since 
1916;  that  inasmuch  as  the  gasoline  service  station  is  an 
existing  one  and  the  extension  and  construction  of  a  modern 
building  on  this  site  would  be  beneficial  to  the  immediate 
area,  it  is  therefore  respectfully  requested  that  this  applica¬ 
tion  be  granted;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
\\  hekeas,  the  Board  deemed  that  this  was  a  proper  case 
-which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c.  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  moke  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
lie  and  it  hereby  is  granted  to  permit  the  reconstruction 
and  enlaigement  of  the  lawfully  existing  gasoline  service 
station  substantially,  as  indicated  on  revised  plans  marked 
,><*«ved  January  21,  1947,”  3  sheets,  on  condition  that 
all  buildings  and  pumps  now  existing  shall  be  entirely  re¬ 
moved  ;  that  the  plot  shall  be  leveled  substantially  to  the 
grade  of  the  surrounding  streets;  that  the  area  to  be  oc¬ 
cupied  by  the  gasoline  station  shall  be  as  indicated  thereon, 
leaving  the  area  for  conforming  use  only  to  the  north  as 
thereon  indicated ;  that  the  accessory  building  shall  comply 
with  the  requirements  of  the  building  code  and  shall  be 
constructed  of  a  design,  arrangement  and  area  as  indi¬ 
cated  on  such  revised  plans,  and  containing  space  for  auto 
accessory  sales,  lubritorium,  office  and  laundry;  that  no  re¬ 
pairs  shall  be  done  on  the  premises  except  minor  repairs 
that  can  be  done  by  hand  tools  only;  that  pumps  shall  be 
not  nearer  than  la  ft.  to  the  street  building  line  and  shall  be 
ot  the  parkway  type  with  masonry  pedestals  agreeing  with 
the  masonry  used  on  the  accessory  building;  that  in  the 
accessory  building  the  boiler  room  shall  be  separated  from 
le  balance  of  the  building  by  fireproof  construction  and 
enterable  only  from  the  exterior;  that  planting  areas  shall 
be  maintained  as  indicated,  protected  by  curbs  not  less  than 
6  in.  by  6  in  with  round  top  and  proper  foundation ;  that 
curb  cuts  shall  be  restricted  to  two  30  ft.  curbs  from  North 
Conduit  avenue  and  two  from  224th  street  located  where 
indicated;  that  there  shall  be  erected  at  the  intersection  of 
l\orth  Conduit  avenue  a  block  of  concrete  not  less  than  1? 
in.  in  height  and  extending  along  the  building  line  for  not 
less  than  10  ft.  along  either  street  line;  that  new  sidewalks 
and  curbing  shall  be  constructed  for  the  entire  frontage  of 
the  premises  on  North  Conduit  avenue  and  224th  street- 
that  along  the  easterly  and  northerly  line,  where  indicated’ 
there  shall  be  erected  a  wall  not  less  than  2  ft.  in  height 
with  an  ornamental  wrought  iron  fence  erected  thereon  to 
a  total  height  of  not  less  than  5  ft.;  that  signs  shall  be  re¬ 
stricted  to  a  permanent  sign  attached  to'the  facade  of  the 
accessory  building,  and  the  illuminated  globes  of  the  pumps 
excluding  all  roof  signs  and  all  temporary  signs  but  per-’ 
nutting  two  post  standards  within  the  building  line  where 
indicated  each  for  supporting  a  sign  which  mav  be  Il¬ 
luminated.  advertising  only  the  brand  of  gasoline 'on  sale 
and  permitting  such  signs  to  extend  bevond  the  building 
hne  for  a  distance  of  not  more  than  4  ft. ;  that  such  nortahle 
me  fighting  appliances-  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct:  that  all  permits  shall  he  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
ot  this  amended  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

989-46-A 

APPLICANT  L.  E.  Driver,  for  New  York  Dock  Co 
owner. 

■URJECT  Appeal  fiom  an  order  of  the  fire  commissioner 

PREMISES  AFFECTED— 240-246  Furman  street.'  west 
side,  -10  ft.  4  in.  north  of  Montague  street  (Build¬ 
ing  51)  (Block  199,  part  of  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Apphcant :  G.  A.  Eweler,  C.  E.  Hicks  and 
rl.  h.  tmermann. 

.  For  Administration :  E.  A.  Mever  Fire  Den’t 

AC  I  ION  OF  BOARD— Laid  over  to  February  4,  1947  at 
,  1  applicant  to  report  back  to  Board  as  to 

additional  fire  protection. 


1045-46- A 

APPLICANT— Production  Metal  Parts,  Inc.,  lessee,  for 
J™  T.  Woodruff  and  Son.  owner. 

SUBJECT  Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 
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PREMISES  AFFECTED — 33-18  57th  street,  west  side,  120 
ft.  south  of  Northern  boulevard  (Block  1180,  Lot 
35),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None.  „  , 

For  Administration:  E.  A.  Meyer,  Fire  Dep  t 
ACTION  OF  BOARD— Laid  over  to  February  18,  194/  at 
10  A.  M.,  on  written  request  of  applicant. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  t.uinee  4 


Negative : 


0 


566-43-A 


26-47-A 

APPLICANT— William  Higginson  and  Son,  for  National 
Lead  Co.,  owner. 

SIIBTECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 136-166  Marshall  street,  entire 
block  bounded  by  Marshall  street,  Hudson  avenue, 
Tohn  and  Gold  streets  (Block  12,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None.  ^  u 

For  Administration :  E.  A.  Meyer,  Fire  Dep  t.  ^ 
ACTION  OF  BOARD — Laid  over  to  February  4,  1/4/  at 
10  A.  M. 


28-47-A 

APPLICANT— The  Linde  Air  Products  Co.,  owner. 
SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 457-479  Driggs  avenue,  south 
side,  from  North  10th  to  North  11th  streets  (Block 
2299,  Lots  1-5  inclusive),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  E.  A.  Meyer,  hire  Dept. 
ACTION  OF  BOARD— Laid  over  to  February  4,  194/  at 
10  A.  M. 


APPLICANT— Irving  Fein,  for  Bush  Terminal  Co.,  owner; 
Fein  Tin  Co.,  lessee.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  or  resolution  re  Appeal  from  a  decision 
re  an  order  of  the  fire  commissioner  (previously 
granted  on  condition). 

PREMISES  AFFECTED— Foot  of  50th  street,  280.83  It. 
west  of  1st  avenue  193.17  ft.  north  of  51st  street 
(Building  No.  58)  ;  (Block  725,  part  of  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  M.  S.  Bierer. 

For  Administration:  M.  Pinske  and  A.  E.  Meyer, 
Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

TI0N—  ,,  ,  , 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  .  ® 


THE  RESOLUTION  (566-43-A) 

Whereas,  this  appeal  from  an  order  of  the  hre  com¬ 
missioner,  affecting  premises:  Bush  Terminal  Building  No. 
58  foot  of  50th  street,  280.83  ft.  west  of  1st  avenue^  193.17 
ft.  north  of  51st  street  (Block  725,  part  of  Lot  1)  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  May  9,  1944,  on 

certain  conditions;  and  .  .  ,. 

Whereas,  the  applicant  requested  reopening  ot  this  ap- 

— - -  plication  and  an  amendment  of  the  resolution. 

.  . ,  A  Resolved ,  that  the  Board  of  Standards  and  Appeals  does 

APPLICANT-Lama  and  Proskaucr,  for  I.  Tapman,  hereby  <e«i  ,he  resolution  adopted  May  9,  1944,  by  addmg 

owner.  .  .  .  ,  ,  ,  “thyi  in  tlie  event  the  use  herein  permitted  with  refer- 

SUBJECT— Appeal  from  a  decision  of  tllC  ! he  L r e  ence  to  Order  95713-LC  is  discontinued  the  storage 

intendent  and  a  decision  re  an  order  ot  the  room  on  tpe  2nd  floor  may  be  used  for  the  storage  of 

commissioner.  • ,  ,nt  nvpr  s:x  ^5  gallon  drums  of  paint,  having  a  flash- 

PREMISES  AFFECTED— 1604  DeKalb  avenue^  east  side,  ^  ^  105»  F ^  and  two  drums  of  thinner, 

142  ft.  h  in.  south  of  Wyckoff  avenue  (Block  3-  .  ^  condition  that  in  all  other  respects  the  storage  room 

Lot  26).  Borough  ot  Brooklyn.  s]iaW  compiv  with  the  requirements  of  the  resolution 

APPEARANCES—  adopted  bv  the  Board  May  9,  1944  and  resolution 

AdmSVa.ion  "e. A.  M™er,  Fire  Dep't.  .  ^  day  under  Calender  Number  647-46-A.  . 

ACTION  OF  BOARD— Appeal  withdrawn.  The  premises  _ _ 

have  been  inspected  by  a  committee  of  the  Board.  g47_46_A 

THE  VAtaI°eWI™inum''Murdock.  Commissioner  APPLICANT— Irving  Fein,  for  Bush  Terminal  Co.,  owner 

.Deputy  Chief  Guinee  ............  »  SUBIE<tf^  fii  ^Sn'^ocder  of  fhe  fire 

Absent:  Commissioner  Sarage  .  1  PREMISEsTfFECTED — West  side  of  1st  avenue,  193.17 

"ft  "north  of  51st  street,  foot  of  50th  street  (Bush 
Building  58)  ;  (Block  725,  part  of  Lot  1),  Borough 

APPLICANT— Lama  and  Proskauer  for  William  J.  ,ppF  a^a?tTeS- 

Murphy,  Treasurer  of  Joseph  P.  Day,  Inc.,  owner.  -  Applicant*  M  S  Bierer. 

SUBJECT— Appeal  from  a  decision  of  the  borough  supei-  For  Administration:  M.  Pinske  and  A.  E.  Meyer 

intendent.  „  Pirp  Den’t 

PREMIlES,  ACTION  OF_BOA^D-Ap„ea,  granted  on  condition.  j  ; 

Lot  2371),  Borough  of  Brooklyn,  (Under  section  THE  O  LF ■  Chairman  Murdock.  Commissioners 

35,  General  City  Law  re  bed  of  mapped  street-  A  Savage  and  Blum  and  Deputy  Chief  Guinee  ‘ 

Cass  place).  Negative:  . ^ 

a\PPEARANCE^cant;  AJfre(1  A  Lama>  pau]  Wolfe  and 

A.  Abramowitz.  „  ,  ,  „  , 

For  Opposition:  Walter  Gottbeb  and  Beinard 

Sindman.  ,  _  .  „  u  c 

For  Administration:  Samuel  L.  Becker,  Dept  of 

Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn. 


THE  RESOLUTION  (647-46-A) 

Whereas,  Irving  Fein  for  Bush  Terminal  Company 
owner  (Fein’s  Tin  Can  Co.,  Inc.,  lessee),  filed  August  2t 
1946  an  appeal  from  an  order  and  a  decision  of  the  nr 
commissioner,  affecting  premises  west  side  of  1st  avenut 
193.17  ft.  north  of  51st  street,  Bush  Building  58,  foot  o 
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50th  street  (Block  725,  part  of  Lot  1),  Borough  of  Brook¬ 
lyn  ;  ami 

i  i  3514-LC  issued  by  the  fire  commissioner 

July  16,  1  146  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  August  21,  1946,  reads: 

“An  inspection  of  above  premises,  used  to  store  and 
use  taints,  Lubricating  Oil,  etc.,  shows  the  following 
must  be  done  before  the  permit  requested  bv  you  may 
be  issued  : 

4.  Reduce  the  quantity  of  spray  material  stored  to 
that  amount  permitted  on  previous  permit 

or 

Provide  a  separate  exterior  storage  building  of  fire- 
proot  pr  hre- resisting  material  with  a  ventilated  plain 
glass  skylight;  or  a  storage  room  constructed  fireproof 
m  a  fireproof  building  or  fire  resisting  in  a  non-fireproof 
building  lor  the  storage  of  spray  materials  in  excess  of 
200  gallons.  Rule  6.1.3  Spray  Rules.” 
and 

Whereas  the  applicant  states  that  the  building  is  6 
stories,  82  ft.  in  height,  150  ft.  by  150  ft.  in  area,  of  class 
construction,  erected  in  1910,  located  in  an  unrestricted 
use  A  area  class  2  height  district  and  used  and  occupied 
since  D10  as  follows:  cellar — storage;  1st  floor — manufac¬ 
turing  cans  30  persons;  2nd  floor — manufacturing  cans — 

33  persons;  3rd  floor — office  and  manufacturing  cans _ 35 

persons,  4t  1  i  lloor  manufacturing  cans — 105  persons;  5th 
and  6th  floors— manufacturing  cans— 60  persons  on  the  5th 
and  72  persons  on  the  6th  floor;  that  no  change  in  use  or 
;  occupancy  is  proposed;  that  the  building  is  equipped  with 
a  two  source  sprinkler  system  throughout  and  an. approved 
standpipe  system,  two  interior  stairs  and  two  fire  towers  of 
tireproot  construction  from  roof  to  street;  and 
Whereas,  the  applicant  contends  that  in  addition  to  storing 
ic  usual  quantity  ot  paints  allotted  under  Fire  Department 
permit  in  a  fireproof  vault  on  the  second  floor,  it  has  been 
necessary  to  make  a  considerable  purchase  of  paints  in  order 
to  insure  a  steady  supply  to  meet  the  applicant’s  needs;  that 
manufacturers  have  been  short  of  pigments  and  the  produc¬ 
tion  ot  their  quantities  of  paint  has  been  very  small-  that 
the  applicant  has  been  able  to  purchase  50  drums;  that  these 
drums  are  all  steel,  sealed  and  stored  in  the  basement  and 
:  never  opened  there ;  that  as  they  are  needed,  they  are  taken 
to  the  second  floor  storage  vault  for  daily  use;  that  the  build¬ 
ing  is  hreproof,  and  sprinklered ;  that  the  storage  vault  on 
tile  second  story  is  constructed  of  reinforced  concrete  with 
sell -closing  fire  doors  with  an  exhaust  fan  leading  to  the 
street  on  the  westerly  side  of  the  building  facing  the  East 
fMver ;  that  at  the  present  time  there  are  six  drums  of  paint 
and  two  drums  of  thinners  stored  in  the  storage  room  on 

St0rn  anc*  111  tlie  ^asenienf  it  is  proposed  to  store 
3U  fitty-hye  gallon  drums;  that  the  second  story  is  used  for 
the  manufacture  of  steel  kits;  that  there  is  no  material  on 
mis  floor  of  inflammable  nature,  the  entire  product  being 
made  of  sheet  steel  and  allied  accessories;  that  the  basement 
is  used  lor  the  storage  of  surplus  materials  onlv  and  no  one 
i»  employed  in  this  part  of  the  building;  that  at  present  the 
applicant  holds  a  permit  to  store  1100  gallons  of  paints 
thinners,  etc.  from  the  Division  of  Combustibles;  that  how¬ 
ever.  these  quantities  are  not  stored;  that  the  flashpoint  of 

IC  0?int  lJsec*  's  25  deg.  F.  and  the  flashpoint  of  the  thin- 
ners  is  10a  deg.  F. ;  and 

•  W  hereas,  the  applicant  has  filed  a  copy  of  Permit  B3319- 
ioi7SbUu-  ,  y  t  le  fire  commissioner  to  expire  February  15 
•  ,  which  permits  the  storage  of  1100  gallons  of  gasoline 
m  two  buried  tanks  outside  of  building,  55  gallons  of  lubri¬ 
cating  oils  and  five  gallons  of  kerosene  for  own  use. 

Kcsolvea 1.  that  the  decision  of  the  fire  commissioner  as 
o  Older  #3al4-L(.,  objection  4,  be  and  it  hereby  is  modi- 
J,v  and  that  the  appeal  be  and  it  hereby  is  granted  on  con- 
tl!»  r  ha]  the.  refinements  of  the  resolution  adopted  bv 
le  Board  under  Cal.  No.  566-43-A.  Mat-  9.  1944  and 
;1'"c'u.i.ed,t  lIS, day  shall  be  complied  with  as  to  the  materials 
emitted  to  be  stored  in  the  storage  room  on  the  2nd  floor- 
mat  the  storage  of  drums  containing  paint  in  the  cellar  shali 

lv;.,excteif^  fl!,ty  ’  tIlat  no  ot,ler  material  shall  be  stored 
within  the  cellar  that  is  deemed  extra  hazardous  by  the  fire 
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commissioner;  that  the  sprinkler  system  and  other  fire- 
extmguislimg  systems  within  the  building  shall  be  maintained 
l°  l,ie  satis  taction  of  the  fire  commissioner. 


1002-46-A 

Socony- Vacuum  Oil  Co.,  owner. 

SUoJFLI  Appeal  from  a  decision  and  orders  of  the  fire 
commissioner,  re  transportation  of  fuel  oil  in  Tank 
.  rucks  in  New  York  City  (construction  of  tanks  not 
m  conformity  with  Fire  Department  specifications 
covering  Tank  Trucks). 

APPEARANCES— 

For  Applicant:  James  J.  Perkins. 

.  _ F°r  Administration  :  E!  A.  Mever  Fire  Den’f 

T  H  I-'1  YOTF— AR D~AppeaI  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
oavage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (1002-46-A) 

Whereas,  Socony-Vacuum  Oil  Co.,  Inc.  owner  filed 
December  11  1946,  an  appeal  from  orders  of  the  fire  com- 
missmner  relating  to  the  use  of  applicant’s  trucks,  Nos. 

f3  an,  3466-67  for  the  transportation  of  liquid  products 
ot  petroleum,  shale  oil  or  coal  tar;  and 
•  Whe«eas,  Order  48731-LC,  issued  by  the  fire  commis¬ 
sioner  November  la,  1946,  reads: 

An  inspection  of  truck  #3465  on  a  Fruehauf 
chassis,  used  lor  the  transportation  of  any  liquid  prod- 
ucts  ot  petroleum,  shale  oil  or  coal  tar,  as  required  bv 
Section  C19-a2.0-a,  Title  C,  Part  1,  Article  8  of  the 
Administrative  Code  of  the  City  of  New  York,  shows 
he  following  requirements  necessary  before  a  permit  can 
be  issued : 

1.  Locate  engine  fuel  tank  immediately  back  of  cab 
above  the  frame  and  so  it  shall  not  overhang  the 
frame  side  members.  Section  5.3. 

It  is  unlawful  for  you  to  operate  this  truck  on  a 
public  highway  without  a  permit  from  the  fire  com¬ 
missioner. 

and 

Whereas,  Order  48732-LC,  issued  bv  the  fire  commis¬ 
sioner  November  la,  1946,  reads: 

An  inspection  of  truck  #3466-67  on  a  Freuhauf 
chassis,  used  for  the  transportation  of  any  liquid  prod- 
ucl  of  petroleum,  shale  oil  or  coal  tar,  as  required  by 
Section  C19-a2.0-a,  Title  C,  Part  1,  Article  8,  of  the 
Administrative  Code  of  the  City  of  New  York,  shows 
the  following  requirements  necessary  before  a  permit 
can  be  renewed  : 

1.  Locate  engine  fuel  tank  immediately  back  of  cab 
above  the  same  and  so  it  shall  not  overhang  the  frame 
side  members.  Section  5.3.” 
and 

\\  hereas,  the  decision  of  the  fire  commissioner  dated 
November  12,  1946,  reads: 

In  leply  to  your  request  for  this  Department’s  ac¬ 
ceptance  of  two  tractors  to  be  used  to  transport 
packaged  petroleum  goods  in  trailers,  please  be  advised 
that  permits  could  not  be  issued  for  such  equipment 
because  of  the  saddle  type  of  engine  fuel  tanks  which 
would  conflict  with  rule  5.4  of  the  Fire  Department 
specifications  for  platform  trucks. 

Pursuant  to  law,  you  may,  if  you  deem  it  advisable 
submit  this  matter  to  the  Board  of  Standards  and  Ap¬ 
peals  tor  their  consideration.” 

and 

Whereas,  the  applicant  states  that  applications  were  filed 
tor  permits  to  operate  within  the  City  of  New  York  two 
-Mack  tractors  and  four  Freuhauf  trailers  to  transport  the 
applicant  s  own  petroleum  products,  such  as  lubricating  oils, 
grease,  package  goods,  etc.,  between  warehouse  locations 
within  New  York  City  and  the  states  of  New  York  New 
Jersey  and  Connecticut ;  that  the  L.  J.  T.  Macktracto’rs  are 
equipped  with  Model  #1.BB,  l(b  gallon  capacity  Snyder 
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Saddle  type  engine  fuel  tanks  approved  by  the  Under¬ 
writers  Laboratories,  Inc ;  and 

Whereas,  the  applicant  contends  that  these  vehicles  arc 
used  exclusively  for  the  transportation  ot  non-volatile 
petroleum  products  such  as  lubricating  oils,  greases,  pack¬ 
age  goods,  etc.,  in  lot  shipments  to  the  owners  warehouses 
and  are  not  intended  for  the  purpose  of  making  deliveries 
to  resale  locations ;  that  to  comply  with  the  regulations  lor 
platform  trucks  and  place  the  engine  fuel  tank  within  the 
cab,  the  average  tank  capacity  of  30  galions  would  Jirnit 
the  mileage  radius  of  the  vehicle  to  a  total  ol  0  mi  t.  < 
require  frequent  refilling;  that  to  locate  the  tank  behind  the 
cab  above  the  chassis  frame  would  be  a  potential  hazard  to 
vehicles  of  this  type  where  frequent  coupling  and  un¬ 
coupling  of  tractors  is  necessary  due  to  the  shuttle  type  ot 
service  between  warehouses;  that  the  engine  fue  tanks  with 
which  these  tractors  are  equipped  are  all  steel  welded  12 
gauge  diamond  plate  with  11  gauge  heads  designed  to  fold 
or  give  rather  than  resist  crash;  tanks  are  equipped  wit 
fusible  fill  caps  and  flame  guard  safety  valves ;  that  this 
type  tank  is  generally  used  by  common  and  contract  carriers 
operating  under  I.  C.  C.  regulations;  that  inasmuch  as  the 
operation  of  these  vehicles  is  interstate  as  well  as  intra¬ 
state  the  requirements  of  the  fire  commissioner  would  im¬ 
pose  undue  hardship  on  the  operation  of  the  vehicles  m 

^Rcxcdved,  that  the  decisions  of  the  fire  commissioner  as 
to  Orders  48731-LC  and  48732-LC,  objection  1  be  and  the> 
hereby  arc  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  trucks  shall  be  maintained  as 
proposed  and  with  a  fuel  oil  tank  as  approved  by  the  Under¬ 
writers  Laboratories,  Inc.  and  constructed  as  proposed;  and 
in  all  other  respects  maintained  to  the  satisfaction  ot  the  fire 
commissioner. 


Adjourned:  2:40  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  28,  194/. 


Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


Whereas,  the  applicant  requested  the  appeal  be  reopened? 
for  the  purpose  of  amending  the  resolution;  and 
Whereas,  on  lanuary  14,  1947,  the  Board  reopened  this 
appeal  and  restored  it  to  the  calendar  for  the  purpose  of 
considering  a  new  decision  of  the  borough  superintendent, 
which  decision,  dated  January  9,  1947,  reads  as  follows:  < 
“#09-117.0  calls  for  a  sprinkler  system  throughout 

the  structure.” 

cU  Whereas  the  said  decision  of  the  borough  superintendent, 
dated  lanuary  9,  1947,  was  based  on  an  amendment  filed 
December  30,  1946  with  F.P.  Applic.  2077-4.1,  reading  as 

follow  “Tfie  appUcant  hereby  wishes  to  amend  original  plans 
of  the  4th,  Slh  and  6th  floors  by  changing  Studios  No. 

2  and  No.  5  to  Projection  Rooms  No.  1  and  No.  - 
and  eliminating  Studio  No.  3,  Recording  Studio  No.  1, 
Sound  Studio  No.  6,  Recording  Studio  No  2  lnlm 
Vaults  Nos.  1  to  12  with  the  exception  of  hi  m  Vaults 
#8  and  #9  which  will  remain  on  the  6th  floor,  and 
omitting  Cutting  Rooms  Nos.  1  to  15  inclusive  with 
the  exception  of  three  (3)  cutting  rooms,  which  will 
be  relocated  as  shown  on  6th  floor  plan 

The  film  vaults,  cutting  rooms  and  adjacent  area  on 
the  6th  floor  will  be  omitted  and  horizontal  exits  will 
be  installed  on  all  floors  except  15th  and  16th,  in  order 
to  provide  for  the  increased  capacity.  Horizontal  exits 
will  be  provided  by  means  of'  fire  partitions  with  3  hour 

doors  therein.  .  ,  ,  .  .  ’ 

The  entire  floors  will  be  occupied  by  one  tenant  or 

owner.” 

^Whereas,  the  applicant  now  states  it  is  desired  to  omit 
the  general  sprinklering  of  the  building;  that  plans  have 
now  been  revised  to  omit  handling  and  storage  of  films, 
except  on  a  small  portion  of  the  6th  floor,  on  which  floor  : 
there  will  be  three  cutting  rooms  and  two  storage  rooms, 
constructed  in  accordance  with  the  requirements  of  the 
Board  as  stated  in  the  original  resolution;  that  the  portion 
of  the’  6th  floor  on  which  film  will  be  handled  will  be  cut 
off  from  the  remainder  of  the  building  with  3-hour  parti¬ 
tions  and  doors  and  will  be  sprinklers  with  a  two  some 
supply ;  that  the  3rd  and  4th  floors  where  film  vaults  and 
cutting  rooms  were  formerly  shown,  will  now  be  used  fo 

^TcsolvXthlt  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  -7,  194it 
by  adding  thereto : 


696-45-A  .  ,  r. 

APPLICANT — John  J.  McNamara,  for  Niellc  Realty  Corp., 


SUB  TECT— Application  reopened  January  14,  1947— re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED— 217-219  West  57th  street  north 
side  250  ft.  west  of  7th  avenue  and  f1 6-2-4  West 
58th  street  ( Block  1029,  Lots  21,  23,  44,  45,  46  and 
4654),  Borough  of  Manhattan. 

APEARANCES—  T  at  xt 

For  Applicant:  John  J.  McNamara. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ATT  TON  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION-  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  . 


doing  inereio  .  ,  . 

•<*  *  *  that  in  the  event  the  owner  desires  to  re-l 

arrange  his  building  so  as  to  have  the :  anting  romts 


THE  RESOLUTION  (696-45-A) 

Whereas,  this  appeal  from  a  S7 th ^relt1 

superintendent,  affecting  premises  2 1 7-219  West  o  ( thstree, 
north  side  250  ft.  west  of  7th  avenue  and  216-224  West  i»tn 
street  (Kick  1029,  Lots  21,  23,  44,  45  46  and  46U).  Borough 
of  Manhattan,  was  granted  by  the  Board  on  November 
I0i5  nn  certain  conditions;  and 


arrange  ms  Dunuing  su  .1=  ,  *  0  • 

and  film  vaults  on  the  6th  floor  only  and  the  projec¬ 
tion  rooms  on  the  4th,  5th  and  6th  floors  in  the  same 
section  of  the  building  where  the  cutting  rooms  and 
vaults  are  located  and  all  as  indicated  on  revised  plans,* 
marked  “Received  January  9  1947”  (3  sheets)  and  as 
passed  upon  by  the  borough  superintendent  on  Kr 
Vpp  2077-45,  dated  January  9,  1947,  as  to  amendment 
filed  December  30,  1946;  that  the  sprinkler  system 

throughout  the  building  as  formerly  proposed  by  th 

applicant  may  be  omitted,  provided  a  two-soura 
sprinkler  system  is  installed  to  protect  the  vault  and  cut-, 
ting  rooms  on  the  6th  floor  and  the  projection  room 
on  the  4th,  5th  and  6th  floors,  as  indicated  on  sue 
plans,  and  including  the  corridor  from  such  space  0 
the  6th  floor  as  far  as  the  stairway  eading  to  Wes 
57th  street;  that  in  such  corridor  on  the  sixth  floor  a 
the  point  where  the  wall  occurs,  separating  the  filn 
cutting  area  from  the  balance  of  the  area  occupied  a 
offices,  there  shall  be  a  sliding  fireproof  door  install* 
as  well  as  the  fireproof  swing  doors  shown,  that  a 
doors  in  such  area  shall  also  be  made  self-closing  tha 
such  sprinkler  system  shall  be  a  two-source  systu 
proposed,  complying  m  all  respects  with  the  1 require 
ments  therefor;  that  the  construction  of  the  vault 
shall  be  in  accordance  with  the  requirements  thettW 
and  the  terms  of  the  resolution  adopted  by  the  Boa 
vlZw  27.  1945 ;  that  in  all  other  respects,  th 
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building  and  occupancy  shall  comply  with  all  laws 
rules  and  regulations  applicable  thereto;  that  this  vari- 
ance  is  granted  on  the  condition  as  represented  that 
there  shall  be  no  cutting  or  storage  of  film  vaults  else¬ 
where  throughout  the  building  than  as  above  described 
and  it  there  are  projection  rooms  elsewhere  in  the 
building  that  the  operator’s  booth  shall  be  protected 
by  sprinkler  heads  fed  from  the  sprinkler  riser”. 


940-46-A 

A1  ’I’Ll CAN T— Soontup  and  Rapson,  for  Henry  J  Pase 
owner.  ‘  ’ 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  A EFECT ED — 178-02  and  178-10  130th  road 
southeast  corner  of  178th  place  (Block  12542,  part 
of  Lot  18),  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Julius  S.  Rapson. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

1  HE  V Ol  E — 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . " .  q 

THE  RESOLUTION  (940-46-A) 

Whereas,  Soontup  and  Rapson,  for  Henry  J.  Pase,  owner, 
filed  December  4,  1946,  an  appeal  from  decisions  of  the 
borough  superintendent,  affecting  premises  178-02  to  178-10 
130th  road,  southeast  corner  178th  place  (Block  12542,  part 
of  Lot  18),  Springfield  Gardens,  Borough  of  Queens’;  and 
\\  hekeas,  the  decisions  of  the  borough  superintendent 
dated  November  7,  1946,  on  N.B.  Applications  N.B.  7814- 
and  7816-46,  reads : 

“1.  Proposed  erection  of  frame  building  in  fire  limits 
is  contrary  to  §4.12  B.C.” 

and 

Whereas,  the  applicant  states  that  No.  178-02  consists  of 
a  plot  fronting  33  ft.  on  130th  road  and  100  ft.  on  178th 
place  and  a  plot  71  ft.  east  of  178th  place,  fronting  38  ft.  on 
130th  road,  located  in  an  undetermined  use,  B  area,  and  Class 
1  height  district,  upon  which  lots  it  is  proposed  to  erect  a 
one  and  a  half  story  frame  one  family  dwelling  23  ft.  in 
height;  24  ft.  9  in.,  by  36  ft.  9  in.  in  area,  surfaced  on  the 
exterior  with  brick  veneer  to  the  belt  line  and  with  asphalt 
shingles  to  the  peaks ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build- 
mgs  will  be  part  of  a  group  of  frame  dwellings  to  be  erected 
within  the  fire  limits;  that  this  type  of  building  is  in  keeping 
with  the  other  buildings  in  the  neighborhood ;  that  the  build¬ 
ings  in  all  other  respects  comply  with  the  requirements  of 
the  Building  Code  for  frame  buildings  outside  of  the  fire 
limits;  and 

Whereas,  plans  filed  with  this  appeal  indicate  that  the 
corner  dwelling  will  be  set  back  from  178th  place  a  distance 
of  less  than  4  ft.  and  that  both  buildings  will  be  set  back 
from  130th  road  a  distance  of  20  ft.;  that  the  buildings  will 
be  so  located  on  plots  as  to  be  not  nearer  than  13  ft.  to  the 
next  adjoining  dwelling. 

Resolved ,  that  the  decisions  of  the  borough  superintendent, 
acting  on  N.B.  Applications  7814  and  7816-46.  objection  !•, 
bC  ,aPd  t,ie-v  hereby  are  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  houses  shall 
be  constructed  as  proposed  and  limited  to  the  occupancy  of 
one  family  each ;  that  any  garage  erected  on  each  lot  shall 
comply  with  the  rcqinrements  of  the  zoning  resolution  for 
a  similar  garage  when  constructed  in  a  residence,  G  area  ' 
district  and  be  constructed  substantially  in  conformity  with 
the  proposed  construction  of  the  residence  itself. 


SUBJECl^^Appeal  from  a  decision  of  the  borough  super- 

PREMISES  AFFECTED— 178-06  and  178-14  130tl.  road, 

nu  htSU  9-A3  ft  and  109  ft-  east  of  178th  place 
(L'0tD  2a4^’  pail  of  Lot  18>.  Springfield  Gar- 
oens>  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Julius  S.  Rapson 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

THE1  VOTE^?OARD~Api)eaI  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
.N  egative :  .  q 

THE  RESOLUTION  (94 1-46- A) 

Whereas,  Soontup  and  Rapson,  for  Henry  J  Pase 
owner,  filed  December  4  1946,  an  appeal  from  a  decision  of 
he  borough  superintendent,  affecting  178-06  and  178-14 

I  R0/1  LrT?d-’^°Uth  SK  e’T  33  !l  and  109  ft-  east  of  178th  place 
of  S^eenffamf  °f  LOt  8)’  Spnngfield  Gardens,  Borough 

i  )\HIxtEAS’  Lbe  decision  of  the  borough  superintendent 
7817d46NreVadsber  946’  0X1  NB‘  Applications  7815  and 

1.  I  i  oposed  erection  of  frame  building  in  fire  limits 
is  contrary  to  §4.1.2  B.C.” 

and 

\\  hekeas,  the  applicant  states  that  the  premises  consist 
ot  two  proposed  lots  fronting  38  ft.  on  130th  road,  located 
m  an  undetermined  use,  D  area  and  Class  1  height  district 
upon  each  ot  which  lots  it  is  proposed  to  erect  a  one-and 
a  halt  story,  one  family  dwelling,  23  ft.  in  height;  25  ft. 

•  uu  ■  ,ln  a^a,  surfaced  on  the  exterior  to  the  belt  line 
-md  bnCk  V6neer  and  with  asphalt  shingles  to  the  peaks; 

Whereas  the  applicant  contends  that  the  buildings  in 
question  will  be  part  of  a  group  of  frame  dwellings  erected 
within  the  fire  limits;  that  this  type  of  building  is  in  keep- 
mg  with  the  other  buildings  in  the  neighborhood;  that  the 
buildings  m  all  other  respects  will  comply  with  the  require¬ 
ments  of  the  Building  Code  for  frame  buildings  built  out¬ 
side  of  the  fire  limits ;  and 

W  hereas,  plans  filed  with  this  appeal  indicate  that  the 
dwellings  will  be  set  back  20  ft.  from  130th  road  and  will 
be  so  located  on  the  lots  as  to  be  not  nearer  than  13  ft  to 
the  next  adjoining  dwelling. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applications  ,7815  and  7817-46,  objection  L 
be  and  they  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  houses  shall  be 
constructed  as  proposed  and  limited  to  the  occupancy  of  one 
family  each  ;  that  any  garage  erected  on  each  lot  shall  comply 
with  the  requirements  of  the  zoning  resolution  for  a  similar 
garage  when  constructed  in  a  residence,  G  area  district 
and  be  constructed  substantially  in  conformity  with  the 
proposed  construction  of  the  residence  itself. 


94 1-46- A 

APPLICANT — Soontup  and  Rapson.  for  Henry  J.  Pas 


ase. 


owner. 


944-46-A 

APPLICANT— Henry  George  Greene,  for  Pauline  Mandel- 
baum,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 82  1st  avenue,  southeast  corner 
of  East  5th  street  (5th  floor)  ;  (Block  432,  Lot  9), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  George  Greene. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief.  Guinee  4 

Negative :  .  g 
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THE  RESOLUTION  (944-46A) 

Whereas,  Henry  George  Greene  for  Pauline  Mandel- 
baum,  owner,  filed  December  4,  1946,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises  R- 
lst  avenue,  southeast  corner  3th  street  (3th  floor),  (Block 
432.  Lot  9),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  22,  1946,  on  amendment  to  Alt.  Applic. 

O/iy _ rCcids  *  .  . 

“17  As  building  exceeds  50  ft.  in  height  and  it  is 
proposed  to  use  five  stories  for  commercial  use  same  is 
unlawful  and  in  violation  of  Sect.  4.2.1  B.C.  unless 
building  is  made  fireproof  throughout.  .  . 

18  Two  means  of  egress  are  required  from  each 
floor  area,  6.1.2.2.3  B.C.  as  building  exceeds  40  ft.  in 
height,  enclosure  for  stair  required  to  have  a  2  hour 
fire  resistive  rating,  including  supporting  construction. 

6.4.1. 8.1  B.C.  ,  ...  •  , 

19  Stairs  required  to  be  incombustible  materials 
6  417  T  (6  12.3  B.C.)  should  lead  directly  to  street, 
6.3.3  KC.  aiso  6.4.1.11  B.C.  should  be  free  from  winders, 
and  should  be  extended  to  roof  6.4.1.11  B.C.  Provide 
handrails  on  both  sides  of  all  required  stairs.  6.4.1. U 
p  r 

Note :  Structural  examination  of  new  plans  filed 

will  be  made  when  above  objections  have  been  complied 
with  construction  not  examined. 

a*  Whereas,  the  applicant  states  the  building  is  3  stones 
(55  ft.)  in  height;  21  ft.  9  in.  by  67.  2  in.  in  area  at  1st  floor 
?1  ft  9  in.  by  49  ft.  6  in.  in  area  at  typical  floor  of  t  lass  4 
construction;  erected  prior  to  1870;  located  In  a  tnismess 
use,  B  area  and  Class  U/2  height  district,  and  used  and  occu¬ 
pied  since  erection  as  dwelling  with  one  apartment  on  each 
floor  that  it  is  proposed  to  be  used  and  occupied  as  follow  s  . 
cellar,  storage;  1st  floor,  furniture  showroom,  4  persons; 
2nd  to  fifth  floors,  furniture  storage,  2  persons  each,  that 
the  building  is  equipped  with  one  exterior  wood  stairs,  Z  tt. 

10  in  and  3  ft.  in  width,  enclosed  in  partitions  ot  wood  hie 
retarded,  to  be  equipped  with  kalamem  self-closing  doors 
and  one  fire  escape  at  the  front,  leading  to  the  roof  by  a 
ladder  and  to  the  street  by  a  ladder;  that  windows  and  doors 
on  the  course  of  the  fire  escape  are  not  fireproof  selt-clos- 

Whereas,  the  applicant  contends  that  the  provisions  of 
Section  4  2.1  of  the  Building  Code,  requiring  that  the  build¬ 
ing  be  made  fireproof  throughout  because  of  the  proposed 
use  of  the  5th  floor,  would  impose  an  extreme  hardship  on  the 
owners;  that  each  floor  as  shown  would  have  two  means 
of  egress,  one  through  the  present  stairway  and  one  throug  i 
the  front  fire  escape;  that  the  stairway  at  the  present  tune 
leads  directly  to  the  street  and  extends  to  the  roof  by  stair 
and  bulkhead;  that  the  addition  of  the  use  of  the  fifth  floor 
in  its  present  condition  would  in  no  way  increase  the  haz¬ 
ardous  use  of  the  premises,  inasmuch  as  the  use  thereof  will 
be  confined  purely  to  storage  purposes;  that  the  occupancy 
will  be  limited  to  two  or  three  persons  necessary  to  deliver 
and  remove  the  furniture  whenever  necessary ;  that  the  en¬ 
tire  stairway  will  be  enclosed  in  completely  fire  retarded 
enclosure  with  fireproof  self-closing  doors;  that  the  existing 
building  exceeds  the  height  restrictions  by  only  3  It. ;  that  it 
is  therefore  respectfully  requested  that  the  Board  grant  ns 

appeal  in  view  of  the  above  facts.  .  , 

Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Alt.  Applic.  247-43,  objections  17,  18  and  19,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  the  stair  throughout  its  height 
shall  be  enclosed  as  proposed  and  the  direct  exit  to  the  stair 
at  street  level  shall  be  maintained;  that  there  shall  be  in¬ 
stalled  and  maintained  within  the  stairway  enclosure  through¬ 
out  its  height  from  basement  to  top  floor,  a  one-source 
sprinkler  system  similar  to  the  type  prescribed  for  a  con¬ 
verted  multiple  dwelling ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  this  variance  shall 
continue  only  so  long  as  the  building  is  occupied  as  proposed 


for  furniture  storerooms  on  all  stories  and  no  maniitactur- 
ing  of  anv  kind  or  repair  work  shall  be  carried  on  in  the 
building;  that  the  fire  escape  on  the  front  of  the  building 
shall  be  maintained,  leading  to  roof  by  ladder  and  to  street 
by  ladder. 


955-46-A 


APPLICANT— Wallace  G.  Storch,  for  New  \ork  Dock 
Co.,  owner  (Atlantic  Zinc  Works,  Inc.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 87  Bowne  street  southeast 
corner  of  Imlay  street  (2nd  floor)  ;  (Block  30/, 
part  of  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Thomas  A.  Larkin,  hire  yep  t. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS—  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . ” 


THE  RESOLUTION  (955-46-A) 

Whereas,  Wallace  G.  Storch,  for  New  'i  ork  Dock  Com¬ 
pany  owner  (Atlantic  Zinc  Works,  Inc.,.  lessee),  filed 
December  5,  1946,  an  appeal  from  a  decision  of  the  fire 
commissioner  affecting  premises  87  Bowne  street,  southeast 
corner  Imlay  street  (2nd  floor)  ;  (Block  507,  part  of  Lot  1), 
Borough  of  Brooklyn;  and 

Whereas,  when  this  case  was  called  tor  hearing,  no  ap¬ 
pearance  was  made  on  behalf  of  the  appeal.  .  .  . 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 


1015-46-A 

APPLICANT— Soon  tup  and  Rapson,  for  Bernard  Wilson 
Construction  Co.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
PREMISES  AFFECTED— 259-01  to  239-09  148th  avenue 
northeast  corner  of  239th  street  and  north  side  of 
148th  avenue,  40  ft.  and  80  ft.  east  of  259th  street 
(Block  13684,  Lots  36  and  38),  Rosedale,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Julius  S.  Rapson.  ,  . 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  „  .  .  rc 

Affirmative:  Chairman  Murdock,  Commissioneis  I 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 


THE  RESOLUTION  (1015-46-A)  j 

Whereas,  Soontup  and  Rapson,  for  Bernard  V  ilson 
Construction  Co.,  owner,  filed  December  16,  1946,  an  ap¬ 
peal  from  decision  of  the  borough  superintendent  affecting 
premises  259-01  to  259-09  148th  avenue,  northeast  corner 
259th  street  and  north  side  of  148th  avenue,  40  ft.  and  80  it. 
east  of  259th  street  (Block  13684,  Lots  36  and  38),  Rosedale, 

Borough  of  Queens ;  and  .  ,  . 

Whereas,  the  decisions  ot  the  borough  superintendent, 
on  N.B.  Applications  9212,  9213  and  9214-46,  dated  Decem¬ 
ber  12,  1946,  reads:  .  ,  .  ,  .... 

“1  The  use  of  two  inch  floor  beams  in  buildings 
within  the  fire  limits  is  contrary  to  Sec.  7.1.4  paragraph 
7  of  the  Building  Code.” 

^Whereas,  the  applicant  states  the  buildings  are  one  and 
a  half  stories  (23  ft.)  in  height;  25  ft.  by  36  ft.  m  area, 
of  Class  3  construction,  now  under  construction;  that  eacn 
dwelling  will  be  located  on  a  lot  40  ft.  by  102.08  ft.  (ap¬ 
proximate)  in  area,  in  an  undetermined  use,  D  area  and 
Class  1  height  district  and  each  dwelling  to  be  used  as  a 
one  family  dwelling ;  and 
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Whereas,  the  applicant  contends  that  the  premises  con¬ 
sists  of  3  plots,  40  ft.  by  100  ft.  in  area,  on  which  is  being 
constructed  3  one  family  1J2  story  brick  and  cinder  block 
dwellings,  25  ft.  bv  36  ft.,  located  in  an  undetermined  use 
and  L)  area  district ;  that  the  builder  ordered  lumber  from 
stock  drawings  for  bungalows  formerly  erected  in  a  resi¬ 
dence  district  wl^re  2  in.  floor  beams  were  permitted ;  that 
the  construction  was  well  under  way  and  the  1st  floor  beams 
for  all  three  dwellings,  and  ceiling  beams  for  259-09  were 
built  into  the  wall  before  it  was  discovered  that  3  in.  thick 
beams  were  required ;  that  3  in.  thick  ceiling  beams  were 
used  to  complete  the  other  two  houses ;  that  all  of  these 
beams  are  well  built  into  masonry  and  tied  with  wall 
anchors,  the  sub-flooring  nailed  down,  and  in  the  interior 
partitions  erected;  that  almost  all  of  the  dwellings  in  this 
area  were  erected  before  the  area  was  zoned  as  undetermined 
and  are  constructed  of  frame  2  in.  thick  floor  beams,  and 
dwellings  will  in  all  other  respects  comply  with  the  require¬ 
ments  for  buildings  within  the  fire  limits. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
on  N.B.  Applications  9212,  9213  and  9214-46,  objection  1, 
be  and  they  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area ;  that  the  spacing  of  the  beams 
shall  be  in  accordance  with  the  Code  requirements  and  the 
beams  shall  meet  the  requirements  for  their  designed  load; 
that  each  building  shall  be  limited  to  the  occupancy  of  one 
family;  and  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


1022- 46-A 

1023- 46-A 

APPLICANT — Schuman  and  Lichtenstein,  for  Wildenstein 
and  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 23-25  East  64th  street,  north 
side,  20  ft.  west  of  Madison  avenue  (Block  1379, 
Lots  115  and  16),  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant :  Simon  N.  Alderman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (1022-46-A) 

(1023-46-A) 

Whereas,  Schuman  and  Lichenstein,  for  Wildenstein  and 
Co.,  Inc.,  owner,  filed  December  17,  1946,  an  appeal  from 
decisions  of  the  borough  superintendent,  affecting  premises 
23-25  East  64th  street,  north  side,  20  ft.  west  of  Madison 
avenue  (Block  1379,  Lots  115  and  16),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  November  18,  1946,  on  Alt.  Applications  2197-46  and 
2198-46,  read: 

“1.  Building  exceeds  tabular  height  limit  for  com¬ 
mercial  use  and  should  be  fireproof. 

2.  Show  stair  enclosure  of  incombustible  material 
to  comply  with  Section  6. 4. 1.8.9  of  B.C.” 

and 

Whereas,  the  applicant  states  the  building  known  as  23 
East  64th  street  is  5  stories  and  basement  (64  ft.)  in  height ; 
17  ft.  by  80  ft.  in  area  at  1st  floor;  17  ft.  by  60  ft.  in  area 
it  typical  floor,  of  Class  3  construction;  erected  1879;  located 
:n  a  restricted  retail  use,  B  area  and  Class  1J4  height  district 
md  used  and  occupied  since  1926:  cellar,  storage,  no  per¬ 
sons ;  basement,  store,  5  persons;  1st  floor,  office  and  apart- 
nent,  10  persons;  2nd  to  5th  floors,  1  apartment  each  floor, 


and  proposed  to  be  used  and  occupied  as  follows:  cellar, 
storage  no  persons;  basement,  store,  5  persons;  1st  floor! 
offices,  4  persons ;  2nd  floor,  offices,  4  persons ;  3rd  to  5th 
floors,  office  and  studio,  4  persons  each ;  that  the  building  is 
equipped  with  a  one  source  sprinkler  system  in  stairhall 
and  one  3  ft.  wide  wood  stairs  enclosed  in  partitions  of 
vvood  studs  and  plaster,  equipped  with  wood  self-closing 
(looi  s  and  leading  from  roof  bulkhead,  directly  to  the  street  \ 
and 

.Whereas,  Certificate  of  Occupancy  11651,  issued  October 
29,  1926,  permits  the  use  of  the  building  as  follows:  cellar, 
storage;  1st  floor,  store;  2nd  floor,  showrooms  and  non¬ 
housekeeping  apartments ;  3rd,  4th  and  5th  floors,  non-house¬ 
keeping  apartments,  not  more  than  15  sleeping  rooms  in 
building;  and 

Whereas,  the  applicant  contends  that  No.  23  and  No.  25 
East  64th  street,  with  19-21  East  64th  street,  are  all  under 
one  ownership;  that  No.  19  to  21  is  used  in  its  entirety 
as  geneial  offices,  studios  and  galleries  by  the  owner  and 
is  of  Class  1  construction;  that  the  owner  specializes  in 
works  of  art  and  collectors’  items ;  that  during  the  war  he 
found  it  necessary  to  remove  art  objects  and  collectors’  items 
I  rom  Fuirope  and  store  them  in  space  formerly  devoted  to 
oltices  and  studios  within  19-21  East  64th  street;  that  with 
space  at  a  premium,  the  owner  found  it  desirable  to  utilize 
the  adjoining  buildings  for  offices  and  studios  to  replace 
those  rooms  now  devoted  to  storage  in  19-21 ;  that  an  open¬ 
ing  will  be  provided  between  19-21  and  23  East  64th  street 
at  the  3rd  floor,  protected  with  3  hour  opening  protectNe 
assemblies;  that  buildings  are  equipped  with  one  source 
sprinkler  system  in  the  stair  halls;  that  the  public  halls 
will  be  fire  retarded;  that  all  public  hall  doors  will  be  1 
hour  test  fireproof  self-closing;  cellar  stairs  are  now  en¬ 
closed  in  terra  cotta  blocks,  equipped  with  fireproof  self¬ 
closing  doors ;  that  public  hall  stairs  continue  to  the  roof ; 
that  horizontal  exits  between  No.  23  and  No.  25  East  64th 
street  will  be  provided  at  all  floors  above  grade,  equipped 
with  3  hour  opening  protective  assemblies;  that  floors  will 
support  a  live  load  of  50  lbs. ;  and 

Whereas,  the  applicant  further  states  the  building  known 
as  25  East  64th  street  is  4  stories  and  basement  (54  ft.)  in 
height,  17  ft.  by  85  ft.  in  area  at  1st  floor;  17  ft.  by  56  ft. 
in  area  at  typical  floor,  located  in  a  restricted  retail  use,  B 
area  and  Class  1^4  height  district;  used  and  occupied  since 
1919:  Cellar,  storage,  no  persons;  Basement,  store  and 
apartment,  5  persons;  1st  floor,  apartment  and  studio,  5 
persons ;  2nd  to  4th  floors,  inclusive,  apartment  each  floor, 

4  persons  per  floor ;  proposed  to  be  used  and  occupied :  Cel¬ 
lar,  same;  basement,  store  and  office,  5  persons;  1st  floor, 
office  and  library,  4  persons;  2nd  floor,  offices,  4  persons; 
3rd  floor,  office  and  studio,  4  persons;  4th  floor,  caretaker’s 
apartment,  2  persons ;  that  the  building  is  equipped  with  a 
sprinkler  system  in  the  stairhall,  one  3  ft.  wide  wood  stairs 
enclosed  in  stud  and  plaster  partitions,  equipped  with  wood, 
self-closing  doors  and  leading  from  roof  bulkhead,  directly 
to  the  street. 

Resolved,  that  the  decisions  of  the  borough  superintend¬ 
ent  as  to  Alt.  Applications  2197-46  and  2198-46,  objections 
1  and  2,  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  buildings 
shall  not  be  increased  in  height  or  area;  that  in  all  other 
respects,  the  buildings  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  the  al¬ 
terations  and  protections  shall  be  as  described  and  as  indi¬ 
cated  on  plans  filed  with  these  appeals,  marked  “Received 
January  22,  1947’’  (8  sheets)  ;  that  this  variance  shall  con¬ 
tinue  only  so  long  as  the  premises  are  used  as  proposed ; 
that  the  floor  loading  shall  be  posted  and  the  floors  shall 
at  no  time  be  loaded  beyond  such  posted  capacity ;  that  the 
number  of  occupants  throughout  the  buildings  shall  not  be 
greater  than  proposed ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct  and  the  one-source  sprinkler  system  within  stairhalls, 
previously  installed  at  the  time  the  buildings  were  used  for 
residential  occupancy,  shall  be  maintained  in  accordance 
with  the  requirements  therefor. 
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1082- 46-A 

1083- 46-A 

APPLICANT — Jules  Lewis,  for  Fowler  Contracting  Co., 

owner.  ,  ,  . 

SUBIECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 124-126  West  21st  street  south 
side,  295.5  ft.  west  of  6th  avenue  (Block  /96,  Lots 
54  and  55),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Jules  Lewis  ,  f 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THF  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Ouinec  4 
Negative:  . 

THE  RESOLUTION  (1082-46A) 

(1083-46 A) 

Whereas,  Jules  Lewis,  for  Fowler  Contracting  Co., 
owner,  filed  December  20,  1946,  an  appeal  from  decisions  of 
the  borough  superintendent,  affecting  premises  124-1-6  \\est 
21st  street,  south  side,  295.5  ft.  west  of  6th  avenue  (Block 
796  Lots  54  and  55),  Borough  of  Manhattan;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  November  25,  1946,  on  amendment  to  Alt.  Applica¬ 
tions  1644-44  and  1645-44,  read : 

“6  Repeat.  Egress  from  fire  escape  should  comply 
with’ sec.  273  Labor  Law.  Variance  granted  by  Bd.  of 
S.  &  A.  under  Cal.  #790-24-S  and  this  application 
should  be  referred  to  Bd.  of  S.  &  A.  for  decision. 

7.  Repeat.  Min.  L.L.  of  120#  should  be  specified 
for  factory  use  and  construction  shown  adequate  to  sup¬ 
port  such  load.  .  „  . 

9.  Repeat.  Stair  should  continue  to  roof  as  per  Rule 
11  of  Factory  Exit  Rules.  Note  change  of  occupancy 
of  bid0.  This  objection  should  be  referred  to  Bd.  of 
S.  &  A.’  for  decision  under  Cal.  #790-24-S.” 

^Whereas,  the  applicant  states  that  the  building  known 
as  124  West  21st  street  is  3  stories  and  basement  (41  tl.) 
in  height,  23  ft.  by  89  ft.  in  area  at  1st  floor,  23  ft.  by  53 
ft  in  area  at  typical  floor,  of  class  3  construction,  erected 
prior  to  1913,  located  in  an  unrestricted  use,  B  area  and 
Class  2  height  district  and  used  since  1920  as  follows :  cellar 

_ storage — no  persons;  basement — carpentry— 6  persons  ,  s 

floor — engraving — 9  persons ;  2nd  floor— flocking— 8  persons ; 
3rd  floor — preparation  of  bristles — 8  persons;  no  change  m 
use  or  occupancy  is  proposed ;  that  the  building  is  equippe 
with  one  3  ft.  8  in.  wide  wood  interior  stairs  enclosed  in 
partitions  of  wood  studs  and  plaster,  equipped  with  wood 
self-closing  doors  and  leading  directly  to'  the  street,  and 
provided  with  a  ladder  and  scuttle  to  the  roof ;  that  there 
is  one  fire  escape  at  the  rear,  leading  to  the  roof  by  stairs 
and  to  the  yard  bv  stairs  to  an  extension  roof,  with  egress 
from  its  termination  to  adjoining  yards;  that  windows  and 
doors  on  the  course  of  the  fire  escape  are  fireproof  self- 
closing ;  that  adjoining  buildings  are  of  the  same  he-glit ; 

^Whereas,  the  applicant  contends  that  the  building  was 
the  subject  of  an  appeal  under  Cal.  790-24-S  which  permitted 
an  interior  stairway  to  terminate  at  the  top  floor,  on  con¬ 
dition  that  a  ladder  and  scuttle  would  be  provided  and 
egress  from  the  rear  fire  escape  at  yard  level  by  means  of 
a  door  in  the  fence  on  each  side  of  the  property ;  that  the 
budding  was  then  occupied  as  store  and  factory  ;  and 
Whfreas,  the  applicant  contends  as  to  objection  6,  that 
an  extension  in  the  basement  story  to  the  rear  lot  line  was 
built,  thus  modifying  egress  from  the  rear  fire  escape,  that 
the  roof  of  this  extension  is  fireproof  and  from  this  root  a 
connection  has  been  provided  to  the  fire  escape  on  the 
building  to  the  east  and  continues  to  the  rear  of  the  building 
at  126  West  21st  street,  prov:ding  the  equivalent  of  a  door 
in  the  fence:  that  the  roof  of  this  extension  is  level  with 
the  roof  of  the  extension  at  128  West  21st  street,  providing 


further  escape ;  that  these  conditions  are  at  least  the  equiva¬ 
lent  of  those  existing  in  1924;  as  to  objection  /,  that  the  j 
type  of  occupancy  superimposes  a  light  floor  load  for  which 
65  lbs.  per  sq.  ft.  is  adequate;  that  the  area  ot  each  of  the 
upper  floors  is  small  being  only  1,265  sq.  ft.,  permitting  onh  ( 
the  smaller  class  of  tenants  with  very  few  occupants  and 
light  apparatus;  that  the  building  has  been  continuoush  so  J 
occupied;  as  to  objection  9,  that  the  building  has  been  occu¬ 
pied  for  factory  since  1924  and  still  is  for  factory  use, 
that  the  occupancies  are  of  the  same  nature  and  the\  are 
not  hazardous  and  have  a  small  number  of  employees ;  that 
due  to  the  small  area  of  the  building,  the  conditions  of 
egress  being  unusually  good  and  that  there  is  such  a  small 
distance  from  any  point  on  the  floor  to  an  exit,  the  building  1 
being  only  3  stories  and  basement  in  height,  it  is  requested 
that  the  Board  grant  a  variation;  and 

Whereas,  the  applicant  further  states  that  the  building 
known  as  126  West  21st  street  is  3  stories  and  basement 
(41  ft.)  in  height,  23  ft.  by  89  ft.  in  area  at  1st  floor,  -3  It. 
bv  55  ft  in  area  at  typical  floor,  Class  3  construction; 
erected  prior  to  1913,  located  in  an  unrestricted  use,  B  area 
and  Class  2  height  district;  used  and  occupied  since  1420  as 
follows :  Stibcellar,  none ;  cellar,  storage  0  persons ;  1st 
floor,  assembly  of  Air  Filters,  8  persons;  2nd  floor  Flock- 
in<r  8  persons;  3rd  floor,  Preparation  of  Bristles  for  brushes, 

8  persons ;  that  n6  change  in  use  or  occupancy  is  proposed ; 
that  the  building  is  equipped  with  one  3  ft.  8  in.  wide  wood 
stairs  enclosed  in  partitions  of  wood  studs  and  plaster, 
equipped  with  wood,  self-closing  doors,  leading  duett  ' 
the  street  and  provided  with  a  ladder  and  scuttle  to  the 
roof  •  that  one  fire  escape  at  the  rear  leads  to  the  root  bv 
stairs  and  to  the  yard  by  stairs  to  the  roof  of  extension 
with  egress  to  adjoining  yards;  that  windows  and  doors  on 
the  course  of  fire  escape  are  fireproof,  self-closmg ;  that 
adjoining  buildings  are  of  the  same  height;  and 

Whereas  the  applicant  further  states  the  building  was 
the  subject  of  an  appeal  under  Cal.  1422-23-S,  which  per¬ 
mitted  the  interior  stairway  to  terminate  at  the  top  tloor 
on  condition  that  a  ladder  and  scuttle  be  provided  and  that 
egress  from  the  rear  fire  escape  by  means  of  openings  into 
yards  of  adjoining  premises  on  both  sides  for  a  distance 
of  3  buildings;  that  the  occupancy  then  was  carpenter  shop 

and  factory;  and  . 

Whereas  the  applicant  contends  as  to  objection  6,  that 
due  to  the  fact  an  extension  of  the  basement  story  to  the 
rear  lot  line  was  constructed,  conditions  of  egress  from 
the  rear  fire  escape  are  modified;  that  the  roof  of  this 
extension  on  which  the  rear  fire  escape  lands  is  fireproof; 
that  this  roof  continues  to  the  rear  of  the  building  at  4F^4 
West  21st  street  and  there  is  a  connection  to  the  fire  escape 
on  the  rear  of  #122  West  21st  street,  which  extends  down 
to  the  bottom  of  its  yard,  from  which  egress  can  be  had 
to  a  number  of  yards  to  the  east;  that  the  roof  of  the 
rear  extension  of  128  West  21st  street  is  level  with  the 
roof  of  the  extension  of  the  building  in  question ;  that  these 
conditions  are  as  good  as  those  existing  in  1924,  if  not 
better  •  as  to  objection  7,  that  the  type  of  occupancy  super¬ 
imposes  a  light  floor  load  for  which  65  lbs.  per  square 
foot  is  adequate;  that  the  area  of  the  upper  floors  is  small, 
being  only  1265  square  feet  gross,  permitting  only  the 
smaller  class  of  tenants  with  very  few  occupants  and  light 
apparatus;  that  the  building  has  been  continuously  so 
occupied;  and  contends  as  to  objection  9,  that  the  building 
was  used  as  a  factory  in  1924  and  still  is  m  factory  use; 
that  the  occupancy  is  of  the  same  nature  and  is  not  hazardous 
and  has  a  small  number  of  occupants. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
be  and  thev  hereby  are  ■ modified  as  to  Alt.  Applications 
1644-44  and  1645-44,  objections  6,  7  and  9  and  that  the 
appeals  be  and  they  hereby  are  (/ranted  on  condition  that 
the  resolutions  adopted  bv  the  Board  affecting  these  two 
buildings  under  Cal.  1422-23-S  on  January  9,1924  as  to 
building  126  West  21st  street  and  under  Cal.  790-24-S. 
adopted  Tanuarv  29,  1924.  as  to  124  West  21st  street  shall 
he  complied  with,  except  that  in  the  event  the  owner  desires 
to  construct  a  one-story  extension  at  the  rear  of  each  bull 
ing,  as  indicated  on  plans  filed  with  this  appeal,  marked 
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“Received  December  20,  1946”  (4  sheets)  ;  that  the  exit 
from  the  rear  fire  escape  to  the  fireproof  roof  of  such 
one-story  extension  shall  he  by  means  of  a  ladder  from  the 
root  to  the  adjoining  property  to  the  east,  permission  for 
which  shall  he  filed  with  the  borough  superintendent  and 
to  the  adjoining  roof  on  same  level  at  the  west  from 
which  safe  exit  can  be  obtained  through  the  building  to 
the  street ,  that  in  all  other  respects,  t lie  buildings  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


1085-46-A 

APPLICANT— George  D.  Scott,  for  Fritz  Kahlen  and 
kaethe  Kahlen,  owners,  d/b/a  Industrial  Decalco- 
mania  Co. 

SUBJEC  1  Appeal  from  an  order  of  the  fire  commissioner 

nnumrero  t*le  borough  superintendent. 

PREMISES  A  FFECTE1) — 523  East  73rd  street,  north 
side,  323  ft.  east  of  York  avenue  (Block  1485,  Lot 
14),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  D.  Scott. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT- 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (1085-46-A) 

Whereas,  George  D.  Scott,  for  Fritz  Kahlen  and  Kaethe 
kahlen  owners,  d/b/a  Industrial  Decalcomania  Co.,  filed 
December  24,  1946,  an  appeal  from  an  order  of  the  fire 
. ommissioner  and  a  decision  of  the  borough  superintendent 
meeting  premises:  523  East  73rd  street,  north  side,  323  ft’ 
?ast  of  York  avenue  (Block  1485,  Lot  14),  Borough  of 
Manhattan;  and 

Whereas,  Order  48853-LC  of  the  Fire  Commissioner 
issued  November  25,  1946,  reads: 

“You  ARE  HEREBY  ORDERED  AND  REQUIRED  TO: 

1.  Discontinue  storage  of  nitro-cellulose  products  in 
violation  of  Cl 9- 1 1 0.0  b  7  and  for  the  reason  that  build- 
ing  is  not  equipped  with  a  two-source  sprinkler  system  ” 

ind 

Whereas,  the  decision  of  the  borough  superintendent 
lated  December  23,  1946,  on  amendment  to  Sprinkler 
\pphc.  774-46,  reads  : 

“2-  Repeat  obj.  #1  which  reads  ‘On  the  3rd  floor- 
190#  of  nitro  cellulose  is  stored,  for  which  use  a 
sprinkler  system  as  called  for  in  Sec.  26-1375  0  of  the 
Admin.  Code.’” 

nd 

Whereas,  the  applicant  states  the  building  is  3  stories 
nd  basement  (34  ft.)  in  height,  23  ft.  by  98  ft.  in  area, 
lass  3  construction,  erected  in  1927,  located  on  a  lot  25  ft. 

•v  102.2  ft.  in  area,  in  an  unrestricted  use,  B  area  and 
lass  2  height  district ;  used  and  occupied  as  follows :  Base- 
ient,  boiler  room  and  storage,  5  persons;  1st  floor,  furniture 
e pairing,  2  persons;  2nd  floor,  office  and  lamp  shade  manu¬ 
al  Hiring,  10  persons;  3rd  floor,  decorating  glass  porcelain 
nd  celluloid,  10  persons;  that  no  change  in  use  or  occu- 
anc\  is  proposed  ;  that  the  building  will  be  equipped  with 
one-source  sprinkler  system  throughout;  there  is  one  4  ft. 
in.  wide  fireproof  stairs  covered  in  metal  partitions  arid 
:ading  from  the  roof  bulkhead,  directly  to  the  street, 
pupped  with  fireproof,  self-closing  doors,  and  one  fire 
wape  at  the  rear,  leading  to  the  roof  by  a  ladder,  with  egress 
om  the  termination  at  the  yard  level,  through  fire  passage 
id  cellar;  that  windows  and  doors  on  the  course  of  fire 
'Cape  are  fireproof,  self-closing;  that  there  is  no  safe  egress 
•om  the  roof ;  and 

.,^®EREAS.  Certificate  of  Occupancy  22252  issued  March 
',  1937,  permits  the  use  of  the  building  as  follows:  Base- 
ent  and  first  story — automobile  repair  shop;  2nd  story,  fac- 
3rd  story,  factory;  and 

Whereas,  the  applicant  has  filed  certificate  of  Dept,  of 


Water  Supply,  Gas  and  Electricity,  showing  that  the  mini¬ 
mum  pressure  in  the  city  main  at  curb  level  supplying  these 
premises,  to  be  34  pounds  per  square  inch ;  and 

Whereas,  the  applicant  contends  that  the  basement  is  fire¬ 
proof  and  used  for  boiler  room  and  storage;  that  the  first 
floor  ceiling  is  wood  joists  covered  with  asbestos  board  and 
metal;  that  the  building  is  occupied  as  a  furniture  repair 
shop,  mostly  repairing  of  antique  furniture;  that  no  new 
furniture  is  manufactured  in  the  premises;  that  the  second 
floor  is  double-wood  floor  and  the  ceiling  is  metal  on  wood 
joists;  that  this  floor  is  occupied  for  office  and  for  the  manu¬ 
facture  of  lamp  shades  and  heavy  paper;  that  the  third  floor 
is  occupied  by  the  owner  for  decorating  plastics,  glass  porce- 
lain  and  celluloid;  that  this  floor  is  constructed  of  double¬ 
wood  flooring  and  the  roof  is  wood  joists  and  boards  with 
ruDberoid  roofing,  the  ceiling  underneath  is  covered  with 
metal ;  that  it  is  proposed  to  store  50  to  100  lbs.  of  celluloid 
in  an  approved  cabinet,  properly  vented  to  the  atmosphere 
and  la  gallons  of  lacquer;  that  about  25  lbs.  of  celluloid  arc- 
used  daily  in  the  manufacturing  process;  that  the  building  is 
equipped  with  an  outside  fire  escape  from  the  3rd  floor  rear, 
to  the  basement  with  a  fire  passage  to  the  street;  that  the 
front  ,stairs  are  fireproof  and  extend  from  the  room  to  the 
sti  ect ,  that  the  building  is  equipped  with  a  one-source  wet 
automatic  sprinkler  system,  connected  to  a  6  in.  main  in 
,  ls t  73rd  street  with  a  pressure  of  34  lbs.  and  approved  bj- 
the  New  York  Fire  Insurance  Exchange;  that  there  will  be 
20  lbs.  pressure  flowing  on  the  top  line  of  sprinklers  on  the 
3rd  floor;  that  there  will  be  no  smoking  on  the  premises* 
that  in  view  of  the  small  amount  of  celluloid  stored  and  used’ 
a  single  source  sprinkler  system  is  requested  in  lieu  of  the 
2-source  system  required  by  the  Fire  Commissioner’s  order* 
and 

Whereas,  amendment  dated  December  23,  1946,  filed  with 
Sprinkler  Application  774-46  stated  that  it  is  proposed  to 
store  50  lbs.  of  celluloid  and  15  gallons  of  lacquer. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  48853-LC  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


8-47-A 

APPLICANT— A.  L.  Harmon,  for  Shreve,  Lamb  and  Har¬ 
mon  (Board  of  Education,  City  of  New  York, 
owner) . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

I  REMISES  AhFEC  TED — 628-644  Bedford  avenue,  south¬ 
west  corner  of  Elewes  street  and  northwest  corner  of 
Penn  street  and  51-93  Penn  street  (Block  2210,  Lots 
1,  2,  3,  4,  6-25  inclusive,  27,  28,  29,  31  and  33-62 
inclusive),  Junior  High  School  71,  Borough  of 
Brooklyn. 

APPEARANCES— 

Eor  Applicant :  William  Clelland  and  Priscilla  O. 

I  )almas. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition 
4  HE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  . .  4 
Negative:  .  q 

THE  RESOLUTION  (8-47-A) 

Whereas,  A.  L.  Harmon,  for  Shreve,  Lamb  and  Harmon, 
for  the  Board  of  Education,  City  of  New  York,  owner,  filed’ 
December  17,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises:  628-644  Bedford  avenue 
southwest  corner  of  Hewes  street  and  51-93  Penn  street’ 
northwest  corner  of  Bedford  avenue  (Block  2210,  Lots  1,  2, 
incbisjye,  27,  28,  29,  31,  33-62,  inclusive),  Junior 
High  School  71,  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  16,  1947,  re  N.B.  Applic.  221-45,  reads: 

14.  Each  boiler  to  be  connected  with  a  separate  flue 
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and 


in  a  legal  chimney  as  per  Rule  12  of  the  Oil  Burner  Rules 
ot  the  Board  of  Standards  and  Appeals.” 


W’hkreas,  the  applicant  states  that  the  proposed  building 
will  he  3  stories  (44  t't.)  in  height,  347.8  ft.  by  177.7  ft.  in 
area.  Class  1  construction  on  a  lot  580  It.  by  200  tt.  in  area, 
located  in  a  residence  and  unrestricted  use,  B  area  and  t  lass 
I14  height  district;  proposed  to  be  used  as  a  public  school; 
that  the  building  will  be  equipped  with  a  two-source  sprinkler 
system  in  the  areas  where  required ;  that  an  interior  fire 
alarm  system  and  lire  drills  will  he  maintained ,  that  the 
building  will  have  four  3  ft.  8  in.  fireproof  stairs,  three  ot 
which  will  lend  to  the  root  and  all  to  the  sti  eet ,  and 

Whereas,  the  applicant  contends  that  it  compliance  with 
Rule  12  of  the  Oil  Burner  Rules  were  adhered  to,  four  indi¬ 
vidual  flues  would  he  required ;  that  it  is  proposed  to  erect 
a  medium  temperature  chimney  for  one  boiler  and  a  similar 
chimney  for  two  or  possibly  in  the  future,  three  boilers;  that 
the  breeching  from  one  boiler  equipped  with  a  lully  auto¬ 
matic  oil  burner  will  he  connected  to  one  chimney  and  the 
breeching  from  two  boilers  or  possibly  a  luture  third 
equipped  with  semi-automatic  oil  burners  will  be  connected  to 
the  other  chimney;  that  these  boilers  will  at  all  times  he 
under  the  supervision  of  a  competent  and  qualified  operator, 
that  the  estimated  temperature  at  point  of  entrance  to  chim¬ 
ney  is  about  500°  ;  that  the  boilers  will  be  operated  simultane¬ 
ously  at  times.  . 

Resolved,  that  the  decision  of  the  borough  superintendent, 
rtClmg  on  N.B.  Applic.  221-45,  Objection  14,  he  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  boilers  and  flues  shall  be  arranged  as  indi¬ 
cated  on  ]ilans  filed  with  this  appeal  marked  “Received 
December  17,  1946,”  2  sheets,  and  as  herein  proposed. 


13-47-A 

APPLICANT— H.  G.  Vogel  Co.,  for  Non-Stop  Pen  and 
Pencil  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  , 

PREMISES  AFFECTED— 112-19  14th  road,  northeast 
corner  of  113th  street  (Block  4047,  Lot  16),  College 
Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  G.  J.  Buckridge.  ( 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  ^ 


THE  RESOLUTION  (13-47-A) 


public  main  as  the  supply  for  the  proposed  sprinkler  system ; 
that  the  proposed  single  source  will  consist  of  a  6  in.  public 
main  in  113th  street  with  a  4  in.  tap  in  the  main  and  a 
4  in.  meter  and  4  in.  controlling  valves;  that  the  6  in.  main 
is  fed  from  both  directions,  connecting  directly  to  a  12  in. 
main  in  14th  Road  and  an  8  in.  main  in  14th  avenue;  that 
the  pressure  prevailing  in  the  main  is  45  lbs.  with  /uu 
gallons  per  minute  flowing  from  2)4  in.  hydrant  nozzle  in 
the  street  and  a  residual  pressure  of  37  lbs.  with  1330 
gallons  per  minute  flowing  from  2)4  in-  hydrant  nozzle  m 
the  street;  that  taking  the  lower  pressure  and  allowing  tor 
the  loss  in  pressure  due  to  the  height  of  the  building,  even 
with  the  1330  gallons  flowing  from  the  street  main,  the 
pressure  available  at  the  sprinkler  heads  will  be  approxi¬ 
mately  32  lbs.;  that  the  proposed  sprinkler  system  involves 
only  47  heads  in  the  main  building  and  1-  heads  in  the 
stofage  vault;  that  the  building  area  is  but  2,450  square 
feet  and  the  structure  is  only  one  story  in  height;  that  the 
building  will  be  used  for  the  manufacture  of  pens  and 
pencils;  that  tubing  for  this  purpose  will  be  purchased 
from  an  outside  source  and  is  made  of  celluloid  or  nitro¬ 
cellulose;  that  the  tubing  will  be  kept  in  the  adjacent  fire¬ 
proof  vault  in  the  main  building;  that  200  lbs.  of  the  tubing 
is  the  maximum  amount  kept  in  the  vault  at  any  one  time 
and  not  more  than  10  or  15  lbs.  will  be  in  process  at  any 

°n Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Misc.  Applic.  9416-46,  objection  1,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted  ■ 
on  condition  that  the  celluloid  stored  on  the  premises  shall: 
be  within  an  approved  storage  vault;  that  within  the  vault 
there  shall  also  be  installed  a  CO2  system  having  a  capacity 
satisfactory  to  the  fire  commissioner;  that  the  proposed 
sprinkler  svstem  shall  be  maintained  as  proposed ,  that 
the  amount  of  celluloid  stored  in  the  vault  shall  not  exceed 
200  pounds;  that  there  shall  at  no  time  be  more  than 
15  pounds  of  celluloid  in  process  in  the  building;  that 
the  waste  shall  be  removed  from  the  premises  at  frequent 
intervals  daily  and  cans  with  water  and  hinged  covers 
maintained  for  such  waste;  that  the  boiler  room  shall  be 
separated  from  the  balance  of  the  building  by  fireproof 
construction  and  enterable  only  from  the  exterior;  that 
the  sprinkler  system  shall  be  substantially  as  indicated 
on  plans  filed  with  this  appeal,  marked  "Received  January 
8  1947”  (1  sheet)  and  “January  27,  194/  (1  sheet)  and 

they  shall  comply  with  the  requirements;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
all  law's,  rules  and  regulations  applicable  thereto. 


16-47-A 


Whereas,  H.  G.  Vogel  Co.,  for  Non-Stop  Pen  and 
Pencil  Co.,  owner,  filed  January  8,  1947,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises : 
112-19  14th  road,  northeast  corner  of  113th  street  (Block 
4047,  Lot  16),  College  Point,  Borough  of  Queens;  and 
Whereas  the  decision  of  the  borough  superintendent, 
dated  December  12,  1946,  on  Misc.  Applic.  9416-46,  reads: 

“1.  Provide  a  two  source  system  consisting  of  gravity 
and  pressure  tank  supply  or  two  gravity  tanks,  supplies, 
etc.  as  required  by  Section  15.41-Building  Code.” 

Whereas  the  applicant  states  the  building  is  one  story 
(12  ft.  2  in.)  in  height,  35  ft.  by  70  ft.  in  area,  Class  3 
construction,  erected  on  a  lot  35  ft.  by  100  ft.  in  area, 
located  in  an  unrestricted  use,  A  area  and  Class  1)4  height 
district;  occupied  since  December,  1946, _  for  the  manufac¬ 
ture  of  pens  and  pencils  and  as  a  boiler  room  with  an 
occupancy'  of  eight  persons;  that  no  change  in  use  is  pro¬ 
posed;  that  the  occupancy  will  be  increased  to  twelve 
persons ;  that  the  building  is  proposed  to  be  equipped  with 
a  one-source  sprinkler  system ;  and 

Whereas,  the  applicant  requests  the  Board  to  accept  the 
one  source  supply,  consisting  of  a  4  inch  connection  to 


APPLICANT— Elias  K.  Herzog,  for  Rosalie  Loewi  Davis 
Eleanor  R.  McCormick,  Charles  S.  McVeigh  andj 
Fulton  Trust  Co.,  Executors  u/w  of  Lewis  Spencei 
Morris,  deceased,  owners  (Ber-Ben  Clothes,  Inc. 

lessee ) . 

SUBJECT— Appeal  from  a  decision  of  the  borough  super 

intendent.  „  ,  ,  ,  , 

PREMISES  AFFECTED— 985-989  Southern  boulevard 
west  side,  693  ft.  south  of  Westchester  avenrai 
(Block  2725,  Lot  73),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Elias  K.  Herzog.  , 

For  Administration:  Samuel  L.  Becker,  Dept  0 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  w  J  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee 

Negative :  . 


THE  RESOLUTION  (16-47-A)  - 

Whereas,  Elias  K.  Herzog,  for  Rosalie  Loewi  Davit 
Eleanor  R.  McCormick,  Charles  S.  McVeigh  and  1-ulto 
Trust  Co.,  Executors  under  the  will  of  Lewis  Spcnci 
Morris,  deceased,  owners  (Ber-Ben  Clothes,  Inc.,  lessee 
filed  January  3,  1947,  an  appeal  from  a  decision  of  tl 
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borough  superintendent,  affecting  premises  985-989  Southern 
boulevard,  west  side,  695  ft.  south  of  Westchester  avenue 
(Block  272.1,  Lot  75).  Borough  of  The  Bronx;  and 

\\  hkkkas,  the  decision  of  the  borough  superintendent, 
dated  December  5,  1946,  on  amendment  to  Alt.  applic.  646-44 
reads :  ’ 

‘  S.  The  means  of  egress  is  inadequate.  Stairs  should 
he  enclosed  from  roof  to  street  with  1-hour  fire-rcsisti\e 
materials.  Provide  lawful  egress  to  roof  (See.  6.1.2.2  3) 
Sec.  6  26-275  of  the  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
■  <25  It  )  in  height,  50  ft.  by  100  ft.  in  area  at  1st  floor, 
M)  It.  m  4S  It.  in  ai ea  at  typical  floor,  of  class  3  construe- 
tion,  erected  in  1909,  on  a  lot  50  ft.  by  130  ft.  average  in 
area,  in  a  residence  and  business  use,  B  area  and  Class  1 V2 
height  district  and  used  and  occupied  since  1941  as  follows  • 
cellar— storage ;  1st  floor— stores— 30  persons;  2nd  floor— 
vacant;  proposed  to  he  used  and  occupied :  cellar — same  -  1st 
floor— stores— 30  persons;  2nd  floor— offices  and  showrooms 
,md  incidental  manufacturing  (needle  trades)— not  more  than 
five  people  employed  at  manufacturing,  with  a  total  occu¬ 
pancy  oi  10  persons;  that  the  building  is  equipped  with  one 
interior  4  tt.  wide  iron  stairs,  enclosed  in  fire-retarded  parti¬ 
tion  at  the  2nd  story,  equipped  with  fireproof  self-closing 
loors  on  that  2nd  floor;  that  a  ladder  and  scuttle  will  be 
provided  to  the  roof  ;  and 

Whereas,  the  applicant  contends  that  the  tenant  in  the 
‘nothing  store  needs  the  second  floor  for  use  as  incidental 
hianut actnrmg  in  connection  with  the  store;  that  to  provide 
i  stairs  leading  directly  to  the  street  as  required,  would 
«reak  off  his  store  trout  and  reduce  the  show  window  space  • 
mat  window  display  is  essential  for  his  retail  establishment; 
'hat  the  -ml  floor  area  is  less  than  2500  sq.  ft.  and  less  than 
U/r  ot  the  entire  area  of  the  lot  and  actually  would  have  the 
unction  ot  a  mezzanine  and  does  not  require  stairs  to  the 
'treet;  that  it  is  proposed  to  provide  a  4  ft.  wide  stairs, 
vrm mating  in  the  store  near  the  entrance  and  also  to  enclose 
he  stairhall  on  the  second  floor  with  fire-retarded  material 
quipped  with  fireproof  self-closing  doors;  that  since  not 
core  than  ten  people  will  occupy  the  entire  second  floor  and 
mergence  exits  are  available  through  the  roof  over  the  first 
oor  extension  which  connects  with  the  roofs  of  adjoining 
inklings,  it  is  requested  that  the  Board  grant  this  appeal  to 
ermu  the  use  and  occupancy  as  herein  proposed. 

(-'.solved,  that  the  decision  of  the  borough  superintendent 

S  jVj  4pl,llc*  ,646'44-  objection  8,  be  and  it  hereby  is 
lodified  and  that  the  appeal  he  and  it  hereby  is  granted  on 
■nidi (ton  that  there  shall  be  a  door  leading  directly  from  the 
yond  story  to  the  first  story  roof  of  this  building,  from 
ucli  sate  egress  can  he  obtained  on  either  side  to  roofs  of 
homing  buildings,  from  which  stairways  lead  directly  to 
>e  street ;  that  the  stairway  within  the  building  he  not 
urther  than  ten  feet  on  the  first  floor  from  the  main  store 
/ranee  and  shall  he  protected  at  the  2nd  floor  with  a  fire- 
tarcted  partition  with  a  fireproof,  self-closing  door-  that 
assage  trom  the  toot  of  such  stairs  shall  be  maintained  with- 
it  interference  to  the  main  stair  entrance  at  all  times;  that 
•e  secontJ.  floor  shall  be  used  only  as  proposed  for  bushelmen 
connection  with  the  sales  of  clothing  occupancy  of  the 
St  floor  and  not  over  ten  persons  shall  he  so  employed  on 

nflhp0™  fl?°r  ’  ,that  ,SUCil  P°rt:ible  fire-fighting  appliances 
iafl  be  maintained  as  the  fire  commissioner  shall  direct;  and 

m,tv  a  li0t  nCi  respec!s’  the  building  an<1  occupancy  shall 
-npK  with  all  laws,  rules  and  regulations  applicable  thereto. 


-47-A 

BBUCAKT— M.  Milton  Glass,  for  Mayer  and  Whittlesey 
(Aloe  rriedel,  owner). 

OBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

DEMISES  Al-hEC  I  ED — 72-78  Underhill  avenue,  west 
side  56  ft.  south  of  Bergen  street  (Block  1145, 
Lot  43),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  M.  Milton  Glass  and  A.  H.  Fischer 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

mu! BOARD — Appeal  dismissed. 

I  HE  VOTE  TO  DISMISS— 

Affirmative;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Cuinee  4 
J\  egative :  .  q 

THE  RESOLUTION  (23-47-A) 

Whereas,  M Milton  (dass,  for  Mayer  and  Whittlesey, 
applicants  for  Moe  Friedel,  owner,  filed  January  10  1947 

-:!rma!-pea  ' roin  a  tbc  borou£b  superintendent! 

affecting  premises  72-/8  Underhill  avenue,  west  side,  56  ft 

im* 1  r0t,  stree,t  (^sement  and  1st  floor)  (Block 

114a,  Lot  43),  Borough  of  Brooklyn;  and 

\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  December  26,  1946,  on  Alt.  Applic.  4702-46,  reads: 

1.  Exits  and  stairs  for  proposed  factory  occupancy 
to  comply  with  Sect.  270  of  the  Labor  Law. 

2-  ,for.  factory  occupancy  to  comply  with 

sect.  7.32.3,  sub-division  2,  of  the  Bldg  Code” 

and 

V  hereas,  the  applicant  states  that  the  building  is  one- 
story  and  basement  (24  ft.  6  in.)  in  height,  100  ft.  by  100  ft 
m  area,  of  class  3  construction,  erected  in  1930,  located  in 
an  unrestricted  use,  B  area  and  Class  \y2  height  district  used 
and  occupied  since  April,  1944  as  follows:  cellar— boiler 
i oom  ;  basement  book  binding— 40  persons;  1st  floor — ma¬ 
chine  shop— 10  persons ;  that  no  change  in  use  or  occupancy 
is  proposed;  that  the  building  is  equipped  with  one  4  ft. 
wide  interior  stairs  of  iron  with  cement  treads,  enclosed  in 
0  in.  terra  cotta  partitions,  equipped  with  kalamein  self¬ 
closing  doors  and  leading  directly  to  the  street  and  provided 
with  a  ladder  and  scuttle  to  the  roof;  proposed  to  be 
equipped  with  one  fire  escape  at  the  front  of  the  building 
extending  to  the  street  by  a  45  degree  ladder;  that  windows 
and  doors  on  the  course  of  the  fire  escape  will  be  fireproof 
sell-closing;  that  the  building  to  the  south  is  4  stories  in 
height  and  the  building  to  the  north  is  5  stories  in  height  ■ 
and  ’ 

Whereas,  Violation  2960  of  1946  was  issued  July  2,  1946 
I  oi  occupying  the  building  as  a  factory  without  a  certificate 
ot  occupancy  therefor ;  and 

Whereas,  Certificate  of  Occupancy  61973  issued  October 
lo,  1930  upon  completion  of  work  under  N.B.  Permit  5570-30 
permits  the  use  of  the  building  as  a  public  garage  for  more 
than  five  motor  vehicles  limiting  the  first  story  to  pleasure 
car  use  only;  and 

Whereas,  the  applicant  contends  as  to  objection  1  that 
the  building  is  fireproof  with  the  exception  of  the  roof 
training,  which  is  of  wood  joists  on  steel  beams  protected 
with  a  fire  retarded  ceiling;  that  egress  from  the  basement 
is  through  two  exterior  doors,  directly  to  the  street  and 
egress  trom  the  1st  floor  is  by  means  of  a  4  ft.  steel  stairs 
enclosed  in  6  in.  terra  cotta  partitions  directly  to  the  street 
and  provided  witH  a  fixed  iron  ladder  to  a  scuttle  in  the 
root  ;  that  it  is  proposed  to  erect  a  fire  escape  balcony  and 
4a  degree  counterbalanced  stairs  to  the  street  as  indicated 
on  jilans  filed  with  this  appeal;  that  all  exists  will  be  clearly 
marked  with  illuminated  signs,  as  required  by  law;  as  to 
objection  2,  that  the  basement  floor  is  on  the  ground ;  that 
the  first  floor  plan  filed  with  this  appeal  shows  the  location 
and  approximate  weight  of  all  the  machines;  that  analysis 
shows  that  the  average  liveload  from  these  machines  is 
approximately  30  lbs.  per  sq.  ft.  leaving  about  45  lbs.  per 
sq.  ft.  for  human  occupancy;  that  since  this  occupancy  will 
be  limited  to  10  persons,  the  existing  designed  floor  load 
will  be  ample ;  that  the  owner  finds  that  conditions  in  the 
area  are  such  that  the  only  profitable  use  for  the  building 
is  as  a  factory,  which  use  is  considered  a  temporary  one  and 
the  Board  is  therefore  requested  to  grant  permission  for  the 
proposed  occupancy  for  a  term  of  five  years;  and 
Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  at  which  time  a  dangerous  structural  condition 
was  found  in  the  building,  which  was  reported  to  the  Bor- 
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ou<rh  Superintendent  and  the  Board  has  since  received  a 
certification  from  him  to  the  effect  there  is  a  dangerous 
condition  and  this  appeal  should  not  act  as  a  stay  .  and 
Whereas,  the  Board  deemed  that  the  appeal  would  not 
be  considered,  based  on  the  conditions  as  represented  and 

1  Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


695-42-S 

APPLICANT — Machinery'  Builders,  Incorporated,  owner. 

— Variation  of  the  Labor  Law  as  cited  in  a  dcci- 
sion  of  the  fire  commissioner  . , 

PREMISES  AFFECTED  5-17  46th  road,  northeast  side 
50  ft  east  of  5th  street  (Block  27,  Lots  15,  16  and 
21),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant  :  Jan  Wohryzek. 

ACTION  OF 'BOARD— Application  withdrawn  on  request 
of  representative  of  the  new  owner. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissionei  s 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 

Negative:  . 


THE  RESOLUTION  (695-42-S) 

Whereas,  Machinery  Builders,  Incorporated,  owner,  filed 
on  September  24,  1942,  an  application  for  a  variation  ot  the 
Labor  Law,  as  cited  in  a  decision  of  the  h'X'  Comimssionei 
affecting  premises  5-17  46th  road,  northeast  side  50  it.  ea.t 
of  5th  street  (Block  27,  Lots  15,  16  and  21),  Long  Island 

Citv  Borough  of  Queens ;  and 

Whereas  Mr.  J.  Wohryzek,  representing  the  new  owners, 
the  Atlas  Aircraft  Corporation,  who  acquired  the  property  m 
March  1946,  requested  that  this  application  be  withdrawn, 
inasmuch  as  there  are  no  panic  bolts  on  the  stair  doors  and 
consequently  there  is  no  need  for  this  application,  wind 
was  filed  by  the  previous  owner.  •  . 

Resolved,  that  the  application  be  and  it  hereby  is  with¬ 
drawn. 


the  term  of  the  variance,  so  that  as  amended,  the  resolutions 

shall  read :  ,  ,  .  , 

“ Resolved ,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  3542-42  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  the  floor  loading  shall  not  be 
less  than  40  lbs.  per  superficial  foot  and  shall  not  be 
overloaded  for  such  carrying  capacity ;  that  the  door 
leading  to  the  cellar  shall  be  self-closing  at  the  first 
floor ;  that  the  cellar  ceilings  throughout  shall  be 
plastered  or  covered  with  plasterboard  or  sheet  rock, 
that  the  ceiling  over  the  boiler  shall  be  protected  accord¬ 
ing  to  the  requirements  of  the  building  code;  that 
toilet  facilities  shall  be  provided,  so  as  not  to  require 
the  children  going  above  the  first  floor ;  that  the  number 
of  children  shall  not  exceed  twenty-eight  (28)  and  he 
premises  shall  be  occupied  for  day  school  work  ony; 
that  the  operator  of  the  school  shall  reside  within  t  ie 
building  on  the  second  story,  which  shall  be  for  living 
quarters  only;  that  additional  exits  shal  be  provided 
by  means  of  a  window  on  the  south  side  towaid  the 
front;  that  such  window  shall  be  changed  to  a  hinged 
casement  type  with  steps  to  grade;  that  no  children 
within  the  school  shall  be  under  four  years  of  age 
that  the  cellar  shall  not  be  occupied  in  connection  with 
the  school  except  for  toilet  facilities  for  the  ,  boys; 
that  qualified  persons  shall  be  in  charge  at  all  times; 
that  such  portable  firefighting  appliances  shall  be  main¬ 
tained  as  the  borough  superintendent  shall  direct;  that 
this  variance  shall  continue  for  not  over  two  years 
from  the  date  of  this  amended  resolution. 


895-42-A 

APPLICANT— Sidney  S.  Bobbe,  for  The  Dons  Playschool, 

lessee;  Loretto  A.  Doris,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  variance  and  amendment  ot  resolution 

_ re  Appeal  from  a  decision  of  the  borough  supei  - 

intendent  (previously  granted  on  condition  tor  two 

T>RF\11SFSSAFFECTED-1381  East  23rd  street,  east  side, 

90  ft.  north  of  Avenue  N  (Block  7659,  Lot  11), 
Borough  of  Brooklyn. 

APPEARANCES- nt:  L  Goldstein  and  Martha 

For  Administration :  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  reefpened,  resolution 
amended  and  term  of  variance  extended 

THE  VOTE  TO  REOPEN,  AMEND  RESOLD  I  ION 
\ND  EXTEND  TERM  OF  VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 

Negative:  . 


1079-46-A 

APPLICANT— Madigan-Hy  land,  for  Otto  H.  and  Emma 
A.  Bischoff,  owners  (Maxson  Food  Systems,  inc., 

lessee) . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  „  _  ,  . , 

PREMISES  AFFECTED — 218-15  98th  avenue,  north  side, 
100  ft.  east  of  218th  street  (Block  10770,  Lot  45), 
Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None.  ~  ,  - 

For  Administration:  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  wnttei 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock  .Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  j 
'  Negative:  . 


644-42-A 


THE  RESOLUTION  (895-42-A) 

Whfreas  this  appeal  from  a  decision  of  the  borough 
suSTndent Tffecting  premises  1381  East  23d  street,  east 
side,  90  ft.  north  of  avenue  N  (Block  7659,  Lot  11),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  April  27,  1945, 
on  certain  conditions  and  for  a  term  ot  two  years;  and 
Whereas,  the  term  of  variance  was  extended  on  November 
7,  1945  and  the  applicant  requested  a  further  extension  ot 

^Rcsolved^ that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  27,  1943,  onl 
so  faV  as  it  has  reference  to  the  number  of  children  and 


APPLICANT — Brooklyn  Jewish  Home  for  Convalescents 
Inc.,  owners.  ...  . 

SUBJECT— Application  for  consideration-reopening  an 
extension  of  term  of  variance— re  Appeal  Irom 
decision  of  the  borough  superintendent  (previousl 
granted  on  condition  for  temporary  teim). 

PREMISES  AFFECTED— 601,  605  and  609  Beach  9t 
street,  west  side,  246.89  ft.  south  of  Caffrey  avenu 
(Block  111,  Lots  20  and  3),  Far  Rockaway,  Boi 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martyn  N.  W  eston.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ( 
Housing  and  Buildings. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee 
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293-43-A 

APPLICANT— Conran  Standpipe  Co.,  for  Long  Island 
Railroad  Company,  owner. 

|  SUBJECT  Application  for  consideration — reopening  and 
rehearing — re  Appeal  from  an  order  and  decision 
of  the  fire  commissioner  (previously  withdrawn 
after  argument). 

|  I  REMISES  AFFECTED — 121-151  Flatbush  avenue,  east 
side  from  Hanson  place  to  Atlantic  avenue  and 
2-27  Hanson  place  (Block  2001,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Conran. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


297-45-A 

APPLICANT — Industrial  Installations  Corp.,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 10-12  East  Van  Cortland  ave¬ 
nue,  south  side,  29  ft.  6  in.  west  of  Villa  avenue 
(Block  3322,  Lot  29),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant :  C.  Buknick. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative : . . . .  0 


806-42-A 

APPLICANT— William  Higginson  and  Son,  for  Bush 
1  erminal  Co.,  owner. 

SUBJECT— Appeal  reopened  January  7,  1947— re  Appeal 
Irom  a  decision  of  the  borough  superintendent  and 
a  decision  of  the  Commissioner  of  Marine  and 
Wiation. 

1  REMISES  AFEEC  I  ED — Ft.  of  49th  and  50th  streets 
(Bldgs.  57  and  58)  ;  (Block  725,  Lot  1)  ;  4814-4824 
2nd  avenne  101-183  49th  street,  4813-4823  1st  avenue 
(Bldgs:  95-103)  ;  (Block  771,  Lot,  1)  ;  Ft.  of  46th 
i B,klgs-  45  10  5°)  I  (Block  725,  Lot  1)  ;  4722- 
4(24  -nd  avenue,  105-183  48th  street  (Freight 
ttouse)  ;  (Block  762,  Lot  1);  101-183  47th  street, 
4402-4624  2nd  avenue,  102-184  44th  street,  4401-4623 
1st  avenue  (Bldgs.  23  to  38,  63  to  94)  ;  (Block  725, 
Lot  1)  Ft.  of  44th  street  (Bldgs.  39  to  44)  • 
(Block  725,  Lot  1)  ;  43rd  street,  326  ft.  west  of  1st 
avenue  and  1st  avenue,  70  ft.  south  of  43rd  street 
(Pump  House)  ;  (Block  725,  Lot  1)  ;  4302-4324  ist 
avenue,  76-100  43rd  street.  (Round  House  and 
Garage)  ;(B1ock  725,  Lot  1);  FT.  of  48tl.  street 
(Bldgs.  51  to  56)  ;  (Block  725,  Lot  1)  ;  7-29  43rd 
street  (Bush  Unit  C)';  (Block  720,  Lot  1);  33-57 
43rd  street  (Warehouses  20  to  22);  (Block  720 
It1  4101‘4111  1st  avenue,  102-112  41st  street 
(Warehouse  1A)  ;  (Block  710,  Lot  1);  7-23  42nd 
street,  4102-4124  1st  avenue  (Unit  B)  ;  (Block  715 
Lot  1 )  ;  north  side  of  42nd  street,  296  ft  5  in  west 
ot  1st  avenue  (Unit  A)  ;  (Block  715,  Lot  1)  ;  360  ft 
west  of  1st  avenue  and  26  ft.  north  of  41st  street 

!n^Wor,House)  ;  (Block  7I°.  Lot  16);  and  4902- 
4924  2nd  avenue,  101-183  50th  street,  102-184  49th 
street  and  4901-4923  1st  avenue  (Bldgs.  104  to  117)  • 

,  Ganges0!1-01  *>•  Uorol,Sh  °f  Brooklyn.  ’ 

For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD— Laid  over  to  February  11,  1947  at 
2  P.  M.  for  consideration.  Applicant  to  be’notified. 


782-42-A 

APPLICANT — William  Higginson  and  Son,  for  Bush 
Terminal  Co.,  owner. 

oUBJECT — Appeal  reopened  January  7,  1947— re  Appeal 
from  decisions  of  the  borough  superintendent. 

’RtAIISES  AFF'Et  TED — 912-930  3rd  avenue,  45-113  35th 
street.  38-118  34th  street,  581-599  2nd  avenue  (Bldgs 
a  and  6)  ;  (Block  687,  Lot  1)  ;  932-944  3rd  avenue, 
201-271  36th  street,  46-114  35th  street,  607-619  2nd 
avenue  (Bldgs.  3  and  4)  ;  (Block  691,  Lot  1)  ;  621- 
639  2nd  avenue,  201-271  37th  street  and  202-272  36th 
street  (Bldgs.  1  and  2)  ;  (Block  695,  Lot  1)  ;  3902- 
3924  2nd  avenue,  132-184  39th  street  (Bldg.  19); 
(Block  706,  Lot  1)  ;  52-76  39th  street  (Bldg.  24  and 
Train  Shed)  ;  (Block  706,  Lot  24)  ;  3902-3924  1st 
avenue,  76-94  39th  street  (Bldgs.  22  and  23)  ;  (Block 
706,  Lot  24);  3924-4024  1st  avenue  (Bldg.  26): 
(Block  710,  Lot  1)  ;  4002-4024  2nd  avenue,  131-183 
41st  street  (Bldg.  20)  ;  (Block  711,  Lot  1)  ;  872-890 
3rd  avenue,  17-99  33rd  street,  88-100  32nd  street, 
a99  2nd  avenue  (Bldgs.  9  and  10)  ;  (Block  679. 
Lot  1);  892-910  3rd  avenue,  37-117  34th  street, 
18-100  33rd  street,  561-579  2nd  avenue  (Bldgs  7 
and  8);  (Block  683,  Lot  1);  101-127  41st  street 
(Warehouses  18  and  19)  ;  (Block  711,  Lot  1)  ;  and 
•''41  2nd  avenue,  18-38  32nd  street  (Power  House)  ; 

PPF  \  RANGES^  ^  ’  ^oroug*1  ot  Brooklyn. 

For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

rn(IAl.  Housing  and  Buildings. 

(CTION  OF  BOARD— Laid  over  to  February  11,  1947  at 
2  P.M.  lor  consideration.  Applicant  to  be  notified. 


1072-46-A 

APPLICANT  Emanuel  M.  Glick,  for  Hotel  LaSalle,  Inc 
owner. 

SUBJ  I A  1  Appeal  from  a  decision  o!  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 28-34  East  60th  street,  south 
side,  UO  ft.  west  ot  Park  avenue  (Block  1374,  Lot 
43),  Borough  of  Manhattan. 

APPEARANCES-1— 

For  Applicant:  Emanuel  M.  Glick. 

Eor  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF'  BOARD — Laid  over  to  February  11,  1947  at 
2  P  M.  for  applicant  to  file  plan  showing  adjoining 
buildings  in  the  block  and  their  passagewavs  to 
street. 


7-47-A 

APPLICANT— Koch  and  Wagner,  for  M.  H.  Rcnken  Dairy 
Co.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

I  RF.MISES  AFFEC  T  ED — 131-137  Emerson  place,  east 
side,  100  ft.  south  of  Myrtle  avenue  and  202-?()8 
Classon  avenue  (1st  floor);  (Block  1909,  Lot  15) 
Borough  of  Brooklyn 

APPEARANCES— 

For  Applicant:  Charles  A.  Wagner  and  Harry  I 
Yakel. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD— Laid  over  to  February  11,  1947  at 
2  P.  M.  for  further  Consideration.  Applicant  to 
obtain  ruling  from  the  Borough  Superintendent,  as 
to  zoning. 


10-47-A 

APPLICANT — John  Meli,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  _ . _  _  ,  , 

PREMISES  AFFECTED — 78-02  to  /8-04  Queens  boule¬ 
vard,  southeast  corner  of  Hillycr  street  (Block  2433, 
part  of  Lot  44),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Reff. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  4,  174/  at 
2  P  M  at  recpiest  of  applicant’s  representative. 


14-47-A 

APPLICANT— Reynold  E.  Paufve,  for  Foster  D.  Snell, 

Inc.,  owner.  ,  ,  ,  . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . 

PREMISES  AFFECTED — 29  West  15th  street  north  side, 
495  ft.  east  of  6tb  avenue  (Block  817,  Lot  20 ), 
Borough  of  Manhattan. 

For  Applicant:  Reynold  E.  Paufve  and  Kobeit 

Schmeidler.  „  ,.  r 

For  Administration:  Samuel  L.  Becker,  Dept  ol 
Housing  and  Buildings.  ..  , 

ACTION  OF  BOARD — Laid  over  to  February  11,  194/  at 
2  P.  M.  for  further  consideration. 


-  -  -  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  amended  resolution.” 


418-37-BZ 


APPLICANT — Ruth  P.  Wadman,  for  Arthur  J.  Schutz, 

SUB TECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 115-25  Myrtle  avenue  north 
side,  22.80  ft.  east  of  116th  street  (Block  9527,  Lot 
57),’  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ruth  P.  Wadman 
For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  teim 
of  variance  extended.  _  m  ,  r  „„ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 

VARIANCE—  „  ,  .  _  .  •  iorc 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 

Negative:  . 


ZONING  APPLICATIONS 

107-42-BZ 

APPLICANT — Socony-Vacuum  Oil  Co.,  Inc.,  owner. 

SUB  I ECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
reconstruction  of  existing  gasoline  service  station 
in  proximity  to  a  playground,  previously  withdrawn 

PREMISES  AFFECTED— 101-415  Dahill  road  and  2-12 
Cortelyou  road,  southeast  corner  (Block  8484,  Dot 
1),  Borough  of  Brooklyn. 

APPEARANCES—  t  tt  _  .  ,. 

For  Applicant:  Nathan  H.  Gotthoffer. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  reopened  and  time  ex- 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  . * . 


THE  RESOLUTION  (418-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  lor  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 

motor  vehicles,  affecting  premises  }15f 3  M^^c^Tot 
north  side,  22.80  ft.  east  of  116th  street  (Block  9257  Lot 
57)  Richmond  Hill,  Borough  of  Queens,  was  granted  by 
the  Board  on  January  17,  1939,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  12,  1939  and  the  term  of  vari¬ 
ance  extended  on  January  28,  1941,  January  26,  1943  and 
January  23,  1945,  and  the  applicant  requested  a  further 

extension  of  the  term  of  variance.  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  1/,  lvay, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance 
so  that  as  amended  this  potrion  of  the  resolution  shall 

rea(J  *  . 

’  “Granted  under  section  7h  to  permit  the  premises  to 

be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  for  a  temporary  term  of  two 
(?)  years  from  the  date  of  this  amended  resolution, 

on  condition  *  *  *  and  that  other  than  as  herein 

amended  the  conditions  of  the  resolution  of  January 
17,  1939,  shall  be  complied  with,  and  that  a  certificate 
of  occupancy  shall  be  obtained  (Misc.  Apphc.  -6  6-37). 


THE  RESOLUTION  (107-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  recon¬ 
struction  of  an  existing  gasoline  service  station  in  proximity 
to  a  playground,  affecting  premises  401-413  Dahill  road  and 
2-12  Cortelyou  road,  southeast  corner  (Block  5384,  Lot  17, 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  Janu- 
arv  29  1946,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  29,  1946. 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 


480-37-BZ 

APPLICANT — Tohn  R.  Davies,  for  Wendel  Foundation 
and  Phelps  Estate,  Incorporated,  owners  (Arco 
Stations,  Incorporated,  lessee).  .  , 

SUB  1  ECT— Application  for  consideration— reopening  ana 

exension  of  term  of  variance — Application  (decision 
of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  .the  zon- 
mg  resolution,  permitting  partly  in  a  business  use 
and  partly  in  an  unrestricted  use  district,  tor  a 
term  of  two  years,  the  parking  and  storage  oi 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 21-25  Union  Square  W  est  wes 
side,  52  ft.  north  of  East  15th  street  (Block  843 , 
Lots  22  and  25),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  John  R.  Davies. 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings. 
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MINUTES 


A(.  I  ION  01-  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 

THE  RESOLUTION  (480-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  for  a  temporary  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  21-25  Union  Square  West  west 
s,d,e-  52  ft.  north  of  East  15th  street  (Block  843,  Lots  22 
and  2a),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  June  14,  1938,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  Tune 
11,  1940,  January  19,  1943  and  February  6,  1945  and  the 
resolution  was  amended  on  January  19,  1943;  arid 
Whereas,  the  applicant  requested  a  further’ extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  14,  1938  only 
so  lai  as  it  has  reference  to  the  term  of  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

‘Granted  under  section  7h  for  a  term  of  two  (2) 
-ears  from  the  date  of  this  amended  resolution  to  be 
occupied  for  the  parking  and  storage  of  more  than 
nve  (5)  motor  vehicles  in  conjunction  with  the  exist¬ 
ing  parking  lot  and  gasoline  station  to  the  west  in  the 
unrestricted  district  *  *  *  and  that  other  Ihan  as 

herein  amended  the  conditions  of  the  resolution  of 
January  19,  1943,  shall  be  complied  with,  and  a  certifi¬ 
cate  of  occupancy  obtained.” 


330-42-BZ 

AI  PLICANT  Joseph  V.  McKee,  for  Jeron  Company,  Inc 
owner.  ” 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a  theatre  and 
stores 

PREMISES  AFFECTED— 95-42  to  95-48  Queens  boule¬ 
vard,  south  side,  130  ft.  west  of  63d  drive  and 
™  9  ,t0o^3'49  Saunders  street  (Block  3080,  Lots 

APPEARANCES— RCg°  Park’  Borough  of  Queens- 
For  Applicant :  Gilbert  Lazarus. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative : .  q 

THE  RESOLUTION  (330-42-BZ) 

'  Whereas,  this  application  under  section  7c  of  the  zoning 
i  solution,  to  permit  partly  in  a  business  use  district  and 
'  artiy  111  a  residence  use  district,  the  erection  and  mainle- 
' lance  ot  a  building  to  be  used  as  a  theatre  and  stores,  affect- 
ug  premises  95-42  to  95-48  Queens  boulevard,  south  side 

i  l  V7nJn0f,63rrl  drive  an<1  63-39  to  63-49  Saunders  street 
U«k  3080.  Lots  30  and  31),  Rego  Park,  Borough  of 
Tfens,  w>*s  granted  by  the  Board  on  February  6,  1945  on 
ertam  conditions ;  and  *  ’ 

Whereas,  time  to  obtain  permits  and  complete  the  work 
■as  extended,  and  plans  submitted  by  the  applicant  were 
U/Oved’  °n  February  5,  1946 ;  and 
.^Whereas,  the  applicant  requested  a  further  extension  of 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  amend  the  resolution  of  February  6,  1945  only  in  so 
lai  as  it  lus  reference  to  obtaining  permits  and  completion 

.  .Ul®  work,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  amended 
resolution  (N.B.  App.  397-42).” 


426-42-BZ 

APPLICANT— Hyman  Fiscli,  for  Lconorc  Realty  Corpora¬ 
tion,  owner. 

SUBJECl  Application  for  consideration — reopening  and 
extension  of  term  ol  variance — Application  (decision 
ol  the  borough  superintendent)  previously  granted 
on  condition  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  a  business  use  district,  for  a  term 
ot  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles 

PREMISES  AFFECTED— 695-699  Utica  avenue,  east  side, 
5(  tt.  south  of  Clarkson  avenue  (Block  4637  Lot 
44),  Borough  of  Brooklyn. 

APPEARANCES- 

For  Applicant :  Hyman  Fiscli. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE—  1 

Afln  mativ-e  :  Chairman  Murdock,  Commissioners 
.  a\  age  and  Blum  and  I  )eputy  Chief  Guinee  4 
N  egative :  .  q 

THE  RESOLUTION  (426-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
ot  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  695-699  Utica  avenue,  east 
side,  50  ft.  south  of  Clarkson  avenue  (Block  4637,  Lot  44) 
Borough  ot  Brooklyn,  was  granted  by  the  Board  on  Feb¬ 
ruary  9,  1943,  on  certain  conditions;  and 
V  hereas  the  term  of  variance  was  extended  on  January 
-5,  1945,  and  the  applicant  requested  a  further  extension. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  9,  1943  only  in  so 
ai  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended,  this  portion  of  the  resolution  shall  read  : 

Granted  under  section  7h  for  a  term  of  two  (2)  years 
rom  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  for  the  pairing  and  storage  of 
more  than  five  (5)  motor  vehicles,  on  condition  *  *  * 
and  that  other  than  as  herein  amended,  the  provisions 
of  the  resolution  of  February  9,  1943  shall  be  complied 
with  ,  that  a  certificate  of  occupancy  shall  be  obtained.” 


228-44- 

APPL 


BZ 


SUBJE 


1  CANT— Lama  and  Proskauer,  for  Atcx  Realty  Cor¬ 
poration,  owner. 

EC  1  Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  signs,  and  extension 
of  time— re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  sections  /i  and  7c  of  the  zoning  resolution 
permitting  partly  in  business  and  partly  in  residence 
use  (list nets,  the  extension  ol  an  existing  gasoline 
service  station  and  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop 

[I?SS^^FSEC,T.ED-2816-2828  Atlantic  avenue  and 

tv'/  t  t  onn  s,lTect’  southeast  corner  (Block- 
3963  Lots  8,  9,  12,  13  and  105),  Borough  of 
Brooklyn 

APPEARANCES — 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker  Dep’t  of 
Housing  and  Buildings. 


PRF.M] 
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ACTION  OF  BOARD— Application  reopened 
Till-  VOTE  TO  REOPEN  AND  EXTEND  HME- 
\ffirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  . 

THE  RESOLUTION  (228-44-BZ) 

Whereas,  this  application  under  sections  7i  and  7c  ot  the 
zoning  resolution,  permitting  partly  in  business  and  partly 
in  resilience  use  districts,  the  extension  ot  an  existing  gaso¬ 
line  service  station  and  the  erection  and  .maintenance  of  a 
motor  vehicle  repair  shop,  affecting  premises  2816-^28  At¬ 
lantic  avenue  and  231-241  Hendrix  street  southeast  corner 
(  Block  3963.  Lots  8,  9,  12,  13  and  105),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  July  2a,  1444,  on  certain 

conditions ;  and  ,  ,  .  .  , 

Whereas,  time  to  complete  the  work  was  extended  on 
January  15,  1946,  and  the  applicant  requested  a  further 

C  '  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  25,  1944,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended  this  portion  ot  the  resolution 

“*  *  *  that  in  view  of  statement  by  applicant  that  all 
permits  have  been  obtained  and  all  work  completed, 
except  that  no  certificate  of  occupancy  has  been  obtained, 
that  the  time  within  which  to  complete  the  work  in 
accordance  with  the  resolution  of  the  Board  shall  be 
extended  for  a  term  of  not  over  three  (3)  months  from 
the  date  of  this  amended  resolution,  and  withdrawn  as  to 
request  for  amendment  as  to  sign. 


746-45-BZ 

APPLICANT— William  I.  Hohauser,  for  Penelope  Realty 
Corp.,  owner.  ...  •  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
-ranted  on  condition,  under  sections  /c  and  21  ot 
the  zoning  resolution,  permitting  partly  in  residence 
and  partly  in  business  use  districts,  the  erection  ot 
a  building  (stores)  exceeding  the  area  requirements 
and  also  the  omission  of  the  required  rear  yard 

PREMISES  AFFECTED — 96-52  to  96-68  Queens  boule- 
vard,  southwest  corner  of  64th  road  (Block  3082, 
Lots  71  and  79),  Rego  Park,  Borough  of  Queens. 

A1  I  1  A Fw^Apphcant :  William  I.  Hohauser  and  Gilbert 

For  ^Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex- 

THE  VOTETO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 


745-45-BZ 

APPLICANT— William  I.  Hohauser,  for  Saunders  Leasing 
Corp.,  owner.  .  .  , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use,  C  area  41S~ 
irict,  the  extension  (in  rear)  of  an  existing  building 
(stores)  to  cover  more  than  permitted  aiea. 

PREMISES  AFFECTED— 95-16  to  95-24  Queens  boule¬ 
vard  south  side,  140  ft.  east  of  63rd  avenue  (Block- 
3080,  Lot  12),  Rego  Park,  Borough  of  Queens. 

APPEARANCES—  T  TT  .  ,  r...  . 

For  Applicant:  William  I.  Hohauser  and  Gilbert 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD — Application  reopened  and  time  ex- 

THF  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 


. 


THE  RESOLUTION  (746-45-BZ)  j 

Whereas,  this  application  under  sections  7c  and  2  of  the 
zoning  resolution,  to  permit  partly  in  a  residence  and  part 
in  business  use  district,  the  erection  of  a  building  (stores) 
exceeding  the  area  requirements  and  also 

required  rear  yard,  affecting  premises,  ^-68  Que^ 

boulevard  southwest  corner  of  64th  road  (Block  3082  Lo  . 
71  and  79)  Rego  Park,  Borough  of  Queens,  was  granted  by 
the  Board  on  February  5,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  tim 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  ^  Appeals  <loes 
hereby  amend  the  resolution  of  February  5,  1946  only  in  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work  so  that  as  amended  this  portion  of  the  resolu 

ti0"  'llfal  aulirmi.s  shall  he  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  tlm 
amended  resolution  (N.B.  Applic.  1214  4.  ). 


747-45-BZ 


THE  RESOLUTION  (745-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  C  area  district  tie 
extension  (in  the  rear)  of  an  existing  building  (stores)  to 
cover  more  than  the  permitted  area,  affecting  premises  45-16 
to  95-24  Queens  boulevard,  south  side,  140  ft.  east  of  63rd 
avenue  (Block  3080,  Lot  12)  Rego  Park,  Borough  of  Queens, 
was  granted  by  the  Board  on  February  5,  1946,  on  certain 

Whereas,  the  applicant  requested  an  extension  of  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  5,  1946  only  in  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work  so  that  as  amended  this  portion  of  the  resolu- 

tiOI1‘‘tha!  al?  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  fr°m  the  date  of  this 
m pnded  resolution  (Alt.  Applic.  1620-48). 


/‘W-'tO-.DZu  T,  , 

APPLICANT— William  I.  Hohauser,  for  Saunders  l  ark 
Estate  Inc.  owner.  .  « 

SUBJECT— Application  for  consideration— reopening  an< 

'  extension  of  time  to  complete— re  Application 
(decision  of  the  borough  superintendent)  Prevl^ 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  residence  and  parti) 
in  business  use  districts,  the  extension  of  stores 
from  a  business  use  into  a  residential  use  of  pr 
posed  stores  and  the  approval  of  recreation  spac 
as  suitable,  as  per  Art.  4,  Sections  13(c)  and  14(d). 
PRFMTSFS  AFFECTED— 64-41  Saunders  street  and 

to  97-22  Queens  boulevard,  southeast  corner  of 

64th  road  (Block  3084,  Lots  2,  9,  11  54  56  an 
part  of  Lots  13,  46  and  64),  Rego  Park.  Borough 

of  Queens.  m  , 

APPEARANCES—^  .  ;  Hollausc  a„,l  CUM 

For  ^Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 

THE  VOTETO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissiomrk 
Savage  and  Blum  and  Deputy  Chief  Gurnee  ^ 
. . . * 
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MINUTES 


rHE  RESOLUTION  (747-45-BZ) 

Whereas,  this  application  under  section  7c  and  approval 
>f  playground  as  per  Art.  4,  Sect.  13(c)  and  14(d)  of  the 
'.oiling  resolution,  to  permit  in  partly  a  residence  and  partly 
n  a  business  use  district,  the  extension  of  stores  from  a 
iiisiness  use  into  a  residential  use  and  the  approval  of 
ecieational  space  as  suitable,  affecting  premises  64-41 
maunder  street  and  97-02  to  97-22  Queens  boulevard  south- 
ast  corner  of  64th  road  (Block  3084,  Lots  2,  9,  11,  54. 
6,  and  part  of  Lots  13,  46  and  64),  Rego  Park,  Borough 
■f  Queens  was  granted  by  the  Board  on  February  19  1946 
n  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
o  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  resolution  of  February  19,  1946  only  in 
o  tar  as  it  has  reference  to  obtaining  permits  and  com- 
letion  of  the  work,  so  that  as  amended,  this  portion  of 
te  resolution  shall  read : 

“in  view  of  the  statement  by  the  applicant  that  all 
structural  plans  have  been  filed  with  the  borough  super¬ 
intendent  and  approved  and  permits  issued,  all  work 
shall  be  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution  (N.B.  App.  1202-45)  ” 


SUB 


19-45-BZ 

PPL!  CANT — T.  H.  Englehardt,  for  United  National 
Bank  of  Long  Island,  owner. 

UBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning- 
resolution,  permitting  in  a  business  use,  D  area 
district,  the  extension  of  an  existing  building 
'to  occupy  more  than  the  permitted  area. 
iREMISES  AFFEC  TED — 103-48  Lefferts  boulevard,  west 
side,  93.66  ft.  north  of  Liberty  avenue  (Block  9556, 
Lots  26  and  27),  Richmond  Hill,  Borough  of 
Queens. 

PPEARANCES — 

For  Applicant :  T.  H.  Engelhardt. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
^  Housing  and  Buildings. 

CTION  OF  BOARD — Application  reopened  and  time 
extended. 

TE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

dE  RESOLUTION  (819-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
solution,  to  permit  in  a  business  use,  D  area  district,  the 
tension  of  an  existing  building  (Bank)  to  occupy  more 
in  permitted  area;  affecting  premises  103-48  Lefferts 
ulevard,  west  side,  93.66  ft.  north  of  Liberty  avenue 
i»Iock  9556,  Lots  26  and  27),  Richmond  Hill,  Borough 
Queens  was  granted  by  the  Board  on  February  5,  1946, 
certain  conditions ;  and 

vVhereas,  the  applicant  requested  an  extension  of  time 
which  to  obtain  permit^  and  complete  the  work. 
iesolved,  that  the  Board  of  Standards  and  Appeals  does 
eby  amend  the  resolution  adopted  on  February  5,  1946, 
y  so  far  as  it  has  reference  to  obtaining  permits  and’ 
npletion  of  work,  so  that  as  amended  this  portion  of 
resolution  shall  read : 

"*  *  *  that  all  permits  shall  be  obtained  and  all 

work  completed  within  one  (1)  vears  from  the  date 
of  this  amended  resolution  (Alt.  App.  2164-45).” 


-37-BZ 

PL1CAN  f — (  harles  M.  Spindler,  for  Louis  M.  Brann, 
owner  (New  Method  Service  Company,  Incorpor¬ 
ated,  lessee). 


PRE 

APP 

ACT 

THE 


P -C  I  Application  for  consideration — reopening  and 
amendment  Application  (decision  of  the  borough 
superintendent  of  buildings)  previously  granted  on 
condition  under  section  21  of  the  zoning  resolution, 
I  ci nutting  in  a  business  use  district,  the  operation 
ol  a  clothes-cleaning  unit  as  an  accessory  use  to  the 
laundry  business  conducted  therein  (erection  and 
maintenance  of  a  garage  for  more  than  five  motor 
„  vehides  previously  granted  by  the  Board). 

MLShS  AFFIX  TED — 461  Bay  street,  east  side,  434  23 
It.  north  of  Wave  street  (Block  488,  Lot  18), 
Stapleton,  Borough  of  Richmond 
•ARANCES— 

F  or  Applicant :  Joseph  C.  Haus. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ION  OF  BOARD^-Application  reopened  and  set  for 
hearing  on  February  14,  1947  at  10  A  M 
;1  VOTE  TO  REOPEN— 

Adn  mative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  q 


527 

AP 

su: 


AP 

ACT 

TUI 


-46-BZ 

I’Ll  CANT— Lama  and  Proskauer,  for  Theodore  Imbiow 
owner. 

I>JEC1  Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  borough 
superintendent)  under  sections  7i  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  building  to  be 
used  as  an  automobile  repair  shop  (previously  with¬ 
drawn). 

GMISES  AFFECTED— 169-189  East  98th  street,  east 
side,  aO  ft.  north  of  Dumont  avenue  (Block  3549, 
Lot  2),  Borough  of  Brooklyn 
MiARANCES— 

I’ or  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  February  25,  1947  at  10  A  M 
l  VOTE  TO  REOPEN- 

A ffii  mative  :  (  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.'  4 
Negative:  .  ^ 


626- 

APJ 

SUI 


PR  I 
API 


ACT 

Tin 


46-BZ 

’Ll  CANT— Joseph  Schafran,  for  Frieda  Doerner 

..owner  (Glenndge  Self-Service  Laundry,  lessee). 

■J  EC  t  Application  for  consideration — reopening  and 
amendment  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  section  7e  of  the  zoning  resolution  for  a  term' 
of  five  years,  permitting  in  a  business  use  district, 
a  wet  wash  laundry. 

'.MISIc,  AF  FE  C  FED — 68-37  Fresh  Pond  road,  cast 
snle  125.23  ft.  north  of  Catalpa  avenue  (Block  3625, 
Lot  14),  Ridgewood,  Borough  of  Queens 

’BALANCES— 

For  Applicant:  Charles  I.  Goldman 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

iCwvPf  lo  re°Pen  withdrawn. 

VOTE  lO  WIEFIDRAW  REQUEST  TO 
HOP  FUN — 

Affirmative :  (  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  '  4 
Negative:  .  n 


885-46-BZ 

APPLICANT— M.  W.  Del  Gaudio,  for  Metropolitan  Life 
Insurance  Co.,  owner. 
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MINUTES 


SUB 


API 


AC' 


|ECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  residence  and  retail  use  districts  a  wet 
wash  laundry  for  a  term  of  five  (5)  years. 

MISKS  AFFECTED — 1516-1540  Unionport  road,  west 
>ide  271  069  ft.  north  of  Starling  avenue  (Bldg. 
E4 )' ;  (Block  3944,  part  of  Lot  11),  Borough  ol 
The  Bronx. 

•EAR  ANCES— 

For  Applicant:  Theodore  A.  Mazza.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ol 
Housing  and  Buildings. 

"ION  OF  BOARD — Application  withdrawn. 

<1  VOTE. TO  WITHDRAW—  .  .  . 

Affirmative:  Chairman  Murdock,  (  ommissioners 
Savage  and  Blum  and  Deputy  (  hie!  Guinec. .  4 
Negative:  . *• . 


API 


\CT 

Till 


Flameproofing  Process,  previously  approved  on  con¬ 
dition. 

EAR ANCES— 

For  Applicant:  H.  M.  Kant. 

ION  OF  BOARD—  Request  to  reopen  withdrawn. 
VOTE  TO  WITHDRAW  REQUEST  TO 

REOPEN —  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  . . 


MATERIALS  SUBMITTED  FOR  APPROVAL 


1067-46-SM 

APPLICANT — The  B.  F.  Goodrich  Co.,  owner. 
SUBJECT— Koroseal  Curtain  (waterproof  and  flameprool 
fabric),  approval  of. 

APPEARANCES — 

For  Applicant :  None. 

UTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chiet  Guinee..  -1 


265-41-SM 

APPLICANT — Botanical  Industries  of  America,  Inc., 

owner.  .  .  . 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Botanical  Indusliies 


Negative : 


Adjourned  :  5  :00  P.M. 


Joseph  J.  Doyle,  Chief  Clerk 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


THF  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATI 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance 

;“T>?  ^'L E V ATOR ” RULe's  ^n£w ’’YORK the  'rompEte' BU I LD I N G  CODE  01 
CITY'OF  NEW  YORkT^ The  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  to 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 


These  volumes  arc  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record  ROOM  2213,  MUNK  1PA1 
BUILDING.  MANHATTAN,  NEW  YORK  7,  N,  Y.  The  price  for  the  wmplete  set  of  four  volumes  $6  ($  ■  •  < 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (In  mail  ,1.  )). 


Checks  for  $3  or  more  must  be  certified. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  II. e  Electrical  Code  of  the  City  of  New  York  Locket  Edition-344  pages  arc  now  «■>  jale  at  t ' ,e  m^ributk. 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  1  nee  7a  cents ,  by  man 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 
first,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  lor  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  tor 
hearing  is  provided  in  the  publication  in  this  Bulletin  ot 
the  calendars  of  the  Board,  each  case  being  set  down  bv 
Calendar  Number  and  the  premises  under  the  date  ot  the 

^Tliird.  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  tl 

calendars  in  the  daily  press.  .  , 

Fourth,  That  no  one  is  entitled  to  written  notice  ot  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  ot  failuv 
to  receive  such  notice  is  no  excuse  for  neglect  to  appea 
Fifth ,  That  all  the  business  of  the  Board  is  to  dispose  of  a 
cases  promptly ;  therefore,  no  appeal  or  application  w 
be  held  in  abeyance  by  reason  of  failure  of  the  appella 
or  applicant  to  file  necessary  data,  or  by  any  other  metric 

of  delay.  ..  .  ,  c 

Sixth,  That  no  appeal  or  application  will  be  necessary  t< 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  da 
required  by  law  are  supplied,  as  specified  on  the  blat 
appeal  or  application  forms. 
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-orrection  Affecting  Calendar  No.  200-27-BZ. 

Jules  for  Use  of  Methyl  Chloride  in  Class  B  and  C 
Ketngeratmg  Systems. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 

•  THE  LIBRARY  OF  T!!E 


MAR  1 1  IL'47 

HOURS  OF  CONSULTATION 

10  A.  ir?„£liw  IUII3I, 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  February  4,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

83-47-A—H.B.M.— 2241-2247  Broadway  and  249  West 
80th  street,  northwest  comer  (Block  1228,  Lot  8),  Bor¬ 
ough  of  Manhattan,  Misc.  F.  P.  469-46. 


99-47-SM — Flamefoil  (Canvas),  manufactured  by  Phila¬ 
delphia  Textile  Finishers,  Inc.,  Material. 


84-47-A _ H  B  M.— 212  East  92nd  street,  south  side,  175 

ft.  east  of  3rd  avenue  and  211  East  91st  street  (4th  and 
5th  floors);  (Block  1537,  Lot  9),  Borough  of  Manhattan, 
Amendment  to  Alt.  62-45. 


85-47-SM — Elevator  Oil  Cushion  Buffer,  Model  P1852, 
manufactured  by  Staley  Elevator  Co.,  Inc.,  Material. 


86-47-SA— Pyrene  Air  Foam  System,  Appliance. 


87-47-SM — Imperia  Brothers  Concrete  and  Cinder 
Blocks,  manufactured  by  Tmperia  Brothers,  Material. 


88-47-BZ _ H.B.B. — 993  to  1001  Rockaway  avenue  (1005 

displayed),  northeast  corner  of  Linden  boulevard  (Block 
3636,  part  of  11),  Borough  of  Brooklyn,  Alt.  3237-45. 


89-47-SM — Ceco  Window  and  Door  Screens,  manufac¬ 
tured  by  Ceco  Steel  Products  Corp.,  Material. 


90-47-BZ— H.B.B.— 2818-2822  Avenue  K  and  1102-1112 
East  29th  street,  southwest  comer  (Block  7628,  Lot  48), 
Borough  of  Brooklyn,  Alt.  4651-46. 


91-47-BZ — H.B.M. — 155  East  35th  street,  north  side,  171 
ft.  west  of  3rd  avenue  (Block  891,  Lot  34),  Borough  of 
Manhattan,  Alt.  2524-46. 


95-47-SA — Whale  Oil  Burner,  Model  P-75-3,  Appliance. 


100-47-BZ — H.B.M. — 11  East  67th  street,  north  side,  225 
ft.  east  of  5th  avenue  (Block  1382,  Lot  10),  Borough  of 
Manhattan,  Amendment  to  Alt.  745-45. 


101-47-BZ— H.B.Q.— 109-20  to  109-30  Ocean  Promenade 
and  134-160  Beach  110th  street,  northeast  corner  (Block  654, 
Lot  42),  Rockaway  Beach,  Borough  of  Queens,  Alt. 
2923-46. 


102-47-BZ — H.B.Bx. — 1154  Intervale  avenue,  east  side, 
136.6  ft.  south  of  East  169th  street  (Block  2706,  Lot  48), 
Borough  of  The  Bronx,  Alt.  1209-46. 


92-47-BZ — H.B.R. — 156  Hendricks  avenue  and  351  Jer¬ 
sey  street,  southeast  corner  (Block  44,  Lots  9  and  11), 
New  Brighton,  Borough  of  Richmond,  N.  B.  169-46. 


93-47-SM— Tuttle  and  Bailey,  Inc.,  Register  with  Fusible 
Link,  manufactured  by  Tuttle  and  Bailey,  Inc.,  Material. 


94-47-BZ— H.B.Bx— 2318-2332  Jerome  avenue,  east  side, 
197  ft.  north  of  East  183rd  street  (Block  3187,  Lot  9), 
Borough  of  The  Bronx,  Alt.  24-47. 


96-47-SM — A.  L.  Eastmond  Welding  Service  275  Gal¬ 
lon  Fuel  Oil  Storage  Tank,  manufactured  by  Eastmond 
Welding  Service,  Material. 


103-47-A— F.D.— 54-56  South  2nd  street,  south  side,  130 
ft.  west  of  Wythe  avenue  (Block  2415,  Lot  19),  Borough 
of  Brooklyn,  18488-LF  and  Decision. 


104-47-BZ— H.B.Bx.— 3509  Jerome  avenue,  west  side, 
180.44  ft.  south  of  Gun  Hill  road  (Block  3324B,  Lot  142), 
Borough  of  The  Bronx,  Amendment  to  N.B. 1184-46. 


105-47-A— F.D.— 15-21  West  51st  street,  north  side,  300 
ft.  west  of  5th  avenue  and  14-36  West  52nd  street  (Block- 
1267,  Lots  21  to  26  inclusive,  46  to  54  inclusive  and  541/2, 
55  and  56),  Borough  of  Manhattan,  Decision. 


106-47-BZ — H.B.Q. — 25-05  to  25-07  Seagirt  avenue,  south 
side,  45.85  ft.  west  of  Beach  25th  street  (Block  296,  Lol 
57),  Edgemere,  Borough  of  Queens,  Alt.  158-47. 


107-47- A — H.B.Q. — 73-02  Beach  Channel  Drive,  north 
west  corner  of  Beach  73rd  street  (Block  539,  Lot  29) 
Arverne,  Borough  of  Queens,  N.B. 217-47. 


108-4-7- A — H.B.B. — 284  4th  street  and  west  side  of  5tl 

avenue  between  4th  and  5th  streets  (Block  984,  Lots  11,  Z 
33,  36,  40,  41,  42,  43,  44  and  45),  Junior  High  School  T, 
Borough  of  Brooklyn,  Misc.  F.O.l  1199-46. 


109-47-A— H.B.B— 188-190  Van  Brunt  street  and  75-8 
Bowne  street,  southwest  corner  (Block  507,  part  of  Lot  1 
Borough  of  Brooklyn,  18758-LF. 


Restored  to  Calendar. 


530-29-BZ— H.B.Bx.— 492-498  City  Island  avenue  an 
140  Beach  street,  southeast  corner  (Block  5646,  Lots  1 
and  18),  City  Island,  Borough  of  The  Bronx,  Alt.  30-4 


97-47-BZ— H.B.B. — 13-21  Neptune  avenue,  north  side, 
10.53  ft.  east  of  East  13th  street  and  2740-2762  East  14th 
street  (Block  7487.  Lot  22),  Borough  of  Brooklyn, 
N.  B.  2136-47. 


877-39-BZ— H.B.B.— 1055-1065  63rd  street,  north  sid 
140  ft.  west  of  11th  avenue  and  1062-1064  62nd  stre 
(Block  5730,  Lot  32),  Borough  of  Brooklyn,  Alt.  2917-4 


77-34-SA— Packard  Fuel  Oil  Burner,  Appliance. 


98-47-SM — Flamecote  (flameproofing  compound),  manu¬ 
factured  bv  Norcote  Division  of  Philadelphia  Textile 
Finishers,  Inc.,  Material. 


nrcSIGNATIOIVS:  H.B.— Department  of  HousinK  and  Buddmi 

H.B.B.-  -Department  of  Housing  and  Buildings.Brooklyn,  H.B.M 
Department  of  Housing  and  Bu.ld.nM,  Manhattan 
nartment  of  Housing  and  Buildings,  Queens,  H.B.R.— Departrn 
nt  Housing  and  Buildings,  Richmond:  H.B.Bx. — Department 
HouSng  and  Buildings.  Bronx;  H.H -Health  Department;  F.D 
Fire  Department,  and  M.  and  A.-Dept.  of  Marine  and  Av.at, 
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RULES 

Lai 

Blended  Cements,  Rules  for  Testing 

and  Use  ol .  Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  anil  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Tan. 

Fire  Alarm  Rules  (Interior) . Nov. 

Fire  Drill  Rules . Dec. 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  resting  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Lias  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .. Feb. 

)i!  Burner  Rules . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan. 

’aint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Dec. 

’latform  Trucks,  Specifications  for..  Nov. 

Hunibing  Rules  . Aug. 

’lumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec. 

’rocedure.  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Oct. 

•inioking  in  F'actories,  Rules  for _ Jan. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

structural  Alterations,  Reporting. .  .June 

ank  Trucks,  Fuel  Oil,  etc . Nov 

ank  Trucks,  Gasoline,  etc . N0v! 

Vire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


t  Puiillunlloii  III  liiilUitin 

3,  1916— Vol.  31,  No.  49 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52  A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
14,  1947— Vol.  32,  No.  2 

12,  1946 — Vol.  31,  No.  46 

24,  1946 — Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

17,  1946— Vol.  31,  No.  51 

13,  1937  —  Vol.  22,  No.  15 
21,  1919—  Vol.  4.  No.  3 


23,  1946- 
7,  1925- 
5,  1928- 
31,  1946- 

11,  1947- 
28,  1947- 


-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  53 

-Vol.  32,  No.  6 
-Vol.  32,  No.  4 


21,  1947— Vol.  32,  No.  3 


31,  1946- 
24,  1936- 
3,  1937- 


31,  1946- 

7,  1937- 
15, 1946- 
14,  1947- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  31,  No.  53 
-Vol.  21.  No.  47 
-Vol.  22,  No.  31 


-Vol.  31, 
-Vol.  22, 
Vol.  31 , 
-Vol.  32, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  53 
No.  36 
No.  42 
No.  2 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
upplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30 

Jo.  15A. 


FEBRUARY  11,  1947,  10  A.  M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
uesday  morir.ng  February  11,  1947,  at  10  o’clock  in  Room 
Hj,  Municipal  Building,  Manhattan,  on  the  following  mat- 

)4-46-BZ— Application,  August  23,  1946,  under  section 
°t  the  zoning  resolution,  of  Jacob  Lubroth,  applicant,  on 
•bait  of  Lawrence  J.  McSherry,  owner  (Murray  Cohen, 
ssee),  to  permit  in  a  business  use,  C  area  district,  the  exten- 
>n  of  an  existing  building,  using  more  than  the  area  per- 
dtecl;  premises  56-36  Myrtle  avenue,  south  side,  175  ft  east 

Queens'1  (B'°Ck  356°’  L°f  27)’  Ridgewood’  B°rough 

-0-46-BZ— Application,  August  27,  1946,  under  section 
i  ° i r '  r  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 

"ait  of  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Rivkin, 
>sce),  to  permit  in  a  residence  use  district,  the  change  in 
■eupancy  from  boys’  home  (previously  granted  by  the 
’  to  boys’  home,  children’s  day  camp  and  nursery 

■  i°°i:nPorecnises  ?9'107  (known  as  101)  Beach  34th  street 
,  i/vi\  JjPrsyview  avenue,  northwest  corner  (Block  311, 

■  JU-)>  Edgemere,  Borough  of  Queens. 

1n96cA~"‘107  (known  as  101)  Beach  34th  street  and 
£Rrayv,ew  avenue,  northwest  corner  (Block  311,  Lot 
-J,  Edgemere,  Borough  of  Queens. 


Sff(Zn1Appl'i?ti'0n i °f  dulius  Eckmann,  applicant,  on 
5?  1026  1  C]apma  d  keaRy  Lorl>-,  owner,  reopened  October 
.  ,  ,  under  sections  /It  and  21  of  the  zoning  resolution, 

to  permit  in  a  residence  use  district,  the  parking  and  storage 

flVe  n?otor  vehlcles;  premises  406-420 
so“th  side,  100  ft.  west  of  9th  avenue 

of^Manhattan.  L°'S  37'  39'  4°'  41>  42  and  14I>.  Borough 

476i'496,'B?~;Application’  June  26-  1946>  undcr  sections  7h 
n  ♦  °f  . hf  ^solution,  of  David  Weinberg,  ap¬ 

plicant,  on  behalf  of  Christian  L.  Bache,  owner,  to  permit 
in  a  residence  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  period  of  two  (2)  years  • 
premises  D4-51  to  154-61  101st  street,  and  101-02  to  101-16 
>outh  Conduit  avenue,  southeast  corner  (Block  11585  Lot 
^3),  Jamaica,  Borough  of  Queens. 

918-46-BZ— Application,  November  26,  1946,  under  sec- 
Hons  7c  and  21  of  the  zoning  resolution,  of  John  P 
McGrath,  applicant,  on  behalf  of  Harhaven  Corp.,  owner  to 
permit  in  a  residence  use,  C  area  district,  the  extension’  of 
existing  garage  for  more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop,  using  more  than  the  area  per¬ 
mitted;  premises  98-15  Jamaica  avenue,  north  side,  88  24 
t.  east  of  98th  street  (Block  9177,  Lot  95),  Woodhaven, 
Borough  of  Queens. 

960- 46-BZ— Application,  December  6,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  cn  behalf  of  Ella  Graulich,  owner  (Fleet  Arc  Welding 
bei vice,  lessee),  to  permit  in  a  business  use  district  the 
change  m  occupancy  from  garage  for  five  (5)  cars  to 
vveldmg  shop,  for  a  period  of  five  (5)  years;  premises 

7TJ1  io?cnaVenue’ rSTUth  Sxlde’  7S'°8  £t  east  of  70th  street 
(Block  2459,  part  of  Lot  6),  Woodside,  Borough  of  Queens. 

961- 46-BZ— Application,  December  6,  1946,  under  sec¬ 
tions  7a  and  7c  of  the  zoning  resolution,  of  Paul  Friedman, 
applicant,  on  behalf  of  Leah  Schuster,  owner,  to  permit 
111  a  business  use  district,  the  erection  and  maintenance  of 
an  office  and  sheds,  to  be  used  in  conjunction  with  the 
exiting  use  of  sale  and  storage  of  building  materials  and 
plumbing  supplies;  premises  2926-2948  Avenue  X.  3695-3705 
Nostrand  avenue,  southeast  corner  and  2402-24^2  Haring 
sheet  (Block  7422L,  Lots  2  and  7),  Borough  of  Brooklyn. 

991-46-BZ— Apphcation,  December  12,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Andrew  DiCamillo  ap¬ 
plicant,  on  behalf  of  Solomon  Uslianer,  owner,  to  permit 
m  a  i  esidence.  use,  D-l  area  district,  the  erection  of  a  two 
car  garage  without  the  required  rear  yard;  premises  2183 
.asl  28th  street  and  2801-2811  Avenue  V,  northeast  corner 
(Block  7361,  Lot  58),  Borough  of  Brooklyn. 

1019-46-BZ— Application,  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  appli¬ 
cant,  on  behalf  of  Morris  Kurtzberg,  owner,  to  permit  in  a 
lesidence  use  district,  a  wet  wash  laundry,  for  a  term  of 
ion  years;  premises  223  Schenectady  avenue,  east  side 
120  ft.  3*4  in  north  of  St.  Johns  place  (Block  1378,  Lot  7)’ 
Borough  of  Brooklyn. 

1028-46-BZ— Application,  December  18,  1946,  under  sec- 
hons  7c  and  7 i  of  the  zoning  resolution,  of  Charles  M 
Spindler,  applicant,  on  behalf  of  Edwin  E.  Pukies  owner 
to  permit  in  a  business  use  district,  the  change  of  occupancy 
from  an  automobile  showroom  and  gasoline  service  station, 
lo  a  motor  vehicle  repair  shop,  lubritorium,  auto  washing 
and  gasoline  service  station;  premises  119-33  to  119-47 
Springfield  boulevard,  east  side,  111.61  ft.  north  of  120th 
avenue  (Block  12775,  Lot  1),  Springfield,  Borough  of 
Queens. 

1086-46-BZ— Application,  December  30,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Leonard  A  Swarthe 
applicant,  on  behalf  of  David  Kaye  and  Nathan  Miller’ 
owners,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  garage  for  more  <han  five  (5)  motor 
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vehicles  (previously  granted  by  the  Board)  to  pcl°U' 'isj?  ’ 
premises  2333-2345  Waterbury  avenue  north  side  291  n6  ft. 
east  of  Havemeyer  avenue  (Block  3833,  Lots  /U  and  /D. 
Borough  of  The  Bronx. 


19)  •  (Block  711,  Lot  1)  ;  and  541  2nd  avenue,  and  18-38  32nd 
street  (Bush  Power  Blouse);  (Block  679,  Lot  1),  Borough 
of  Brooklyn  (reopened  January  7,  1947). 


789-46-BZ _ Application,  October  18,  1946,  under  sec¬ 

tion  7e  of  the  zoning  resolution,  of  Alfred  Lehnert,  apph- 
an'  anB  lessee,"  on  behalf,  of  Edwin  Got,  d  Found*  .on  lot 
Children  owner,  to  permit  in  a  residence  use  district  l 
laminated  signs  to  replace  three  (3)  existing  non-iHuimnaled 
sicms-  premises  2300  Eastchester  road,  northeast  cornei  ot 
Astor  avenue  (Block  4393,  Lot  1),  Borough  of  The  Bronx. 


26-47-A— -136-166  Marshall  street,  entire  block  bounded 
by  Marshall  street,  Hudson  avenue,  John  and  Gold  stieets 
(Block  12,  Lot  1),  Borough  of  Brooklyn. 

175-46-SA— Coleman  Oil  Fired  Water  Heater,  Model 
162-20  gallons  capacity;  Model.  163-30  gallons  capacity 
and  Model  164 — 45  gallons  capacity. 

925-46-SA— Purr-feet  Oil  Burner,  Models  X,  Y  and  \  L. 
1026-46-SA — Calcinator  (Automatic  Home  Disposal 

Unit). 

773-46-SM— Duff  con  Light  Weight  Precast  Concrete 
2 ,)4"  Channel  Type  Roof  Slabs. 

HARRIS  H.  MURDOCK,  Chairman. 


806-42-A— Foot  of  49th  street  and  50th  street  (Bush 
Buildings  57  and  58)  ;  (Block  725,  Lot  1)  ;  4814-4824  2nd 
avenue  101-183  49th  street  and  4813-4823  1st  avenue  (Bush 
Buildings  95-103)  ;  (Block  771  Lot  1)  ;  boot  of  46th  strert 
(Bush  Buildings  45-50)  ;  (Block  725,  Lot  1)  ;  4722-4724  2nd 
avenue,  105-183  48th  street  (Bush  Freight  House)  ,  (Block 
762  Lot  1)  ;  101-183  47th  street,  4402-4624  2nd  avenue,  102- 
184  44th  street  and  4401-4623  1st  avenue  (Bush  Buildings 
23-38  and  63-94)  ;  (Block  725,  Lot  1)  ;  boot  of  44th  street 
(Bush  Buildings  39-44)  ;  (Block  725,  Lot  1)  ;  West  side  o 
1st  avenue,  326  ft.  and  70  ft.  south  of  43rd  street  (lump 
House);  (Block  725,  Lot  1) ;  4302-4324  1st  avenue  76  100 
43rd  street  (Round  House  and  Garage)  ;  (Stock  /25,  Lot  1) 
Foot  of  48th  street  (Bush  Buildings  51-56)  ;  (Block  725,  Lot 
1)  ;  7-29  43rd  street  (Bush  Unit  C)  ;  (BJock  720,  Lot  1) 
35-57  43rd  street  (Bush  Warehouses  20-22)  ;  (Block  7 J),  Lot 
1)  •  4101-4111  1st  avenue,  102-112  41st  street  (Bush  Ware¬ 
house  1-A)  ;  (Block  716,  Lot  1);  7-23  42nd  street,  4102- 
4124  1st  avenue  (Bush  Unit  B)  ;  (Block  715,  Lot  1)  ;  North 
side  of  42nd  street.  296  ft.  5  in.  west  of  1st  avenue  (Bush 
Unit  A);  (Block  715,  Lot  1);  360  ft.  west  of  1st  avenue 
and  26  .ft.  north  of  41st  street  (Bush  Power  House)  ;  (Block 
710  Lot  16)  ;  and  4902-4924  2nd  avenue,  101-  84  50th  street, 

103- 184  49th  street  and  4901-4923  1st  avenue  (Bush  Buddings 

104- 117);  (Block  780^  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  January  7,  1947). 


FEBRUARY  11,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tue?Zy  afternoon,  February  11,  1947,  at  2  o’clock  m  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


57-47-A — 62  Montrose  avenue,  south  side,  150  ft.  east  of 
l  orimcr  street  (Block  3059,  Lot  13),  Borough  of  Brooklyn. 

67-47-A— 759  Chauncey  street,  north  side  200  ft.  east  of 
Evergreen  avenue  (Block  3446,  Lot  52),  Boroug 
Brooklyn. 

883-46-A — 96  Bowery,  west  side,  74  ft.  8  in.  north  of  Hester 
street  (5th  floor)  ;  (Block  239,  Lot  35),  Borough  of  Man¬ 
hattan. 


1072-46-A— 28-34  East  60th  street,  south  side,  140  ft.  west 
of  Park  avenue  (Block  1374,  Lot  43),  Borough  of  Man¬ 
hattan. 


7-47-A— 131-137  Emerson  place,  east  side,  100  ft.  south 
of  Myrtle  avenue  and  202-208  Classon  avenue  (1st  floor)  ; 
(Block  1909,  Lot  15),  Borough  of  Brooklyn. 


I4.47. A— -29  West  15th  street,  north  side,  495  ft.  east  of 
6th  avenue  (Block  817,  Lot  25),  Borough  of  Manhattan. 


10-47-A— 78-02  to  78-04  Queens  boulevard,  southeast 
corner  of  Hillyer  street  (Block  2453,  part  of  Lot  44) 
Elmhurst,  Borough  of  Queens. 


46-47-A— 91-99  Columbia  Heights  and  1-9  Orange  street 
northeast  corner  (Block  219,  Lot  1),  Borough  of  Brooklyn 


1055-46-A — 549  East  171st  street,  north  side,  115.32  ft 
west  of  Fulton  avenue  (Block  2928,  Lot  33),  Borough  o 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman 


FEBRUARY  18,  1947,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearinj 
Tuesday  morning ,  February  18,  1947,  at  10  o’clock  in  Root 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat 

,  ters : 


782-42-A— 2240  32nd  street  (Block  679,  part  of  Lot  J)  • 
912-930  3rd  avenue,  45-113  35th  street,  38-118  stree 
and  581-599  2nd  avenue  (Bush  Buddings  5  and  6)  ,  (Block 
687  Lot  1)  •  932-944  3rd  avenue,  201-271  36th  street,  46-114 
35th  street  and  607-619  2nd  avenue  (Bush  Buddings  3 
and  4);  (Block  691,  Lot  1);  621-639  2nd  avenue,  -01-271 
37th  street,  202-272  36th  street  (Bush  Buddings  1  and  2) 
(Block  695,  Lot  1)  ;  3902-3924  2nd  avenue  and  132-184  39 
street  (Bush  Building  19);  (Block  706,  Lot  1)  ,  311 

street  (Bush  Building  24  and  Train  Shed)  ;  (Block  706  Lot 
24)  •  3902-3924  1st  avenue,  76-94  39th  street  (Bush  Buddings 
2?  and  23)  ;  (Block  706,  Lot  24)  ;  3924-4024  1st  avenue  (Bush 
Building  26)  ;  (Block  710,  Lot  1)  ;  4002-4024  2nd  avenue, 
131-183  41st  street  (Bush  Building  20)  ;  (Block  711,  Lot  1)  , 
872-890  3rd  avenue,  17-99  33rd  street,  88-l°0  32nd  street  and 
599  2nd  avenue  (Bush  Buildings  9  and  10)  ;  (Block  679,  Lot 
1)  ;  892-910  3rd  avenue,  37-117  34th  street,  1 8- 100  33rd  street, 
and  561-579  2nd  avenue  (Bush  Buddings  7  and  8)  ,  (Block 
683  Lot  1)  •  101-127  41st  street  (Bush  Warehouses  18  and 


012-45-BZ — Application  of  Sidney  L.  Strauss,  applican 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  October  L 
1946  under  section  7f  of  the  zoning  resolution,  to  permit  i 
a  residence  and  business  district,  the  erection  and  mainte 
nance  of  a  gasoline  service  station,  auto  showroom  an 
parts  department;  premises  94-15  to  94-23  Northern  bonk 
vard  32-45  to  32-61  Junction  boulevard,  northeast  corner  an 
32-44  to  32-60  95th  street,  northwest  corner  of  Norther 
boulevard  (Block  1424,  Lots  32  and  33),  Corona,  Boroug 
of  Queens. 

179-37-BZ— Application  of  Charles  M.  Spindler,  appl 

cant  on  behalf  of  New  Method  Service  Co.,  Inc.,  owne 
reopened  January  28,  1947,  for  consideration  as  to  amendmer 
of.  resolution,  to  permit  the  installation  of  additional  di 
cleaning  equipment— Application,  previously  granted  on  coi 
dition,  under  section  21  of  the  zoning  resolution,  permittir 
in  a  business  use  district,  the  operation  of  a  clothes-cleann 
unit  as  an  accessory  use  to  the  laundry  business  conduct! 
therein  (erection  and  maintenance  of  a  garage  for  more  th; 
five  (5)  motor  vehicles  previously  granted  by  the  Board 
premises  461  Bay  street,  east  side,  434.23  ft.  north  of  Wa 
street  (Block  488,  Lot  18),  Stapleton,  Borough  of  Richmon 


267-16-BZ — Application  of  Cole,  Madsen  and  Milnes,  a 
plicants,  on  behalf  of  Robert  A.  Cornell,  owner,  reopen 
December  17,  1946,  under  section  21  of  the  zoning  resolutic 
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to  permit  ill  a  residence  and  business-1  use,  D  and  E  area 
district,  ine  alteration  to  existing  motor  vehicle  repair  shop 
usni},'  more  than  the  area  permitted;  premises  438  Richmond 
avenue  northwest  corner  of  Burden  avenue  (Block  1101, 
j  Lots  62,  6/  and  69),  1  ort  Richmond,  Borough  of  Richmond. 

626-19-B2— Application  of  Lama  and  Proskauer,  appli- 
caiits  °n  behalt  ol  Gaetano  Abbatcmarco,  owner,  reopened 
Octohei  1,  1946,  under  section  7e  of  the  zoning  resolution 
•  to  permit  in  a  business  use  district,  the  change  in  occupancy 
trom  public  garage  tor  more  than  five  (5)  motor  vehicles 
•to  a  public  garage  for  more  than  five  (5)  motor  vehicles 
■motor  vehicle  repair  shop  in  cellar,  waste  paper  and  rag 
' |,ac  sorling  and  storing  on  first  floor,  for  a  period  of 
;en  (  0)  years;  premises  253-257  4th  avenue  and  556-564 
LarroU  street,  southeast  corner  (Block  961,  Lot  3),  Borough 
of  Brooklyn.  6 

645-46-A— 253-257  4th  avenue  and  556-564  Carroll  street 
[southeast  corner  (cellar  and  1st  floor)  ;  (Block  961,  Lot  3)’ 
[Borough  of  Brooklyn. 

3^2’21"BZ— -Application  of  Lama  and  Proskauer,  appli- 
.cants,  on  behalf  of  Joseph  Gold,  owner,  reopened  July  9 
1946,  under  section  7c  of  the  zoning  resolution,  to  permit 
■in  a  business  use  district,  the  reconstruction  and  extension  of 
an  existing  gasoline  __  service  station;  premises  1210-1216 

rm?  »n-1Ur  an(l  /0-83  Suydam  street,  southwest  corner 
(Block  320a,  Lots  25  and  26),  Borough  of  Brooklyn. 

1030-46-BZ— -Application,  December  10,  1946,  under  sec¬ 
tions  /c  and  21  ot  the  zoning  resolution,  of  Lama  and 
(Proskauer  applicants,  on  behalf  of  Harry  Passaro,  owner 
(iassaro  Brothers,  lessees),  to  permit  in  a  business  and  an 
^restricted  use,  C  area  district,  the  erection  of  an  extension 
I  or  garage  for  more  than  five  (5)  motor  vehicles,  motor 
.  ehicle  repair  shop,  wheel  alignment  and  brake  testing,  using 
nore  than  the  permitted  area;  premises  2412-2414  Church 
nenue,  south  side,  71  ft.  east  of  Bedford  avenue  (Block  5104 
-ot  la),  Borough  of  Brooklyn.  ’ 

183-42-BZ— Application  of  Walter  I.  Lansing,  applicant 

d  t'ss.ce*  on,  behalt  of  Hortense  G.  Badman,  owner,  re¬ 
opened  December  17,  1946,  under  section  7h  of  the  zoning 
esoiution,  to  permit  in  a  residence  use  district,  the  parking 

5Srft°  (re  than  five  (5)  motor  vehicles;  premises 
,  ast  34th  street,  south  side,  247  ft.  2  in.  west  of  2nd 

»lanhatt  iii  °C^  k°tS  ^  ^  and  Borou8b  of 

■97-46-BZ— Application,  August  19,  1946,  under  section 

\  °k  resol,ut*on’  oi  !rving  Kirshenblit,  applicant, 

behalf  of  Manuel  S.  Hacker,  owner,  to  permit  in  a 
esidence  use  district,  the  change  in  occupancy  from 
arage  to  a  printing  shop,  for  a  period  of  ten  (10)  years; 
remises  51a  Greene  avenue,  north  side,  200  ft.  east  of 
tooHyn  avenue  (Block  1794,  Lot  81),  Borough  of 

i 

^  iB^  Application,  August  26,  1946,  under  section 
Mini  f  l  lf  ujn!,ng  resolution,  of  Max  Hirsch,  applicant,  on 
nail  ot  Edith  and  Sarah  Himmelbaum,  owners,  to  permit 

.^rexreil^e  USe  d.lstrict-  lhe  change  in  occupancy  from 
acksmith  shop  to  lactory  (manufacturing  and  renewing 
Bnstlex  brushes)  ;  premises  227-231  Miller  avenue,  east 
ue,  100  ft.  north  of  Liberty  avenue  (Block  3961,  Lot  1) 
orough  of  Brooklyn.  •  ’ 

?2-46-BZ— Application,  October  4,  1946,  under  section 
'l  if  resolution,  of  Emil  Koeppel,  applicant,  on 

l  ah  o  C,ty  of  New  York,  owner  (Oscar  Siegel,  lessee). 

eimit  in  a  residence  use  district,  golf  driving  course  and 
.  e  ,n  conjunction  with  golf  driving  course;  premises 

rl-  ,Cp.n’7  °J  Ocean  parkway  and  Circumferential 
i rkway  (Blocks  7240,  7241  and  7261,  part  of  Lot  47) 
trough  of  Brooklyn. 

17i6'BiZ^Aprpli,cation’  °ctober  28,  1946,  under  sections 
ana  /A  of  the  zoning  resolution,  of  Harry  Silverman, 


1 1  leant,  on  behalf  of  Airport  Motors  Inc.,  owner,  to  permit 
j;i  a  nisiness  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  an  automobile  showroom,  motor  vehicle 
rep?*r  S1°l).and  storage  garage  for  more  than  five  (5)  motor 
ve  ucles  and  to  permit  entrances  exceeding  3  feet  6  inches 

u2’°diir-  t1StanCC  ‘^ty-five  (25)  feet  from  the  residence 
use  chstnct;  premises  78-11  to  ,8-19  Northern  boulevard  and 

I  'f  oA  -  °  7Ju  .st.reet*  1 northwest  corner  (Block  1174, 
Lot  5a),  Jackson  Heights,  Borough  of  Queens. 

l50;i4?,'BZ~Application’  December  4,  1946,  under  section 

behalf  ofZ°Frng  r£SOp  tl°J1’  0f  Henry  Nordheim,  applicant,  on 
hc.ialf  of  trances  Reader,  owner  (Greenberg  and  King 

lessees),  to  permit  in  a  residence  use  district,  a  wet  wash’ 
aundry,  tor  a  term  of  five  (5)  years;  premises  163  St.  Anns 

Sne’  0(!  ftr  north  of  East  135th  street  (Block 
2263,  Lot  42),  Borough  of  The  Bronx. 

7,79nf,'?Z~AppliCati,°n’  December  2,  1946,  under  section 
on  behalf  ^solution  ot  Norman  Lederer,  applicant, 

on  behalt  ot  1  L.  and  L.  Corporation,  owner,  to  permit  in 

exi stTiisr "hni'fi? 'd  reSt?Cte|!  rCtai1  ,Use  district-  the  extension  of 
listing  building  into  the  residence  use  district;  premises 

5  Greenwich  avenue  south  side  Christopher  sireet,  34  4 

oughtf  ManSaT11  (B‘°Ck  *»•  L°*  I3>-  Bor- 

-Application,  January  24,  1947,  under  section 
/e  of  the  zoning  resolution,  of  Airborne  Instruments  Labora- 
tory  Rm  apphcant,  on  behalf  of  Board  of  Education  City 

of  New  Y°rtk’  rm\  (DePt  °f  Marine  and  Aviation!  City 
fi  T  ,wrk’  lerssee)’  to  Permit  in  a  residence  use  district 

whhTaC  S1' rP  °A-a  radair  statlon’  to  be  use<I  in  conjunction 
with  LaGuardia  Airport,  for  a  term  of  two  (2)  years  ■  nrem- 

Queens  ’  Part  °f  Lot  U,. Flushing,  Borough  of 

237-46-A  56  Pine  street,  north  side,  125  ft.  west  of  Wil- 

'a-1Qs;r-t  and,26cftdar  street  (basement);  (Block  41 
Lot  19),  Borough  of  Manhattan.  ’ 

367-46-A— 119-121  5th  avenue  and  1-3  East  iiRh  street 

o?Man (Ce"ilr);  (B'°Ck  848’  L“  »•  W 

459-46-A— 1  Park  avenue,  northeast  corner  of  East  52nd 

•  tree  (17th,  18th  19th  and  20th  floors)  ;  (Block  888,  Lot  1) 
Borough  oi  Manhattan.  ’  '* 

943-46-A— /06  West  181st  street,  and  4251-4259  Broad- 

Man’hattan WCSt  C°rner  (B1°ck  2176’  Lot  133)’  Borou^h  of 

1045-46-A— 33-18  57th  street,  west  side,  120  ft  south  of 

S  0fQu°eensVard  <B'°Ck  ’'8°'  L°‘  35)'  w°°Bde,  Bor- 

17-47-A— 230  Park  avenue,  southwest  corner  of  East  46th 
hattan  St  fl°°r')  :  (Block  I300>  L»t  1),  Borough  of  Man- 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  18,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearinj 
afternoon,  February  18,  1947,  at  2  o’clock  in  Room 
te°r13,  MuniclPal  Building,  Manhattan,  on  the  following  mat- 

rinwN'Ar?(°  Chnrch  st.reit'  west  side>  block  bounded  by 
Churclp  rulton  Dey  and  Greenwich  streets  (Block  81.  Lo) 

hat’t  in HUdS°n  rermma  ’  Building  B),  Borough  of  Man- 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  25,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
U  ^ay^rntng,  February  25,  1947,  at  10  o’clock  in  Room 
matters  •in,CiPa  Bl"  dmg’  Manbattan,  on  the  following 
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864-46-BZ— Application,  November  13,  1946  under  sec¬ 
tion  7£  of  the  zoning  resolution,  of  Lama  and  I  roskauer 
applicants,  on  befell  of  Daniel  A  Cornell,  Jr.  and  James 
A.  Cornel],  owners,  to  permit  in  a  business  use  district,  l 
erection  and  maintenance  of  a  gasoline  service  station,  'ubrn 
torium  laundrv  and  office;  premises  233-12  to  233-20  Linden 
boulevard  and '117-02  to  117-10  234th  street,  southeast  corner 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Boroug 
of  Queens. 


Used  Boiler  Supply  Co.,  lessee),  to  permit  in  a  manufactur¬ 
ing  and  residence  use  district,  the  repairing  of  used  boilers 
and  the  storage,  sale  and  display  of  ,used  koitersi  Premis^ 
13-19  North  Oxford  street,  east  side,  108  ft.  5  in.  south 
of  Flushing  avenue  (Block  2029,  Lots  15-17),  Borough  of 
Brooklyn. 


276-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Thomas  C.  and  Louis  Iervohno,  owners, 
reopened  March  19,  1946,  under  section  7c  of  the  zonin 
resolution  to  permit  in  a  residence  use  district,  the  change 
in’  occupancy  from  a  public  garage  to  a  gasoline  service 
station,  lubritorium,  auto  laundry  and  office;  prerrnses  8 
Rapelye  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  ot  Brooklyn 


622-46-BZ — Application,  August  30,  1946,  under  se<> 
lions  7a  and  7c  of  the  zoning  resolution  ol  John  J.  in- 
carico,  applicant,  on  behalf  of  Chiarma  Palasciano,  owner, 
to  permit  in  a  business  use  district,  the  change  in  occupancy 
from  public  stable,  two  (2)  car  garage  and  store  to  pro¬ 
posed  extension  for  garage  for  more  than  five  (5)  motor 
vehicles,  fuel  oil  and  ice  dock ;  premises  950-954  (954  dis¬ 
played)  Bergen  street,  south  side,  80  ft.  east  of  hranklin 
avenue  (Block  1217,  Lot  14),  Borough  of  Brooklyn. 


527-46-BZ — Application  of  Lama  and  Proskauer,  appli 
cants  on  behalf  of  Theodore  Imbiow  owner,  reopened  and 
restored  to  the  calendar  January  28,  ^947  (previous^  wilh- 
drawn) — re  Application,  under  sections  /i  and  2  ot  he 
zoning  resolution,  to  permit  in  a  business  use  (hst'ic^’  1 
erection  and  maintenance  of  a  biulding  to  be  used  as  an 
automobile  repair  shop;  premises  i^-i^Sast  98th  street, 
east  side,  50  ft.  north  of  Dumont  avenue  (Block  3a49,  Lot  2), 
Borough  of  Brooklyn. 


1042-46-BZ — Application,  December  20,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Harry  P.  Jaemke, 
applicant,  on  behalf  of  157  East  72nd  Street  Corp.,  owner 
to  permit  in  a  residence  use  district,  a  pub|ic  restaurant 
for  a  term  of  five  (5)  years;  premises  157-163  East  /2m 
street,  north  side,  100  ft.  west  of  3rd  avenue  (Block  1407 
Lot  29),  Borough  of  Manhattan. 


530-29-BZ — Application  of  Joseph  Schafran,  applicant, 
on  behalf  of  A  &  T.  Falk,  Inc.,  owner,  reopened  February 
4  1947  to  consider  affirmation  of  the  resolution  adopted 

by  the’  Board  on  May  12,  1931-Application,  previously 
granted  on  condition,  permitting  in  a  business  use  district, 
the  alteration  and  extension  ot  a  gasoline  service  static) 
and  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles ; '  premises  492-498  City  Island  avenue  and  140 
Beach  street,  southeast  corner  (Block  5646,  Lots  16  and 
18),  Borough  of  The  Bronx. 


725-24-BZ— Application  of  Siegel  and  Green,  applicants, 
on  behalf  of  George  Peter  Corp  owner  (Marlon  Con¬ 
fections  Corp.,  lessee),  reopened  January  21,  1947,  under 
sec  ions  7e  and  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use,  B  area  district  the  extension  of  existing 
use  (candy  factory)  ;  (previously  granted  by  the  Board) 
by  adding  one  story,  using  more  than  the  area  TJermitted 
premises  321-343  West  54th  street,  north  side,  275  it. .  east 
of  9th  avenue  (Block  1045,  Lots  12-la),  Borough  of  Man¬ 
hattan. 


330-28-BZ — Application  of  George  W.  Springsteen,  ap 
plicant,  on  behalf  of  A.  H.  Consumers  Society,  Inc  owner 
reopened  April  2,  1946,  under  sections  7e  and  21  of  he 
zoning  resolution,  to  permit  m  a  residence  use  district,  the 
alteration  and  maintenance  of  retail  stores;  premises  50 
Van  Cortlandt  avenue  and  3887-3899  Sedgwick  avenue 
northwest  corner  (Block  3263-B,  Lot  275),  Boroug 
The  Bronx 


229-29-BZ— Application  of  Julius  S.  Rapson,  applicant, 
on  behalf  of  Harry  J.  Hoechle,  owner  (Frank  Car  in 
lessee),  reopened  May  21,  1946,  under  sections  7 f  and  21 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  extension  and  erection  and  maintenance  of  a  new  build¬ 
ing  for  an  existing  gasoline  service  station  (Previ°usD 
-ranted  by  the  Board),  to  be  used  for  gasoline  sales 
service  station  and  office;  premises  245-19  South  Conduit 
boulevard,  south  side,  109  ft.  east  of  Francis  Lews  bouk- 
vard  (Block  13615,  Lot  5),  Rosedale,  Borough  of  Queens. 

59-47-A— 245-19  South  Conduit  avenue  t1^7- 

ft.  east  of  Francis  Lewis  boulevard  (Block  13615,  Lots  a 
and  9),  Rosedale,  Borough  of  Queens  (Under  section  3a, 
General  City  Law  re  bed  of  mapped  street-proposed  widen¬ 
ing  of  South  Conduit  avenue). 

637-46-BZ— Application,  August  13,  1946,  under  section 
71  of  the  zoning  resolution,  of  Kitzler  and  Nurick,  appl 
Us,  on  behalf  of  Bapeck  Realty  Corp.,  owner  (Empire 


61-47-BZ— Application,  January  20,  1947,  under  sectiot 
7e  of  the  zoning  resolution,  of  H  Ferrara  and  V  Monte 
mora,  applicants  and  lessees,  on  behalf  of  George  E.  Kelly 
owner,  to  permit  in  a  residence  use  district,  the  change  ii 
occupancy  from  restaurant  and  rooming  house  to  restauran 
cabaret  and  rooming  house  for  a  period  of  eight  (8)  y ears 
premises  115  Waverly  place,  north  side,  201  ft-  °  m.  ea. 
of  Avenue  of  The  Americas  (6th  avenue)  ;  (Block  55. 
Lot  37),  Borough  of  Manhattan. 

1038-46-BZ— Application,  December  4,  1946,  under  sec 
tinns  7a  7b  7c  7i  and  21  of  the  zoning  resolution,  of  Stuai 
Riedeb  applicant,  on  behalf  of  Third  Avenue  Trans 
Corporation,  owner,  to  permit  in  a  business  and  restrict! 
use  district,  the  storage  of  more  than  five  (5)  mot 
vehicles  and  a  motor  vehicle  repair  shop;  premises  lit 
East  177th  street,  south  side,  between  projections  of  Devc 
avenue  and  Bronx  Park  avenue  (not  cut  through)  ,  (Bloc 
3904,  Lot  40),  Borough  of  The  Bronx. 

57-46-BZ— Application  of  Lama  and  Proskauer,  a] 
plicants,  on  behalf  of  Kalbreit  Realty  Corp  owner  r 
opened  July  23,  1946,  under  sections  7c  and  21  of  the  zo 
ing  resolution,  to  permit  in  a  residence  and  business  u. 
r and  F  area  districts,  the  erection  and  maintenance 
a  commercial  building,  using  more  than  the  area  perm.tte 

premises  168-01  to  168-09  Hillside  avenue  and  87-45 
87-57  168th  street,  northeast  corner  (Block  9840,  Lot  1 
Jamaica,  Borough  of  Queens. 

272-46-BZ — Application,  April  17,  1946,  under  section 
of  the  zoning  resolution,  of  Frank  J.  Buttermark,  apphea 
on  behalf  “of  Joseph  Wagner  and  gnatr  Wempe 
owners,  to  permit  in  a  business  use  district,  a  one  sto 
extension  to  existing  two  story  motor  vehicle  repair  sho 
premises  654  Richmond  road,  southeast  comer  of  riei 
streT  (Block  2902,  Lots  37  and  40),  Concord,  Boron 
of  Richmond. 


330-33-BZ — Application  of  Lama  and  Proskauer,  apf 
cants,  on  behalf  of  George  De  Combo,  owner,  reoper 
March  5  1946,  under  section  7f  of  the  zoning  resoluti 
to  permit  in  a  local  retail  use  district,  the  extension 
existing  gasoline  service  station  (previously  granted 
the  Board)  ;  premises  228-05  Northern  ,  bou .Ward  no 
side  386  ft.  west  of  Alley  Creek  (Block  6334,  part 
Lot’  1),  Little  Neck,  Borough  of  Queens. 

1379-39-SM _ Nailable  Cinder  Block  Corporation  Cin< 

Blocks. 


339-46-SM— Apex  Block  Corporation  Hollow  Cem 

and  Cinder  Blocks. 


835-46-SM — Q.E.O.  Hollow  Cement  (Concrete)  Bloc 
968-46-SM — Celotex  Company’s  Celo  Siding. 
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FEBRUARY  25,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Twsfay  afternoon,  February  25,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 

1000-46- A  134-136  Charles  street,  south  side,  131  1  ft 
east  of  Washington  street  (Block  631,  Lot  13),  Borough  of 

Manhattan. 

1.®80’46*A— 84*29  72nd  drive-  south  side,  of  Right-of-Way 
2°6.41  ft.  west  of  88th  street  (Block  3810  (3837),  Lots  444 
and  4a6  ( formerly  4  and  6),  Glendale,  Borough  of  Queens 
(under  section  35,  (ieneral  City  Law  re  building  not  facin,r 

legal  street).  ‘  & 

72nd  drive,  south  of  Right-of-Way, 
206.41  ft  west  of  88th  street  (Block  3810  (3837),  Lots  444 
and  4a6  (tormet'L’  4  and  6),  Glendale,  Borough  of  Queens 
'(under  section  36,  General  City  Law  re  building  not  front- 
ng  on  a  legal  street). 


75-47-A— 47-02  Metropolitan  avenue  and  19  Woodward 

Boroueh'of  naSt  co7er ,  (BIock.  3375,  Lot  1),  Maspeth 
rf  }ZS  f  f  Quee,ns-  (under  section  35,  General  City  La W 
ie  bed  of  mapped  street — Metropolitan  avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  4,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

inn  ^  aP.errt°°n>  March  4,  1947,  at  2  o’clock  in  Room 
10U,  Municipal  Building,  Manhattan,  on  the  following  mat- 

C12-46-A  3310-3314  Fulton  street  and  134-144  Pine  street 
southwest  corner  (2nd  floor);  (Block  4145,  Lot  42)’ 
Borough  of  Brooklyn.  ' 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  4,  1947,  10  A.M. 


Present :  Chairman  Murdock,  Commissioners  Savage  and 
Slum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
uesday  morning  and  Tuesday  afternoon,  January  28  1947 
-ere  approved  as  printed  in  Bulletin  4,  Volume  32. 


ZONING  APPLICATIONS 

76-42-BZ 

PPLICAN  T— Lama  and  Proskauer,  for  Thomas  C.  and 
Louis  Iervolino,  owners. 

UBJECT— Application  reopened  March  19,  1946— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from 
a  public  garage  to  a  gasoline  service  station,  lubri- 
tonuin,  auto  laundry  and  office. 

REMISES  AFFECTED — 81  Rapelye  street  and  632-640 
Hicks  street,  northwest  corner  (Block  363,  Lot  38) 
Borough  of  Brooklyn. 

PPEARANCES— 

hor  Applicant:  Alfred  A.  Lama,  Thomas  Iervolino 
and  Louis  Iervolino. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks 
ror  Administration :  Samuel  L.  Becker,  Dep’t  of 
>  Housing  and  Buildings. 

•^IION  OF  BOARD — Laid  over  to  February  25,  1947  at 
10  A.  M.  for  decision. 


7-46-BZ 

PLICANT— -Leonard  Schultze  and  Associates,  for  Sav- 
'RirrTS  Bank  Trust  Co.,  owner, 
oj  EC  T  Application  reopened  January  21,  1947,  for  con¬ 
sideration  as  to  amendment  of  resolution — Applica¬ 
tion  (decision  of  the  borough  superintendent),  pre¬ 
viously  granted  on  condition,  under  section  21-C  for 
variation  of  the  area  requirements  of  the  zoning 
resolution,  as  to  size  of  yards  and  lot  coverage  • 
premises  in  D,  E  and  F  area  and  residence  and  busi¬ 
ness  use  districts. 


I  REMISES  AFFECTED — Blocks  bounded  by  Grand  Cen¬ 
tral  Parkway,  Main  street,  Union  Turnpike  and 
1  arsons  boulevard  (Block  6673,  Lots  3,  50  and  100; 
Biock  6674,  Lot  3 ;  Block  6692,  Lot  3 ;  Block  6693 
6694’  Lot  101  >  Block  6819>  Lot  2  and 

APPEARANCES— LOt  3  ’  FIushing’  Borough  of  Queens. 

For  Applicant :  E.  J.  Hannaford,  E.  J.  McGrew,  Jr. 

Flenry  Schaefer  and  E.  V.  Merain. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over;  date  to  be  announced. 

839-46-BZ 

APPLICANT — Elvira  Pizzo,  owner. 

S UBJ EC  1  —Application  (decision  of  the  borough  superin- 
ten  dent)  under  sections  7f  and  7  i  of  the  zoning 
resolution,  to  permit  in  a  business  use.  district,  a 
gasoline  selling  station,  motor  vehicle  repair  shop  and 
sale  of  used  cars. 

1  REMISES  AFFECTED — 90  Withers  street,  south  side, 
77.2  ft.  west  of  Leonard  street  (Block  2742,  Lot  17) 
Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant :  Louis  Riger,  Salvatore  Pizzo  and 
Michael  Pizzo. 

hor  Opposition:  Charles  M.  Graham,  Antonette 
Arnato,  Salvatore  Milone,  Margaret  Caliendo 
Domemca  Vessa,  Mary  Colucci,  Filomina  De 
Stefano,  Mr.  G.  Chinchella,  Mary  Merola  and 
Pasquale  Falco. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  inspection  by  Com¬ 
mittee  of  Board  and  decision.  Date  to  be  an¬ 
nounced. 


864-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Daniel  A.  Cornell, 
Jr.  and  James  A.  Cornell,  owners. 

" ^  OBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubri- 
torium,  laundry  and  office. 
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PREMISES  AFFECTED— 233-12  to  233-20  Linden  boule- 
vard  and  117-02  to  117-10  234th  street  southeast 
corner  (Block  12750,  Lot  9  and  part  of  Lot  1),  St. 
Albans,  Borough  of  Queens. 

APPEAForN“ptont:  Alfred  A.  Lama,  James  Cornell 
Daniel  P.  Cornell,  Mrs.  Jennie  Cornell,  Daniel 

R.  Cornell.  ,  .  . 

For  Opposition:  Harold  Klorfein,  Dept  ot  Par  n 
George  Misculia,  William  Davisi,  Gordon  Good¬ 
ing,  Salvatore  Marsala.  ,  , 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  2b,  194/  at 
10  A.  M.  for  decision  without  further  argument. 


1035-46-BZ 

APPLICANT— Theron  R.  Galloway,  for  Consolidated  Edi¬ 
son  Company  of  New  York,  Inc.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  res°luti°  . 
to  permit  in  an  unrestricted  use,  A  area  and  Class  2 
height  district,  the  addition  to  existing  building  in¬ 
creasing  the  height  of  the  building  in  excess  of  that 

PR F Ml SE?  AFFECTED-666-680  1st  avenue,  east,  side, 

’  R  from  East  38th  to  East  39th  streets,  401-427  East 
38th  street  and  400-428  East  39th  street  (Block  970, 
Lot  1),  Borough  of  Manhattan. 

AI  PICVRANCES^n^  _  ^  R  Galloway  and  T.  A.  Brechka^ 
For  Opposition:  Harold  Klorfein,  Triborough 
Bridge  &  Tunnel  Authority 
For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over;  no  date  set. 


1036-46-A  ^  .  .  _ ,. 

APPLICANT— Theron  R.  Galloway,  for  Consolidated  Edi¬ 
son  Co.  of  New  York,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  _  .  , 

PRFMISES  AFFECTED— 666-680  1st  avenue,  east  side, 

PR  from  East  38th  to  East  39th  streets,  401-427  East 
38th  street  and  400-428  East  39th  street  (Block  970, 
Lot  1),  Borough  of  Manhattan. 

Al  PEAp^I'^pjRan.  T  r  Galloway  and  T.  A.  Brechka. 

For  Opposition :  Harold  Klorfein,  Triborough 
Bridge  &  Tunnel  Authority.  „  ,.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over;  no  date  set. 


95-35-BZ 

APPLICANT— Frank  V.  Laspia,  for  Stanley  Gorski  owner. 
SUB  I ECT— Application  reopened  January  7,  194/,  tor  con¬ 
sideration  as  to  extension  of  term  of  variance  Ap¬ 
plication  (decision  of  the  borough  superintenden  ), 
previously  granted  on  condition,  under  section  7a  ot 
the  zoning  resolution,  for  a  temporary  term  ot  jears 
permitting  in  a  residence  use  district,  the  change  of 
occupancy  of  an  existing  building  (located  on  the 
rear  of  the  lot)  to  a  knitting  mill. 

PREMISES  AFFECTED — 423  Barbey  street  east  side  150 
ft.  north  of  Belmont  avenue  (Block  4013,  Lot  3), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Michael  Agusta. 

For  Opposition :  None.  ,.  , 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  • 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . ** 

THE  RESOLUTION  (95-35-BZ) 

Whereas,  this  application  under  section  7a  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  change  of  occupancy  of  an  existing  build¬ 
ing  (located  on  the  rear  of  the  lot)  to  a  knitting  mill, 
affecting  premises  423  Barbey  street,  east  side,  150  ft.  north 
of  Belmont  avenue  (Block  4013,  Lot  3),  Borough  of  Brook¬ 
lyn  July  16,  1935,  on  certain  conditions;  and 

Whereas,  the  term  of  the  variance  was  extended  on  June 
15,  1937,  September  12,  1939,  July  22,  1941  and  June  29, 

1943;  and  ,  .  .  .  .  ( 

Whereas,  the  applicant  requested  a  further  extension  ot 

the  term  of  variance,  which  had  expired  by  time  limitation, 

^Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  7,  1947  and  set  for  hearing  on  February  4,  1947; 

^Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  4,  1947,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe< 
hereby  amend  the  resolution  adopted  July  16,  1935,  only  sc, 
far  as  it  has  reference  to  the  term  of  the  variance  so  tha 
as  amended  this  portion  of  the  resolution  shall  read: 

*  *  granted  under  section  7e  of  the  zoning  resolu 
tion  for  a 'term  of  two  (2)  years  from  the  date  of  thi 
amended  resolution;  and  that  other  than  as  heren 
amended,  the  resolution  adopted  by  the  Board  Ju 
16  1935,  shall  be  complied  with  in  all  respects  (All 
2302-35)  ;  and  that  a  certificate  of  occupancy  shall  D 
obtained.” 


1058-46-BZ 


APPLICANT— Permanent  Land  Corp.,  owner. 

SUBT ECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21-C  of  the  zoning  resolution, 
to  permit  in  D  and  E  area,  residence  and  business 
use  districts,  the  erection  and  maintenance  of  resi¬ 
dence  buildings  without  required  yards  and  the  erec- 
tion  of  a  business  building  (stores)  extending  into 
a  residence  use  district.  .. 

PREMISES  AFFECTED— North  side  of  Union  turnpike 
from  249th  street  to  Commonwealth  boulevard 
(Blocks  8490  to  8499,  inclusive,  Lots  None),  Belle- 
rose,  Borough  of  Queens. 

APPEARANCES—  r  ,  „  ,  „  „ 

For  Applicant:  Alfred  Gross  and  Ben  Braunstein. 

For  Opposition :  William  K.  Hopkins. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over;  date  to  be  announced, 
pending  action  by  City  Planning  Commission  and 
Board  of  Estimate  as  to  mapped  streets,  etc. 


772-41-BZ 

APPLICANT— Lama  and  Proskauer,  for  Murray  and  t a 
Bloom,  Joe  and  Victoria  Filosa,  William  an 
Emeline  Jones  and  Jennie  Mateyko,  owners 
SUBJECT— Application  reopened  December  11,  1943— ai 
plication  (decision  of  the  borough  superintendent 
under  section  7c  of  the  zoning  resolution,  to  perm 
in  a  residence  and  local  retail  use  district,  the  extei, 
sion  of  an  existing  wet  wash  laundry,  into  a  res 

dence  use  district.  1oril  1B- 

PREMISES  AFFECTED — 427  Ralph  avenue  and .1803-}* 
Bergen  street,  northeast  corner  (Block  1443  lo 
1,  64,  65,  66,  67  and  68),  Borough  of  Brooklyn. 

APPEARANCES  Alfred  A  Lama  and  Murr; 

For  Opposition :  W.  C.  Vladeck,  Max  Rosen,  Sal, 
Abramowitz,  Yetta  Haas  and  Abraham  Apa 
For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings. 
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i  1  iarl  m,^ie  cvent  the  owner  desires  to  increase 
the  building  for  laundry  purposes  as  hereinbefore  pro¬ 
vided  by  the  addition  of  three  additional  lots,  as  indi- 
in!ic  >  °n  reyised  plans  marked  ‘Received  November  20, 
ld4o,  4  sheets,  and  as  passed  upon  by  the  borough  super- 
mtendent  under  Alt.  Applic.  3131-45,  Objection  1,  dated 
C  ctober  ~2,  1945,  such  further  extension  may  be  per¬ 
mitted  on  condition  that  the  area  district  requirements 
aie  complied  with  and  the  additional  building  shall  not 
exceed  one  story  in  height  as  shown,  with  the  courts 
and  yards  as  indicated  and  complying  in  all  other  re¬ 
spects  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  the  proposed  extension  to  the  north  shall 
be  used  only  with  light  machinery  for  ironing  and 
mangling,  and  that  the  entrance  for  receiving  and  deliver- 
ing  laundry  shall  be  moved  southerly  approximately  30 
tt.  from  the  rear  of  the  present  corner  building;  that 
there  shall  be  erected  a  masonry  wall  along  the  entire 
lot  line  to  the  east,  north  and  west;  that  such  wall  shall 
be  not  less  than  6  ft.  in  height;  that  the  yard  and  court 
shall  be  cement  paved  and  properly  drained;  that  no 
sign  shall  be  erected  on  the  building  extension  within  the 
residence  use  district,  except  direction  signs  at  the  ship¬ 
ping  and  receiving  doorways;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  resolution.” 


510-43-BZ 


ACTION  Ob  BOARD — Resolution  amended 
THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (772-41-BZ) 

\\  hereas,  this  application,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  the  extension  of  an  existing 
laundry  building  from  a  local  retail  use  district  into  a 
residence  use  district,  affecting  premises  427  Ralph  ave- 
iuie  and  1815-1817  Bergen  street,  northeast  corner  (Block 
1445,  Lots  1,  67  and  68),  Borough  of  Brooklyn,  was  granted 
by  the  Board  December  2,  1941,  on  certain  conditions,  reso¬ 
lution  amended  January  13,  1942  and  February  3,  1942,  and 
time  extended  on  March  30,  1943  and  March  21,  1944;  and 

Whereas,  an  application  for  an  amendment  of  the  resolu¬ 
tion,  to  permit  the  extension  of  the  existing  laundry  build¬ 
ing,  from  a  local  retail  district  into  a  residence  use  district, 
the  area  of  the  proposed  building  exceeding  that  permitted  in 
a  C  area  district,  was  denied  by  the  Board  on  June  5,  1945; 
and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration,  for  an  amendment  of  the  resolu¬ 
tion,  under  a  new  proposal,  affecting  premises  427  Ralph 
avenue  and  1803-1823  Bergen  street,  north  side  and  north¬ 
east  corner  (Block  1445,  lots  1  and  64  to  68),  Borough  of 
Brooklyn ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  11,  1945,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
February  4,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Ralph  avenue  is  in  residence  and  local 
retail  use,  C  area  and  Class  1  height  districts ;  Bergen  street 
is  in  residence  and  local  retail  use,  C  area  and  Class  1 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  22,  1945,  re  Alt.  Applic.  3131-45,  reads: 

“1.  Proposed  extension  of  wet  wash  laundry  into 
residence  use  district  violates  Art.  TI,  Sec.  3  Zoning 
Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  25  ft.  front  by  185  ft.,  4  in.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  100  ft.  in  depth,  one 
story  in  height  and  five  2-story  frame  dwellings;  that  it  is 
proposed  to  demolish  the  frame  dwellings  and  extend  exist¬ 
ing  laundry  by  adding  a  new  extension  75  ft.  on  Bergen 
street  and  95  ft.  in  depth,  one  story,  12  ft.,  in  height,  of 
Class  3  construction;  and 

\V  hereas,  the  applicant  contends  that  the  new  extension 
will  have  a  10  ft.  4  in.  open  court  to  the  north,  12  ft.  2l/2  in. 
open  yard  to  the  west  and  a  30  ft.  court  to  the  south ;  that 
the  laundry  serves  the  tenants  of  the  new  Kingsboro  Housing 
Project  which  is  now  fully  occupied  and  who  are  people  of 
limited  means ;  that  the  area  surrounding  the  proposed  exten¬ 
sion  is  not  of  the  best ;  there  is  a  firehouse  located  on  Block 
1446,  Lot  2,  immediately  adjoining  premises;  that  on  Bergen 
street,  directly  across  from  premises  is  a  parking  lot  used 
also  for  cutting  and  sale  of  wood;  that  all  other  structures 
in  the  area  affected  are  old  and  in  need  of  repairs;  that  the 
proposed  extension  will  be  constructed  in  accordance  with 
all  rules,  laws  and  regulations  of  the  Municipal  Govern¬ 
ment  and  comply  in  every  respect  with  the  State  Labor  Law ; 
that  in  1941  the  Board  granted  a  variation,  which  the  owner 
was  not  able  to  take  advantage  of  due  to  the  war ;  that 
therefore  in  view  of  the  facts  as  were  presented  to  the 
Board  on  previous  hearings,  a  variance  is  respectfully  re¬ 
quested  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in- 
j  spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  2,  1941, 
as  amended  on  February  3,  1942,  by  adding  thereto : 


APPLICANT — Frank  V.  Laspia,  for  John  Savino,  owner. 
SUBJECT — Application  reopened  January  7,  1947,  for  con¬ 
sideration  as  to  extension  of  term  of  variance — 
Application  (decision  of  the  borough  superintend¬ 
ent),  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  for  a  temporary  term 
of  years,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 3001-3011  Edwards  place, 

northwest  corner  of  West  30th  street  (Block  7067, 
Lot  29),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  Agusta. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (510-43-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles;  affecting  premises  3001-3011  Edwards  place, 
northwest  corner  of  West  30th  street  (Block  7067,  Lot  29), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  July  11, 
1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the  term 
of  the  variance  which  had  expired  by  time  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  7,  1947,  and  set  for  hearing  on  February  4,  1947  at 
10  a.m. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  4,  1947,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  11,  1944,  only  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

«*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  permit 
*  *  *  that  other  than  as  amended  herein,  the  resolu- 
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tion  adopted  bv  the  Board  July  11,  1944,  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained." 


680-44-BZ 

APPLICANT— James  McKillop,  for  John  Rago,  owner. 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  storage  of 

waste  paper.  .  , 

PREMISES  AFFECTED— 112  Kingsland  avenue  east  side, 
25  ft.  6)4  in.  north  of  Division  place  (Block  Z84U, 
Lot  2),  Borough  of  Brooklyn. 

APPEARANCES—  „ 

For  Applicant :  James  McKillop  and  Thomas  Rago. 

For  Opposition:  None.  ,.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

'pj.jj?  VOTE _ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  . . 


THE  RESOLUTION  (680-44-BZ) 

Whereas,  James  McKillop,  for  John  Rago,  owner,  filed 
November  28,  1944,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  business  usedistrictthe 
storage  of  waste  paper,  affecting  premises  112  Kingsland 
avenue  (rear),  east  side,  25  ft.,  6*  in.  north  of  Division 
place  (Block  2840,  Lot  2),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  4,  1947,  after  due  notice  by  publication  in  the 

B  WeHER£As,d  the  district  maps  accompanying  the  zoning 
resolution  show  that  Kingsland  avenue  is  in  a  business  use, 

C  area  and  Class  1)4  height  district;  Division  place  is  in 
business  and  manufacturing  use,  C  area  and  Class  \/i  hei„l  t 

d*  Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  17,  1944,  re  Alt.  Applic  410-44  reads: 

“1.  Storage  of  waste  paper  within  a  business  use 
district  is  contrary  to  Art.  2  sect.  4a-20  of  the  Zoning 
Resolutions.” 

^Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  25  ft.  6)4  in.  frontage  by  103  ft.,  5)4  m.  in  depth, 
on  which  is  located  a  building  25  ft.  front  by  41  ft.  m  depth, 
one  story  (13  ft.,  3  in.)  in  height,  of  Class  3  construction, 

m  Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1916  and  a  certificate  of  occupancy  issued  for  its 
legal  use-  that  the  use  of  the  rear  structure  was  changed 
from  wagon  storage  to  a  stable  for  one  horse  and  storage 
of  five  cars;  a  new  certificate  of  occupancy  #1  ™ 
issued  for  same  on  January  7,  1921,  Alt.  permit  5607-20 
still  in  force;  that  the  building  will  be  occupied  by  the  owne 
and  all  rules  of  the  Bureau  of  Fire  Prevention  as  well  as 
ffie  Building  Code  and  Administrative  Code  will  be.  fully 
complied  with ;  that  the  owner  lives  on  the  premises  in  t 
brick  dwelling  on  the  front  of  the  lot ;  that  the  owner  claim 
hardship  in  that  it  is  difficult  to  rent  space  in  such  a  smal 
garage  without  heat  and  the  renting  rates  are  so  low  and 
fhe  minffier  of  cars  allowed  would  not  pay  and  never  did 
mv  the  carrying  charges;  that  this  type  of  garage  is  out 
moded  as  are  mfny  small  1  and  2-car  garages  m  this  section 
that  there  is  a  public  garage  on  Kingsland  avenue  just  nor  i 
of  subiect  site  which  is  not  fully  occupied  due  to  fact  cars 
aJe  not  so  numerous;  that  the  owner  is  paying  high  rent 
in  another  owner  of  a  building  for  less  space ,  that  wit 
these  hardships  and  little  income  from  the  real  estate  the 
ow^er  discontinued  the  structure  temporarily  of  a  5-car 
frar-ure  and  converted  the  building  to  the  storage  and  baling 
S  waste  paper ;  a  violation  was  issued  for  such  change 


without  a  permit ;  Mr.  Rago,  the  ovvner  being  fined  in  court , 
that  he  was  ill  advised  to  do  this  and  there  are  several, 
buildings  in  the  neighborhood  occupied  almost  in  the  same 
manner;  that  there  was  no  complaint  from  any  owner  in  the 
block;  that  the  waste  paper  is  not  purchased  on  the  premises 
but  is  collected  at  different  factories  and  carted  into  the 
rear  dwelling,  most  of  the  paper  is  cutting  from  new  papei  , 
there  are  no  display  signs  on  the  property  and  nothing  to 
indicate  the  use  of  the  rear  building;  that  the  owner  con¬ 
tends  as  to  objection  2  that  the  Building  Code  will  be  com¬ 
plied  with ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  applicant  changed  the  basis  of  Ins  appli¬ 
cation  to  read  “Section  7e”  instead  of  "Section  7 a  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  moke  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  o 
five  (5)  years  to  permit  the  rear  building  as  proposed,  and 
as  indicated  on  plans  filed  with  this  application,  marked 
“Received  November  28,  1946,”  two  sheets,  to  be  occupied 
for  the  storage  of  waste  paper  as  proposed  and  as  indicated, 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area;  that  such  portable  fire  fighting  appliances  shall  he 
maintained  as  the  fire  commissioner  shall  direct ;  that  no 
haling  of  paper  shall  take  place  on  the  lot  other  than  in  the 
building  itself,  and  there  shall  be  no  trucks  stored  on  the 
premises;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 


303-46-BZ  . 

APPLICANT — Walter  Eberhart,  for  Esther  Slater  Kerri¬ 
gan,  owner  (Unicorn  Press,  lessee). 

SUBTECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  a  residence  and  restricted  retail  use 
district,  the  proposed  use  of  structure  for  commer¬ 
cial  purposes  from  residence  use.  . 

PREMISES  AFFECTED — 53  East  77th  street  north  side, 
69  ft.  east  of  Madison  avenue  (Block  13)_,  Lot  Za;, 
Borough  of  Manhattan. 

APPEARANCES— nt;  WaUer  Eberhart>  Marcus  Miller, 

Augusta  Ewald  and  Ada  Lvdwig. 

For  Opposition:  None 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

rn  T  T  p»  ^  Q  rJ'  p _ 

'  Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 

Negative :  . " 


THE  RESOLUTION  (303-46-BZ) 

Whfrfas  Walter  Eberhart,  for  Esther  Slater  Kerrigan 
owner  -  Unicorn  Press,  lessee,  filed  April  18,  1946,  an  appli¬ 
cation  under  section  7b  of  the  zoning  resolution,  to  pemn 
in  residence  and  restricted  retail  use  districts,  the  propose 
use  of  structure  for  commercial  purposes  from  resulenc 
IIS,  affecting  prentisett  53  East  77.1,  «r«l .  nor.,,  ,j* 
ft.  east  of  Madison  avenue  (Block  1392,  lot  2a),  Loro-  g 

°fWHFRE\sana  public  hearing  was  held  on  this  applicatioi 
bv  the  Board  of  Standards  and  Appeals  at  its  regular  meet 
ino-  January  14  1947,  after  due  notice  by  publication  m  th 
Bulletin  and  laid  over  to  February  4,  1947,  for  inspectio 
by  a  Committee  of  the  Board  and  decision  without  furthe 

argument ;  and 


154 


MINUTES 


Whereas,  the  district  maps  accompanying  the  zoning 
resolution  sho*  that  East  77th  street  is  In  Residence  and 
restricted  retail  use,  B  area  and  Class  U/2  height  districts- 

«i~.ss;naSs,ric,ed  ™ail  ™ 

Obj.  2  Repeat.  Proposed  use  of  part  of  structure 
tor  cornmeraal  use  in  a  residence  district  is  contrary  to 

nied"  ’  ^  3  Zoning  resolutlon-  Recommendation  de- 

and 

•app(lica"‘  slt,es,  >!»'  tlM  premises  consist 
ot  a  plot  34  ft.  6  in.  frontage  by  102.2  in.  in  depth,  on  which 

is  located  a  building  32. 6  ft.  front  by  70  ft.  in  depth,  irregu¬ 
lar.  5  stories  6a  ft.  in  height,  of  Class  3  construction  -  that 
.t  is  proposed  to  use  premises  for  occupancy  by  a  publishing 
firm  for  its  executive  and  editorial  staff ;  and  puD1,sllmg 

Whereas  the  applicant  contends  that  the  premises  in 
ques  ion  consist  of  a  five  story  building,  dimensions  of  whkh 

■Ts  within  im  A  °  h  m':  that  31  ft  of  the  Premises 
is  within  100  ft.  from  the  corner  of  Madison  avenue  and 

under  the  provisions  of  existing  zoning  resolution  is  in  a 

restricted  retail  district;  that  the  remaining  3  ft  6  in  of 

.la,eTun’eSe„V,LW"h,n  a  r'sid“'i:‘1  z°ne;  that  the  conteml 
Plated  use  of  the  premises  is  for  occupancy  by  a  publishing 

firm  for  its  executive  and  editorial  staff  which  is  a  con 
lorming  use  for  the  major  portion  of  the  premises  •  that 
under  the  section  hereinabove  set  forth,  this^oard  is  dis¬ 
tinctly  authorized  to  permit  a  variance  up  to  25  ft.  additional 

Hiffelpnl  USC  dlStnCt  b?Und,ary  line  divides  a  lot  into  two 
different  zones,  that  the  discretion  vested  in  this  Board 

'hould  more  particularly  be  exercised  in  view  of  the  fact 
iat  practically  9/10  s  of  the  lot  is  presently  zoned  for  the 
mrpose  contemplated  and  only  a  comparatively  minor  portion 
hereof  is  in  a  residential  zone;  and  portion 

Whereas;,  the  premises  and  surrounding  area  were  in¬ 
jected  by  a  committee  of  the  Board;  and 

W  hereas,  the  Board  deemed  that  this  was  a  proper  case 

mi  >nC7  c„SerC1Se  'h  diSTetion  -°  grant  a  variance  under 
.ection  7,  subdivision  b  of  the  zoning  resolution. 

RW olved  that  the  Board  of  Standards  and  Appeals  does 

Zn\V"ake  ? larUltian  111  the  aPP'Ration  of  the  use  district 
igulations  of  the  zoning  resolution  and  that  the  application 

Landflt.  he7ibnv 1S  granted  under  section  7b  thereof,  for  a 
-rm  of  ten  (10)  years  to  permit  the  premises  to  be  occu- 
ied  as  proposed  by  the  Unicorn  Press,  engaged  in  the 

edkCatmn  °PVlnkiand  ,Wagnalls  new  Standard  Encyclo- 
vreeH  tL  *50W  that  thf5  number  of  occupants  shall  not 
f  flT  f-unUnibe[  proposed ;  that  the  residential  appearance 

L  Shall  hdmg  S  13  1  be  maintained  a*  at  present ;  that  no 
shall  be  erected  on  any  part  of  the  building,  except  a 

'™cJ’  ate  »ot  over  fifty  square  inches  in  area  of  either 

aleriaf  JtT'f  etC'ied  °r  raised  figures  of  ‘he  same 

atcnal,  attached  on  or  near  the  front  entrance;  that  in 

other  respects  the  building  and  occupancy  shall  comply 

.a  a  a”,d  regulat'ons  applicable  thereto  other 

an  as  modified  by  the  Board  under  Cal.  304-46-A ;  that 

itKik-'T'™1  S,,a,“  be  ob,aine'1  and  all  work ’com- 
cted  within  three  months  from  the  date  of  this  resolution. 


'2-46-BZ 

WrmNT~MaC  L'  Reiser’  for  Anita  °ddo-  owner. 
J.7AppIication  (dec's'°n  of  the  borough  superin¬ 
tendent  under  sections  7a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the 
conversion  of  existing  one  story  private  garage  to 
kitchen  and  toilet  rooms,  accessory  to  existing 
;  restaurant  and  cabaret.  g 

vEMISFS  AFFECT  ED — 154  Crescent  street  and  1063- 

4107  i  !nmrenavenu,e'  northwest  corner  (Block 
4197,  Lot  24),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Mac  L.  Reiser 

For  Opposition:  Albert  Hutton,  Jr.,  V.  Deixel  and 
Jacob  Salomon. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 

■  Sfi  Ed„caiionngS  “d  J°hn  1  SaUndcrs' 
Affiqik7GVi^eemm.'f!'.0ner.Sa.Vage  i*nd  Deputy  2 

NegBlum  CHairman  burdock  and  Commissioner  “ 
THE  RESOLUTION  (702-46-BZ) 

September  24M194bL‘  ReiSe,r’  f°r  Anita  0ddo-  owner-  filet 1 
oeptcmoer  24,  1946,  an  application  under  sections  7u  and  7^ 

of  the  2„n„,g  resolution,  to  permit  in  a  residence  use  disfric? 
corner 

tl.eWBHofrdAof  sSrds^dYppeSfaOts1115  by 

Februarv  4  1047  A  j  Appc/ls-  4t  its  regular  meeting 
Bulietkfan'd  '  after  due  not,ce  by  Publication  in  tlfe 

iu.'o/show’thS  Cr«cCe„;TeeaHs0mPanying,'he  20ni"S 

ent, 

.ion  of  structur^Xformerly 'devoted^t'o'  usl  asm^T 

lution.”  °  ates  Art.  II,  Sec.  3  Zoning  Reso- 

and 

of  a  plotA25  ft®  frontag^  W80  ft^'  p{‘emises  consist 
located  a  building  25  ft.^  ront  bv  8n'fJn- 0,1  whlSh.  is 
a  3-story  building  35  ft  7  ;n  ;„'i  •  A  '  111  dePtb»  comprising 
(10  feet)  approximately  1  l"f t °81  i  extcnsi™ 

garage  (10  feet)  ^pproximateiv  10  fe\h-lgbt  ?nd  a  Ustory 
Class  3  construction  that  i  -°  ft  5  m  height-  aI1  of 
story  garage  into  a  kitchen  and  tn'l°fCd  f°  C0Pvert  tIle  one' 
patrons  in  the  restaurant  and  ?  Ct,  r°r°ms  for  the  us^  of 
kitchen;  and  m  and  removal  of  present  toilet  and 

,joA“aTs'Ay  and"  XTri/AbS  the  ”  ^es- 

bon,  located  in  a  residence  zone  r  a  dltl§’  ^  ass  3  construc- 
changed  in  1924  from  business  to  r«  vf’  tt^e1zone  havmg  been 
ln  a  residential  district  since  March  26  ^ 924  USe  and.has  been 
bon  obtained  from  Citv  Pl-mnln  r  • as  per  informa- 
building  has  a  frontage  on  the  Ground  £omm]ssbon  >'  that  the 
0/25  ft.  in  width  f^r°ACreSCentstreet 

Slde-  10  ft-  of  said  depth  being  occupied  bv  ^™more  avenfe 
garage ;  the  upper  floors,  having  a  width  of  25  VU ^ 

street  and  a  depth  of  48  ft  J  p,  m  ot  ft-  on  Crescent 

^  in.  in  lieight;  that  this  l  uiMiii  more  aveJnHe  a"<l  -55  ft. 

3- story  and  cellar  brick  buildin/vllfh  Crected  in.  1901  as  a 
1st  floor  22  ft  in  dentil  used  *  a"  fx{ension  on  the 

floor  and  for  1-famili  on  each  nf  ?  occupied  as  store  on  1st 
1927  an  extension  of  l°0  f  i  IZi?d  3r?  fl?ors  ^  thal  « 
erection  and  occupancy  of  n' nr, vtfdd  °n  t,le  lst  floor  for 

as  such  to  the  nresent  vate  garage  and  has  been  used 

October  8.  1927  Spy  of  wLkb“  ,PCr  9°.  #46934  issued 
the  occupancy  of  the  1st  floor  1Crf Wltb  bled ;  that  in  1935 
restaurant  and  cabaret  and  has  beer^"^  fr0rn  Store  to  a 

t""e  in  accordance  with  Cert  ficate  Tn**  SUCh  ‘°  Hresem 

issued  December  31  1935  Sn? nf  J-  P9cu,pancy  #77416 
that  the  aforementioned  garagels  no,  h,Ch.  IS  Jer?with  filed; 

walls,  that  the  portion  of  buildino- 1  •  V  enc  osed  Wlth  masonry 
increased  in  area ^  or  heiglu  •  hft tconvert^d  is  not  being 
involved  in  making  this  change  excent  fnIC  S  C,hanges  are 
•ioors  „„  Crescent  street  sij' 'XloZnTo^ 
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new  masonry  wall  and  providing  a  window  for  ventilation  m 
said  new  masonry  wall  for  the  proposed  new  kitchen ,  that 
the  proposed  change  is  necessary  to  owner  of  restaurant  as 
the  kitchen  is  now  located  in  the  center  and  that  additional 
space  will  be  added  to  the  restaurant  portion  by  removing  ti  e 
kitchen  and  its  utensils  to  the  rear,  as  indicated  on  plans  filed 
herewith ;  that  by  changing  the  garage  use  into  proposed  use, 
the  contour  of  the  building  will  be  m  harmony  with  the  exist- 
inc  building  •  that  the  proposed  use  will  in  all  other  respects 
comply  with’all  rules  and  regulations  applicable  thereto ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivisions  a  and  c,  of  the  zoning  resolution 
Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1700-46,  Objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


703-46-BZ 

APPLICANT— Mac  L.  Reiser,  for  Jacob  and  Edward 
Friedland,  owners. 

SUB TECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
extension  of  present  building  on  first  floor,  using 
more  than  the  area  permitted. 

PREMISES  AFFECTED — 2119  Nostrand  avenue  east  side, 
60  ft.  south  of  Glenwood  road  (Block  7558,  Lot  54), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Mac  L.  Reiser. 

For  Opposition:  None.  _  ,  f 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
•j>-rrrr  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative :  . 


THE  RESOLUTION  (703-46-BZ) 

Whereas,  Mac  L.  Reiser  for  Jacob  and  Edward  Fried- 
land  owners,  filed  September  24,  1946  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use  C  area  district,  the  extension  of  present  building 
first  floor  using  more  than  the  area  permitted  affecting  prem¬ 
ises 2119  Nostrand  avenue,  east  side  60  ft  south  of  Glenwood 
road  (Block  7558,  Lot  54),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  apphcatioi 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  February  4,  1947,  after  due  notice  by  publication  in  the 

BUWHEREAsfthe  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Nostrand  avenue  is  in  a  business  use :  C 
area  and  class  V/4  height  district;  Glenwood  road  is  in  resi_ 
dence  and  business  use  C  area  and  class  height  districts, 

“whereas,  the  decision  o£  the  borough  superintenden* 

dated  September  10,  1946  on  Alt.  Applic.  2120-46  reads . 

The  erection  of  an  extension  to  occupy  more 
than'  60%  of  the  now  vacant  area  of  the  lot  in i  a  v. 
area  district  is  contrary  to  the  Zoning  Resol.  Art.  IV, 

Sect.  13.” 

an\VHFREAS  the  applicant  states  that  the  premises  consist  of 
Xt  S  ft  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  20  "ft.  front  by  54  ft.  in  depth,  3  stories 
3?  ft  in  height,  of  class  3  construction,  presently  used  as  a 
store  and  two  family  dwelling;  that  it  is _ proposed  to  extend 
the  present  store  40  ft  in  the  rear,  one  story  14  ft.  in  heign  , 

0\v1HSi^s0ntherUapplicaffi  contends  that  on  the  north  side 
of  ffi?^peVty  there  exists  a  one  story  brick  extension  with 
aV  ft  Prear  vard  and  on  the  same  line  of  the  proposed  ex¬ 
tension  ;  that  there  also  exists  a  one  story  brick  extension 


on  the  south  side  of  the  property  with  a  10  ft.  rear  yard, 
that  the  proposed  extension  will  not  in  any  way  cut  o 
ght  or  ventilation  from  the  surrounding  IW**  as 

and  welterly  aides  from  the  corner  ot  Glenwood  road  to 
thp  intersection  of  Flatbush  avenue  is  improved  with  busi 
bnMtags  of  the  same  type  as  the  b.uldtng  m  guest, on; 

“whereas,  the  premises  and  surrounding  area  were  ht- 

“MS  »,itl£ed*hm  cTS^unds’c^tical 

hereby  make  a  variation  in  the  application  o 

plicLioTbfaS  ^dafindf 

to  be  extended  as  to  the  first  story  as  proposedandasmdn 

rated  on  plans  filed  with  this  app the  “  stall 
drained;  that  a  masonry  w  than  6  ft.;  that  the 

iilSlsSiii 

sH^^l^pe^rmit^shall11!)^5  obfaffi^^an^an^wor^^completed 
within  one  "ar  from  the  date  of  this  resolution. 


.  pT  r(-A\TT _ H  1  Feldman,  for  Lew  Mauser,  owner. 

use  from  a  power  house  to  an  office  building, 
p i> , epc  AFFECTED — 123  East  83rd  street,  north  side 
PR1 US  ft  9* in.  west  of  Lexington  avenue  (Block 
1512,  Lot  12),  Borough  of  Manhattan. 

APPEARANCES—  Feldman  and  Lew  Mauser. 

For  Opposition:  T.  C.  Kraig,  Ruth  Ranson  and 

For  Administration Samuel  L.  Becker,  Dept  oi 

ACTION  0? BO ARD^ Apphcatfon  granted  on  condition. 

THE  V  Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee.  J 

Negative 


THE  RESOLUTION  (809-46-BZ) 

Whfreas  H  I  Feldman  for  Lew  Mauser,  owner,  fil 
Ocm™  16  1946, 'an  application  under  section  7e  of  the  ton 

?^eSo“L«mg.ontem,re  (Block  1512.  Lot  12),  Bo, 

“wHERE^r^puMic  taring  was  held  on  this  application  t 
tl,P  Roard  of  Standards  and  Appeals,  at  its  regular  meetin 
February  4,  1947,  after  due  notice  by  publication  in  tl 

Bulletin;  and 
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VV  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Last  83rd  street  is  in  residence  and  business 
use,  B  area  and  Class  \l/2  height  districts;  Lexington  avenue 
is  in  a  business  use,  B  area  and  Class  1  ]/2  height  district;  and 

W  hereas  the  decision  of  the  borough  superintendent,  dated 
September  20,  1946,  re  Alt.  Applic.  1869-46,  reads: 

,  "1-  Change  of  use  from  a  power  house  to  an  office 
building  m  a  residence  district  is  contrary  to  Art  II 
oec.  3 — zoning  resolution.” 
and 

\\  hireas,  i he  applicant  states  that  the  premises  consist  of 
a  p!ot,  -8  ft.  3  in  frontage  by  102  ft.  2  in.  in  depth,  on 
which  is  located  a  building  28  ft.  3  in.  front  by  99  ft.  in 
depth,  stories,  63  ft.  3  in.  in  height,  of  Class  1  construe- 
non,  presently  vacant  ;  that  the  building  has  the  appearance 
and  is  equivalent  to  six  stories  in  height;  that  it  is  proposed 
to  convert  the  building  to  a  professional  building  for  doctors 
and  dentists  ;  that  the  elevator  and  stairway  will  be  relocated 
and  a  new  boiler  tlue  and  new  incinerator  installed ;  that  the 
entire  construction  will  be  within  the  present  envelope  of  the 
building,  with  the  exception  of  stair,  elevator,  bulkheads  and 
dues,  that  floors  in  front  are  being  carried  over  to  rear  so 
as  to  form  a  complete  floor;  that  the  building  will  not  be 
raised  in  height ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  as  a  central  power  plant  for  the  Edison  Company  and 
'svacantat  tbe  present  time;  that  it  is  proposed  to  convert 
this  budding  to  a  professional  building  for  doctors  and 
dentists,  that  as  altered,  the  building  will  be  devoted  to 
strictly  professional  use;  that  in  the  same  block  there  is  a 
4-story  garage  on  the  same  side  of  the  street,  23  ft.  to  the 
cast  of  the  premises  in  question,  which  has  a  capacity  of  200 
ars  and  contains  a  550  gallon  gasoline  storage  tank;  that 
he  cellar  is  also  used  for  storage  of  cars;  that  about  50  ft. 
o  the  west  there  is  a  3-story  building  with  a  garage  on  the 
1st  floor  ;  that  diagonally  across  the  street,  there  is  a  two- 
-tory  building  with  garage  and  25  ft.  further  west  from  the 
art-mentioned  building  is  the  11-story  Park  East  Hospital- 
hat  on  both  north  and  south  corners  of  the  west  side  of 
-ex’ngton  avenue  there  are  stores  facing  Lexington  avenue 
ut  show-window  returns  on  83rd  street;  that  the  entrance 

t  !  e  ,2ikJ  ,?tory  °0{  j16  south  corner  is  at  the  westerly  end 
>t  the  building  at  83rd  street  with  a  projecting  sign;  that  the 
xisting  use  ot  an  electric  central  power  station  is  a  non- 

SW  °",e  and  IS  Tore  prohibitive  in  a  residential 
strict  than  the  proposed  professional  building;  that  the 
roposed  use  is  closely  akin  to  a  residential  use  and  is  some- 
.ha  similar  to  the  permissible  use  of  a  hospital,  such  as 

K  •S,t|eet;/hat  h  woukI  be  highly  impractical 
p  coinert  tins  building  for  apartment  use  due  to  inadequate 

v  y,  and  a  largf  amount  of  interior  space  is  not 

.  hie  and  the  narrow  width  of  the  plot  does  not  lend  itself 
°.r  economical  apartment  layout ;  that  the  owner 

roffLinn  ’Cn  fnnfr0m  veterans  /or  a  PIace  to  practice  their 
nr,"’  tHa-  iC  granting  of  this  appeal  would  make 
Practical  conversion  of  a  building  presenting  a 
fficult  problem  and  at  the  same  time  fulfill  a%Striotic  need 
\eieran  physicians  who  are  deprived  of  a  means  of  liveli- 
°.d  as  a  result  ot  their  war  service;  that  in  view  of  the 
oil  °*  th‘S  -plot’  tbe  hreproof  character  of  construc- 

iriorl  c  ie  ex,,st\ng  non-conforming  uses,  the  need  for 
onal  hi,;  !rCe  anmthe  §rtatly  imProved  asset  that  a  profes- 
e?trirn  dTg^d  contnbl]te  as  °PP°sed  to  a  central  power 
:  Wherfa?  ’tt  ’t  reQUeSted  a  variation  be  granted;  and 
nl^ASl  the  former  power  house  occupancy  was  discou¬ 
nted  several  years  ago ;  and 

the  Premises  and  surrounding  area  were  in- 
>ected  by  a  committee  of  the  Board ;  and 

hirh  AS’  th-  Board,deenied  that  this  was  a  proper  case  in 

c  bn  7e  nf  H1Se  d,screVon  to  grant  a  variance  under 
uion  /e  of  the  zoning  resolution. 

•n SH  Vetk  that  tbe  .Board  of  Standards  and  Appeals  does 
"jJ*  rr'nf  r  vartal,l<”‘  m  tbe  use  district  regulations  of  the 
iUtl°n  a"d  lh-,at  the  application  be  and  it  hereby  is 
anted  under  section  7e  thereof  for  a  term  of  ten  (10) 

’  t.°  pe.rni‘t  the  premises  to  be  occupied  as  proposed  as  a 

ensed°deitists' dm&  SSvy  f£r  1 'censed  physicians  and 
ensed  dentists,  on  condition  that  the  building  shall  not  be 


increased  in  height  or  area,  except  for  necessary  bulkheads 
or  stairs  and  elevators,  and  shall  he  renovated  and  recon- 
2  “.  as  Pr°Posed  and  indicated  on  plans  filed  with  this 
application,  marked  Received  October  16,  1946”  (7  sheets) 
on  condition  that  there  shall  be  no  substantial  change  in  the 
appearance  of  the  exterior  of  the  building  and  no  sign  shall 
be  erected  on  the  building  except  a  cast  bronze  or  brass  sign, 
elected  near  the  entrance,  not  exceeding  one  square  foot  in 
size  ;  that  m  all  other  respects  the  building  and  occupancy 

Wn  aws’  rules  and  regulations  applicable 
thereto,  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this  resolu- 


833-46-BZ 

APPLICANT— H.  I.  Feldman,  for  Muller-King-Weese  Stu¬ 
dios,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  garage  and  two  apartments  to 
... . t-.  Photographnc  studio  and*  two  apartments. 
REMISES  AFFECTED— 143  East  40th  street,  north  side, 
19o  ft.  east  of  Lexington  avenue  (Block  1295,  Lot 
28),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  I.  Feldman,  Dorothea  C.  Muller 
r  or  Opposition  :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
A  Housing  and  Buildings. 

THF1  VOTE^-BOARD— APPliCati°n  granted  on  cond‘tion. 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Alcg^tivc !  . . .  *  q 

THE  RESOLUTION  (833-46-BZ) 

Whereas,  H.  I.  Feldman,  for  Muller-King-Weese  Stu- 
d.os,  owner  filed  October  31,  1946,  an  application  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  ch strict,  the  change  of  occupancy  from  garage  and  two 
apartments  to  photographic  studio  and  two  apartments; 
affecting  premises  143  East  40th  street,  north  side,  195  ft 
east  ot  Lexington  avenue  (Block  1295,  Lot  28),  Borough  of 
Manhattan;  and 

^EAS-  a  PubIic  hearing  was  held  on  this  application 
ie  Board  ot  Standards  and  Appeals,  at  its  regular  meet¬ 
ly,’,  B.ebruarJ  1947>  after  due  notice  by  publication  in  the 

Whereas  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  40th  street  is  in  residence  and 
usiness  use,  B  area  and  Class  \]/2  height  districts;  Lexing- 
ton  avenue  is  in  retail  and  business  use,  B  area  and  Class  V/2 
height  districts;  and  7 

°Af,  the  borough  superintendent, 
dated  October  lo  1946,  re  Alt.  Applic.  1796-46,  reads: 

1.  the  change  of  occupancy  in  a  residence  district 
troni  garage  to  photography  studio  is  not  permitted  by 
oection  3  of  the  zoning  resolution  ” 
and 

\\  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  2o  ft.  frontage  by  122  ft.  10  in.  in  depth,  irregular, 
on  which  is  located  a  building  25  ft.  front  by  102  ft.  8  'in.  on 
1st  floor  82  ft  deep  on  2nd  and  3rd  floors,  3  stories,  35  ft. 
in  height  of  Class  3  construction,  presently  used  as  a  garage 
for  ten  (10)  cars  and  two  (2)  apartments;  that  it  is  pro¬ 
posed  to  convert  the  garage  space  to  a  professional  photo¬ 
graphic  studio  and  upper  two  floors  for  dwelling  use;  that 
the  1st  floor  will  be  subdivided  into  a  waiting  room,  develop¬ 
ing  rooms  and  studio;  that  it  is  further  proposed  to  install 
a  window  in  present  entrance  and  to  have  two  entrances  to 
the  building;  and 

W  hereas,  the  applicant  contends  that  it  is  proposed  to 
convert  this  garage  space  to  a  professional  photographic 
studio  and  upper  two  floors  to  rooms  for  dwelling  use,  one 
oi  the  apartments  to  be  occupied  by  one  of  the  owners; 
that  as  altered,  the  building  will  be  exactly  as  before  with 
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the  exception  that  photographic  studio  will  be  substituted 
for  the  garage  space  on  the  1st  floor;  that  the  premises 
under  review  are  located  on  the  block  where  there  aie  r\e 
garage  and  dwelling  buildings,  three  of  which  Sl‘rr°u,  , f 
premises  under  review  as  indicated  in  photograph  #  I ;  that 
premises  143,  site  under  review,  has  a  permit  for  10  cars; 
that  premises  145  has  permit  for  15  cars;  premises  147  has 
permit  for  15  cars  and  one  275  gallon  gasoline  tank;  that 
the  four  corner  buildings  terminating  the  block  under  review 
on  3rd  avenue  and  Lexington  avenue  have  stores  on  the  1st 
floor ;  that  the  stores  on  the  3rd  avenue  corner  face  Last 
40th  street ;  that  the  garage  building  at  152  East  40th  street 
is  now  being  utilized  as  a  photographic  studio ;  that  the 
existing  permissible  use  for  garage  purposes  is  a  non-con¬ 
forming  one  and  is  more  prohibitive  in  a  residential  district 
than  a  photographic  studio;  that  as  a  garage  building  the 
movement  of  automobiles,  the  crossing  of  sidewalk,  the  noise, 
of  starting  motors  and  odor  are  particularly  objectionable 
in  a  residential  area ;  that  the  proposed  use  will  add  to  the 
quiet  and  refinement  of  the  block  and  be  a  vast  improvement 
from  the  community  point  of  view  than  the  existing  non- 
conforming  use  though  permissible;  that  the  present  owners 
of  the  premises  under  review  are  photographers  rather  than 
real  estate  people  who  purchased  this  property  quite  inno¬ 
cently  without  realizing  such  technical  problems  as  zoning; 
that  they  are  influenced  by  the  fact  that  with  so  many 
garages  and  stores  on  the  block  and  with  the  existence  of  a 
photographic  studio  diagonally  across  the  street,  they  as¬ 
sumed  that  where  a  garage  is  permissible  then  certainly  a 
photographic  studio  would  be;  that  in  view  of  the  limited 
size  of  the  plot  and  in  view  of  the  substitution  of  a  less 
prohibitive  use  than  garage  use  and  in  view  of  the  almost 
professional  character  of  a  photographic  studio  and  in  view 
of  the  greatly  improved  asset  of  such  conversion  to  the 
surrounding  property,  it  is  requested  that  a  variation  be 
granted;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof 
for  a  term  of  ten  (10)  years,  to  permit  the  building  to  be 
occupied  on  the  first  floor  as  a  photographic  studio,  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
October  31,  1946”  (5  sheets)  and  as  proposed,  on  condition 
that  the  upper  stories  shall  be  occupied  for  residential  pur¬ 
poses  only,  as  proposed ;  that  the  building  shall  not  be ^  in¬ 
creased  in  height  or  area;  that  the  front  of  the  building 
shall  be  remodeled  only  as  indicated  on  such  plans ;  that  the 
show  window  proposed  in  the  space  now  occupied  for  the 
main  entrance  shall  be  divided  with  muntins  as  indicated , 
that  no  signs  shall  be  erected  on  the  building,  except  a  neat 
sign  attached  to  the  front  over  the  entrance  to  the  first  floor, 
which  sign  shall  be  either  of  brass  or  bronze  and  not  exceed¬ 
ing  one  square  foot  in  area ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  such  portable  fire-fighting 
appliances  shall  be  installed  as  the  fire  commissioner  shal 
direct;  that  all  permits  required  shall  be  obtained  and  all 
work  shall  be  completed  within  six  months  from  the  date 
of  this  resolution. 


904-46-BZ 

APPLICANT— Joseph  B.  Lynch,  for  Haas  Realty  Corp., 


owner. 

SUBJECT— Application  (decision  of  the  bbrough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  laun¬ 
dry  and  lubritorium  for  a  term  of  ten  (10)  years. 

PREMISES  AFFECTED— 2018-2032  Stillwell  avenue,  and 
2551-2561  86th  street,  northwest  corner  (Block  6860, 
Lot  28),  Borough  of  Brooklyn. 


APPEARANCES—  „  T  ,  „  c  „  ,  , 

For  Applicant :  Joseph  B.  Lynch,  K.  S.  Hardy  and 

Donald  Walters. 

For  Opposition :  Louis  J.  Walker,  \  incent  J  usa, 
Vincent  De  Cluiro,  Richard  Zehmisch,  Samuel 
Brownstein  and  Chas.  Heckle.  t  • 

For  Administration :  Samuel  L.  Becker,  1  >ep  t  of 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  C.uinee. .  4 
Negative: . 0 

THE  RESOLUTION  (904-46-BZ) 

Whereas,  Joseph  B.  Lynch  for  Haas  Really  Corporation, 
owner,  filed  November  18,  1946,  an  application  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station, 
auto  laundry  and  lubritorium  for  a  term  of  ten  (10)  years, 
affecting  premises  2018  to  2032  Stillwell  avenue  and  2551  to 
2561  86th  street,  northwest  corner  (Block  6860,  Lot  28), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
I anuary  14,  1947,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  February  4,  1947,  for  new  notices 
to  be  sent  to  affected  owners,  in  accordance  with  the  Board’s 
rules ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Stillwell  avenue  is  in  a  business  use,  D  area 
and  Class  1  height  district ;  86th  street  is  in  a  business  use, 
D  area  and  Class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  18,  1946,  re  N.B.  Applit.  2478-46,  reads: 

“1.  Proposed  gasoline  service  station,  auto  laundry 
and  lubritorium  is  contrary  to  Art.  2,  Sec.  4a-46  of  the 
zoning  resolutions.” 

and 

Whereas,  the  applicant  stales  that  the  premises  consist  ol 
a  plot,  triangular  in  area  as  follows — 133  ft.  8 /i  in.  by  97  ft. 
2l/2  in.  by  91  ft.  9)4  in.  and  formerly  used  as  a  used  cai 
sales;  that  it  is  proposed  to  erect  a  building  51  ft.  6  in.  fron 
by  30  ft.  and  17  ft.  6  in.  in  depth,  one  story  11  ft.  3  in.  anc 
15  ft.  6  in.  in  height,  of  Class  3  construction;  that  it  i: 
proposed  to  install  eight  550  gallon  buried  gasoline  tanks  wit! 
four  pumps ;  and 

Whereas,  the  applicant  contends  that  the  proposed  worl 
consists  of  the  erection  of  a  one  story  masonry  buildin; 
finished  with  porcelain  enamel,  irregular  in  shape,  as  indi 
cated  on  plans  filed,  for  use  as  accessory  building  to  gasolin 
station ;  lot  line  walls  to  be  constructed,  yard  area  paved  witl 
asphaltic  concrete  and  planted  spaces,  new  sidewalks  an 
curb  cuts  and  a  gasoline  station  of  eight  550-gallon  tank 
and  four  pumps ;  that  on  the  southwest  corner  of  Stillwel 
avenue  and  86th  street,  #2050-62  Stillwell  avenue,  there  no\ 
exists  a  gasoline  station ;  that  under  Cal.  358-29- A  the  boar 
revoked  certificate  of  occupancy  for  gasoline  station  wit  hot 
prejudice  for  a  zoning  variance;  that  under  Cal.  1 18-31-B1 
the  Board  granted  under  Section  21  on  June  9th,  1931, 
zoning  variance  for  a  gasoline  station  and  the  Board  wa 
sustained  by  the  Supreme  Court ;  that  at  2063  Stillwe 
avenue,  southeast  corner  86th  street,  there  now  exists  a  gasc 
line  station  and  a  motor  vehicle  repair  shop ;  that  this  us 
according  to  Fire  Department  records,  was  establishe 
October  31,  1924,  for  a  portion  of  the  premises;  that  on  Ma 
14,  1940,  the  Board  granted  an  extension  in  area  for  tl 
aforementioned  use  (Cal.  1545-39-BZ)  that  both  Stillwe 
avenue  and  86th  street  are  main  traffic  arteries,  and  tl 
West  End  Line  of  the  B.M.T.  is  elevated  along  86th  stre 
and  turns  south  into  Stillwell  avenue  to  Coney  Island;  th 
the  nearest  station  is  at  25th  avenue ;  that  due  to  the  “e 
pillars  it  is  difficult  for  cars  to  cross  86th  street  or  Stillwt 
avenue  or  to  turn  in  at  an  angle  to  the  two  present  gasolit 
stations,  and  there  is  need  for  another  station  at  the  proposi 
location ;  that  in  view  of  the  foregoing  facts  it  is  respectful 
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requested  that  t lie  application  be  granted  for  a  limited  term  of 
ten  years;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  hy  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7 f  ol  the  zoning  resolution  for  a  term  of  years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  z v nation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
he  and  it  hereby  is  granted  under  section  7f  thereof  for  a  term 
ot  ten  (10)  years,  to  permit  the  premises  to  he  occupied  as  a 
gasoline  ser\ ice  station,  as  proposed,  on  condition  that  all 
lormer  permitted  uses  shall  be  discontinued  and  that  the  plot 
shall  he  leveled  substantially  to  the  grade  of  the  surrounding 
streets;  that  the  lot  shall  he  developed  substantially  as  indi¬ 
cated  on  plans  filed  with  this  application,  marked  “'‘Received 
November  18  1946”  (3  sheets)  and  corrected  by  area  dia- 
;  gram,  marked  Received  February  1,  1947”,  on  condition  that 
there  shall  be  erected  along  the  rear  lot  line  extending  the 
’  ,rcar  waH  of  the  accessory  building,  a  masonry  brick  wall  not 
less  than  six  teet  in  height,  which  may  be  reduced  to  four 
leet  tor  a  distance  of  five  feet  at  86th  street  and  at  Stillwell 
:  avenue;  that  the  accessory  buiding  shall  be  arranged  and 
designed  substantially  as  indicated  and  shall  comply  with  the 
requirements  of  the  Building  Code  therefor;  that  the  boiler- 
•room  shall  be  separated  from  the  balance  of  the  building 
by  hreproot  construction  and  enterable  only  from  the  ex¬ 
terior;  that  the  balance  of  the  premises  where  not  occupied 
n>  accessory  buildings  and  pumps  shall  be  paved  with  asphalt 
s  propo^Mbat  pumps  shall  be  erected  not  nearer  than  ten 

Si  l°  thc.s^rfet,  ^inldmg  hne-  as  indicated;  that  curb  cuts 
shall  be  restricted  to  two  on  86th  street,  and  two  on  Stillwell 

'  t‘-Ue’tIeac  1  u°u  ,ovcr  30  feet  in  width;  that  at  the  inter¬ 
section  there  shall  be  erected  a  block  of  concrete  not  less  than 
12  inches  in  height,  extending  for  a  distance  of  not  less  than 
,  'nCt,  °m  each  "treet  intersection;  that  the  gasoline  storage 
d  a  i  be  restricted  to  eight,  550  gallon  tanks,  as  proposed 
;  iat  planting  areas  shall  be  maintained  as  shown,  prorerlv 
protected  by  curbing;  that  complete  working  drawings  shall 
,l  e  subnut tec!  for  approval  by  the  Board  before  same  a?e  file!! 

'  e  Listrnr^°tUgh  KU,?enntend^nt:  that  new  si.lewalks  Shall 
fern  i  -  i  L  °"  fi°th  street  fronts,  including  curbing-  that 
-  giis  shall  be  restricted  to  a  permanent  sign  attached  to  the 
:  r°nt  of  the  building  and  to  the  illuminated ^globes  of  i  f 

;lnd  roof 

ne  crecn on  vvithin  the  building  lines  ot  Stillwell  avenue  and 

;ignsStwhfrhf  tWO  I>ost..standards,  as  indicated,  for  supporting 
■  gtrs  vvlueh  may  be  illuminated,  advertising  only  the  brand 

•hefuife  Zef’  fpermjttin^  signs  to  extend  beyond 

’> PphanceT^hal?  t  ZJled  as  di^ fir  P°rtablc 
iirec.;  ,ha,  .hcre'shaf'.  „o  lUTvehic™ 
ha,  ^  °r  St0rme  of.cars  otller  th»"  those  being  se""ic€d- 


,  APPEALS  from  administrative  decisions 

•  7-4  7- A 

["“SS  C°  '  New  York  C«Wral 

JRPVttcc-T  lr0m  an  order  oi  tIie  fire  commissioner. 

1  nerSo"f  Fr  EtC  J/F1D~230  Park  avenue>  southwest  cor- 

Lot  n  n  *tr*et  ,(lst  floor);  (BIock  ld00> 

Lot  1),  Borough  of  Manhattan. 

appearances — 

Por  Applicant:  None. 

b°r  Administration:  E.  A.  Meyer,  F'ire  Dep’t. 

‘  -TION  OF  BOARD— Laid  over  to  Feruarv  18,  1947  at 
A.  M.,  at  request  of  applicant’s  representative. 


26-47-A 

APPLICANT— William  Higginson  and  Son,  for  National 
Lead  Lo.,  owner. 

Pt>  i.-tut  c an  order  ot  ,he  fire  commissioner. 
I  REMISES  AFFECTED-136-166  Marshall  street,  entire 
block  bounded  by  Marshall  street,  Hudson  avenue, 
John  and  Gold  streets  (Block  12,  Lot  1),  Borough 
ot  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration;  E.  A.  Mever  F'ire  IWt 
AC  1  IQN  OF  BOARD— Laid  over  to  February  11,  1947  at 
10  A.  M„  at  request  of  Board. 


28-47-A 

APPLICANT— The  Linde  Air  Products  Co.,  owner. 

PRF\nSFT  °SeLof  the  fire  commissioner. 

REMISES  AFFECTED— 4o7-479  Driggs  avenue,  south 

side  from  North  10th  to  North  11th  streets  (Block 
APPEARANCES- ^  mcll,Slve)’  Boroi,Sh  of  Brooklyn. 

For  Applicant:  None. 

For  Administration :  E.  A.  Mever  Fire  Den’t 
ACTION  OF  BOARD — Laid  over  without  date, Tending 
action  by  Board  on  Cal.  29-47-S A ;  if  latter  is 
approved,  this  appeal  will  be  withdrawn. 


304-46-A 

APPLICANT— Walter  Eberhart,  for  Esther  Slater  Kerri- 
owner  (Unicorn  Press,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 53  East  77th  street,  north  side, 
67  ft.  east  of  Madison  avenue  (Block  1392  Lot  25) 
Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Walter  Eberhart,  Marcus  Miller 
Augusta  F.wald  and  Ada  Lydwig. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
,  ~  Housing  and  Buildings. 

T H  F  VOTE— BOAR D  Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
oa\  age  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative  : . '  q 

THE  RESOLUTION  (304-46-A) 

Whereas,  Walter  Eberhart  for  Esther  Slater  Kerrigan 

f’ffnf1  (Mni-°-m  P7SS’,  lesfee)  fiIed  APril  18,  1946  an  appeal 
Pom  a  decision  of  the  borough  superintendent,  affecting 
piemises  a3  Fast  7/ th  street,  north  side,  69  ft.  east  of  Madison 
avenue  (Block  1392,  Lot  2a),  Borough  of  Manhattan;  and 

Imbrn ,,Kv  77  OAr  ^sn  °  th,e.  !,clr?u^h  superintendent  dated 
v  ebruarv  _/,  1946  on  Alt.  Apphc.1 186-46  reads  : 

“3.  Proposed  change  of  non-fireproof  structure  from 
a  residence  to  an  office  building  over  4  stories  &  50'  in 
height  is  contrary  to  4.2.1.  Code. 

5.  Exits  inadequate  under  Section  6.1.7  code, 
a.  Enclosure  of  stairs  to  comply  with  6.4. 1.3.1  code 
c.  Doors  to  be  yA  hr.  F.  P.  S.  C.  6.4.1.8.1  code. 

e  Stairs  to  be  of  incombustible  material  64171 
code. 

and 

Whereas  the  applicant  states  that  the  building  is  5  stories, 
67  ft  in  height,  33  ft  by  71  ft.  in  area,  of  class  3  construction, 
on  a  lot  34  tt.  by  102  tt.  m  area,  erected  in  1900,  located  in 
a  residence  use  and  retail  use  B  area  class  1^  height  district 
and  used  and  occupied  as  a  dwelling  throughout ;  proposed 
o  )c  used  and  occupied:  cellar — boiler  room — no  persons* 

basement— superintendent’s  apartment— 4  persons-  1st  to  4th 
fioors-offices-3  persons  on  the  1st  floor,  8  persons  on  the 
2nd  12  on  the  3rd  and  18  on  the  4th  floor;  penthouse- 
studio— 1  person;  that  the  building  is  equipped  with  three 
3  it.  wide  interior  stairs  constructed  of  oak  treads  with  fire 
retarded  stringers  and  risers,  enclosed  in  partitions  of  studs 
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and  W2  in.  cement  plaster  on  metal  lath,  equipped  with  1  H  in. 
Hush  hardwood  doors,  self-closing;  that  one  stairway  leads 
ni  roof  and  the  others  to  street ;  that  the  building  is  equipped 
with  one  tire  escape  at  rear  leading  to  roof  by  stairs  and  to 
yard  by  drop  ladder  with  egress  to  street  from  yard  through 

open  passage ;  and  T,  .  •  , 

Wh ericas,  the  applicant  contends  that  Unicorn  1  ress  which 
has  a  21  year  lease  on  the  premises  is  engaged  solely  in  the 
publishing  business,  engaged  primarily  in  the  distribution  and 
sale  of  books;  that  the  building  will  be  occupied  as  executive 
offices  and  to  house  the  editorial  staff  and  no  printing  01 
mechanical  work  of  any  nature  will  be  conducted  on  the 
premises;  that  recently  about  30  employees  have  been  on  the 
premises;  that  the  present  application  provides  for  a  maxi¬ 
mum  of  50  persons  which  will  not  be  reached  ior  a  consider¬ 
able  time;  and  ,  .  ..  2  ,,  . 

Whereas,  the  applicant  contends  as  to  objection  3,  that 
although  the  building  is  now  only  5  stories  it  is  only  a  tour 
story  building  as  far  as  the  use  is  concerned,  the  penthouse 
apartment  containing  a  studio  bedroom  and  kitchen;  that  the 
fifth  story  will  not  he  used  for  business;  that  the  basement 
will  be  occupied  only  by  the  superintendent  and  not  by  any 
other  employees  of  the  lessee  or  used  for  business  purposes; 
that  the  basement  has  two  independent  means  of  egress  direct 
to  yard;  that  the  height  of  the  building  exclusive  of  pent¬ 
house  is  55  ft.  9  in.;  that  as  to  objection  5a,  this  objection 
is  substantially  complied  with  in  that  the  stair  enclosure  is 
fire  retarded  with  V/2  in.  cement  plaster  on  metal  lath;  that 
as  to  objection  5c,  this  objection  can  be  substantially  complied 
with  in  view  of  the  fact  that  the  stairs  throughout  are  fire 
retarded  having  cement  plaster  stringers  and  risers  and  only 
the  treads  being  hard  wood  (oak)  ;  that  as  to  objection  5e, 
this  objection  holds  very  little  weight  in  view  of  the  fact 
that  existing  doors  to  the  stair  well  are  self-closing,  o«  in. 
wide  and  1  in.  thick  solid  flush  mahogany;  that  it  is  there¬ 
fore  requested  that  the  Board  accept  these  hardwood  doors, 
which  are  substantially  constructed,  because  of  their  orna¬ 
mental  nature  and  the  resultant  hardship  it  their  removal 
were  required;  that  in  order  to  remove  the  possibility  oi  a 
fire  hazard  there  is  an  entirely  independent  second  means  oi 
exit  consisting  of  a  Labor  Law  fire  escape  with  4o  degree 
ladders  at  the  rear  extending  to  the  roof  of  the  penthouse ; 
that  under  section  C26-273.0,b,3  buildings  under  2500  sq.  it. 
and  less  than  75  ft.  in  height  require  only  one  stairway ;  that 
under  section  C20-276.0  the  fire  escape  could  be  accepted  as 
a  proper  means  of  egress  by  the  borough  superintendent  lor 
an  existing  building;  that  it  is  therefore  requested  that  the 
Board  grant  favorable  consideration  to  this  request  for  modi- 
fication  of  the  requirements  of  the  borough  superintendent 
so  as  to  permit  the  alteration  as  herein  proposed;  and 

Whereas,  the  premises  were  inspected  by  a  committee  oi 

the  Board.  .  .  ,  ,  ,  ,  .  .  .  . 

Resolved,  that  the  decision  ot  the  borough  superintendent, 
acting  on  Alt.  Applic.  186-46,  objections  3  and  5,  he  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby- is 
y ranted  on  condition  that  tli£  building  shall  not  be  increased 
in  height  or  area ;  that  the  exits  shall  be  maintained  as  indi¬ 
cated  on  plans  filed  with  this  appeal,  marked  “Received  July 
29  1946“  (6  sheets)  and  the  doors  shall  be  made  self-closing 
as  indicated  and  a  fire  escape  shall  he  maintained  on  the  rear 
of  the  building  as  projiosed  and  shown  with  exits  th rough 
the  adjoining  court  to  the  street ;  that  such  portable  fire¬ 
fighting  appliances  shall  remain  throughout  the  building  as 
the  fire  commissioner  shall  direct;  that  this  building  shall  he 
solely  for  the  occupancy  proposed  and  shall  comply  in  all 
respects  set  forth  in  the  resolution  adopted  by  the  Board 
this  day  under  Cal.  303-46-BZ. 


APPEARANCES—  ,  „  .  _ 

For  Applicant :  Max  Siegel  and  Samuel  Rubinstein. 
For  Administration :  E.  A.  Meyer,  Fire  Dep  t. 
ACTION  OF1  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  „  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 


Negative:  . ® 


980-46-A 

APPLICANT— Siegel  and  Green,  for  Estate  of  Mary  E. 

Hand,  owner,  (Empire  Flexiglass  Corp.,  and  Enter¬ 
prise  Industries  Inc.,  lessees). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner.  . 

PREMISES  AFFECTED— 2638  Park  avenue,  east  side,  75 
ft.  north  of  East  140th  street  (1st  floor);  (Block- 
2340,  Lot  108),  Borough  of  The  Bronx. 


THE  RESOLUTION  (980-46-A) 

Whereas,  Siegel  and  Green,  for  Empire  Flexiglass .Cor¬ 
poration,  lessee  of  entire  building,  Estate  of  Mary  E.  Hand, 
owner,  Enterprise  Industries,  Inc.,  1st  floor  lessee,  filed  De¬ 
cember  6,  1946,  an  appeal  from  an  order  and  decision  ot  the 
fire  commissioner  affecting  2638  Park  avenue,  east  side,  75 
ft.  north  of  East  140th  street  (Block  2340,  Lot  108)  (1st 
floor),  Borough  of  The  Bronx;  and 

Whereas,  Order  47874-LC,  issued  by  the  fire  commis¬ 
sioner  September  25,  1946,  reads: 

“1.  Discontinue  the  storage  on  the  premises  ot  Freon- 
12  in  one  ton  containers. 

Reason  :  Causes  condition  dangerous  to  public  safety. 
C19-11,  A.C.” 

Whereas,  the  decision  of  the  fire  commissioner  dated  No¬ 
vember  6,  1946,  reads:  ,  ,  in.,  . 

“In  reply  to  your  letter  of  October  25,  1946,  it  is 
regretted  that  no  reconsideration  can  be  given  to  Order 
47874-LC,  issued  against  the  Enterprise  Industries  In¬ 
corporated,  2638  Park  Avenue,  Bronx,  N.  Y. 

Whereas  the  applicant  states  the  building  is  3  stories, 
39  ft.  in  height;  40  ft.  bv  60  ft.  and  133  ft.  in  area  at  1st 
floor;  40  ft.  by  60  ft.  in  area  at  typical  floor  of  Class  3 
construction;  erected  prior  to  1913;  located  on  a  lot .  50  t. 
by  133.27  ft.  in  area,  in  an  unrestricted  use  B  area,  Class  1 
height  district,  and  used  and  occupied  since  May,  1946,  as 
follows:  cellar,  storage,  boiler  room  and  motor  room,  no 
persons-  1st  floor,  manufacturing  insecticide  dispensers,  7 
persons;  2nd  floor,  shoe  factory,  10  persons;  3rd  floor,  shoe 
factory,  10  persons;  that  no  change  in  use  of  occupancy  is 
proposed;  that  the  building  is  equipped  with  one  3  ft.  wood 
stairs,  wood  enclosed,  equipped  with  wood  doors  which  arc 
not  self -enclosing;  that  stairs  lead  direct  to  street  and  are 
provided  with  a  ladder  and  scuttle  to  roof ;  that  there  is  one 
fire  escape  on  the  street  front  extending  from  top  story  with 
egress  from  lowest  balcony  to  street  by  counter-balanced 
ladder;  that  windows  and  doors  on  the  course  of  the  fire 
escape  are  fireproof  self-closing;  that  adjoining  building  to 
the  east  is  one  story ;  that  to  the  north  and  south  there  are 

<)P\Vhereas,  athle  applicant  contends  that  .  enforcement  of 
the  order  would  cause  unnecessary  hardships  and  practical 
difficulties  to  the  occupant  of  the  1st  floor  who  conducts  a 
plant  for  the  filling,  labeling  and  packing  of  0  oz  aerosol 
insecticide  dispensers;  that  the  plant  was  established 
May  1946,  and  is  under  a  five  year  lease;  that  the  appellant 
has'  installed  considerable  equipment  for  the  operation  ot 
this  plant;  that  the  pre-mixed  insecticide  is  purchased  in  X 
gallon  drums,  only  two  of  which  are  on  the  premises  at 
any  one  time;  that  the  insecticide  is  pumped  from  the  drums 
to  a  60  gallon  head  tank  and  thence  to  a  filling  machine  which 
fills  the  5  oz.  metal  dispensers  with  1  oz.  of  insecticide, 
that  a  cap  filling  valve  is  installed  and  then  4  oz.  of  Freon 
gas  are  added  through  the  filling  machine;  that  the  Freon 
is  purchased  in  one-ton  containers,  two  of  which  are  used 
at  one  time  in  the  filling  operation,  and  two  additional  one-ton 
containers  are  stored  in  the  yard  for  replacement  of  the 
cylinders  in  use;  that  the  storage  and  use  of  Freon  « 
essential  to  the  proper  operation  of  the  plant,  that  its 
limited  use  is  not  dangerous  to  the  public  saf ety  •  tliat  1 , . 
plant  is  well  ventilated  and  has  no  open  flames  of  any  kind, 
that  the  filling  pipe  system  on  the  machines  1 fillu« 
the  containers  is  provided  with  safety  valves  to  exhaust 
Freon  to  the  outer  air  in  the  event  of  excessive  temperature, 
that  the  boiler  room  and  motor  room  are  in  the  cellar  ot  me 
extension  sufficiently  distant  from  the  mam  building  so  as 
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not  to  cause  any  hazard ;  that  the  Freon  used  is  non-inflam¬ 
mable  and  n on-irritative;  that  it  is  therefore  requested  the 
Foard  modify  the  order  of  the  fire  commissioner  and  permit 
the  use  as  herein  described  ;  and 
Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Hoard. 

I  Resolved  that  the  decision  of  the  fire  commissioner  as  to 
Order  #47874-LC,  objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
hat  the  use  of  Freon  within  the  building  shall  be  as  de¬ 
scribed.  and  shall  be  maintained  to  the  satisfaction  of  the  fire 
ommissioner ;  that  the  two  additional  one-ton  cylinders  pro¬ 
posed  to  he  stored  in  the  yard  for  replacement  shall  be 
-torn!  within  a  masonry  pit  with  steel  covers;  that  in  all 
Jtlier  respects  the  building  and  occupancy  shall  comply  with 
dl  laws,  rules  and  regulations  applicable  thereto. 


389-46-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 240-246  Furman  street,  west 
side,  210  ft.  4  m.  north  of  Montague  street  (Build- 
ing  51);  (Block  199,  part  of  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 

\C  1  ION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

1'HE  RESOLUTION  (989-46-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Company, 
iwner,  filed  December  12,  1946,  an  appeal  from  an  order 
>f  the  fire  commissioner,  affecting  240-246  Furnam  street, 
vest  side,  210  ft.  4  in.  north  of  Montague  street  (Block  199, 
’art  of  Lot  1)  (2nd,  3rd  and  4th  floors — Building  No.  51), 
Borough  of  Brooklyn;  and 

W  hereas,  Order  4634-LC,  issued  by  the  fire  commis- 
joner  November  14,  1946,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  alcohol,  shows  that  the 
lollowing  must  be  done  before  the  permit  requested  by 
you  can  be  issued : 

Forthwith 

1.  Arrange  barrels  of  distilled  liquors,  spirits,  or 
alcohols  of  any  kind  on  all  floors  of  Building  #51,  so 
that  same  will  not  be  stacked  more  than  two  high. 
09-127,  Administrative  Code.” 

,nd 

W  hereas,  the  applicant  states  that  the  building  is  four 
tories,  40  ft.  in  height;  76  ft.  8  in.  by  210  ft.  4  in.  in  area, 
f  fireproof  construction  ;  located  in  business  and  unrestricted 
se  A  area,  Class  2  height  districts;  erected  prior  to  1880, 
nd  used  and  occupied  since  1939  as  a  warehouse  with 
ottling  of  liquors  on  the  1st  floor;  that  the  building  is 
quipped  with  one  3  ft.  wide  concrete  stairs,  enclosed  in 
in.  t.c.,  equipped  with  Class  A  Underwriters  label  self¬ 
losing  doors,  leading  from  roof  bulkhead  direct  to  street; 
lat  the  building  is  also  provided  with  a  three  source  sprin- 
ler  system  throughout;  and 

W  hereas,  the  applicant  contends  that  it  is  proposed  to 
lerease  the  barrel  storage  capacity  on  the  2nd,  3rd  and  4th 
,oors  as  indicated  on  plans  filed  with  this  appeal ;  that  the 
uilding  is  an  Internal  Revenue  Bonded  warehouse  for 
ublic  storage  of  liquor;  that  permits  for  such  operation  are 
ot  issued  by  the  Federal  Authorities  beyond  the  estimated 
.erage  requirements  in  the  area,  thus  allowing  little  leeway 
or  temporary  peaks  and  causing  hardship  in  the  trade  when 
ich  peaks  occur;  that  to  take  care  of  these  peaks  it  is 
roposed  to  store  barrels  to  the  maximum  capacity  when 
ocessary ;  that  such  additional  storage  will  not  add  measur- 
Jly  to  the  risk ;  that  the  building  is  fireproof,  remodeled 
lout  1900  and  no  change  in  use  or  occupancy  is  proposed ; 


that  the  building  is  provided  with  a  fireproof  stair  leading 
direct  to  street  with  a  scuttle  and  ladder  to  roof ;  that  the 
floors  are  designed  above  the  1st  story  for  300  lbs.  live  load  ; 
that  the  building  is  equipped  with  an  approved  three  source 
automatic  dry  sprinkler  system;  that  the  vicinity  is  well 
supplied  with  high  and  low  pressure  fire  hydrants,  fire  alarm 
boxes,  watchmen  s  signal  stations  and  exterior  watchmen 
are  on  duty  day  and  night ;  that  there  is  a  soda  acid  fire  ex¬ 
tinguisher  on  each  floor;  that  the  building  is  accessible  for 
fire  boat  service;  that  the  barrels  arc  stored  on  substantially 
constructed,  rigidly  bolted  wooden  racks  and  are  subject  to 
frequent  inspections  under  the  rules  of  the  U.  S.  Treasury 
Department  and  a  government  supervisor  is  in  complete 
charge  of  the  premises;  that  if  the  third  tier  on  the  2nd 
and  3rd  floors  and  the  4th  tier  on  the  4th  floor  are  utilized 
for  the  storage  of  barrels,  the  total  storage  and  barrel 
ratio  to  floor  space  would  be  as  follows : 


■loor 

Present 

Capacity 

Proposed 

Max.  Capacity 

Gross- 
Interior 
Area  Sq.  Ft 

Bbl.  ratio 
to  Floor 
Space 

2 

1,199  bbls. 

2,592  (2  &  3  tiers) 

13,885 

5.35 

3 

2,254  bbls. 

3,450  (3  tiers) 

15,525 

4.50 

4 

2,140 

4.038  (3  &  4  tiers) 

15,525 

3.84 

5,593  bbls. 

10,080  bbls. 

44,935 

4.46 

that  with  this  increased  storage  18  in.  will  be  maintained 
between  the  sprinklers  and  the  racked  barrels  on  each  floor 
and  the  additional  loading  will  never  exceed  the  permissible 
live  loading  of  300  lbs.  per  sq.  ft.  and  the  theoretical  storage 
capacity  will  be  only  slightly  greater  than  the  allowable 
barrel  for  each  4  sq.  ft. ;  that  in  practice  because  of  the  in 
and  out  movement,  storage  capacity  can  seldom  be  utilized 
beyond  90%  so  that  actual  coverage  will  be  at  a  rate  less 
than  one  barrel  of  every  4  sq.  ft. ;  that  it  is  therefore  re¬ 
quested  the  Board  modify  the  order  of  the  fire  commissioner 
and  permit  the  stacking  of  barrels  containing  liquors,  spirits 
or  alcqhols  three  high  on  the  2nd  and  3rd  floors  and  four 
high  on  the  fourth  floor. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  4634-LC,  objection  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  barrel  storage  shall  not  exceed  the  number  of  tiers  as 
proposed  and  as  indicated;  that  the  sprinkler  system  shall  be 
maintained  in  accordance  with  the  requirements  therefor,  as 
well  as  fire  alarm  boxes  and  watchmen’s  signal  stations  and 
exterior  watchmen;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct. 


1057-46-A 

APPLICANT — Permanent  Land  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — North  side  of  Union  turnpike, 
from  249th  street  to  Commonwealth  boulevard 
(Blocks  8490  to  8499,  inclusive,  Lots  None),  Belle- 
rose,  Borough  of  Queens  (Linder  sections  35  and  36 
of  the  General  City  Law  to  permit  the  erection  of 
buildings  in  the  bed  of  mapped  streets — Elkmont 
avenue,  Shiloh  avenue,  78th  avenue,  79th  avenue. 
246th,  247th  and  248th  streets — and  not  fronting  on 
mapped  streets). 

APPEARANCES— 

For  Applicant :  Alfred  Gross  and  Ben  Braunstein. 
For  Opposition:  William  Hopkins. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative: .  0 

THE  RESOLUTION  (1057-46-A) 

Whereas,  Permanent  Land  Corporation,  owner,  filed 
December  27,  1946  an  appeal  from  a  decision  of  the  borough 
superintendent  and  an  application  pursuant  to  sections  35 
and  36  of  the  General  City  Law,  affecting  premises  bounded 
by  Commonwealth  boulevard,  Union  Turnpike,  249th  street 
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and  land  of  the  Citv  of  New  York  (Motor  Parkway); 
(Blocks  8490  to  8499  inclusive),  Bellerose,  Borough  of 

Queens ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  27,  1946  on  N.  B.  Applic.  9957-46  reads: 

“1.  Proposed  Bldgs,  in  bed  of  mapped  streets  are 
contrary  to  Art.  3,  Section  35  General  City  Law. 

2.  Bldgs,  do  not  front  on  a  City  Street— Contrary  to 
Art.  3,  Section  36  General  City  Law. 

5.  Fully  attached  frame  dwellings  are  contrary  to 
Section  4.1.3  subd.  2  of  Bldg.  Code,  Section  C26-248.0 
Adm.  Code.” 

and  .  c 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot  1092.77  ft.  by  1098.38  ft.  in  area,  located  in  residence 
and  business  use  D'and  E  area  class  1  height  districts,  upon 
which  it  is  proposed  to  erect  a  rental  housing  project  and 
stores,  as  indicated  on  plans  filed  with  the  application  for 
zoning  variance  under  Cal.  1058-46-BZ ;  that  the  proposed 
buildings  will  consist  of  a  series  of  two  family  dwellings  of 
class  4  construction  and  a  one  story  class  3  constructed  busi¬ 
ness  building;  that  some  of  the  proposed  buildings  will 
encroach  upon  the  beds  of  mapped  streets  and  will  not  have 
frontages  on  mapped  streets;  that  the  dwellings  will  be  con¬ 
structed  of  masonry  interior  walls  to  the  under  side  of  roof 
boarding  and  exterior  of  frame  construction,  masonry 
veneered ;  and 

Whereas,  the  applicant  contends  as  to  objections  1  and  - 
issued  by  the  borough  superintendent  that  the  Borough 
President  has  been  requested  to  prepare  a  closing  map  and 
elimination  map  and  alteration  map  so  that  the  final  map 
of  this  area  will  be  in  conformity  with  the  plan  proposed  by 
the  applicant ;  that  it  is  therefore  requested  that  the  Board 
grant  a  variation  of  sections  35  and  36  of  the  General  t  ity 
Law  as  to  these  two  objections  issued  by  the  borough  super¬ 
intendent  ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  January  21,  1947  from  the  President  of  the  Borough 
of  Queens  stating  that  he  is  in  the  course  of  preparation  oi 
Alteration  Map  3178  which  proposes  to  change  the  street 
layout  to  conform  with  that  indicated  on  the  diagram  filed 
with  this  appeal ;  and 

Whereas,  the  applicant  contends  as  to  objection  5,  issued 
by  the  borough  superintendent,  that  the  dwellings  will  be  two 
family  units  divided  by  an  unpierced  masonry  wall,  12"  thick 
in  the  cellar  and  8"  thick  to  the  under  side  of  the  roofing; 
that  each  subdivision  has  a  separate  entrance  for  each  family 
and  each  upstairs  apartment  has  its  own  individual  stairs 
serving  the  one  family  only;  that  all  partitions  and  ceilings 
throughout  will  be  covered  with  ^4,"  perforated  rock  lath 
and  sanded  gypsum  plaster. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Application  9957-46,  objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
35  of  the  General  City  Law,  on  condition  that  before  any 
buildings  are  constructed  in  accordance  with  approval  sought 
under  Cal.  No.  1058-46-BZ,  the  existing  streets  shall  be  re¬ 
moved  from  the  map  and  new  streets  approved  as  set  forth  in 
a  letter  received  from  the  Borough  President,  dated  January 
21,  1947,  with  reference  to  Alteration  Street  Lay-out  Map 
#3178;  as  to  objection  2,  under  the  powers  vested  in  the 
Board  under  Section  36  of  the  General  City  Law,  on  condi¬ 
tion  that  no  buildings  shall  be  constructed  that  do  not  face 
on  the  city  streets  unless  the  plot  on  which  they  are  located 
faces  on  the  city  street  and  such  street  is  shown  on  the  new 
layout  now  in  preparation  and  is  approved ;  as  to  objection 
5,"  on  condition  that  buildings  are  constructed  as  proposed, 
namely,  two-family  units  divided  by  unpierced  masonry 
walls  12  inches  thick  in  the  cellar  and  8  inches  thick  to  the 
underside  of  the  roofing;  that  each  subdivision  shall  have  a 
separate  entrance  for  each  family  with  individual  stairs;  that 
the  exterior  walls  shall  be  of  masonry  veneer  as  proposed, 
not  less  than  4  inches  in  thickness,  as  shown,  attached  to  ex¬ 
terior  structure  walls  of  frame ;  that  the  brick  facing  shall 
be  bonded  in  to  the  brick  masonry  wall  between  buildings ; 
that  in  all  other  respects  the  buildings  and  occupancy  shall 


comply  with  all  laws,  rules  and  regulations  applicable  thereto 
as  may  he  varied  by  the  Board  under  C  al.  1058-46-BZ  as  to 
the  buildings  involved  in  such  application. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

978-46-SA 

APPLICANT — Philip  Moccia,  owner. 

SUBJECT — Honeywood  Gun  Type  Pressure  Atomizing 
Burner,  approval  of. 

APPEARANCES— 

For  Applicant :  Philip  Moccia. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative :  . 0 

THE  RESOLUTION  (978-46-SA) 

Whereas,  Philip  Moccia,  owner,  filed  on  December  11, 

1946,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  appliance  known  as  Honeywood 

Gun  Type  Pressure  Atomizing  Burner ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

December  27,  1946 

Cal.  978-46-SA. 

Subject:  Honeywood  Gun  Type  Pressure  Atomizing 
Burner,  Approval  of.  } 

Philip  Moccia  of  Eltingville,  Staten  Island,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Honeywood  Gun  Type  Pressure 
Atomizing  Burner  under  the  provisions  of  C-19-57.0 
of  the  Administrative  Building  Code  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 

Description 

This  burner  is  a  gun  type  pressure  atomizing  oil 
burner  and  consists  of  a  blower  housing,  an  electric 
motor  centrifugal  fan,  ignition  transformer,  fuel  pump 
and  nozzle  assembly.  It  is  designed  to  burn  fuel  oil  not 
heavier  than  #3  U.  S.  Dept,  of  Commerce  Standard? 
and  has  a  maximum  capacity  of  6  gallons  per  hour. 

The  pump  is  part  of  an  integral  fuel  unit  which  con¬ 
sists  of  a  pump  Webster  single  stage  or  equal,  a  strainer 
a  pressure  regulating  valve  and  an  oil  by-pass  valve.  The 
blower  housing  is  heavy-cast  iron  and  is  machined  sc 
that  the  pump  and  motor  are  maintained  in  proper  align¬ 
ment.  The  end  cover  plate  is  cast  iron,  which  closes  the 
end  of  the  blast  tube  and  is  removable  to  facilitate  tc 
the  nozzle  assembly.  The  fan  is  a  Torrington  standarc 
6"  x  3"  size.  It  is  built  with  an  inside  hub,  is  of  the 
blower  tvpe  and  is  made  of  either  aluminum  or  cas- 
steel.  The  transformer,  a  Jefferson  or  equal,  is  J 
10,000  volt,  secondary  grounded  mid-point  igmtioi 
transformer  with  base  mounted  terminal.  1  he  control: 
consist  of  Minneapolis-Honey  well  R117  Protecto  Rela} 
or  equal,  Minneapolis-Honeywell  Pressuretrol  Type 
P404A1  x  OA4  range  0  to  10  lbs.  or  equal  Minneapolis- 
Honeywell  Aquastat  #L170A  or  equal  and  Minneapolis 
Honeywell  Room  Thermostat  No.  Til  A  or  equal. 

Inspection  and  Test 

The  burner  was  inspected  and  tested  at  4514  Ambo: 
Road,  S.  I.  Present  at  the  test  were  Commissione: 
Charles  M.  Blum  and  Chief  Engineer  Leslie  V.  Hube 
of  the  Committee  on  Tests  and  Philip  Moccia  of  tb 
manufacturers. 

This  burner  was  an  assembly  of  approved  parts  suit 
able  for  use  with  each  other  for  the  service  intends 
as  approved  and  the  burner  is  provided  with  suitabl 
safeguards  to  prevent  abnormal  discharge  of  oil.  Tb 
burner  as  assembled  was  tested  for  defects  and  prope 
functioning  throughout  its  operating  range  and  wa 
found  to  function  properly  as .  designed  with  no  flare 
backs  or  unusual  carbon  deposits.  With  the  oil  cu 
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off  the  controls  functioned  in  40  seconds.  All  parts 
are  so  designed  as  to  maintain  alignment  and  to  per¬ 
mit  interchangeability.  With  a  stack  temperature  of  483 
deg.  the  L02  content  of  the  flue  gases  was  9z/2%. 

Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  data 
hied  with  this  application,  the  Committee  on  Tests 
recommends  the  approval  of  the  Honeywood  Gun  Type 
1  ressure  Atomizing  Oil  Burner,  for  domestic  and  com¬ 
mercial  installation  with  fuel  oil  not  heavier  than  -#3 
U.  S.  Department  of  Commerce  standard,  when  installed 
in  accordance  with  this  report  and  the  Oil  Burner  Rules 
ot  the  Board  of  Standards  and  Appeals,  provided  the 
burner  bears  a  label,  permanently  affixed,  reading  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  Use 
in  New  York  City  under  Cal.  978-46-SA.” 

(Sgd.)  Bernard  A.  Savage, 

Commissioner, 

*  Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

ipphance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  approve  this  appliance  in  accordance  with  the  above 

eport. 


Adjourned  :  3 :30  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

'UESDAY  AFTERNOON,  FEBRUARY  4,  1947,  2  P.  M. 
Present  :  (  hairman  Murdock,  Commissioners  Savage  and 
>Ium  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

26-46-A 

PPLICANT — William  Shary,  for  700  Lydig  Realty  Corp., 
owner. 

jUBJF.CT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

(REMISES  AEFEC  TED — 700-708  Lydig  avenue  and  2114- 
2132  White  Plains  road,  southeast  corner  (2nd 
floor)  :  (Block  4287,  Lots  24  and  31),  Borough  of 
,  The  Bronx. 

PPEARANCES— 

For  Applicant :  William  Shary. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

Cl  ION  OF  BOARD — Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinnee  4 

HE  RESOLUTION  (226-46-A) 

Whereas,  William  Shary,  for  700  Lydig  Realty  Corp., 
vner,  filed  April  1,  1946,  an  appeal  from  a  decision  of  the 
rough  superintendent,  affecting  premises  700-708  Lydig 
■  enue  and  2114-2132  White  Plains  road,  southeast  corner 
nd  floor)  ;  (Block  4287,  Lots  24  and  31),  Borough  of  The 
onx ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
<ted  March  12,  1946,  on  amendment  to  Alt.  Applic.  .301-44, 

nds : 

“1.  It  is  unlawful  to  occupy  any  part  of  this  struc¬ 
ture,  constructed  as  a  theatre,  for  factory  purposes,  as 
per  Sec.  12.1.3  of  the  Building  Code. 

2.  Provide  two  stairways  from  this  factory  area, 
constructed  of  incombustible  materials  and  enclosed  on 


and 


all  sides  by  fireproof  partitions  extending  continuously 
lrom  the  lowest  story  to  three  feet  above  the  roof,  as 
per  Section  270  of  the  Labor  Law. 

->-1\  ^  roPosed  use  of  second  floor  as  a  Synagogue  for 

2o°  persons  Is  contrary  to  Section  4.2.1  of  the  Building 
«  e‘  t ) H ud dnig  must  be  of  fireproof  construction. 

8.  Provide  two  adequate  means  of  egress  from  Syn- 
ag°gue  leading  directly  to  street,  as  per  Sections 
and  6.4. 1.8.1  of  the  Building  Code.  Stairways 
must  be  of  incombustible  materials  enclosed  by  three- 
hour  partitions.”  J 


Whereas  the  applicant  states  that  a  portion  of  the  build- 
mg  m  question,  2114-2120  White  Plains  road  is  two  stories 
nfrrnJV  J"  height*  8875  ft:  ,trontage  by  100  ft.  in  depth 

n°  r  yd,g  av1m^;  ere,ct/ed, 111  1931 ;  located  in  a  business 
u.  e,  C  area  and  Class  1%  height  district;  entire  building 
fronting  on  White  Plains  road  between  Lydig  avenue  and 
Maran  place  is  now  used  and  occupied  as  follows:  Cellar 
storage  and  boilerroom,  0  persons;  1st  floor,  stores  and 

™  ;on  P9Ct ara theatr%.  102  Persons  in  stores,  1600  persons  in 
theatre ;  2nd  floor,  offices  and  dancehall,  200  persons  •  res¬ 
taurant,  75  persons ;  that  the  portion  of  the  building  now  in 
question,  2114-2120  White  Plains  road  and  700-708  Lydig 
avenue  will  be  used  and  occupied  as  follows :  Cellar,  storage 
and  boilerroom,  no  persons;  1st  floor,  stores,  65  persons;  2nd 
noor  Synagogue,  250  persons  and  dressmaking  factorv  30 
persons;  that  the  balance  of  the  building,  2122-2132  White 
P’lains  road  will  be  used  and  occupied  as  follows:  Cellar 
storage  and  boilerroom,  no  persons;  1st  floor,  stores  10  per¬ 
sons,  motion  picture  theatre,  1600  persons;  2nd  floor,  offices, 
30  persons  ;  that  the  building  is  equipped  with  a  standpipe  sys¬ 
tem  ;  that  the  stairway  is  5  ft.  6  in.  wide,  of  iron  construc¬ 
tion,  enclosed  in  terra  cotta  blocks,  equipped  with  fireproof 
self-closing  doors  and  leads  from  the  roof  bulkhead,  directly 
to  Lydig  avenue;  that  it  is  also  proposed  to  erect  a  fire 
escape  on  the  White  Plains  road  front,  extending  from  the 
■  j  story  to  the  street  by  counterbalanced  stairs;  that 
windows  and  doors  on  the  course  of  fire  escape  are  not 
fireproof,  self-closing;  and 

Whereas,  Violation  1334-44  was  issued  January  3,  1946 
a meeting  lot  31,  against  the  portion  of  the  building  in  ques¬ 
tion  was  in  violation  of  Section  C26-174.0  of  the  Admin¬ 
istrative  Code,  for  installing  sinks,  waste  pipe,  water  and  gas 
pipe  tor  kitchen  equipment  and  store  on  first  floor  without 
a  permit ;  that  violation  1675-44  issued  January  3,  1946 
against  the  portion  of  the  building  on  lot  24  was  for  in¬ 
stalling  wash  basins,  water  closets,  urinals,  etc.  without  a 
permit;  that  \  lolation  3185-44  issued  January  3,  1946,  against 
a  portion  of  the  building  on  lot  24  was  for 'installing  water- 

C  \a7S’  sin^s’  e*c-  on  die  door  without  a  permit;  and 
Whereas,  the  owner  was  convicted  and  fined  in  Muni¬ 
s’ll1  Perm,  Magistrates  Court  in  the  Bronx,  October  16. 
iaV  °n  <diar&e  °f  violating  the  Administrative  Code;  and 
Whereas,  Certificate  of  Occupancy  723-31  was  issued 
upon  completion  of  work  under  N.B.  Applic.  4-31,  permitting 
the  use  of  the  entire  building  as  stores  and  motion  picture 
theatre  on  the  first  floor  with  an  occupancy  of  1762  persons; 
Aid  floor  for  offices  and  dancehall  with  an  occupancy  of  200 
persons  in  the  dancehall  and  for  restaurant  with  an  occu¬ 
pancy  of  75  persons;  and 

Whereas,  the  applicant  states  the  building,  occupying  the 
entire  block  front,  was  erected  in  1931  for  stores  and  mo¬ 
tion  picture  theatre  on  the  first  floor;  offices,  restaurant  and 
dancehall  on  the  second  floor;  that  in  November  1931  a 
section  of  the  building  known  as  2122-2132  White  Plains 
roan  was  sold  and  reapportioned  as  lot  24 ;  that  at  the  time 
ot  the  sale,  an  agreement  was  entered  into,  providing  an 
easement  for  egress  and  ingress,  so  that  the  stairway  from 
the  second  floor  of  2122-21 32  White  Plains  road  could  be 
used  by  the  building  to  the  north  in  common ;  that  in  1944 
the  restaurant  and  ball-room  on  the  2nd  floor  of  700-708 
Lydig  avenue  was  let  to  two  separate  tenants  as  a  Syna¬ 
gogue  in  the  north  half  and  a  factory  in  the  south  half- 
and 

\\  hereas,  the  applicant  contends  as  to  objection  1  issued 
by  the  borough  superintendent,  that  Section  12.1.3  provides 
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that  any  part  of  the  structure  used  for  factory  be  separated 

from  the  theatre  by  unpierced  walls  ^^/^^wle^rated 
means  of  egress  from  the  part  so  used  be  entirely  separated 

from  the  means  of  egress  of  the  theatre  portion 1 
ture-  that  these  requirements  are  complied  with  in  this  m 
stance;  and  contends  as  to  Objection  2,  *nmss«m  ^re¬ 
quested  to  maintain  the  present  primary  means  of ■  egress  a 
to  construct  a  proposed  secondary  means  of  egre  . 
of  a  fire  escape  from  the  factory  area  with  a  counter-bal¬ 
anced  stair  to  the  street;  that  additional  egress  is  provided 
on  the  south  side  by  means  of  a  honz°ntal  exit  to .  the  adjoin¬ 
ing  building;  that  a  standpipe  with  1°0 I  feet  h°se  *s 
vided  in  this  area;  and  contends  as  to  Objection  7  that  per 
mission  is  requested  to  use  the  northerly  portion  of  the  sec 
find  floor  for  Synagogue  as  the  Synagogue  portion  is  located 
on  two  street  fronts  and  enclosed  on  the  mt.e"0Eb^nPpJrt- 
hlock  filled  wood  stud  partitions  covered  with  %  in  1  ort 
land  cement  Plaster  both  sides;  that  the  ceiling  is  metal 
lath  and  plaster-  and  contends  as  to  Objection  8  that  per 
mission  is  requested  to  maintain  the  present  Pnmary  J/J'V 
wav  constructed  of  iron  enclosed  in  4  in.  terra  cotta  block 
partitions  and  to  construct  the  proposed  secondary  egress^ 
consisting  of  fire  escapes  on  the  Synagogue  area  wit 
counterbalanced  stair  to  the  street  and  that  the  addition* 
hor"zontal  exit  now  provided  to  adjpining  area,  be  permitted 

'°WHE^santt  premises  were  inspected  by  a  committee  of 
the  Board  and  a  very  dangerous  condition  was  found  exist 
infhis  building ;  therefore,  the  Commtttee  recommended 

•'^'^n^htteision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  appeal  he  and  ,t 
hereby  is  denied. 


APPLB CANT— William  Sambur,  for  Stanwich  Construc- 

SUBJECT — Appeal  from  decisions  of  the  borough  superin- 

PRFMISES^AFFECTED— 53-26  to  53-60  Hollis  Court 
boulevard,  west  side,  397  40  ft.  north  of  56th  avenue 
and  196-40  to  196-48  56th  avenue,  south i  s  de  123.86 
ft  west  of  Hollis  Court  boulevard  (Block  5667, 
part  of  Lot  11  and  Block  5684,  part  of  Lot  6), 
Flushing,  Borough  of  Queens. 

ArPEARANCES—  ,. 

For  Applicant:  Charles  Leonardi 
For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

TT4F  VOTF _  .  • 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinnee  4 

Negative:  . „• . 


of  two  separate  plots,  one  on  the  southwest  side  of  H  I  s 
Court  boulevard,  having  a  irontage  of  397.40  ft.  and  one 
on  the  south  side  of  56th  avenue  having  a  frontage  ot  1-3.5. 
ft.;  that  premises  are  located  in  a  business  use,  D  area  and 
Class  1  height  district,  except  for  a  portion  of  the  plots 
upon  which  New  Buildings  10362  and  10363-^  will  be  erec¬ 
ted,  which  portions  are  in  the  residence  use  district ,  that  it 
is  proposed  to  subdivide  the  premises  into  lots  having ^front¬ 
ages  of  not  less  than  40  ft.  each  and  to  erect  on  each  lo 
a' one  and  a  half  story  frame  one  family  dwelling,  17  ft.  in 
height,  25  ft.  by  40  ft.  in  area,  surfaced  on  the  exterior  with 
masonry  veneer  to  the  plate  line  and  with  wood  siding  above, 
that  roofs  will  be  surfaced  with  approved  asphalt  shingles, 

"whereas,  the  applicant  contends  that  these  dwellings  will 
be  part  of  a  group  development  being  erected  m  the .same 
area  and  adjoining  the  premises  under  appeal  that  the  en 
tire  surrounding  area  is  composed  of  similar  frame  dwell- 
ings;  that  all  of  the  buildings  will  be  set  back  from  the 
building  lines ;  that  proper  rear  yards  wil  be  adequately 
provided  for;  that  the  buildings  will  be  50  1(?Jated 
respective  lots  as  to  be  not  nearer  than  15  ft.  to  the  next 
adjoining  dwelling;  that  buildings  will  be  set  back  a  mini¬ 
mum  distance  of ‘20  ft.  from  the  building  lines  into  which 
set  back,  front  entrance  steps  will  project  approximate!) 
5  ft.  and  will  have  side  yards  of  not  less  than  5  ft.  and  10  ft. 
respectively,  as  indicated  on  plans  filed  with  this  appeal 
Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  N.B.  Applications  10353  to  10361-46,  inclusive  and 
NB  Applications  10362  to  10364-46,  inclusive,  objection  1 
be  and  they  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  (/ranted  on  condition  that  the  buildings  shall  be 
constructed  substantially  as  proposed  and  as  would  be  per¬ 
mitted  outside  the  fire  limits;  that  any  garage  erected  o 
a  lot  shall  be  in  accordance  with  the  requirements  of  th 
zoning  resolution  for  a  residence  use,  g  area  district 
in  alf  other  respects,  the  buildings  and  occupancy  shall  com 
ply  with  all  laws,  rules  and  regulations  applicable  thereto 
that  as  soon  as  lot  numbers  are  assigned  to  the  lots,  a  recor 
of  same  shall  be  filed  with  the  borough  superintendent  am 

with  this  Board. 


494-46-A  _  _ 

APPLICANT— Emil  Koeppel,  for  R.  and  R.  Carage  korp 


THE  RESOLUTION  (51-47-A) 

Whereas,  William  Sambur  and  Charles  Leonardi,  for 
Stanwich  Construction  Corp.,  owner,  filed  January  17,  1947, 
a„  appeal  from  decisions  of  thejboroug f/couT boulevard', 

norJhwesUcorner  Ilf  a’venS  “c I  196-40  ,o  196-48  56,h 
avenue  southwest  corner  Hollis  Court  boulevard  (Block 
5667  part  of  Lot  11  and  Block  5648,  part  of  Lot  6),  Flush- 

V„°rXh  ?LQS "of  the  borough  superintendent 
dated  1  anuary  10,  1947,  on  N.B.  Applications  103a3  to 
10361-J«  mdusWe,  reads:^  ^  ngs  ^  of 

fire  limits  is  contrary  to  Sec.  4.1.2.  B.C. 

^Whereas,  the  decision  of  the  borough  superintendent 
dated  January  10,  1947,  on  N.B.  Applications  10362  to  10364- 

46  inclusive^  reads^  frame  buildings  inside  of 

fire  limits  is  contrary  to  Sec.  4.1.2.  B.C. 

^Whereas,  the  applicant  states  that  the  premises  consist 


SUBTFCT — Application  for  consideration— rescindment  o 
‘  •  "  resolution  of  7/23/46-re  Appeal  from  a  decis.o 

of  the  borough  superintendent— (previously  grante 

PREMISES  AFFECTED — 205-207  State  street  north  sid« 
170  ft.  25/x  in.  west  of  Boerum  place  (3rd  floor) 
(Block  271,  Lot  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Emil  Koeppel 
For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings.  1Q, 

ACTION  OF  BOARD— Resolution  of  July  25,  iv- 

THE  VOTE  TO  RESCIND  RESOLUTION  OF  JUL 
2 t,  1946 _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  C.umnee 
Negative :  . 


THE  RESOLUTION  (494-46-A) 

W hereas  this  appeal  from  a  decision  of  the  boroui 
superTntemdent,  affecting  premises  205-207  State  street  nor 
side  170  ft.  2SA  in.  west  of  Boerum  place  (3rd  floor 
(Block  271,  Lot  8),  Borough  of  Brooklyn  was  granted 
the  Board  on  July  23,  1946,  on  certain  conditions;  and 
Whereas,  it  was  called  to  the  Board  s  attention 
there  was  no  standpipe  system  or  fire  alarm  system  in 
building  as  represented  and  that  the  sprinkler  system  was 

P Resolved ,  that  the  decision  of  the  Board,  adopted  July  • 
1946,  be  and  it  hereby  is  rescinded. 
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857-46-A 

APPL1CANJ — A.  J.  McAllister,  for  Sullivan  Dry  Dock 
and  Repair  Corp.,  lessee  (Todd  Shipyards  Corp., 
owner). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AhFECTED — 738-744  3rd  avenue,  foot  of 
22nd,  23rd  and  24th  streets  (Block  650,  Lot  67), 
Gowanus  Canal,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  Cook. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dept. 

AC  1  ION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinnee  4 
Negative :  .  0 


48-47-A 

APPLICANT — William  H.  Whiting  and  Co.,  for  Williston 
Realty  Corp.,  owner. 

■  SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

I  PREMISES  AFFECTED — 547  Greenwich  street,  south¬ 
east  corner  of  Charlton  street  (Block  597,  Lot  45), 
Borough  of  Manhattan. 

!  APPEARANCES— 

For  Applicant :  Leslie  B.  Russell. 

For  Administration :  Peter  Maher,  Fire  Dept. 

1  ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinnee  4 
Negative :  .  0 


1000-46-A 

APPLICANT — LeRoy  A.  Perry,  for  Partition  Servicing 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 134-136  Charles  street,  south 
side,  131.1  ft.  east  of  Washington  street  (Block  631, 
Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  LeRoy  A.  Perry. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF'  BOARD — Laid  over  to  February  25,  1947  at 
2  P.  M.  at  request  of  applicant. 


912-46-A 

APPLICANT — Cafiero  and  Lacerenza,  for  3310  Fulton 
I  ,  Street  Corp.,  owner  (Cornell  Instrument  Co.,  lessee), 
i  SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3310-3314  Fulton  street  and 
134-144  Pine  street,  southwest  corner  (2nd  floor)  ; 
A_  (Block  4145,  Lot  42),  Borough  of  Brooklyn. 

appearances— 

For  Applicant:  William  R.  Lacerenza  and  Moses 
Litzsky. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

i ACTION  OF  BOARD — Laid  over  to  March  4,  1947  at  2 
P.  M.  for  an  inspection  by  a  committee  of  the 
Board. 


10-47-A 

APPLICANT — John  Meli,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 78-02  to  78-04  Queens  boule- 
vard,  southeast  corner  of  Hillyer  street  (Block 
-453,  part  of  Lot  44),  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF'  BOARD — Laid  over  to  February  11,  1947  at 
2  P.  M.  at  request  of  applicant. 


206-27-BZ 


ZONING  APPLICATIONS. 


APPLICANT  Ritzier  and  Nurick,  for  S.  S.  Lewrow  Inc 
owner. 

SUBJECT  Application  for  consideration — amendment  of 
resolution  and  approval  of  revised  plans — reopened 
July  9,  1946 — re  Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  proposed  auto  laundry,  repair  shop  and 
greasing,  in  connection  with  an  existing  gasoline 
T.r.T-wT^Xice  station-  previously  granted  by  the  Board. 
PREMISES  AFFECTED— 597-607  New  York  avenue 
(601-607  displayed)  and  397-401  Rutland  road 
(403  displayed),  northeast  corner  (Block  4802,  Lot 
55),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  H.  Ritzier. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended  and  plans 
approved. 

THE  VOTE  TO  AMEND  RESOLUTION  AND  AP¬ 
PROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  o 

THE  RESOLUTION  (206-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  597-607  New  York  avenue  (601-607  displayed)  and 
397-401  Rutland  road  (403  displayed),  northeast  corner 
(Block  4802,  Lot  55),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  May  3,  1927,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  to  include  a  motor  vehicle  repair  shop,  auto 
laundry  and  greasing;  and 

Whereas,  Uais  case  was  reopened  by  vote  of  the  Board 
on  July  9,  1946  and  restored  to  the  calendar;  and 

Whereas,  on  October  1,  1946,  this  case  was  heard  and 
laid  over  to  October  29,  1946,  for  an  inspection  by  a  com¬ 
mittee  of  the  Board;  and 

Whereas,  on  October  29,  1946,  this  case  was  laid  over  for 
the  applicant  to  file  revised  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  3,  1927,  by  addme 
thereto : 

“Granted  under  section  7f  for  a  term  of  ten  (10) 
years  to  permit  the  premises  to  be  reconstructed  and 
rearranged  as  shown  on  revised  plans  marked  “Re¬ 
ceived  January  24,  1947,”  two  sheets,  on  condition  that 
all  existing  structures  and  uses  shall  be  removed  from 
the  premises ;  that  the  premises  shall  be  levelled  sub¬ 
stantially  to  the  grade  of  surrounding  streets ;  that 
the  accessory  building  shall  be  constructed  of  the  area 
and  design  as  indicated  and  arranged  for  auto  laundry, 
office,  stock  room  and  section  for  greasing  pits;  that 
no  occupancy  shall  be  in  the  attic  portion;  that  on  the 
interior  lot  lines  from  accessory  building  to  Rutland 
road  and  to  New  York  avenue  there  shall  be  construc¬ 
ted  a  brick  wall  6  ft.  in  height  of  face  brick,  properly 
coped,  matching  the  face  brick  on  the  accessory  build- 
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ing ;  that  grassed  areas  shall  be  maintained  as  indicated 
and’  protected  on  the  street  and  gasoline  selling  area 
side  by  a  12  in.  concrete  curb  with  ornamental  wrought 
iron  railing  erected  on  the  curb  to  a  total  height  of  not 
less  than  5  ft.;  that  the  gasoline  selling  area  shall  be 
asphalt  paved;  that  pumps  shall  be  erected  not  nearer 
than  10  ft.  to  the  street  building  line;  that  curb  cuts 
shall  be  restricted  to  two  to  New  \ork  avenue,  20  ft.  in 
width  and  25  ft.  in  width  as  shown  and  one  curb 
cut  to  Rutland  road  not  over  30  ft.  in  width ;  that  new 
sidewalks  and  curbing  shall  be  constructed  along  both 
street  fronts;  that  signs  shall  be  restricted  to  a  per¬ 
manent  sign  attached  to  the  facade  of  the  accessory 
building  and  to  the  illuminated  globes  of  pumps,  ex¬ 
cluding  all  temporary  signs  and  all  roof  signs,  but  per- 
•mitting  the  erection  of  a  post  standard  within  the  build¬ 
ing  line  at  the  intersection,  for  supporting  a  sign  which 
may  be  illuminated,  advertising  only  the  brand  of  gaso¬ 
line  on  sale  and  permitting  such  sign  to  extend  beyond 
the  building  line  for  a  distance  of  not  over  4  it.;  that  a 
block  of  concrete  extending  for  5  ft.  irom  the  inter¬ 
section  along  each  street  shall  be  erected  within  the 
premises  at  the  intersection ;  that  such  portable  nrc 
fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  during  the  term  of  this 
variance,  the  premises  shall  he  occupied  for  no  other 
use  than  herein  permitted ;  that  there  shall  be  no  re- 
pairing*  of  motor  vehicles  or  parking  and  storage  ot 
cars  other  than  those  being  serviced;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  amended  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  the  resolution  adopted  on  January  24,  lJ-o, 
as  amended  through  June  25,  1946,  only  so  far  as  it  has 
reference  to  the  amount  of  space  on  the  2nd  floor  to  he 
permitted  to  be  used  for  factory  purposes,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

«*  *  *  that  in  the  event  the  building  is  constructed 

in  strict  accordance  with  the  resolution  and  the  approval 
of  plans,  and  the  owner  desires  to  occupy'  the  second 
floor  for  factory  purposes  as  passed  upon  by  the  bor¬ 
ough  superintendent  under  Alt.  Applic.  50-46,  that  such 
occupancy  of  the  second  floor  may  be  permitted,  on 
condition  that  not  more  than  50%  of  such  floor  shall 
he  used  for  factory  purposes  and  the  first  floor  ol  build¬ 
ing  continued  as  a  garage.” 


960-27-BZ 

APPLICANT— Sharf  and  Hellenbrand,  for  Alfred  Arn- 
brogi  and  Jacqueline  Garola,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  and  business  use  district, 
the  change  of  occupancy  from  garage  for  more  than 
five  motor  vehicles,  to  garage  for  more  than  five 
motor  vehicles  on  1st  floor  and  manufacturing 
(25%)  on  second  floor.  . 

PREMISES  AFFECTED — 1816  Boston  road  east  side, 
109  88  ft.  south  of  East  176th  street  and  1819  Vyse 
avenue  (Block  2991,  Lot  53),  Borough  of  1  he 
Bronx. 

APPEARANCES— 

For  Applicant:  Edward  Sharf.  ,  . 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  * 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended.  _ ,  t—  c  t  tt 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  . 


1270-27-BZ 


APPLICANT— Congregation  Beth  Elohim,  owner.  1 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition  under  section  21  of  the  zon¬ 
ing  resolution,  permitting  in  a  D  area,  district, 
extending  from  a  B  area  district  and  also  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of 
a  building  occupying  a  greater  per  cent  of  the  area 
of  the  lot  than  permitted. 

PREMISES  AFFECTED— 169-179  Eighth  avenue  and  276 
Garfield  place,  southeast  corner  (Block  1075,  Lot 
5),  Borough  of  Brooklyn. 

APPEARANCES—  a 

For  Applicant:  Frank  M.  Verrill  and  Edward  d. 

Bermes.  ,  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended.  TT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . ® 


THE  RESOLUTION  (960-27-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  and  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage  for  more 
than  five  motor  vehicles,  affecting  premises  1816  Boston 
road,  east  side,  109.88  ft.  south  of  East  176th  street  and 
1819  Vyse  avenue  (Block  2991,  Lot  53),  Borough  of  1  he 
Bronx  was  granted  by  the  Board  on  January  24,  1928,  on 

certain  conditions ;  and  .  ,  , 

Whereas,  on  June  25,  1946,  the  resolution  was  amended 
to  permit  the  change  of  occupancy  to  garage  for  more  than 
five  motor  vehicles  on  the  first  floor  and  manufacturing 

(25%)  on  the  second  floor;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution  to  increase  the  use  of  the  second  floor  to 
50%  factory  purposes. 


THE  RESOLUTION  (1270-27-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  I)  area  district,  extending  from 
a  B  area  district  and  glso  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  occupying  a  greater 
per  cent  of  the  area  of  the  lot  than  permitted,  affecting 
premises  169-179  Eighth  avenue  and  276  Garfield  place, 
southeast  corner  (Block  1075,  Lot  5),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  January  31,  1928,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  ot  tne 
resolution,  based  on  a  decision  of  the  borough  superintendent, 
in  relation  to  Alt.  Applic.  226-47,  dated  January  27,  1947 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  31,  1928. 
only  so  far  as  it  has  reference  to  the  occupancy  of  the 
building,  by  adding  thereto:  , 

“*  *  *  that  the  existing  rooms  on  the  3rd  and  4tn 
floors  in  this  building  may  be  occupied  for  a  temporary 
term  by  the  Long  Island  University  for  classroom  pur¬ 
poses,  on  condition  that  such  term  shall  not  exceed  one 
(1)  year,  and  that  in  all  other  respects,  the  requirements 
of  this  resolution  shall  be  complied  with  and  that  this 
use  shall  be  only  during  the  week  days  from  Monday  to 
Friday.” 


185-31-BZ 

APPLICANT— Lama  and  Proskauer,  for  Roster’s  Bakery 
Co.,  owner.  , 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci- 
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sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7c  and  21  of  the 
zoning  resolution,  permitting  in  a  residence  and 
business  use,  C  area  district,  the  extension  of  exist- 
ing  business  building  (bakery)  previously  granted 
by  the  Board,  to  cover  more  than  permitted  area. 

|  PREMISES  AFFECTED — 1155-1161  Madison  street,  north 
side,  75  ft.  east  of  Central  avenue  (Block  3360, 
Lots  52  and  55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative :  Chairman  Murdock,  Commissioners 
T  Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (185-31-BZ) 

Whereas,  this  application  under  section  7a,  to  permit 
in  a  residence  use  district,  the  erection  and  maintenance 
of  an  extension  to  an  existing  business  building  (bakery), 
affecting  premises  1157-1161  Madison  street,  north  side’ 
100  ft.  east  of  Central  avenue  (Block  3360,  Lot  52)! 
Borough  of  Brooklyn,  was  granted  by  the  Board  November 
17,  1931,  on  certain  conditions,  and  resolution  amended  Tan- 
nary  4,  1938,  February  15,  1938  and  Mav  17,  1938  and  time 
to  complete  the  work  extended  on  May  9,  1939;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  sections  21  and  7c  of  the 
mning  resolution,  to  permit  in  a  residence  and  business  use, 

L  area  district  the  extension  of  the  existing  business  build¬ 
ing  (bakery)  to  cover  more  than  the  permitted  area,  af- 
ecting  premises  1155-1161  Madison  street,  north  side.  75  ft. 
■ast  of  Central  avenue  (Block  3360,  Lots  52  and  55)! 
Borough  of  Brooklyn ;  and 

\\  hereas,  this  case  was  reopened  by  vote  of  the  Board 
>n  April  11,  1944,  restored  to  the  calendar  and  set  for  hear- 
ng  on  January  29,  1946  at  10  A.M. ;  and 
Whereas,  on  January  29,  1946,  the  resolution  was  further 
imenued,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
o  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
)ereby  amend  the  resolution  adopted  on  January  29,  1946, 
inly  so  far  as  it  has  reference  to  obtaining  permits  and 
ompletion  of  work,  so  that  as  amended  this  portion  of  the 
esolution  shall  read : 

*  *  *  ad  permits  shall  be  obtained  and  all 

work  completed  within  one  (1)  year  from  the  date  of 
this  Amended  resolution.” 


02-38-BZ 

APPLICANT — Herman  Kron,  for  Holv  Name  Mission  of 
the  Bowery  District,  Inc.  and  Second  Street  Hold¬ 
ing  Co.,  Inc.,  owners. 

’UBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

REMISES  AFFECTED — 7-19  East  2nd  street,  south 
side,  95  ft.  east  of  Bowery  (Block  457,  Lots  13  to 
19,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

■CTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


T0  RE0PEN  ANI)  EXTEND  TERM  OF 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (702-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem- 
poiary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  7-19  East  2nd 
street,  south  side,  95  ft.  east  of  Bowery  (Block  457,  Lots  13 
to  19  inclusive),  Borough  of  Manhattan,  was  granted  bv 
1  °arc  February  1940,  on  certain  conditions;  and 
in  ir^R->EAS’  ,  term  of  variance  was  extended  on  January 

,  *943  and  on  January  18,  1944,  the  resolution  was 
amended  and  the  term  of  variance  was  further  extended 
to  expire  on  January  19,  1945;  and 

Whereas,  the  term  of  variance  was  further  extended 
on  February  6,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension 
of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  6  1940 
as  amended  through  January  18,  1944,  only  so  far  as  it 
has  reference  to  the  term  of  the  variance,  so.  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
}'ears  from  the  date  of  this  amended  resolution  to 
permit  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  *  *  *  and  that  other 
tlian  as  herein  amended,  the  conditions  of  the  resolu¬ 
tion  of  February  6,  1940,  shall  be  complied  with;  that 
a  certificate  of  occupancy  shall  be  obtained.” 


1182-39-BZ 

APPLICANT — Benjamin  A.  Wilder,  for  Post  Sherman 

CTTT3Tr-Yh?lp0rati9n’  .owner  (Abraham  Robinson,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

1  REMISES  AFFECTED — 1231  Boscobel  avenue,  west 
side,  100  ft.  north  of  Jerome  avenue  (Block  2506, 
Lot  58),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Benjamin  A.  Wilder. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  q 

THE  RESOLUTION  (1182-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1231  Boscobel  avenue, 
west  side,  100  ft.  north  of  Jerome  avenue  (Block  2506, 
Lot  58),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  November  26,  1940,  on  certain  conditions;  and 

Whereas,^  the  term  of  variance  was  extended  on 
November  17,  1942  and  February  14,  1945,  and  the  applicant 
requested  a  further  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  26,  1940, 
as  amended  through  February  14,  1945,  only  so  far  as  it 
has  reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 
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“Granted  under  Section  7h  for  a  temporary  term 
of  two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  of  November 
26,  1940  shall  be  complied  with,  and  a  certificate  ot 
occupancy  obtained.” 


670-44-BZ 

APPLICANT— R.  C.  Weinberg  &  Associates,  for  Vinmont 
Land  Corporation,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21-C  of  the 
zoning  resolution,  permitting  in  C  and  F  area 
districts,  a  one-family  residential  development  not 
conforming  to  the  area  district  requirements. 

PREMISES  AFFECTED— East  side  of  Mosholu  avenue, 
from  West  254th  to  West  255th  streets  (Block 
3421C,  Lot  1311,  and  Block  3421D,  Lot  1417), 
Borough  of  The  Bronx. 

APPEARANCES—  „  „r  .  . 

For  Applicant:  R.  C.  Weinberg.  , 

For  Administration:  Samuel  L.  Beckof,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  u 


APPEARANCES— 

For  Applicant:  Solomon  Jochnowitz.  f 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 

THE  VOTEdTO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Guinee  . 3 

Negative :  Chairman  Murdock  .  1 


743-45-BZ 


THE  RESOLUTION  (743-45-BZ) 

Whereas,  this  application  under  sections.  7h,  7c  and  21 
of  the  zoning  resolution,  to  permit  in  residence  and  un¬ 
restricted  use,  D  and  E  area  districts  the  erection  of  & 
crarage  and  repair  shop  for  more  than  five  motor  vehicles, 
exceeding  the  permitted  area  and  having  an  entrance  located 
within  the  residence  use  district;  affecting  premises  134-12 
94th  avenue  (now  Atlantic  Avenue),  south  side,  1(K)  feet 
east  of  134th  street  (Block  9450,  Lots  35  and  56),  Richmond 
Hill,  Borough  of  Queens,  was  granted  by  the  Board  on 
March  26,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Maich  —6,  1946, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completing  the  work,  so  that  as  amended,  this  portion  of 

the  resolution  shall  read:  ,  „  ,  .  ,  ,  „ 

“*  *  *  that  all  permits  shall  be  obtained  and  all 

work  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution  (N.  B.  App.  1327-45). 


THE  RESOLUTION  (670-44-BZ) 

Whereas,  this  application  under  Section  21-C  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use,  partly  r  and 
partly  C  area  districts,  the  erection  of  groups  of  two,  three, 
four  and  six  one-family  houses,  not  in  conformity  with  fi 
area  requirements,  upon  a  tract  of  land  comprising  appioxi- 
matelv  three  acres,  located  at  the  East  side  of  Mosholu  ave¬ 
nue  from  West  254th  to  West  255th  Streets  (Block  3421C, 
Lot  1311,  and  Block  3421D,  Lot  1417)  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  February  13,  1946,  on 

certain  conditions;  and  , 

Whereas,  the  resolution  was  amended  and  plans  sud- 
mitted  were  approved  by  the  Board  on  July  23,  1946,  and 
Whereas,  the  applicant  requested  an  extension  of  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  .13,  1946, 
as  amended  through  July  23,  1946,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  ot  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of 
this  amended  resolution.” 


789-45-BZ 

APPLICANT— Lama  and  Proskauer,  for  Daniel  Batta- 
paglia,  owner.  .  .  , 

SUB TECT— Application  for  consideration— reopening  and 
approval  of  plans — Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubri- 
torium  and  auto  laundry  for  a  term  of  years. 

PREMISES  AFFECTED— 56-02  to  56-20  Broadway  and 
34-01  to  34-05  56th  street,  southeast  corner  (Block 
1195,  Lots  44,  46,  50  and  52),  Woodside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  plans 

THE  VOTE 'tO  REOPEN  AND  APPROVE  I*LANS- 
Affirmative:  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Guinee  . 

Negative  :  . ••••••• . ■. 

Not  Voting :  Chairman  Murdock . 1 


APPLICANT— Jochnowitz  and  Jochnowitz,  for  Garvan 
Realties,  Inc.,  owner. 

SUB  TECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zon- 
fng  resolution,  permitting  in  a  residence  and  un¬ 
restricted  use,  D  and  E  area  districts,  the  erection 
of  a  garage  and  repair  shop  for  more  than  five 
motor  vehicles,  exceeding  the  permitted  area  and 
having  an  entrance  located  within  a  residence  use 

district.  ,  ,  . 

PREMISES  AFFECTED— 134-12  94th  avenue  (now 
Atlantic  avenue),  south  side,  100  ft.  east  of  134th 
street,  and  134-23  95th  avenue,  north  side,  100  ft. 
west  of  Van  Wyck  boulevard  (Block  9450,  Lots 
35  and  56),  Richmond  Hill,  Borough  of  Queens. 


THE  RESOLUTION  (789-45-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritonum 
and  auto  laundry:  56-02  to  56-20  Broadway  and  34-01  to 
34-05  56th  street,  southeast  corner  (Block  1195,  Lots  y- 
46  50  and  52) ,  Woodside,  Borough  of  Queens,  was  granteo 
bv’  the  Board  on  July  16,  1946,  on  certain  conditions;  and 
'Whereas,  the  applicant  submitted  plans  for  the  Boards 
approval,  in  compliance  with  the  requirements  ot  tnc. 

'  L)tc solved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  approve  the  plans  submitted  December  19,  1946,  tnrec 
sheets,  as  in  substantial  compliance  with  the  requirement 
of  the  resolution  adopted  July  16,  1946:  and  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  approval  (N.  B.  Appnc 
1882-45). 
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10-46-BZ 

Xl’PLICANT— Sidney  L.  Strauss,  for  North  River  Sav¬ 
ings  Bank,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zon¬ 
ing  resolution,  permitting  in  a  retail  use,  B  area 
district,  the  erection  of  an  addition  to  an  existing 

:»DT'AfifecdiAT^™i^more  than  65%  of  tIie  lot  area, 
j  REMISES  AFFECTED — 206-212  West  34th  street,  south 

side,  100  ft.  west  of  7th  avenue  and  209-211  West 
33rd  street  (Block  783,  Lots  33  and  50),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  H.  Kreymborg. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Fiousing  and  Buildings. 

vCTION  OF  BOARD — Application  'reopened  and  time 
extended. 

'HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affii mative  .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  .  q 

'HE  RESOLUTION  (40-46-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
^solution,  permitting  in  a  retail  use,  B  area  district  the 
*ection  ot  an  addition  to  an  existing  building  covering 
•tore  than  the  65%  of  the  lot  area;  premises:  206-212 
''ft™,  s^eet-  s°uth  side,  100  ft.  west  of  7th  avenue 
id  209--11  West  33rd  street,  (Block  783,  Lots  33  and  50) 
orough  of  Manhattan,  was  granted  by  the  Board  on 
ebruary  13,  1946,  on  certain  conditions ;  and 
■Whereas,  the  resolution  was  amended  on  July  9,  1946; 

I  Whereas,  the  applicant  requested  an  extension  of  time 
which  to  obtain  permits  and  complete  the  work. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■reby  amend  the  resolution  adopted  on  February  13  1946 
amended  July  9,  1946,  only  so  far  as  it  has  reference 
obtaining  permits  and  completion  of  work,  so  that  as 
lended  this  portion  of  the  resolution  shall  read: 

“*  *  *  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date 
ot  this  amended  resolution.” 


4-46-BZ 

PPLICANT— Harry  J.  Seif,  for  Meta  A.  Plate,  owner 
(George  Seif,  Inc.,  lessee). 

r EJECT  Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolu- 
tion,  permitting  in  a  business  use,  C  area  district, 
the  extension  of  existing  building,  to  cover  more 
than  permitted  area. 

MISES  AFFECTED — 1421  Kings  Highway,  north 
ft-  in-  west  of  East  15th  street  (Block 

3DTT  A  nl  x’r  Lot  2°)’  Eorough  of  Brooklyn. 

^PEARANCES— 

For  Applicant:  Harry  J.  Seif. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

■Tm,r  housing  and  Buildings. 

-I ION  Oh  BOARD — Application  reopened,  resolution 
amended  and  time  extended 

AN??KXTENDRTi°r^'  AMEND  RESOLUTION 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

tE  RESOLUTION  (214-46-BZ) 

Vhereas,  this  application  under  section  21  of  the  zoning 

olution,  to  permit  in  business  use,  C  area  district,  the 
sion  of  existing  building  to  cover  more  than  permitted 


area;  premises:  1421  Kings  Highway,  north  side,  21  feet, 
3'/4  inches  west  of  East  15th  street,  (Block  6777,  Lot  30), 

9i  ml?  °f  Brook,yn>  was  granted  by  the  Board  on  May 
1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  an  extension  of  time  in  which  to  obtain 
permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  21  1946  bv 
adding  thereto:  ’  J 

.  *  *  *  one  story  extension  as  herein  per¬ 

mitted  shall  not  exceed  16  ft.  from  curb  to  top  of 
roof  beams,  and  that  all  permits  shall  be  obtained  and 
all  work-  completed  within  one  (1)  year  from  the 
date  of  this  amended  resolution.” 


530-29-BZ 

APPLICANT— Joseph  Schafran,  for  A.  &  T.  Falk  Inc 
owner.  ’  ” 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
ot  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  7g  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
the  alteration  and  extension  of  a  gasoline  service 
station  and  garage  for  the  storage  of  more  than 
hve  (5)  motor  vehicles  (garage  use  substituted 

by  storage  use;  now  desires  to  restore  original 
use). 

I  REMISES  AFFECTED — 492-498  City  Island  avenue 
southeast  corner  Beach  Street  and  City  Island  ave- 
nue  (Block  5646,  Lots  16  and  18),  Borough  of 
the  Bronx. 

APPEARANCES— 

Foi  Applicant :  Charles  I.  Goldman 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 

.  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  and  set  for 

THE  VOTE^TOGEOPS- ’  ^  “  10  3 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative :  .  q 


877-39-BZ 

APPLICANT  L.  J.  and  G.  A.  Shapiro,  for  Max  Kahn 
owner.  ’ 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
ot  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district  the 
erection  and  maintenance  of  a  pit  for  a  pre-heating 
water  coil  used  in  conjunction  with  an  existing 
laundry  and  also  the  maintenance  of  an  existing 
frame  shed.  b 

PREMISES  AFFECTED-I059-1063  63rd  street,  north 
side  140  ft.  west  of  11th  avenue  and  1062-1064 

Brooklyn061  (Bk>Ck  573°’  Lot  32)’  Borou^h  of 
APPEARANCES— 

For  Applicant:  Leon  J.  Shapiro 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 

a  pmT/,,T  Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative  i  .  q 


934-46-BZ 

APPLICANT— William  R.  Shirley,  for  Valentine  Spiel- 
mann,  owner.  (Edward  Giamo,  lessee). 
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SUB  TECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED— 1101  1st  avenue,  west  side  50 
ft  5  in  north  of  East  60th  street  (Block  143.\ 
Lot  25),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None.  _  ,.  f 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negate :  . 


1003-46-BZ 

APPLICANT— Paul  Friedman,  for  Lawrence  Herberg  and 
Joseph  Zukerberg,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 862  Broadway  south  side,  136 
ft.  4*/2  in.  east  of  Park  avenue  (Block  1580,  part 
of  Lot  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None.  ,  . 

For  Administration  :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gumee  4 
Negative :  . 


ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  „  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 


1039-46-BZ 

APPLICANT— Department  of  Public  Welfare,  City  of 
New  York,  for  Russell  Sage  Foundation,  owner. 
SUBJFCT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  parking 
of  more  than  five  (5)  motor  vehicles  (no  fees 

charged).  .  , 

PREMISES  AFFECTED— 9  Lexington  avenue  and  132 
East  22nd  street,  southeast  corner  (Block  8/7,  Lot 
67),  Borough  of  Manhattan. 

APPEARANCES—  o  ,  .  ....... 

For  Applicant :  Charles  Sachs  and  William 

Madden.  ,  , 

For  Administration  :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

77-34-SA 

APPLICANT— Packard  Utilities  Mfg.,  Inc.,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
amendment  as  to  name  of  owner — re  Packard  Fuel 
Oil  Burner  (previously  approved  on  condition). 

APPEARANCES— 

For  Applicant:  None. 


Negative : 


Adjourned  :  5  :00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  January  29,  1946,  as  they  appeared  in 
Bulletin  No.  6,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

200-27-BZ 

APPLICANT— Sylvania  Electric  Products  Inc.,  for  Wil¬ 
liam  B.  Lampert,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permif — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  for  a  term  of  two  years,  under  section  7e 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  conversion  of  occupancy  for  a 
temporary  period  of  a  garage  for  more  than  five 
motor  vehicles  to  a  technical  laboratory. 
PREMISES  AFFECTED— 83-30  Kew  Gardens  road. 

southwest  corner  of  83d  drive  (west  side  of  Kew 
Gardens  road,  between  Kingsley  and  Jennico 
places);  (Block  3366,  Lot  30),  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES—  ,  „  „  , 

For  Applicant:  Fred  E.  Russell,  John  B.  Paschman 
and  Bernard  F.  Brooks.  > 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  . 

THE  RESOLUTION  (200-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erectioi 
and  maintenance  of  a  garage  for  more  than  five  motor  ve¬ 
hicles, ’affecting  premises  83-30  Kew  Gardens  road,  south¬ 
west  corner  of  83rd  drive  (west  side  of  Kew  Gardens  road 
between  Kingsley  and  Jennico  places)  ;  (Block  3356,  Lo 
30),  Kew  Gardens,  Borough  of  Queens,  was  granted  b} 
the  Board  on  May  31,  1927,  on  certain  conditions  and  reso 
lution  amended  on  February  9,  1937  as  to  signs,  and  furthe 
amended  on  July  25,  1944  permitting  the  conversion  o 
occupancy,  for  a  temporary  period,  to  a  technical  laboratory 

on  certain  conditions;  and  .  . 

Whereas,  the  applicant  stated  that  the  Sylvania  hlectri 
Products  Incorporated  have  a  lease  from  the  owner  fo 
the  building  expiring  April  30,  1949  and  request  a  furthe 
extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  adopted  May  31,  1927  a 
amended  by  resolutions  adopted  through  July  25,  1944  a 
to  term  of  the  variance  so  that  that  portion  of  the  resolii 
tion  will  read  “for  a  term  expiring  April  30,  1949  o 
condition  that  in  all  other  respects  the  resolution  a 
adopted  May  31,  1927  as  amended  by  resolution  adopte 
July  25,  1944  shall  he  complied  with.  (Alt.  applicatio 
440-44) . 


*  Correction — Resolution  reworded  to  clarify  intent. 
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RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 

Adopted  by  the  Board  of  Standards  and  Appeals  June  23,  1944,  effective  July  17,  1944. 


Authority: 


(Cal.  333-44-SR.) 


Pursuant  to  the  authority  vested  in  the  Board  of  Stand- 
irds  and  Appeals  hy  Section  666,  Par.  2  of  the  Charter  of 
he  City  of  New  York  and  Section  C19-98.0  of  the  Ad¬ 
ministrative  Code. 

■'Coi'E  : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
tirements  of  C19-98.0  providing  for  the  use  of  methyl 
iiloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
ecause  of  the  military  requirements  for  Freon  (F12). 
dethyl  chloride,  while  not  permitted  to  be  used  in  class  A 
ystems,  is  permissively  allowed  in  class  B  and  C  systems, 
lowever,  when  used  in  refrigerating  systems  which  formerly 
sed  Freon,  additional  precautions  and  safeguards  are  neces- 
ary  to  adapt  the  refrigerating  equipment  for  use  with 
lethyl  chloride. 

Note:  References  given  herein  preceded  by  C19-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
!  Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

C19-96.0  Permits. — a.  Except  as  provided  in  this  article, 
shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
stem  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
hen  maintained  or  operated  in  the  residence  portion  of  a 
.veiling  containing  not  more  than  two  families,  or  in  the 
•sidence  portions  of  either  a  tenement  house,  or  a  business 
wilding. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re- 
igerating  system  employing  a  refrigerant  other  than  those 
ecified  in  this  article  without  a  permit  issued  upon  such 
mditions,  consistent  with  the  provisions  of  this  article,  as 
re  deemed  by  the  commissioner  necessary  in  the  interest 

public  safety. 

d.  A  permit,  where  required,  shall  be  applied  for  forty- 
=ht  hours  after  installation  is  completed,  containing  the 
ime  ot  the  person  for  whom  the  system  is  installed  and 
e  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
ed  in  the  system. 

t  Refrigerating  systems  to  which  these  provisions  can¬ 
't  be  applied,  may  be  maintained  and  operated  subject  to 
ch  conditions  as  are  deemed  necessary  by  the  commissioner. 

'9-97.0  Classifications. — a.  The  total  amount  of  re- 
ligerant  common  to  a  system  operating  through  one  or 
pre  evaporators,  shall  be  considered  the  capacity  of  the 
'stem  and  determine  its  class. 

b.  A  class  A  system  is  a  system  containing  one  thousand 
lunds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
epacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
'  rty  tons  capacity,  or  containing  less  than  one  thousand 
lunds  of  refrigerant  and  more  than  the  amounts  provided 
ir  in  a  class  C  system. 

1.  A  class  C  system  is  a  system  containing  not  more  than 
tenty  pounds  of  refrigerant. 

19-98.0  Permissible  locations. — a.  It  shall  be  unlawful 
t  install  any  class  A  or  class  B  systems  in  any  public  build¬ 


ing  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  filed  with  and  approved  by  the 
lire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

•  b‘  Tbe  -Srect  mfth?d  of  refrigeration  shall  not  be  used 
in  any  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinery 
loom,  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when 'such  method  is 
not  carried  above  the  first  floor  in  business  buildings  or 
in  the  business  sections  of  business  buildings  when  ’  the 
entire  svsiem  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families 
or  in  any  building  in  which  a  non-irritant  and  non-inflam¬ 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

.  c-  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat- 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  Taghabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 
refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e.  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat- 
ing  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used 
exclusively  for  instruction  or  research  purposes; 

6.  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless.  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un¬ 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
when  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight  fitting,  solid  self-closing  doors,  and 
located  in  a  room  having  a  window  to  the  outside  air. 
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e.  An  intermittent  absorption  type  of  refrigerating  ma 
chine  shall  not  be  permitted  in  a  class  A  system.  Such 
type  of  machine  shall  be  permitted  in  a  class  B  sy.stem  °n !j[ 
when  a  heating  medium  of  low  pressure  steam  is  used  1 

its  operation. 


h.  The  use  of  methyl  and  ethyl  chloride,  sulphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  a  class  A 

system. 


i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  borough gof  Manhattan  or  in  other  built-up  sections  of 
the  city  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma- 
chfnery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
Ji  brick  or  six  inches  of  reinfprced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 


Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 


1  1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  public  build¬ 
ing  as  defined  in  C26-235.0. 


1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to 
the  volume  of  conditioned  space  is  not  over 
.7  of  1  per  cent.  (Methyl  chloride  to  equal 
8.0  cubic  feet  per  lb.) 


Rule  2.0  Requirements,  for  Permissible  Uses  of  Methyl 
Chloride  Refrigerant  in  Class  B  and  C  Refriger- 
ating  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation;  that  an  independent  switch 
remotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency ;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  in  no  event  be  less  than  the  re¬ 
quirements  in  Section  C19-99.b,3. 

That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer  of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methyl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 


2.3 


2.3.1 


2.3.2 


2.3.3 

2.3.4 


2.3.5 

2.3.6 


2.3.7 


2.3.8 


2.3.9 


2.3.10 


2.3.11 


The  system  shall  be  completely  purged 

of  all  Freon  and  the  lubricating  oil 

replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 

The  system  shall  be  thoroughly 
cleansed,  dehydrated  and  tested  for 
tightness  and  leaks  by  pressure  imme¬ 
diately  after  methyl  chloride  is  added. 
After  the  system  has  been  purged  as 
provided  in  Rule  2.3.1  and  before 
methyl  chloride  is  added,  special  tubes 
shall  be  attached  oil  the  feed  side  of  the 
line,  containing  either  silica  gel  (high 
test  solid  material  specifically  designed 
for  refrigerant  drying),  activated 
alumina  or  suitable  drying  agent  to  in¬ 
sure  thorough  dryness  of  the  refrig¬ 
erant. 

Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

All  gaskets  in  the  system  shall  be  re¬ 
placed  with  gaskets  suitable  for  use 
with  methyl  chloride. 

Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  or 
the  basis  of  weight  of  the  refrigeranl 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam 
open  flame  or  otherwise  be  applied  tc 
the  cylinder  containing  the  refrigeran 
and  only  the  exact  amount  of  refrig 
erant  required  for  charging  shall  bi 
permitted  to  be  delivered  to  the  prem 
ises.  After  charging  the  cylinder  shal 
be  immediately  disconnected  and  re 
moved.  No  reserve  storage  of  methy 
chloride  shall  be  permitted  nor  shal 
there  be  any  open  flames  in  the  sam 
room  with  the  refrigeration  equipment 
Before  charging  any  refrigeration  sys 
tern  with  methyl  chloride,  all  part 
which  are  in  contact  with  the  refriger 
ant  and  are  composed  of  aluminun 
magnesium,  zinc  or  their  alloys,  sha 
be  replaced  with  parts  made  of  suit 
able  metals. 

Upon  completion  of  the  conversio 
from  Freon  to  methyl  chloride,  and  bi 
fore  the  equipment  is  put  in  operatioi 
the  service  company  shall  make 
complete  check  for  leaks  using 
Halide  torch  and  immediately  renter 
any  leaks.  ( 

A  mask  or  helmet  as  approved  by  tl 
Bureau  of  Mines  of  the  U.  S.  De; 
of  Interior  for  use  with  methyl  chlo 
ide  shall  be  provided  in  a  suitable  w< 
cabinet  located  immediately  outsi< 
the  equipment  room. 

A  weekly  inspection  by  the  persi 
holding  a  certificate  of  fitness  to  supe 
vise  refrigerating  equipment  as  pr 
vided  in  C26-214.0  shall  be  made  of  t 
refrigeration  equipment  and  all  pipi 
and  connections  for  leakage. 
Refrigeration  equipment  within  t 
purview  of  these  rules  shall  bear 
metal  sign  reading:  "Caution:  Metl 
Chloride  Refrigerant,  Guard  agaii 
Leaks.” 
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COURT  DECISIONS 

Matter  of  Leah  Hiininel, stein  (Murdock  et  al) — On  De¬ 
cember  16,  1941,  Board  granted  a  variation  under  section  7c  of 
building  zone  resolution  to  permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  reconstruction  and  extension 
of  an  existing  gasoline  service  station;  premises  521-531  Coney  Island 
Avenue  and  41-51  Hinckley  Street,  Borough  of  Brooklyn;  Cal.  No. 
564-41-BZ.  On  February  4,  1942,  attorneys  for  Leah  Himmelstein 
filed  an  Order  of  Certiorari  in  objection  to  the  variance  granted  by  the 
Board.  At  Special  Term  of  the  Supreme  Court,  Mr.  Justice  Tames 
T.  Hallinan  dismissed  Order  of  Certiorari  and  sustained  Board,  No¬ 
vember  26,  1946. 

Matter  of  Amello  Nunziato  vs.  Murdock  et  alt — On  Feb¬ 
ruary  14,  1944,  Board  denied  a  variation  under  section  21  of  the 
zoning  resolution  to  permit  in  a  business  use  district  the  maintenance 
of  a  stone  and  monumental  works;  premises  51-24  to  51-26  Roosevelt 
Avenue,  Woodside,  Borough  of  Queens;  Cal.  No.  301-43-BZ.  Pro¬ 
ceedings  discontinued  by  stipulation,  December  11,  1946. 

Matter  of  Long  Island  Sound  Realty  Company  (Murdock 

et  al) — On  October  8,  1940,  the  Board  denied  an  application,  under 
sections  21  and  7f  of  the  building  zone  resolution,  to  permit  partly 
in  a  residence  use  district  and  partly  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station;  premises  246-09 
to  246-19  Northern  Boulevard  and  43-70  to  43-80  247th  Street,  Little 
Neck,  Borough  of  Queens;  Cal.  No.  335-40-BZ.  Proceedings  discon¬ 
tinued  by  stipulation,  December  20,  1946. 

Matter  of  93-95  Charles  St.  Corp.  (Murdock  et  al) — On 

July  9,  1946,  Board  denied  application  under  sections  7c  and  21  of 
the  building  zone  resolution  to  permit  in  a  residence  use  and  a  local 
retail  use  district  the  change  in  occupancy  from  public  garage  for 
more  than  five  (5)  motor  vehicles  (previously  granted  by  the  Board) 
to  sorting,  baling,  storage  and  shipping  of  paper  stock;  premises  93-95 
Charles  Street,  Borough  of  Manhattan;  Cal.  No.  318-18-BZ  At 
Special  Term,  Supreme  Court,  Mr.  Justice  J.  Shientag  sustained  the 
Board,  stating  that  petitioner  made  out  no  case  for  relief  under  either 
section  7  or  section  21  of  the  Zoning  Law.  (NYLJ  February  13 
1947,  page  590.)  ’ 
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DOCKET 

New  Cases  Filed  up  to  February  11,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

110-47-SM— Victor  Concrete  Products  Co.,  Concrete 
Building  Block  manufactured  by  Victor  Concrete  Products 
Co.,  Material. 


125-47-SM— World  M  hour,  1  hour  and  V/2  hour,  panel 
type,  Kalamein  and  Hollow  Metal  Doors,  manufactured  by 
World  Steel  Products  Corp.,  Material. 


111-47-BZ — H.B.R. — 520  Tompkins  avenue,  west  side, 
99.87  ft.,  south  of  Virginia  avenue  (Block  2973,  Lot  47), 
Rosebank,  Borough  of  Richmond,  Alt.  19-47. 


112-47-A—H.B.M.— 406-424  East  106th  street,  north  side, 
113  ft.  east  of  1st  avenue  and  405-427  East  105th  street 
(yard);  (Block  1699,  Lot  41),  Borough  of  Manhattan, 
Misc.  F.P.  4280-46. 


113-47-BZ _ H.B.B. — 2864-2868  Atlantic  avenue  and  249- 

257  Barbey  street,  southeast  corner  (Block  3965,  Lot  11), 
Borough  of  Brooklyn,  N.B.  40-47. 


114-47-SM— Joseph  Goder  Incinerator  Intake  Door, 
Type  H-S,  manufactured  by  Joseph  Goder  Incinerators, 
Material. 


115-47-BZ _ H.B.Q.— 40-23  62nd  street,  east  side,  215.20  ft. 

south  of  Woodside  avenue  (Block  1337,  Lot  23),  Wood- 
side,  Borough  of  Queens,  Alt.  3414-46. 


116-47-BZ— H.B.M.— 3-5  West  57th  street,  north  side, 
125  ft.  west  of  5th  avenue  (Block  1273,  Lots  31  and  32), 
Borough  of  Manhattan,  Amendment  to  N.B.  48-46. 


117-47-SA — Wayne  Computing  Gasoline  Meter  Pump, 
Model  100-A,  Appliance. 


118-47-SA — Stromes  Systems,  Inc.,  Indirect  Gas-fired 
Paint  Drying  and  Baking  Oven,  Appliance. 


119-47-SM — Durablock  Cinder  and  Concrete  Building 
Block,  manufactured  by  The  Cincrete  Corp.,  Material. 


120-47-SA — Shepard  Elevator  Co.,  Electro-Mechanical 
Interlock,  S-P-D,  type  L-250,  Appliance. 


126-47-A _ H.B.M. — 177-183  East  123rd  street,  north  side, 

82  ft.  west  of  3rd  avenue  (Block  1772,  Lots  31,  31J4,  32 
and  32l/2),  Borough  of  Manhattan,  Amendment  to  Alt. 

2260-46. 


121-47-BZ— H.B.Q.— 107-06  Rockaway  Beach  boulevard, 
north  side,  50  ft.  west  of  Beach  107th  street  (Block  647, 
Lot  17),  Rockaway  Beach,  Borough  of  Queens,  Alt.  3416-46. 


122-47-A _ H.B.Q. — 107-06  Rockaway  Beach  boulevard, 

north  side,  50  ft.  west  of  Beach  107th  street  (Block  647, 
Lot  17),  Rockaway  Beach,  Borough  of  Queens,  Alt.  3416-46. 


Restored  to  Calendar . 

418-46-BZ — H.B.Q. — 137-32  Centerville  street,  northwest 
corner  of  149th  avenue  (Block  11534,  Lot  36),  Ozone  Park, 
Borough  of  Queens,  N.B.  4630-46. 


OBSIGNATIONSs  H.B.— Department  of  Housing  and  Buildings; 
II . iJ. II.- -Department  of  Housing  arid  Buddings,  Brooklyn, 

I ,-,nent  of  Housing  and  Buildings,  Manhattan,  II.B.Q,.  Ue 


123-47-A— H.B.B. — 623  Linden  boulevard,  northwest 
corner  of  East  45th  street  (Block  4865,  Lot  26),  Borough 
of  Brooklyn,  Alt.  5471-46. 
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Blended  Cements,  Rules  for  Testing  ^  3  1946_y0].  31,  No.  49 

Carbon  Dioxicfe  LiquefieV/  Rule's. ”  !  Dec!  28.  1943-VoL  28,  No.  52. 
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Elevator  Rules  .  » 

Erection,  Alteration.  Repair,  Ex¬ 
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Fire  Retarding  Rules  for  Garages,  17,  1946— Vol.  31,  No.  51 

Firepl^f •  wood, ■  T^ngou jj:  ggzvS^SS:1: 

Frame  Garages,  Ruling  for  ......Jan.  Zl,  lJiv 

Fusion  Welding  and  Gas  Cutting  23  i94g — y0i  31>  No  j; 

Rules  - •  -  •  . . »  ‘  )'  i92S — Vol.  10,  No.  1' 

Gas  Shut-Off  Rules . 5’.  i928-Vol.  13,  No.  2. 

Hatchway  Ijotection  •  •  •  •  - . 1.  31  1946 — y0l.  31,  No.  5. 

Insulating  Fibre  Board  Rules...... Dec.  si,  iv-+o  vo.o, 

Methyl  Chloride  Rules  for  Class  B  _  32,  No.  6 

on  ^^2!"'™.^:'“:::^:  ■ 

0|,eT„i,  KS,i»Ar.-,I»  21.  1 947  Vol.  32,  No. 

Paint,  Varnish  and  Lacquer  Spray-  ^  ^  i946_yo].  31,  No.  5 

Platform  Trucks/  SpecificVtions  for'. '.  Nov.  24,  j  936 -Vol.  21,  No.  4 

Plumbing  Rules  . . AuK-  3,  1937-Vol.  22.  No. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent  u\a<  Vnl  No  5 

Contamination  of  Water  Supply). Dec  31,  946— Vo  .  31,  No.  i 

Procedure.  Rules  of .......  •  •  •  •  •  •  •  •  Sent.  7,  937-Vo  .  22,  No.  3 

Refrigerating  Systems,  Extract  A.C.-Feb.  8,  1947— \  o  .  32,  N 

Smoking  in  Factories,  Rules  for. . .  .Jan.  14,  1 947— Vol  32,  No.  - 

Sprinkler,  Rules  .  . .  . . June  29.  937-Vo  .  22,  No.  ; 

Standpipe  Fireline.  Rules  . . June  8,  937— Vo  .  22,  No.  i 

Structural  Alterations  Reporting. .  .June  7,  932— Vo  .  17,  No. 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  936-Vo  .  21,  No.  « 

Tank  Trucks,  Gasoline,  etc . Nov.  24,1936  Vol.  21,  no. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code). .Sept.  3,1046 — Vol.  31,  No. 


124-47-A — F.D. — 32-28  to  32-42  49th  street,  west  side,  331 
ft.  9  in.  north  of  Northern  boulevard  (Block  734,  Lots  47- 
56),  Long  Island  City,  Borough  of  Queens,  Decision. 


Approved  appliances  and  materials  are  printed  m  ' 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol. 
No.  15A. 
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FEBRUARY  18,  1947,  10  A.  M. 

L NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
,'csday  monunq  February  18,  1947,  at  10  o’clock-  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters:  & 

ol2-45-BZ— Application  of  Sidney  L.  Strauss,  applicant, 
m  In  half  of  Henry  T  I  fistner,  owner,  reopened  October  29 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit  in 
i  residence  and  business  district,  the  erection  and  mainte- 
iance  ot  a  gasoline  service  station,  auto  showroom  and 
’3r  iS  ^Pa-r!ment ;  prermses  94-15  to  94-23  Northern  boule- 

Bi?_4wtSn32^!.Junctl0n  boulevard-  northeast  corner  and 
.--44  to  32-60  95th  street,  northwest  corner  of  Northern 

■rQueens  (  ’  L°tS  32  a"d  33)’  Corona-  Borough 

79-37-BZ— Application  of  Charles  M.  Spindler  aooli- 
ant,  on  behalf  of  New  Method  Service  Co.,  Inc  ’  owner 

f°^el  /anuary  28’  1947’  \or  consideration  as  to  amendment 
f  resolution,  to  permit  the  installation  of  additional  dry 
leaning  equipment— Application,  previously  granted  on  con- 
fition,  under  section  21  of  the  zoning  resolution,  permitting 
1  a  b,,s,ncss  use  dlstr>ct,  the  operation  of  a  clothes-cleaning 
nit  as  an  accessory  use  to  the  laundry  business  conducted 
e  ^  and  maintenance  of  a  garage  for  more  than 

'  •  )  T/  n  vehlcles  Previously  granted  by  the  Board)  • 

Baj  street  east  side.  434.23  ft.  north  of  Wave 
reet  (Block  488,  Lot  18),  Stapleton,  Borough  of  Richmond. 

57-16-BZ  Application  of  Cole,  Madsen  and  Milnes  ap- 
lcants,  on  behalt  of  Robert  A.  Cornell,  owner  reopened 
ec ember  }/,  1946,  under  section  21  of  the  zoning  resolution, 
•permit  in  a  residence  and  business-1  use  D  and  E  area 
strict,  the  alteration  to  existing  motor  vehicle  repair  shop 
n  more  than  the  area  permitted ;  premises  438.  Richmond 
■  enue  northwest  corner  of  Burden  avenue  (Block  1101 
PtS  62’  67  a"d  »).  Port  Richmond,  Borough  of  Rkhmond: 

16-19-BZ— Application  of  Lama  and  Proskauer  annli- 

(ctolier"  1  'uu'fi  ?£  ,Gaetan°.  Abbatemarco,  owner,  reopened 
'  permit  in  -  i  ’  -nder  section  7e  of  the  zoning  resolution, 
permit  m  a  business  use  district,  the  change  in  occupancy 
;orn  public  garage  for  more  than  five  (5)  motor  vehicles 
.  p.i  ic  garage  tor  more  than  five  (5)  motor  vehicles 

ckL  nJe,  repaa  Sh°-P  in  ceiIar-  waste  Paper  and  rag 
.b  ng  sortmg  and  s  oring  on  first  floor,  for  a  period  of 

rro  ?LSrS:  PuremiSes  253'257  avenue  and  556-564 
Brooklyn  ’  aSt  COrner  (BIock  961>  Lot  3),  Borough 

(5-46-A— 253-257  4th  avenue  and  556-564  Carroll  street 
„“B"e„r„k(,"''ar  and  lst  "oor)  1  <B'«K  961.  Lot  .I)! 

t  bSnlldff,T/-C.0f2he  ZOnin!:  ^olutiSn,  to  permit 
»  c  4.s  rlc(.  %  reconstruction  and  extension  of 

existing  gasoline  service  station;  premises  1210-1216 

'  o  l  320C-Ur  and,/5-83  Suydam  streef  sou  ?we  t  co  ner 
;  °ck  320a.  Lots  25  and  26),  Borough  of  Brooklyn. 

ii°'476rBm7^?Plifat(i?n’  De.cember  10.  1946,  under  sec- 
of  tbe  zor|mg  resolution,  of  Lama  and 
S  VPfCimt,S'  °n  behalf  of  Harry  Passaro,  owner 

'kstrictcd' uier  eSSe5S)’  -t0  pfrmit  in  a  business  and  an 
i  eara  rp  f "  ’  C  area  /Strict.  the  erection  of  an  extension 

licfe  repaid  sbnn°rei  th,aiYfive  (5)  mo,or  vehicles,  motor 

J  . !  fSmlSS' 

15).  bS, ’K  Bedf,,rd  aven,,e  (B,ock  Sm- 


22^SSrR.Ct°lifP°rf  th,a"  fl7  (5)  motor  vehicles;  premises 
“-o  Last  34th  street,  south  side,  247  ft  2  in  west  r.f  ?,„t 

Manhattan^  °Clt  9H  L°'S  46,  47  ’  48  and  49>’  Borough  of 
597-46-BZ— Application,  August  19,  1946,  under  section 

1°  jsnst  yc£r; 

premises  515  Greene  avenue,  north  side,  200  ft.  east  of 
Brooklyn.  aVCnUe  (B1°Ck  Lot  81)’  Borough  ol 

6°8-46  BZ-AppHcatjo",  August  26>  1946_  under 
i  ,  ,, tbe  z°nmg  resolution,  of  Max  Hirsch  annlicant  nn 
lehalt  of  Edith  and  Sarah  Himmelbaum,  owners,  to  permit 
n  a  residence  use  district,  the  change  in  occupancy  from 
of  RrLtlp  sbop.to.factory.  (manufacturing  and  renewing 
Side  inn  fi  brus  !es) i  Premises  227-231  Miller  avenue,  eas? 
side,  100  ft  north  of  Liberty  avenue  (Block  3961,  Lot  1) 
Borough  of  Brooklyn.  ’’ 

772-46-BZ— Application,  October  4,  1946,  under  section 

behalf  of  rTngf  WSOlUv°n-  of  Emil  Koeppel,  applicant,  on 
behalf  ot  City  of. New  York,  owner  (Oscar  Siegel  lessee) 

o  pernut  in  a  residence  use  district,  golf  driving  course  and 
office  in  conjunction  with  golf  driving  course-  premises 
Southeast  corner  of  Ocean  parkway  and  Circumferential 

parkway  (B’ockf  724°-  724*  and  7261,  part  oTlo  47) 
Borough  of  Brooklyn. 

7c2I7i  wlZW„PfP!iCation'  0ctob,er.28'  1946,  under  sections 
/C,  /I  and  /A  of  the  zoning  resolution,  of  Harry  Silverman 

applicant,  on  behalf  of  Airport  Motors  Inc.,  owner  to  permit 

build  nlSTeh  USe/istrict-  the  erection  and ’maintenance^  ofa 
building  to  be  used  as  an  automobile  showroom,  motor  vehicle 

lepair  shop  and  storage  garage  for  more  than  five  (5)  motor 
vehicles  and  to  permit  entrances  exceeding  3  feet  6  inches 
beyond  a  distance  of  twenty-five  (25)  feet  from  the  residence 

32  62 TvfnZoT  *°  V9  Northern  boulevard  and 
T  nt  3^1  i2t  95  .st.reet-  1 northwest  corner  (Block  1174, 
Lot  3o),  Jackson  Heights,  Borough  of  Queens. 

95°-46-BZ— AppHcation,  December  4,  1946,  under  section 

behalf  hofZ°FranreSORtl0dn’  °f  He'lry  ^ordheim.  applicant,  on 
ehalt  of  Trances  Reader,  owner  (Greenberg  and  King 

S  fiver“5dTear’s'fpremises  Sj 
2263, TorS),  Borough  of  TbeBronx^St  13S‘h  ^BI°Ck 

979-46-BZ— AppHcation,  December  2,  1946,  under  section 

on  behalf  resol.ut>on.  °f  Norman  Lederer,  applicant, 

on  hehalt  of  T.  L.  and  L.  Corporation,  owner  to  permit  in 

a  i  esidence  and  restricted  retail  use  district,  the  extension  of 
\i sting  building  into  the  residence  use  district;  premises 
5  Greenwich  avenue,  south  side  Christopher  street  34  4 

ft'  pCStf  xr  Greenwich  avenue  (Block  593,  Lot  13)  ’Bor¬ 
ough  of  Manhattan.  ° 

70-47-BZ— AppHcation,  January  24,  1947,  under  section 
c  of  the  zoning  resolution,  of  Airborne  Instruments  Labora- 
nf  yxrlnc- Vap,,,hcant’  on  behaIf  of  Board  of  Education  City 

o  nZ  Vn°rik’  rne\  (?ept-  °f  Marine  and  Aviation,  City 
of  New  York,  lessee),  to  permit  in  a  residence  use  district 

the  installation  of  a  radar  station,  to  be  used  in  conjunction 
with  LaGuardia  Airport,  for  a  term  of  two  (2)  years  •  nrem 

Qu?enS(  f,5°7'  Part  °f  L°l  Flushing. yB„rofgh  ™f 


' fe”,  °J,  Walter  1.  Lansing,  applicant 
lu-,1  nC  i  Hortense  G.  Badman.  owner  re- 

4u  ion  ,nmnCr  946>  under  section  7h  of  the  zoning 
to  pcrmit  m  a  residence  use  district,  the  parking 


237-46-A  56  Pine  street,  north  side,  125  ft.  west  of  Wil- 

(ba"emcnt)  i  »■ 

367-46-A  1 1()-121  5th  avenue  and  1-3  East  19th  street 

ofMaShatS™"  (Ce"ar):  (B'°Ck  848'  Lot  U.  Borough 

459-46-A^  1  Park  avenue,  northeast  corner  of  East  42nH 
street  (17th.  18th  19th  and  20th  floors)  ;  (Block  888,  Lot  1) 
Borough  of  Manhattan. 
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943-46- A — 706  West  181st  street,  and  4251-4259  Broad¬ 
way,  sot, thwcst  corner  (Block  2176,  Lot  133),  Borough  of 

Manhattan 


i  n4c  46- A _ 33-18  57th  street,  west  side,  120  ft.  south  of 

Northern  boulevard  (Block  1180.  Lot  35),  Woods.de,  Bor- 
ough  of  Queens. 


17-47-A— 230  Park  avenue,  southwest  corner  of  East  46th 
street  (1st  floor)  ;  (Block  1300,  Lot  1),  Borough  of  Man- 

ha,tan  HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  18,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tue?Zy  afternoon,  February  18,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


46-47-A— 91-99  Columbia  Heights  and  1-9  Orange  street, 
northeast  corner  (Block  219,  Lot  1),  Borough  of  Brooklyn. 


1043-46-A— 176-184  Fulton  street,  20-24  Dey  street  and 
45-51  Church  street,  east  side,  from  FuUon  to  Dey  streets 
(basement)  ;  (Block  80,  Lot  4),  Borough  of  Manhattan. 


resolution,  to  permit  in  a  residence  use  d‘st^ct*  ^ 
in  occupancy  from  a  public  garage  to  a  g<  -  •  g, 

station  lubritorium,  auto  laundry  and  office  .  premises  81 
boulevard  and  117-02  to  117-10  234th  street,  southwest  come, 
(Block  363,  Lot  38),  Borough  ot  Brooklyn. 

991-46-BZ— Application,  December  12,  1946,  under  sec 
tion  21  of  the  zoning  resolution,  of  Andrew  DiCami  o,  a; 
pheant  on  behalf  of  Solomon  Uslianer,  owner,  to  perm, 
!„?  residence  use.  D-l  area  district,  the  erect™  of  a  n,, 
car  garage  without  the  required  rear  yard,  premises  2 is 
East  28*  street  and  2801-2811  Avenue  V  northeast  eornr 
(Block  7361,  Lot  58),  Borough  of  Brooklyn.  f  , 

527-46-BZ— Application  of  Lama  and  Proskauer,  appli 

cants  on  behalf  of  Theodore  Imbiow,  owner,  reopened  an 

restored  to  the  calendar  January  28’ yoJV‘ 
drawn) — re  Application,  under  sections  / 1  and  21  ot  l 
zoning  resolution,  to  permit  in  a  business  use  district  tl 
erection  and  maintenance  of  a  budding  to  be  use  as 
automobile  repair  shop;  premises  1694^1^1 ^40  > 

east  side,  50  ft.  north  of  Dumont  avenue  (Block  3o49,  Lot  2.. 

Borough  of  Brooklyn. 


105-47-A— 15-21  West  51st  street  north  side,  300  ft  west 
of  5th  avenue  and  14-36  West  52nd  street  (Block  1267,  Lots 
21-26  inclusive,  46-54  inclusive,  54J4,  55  and  56),  Borough 
of  Manhattan. 


893-4 6- A-50  Church  street,  west  side,  b,fkJ0"n^fdjby 
Church  Fulton,  Dev  and  Greenwich  streets  (Block  81,  Lot 
1);  (Hudson  Terminal,  Building  B),  Borough  of  Man- 
hattan. 


530-29-BZ — Application  of  Joseph  Schafran,  applican 
on  behalf  of  A?  &  T.  Falk,  Inc.,  owner,  reopened  Februa, 
4  1947  to  consider  affirmation  of  the  resolution  adopti 

by  the’  Board  on  May  12,  1931-Application,  previous 
granted  on  condition,  permitting  in  a  business  use  distrir 
fhe  alteration  and  extension  of  a  gasoline  service  stat 
and  garage  for  the  storage  of  more  than  five  (5)  m 
vehicles;  premises  492-498  Cits '  stand _  avenue  and  1 
Beach  street,  southeast  corner  (Block  5646,  Lots  16  a 
18),  Borough  of  The  Bronx. 


om  46- A _ 96  Bowery,  west  side,  74  ft.  8  in.  north  of  Hester 

street  (5th  floo?)  ;  (Block  239,  Let  35),  Borough  of  Man- 
hattan. 


1072-46-A— 28-34  East  60th  street,  south  side,  140  ft.  west 
of  Park  avenue  (Block  1374,  Lot  43),  Borough  of  Man¬ 
hattan. 


82-47-A — 2249  Broadway,  west  side,  102.2  ft.  north 
West  80th  street  (Block  1228,  Lot  54),  Borough  of  Man¬ 
hattan. 


418-46-BZ— Application  of  J.  G.  L.  Molloy,  .applicant,' 
behalf  of  Salvatore  Franzone,  owner,  reopened  and  restor 
to  the  calendar  February  11,  W47— Application  under  » 
tion  7c  of  the  zoning  resolution,  to  permit  in  a  resider 
use  district,  the  construction  of  a  building  to  be  used  a. 
gasoline  service  station,  lubritorium,  salesroom  and  rep 
fhop,  for  minor  automobile  repairs  (previously  withdraw 
premises  137-32  Centerville  street,  northwest  corner  of  14 
avenue  (Block  11534,  Lot  36),  Ozone  Park,  Borough 

Queens. 


83  47- A _ 2^41-2247  Broadway  and  249  West  80th  street, 

northwest  corner  (Block  1228,  Lot  8),  Borough  of  Man¬ 
hattan. 


108-47- A— 284  4th  street  and  west  side  of  5th  avenue, 
from  4th  to  5th  streets  (Block  984,  Lots  11,  22  33, ^36 ^40 
41,  42,  43,  44  and  45),  Junior  High  School  77,  Borough  o 

HARRIS  H.  MURDOCK,  Chairman. 


725-24-BZ— Application  of  Siegel  and  Gree.n-  aPp!1Cp: 
on  behalf  of  George  Peter  Corp  owner  (Marlon  JC 
fections  Corp  lessee),  reopened  January.  21,  19  , 
sections  7e  and  21  of  the  zoning  resolution,  to  pennU 
a  residence  use,  B  area  district  the  extension  of  exist 
use  (candy  factory)  ;  (previously  granted  by  the  do 
by  adding'  one  story,  using  more  than  the  areap|r£ 
premises  321-343  West  54th  street  north  side,  275  ft.  < 
of  9th  avenue  (Block  1045,  Lots  12-15),  Borough  o 
hattan. 


FEBRUARY  25,  1947,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
May  morning  February  25.  1947,  at  10  o’clock  in  Room 
1013.  Municipal  Building,  Manhattan,  on  the  following 
matters : 


330-28-BZ — Application  of  George  W.  Springsteen, 
plicant,  on  behalf  of  A.  H.  Consumers  Society,  Inc  ™ 
reopened  April  2,  1946,  under  sections  /e  and  j 
zoning  resolution,  to  permit  in  a  residence  use  distret, 

alteration  and  maintenance  of ’  1 ?ck ave 
Von  Onrtlandt  avenue  and  3887-3893  beagwicK 
north  west  corner^  ( Block  3263-B,  Lot  275),  Borough 
The  Bronx. 


864-46-BZ — Application,  November  13,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  1  roskauer, 
applicants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 
a  Cornell  owners,  to  permit  in  a  business  use  district,  th 

erection  and  maintenance  of  a  gasoline  service  1^20  LWen 
Inrium  laundry  and  office;  premises  233-12  to  28.5  ^  unoen 
boulevard  ami  117-02  to  117-10  234th  street,  southwest  comer 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  tsoroi  g 

of  Queens 


276-42-BZ _ Application  of  Lama  and  Proskauer,  appli¬ 

cants  on  behalf  of  Thomas  C.  and  Louis  Iervolino,  owners, 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 


229-29-BZ — Application  of  Julius  S.  Rapson,  applic 
on  behalf  of  Harry  J.  Hoedile.  owner  (Frank  C 
lessee),  reopened  May  21,  1946,  under  sections  7f  an ; 
of  the  zoning  resolution,  to  permit  in  a  business  u 
the  extension  and  erection  and  maintenance  of  a  newb 
ing  for  an  existing  gasoline  service  station  (prevtc 
granted  by  the  Board),  to  be  used  for  gasoline  - 
service  station  and  office;  premises  245-19  South  Loi 
boulevard,  south  side,  109  ft.  east  of  Francis  Lewis  b 
vard  (Block  13615,  Lot  5),  Rosedale,  Borough  of  Qu; 

59-47-A— 245-19  South  Conduit  avenue,  south  side, ^ 
ft.  east  of  Francis  Lewis  boulevard  (Bio*  13615,  M 
and  9),  Rosedale,  Borough  of  Queens  (Under  sect 
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general  City  Law  re  bed  of  mapped  street-proposed  widen- 
ig  of  South  Conduit  avenue). 

37-46-BZ— Application,  August  13,  1946,  under  section 
1  ot  the  zoning  resolution,  of  Kitzler  and  Nurick,  appli- 
mts  on  belief  of  Bapeck  Realty  Corp.,  owner  (Empire 
,ised  Boiler  Supply  Co  lessee),  to  permit  in  a  manufactur- 
ig  and  residence  use  district,  the  repairing  of  used  boilers 
ul  the  storage,  sale  and  display  of  used  boilers;  premises 
3-19  North  Oxford  street,  east  side,  108  ft.  5  in.  south 

rookiyn'ng  aVCnUe  (B  °ck  2029 ’  L°ts  1S'17),  Borough  of 

12-46-BZ— -Application,  August  30,  1946,  under  sec- 
ons  /a  and  7c  of  the  zoning  resolution,  of  John  j.  Tri- 
rico,  applicant,  on  behalf  of  Chiarina  Palasciano,  owner 
permit  in  a  business  use  district,  the  change  in  occupancy  ' 
om  public  stable,  two  (2)  car  garage  and  store  to  pro- 
•sed  extension  for  garage  for  more  than  five  (5)  motor 
Incles,  fuel  oil  and  ice  dock;  premises  950-954  (954  dis¬ 
ced)  Bergen  street  south  side,  80  ft.  east  of  Franklin 
enue  (Block  1217,  Lot  14),  Borough  of  Brooklyn. 

42-46-BZ— Application,  December  20,  1946,  under  sec- 
in  7e  of  the  zoning  resolution,  of  Harry  P  Taenike 
plicant,  on  behalf  oL  157  East  72nd  Street  Corp./ owner’ 
permit  in  a  residence  use  district,  a  public  restaurant! 

"  ternlu°f-Jfive1l5),years;  Premises  157-163  East  72nd 
feL?orBl  sicie;  west  3rd  ayenue  (Block  1407, 

:t  29),  Borough  of  Manhattan. 

47-BZ— Application,  January  20,  1947,  under  section 
ot  the  zoning  resolution,  of  H.  Ferrara  and  V.  Monte- 
ra,  applicants  and  lessees,  on  behalf  of  George  E.  Kelly 
ner,  to  permit  in  a  residence  use  district,  the  change  in 
upancy  from  restaurant  and  rooming  house  to  restaurant 
raret  and  rooming  house  for  a  period  of  eight  (8)  years; 
mises  115  Waverly  place,  north  side,  201  ft.  6  in.  east 
Avenue  oi  The  Americas  (6th  avenue)  ;  (Block  553, 
37),  Borough  of  Manhattan. 

' 7Applicati°n’  December  4,  1946,  under  sec- 
i  i  7l  and  ,  of  the  zoning  resolution,  of  Stuart 

del,  applicant,  on  behalf  of  Third  Avenue  Transit 
poration,  owner,  to  permit  in  a  business  and  restricted 
.  district,  the  storage  of  more  than  five  (5)  •  motor 
i  r77ftn  *  motor  vehicle  repair  shop;  premises  1100 
j  sheet,  south  side,  between  projections  of  Devoe 
nue  and  Bronx  Park  avenue  (not  cut  through)  ;  (Block 
+,  Lot  40),  Borough  of  The  Bronx. 

46-BZ— Application  of  Lama  and  Proskauer,  ap- 
ants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner  re- 
ned  July  23,  1946,  under  sections  7c  and  21  of  the  zon- 
resolution,  to  permit  in  a  residence  and  business  use, 
ind  P  area  districts,  the  erection  and  maintenance  of 
immercial  building  using  more  than  the  area  permitted; 
mses  168-01  to  168-09  Hillside  avenue  and  87-45  to 
'/168th  street,  northeast  corner  (Block  9840,  Lot  1), 
aica,  Borough  of  Queens. 

r46-BZ— Application,  April  17,  1946,  under  section  7c 
K  ?°ifng  resolution,  of  Frank  J.  Buttermark,  applicant, 
behalf  of  Joseph  Wagner  and  Ignatz  Weinperl, 
ers,  to  permit  in  a  business  use  district,  a  one  story 
nsion  to  existing  two  story  motor  vehicle  repair  shop ; 
j  Richmond  road,  southeast  corner  of  Pierce 

i'chmond"  29°2’  L°tS  37  and  40)’  Concord’  Borough 


and'cinder  Block*  BI°Ck  Corporation  HoI1°w  Cement 

835-46-SM  Q.E.O.  Hollow  Cement  (Concrete)  Blocks. 
968-46-SM  Celotex  Company’s  Celo  Siding. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  25,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearine 

\mdMnn\c^7^’-U-brUZy  ?’  1947>  at  2  °’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 

1000-46-A— 134-136  Charles  street,  south  side,  131  1  ft 
Manhatt^  mgt°n  StrCet  (B'°Ck  63k  L0t  13)’  B°rough  of 

14-47-A— 29  West  15th  street,  north  side  495  ft  east  nf 
6th  avenue  (Block  817,  Lot  25),  Borough  of  Manhattan 

10-47-A  78-02  to  78-04  Queens  boulevard,  southeast 
corner  of  Hillyer  street  (Block  2453,  part  of  Lot  44) 
Elmhurst,  Borough  of  Queens. 

72nd  drive,  south  side,  of  Right-of-Wav 
2°a4!-ft'/Jvest  of  88th  street  (Block  3810  (3837)  Lots  444 
and  4a6  (formerly  4  and  6),  Glendale,  Borough  of  Queens 

legal  Street)1.0"  ’  Qty  LaW  re  buildi"g  "<>t  facing 

84-20  72nd  drive,  south  of  Right-of-Wav 

°\  88ith  street  (Block  3810  (3837),  Lots  444 
and  456  (formerly  4  and  6),  Glendale,  Borough  of  Queens 

Ci,y  Law  re  b“udf^ 

avenu^~sout^^sf^corner^(BIocke3375,aiLot^l)^Mas^etif 

?e0rb°eUdgnf0f  QUCnnS’  (mdZ  Section  35-  General  City  Law 
re  bed  of  mapped  street— Metropolitan  avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  4,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

IOiTm  m0Kn\n{{>  .^rchJ>  1947>  at  10  o’clock  in  Room 
te°rs3’  M  c,pal  Building,  Manhattan,  on  the  following  mat- 

604-46-BZ— Application,  August  23,  1946,  under  section 

beha  f  Of  ZT°ning  res°Tutlori,  of  Jacob  Lubroth,  applicant,  on 
behalf  of  Lawrence  J  McSherry,  owner  (Murray  Cohen 

lessee),  to  permit  in  a  business  use,  C  area  district,  the  exten- 

n11  e^lst,n4  kaiIdin£>  using  more  than  the  area  per¬ 
mitted ,  premises  o6-36  Myrtle  avenue,  south  side,  175  ft  east 

of  Q0ueensa  (B'°ck  356°’  Lot  27)’  Ridgewood,  Borough 


33-BZ— Application  of  Lama  and  Proskauer,  appli- 

tl  Z  1  niia  f  °/  Ge°rge  De  Combo,  owner,  reopened 
cn  5,  1946,  under  section  7f  of  the  zoning  resolution, 
ermit  in  a  local  retail  use  district,  the  extension  of 
>ng  gasoline  service  station  (previously  granted  by 
r  ’  Premises  228-05  Northern  boulevard,  north 

n  r  ^i  WxTSt  ,°TAlley  Creek  ( Block  6334,  part  of 
1),  Little  Neck,  Borough  of  Queens. 

fSM  Nailable  Cinder  Block  Corporation  Cinder 


177 


7r0f"f6,’iBZ  Application,  August  27,  1946,  under  section 

lZ°Juthef  zQ°Tng  £>esolu[lon’  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Rivkin 
lessee),  to  permit  m  a  residence  use  district,  the  change  in 
occupancy  from  boys  home  (previously  granted  by  the 
Board),  to  boys  home,  children’s  day  camp  and  nursery 

and0<?4  n?rT1SeS  99"  07  (known  as  101 )  Beach  34th  street 
t  TmT  Sprayview  avenue,  northwest  corner  (Block  311 
Lot  102),  Edgemere,  Borough  of  Queens. 

bf1r;46'A— ":107  (known  as  101)  Beach  34th  street  and 
?  ™  §Prayview  avenue,  northwest  comer  (Block  311,  Lot 
102),  Edgemere,  Borough  of  Queens. 

960-46-BZ  -Application,  December  6,  1946,  under  sec- 
lion  7c  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Ella  Grauhch,  owner  (Fleet  Arc  Welding 
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Service,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  hve  (5)  cars 
welding  shop,  for  a  period  of_  five  (a)  years;  pi erniscs 
70-12  51st  avenue,  south  side,  75.08  ft.  east  ot  70th  street 
(Block  2459,  part  of  Lot  6),  Woodside,  Borough  ot  Queens. 
1086-46-BZ— Application,  December  30,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Leonard  A.  Swart  lie, 
applicant,  on  behalf  of  David  Kaye  and  !\athan  Miller 
owners,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  '  .  ^moto 
vehicles  (previously  granted  by  the  Board)  to  ffictoiy  use, 
premises  2333-2345  Waterbury  avenue  north  side  291.56  it. 
cast  of  Havemeyer  avenue  (Block  3833,  Lots  70  and  74), 
Borough  of  The  Bronx. 

789-46-BZ — Application,  October  18,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Alfred  Lehnert,  appli¬ 
cant  and  lessee,  on  behalf  of  Edwin  Gould  Foundation  foi 
Children,  owner,  to  permit  in  a  residence  use  district,  il¬ 
luminated  signs  to  replace  three  (3)  existing  non-illummated 
signs;  premises  2300  Eastchester  road,  northeast  corner  oE 
A st or  avenue  (Block  4393,  Lot  1),  Borough  of  The  Bronx. 
390-37-BZ— Application  of  Aaron  A.  Roth,  applicant,  on 
behalf  of  George  M.  Thomson,  owner,  reopened  October  2r, 
1946  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  paiking  an 
storage  of  more  than  five  (5)  motor  vehicles  premises 
50-02  Skillman  avenue,  south  side,  between  50th  and  5 1st 
streets,  41-01  50th  street  and  41-02  51st  street  (Block  131, 
Lot  17),  Woodside,  Borough  of  Queens. 

827-40-BZ — Application  of  Frank  G.  Ackerman,  appli¬ 
cant  on  behalf  of  G.  Montanino  and  Omniblis  Realty  Corp., 
owners  (R.  Piro  and  S.  Grannello,  lessees),  reopened  July 
16  1946,  under  section  7h  of  the  zoning  resolution,  to  permit 
in ’a  business  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  term  of  nine  (9)  years 
premises  206-212  Mulberry  street  and  38-46  Spring  street, 
southeast  corner  (Block  480,  Lots  14,  15,  16,  17  and  19), 
Borough  of  Manhattan. 

848-46-BZ — Application,  November  7,  1946,  under  section 
7b  of  the  zoning  resolution,  of  Robert  T.  Lyons,  applicant, 
on  behalf  of  Dorima  Corp.,  owner,  to  permit  in  a  residence 
and  business  use,  D  area  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  stores,  using  more  than 
the  area  permitted;  premises  North  side  of  46th  avenue,  fron 
Utopia  parkway  to  172nd  street  (Block  5526,  Lots  ,  ,  , 

9,  10  and  77),  Flushing,  Borough  of  Queens. 

929-46-BZ— Application,  November  21,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Reuben  Henri  Bowden, 
applicant,  on  behalf  of  Safeway  Stores  Inc,  owner  to 
permit  in  a  residence  and  business  use  district,  the  chan0 
in  occunancv  from  garage  for  more  than  five  (5)  motor 
”hidesPtJ  Stall  store ;  premises  1016-1024  St  Nicholas t  ave- 
nue,  east  side.  81  ft.  TA  m.  south  of  West  162nd  street 
(Block  2109,  Lot  81),  Borough  of  Manhattan. 

1050-46-BZ— Application,  December  23,  1946,  under  sec¬ 
tion  7g  of  the  zoning  resolution,  of  News  Syndicate  Go., 
Inc.,  applicant  and  owner,  to  permit  in  an  unrestricted  use 
district,  the  erection  ond  maintenance  of  a  garage  for  more 


than  five  (5)  motor  vehicles,  located  on  same  street,  be¬ 
tween  two  intersecting  streets  on  which  portion  there  exists 
a  public  school;  premises  228-240  East  41st  street,  south  side, 
101  ft.  west  of  2nd  avenue  (Block  1314,  Lots  29-35),  Borough 
of  Manhattan. 


3-47-BZ— Application,  January  3,  1947,  under  section  7e 
of  the  zoning  resolution,  of  Elias  K.  Herzog,  applicant,  on 
behalf  of  390  Realty  Corp.,  owner,  to  permit  in  a  residence 
use  district,  the  storage  of  second  hand  bottles,  tor  a  term 
of  five  (5)  years;  premises  97-101  Mangin  street  west  side, 
55  ft.  6  in.  south  of  Stanton  street  (Block  324,  Lots  -2,  23 
and  24)  Borough  of  Manhattan. 

938-46-SM — Lawrence  Ash  Receptacle. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  4,  1947,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesdav  afternoon,  March  4,  1947,  at  2  o’clock  m  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


57-47-A — 62  Montrose  avenue,  south  side,  150  ft  east  of 
Lorimer  street  (Block  3059,  Lot  13),  Borough  of  Brooklyn. 

67_47_A— 759  Chauncey  street,  north  side  200  ft.  east  of 
Evergreen  avenue  (Block  3446,  Lot  52),  Boroug  0 
Brooklyn. 


912-46-A— 3310-3314  Fulton  street  and  134-144  Pine  street, 
southwest  corner  (2nd  floor)  ;  (Block  414o,  Lot  42), j 
Borough  of  Brooklyn. 

975-46-A — 158  Blackhorse  avenue,  135  Sussex  avenue, 
northeast  corner  and  southwest  corner  of  Cli  ffwood  avenue 
and  Blackhorse  avenue  (Block  907,  part  of  Lot  1),  Dongan 
Hills,  Borough  of  Richmond  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street— Richmond  parkway). 

1001-46-A— 197-23  47th  avenue,  north  side,  340  22  ft.  west 
of  Francis  Lewis  boulevard  (Block  5555,  Lot  19),  Bayside 
Borough  of  Queens  (Under  section  35  General  City  Lai\ 
re  bed  of  mapped  street— 46th  road  and  197th  street). 

107-47-A— - 73-02  Beach  Channel  drive,  northwest  corner 
of  Beach  73rd  street  (Block  539,  Lot  29)  Arverne,  Boroug 
of  Queens  (under  sections  35,  General  C  lty  Law  re  bed  o 
mapped  street — Beach  73rd  street). 

HARRIS  H.  MURDOCK,  Chairman 


MARCH  18,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearinf 
Tuesdav  morning ,  March  18,  1947,  at  10  o  clock  m  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat 

ters :  ^ 

1071-46-SA— Sunbeam  Oil  Burner,  Models  F  &  T. 
679-46-SM — Quonset  24  Building. 

HARRIS  H.  MURDOCK,  Chairmen 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  11,  1947. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon, _  February  4,  1947, 
were  approved  as  printed  in  Bulletin  6,  Volume  32. 


ZONING  APPLICATIONS 


789-46-BZ  •  . 

APPLICANT— Alfred  Lehnert,  lessee,  for  Edwin  Gou 
Foundation  for  Children,  owner. 

SUBTECT — Application  (decision  of  the  borough  supe 
intendent)  under  section  7e  of  the  zoning  resoluti 
to  permit  in  a  residence  use  district,  lllummai* 
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signs  to  replace  three  (3)  existing  non-illuminated 
signs. 

PREMISES  AFFECTED — 2300  Eastchester  road  north¬ 
east  corner  of  Astor  avenue  (Block  4393  Lot  1) 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  Lehnert  and  Paul  A.  Fino 
For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1947  at 
10  A.  M  for  inspection  by  Committee  and  decision 
without  further  hearing. 


>91-46-BZ 

APPLICANT— Andrew  DiCamillo,  for  Solomon  Uslianer 
owner. 

pUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use,  D-l  area  district, 
the  erection  of  a  two  car  garage  without  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 2183  East  28th  street  and  2801- 
2811  Avenue  V,  northeast  corner  (Block  7361,  Lot 
58),  Borough  of  Brooklyn. 
vPPEARANCES — 

For  Applicant :  Andrew  DiCamillo. 

For  Opposition :  Irving  E.  Loeb. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

'  Housing  and  Buildings. 

CTION  OF  BOARD — Laid  over  to  February  25,  1947 
at  10  A.  M.  for  further  consideration. 


34-46-BZ 

PPLICANT — Jacob  Lubroth,  for  Lawrence  J.  McSherry, 
(  owner.  (Murray  Cohen,  lessee.) 

UBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use,  C  area  district, 
the  extension  of  an  existing  building,  using  more 
,  than  the  area  permitted. 

(REMISES  AFFECTED — 56-36  Myrtle  avenue,  south 
side,  175  ft.  east  of  Cornelia  street  (Block  3560, 
tot  27A  Ridgewood,  Borough  of  Queens. 
PPEARANCES— 

For  Applicant:  Jacob  Lubroth. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Laid  over  to  March  4,  1947  at 
10  A.  M.  for  applicant  to  file  plans  with  Building 
Dept,  and  obtain  objections  based  on  new  layout. 


3-46- BZ 

•  RLTCANl  J.  G.  L.  Molloy,  for  Sylvia  Rosenberg 
Caruth,  owner  (Max  H.  Rivkin,  lessee). 

JBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  boys’  home  (previously  granted  by 
the  Board),  to  boys’  home,  children’s  day  camp  and 
nursery  school. 

EMISES  AFFECTED — 99-107  (known  as  101)  Beach 
34th  street  and  34-02  Sprayview  avenue,  northwest 
corner  (Block  311,  Lot  102),  Edgemere,  Borough 
of  Queens. 

PEARANCES— 

For  Applicant:  J.  G.  L.  Molloy,  Max  H.  Rivkin 
and  H.  Marks. 

For  Opposition :  Benjamin  Robinson  and  Joseph 
Weiner. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


ACTION  OF  BOARD— Laid  over  to  March  4,  1947  at 
;  A.  M.  for  applicant  to  submit  complete  plans,  and 
statement,  as  to  use  of  premises. 


918-46-BZ 

APPLICANT— John  P.  McGrath,  for  Harhaven  Corp. 
owner. 

SUBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  C  area 
^un<c’  exIensi°n  of  existing  garage  for  more 
than  five  motor  vehicles  and  motor  vehicle  repair 

idditattcAo’  than  tlie  area  Permitted. 

PREMISES  AFFECTED— 98-15  Jamaica  avenue,  north 

side,  88.24  ft.  east  of  98th  street  (Block  9177,  Lot 

A PP E AR ANCE S— aVCn’  B°r°Ugh  of  Queens- 
For  Applicant:  John  P.  AlcGrath. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

ACTION  OF  BOARD— Taken  off  calendar  and  referred 
back  to  Engineer  for  new  date  for  public  hearing. 


960-46-BZ 

APPLICANT— Paul  Friedman,  for  Ella  Graulich,  owner 
QT  (TIeet  Arc  Welding  Service,  lessee). 
oUisjECl  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change 
in  occupancy  from  garage  for  five  cars  to  welding 
t~, t—  ■»  *or  a  Peri°d  of  five  years, 

PREMISES  AFFECTED— 70-12  51st  avenue,  south  side, 
75.08  ft.  east  of  70th  street  (Block  2459,  part  of 

APPEARANCES^°dSlde’  Borough  of  Queens- 

For  Applicant:  Paul  Friedman  and  B.  Patlosh 
For  Opposition :  J.  Rizzo,  F.  J.  Cawlo,  M.  Freard 
R-  V.  Turck  A.  Figloch,  A.  Cox,  J.  Holland, 
M.  Coay,  A.  Williams,  E.  Frick,  H.  Frick  and 
H.  Grunner. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1947  at 
10  A.  M.  for  inspection  by  Committee  and  decision 
without  further  hearing. 


1086-46-BZ 

APPLICANT — Leonard  A.  Swarthe,  for  David  Kaye  and 
Nathan  Miller,  owners. 

SUBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in’ 
occupancy  from  garage  for  more  than  five  motor 
vehicles  (previously  granted  by  the  Board)  to  fac¬ 
tory  use. 

PREMISES  AFFECTED — 2333-2345  Waterbury  avenue, 
north  side,  291.56  ft.  east  of  Havemeyer  avenue 
(Block  3833,  Lots  70  and  74),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  A.  Swarthe.' 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1947  at 
10  A.  M.  for  inspection  by  Committee  and  decision 
without  further  hearing. 


1019-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Morris  Kurtzberg, 
owner. 


179 


MINUTES 


SUBTECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  a  wet  wasli 
laundry,  for  a  term  of  five  years. 

PREMISES  AFFECTED — 223  Schenectady  avenue  east 
side  120  ft.  3J/2  in.  north  of  St.  Johns  place  (Block 
1378,  Lot  7),  Borough  of  Brooklyn. 

APPEARANCES—  „  „  ,,  .  v  , 

For  Applicant:  Ludwig  P.  Bono,  Morris  Kurtz- 

berg‘ 

For  Opposition:  None.  >*  t 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn  at  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative :  . 


476-46-BZ 

APPLICANT — David  Weinberg,  for  Christian  L.  Bache, 


owner.  „  ,  ,  , 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  motor  ve¬ 
hicles,  for  a  period  of  two  years  '  4  ,  . 

PREMISES  AFFECTED — 154-51  to  154-61  101st  street, 
and  101-02  to  101-16  South  Conduit  avenue,  south¬ 
east  corner  (Block  11585,  Lot  23),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  David  Weinberg. 

For  Opposition:  Harold  Klorfein— Dept,  of  Parks, 
Frank  Reilly,  Herman  Forman,  Anthony  Dio- 
gardi,  D.  J.  Muller  and  J.  B.  Harrietts.  ( 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gurnee  4 


THE  RESOLUTION  (476-46-BZ) 

Whereas,  David  Weinberg  for  Christian  L.  Bache,  owner 
filed  June  26,  1946,  an  application  under  sections  7h  and  <21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  (5)  njotor 
vehicles  for  a  period  of  two  years,  affecting  premises  154-61 
to  154-61  101st  street  and  101-02  to  101-16  South  Conduit 
avenue,  southeast  corner  (Block  11585,  Lot  23)  Jamaica, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  11,  1947,  after  due  notice  by  publication  in 

the’ Bulletin ;  and  .  . 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  101st  street  is  in  a  residence  use,  D  area 
and  Class  J4  height  district;  South  Conduit  avenue  is  in  a 
residence  use,  D  area  and  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  Tune  4,  1946,  re  Misc.  Applic.  3711-46,  reads . 

“1  Proposed  use  of  premises  for  parking  and  stor¬ 
age  of  more  than  five  cars  is  contrary  to  Sec  3  of  the 
zone  resolution.  Premises  is  located  in  a  residence  use 
district.” 

^Whereas  the  applicant  states  that  the  premises  consist 
of  a  plot  162.52  ft.  frontage  by  120.12  ft.  in  depth,  irregular 
presently  vacant;  that  it  is  proposed  to  use  the  vacant  plot 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  that  no  structure  is  to  be  built  for  attendant ;  and 
Whereas,  the  applicant  contends  that  the  premises  are 
located  in  a  residential  use  district  which  was  changed  from 


an  unrestricted  district  on  November  28,  1938;  that  at  the 
same  time  this  plot  was  changed  from  a  D  to  an  E  district 
and  from  a  Class  1  to  a  Class  district,  evidently  due  to 
the  construction  of  the  Southern  parkway  upon  which  this 
plot  faces;  that  the  owner  purchased  this  plot  in  1923  from 
the  Howard  Estates  Development  Company  and  the  deed 
contained  a  restrictive  covenant  permitting  only  a  2  story 
business  building  to  be  erected  on  the  site,  which  covenant 
expired  on  January  1,  1931 ;  that  the  property  was  not  ripe 
for  development  at  that  time  for  business  purposes,  that 
the  owner  received  numerous  offers  to  lease  the  premises 
for  a  parking  space  and  upon  making  application  realized 
for  the  first  time  that  the  use  district  was  changed  to  a 
residential  use;  that  the  property  is  situated  directly  north 
of  the  Aqueduct  race  track  and  during  the  racing  season 
this  would  be  an  ideal  location  for  this  use,  relieving  the 
overcrowding  and  hazardous  traffic  condition;  that  the  Long 
Island  Railroad  embankment  practically  abuts  this  property, 
creating  a  dead  end  as  to  view  and  desirability  for  develop¬ 
ment  at  this  time;  that  Southern  parkway  at  this  point  c  rops 
below  that  of  South  Conduit  avenue,  thereby  screening  this 
plot  from  the  parkway  and  in  no  way  will  a  commercial 
aspect  be  created;  that  the  Idlewild  airport  is  being  con¬ 
structed  to  the  east  of  the  adjoining  railroad  embankment, 
creating  another  possible  traffic  hazard,  which  this  plot  may 
relieve;  that  although  there  are  some  non-conforming  uses 
in  the  immediate  vicinity,  which  existed  prior  to  the  changes 
in  the  zoning  use  district,  it  will  be  noted  on  the  photo¬ 
graphs  that  numerous  cars  are  being  parked  on  this  lot  and 
that  the  lot  is  also  used  as  a  thoroughfare ;  that  the  area  i 
general  is  undeveloped  except  for  the  homes  on  101st  stree 
between  155th  avenue  and  156th  avenue  and  the  proposed  us 
will  not  be  a  detriment  to  the  vicinity;  that  the  owner  ha. 
always  paid  his  taxes  and  during  the  23  years  of  ownership 
numerous  assessments  were  levied  against  the  premises  whic 
have  been  paid;  that  bona-fide  offers  have  been  made 
lease  the  premises  at  $75  a  month;  that  the  Board  shou 
grant  temporary  permission  to  use  these  premises  and  there 
bv  assist  him  in  the  maintenance  of  the  property ,  and 
'Whereas,  the  Board  deemed  that  there  was  no  justified 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  varianc 
under  section  7,  subdivision  h,  of  the  zoning  resolution  an 
that  the  applicant  failed  to  substantiate  a  basis  to  warm 
exercise  of  discretion  to  grant  under  section  ~ 1  of  " 
zoning  resolution  and  was  therefore  not  entitled  to  reli 
on  the  grounds  of  practical  difficulties  and  unnecessary  hare 

^Resolved,  that  the  decision  of  the  borough  superintenden 
acting  on  Misc.  Applic.  3711-46,  Objection  1,  be  and 
hereby  is  affirmed  and  that  the  application  be  and  it  heret 

is  denied. 


961-46-BZ 

APPLICANT— Paul  Friedman,  for  Leah  Schuster,  owne 
SUBTECT— Application  (decision  of  the  borough  supe 
intendent)  under  sections  7a  and  7c  of  the  zonit 
resolution,  to  permit  in  a  business  use  district,  t. 
erection  and  maintenance  of  an  office  and  sheds, 
be  used  in  conjunction  with  the  existing  use  ot  S3 
and  storage  of  building  materials  and  plumDii 
supplies.  lj 

PREMISES  AFFECTED — 2926-2948  Avenue  X,  3695-37 
Nostrand  avenue,  southeast  corner  and 
Haring  street  (Block  7422L,  Lots  2  and  7), 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman,  Max  Schuster  a 
Irving  P.  Marks.  . 

For  Opposition :  Hillard  Pollock,  George  Marsh. 
Harrv  Aaron,  Herman  Lazarus.  Irving  BeacK 
Rose' Lane,  Katherine  Roche,  Johanna  Mart 
son,  Milton  Kaplalc  and  others. 

For  Administration  :  Samuel  L.  Becker,  Dep  t 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative :  0 

Negative:  Chairman  Alurdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Not  Voting:  Commissioner  Savage  .  1 

THE  RESOLUTION  (961-46-BZ) 

Whereas  Paul  Friedman,  for  Leah  Schuster,  owner, 
hied  December  6,  1946,  an  application  under  sections  7a  and 
|'c.  tne  zoning  resolution,  to  permit  in  a  business  use  dis- 
tnct,  the  erection  and  maintenance  of  an  office  and  sheds 
to  be  used  in  conjunction  with  existing  use  of  sale  and 
storage  of  building  materials  and  plumbing  supplies,  affect- 
mg  premises  2926  to  2948  Avenue  X  and  3665  to  3705 
Xostrand  avenue  and  2402-2412  Haring  street  (Block  7422 
Lots  2  and  7),  Borough  of  Brooklyn;  and 
L  a  public  hearing  was  held  on  this  application 

Py  the  Boai  d  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  February  11,  1947,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Nostrand  avenue  and  Avenue  X  are 
n  business  use,  D  area  and  Class  1  height  districts ;  Harin<* 
street  is  in  residence  and  business  use,  D  area  and  Class  l 
iieight  districts;  and 

W  hereas,  the  decision  of  the  borough  superintendent, 
lated  December  3,  1946,  re  N.B.  Applic.  1054-45,  reads: 

6.  Proposed  occupancy  of  premises,  located  in  a 
,  business  use  district,  for  storage  and  sale  of  second 
hand  materials,  is  contrary  to  Art.  II,  Sec.  4(a)  sub¬ 
division  31  of  the  Zoning  Resolution  as  part  of  the 
materials  stored  will  be  second  hand  lumber  ” 

,nd 

V  hereas,  the  applicant  states  that  the  premises  consist 
f  a  plot  210  ft.  front  by  100  ft.  in  depth,  on  which  is 
icated  an  office,  approximately  16  ft.  front  by  18  ft  in 
epth,  one  story,  10  ft.,  in  height,  of  Class  4  construction 
A o  permit  for  this  office)  formerly  an  air  raid  shelter; 
iat  it  is  proposed  to  erect  a  cement  block  enclosure  to  the 
Jtice  at  present  on  the  property;  that  the  roof  will  be 
tered  to  put  support  on  new  outer  walls;  that  it  is  also 
-oposed  to  add  an  extension  for  toilet  facilities  and  to  con- 
ruct  two  sheds,  and  to  alter  fence  so  that  it  will  be  partly 
c\  clone  type  and  balance  of  galvanized  corrugated  sheet 
etal ;  that  the  office  will  be  21  ft.  3  in.  front  by  26  ft.  3  in 
t  depth  (irregular)  one  story,  12  ft.  in  height,  of  Class  3 
instruction;  that  sheds  will  be  20  ft.  front  each,  by  59 
6  in.  and  96  ft.  in  depth,  one  story,  15  ft.  in  height,  Class 
.construction ;  and 

Whereas^  the  applicant  contends  that  it  is  proposed  to 
ect  an  office  and  two  sheds,  as  per  proposed  plans  filed 
■rewith ;  these  sheds  will  conform  in  all  respects  with  the 
quirements  of  the  Building  Code;  that  the  existing  wooden 
nee  as  altered  will  be  partly  of  the  cyclone  fence  type  and 
■lance  of  galvanized  corrugated  sheet  metal  and  will  com- 
etely  enclose  the  lot  except  for  openings  shown  on  plan 
«?*cept  where  the  walls  of  the  building  and  sheds  occur 
‘  *  .  pudding  lines  on  Nostrand  Avenue  and  Avenue  X; 
at  it  is  proposed  also  to  comply  with  such  other  conditions 
I  the  Board  may # deem  appropriate;  that  the  character  of 
nc,8hborhood  is  substantially  undeveloped;  that  within 
“-a  of  notification  are  only  two  old  frame  dwellings  in 
‘ ' ■pence  and  one  brick  dwelling  under  construction;  that 
inn  entire  500  foot  radius  of  the  center  of  the  site  there 
only  two  more  old  frame  dwellings;  that  the  rest  of  the 
ire  neighborhood  is  vacant  except  for  an  occasional  shed 
:  s:ab'e.  and  is  used  substantially  as  farm  land ;  that  the 
.istruction  of  the  office  and  sheds  within  the  enclosure  of 
ices,  as  altered,  would  have  no  effect  whatsoever  upon 
•rounding  real  estate  values;  that  the  proposed  sheds  and 
«.ce  will  enable  the  owner  to  maintain  the  building  ma- 
nais  and  plumbing  supplies  in  a  more  orderly  fashion  and 
)  ect  them  from  the  elements;  that  the  granting  of  the 
jncation  would  be  in  harmony  with  the  general  purpose 
,n  ^  t^ie  zon'.n8  law,  because  it  would  permit  a 
sonable  use  of  premises  without  adversely  affecting  near- 
property  owners;  that  the  proposed  construction  will  not 


involve  such  a  substantial  investment  as  to  make  it  impracti¬ 
cable  for  a  prospective  purchaser  to  buy  the  property  for 
evelopment  in  conformity  with  the  zoning  resolution;  that 
therefore,  a  grant  of  this  application  will  not  have  the  effect 
ol  perpetuating  the  existing  nonconforming  use;  and 

\  hereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  sections  7a  and  7c  of  the  zoning  resolution. 

thiat  t-he  ieclsion  of  the  borough  superintendent 

•*  u  n  !ier,eby-  ^  a$rmed  a°d  that  the  application  be  and 
it  hereby  is  denied. 


982-39-BZ 

APPLICANT— Julius  Eckmann,  for  Chapmald  Realty 
Corp.,  owner. 

SUBJECT— Application  reopened  October  22,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7h  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles 
PREMISES  EFFECTED — 406-420  West  55th  street,  south 
5Lde-  100  ft-  west  of  9th  avenue  (Block  1064,  Lots 
37,  39,  40,  41,  42  and  141),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Julius  Eckman  and  O.  A.  Robert¬ 
son. 

F°i  Opposition :  Samuel  H.  Levine,  Eugene  Zerten 
Donald  Keen,  Sol.  Pinkiert  and  Patrick  j! 
McEntegart. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Savage  and  Deputy 

Chief  Guinee  .  2 

Negative:  Chairman  Murdock  and  Commissioner 
Blum  .  2 

THE  RESOLUTION  (982-39-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a  temporary 
PH1??,  °f  TT  more  than  two  years,  affecting  premises  406- 

K“iiSV^S0Utisl.de',  10.°  ft-  west  of  Ninth  avenue 
(  lock  1064,  Lots  37  to  42,  inclusive),  Borough  of  Manhat¬ 
tan, _  was  denied  by  the  Board  on  November  21,  1939,  and 

March  23 and  SeC^°n  ^  ^  zoning  res°lution,  on 

1  Whereas  this  application  was  again  denied  on  February 
U,  1946,  after  reconsideration  under  section  7h  and  21  of 
the  zoning  resolution,  based  on  new  facts  and  a  new  decision 
of  the  borough  superintendent ;  and 
Whereas,  Julius  Eckman,  for  Chapmold  Realty  Corp 
owner  requested  reopening  of  this  application  under  sections 
/h  and  21  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  affecting  premises  406-420  West  55th  street, 

47  •!«  10in  f!iet  ^  °f  9*h  senile  (Block  1064,  Lots 
37,  38,  38/2,-  40.  41,  42,  141),  Borough  of  Manhattan;  and 

WHEREAS,  this  case  was  reopened  by  vote  of  the  Board 
on  October  22,  1946  subject  to  usual  procedure;  and 
Vhereas  a  public  hearing  was  held  on  this  application 
py  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
11 rl.iary.  l.L  194L  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  55th  street  is  in  residence  and 
retail  use,  B  area  and  Class  1^4  height  districts;  9th  avenue 
1S  T  re^ail  use,  B  area  and  Class  1J4  height  districts;  and 
,  ,  t  TtEAS’  ,  e  (Jec,'s'on  of  the  borough  superintendent, 
dated  November  25.  1946,  re  Alt.  Applic.  1954-45,  reads: 

'!•  Proposed  use  as  a  parking  and  storage  lot  for 
more  than  5  motor  vehicles  in  a  Residence  use  district 
is  contrary  to  sec.  3  of  Zoning  Resolution.  This  appli¬ 
cation  was  denied  by  Bd.  S.  &  A.  under  Cal.  #982-39-BZ 
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and 


and  should  be  referred  to  such  board  for  decision.” 


Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  154  ft.  2  in.  frontage  by  100.5  ft.  in  depth  (irregular) 
presently  vacant;  that  it  is  proposed  to  use  the  vacant  plot 
for  the  parking  of  more  than  five  (5)  motor  vehicles,  and 
Whereas,  the  applicant  contends  that  owing  to  the  vital 
and  very  serious  automobile  traffic  congestion  in  mid-town 
Manhattan,  and  the  parking  ban  in  that  area  extending 
from  23rd  street  to  59th  street  and  from  3rd  avenue  to  9th 
avenue  that  parking  facilities  have  become  an  essential  and 
important  factor  in  the  solution  of  the  traffic  problem  and 
the  congested  streets;  that  this  plot  is  directly  outside  of  the 
area  proscribed  and  banned  against  parking;  that  it  is  only 
100  ft.  west  of  9th  avenue  and  is  therefore  the  most  con¬ 
venient  thereto  and  available  for  taking  a  limited  number 
of  cars  directly  from  this  area;  that  traffic  has  recently 
become  extremely  congested  on  the  streets  between  9tli 
and  11th  avenues  and  it  is  probable  that  eventually  the 
parking  ban  will  be  extended  further  west;  that  this  ProP" 
erty  has  been  vacant  for  several  years,  and  with  a  land 
assessment  of  $82,000,  taxes  have  become  a  very  serious 
burden ;  that  up  to  1936  this  street  was  in  an  unrestricted 
use  district;  that  it  was  then  changed  to  the  other  extreme 
— residence  use;  however  the  actual  character  of  the  street 
in  1936  was  industrial  and  that  of  an  unrestricted  use  dis¬ 
trict  ;  that  the  non-conforming  buildings  prevail  in  number 
and  frontage;  that  they  are  comparatively  new;  that  they 
will  stand  and  be  very  serviceable  for  these  non-conforming 
uses  for  many  years  to  come — from  25  to  50  years ,  that 
the  conforming  buildings  are  few  in  number,  old  and  out¬ 
dated;  that  there  are  on  this  street  from  9th  to  10th  ave¬ 
nues  only  140  ft.  frontage  of  old  buildings  with  conforming 
use  and  1,435  ft.  frontage  of  modern  buildings  with  non- 
conforming  uses ;  that  the  zoning  change  in  1936  to  resi¬ 
dence  use  district  in  a  street  so  very  clearly  non-residential 
in  character  made  it  practically  impossible  to  improve  this 
property;  that  a  suitable  non-conforming  use  would  have 
been  unlawful  and  no  financing  was  possible  for  a  conform- 
ing  residential  or  apartment  improvement  on  this  street , 
that  there  are  garages,  factories,  machine  shops,  a  fur  clean¬ 
ing  establishment  and  laundry  among  the  n  on  -  con  f  o  rrn  in  g 
uses ;  that  during  the  war  several  buildings  within  a  radius 
of  only  200  ft.  from  this  plot,  previously  used  for  garages, 
were  converted  into  factories,  so  that  there  was  taken  from 
garage  use  into  factory  use,  an  area  of  floor  space  12  times 
the  area  of  the  proposed  parking  lot ;  that  this  appeal  is 
for  a  parking  lot  for  a  temporary  period  with  no  permanent 
improvement  of  any  kind ;  that  the  whole  street  is  now  Prac" 
tically  used  as  a  parking  lot;  that  parking  facilities  would 
help  to  take  the  cars  off  the  street  and  serve  to  improve 
the  street  for  proper  purposes  thereof ;  that  the  studies 
made  by  the  City  Planning  Commission  and  the  proposals 
embodied  in  their  recommendations  to  the  Mayor  and  the 
Board  of  Estimate  express  certain  principles  with  reference 
to  parking  which  are  pertinent  to  this  appeal ;  that  the 
newspapers  of  November  14  and  15th,  1946,  have  numerous 
and  lengthy  articles,  plans  and  photographs  featuring  the 
report  and  program  of  the  City  Planning  Commission ,  that 
if  the  principles  thus  established  by  the  City  Planning  Com¬ 
mission  are  for  the  general  welfare  and  improvement  of  the 
city,  then  the  granting  of  this  appeal  for  this  temporary 
parking  lot  in  this  so  evidently  industrial  street  will  Pr0~ 
portionate  measure  serve  the  general  welfare ;  and 

Whereas,  the  City  Planning  Commission  has  denied  an 
application  to  change  the  residence  area  to  business  since  the 
prior  denial  of  the  application  by  the  Board ;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  h,  of  the  zoning  resolution,  and 
that  the  applicant  failed  to  substantiate  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  section  21  of  the  zoning 
resolution  and  was  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulties  and  unnecessary  hardships. 


Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1954-45,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


1028-46iBZ 

APPLICANT— Charles  M.  Spindler,  for  Edwin  E.  Pukies, 


owner.  „  ,  .  , 

SUBJECT— Application  (decision  of  the  borough  super- 
intendent)  under  sections  7c  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the1 
change  of  occupancy  from  an  automobile  show¬ 
room  and  gasoline  service  station,  to  a  motor 
vehicle  repair  shop,  lubritorium,  auto  washing  and 
gasoline  service  station.  c 

PREMISES  AFFECTED-1 19-33  to  119-47  Springfield 
boulevard,  east  side,  111.61  ft.  north  of  120th  avenifc 
(Block  12775,  Lot  1),  Springfield,  Borough  of 
Queens. 

APPEARANCES—  „  tt 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition:  David  Tymon.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition 

THE  VOTE—  .  w  .  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  L 
Negative:  . 1 


THE  RESOLUTION  (1028-46-BZ) 

Whereas,  Charles  M.  Spindler,  for  Edwin  E.  Pukies' 
owner  filed  December  18,  1946,  an  application  under  section; 
7c  and  7i  of  the  zoning  resolution,  to  permit  in  a  busines: 
use  district,  the  change  of  occupancy  from  an  automobile 
showroom  and  gasoline  service  station  to  a  motor  vehicle 
repair  shop,  lubritorium,  auto  washing  and  gasoline  service 
station,  affecting  premises  119-33  to  119-47  Spnngfiel* 
boulevard,  east  side,  111.61  ft.  north  of  120th  avenue  (Bloc! 
12775,  Lot  1),  Springfield,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  Board  of  Standards  and  Appeals,  at  its  regula 
meeting,  February  11,  1947,  after  due  notice  by  publicatioi 

in  the  Bulletin;  and  . 

Whereas,  the  district  maps  accompanying  the  zonin; 
resolution  show  that  Springfield  boulevard  is  in  a  busines 
use,  D  area  and  Class  1  height  district ;  120th  avenue  is  r 
residence  and  business  use,  D  area  and  Class  1  height  uis 

Whereas,  the  decision  of  the  borough  superintenden 
dated  December  17,  1946,  re  Alt.  Applic.  3002-46,  reads. 
“1.  The  change  in  use  from  an  auto  showroom  an 
gasoline  service  station  to  a  motor  vehicle  repair  sho 
and  lubrication,  auto  washing  and  gasoline  service  ste 
tion  in  a  business  use  district,  is  contrary  to  Art.  1 
Sec.  4,  B.Z.R.” 

Whereas,  on  January  21,  1947,  the  zoning  of  Springfiel 
boulevard  and  120th  avenue  was  changed  from  business  t 
residence  use;  and 

Whereas,  the  applicant  states  that  the  premises  consi: 
of  a  plot  134.36  ft.  frontage  by  100  ft.  in  depth  irregula 
on  which  is  located  a  building  30  ft.  front  by  50  ft.  in  dept 
one  story,  12  ft.  in  height,  of  Class  3  construction,  and  pre 
ently  used  as  a  gasoline  service  station,  auto  showroor 
lubrication,  auto  washing,  office  and  accessory  sales  and 
two-story  frame  dwelling ;  that  it  is  proposed  to  add  a  mot< 
vehicle  repair  shop  and  discontinue  the  automobile  shov 

room;  and  ,  ,  ,  . 

Whereas,  the  applicant  contends  that  the  premises  c 

sist  of  a  legally  existing  gasoline  service  station,  plans  1' 
which  were  approved  by  the  Fire  Department  on  Februa: 
20  1925;  that  in  1929  the  building  under  appeal  was  erect' 
under  N.B.  6801-29;  that  it  is  proposed  to  use  this  oi 
story  masonry  (size  30  ft.  by  50  ft.)  building  for  a  mot; 
vehicle  repair  shop ;  that  the  repair  work  consists  pnmari 
of  motor  adjustments,  carburetor  and  generator  work,  at 
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similar  repair  work;  that  the  bulk  of  the  work  is  done  with 
hand  tools,  and  bench  work  is  done  with  small  electrically 
driven  machines  operated  by  fractional  h.p.  motors;  that 
electric  arc  welding  is  conducted  on  the  premises  but  no 
burning  is  done,  no  forge  or  anvil  is  maintained,  and  no 
heavy  collision  work  is  handled;  that  the  repair  shop  is 
operated  by  the  owner  of  the  premises  who  has  owned  the 
site  tor  22  years  and  who  resides  in  the  dwelling  on  the  same 
lot ;  that  an  auto  showroom  in  this  sparsely  settled  area  did 
not  prove  economically  feasible  and  the  owner  found  that 
.  repair  work  was  necessary  in  order  to  earn  a  living  from 
the  site;  that  there  are  no  adjacent  residences  and  the  build¬ 
ing  is  now  being  used  as  a  repair  shop  without  a  permit 
and  there  have  never  been  any  complaints  from  adjoin¬ 
ing  owners;  that  there  is  another  gasoline  service  station 
,  diagonally  across  the  street  in  Block  12663,  Lot  16;  that  all 
repair  work  will  be  confined  to  the  interior  of  the  building 
which  is  only  1,500  sq.  ft.  in  area,  and  part  of  this  space 
is  used  for  office  and  accessory  sales;  that  in  view  of  the 
above  facts  it  is  respectfully  requested  that  this  application 
be  granted  to  permit  the  maintenance  of  this  repair  shop 
as  proposed  in  lieu  of  the  permitted  indoor  salesroom;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  21  of  the  zoning  resolution  on  the  ground  of  un¬ 
necessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  ‘tnake  a  variation  in  the  regulations  of  the  zoning 
resolution  and  that  the  application  be  and  it  hereby  is  granted 
under  section  21  thereof  for  a  term  of  two  years,  to  permit 
minor  repairing,  in  lieu  of  a  salesroom  of  motor  vehicles, 

,  by  hand  tools  and  small  electrically  driven  tools,  exclusively 
within  the  building,  as  proposed  and  indicated  on  plans  filed 
| with,,  this  application,  marked  “Received  December  18, 
,1946”  (3  sheets),  on  condition  that  there  shall  be  no  non- 
conforming  uses  of  the  premises  other  than  servicing  of 
.cars  within  the  building  and  the  existing  gasoline  pumps 
and  tanks  and  the  space  adjoining  the  building  on  the  lot 
tor  outside  greasing  as  now  existing;  that  no  additional 
signs  shall  be  erected  on  the  building;  that  in  all  other 
^respects  the  building  and  occupancy  shall  comply  with  all 
Jaws,  rules  and  regulations  applicable  thereto ;  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained;  that  no  cars  shall  be 
stored  on  any  part  of  the  premises  other  than  those  being 
^serviced;  and  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  months  from  the  date  of 
i  his  action. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


551-46-A 

APPLICANT — J.  G.  L.  Molloy,  for  Sylvia  Rosenberg 
Caruth,  owner  (Max  H.  Rivkin,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 99-107  (known  as  101  Beach 
34th  street  and  34-02  Sprayview  avenue,  northwest 
corner  (Block  311,  Lot  102),  Edgemere,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  J.  G.  L.  Molloy,  Max  H.  Rivkin 
and  H.  Marks. 

For  Opposition:  Benjamin  Robinson  and  Joseph 
Weiner. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

\CTION  OF  BOARD — Laid  over  to  March  4,  1947  at 
10  A.  M.  in  conjunction  with  Cal.  650-46-BZ. 


6-47-A 

APPLICANT — William  Higginson  and  Son,  for  National 
Lead  Co.,  owner. 

-UBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED — 136-166  Marshall  street,  entire 
block  bounded  by  Marshall  street,  Hudson  avenue. 


John  and  Gold  streets  (Block  12,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

F°r  Applicant :  Clarence  Higginson. 

.  For  Administration:  E.  A.  Mever  Fire  Den’t 

THE  VOTE- B0ARD~APPCal  Sra"“  d  O"  condition.1 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  ‘  q 

Not  Voting:  Commissioner  Savage . j 

THE  RESOLUTION  (26-47- A) 

Whereas,  William  Higginson  for  National  Lead  Co., 
owner,  filed  January  10,  1947  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  136-166  Marshall 
street,  block  bounded  by  Marshall  street,  Hudson  avenue, 

/yn^srnd  G°  d  (B  °Ck  U’  Lot  BorouSh  of  Brook- 

p,  Whereas,  Order  5314-LC  issued  by  the  fire  commissioner 

reference  to  your  application  dated  December 
2U,  1946  for  a  permit  to  store  and  use  600  gallons  of 
combustible  mixture  (  ‘Dow-therm”)  for  use  in  process¬ 
ing  linseed  oil,  this  department  is  without  power  to  grant 
such  a  Permit  for  the  reason  that  the  use  of  combustible 
mixture  (  Dowtherm  ’)  as  a  heat  transfer  medium  is 
against  the  interest  of  public  safety. 

F  You  are,  therefore,  ordered  to  discontinue  the  fur- 
ther  storage  and  use  of  combustible  mixture  (“Dow- 
therm  ).  Cl 9- 11.0,  Administrative  Code.” 

VVhereas,  the  applicant  states  that  the  building  is  1  story, 

-  t.  in  height,  31  ft.  10  in.  by  28  ft.  2  in.  in  area,  of  class 
2  construction,  erected  in  1946,  located  on  a  lot  365  ft.  by 
165  ft.  in  area,  in  an  unrestricted  use  A  area  class  2  height 
district  and  used  and  occupied  since  1946  for  the  processing 
of  linseed  oil  1  person ;  that  the  building  is  equipped  with 
a  lire  alarm  system  and  required  monthly  fire  drills  are 
maintained;  and 

Whereas,  C.O.  114655  issued  June  26,  1946  permits  the 
“se  °f  1  a6,  r  -ldl^g  for  Passing  of  linseed  oil  (Dow  Therm 
Kettle  Addition)  upon  completion  of  Alteration  3648-45; 
the  classification  of  construction  is  given  as  “cement  block” ; 
and 

Whereas,  the  applicant  has  filed  a  copy  of  decision  dated 
December  16,  1946  by  the  Engineer  in  Charge  of  the  Boiler 
and  Licensing  EccHon  0f  the  Department  of  Housing  and 
Buildings  which  reads  as  follows : 

“In  answer  to  your  communication  of  December  12, 
you  are  advised  that  an  approval  for  the  use  of  ‘dow- 
therm  in  a  gas-fired  boiler  will  have  to  be  obtained 
from  the  Bureau  of  Combustibles,  Fire  Department 
inasmuch  as  we  have  no  jurisdiction  over  the  use  of 
combustibles. 

This  department  will  neither  test  nor  approve  any 
boiler  using  ‘Dowtherm’  until  such  time  as  the  required 
approval  from  the  Fire  Department  is  filed  with  this 
department.” 

and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
and  store  600  gallons  of  a  combustible  mixture  (Dow¬ 
therm)  as  a  heat  transfer  medium  in  connection  with  the 
Dowtherm  apparatus  installed  on  the  above  premises ;  that 
the  building  housing  the  unit  is  one  story,  28  ft.  by  32  ft 
m  area,  class  2  construction,  enlarged  to  this  size  in  1946  and 
used  to  process  linseed  oil  with  an  occupancy  of  one  person ; 
ffiat  the  Dowtherm  boiler  was  manufactured  by  the  Eclipse 
i  r™  J£g^™nng  Company  and  has  an  hourly  output  of 
1,500,000  B.T.U.  at  650  deg.  F. ;  that  the  boiler  was  con¬ 
structed  in  accordance  with  the  provisions  of  the  Boiler 
Code  of  the  American  Society  of  Mechanical  Engineers  for 
a  maximum  operating  pressure  of  100  lbs.  per  sq  in  and 
carried  the  approval  stamp  of  the  ASME  and  the  National 
Board  of  Fire  Underwriters;  that  the  oil  bodying  kettle  is 
enclosed  by  a  jacket  constructed  by  the  Blaw-Knox  com¬ 
pany  of  all  welded  construction  in  accordance  with  the 
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ASME  code  for  Unfired  Pressure  Vessels  and  equipped 
with  a  pop  safety  valve  set  at  60  lbs.  per  sq.  in.  and  a 
pressure  gauge  and  designed  for  60  lbs.  per  sq.  in.;  that 
a  Dowtherm  tank  is  provided  with  sufficient  capacity  to  hold 
the  entire  contents  of  the  Dowtherm  System,  so  that  it  may 
be  emptied  into  the  Dowtherm  storage  tank;  that  this  tank 
is  constructed  of  Rt"  thick,  rolled  steel  plate,  with  dished 
ends  and  has  a  2"  diameter  vent  to  the  outside  of  the  build¬ 
ing;  that  the  Dowtherm  vapor  generated  in  the  boiler  is 
piped  to  the  jacket  of  the  oil  bodying  kettle  through  a  6 
all  welded  steel  line  insulated  and  equipped  with  an  expan- 
sion  joint  and  suitable  anchors  and  attached  to  the  kettle 
and  the  Dowtherm  boiler  by  bolted  300  p.s.i.  forged  steel 
flanges  with  corrugated  iron  gaskets ;  that  condensed  Dow- 
therm  is  returned  to  the  boiler  through  a  3  welded  line 
with  300  p.s.i.  forged  steel  flange  connections,  corrugated 
iron  gaskets,  to  a  cast  steel  Dayton-Dowd  condensate  return 
pump,  then  through  a  2"  welded  line  with  300  p.s.i.  forged 
steel  flange  connections,  corrugated  iron  gaskets  to  the  boiler , 
that  all  Dowtherm  piping  is  made  of  seamless  steel  tubing 
with  forged  steel  flanges  designed  for  a  pressure  of  300  lbs. 
per  sq.  in. ;  that  the  boiler  is  protected  against  low  level  of 
Dowtherm  by  a  Magnetrol  low  liquid  level  cutoff  device 
which  cuts  off  the  gas  supply  at  low  Dowtherm  level;  that 
a  Farraday  alarm  howler  is  included  which  also  operates  at 
low  level  and  there  is  a  mica  sight  liquid  level  gauge  glass 
permitting  visual  inspection  of  the  Dowtherm  level ;  that  the 
boiler  is  protected  against  flame  failure  by  a  Minneapolis- 
Honeywell  Pilotstat;  that  the  system  is  protected  against 
excessive  pressure  by  a  Crosby  pop  safety  valve  set  at  100 
lbs  per  sq.  in.  and  by  a  Minneapolis-Honeywell  pressuretrol 
set  at  60  lbs.  per  sq.  in.  which  operates  to  cut  off  the  gas 
supply  to  the  boiler  when  the  boiler  pressure  reaches  60 
lbs  per  sq.  in.;  that  the  system  is  protected  against  excessive 
temperature  by  a  recording  temperature  controller  which 
operates  a  motorized  valve  in  the  gas  supply  line  to  the 
Dowtherm  boiler ;  that  the  entire  Dowtherm  System,  will  be 
insulated  with  4"  of  85%  magnesia;  that  the  fire  extinguish¬ 
ing  system  will  consist  of  a  pipe  line  carrying  C02  directly 
into  the  fire  box  and  there  will  be  three  20  lb.  and  one  10  lb. 
CO2  extinguishers  in  the  building,  one  40  gallon  foamite 
engine  40  ft.  distant  in  adjoining  building  at  the  same  level 
and  40  gallon  foamite  engine  across  the  open  yard  120  ft. 
distant ;  that  this  system  is  now  installed  but  cannot  be 
operated  due  to  the  Fire  Department  order  which  is  the 
subject  of  this  appeal. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  #5314-LC,  objection  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  Dowtherm  system  proposed  shall  be  installed  as 
shown  on  Blaw  Knox  Drawings  Nos.  2554-91-1  and  2554- 
701-1  702  901-2  and  91-1  and  applicants  plan  and  sectional 
drawing  filed  with  this  appeal  and  described  m  the  appli¬ 
cant’s  statement  filed  with  this  appeal;  that  the  boiler  shall 
be  designed  for  not  less  than  100  lbs.  maximum  operating 
pressure  and  constructed  for  such  pressure  in  accordance 
with  the  Boiler  Code  of  the  American  Society  of  neclianical 
Engineers  and  approved  for  such  use  by  the  National  Board 
of  Fire  Underwriters ;  that  such  boiler  shall  be  operated  at 
not  more  than  50  lbs.  operating  pressure  and  not  more  than 
646  degrees  F.  operating  temperature;  that  the  boiler  shall 
have  been  shop  tested  for  200  lbs.  and  evidence  of  this  test 
filed  with  the  Fire  Department;  that  all  piping  shall  be 
seamless  steel  with  welded  flanges  insulated,  eqmpped  with 
expansion  joints  or  hoops  and  suitably  anchored  and  attached 
to  the  Dowtherm  boiler  and  the  kettle  by  bolted  300  p.s.i. 
forged  steel  flanges  with  corrugated  soft  iron  gaskets ,.  that 
the  entire  Dowtherm  system,  including  the  boiler  and  piping 
shall  be  subjected  upon  completion  to  a  hydrostatic  pressure 
est  of  not  less  thaJ  100  lbs.  per  sq.  in.;  and  that  evidence 
of  such  test  shall  be  filed  with  the  Fire  Commissioner  bv 
the  installer;  that  the  tubing  in  the  boiler  shall  be  welded, 
rolled  and  beaded;  that  the  boiler  pressure  limit  control  shall 
be  set  at  60  lbs.  with  a  solenoid  actuated  control  valve  which 
will  shut  off  the  gas  supply  in  the  event  of  excessive 
pressure  •  that  the  boiler  safety  valve  shall  be  set  at  60  lbs. 


and  shall  be  of  the  special  high  vapor  capacity  type  (Crosby 
Type  JO  700  deg.  F.)  with  special  Dowtherm  seating;  that 
the  boiler  shall  be  equipped  with  a  Magnetrol  low  liquid  level 
cut-off  device  which  will  cut  off  the  gas  supply  at  low  Dow¬ 
therm  level;  that  an  alarm  howler  be  provided  to  operate 
at  low  Dowtherm  level ;  that  the  heat  exchange  used  in 
connection  with  this  system  shall  not  be  further  extended 
nor  shall  the  system  be  operated  beyond  the  limits  as  pre- 
scribed  herein;  (one-and-a-half  million  b.t.u.  per  hour), 
that  the  stack  flue  shall  be  designed  in  accordance  with  the 
provisions  of  the  Administrative  Building  Code  for  medium 
temperature  flues ;  that  there  shall  be  no  combustible  ma¬ 
terials  used  in  the  construction  of  the  boilerroom  portion  of 
the  building ;  that  remote  control  switches  for  the  CU2  sys¬ 
tem  and  for  emptying  the  Dowtherm  into  the  Dowtherm 
storage  tank  shall  be  located  outside  of  the  boiler  room 
adjacent  to  the  door  and  properly  identified ;  that  in  the 
starting  operation  of  this  equipment,  care  will  be  exercised 
so  as  not  to  fire  the  boiler  too  rapidly ;  that  external  heating 
will  be  provided  to  insure  that  the  Dowtherm  temperature 
will  be  in  excess  of  60  deg.  F.  at  all  times;  that  the  equip¬ 
ment  shall  be  shut  down  and  checked  weekly  with  complete 
inspection  and  overhaul  of  all  equipment  not  less  than  once 
every  six  months ;  that  the  fire-fighting  equipment  shall  in¬ 
clude  the  CO2  line  entering  the  fire  box  of  the  Dowtherm 
vaporizer ;  that  sufficient  CO2  extinguishers  and  foamite  en¬ 
gines  shall  be  installed  and  maintained  on  the  premises  as  the 
fire  commissioner  shall  direct ;  that  complete  plans  o  t  e 
fire-fighting  equipment  shall  be  submitted  to  the  hire  Com¬ 
missioner  for  approval  as  being  in  accordance  with  this 
resolution. 


APPLIANCES  AND  MATERIAL  SUBMITTED 
FOR  APPROVAL 


175-46-SA 

APPLICANT— L.  L.  White,  for  The  Coleman  Co.,  Inc., 


owner.  , ,  ,  , 

SUB TECT— Coleman  Oil  Fired  Water  Heater,  Model  162— 
20  gallons  capacity;  Model  163 — 30  gallons  capacity 
and  Model  164—45  gallons  capacity,  approval  of. 
APPEARANCES— 

For  Applicant:  None.  .  , 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  j 
Negative :  . 


THE  RESOLUTION  (175-46-SA) 

Whereas,  L.  L.  White,  applicant,  for  the  Coleman  Com 
pany,  Inc.,  owner,  filed  on  February  28,  1946,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  a 
the  appliance  known  as  Coleman  Oil  Fired  Water  Heater 
Model  162—20  gallons  capacity;  Model  163—30  gallon, 
capacity  and  Model  164—45  gallons  capacity;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 


REPORT  OF  COMMITTEE  ON  TESTS 


January  10,  1947. 


Re-  Cal.  #  175-46-SA  T  .  . 

Subject:  Coleman  Oil  Fired  Water  Heater  Model 
162—20  gallons  capacity;  Model  163—30  gals.  cap. 
Model  164,  45  gals,  cap.— Approval  of.  . 

The  Coleman  Co.,  Inc.,  filed  an  application  with  th 
Board  of  Standards  and  Appeals  for  approval  of  th 
Coleman  Oil  Fired  Water  Heater  under  the  provisior 
of  09-57.0  Administrative  Code  and  the  Oil  Burne 
Rules  of  the  Board  of  Standards  and  Appeals. 


Description 

These  oil-fired  water  heaters  are  intended  for  use  1 
dwellings  and  other  buildings  and  are  made  in  thn 
sizes ;  Model  162,  20  gallons ;  Model  163,  30  gallons  an 
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Model  J64.  45  gallons  capacity.  The  unit  consists  of  a 
center-flue  type  water  heater  equipped  with  a  material 
draft  oil  burner  of  the  vaporizing  type.  The  burners 
are  ignited  manually  and  regulated  automatically  to 
burn  with  a  high  or  low  flame  as  required  by  the 
demand  on  the  water  heater.  1  he  oil  is  regulated  by 
a  constant  level  valve  equipped  with  an  anti-flooding 
device  and  a  thermostatically  operated  oil-regulating 
valve.  .  A  draft  regulator  is  supplied  with  each  heater 
The  oil  used  is  not  heavier  than  #2  U.  S.  Dept  of 
Commerce  Standard.  The  water  storage  tanks  of  these 
heaters  are  of  copper  bearing  steel  with  heavy  duty 
galvanizing. 

Inspection  and  Test 

A  Coleman  oil-fired  water  heater  of  30  gallons  capac¬ 
ity  was  inspected  and  tested  at  872  53d  Street,  Brook¬ 
lyn.  Present  at  the  test  were  Commissioner  Charles  M. 
Blum  and  Chief  Engineer  Leslie  V.  Huber  of  the  Com¬ 
mittee  on  tests  and  L.  L.  White  representing  the  manu¬ 
facturer.  The  burner  unit  was  flue-connected  to  a  legal 
chimney.  The  burner  was  safely  and  readily  lighted'by 
means  of  a  hand  torch  and  the  flame  was  not  ex¬ 
tinguished  by  starting  puffs  or  back  drafts.  Abnormal 
discharge  of  oil  in  event  of  ignition  failure  was  pre- 
vented  by  the  fixed  relationship  between  burner  bowl 
and  constant  level  device. 

The  units  have  been  approved  by  the  Underwriters 
Laboratories,  Misc.  Petroleum  1452  Application  #45 
C354  B. 


Recommendation 

On  the  basis  of  the  inspection  and  test  and  the  fore¬ 
going  data,  the  Committee  on  Tests  recommends  that 
the  Coleman  Oil  Fired  Water  Heater,  Models  162,  163 
and  164  be  approved  for  domestic  and  commercial  in¬ 
stallations  in  New  York  City  with  fuel  oil  not  heavier 
than  #2  U.  S.  Dept,  of  Commerce  Standards,  when 
installed  in  accordance  with  the  Oil  Burner  Rules  of 
the  Board  and  this  report,  provided  that  each  burner 
bear  a  label  permanently  affixed,  reading  “Approved  by 
the  Board  of  Standards  and  Appeals  for  Use  in  New 
York  City  under  Cal.  175-46-SA.” 

(Sgd.)  Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 

,  Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

appliance. 

Resolved,  that  the  Board  -of  Standards  and  Appeals  does 

hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


773-46-SM 

Concrete  Products  Inc.,  owner. 
SUBJECT  ‘  Duffcon”  light  weight  precast  concrete  floor 
and  roof  slabs,  approval  of. 

APPEARANCES — 

For  Applicant:  F.  Duffy. 

ACTION  OF  BOARD — Material  approved  in  accordance 
the  report  of  the  Committee  on  Tests. 
rHE  VOTE  TO  APPROVE: 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

rHE  RESOLUTION  (773-46-SM) 

Whereas,  Duffcon  Concrete  Products,  Inc.,  owner,  filed 
>n  October  4,  1946,  an  application  with  the  Board  of  Stand- 
irds  and  Appeals  for  approval  of  the  material  known  as 
June  on  Light  Weight  Precast  Concrete  2W  Channel  Type 

toof  Slabs;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


Cal.  #773-46-SM  DeCember  U  1945' 

Subject:  Duffcon'  Light  Weight  Precast  Concrete 
2?A  Channel  Type  Roof  Slabs. 

Duffcon  Concrete  Products,  Inc.,  filed  an  application 

nf  h«n  effB°a»d  T°f  ,Sta"dards  and  Appeals  for  approval 
Dlf11#on  Light  Weight  Precast  Concrete  2 yA" 
C  annel.  Type  Roof  Slabs,  under  provisions  of  the  Ad¬ 
ministrative  Building  Code  as  hereinafter  provided  in 
accordance  with  the  requirements  of  C-26-178-o.b.,  and 
under  C-26-626.o.— C-26-618-o.a.— C-26-619-o.b. 

Description  and  Manufacture 

1  he  Duffcon  light  weight  precast  concrete  roof  slab 
is  a  prefabricated,  reinforced,  concrete  unit,  manufac¬ 
tured  in  standard  sections,  24"  in  width,  2&"  leg,  and 
1  web  with  dapped  edge.  The  soffit  reinforcement 
consists  of  a  mat  of  two  (2)  y2”  deformed  round  rods, 
and  b  x6  #10  U.  S.  gauge  galvanized  electric  welded 

wlI#r*??,esJ1’  set  in  the  concrete  2"  from  outside  edges 
and  y2  from  bottom  of  slab. 

The  weight  of  slab  is  14  pounds  per  square  foot. 

Concrete 

The  mix  consists  of : 

One  (1)  part  high-early  approved  Portland  Cement- 
three  and  a  half  (3}4)  parts  “Waylite”  light  weight 
cellular  aggregate,  derived  from  blast  furnace  slag,  re- 
hned  and  expanded  by  a  process  of  agitating  and  rapidly 
cooling;  one  (1)  part  screened,  washed  Cow  Bay  sand; 
four  to  five  gallons  of  water  to  a  bag  of  Portland 
Cement;  resulting  concrete  having  a  compressive 
strength  of  3360  lbs.  p.s.i.,  and  weighing  107  lbs.  per 
cubic  foot,  as  per  United  States  Testing  Company,  Inc 
report  #/ 7548,  dated  August  7,  1946/ as  per  certificate 
filed  with  this  application  (28  day  strength). 

The  materials  are.  all  thoroughly  mixed  in  a  rotary 
steel  chum,  poured  into  flat  steel  forms  then  vibrated 
and  allowed  to  cure  14  days. 

All  slab  ends  are  centered  over  supporting  beams  with 
a  minimum  of  2"  bearing,  and  securely  fastened  thereto 
by  means  of  22  gauge  galvanized  steel  beam  clip  fitted 
OV<AriiS^ee  flange  and  fastened  with  4  d.  galvanized  nails 
All  separating  joints  are  top  grouted  with  high  tem¬ 
perature  black  asphaltum  cement. 

Inspection  and  Tests 

Inspection  of  the  plant  and  process  was  made  by 
the  Committee  on  Tests,  Commissioner  Charles  M 
Blum  and  Chief  Engineer  Leslie  V.  Huber,  at  the 
plant  at  Cresskill  New  Jersey.  Also  present  were 

fi.  X.  Duffy  and  George  A.  Duffy,  of  the  manufac¬ 
turers. 

The  capacity  of  the  plant  is  approximately  3000  feet 
of  units  per  day,  the  operation  being  continuous  from 
stripping  of  the  forms  through  cleaning,  assembling 
reinforcing,  pouring  and  curing. 

The  slabs  tested  were  placed  in  a  wooden  frame  7'  0" 
clear  span,  and  loads  applied  at  third  points.  Bags  of 
cement  weighing  94  lbs.  each  were  used  for  the  load 
tests. 

Test  No.  1 


Test  No.  2 


Total  load  in  pounds 
658 
1316 
1880 
2256 
2820 
2914 
3008 
3290 

856 

1316 

1712 


Deflection 
1/16" 
1/8  " 
3/8  " 
5/8  " 
3/4  " 

1  " 

1-1/8  " 
Broke 

1/16" 
1/8  " 
1/8  " 
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DUFFCON  PBE1CKST  C MKNNEL  gOQF  5L^ft>S 


Design  Pat  a. 

Compressive.  3trcncfth  FL- 35Go*//n* 
Extreme  Fiber  Stress  ti-  J544*/ir>* 
Steel  Stress  h'?ooooKZr>7 


o 


H 

rtJ-C  lQ4toVM2.tL.K4ES> 

4 

Ifi 

®-7f  lV 

—  "  \=j 

7-0 

.4-. 

LoclcL/ nq  Pat  cl 

S/a-b  LoclcL  -  !4- 
F&oZ  LoclcL-  4 

Live  LoclcL  ~  C ° 

ToLcl/  Load  -  ISE/ZF 
A  s-JVG. 


Spa.r? -.7-0  dear 

d>?.oo“  bn  2" 


Mo  cLu  li  f? ftio  1  n 
Neutral  Ax/s  *  K.cL 


n.  £v£<.  ■  Jo‘,0^3 60-/0*  •  <3-92 

b(<d)%'nAs  (cL-kd.)  -  G.(k aO*-&.??  (tscXt-td.) 

noL  ■■  *  £  3  /  in  K.  -■  .  3/5"  ^  & 

Moment  of Inertia,  Z =  -  b(*d.)%  +  n\>  (d-td?  ■  wOrtt-*#  ■  ***' 


--  -Tc 


^ect/o7  Moduli 

Ss  t  tc. 


Sending  __  M 
Moment 


Stresses  fitfc 


Shear  =  lt 
bond  ’ ^cc 


Sc'ilc./td.  --  4'ZQ>I/(S3I  -  G.78  m* 

1  I<z/n(d-rcLs)  -  r  *3^//<o5 

A//'  r  7a  -4^  -  /?  •*  5733  ,n.  / bs . 

ts  '  M/Ss  *  ^733/35/  --/<T335%?* 

F  *  -  5733/<;  75  *  84S*/(hi 

If •  :  75  *  3  S,'//Z*'Z  *  Ilft-'/h'2 


yCL*  X//£0joL  -■  7&"3-S/l.C. *.&<?$«  2  1  55*/mz 


3 

. 


5 pan  (Clear) 

Live.  LoclcL 

J2C 

*/  s 

Si 

Jl. - - — 

7  io 

GO 

/  <2335 

3*5 

7-  *5 

GO 

pQOOO 

1035 

7-  O 

77 

20000 

1035 

_ 


Support  provided  by  def lection  clips  net 
included  in  design  calc  a/ at/  o  ns. 

Test  No.  2 — Continued 

Total  load  in  pounds 
2068 


2726 

3008 

3196 

3478 


Deflection 
1/2  " 
3/4  " 

1  " 
1-1/4  " 
Broke 


Average  load  of  3  tests — 3446  lbs.  Area  14  sq.  it. 
247  lbs.  per  sq.  ft.— 3rd  point  loading— live  loa< 
62  lbs.  per  sq.  ft.— 3rd  point  loading  . 

The  computation  of  stresses  by  the  Reinforanf 
Steel  Engineering  Bureau,  Structural  Engineers,  Mev 
York  City,  is  indicated  above. 


Test  No.  3 


1034 

1504 

2256 

2632 

2914 

3102 

3384 

3572 


1/8  " 
1/4  " 
1/2  " 
5/8  " 
3/4  " 
1  " 

1-1/8  " 
Broke 


Recommendations  J 

The  Committee  on  Tests,  recommends  on  the  basi 
of  the  foregoing  data,  and  as  per  application  ot  ac 
cepted  engineering  formulae,  as  evidenced  by  engi 
neering  data  submitted  with  the  application,  tna 
the  “Duffcon”  light  weight  precast  concrete  m 
channel  roof  slab,  7'0"  clear  span,  be  approved  tc 
use  in  New  York  City,  as  meeting  the  requireraer 
C-26-619  o.b.,  Administrative  Building  Code,  for  rooi 
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of  class  1  and  2  construction,  where  the  fire  protective 
covering  is  omitted  from  the  roof  trusses,  as  provided 
in  C-26-618.0.  Administrative  Building  Code,  under 
C-26-620  o.c.l.b.,  Administrative  Code,  as  the  concrete 
top  slab  provided  for  therein  (roofs  only)  as  a  roof 
slab,  and  under  C-26-254.o.  as  a  roof  slab  wherever 
class  3  or  class  6  construction  is  permitted,  provided  no 
fire  resistive  rating  is  required,  and  such  other  occu¬ 
pancies  where  40  lb.  load  is  permitted  provided  fire 
resistive  requirements  are  otherwise  met,  provided  also 
that  inch  wired  chairs  secured  by  welding  to  both 
edges  of  reinforcement  not  less  than  18  inches  on  centers 
be  provided. ^  This  approval  is  limited  to  a  maximum 
span  of  7  0"  and  for  live  loads  not  in  excess  of  40 
psf.  It  is  further  recommended  that  each  shipping 
ticket  be  stamped,  reading  as  follows:  “Approved  for 
use  in  New  \  ork  City  by  the  Board  of  Standards  and 
Appeals  under  Cal.  773-46-SM.” 

(Sgd.)  Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 

,  Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  this  material  in  accordance  with  the  above 

report. 


925-46-SA 

APPLICANT — Harvey-V  hippie,  Inc.,  owner. 

SUBJECT — Purr-feet  Oil  Burner,  approval  of 
APPEARANCES— 

For  Applicant:  William  G.  Kurtz. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests 
rHE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

rHE  RESOLUTION  (925-46-SA) 

Whereas,  Harvey- Whipple,  Inc.,  owner,  filed  on  No- 
ember  26,  1946,  an  application  with  the  Board  of  Stand- 
trds  and  Appeals  for  approval  of  the  appliance  known  as 
urr-fect  Oil  Burner,  Models  X,  Y,  and  YL;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

^  January  8,  1947. 

Re:  Cal.  No.  925-46-SA 

Subject:  Purr-feet  Oil  Burner,  Models  X,  Y  and  YL, 
approval  of. 

Harvey- Whipple,  Inc.  of  Springfield,  Mass,  filed  an 
application  with  tire  Board  of  Standards  and  Appeals 
for  approval  of  the  Purr-feet  Oil  Burner,  Models  X,  Y 
and  YL,  under  the  provisions  of  C19-57.0  of  the  Ad¬ 
ministrative  Building  Code  and  the  Oil  Burner  Rules  of 
the  Board  of  Standards  and  Appeals. 

Description 

This  burner  is  a  gun  type  pressure  atomizing  oil 
burner  and  consists  of  a  blower  housing,  an  electric 
motor  centrifugal  fan,  ignition  transformer,  fuel  pump 
and  nozzle  assembly.  It  is  designed  to  burn  fuel  not 
“e^v*er  than  #3  U.  S.  Dept,  of  Commerce  Standards 
and  has  a  maximum  capacity  of  3  gallons  per  hour  for 
;  Model  X,  14  gallons  per  hour  for  Model  Y  and  20 
gallons  per  hour  for  Model  YL. 

The  pump  is  part  of  an  integral  fuel  unit  which 
consists  of  a  Webster  pump  single  stage  or  twin  stage 
°r.  ^lual,  a  strainer,  a  pressure  regulating  valve  and  an 
oil  by  pass  valve.  The  air  which  the  fan  sets  in  motion 


and 


is  accumulated  and  delivered  to  the  blast  tube  by  the 
blower  housing.  The  air  control  is  on  the  output  side 
ot  Ui.e  ian-  .fhe  blower  housing  is  heavy-cast  aluminum 
and  is  machined  so  that  the  pump  and  motor  are  main¬ 
tained  in  proper  alignment.  The  end  cover  plate  is  a 
cast  aluminum  disc,  which  closes  the  end  of  the  blast 
tube  and  is  removable  to  facilitate  the  nozzle  assem- 
bty.  the  fan  is  a  Torrington  standard  size  or  equal 
attached  directly  to  the  motor  shaft.  It  is  made  of  either 
aluminum  or  cast  steel.  The  transformer,  a  Jefferson 
or  equal,  is  a  10,000  volt,  secondary  grounded  mid-point 
ignition  transformer  with  base  mounted  terminal.  It  is 
connected  to  the  electrodes  by  high  tension  cable.  The 
controls  consist  of  Minneapolis-Honeywell  R117  Pro- 
tecto  Relay  or  equal,  Minneapolis-Honeywell  Pressure- 
trol  Type  P404A1  x  OA4  range  0  to  10  lbs.  or  equal 
Minneapolis-Honeywell  Aquastat  #L170A  or  equal  and 
Minneapolis-Honeywell  Room  Thermostat  No.  Til  A  or 
equal  or  in  place  of  a  stack  control  a  Minneapolis- 
Honeywell  R177  Electronic  type  control  is  used. 

Inspection  and  Test 

The  burner  was  inspected  and  tested  at  Springfield, 
inr-m  ■*3resen^  the  test  were  Commissioner  Charles 
M.  Blum  and  Chief  Engineer  Leslie  V.  Huber  of  the 
Committee  on  Tests  and  W.  D.  Kurtz  of  the  manu- 
tacturers.  The  burner  inspected  and  tested  was  Model  X. 

This  burner  was  an  assembly  of  approved  parts  suit- 
able  for  use  with  each  other  for  the  service  intended  as 
approved  and  the  burner  as  provided  with  suitable  safe¬ 
guards  to  prevent  abnormal  discharge  of  oil.  The  burner 
as  assembled  was  tested  for  defects  and  proper  function¬ 
ing  throughout  its  operating  range  and  was  found  to 
function  properly  as  designed  with  no  flarebacks  or  un¬ 
usual  carbon  deposits.  With  the  oil  cut  off  the  controls 
functioned  in  40  seconds.  All  parts  are  so  designed  as 
to  maintain  alignment  and  to  permit  interchangeability. 
With  a  stack  temperature  of  485  deg.  the  C02  content 
of  the  flue  gases  was  10%. 

Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  data 
(fled  with  this  application,  the  Committee  on  Tests  rec¬ 
ommends  the  approval  of  the  Purr-feet  Oil  Burner, 
Models  X,  Y  and  YL,  with  controls  as  listed  herein  for 
domestic  and  commercial  installation  with  fuel  oil  not 
heavier  than  $3  U.  S.  Department  of  Commerce  stand¬ 
ard,  when  installed  in  accordance  with  this  report  and 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals,  provided  the  burner  bears  a  label,  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  Use  in  New  York  City  under  Cal. 
925-46-SA.” 

(Sgd.)  Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Qommittee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1026-46-SA 

APPLICANT — Valley  Welding  &  Boiler  Co.,  owner. 
SUBJECT — Calcinator  (Automatic  Home  Disposal  Unit), 
approval  of. 

APPEARANCES— 

For  Applicant :  Roland  Caiani  and  John  F.  Mc- 
Gorty. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
-  with  the  report  of  the  Committee  on  Tests. 
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THE  VOTE  TO  APPROVE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  .  u 

THE  RESOLUTION  (1026-46-SA) 

Whereas,  The  Valley  Welding  &  Boiler  Co.,  owner,  filed 
on  December  17,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  Calcinator  (automatic  Home  Disposal  Unit)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  10,  1947. 

Re:  Cal.  #  1026-46-SA. 

Subject:  Calcinator  (automatic 
Home  Disposal  Unit) 

Approval  of. 

The  Valley  Welding  and  Boiler  Co.  of  Bay  City, 
Michigan,  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  Calcinator  (automatic 
Disposal  Unit)  under  the  provisions  of  C26-178.0b  and 
C26.690.0  Administrative  Building  Code. 

Description 

This  device  is  an  incinerator  designed  for  the  de¬ 
hydration  and  burning  of  combustible  refuse  and  con¬ 
sists  of  a  metal  cabinet  24  inches  long,  18  inches  wide 
and  36  inches  high,  divided  into  three  parts:  the  com¬ 
bustion  chamber,  the  ash  pit  and  the  flue.  There  is  an 
outside  20  g.  metal  shell  with  enamel  finish  and  an  in¬ 
side  16  g.  shell  with  a  V/&"  space  between  these  shells 
lined  on  the  outer  side  with  1"  air  cell  asbestos  insula¬ 
tion.  There  are  eight  1-inch  air  inlets  at  the  bottom 
front  of  device,  twelve  1-inch  air  inlets  at  right  side 
bottom  and  twelve  at  left  side  bottom.  Air  enters 
through  these  inlets,  rises  between  the  inner  shell  and 
the  outer  insulation  and  enters  the  combustion  chamber 
at  the  top,  then  heated  in  proportion  to  the  combustion 
in  the  chamber,  passes  over  the  refuse,  supplies  combus¬ 
tion  and  leaves  through  the  top  rear  flue.  A  gas  pilot 
jet  burns  continuously  inside  a  stainless  steel  shield, 
vented  at  the  top  to  the  flue,  which  is  5"  in  diameter  and 
connects  directly  to  a  legal  chimney,  supplying  heat  first 
to  cause  a  slight  draft  to  dehydrate  the  combustible  ma¬ 
terial  then  cause  combustion.  This  pilot  light  is  lighted 
and  shut  off  manually.  The  dimension  of  flame  is  1% 
long  and  the  orifice  is  3|/64  inch  with  a  capacity  ot  3 
cu.  ft.  per  hour.  The  device  is  raised  4  inches  above 
the  floor.  A  Pittsburgh  pressure  regulating  valve  con¬ 
trols  the  gas  supply.  The  device  has  been  approved  by 
the  American  Gas  Association,  Certificate  #7-8-Uli, 
dated  May  29,  1946.  The  hourly  input  of  this  device 
is  1500  B.T.U. 

Inspection  and  Test 

The  device  was  inspected  and  tested  in  operation  at 
105  First  Avenue,  Manhattan.  Present  at  the  test  were 
Commissioner  Charles  M.  Blum  and  Chief  Engineer 
L.  V.  Huber  »of  the  Committee  on  Tests  and  R.  M. 
Cavani  and  J.  F.  McGorly,  representing  the  applicant. 
The  device  functioned  as  designed. 

Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  fore¬ 
going  data,  the  Committee  on  Tests  recommends  under 
the  Board’s  authority  as  provided  in  C26-19LOa  the 
approval  of  the  Calcinator  (Automatic  Home  Disposal 
Unit)  for  use  in  New  York  City,  when  installed  in 
accordance  with  the  provisions  of  Article  12,  Adminis¬ 
trative  Building  Code  and  this  report,  provided  that  the 
device  shall  be  connected  to  a  legal  chimney  with  not 
less  than  a  5-inch  diameter  flue,  and  that  the  device  bear 
a  label,  permanently  affixed,  reading:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  Use  in  New 
York  City  under  Cal.  #  1026-46-SA.” 


(Sgd.)  Bernard  A.  Savage, 

Commissioner, 


Charles  M.  Blum, 

Commissioner, 


Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Adjourned:  1:15  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  11,  1947. 
Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


782-42-A 


APPLICANT — William  Higginson  and  Son,  for  Bush  Ter¬ 
minal  Co.,  owner. 

SUBJECT— Appeal  reopened  January  7,  1947— re  Appeal 
from  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 2240  32nd  street  (Block  679,' 
part  of  Lot  1);  912-930  3rd  avenue,  45-113  35th 
street  and  581-599  2nd  avenue  (Bush  Buildings  5 
and  6)  ;  (Block  687,  Lot  1)  ;  932-944  3rd  avenue 
201-271  36th  street,  46-114  35th  street  and  607-619 
2nd  avenue  (Bush  Buildings  3  and  4)  ;  (Block  691, 
Lot  1)  ;  621-639  2nd  avenue,  201-271  37th  street,  202 
272  36th  street  (Bush  Buildings  1  and  2)  ;  (Block 
695,  Lot  1),  3902-3924  2nd  avenue  and  132-184  39th 
street  (Bush  Building  19)  ;  (Block  706,  Lot  1)  ;  52- 
76  39th  street  (Bush  Building  24  and  Train  Shed) ; 
(Block  706,  Lot  24)  ;  3902-3924  1st  avenue,  76-94 
39th  street  (Bush  Buildings  22  and  23)  ;  (Block  706, 
Lot  24)  ;  3924-4024  1st  avenue  (Bush  Building  26) ; 
(Block  710,  Lot  1)  ;  4002-4024  2nd  avenue,  131-183 
41st  street  (Bush  Building  20)  ;  (Block  711,  Lot  1) ; 
872-890  3rd  avenue,  17-99  33rd  street,  88-100  32nd 
street  and  599  2nd  avenue  (Bush  Buildings  9  and 
10)  ;  (Block  679,  Lot  1)  ;  892-910  3rd  avenue,  37- 
117  34th  street,  18-100  33rd  street  and  561-579  2nd 
avenue  (Bush  Buildings  7  and  8)  ;  (Block  683,  Lo! 
1)  ;  101-127  41st  street  (Bush  Warehouses  18  ant 
19)  ;  (Block  711,  Lot  1)  ;  and  541  2nd  avenue,  ant 
18-38  32nd  street  (Bush  Power  House)  ;  (Blocl 
679,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES—  .  _ 

For  Applicant:  William  Higginson,  Irving  B.  Stan 
ton  and  C.  W.  Wilson. 

For  Administration:  Samuel  L.  Becker,  Depto 
Housing  and  Buildings  and  Philip  E.  Murray; 
Dep’t  of  Marine  &  Aviation. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. 
NEcrntive  :  . . . 


THE  RESOLUTION  (782-42-A)  j 

Whereas,  this  appeal  from  orders  of  the  fire  commissione 
was  granted  by  the  Board  on  November  21,  1944,  on  certai 
conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appe: 
for  the  purpose  of  considering  additional  decisions  of  tr 
borough  superintendent ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  c 
January  7,  1947 ;  and 
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j  \\  hereas,  the  decision  of  the  borough  superintendent, 
dated  November  8,  1946  on  Sprinkler  Application  5082-45, 

reads : 

“1.  Proposed  changes  to  existing  standpipe  and 
sprinkler  systems  are  contrary  to  the  requirements  of  the 
Bd.  of  Standards  &  Apjieals  resolutions  Cal.  #782-42 
and  806-42.” 

ind 

t  Whereas,  the  decision  of  the  borough  superintendent, 
lated  November  8,  1946,  on  Misc.  Applications  5298-5309-46, 
inclusive,  reads: 

“4.  Separation  of  the  source  of  water  supply  is  con¬ 
trary  to  the  original  resolutions  of  the  Board  of  Stand¬ 
ards  and  Appeals,  Cal.  #782-42  and  806-42.” 

ind 

\\  hereas,  the  decision  of  the  Commissioner  of  Marine  and 
\viation,  dated  December  5,  1946  (21782)  reads: 

^Tliis  is  to  advise  you  that  your  application  dated  May 
24th,  1946,  for  approval  of  the  division  of  the  original 
standpipe  and  sprinkler  systems  in  the  area  between  39th 
and  50th  streets,  Borough  of  Brooklyn,  is  denied. 

You  are  also  advised  that  you  may  appeal  to  the  Board 
ot  Standards  and  Appeals  regarding  the  matter.” 
ind 

Whereas,  the  applicant  states  that  the  separation  of  the 
ource  ol  water  supply  has  been  effected  by  the  installation 
•f  two  gate  valves  on  the  water  supply  system,  previously 
mvned  as  a  single  property  but  since  divided  into  two  prop- 
rties;  and 

I  \\  hereas,  the  applicant  contends  that  the  decision  of  the 
©rough  superintendent  and  the  Commissioner  of  Marine  and 
:\viation  should  be  waived  because  of  the  following  condi- 
'10ns  •  that  separation  can  be  nullified  at  any  time  by  the 
pening  of  the  valves,  thereby  rendering  the  fire  prevention 
■ystem  fully  operative,  as  originally  intended ;  that  the  valves 
re  readily  accessible  arid  their  location  plainly  indicated  on 
rawing  filed  with  this  appeal ;  that  consent  is  given  by  both 
wners,  so  that  the  Fire  Department  may  open  these  valves 
t  any  time  within  the  discretion  of  the  Department. 

I  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
;ereby  amend  the  resolution  adopted  on  November  21  1944 
•y  adding  thereto :  ’ 

*  *  *  that  the  separation  of  the  system  by  the  installa- 
I  .tl0;n  ot  underground  control  valves,  as  proposed  and  as 
indicated  on  Drawing  4539,  dated  November  28,  1945 
:  and  marked  ‘Received  December  6,  1945,’  locations  of 
valves  being  as  indicated  on  Exhibit  A,  be  permitted  on 
condition  that  proper  signs  and  man  hole  covers  shall  be 
maintained  at  such  valves ;  that  the  pump  room  with  fire 
pump,  as  shown,  shall  be  maintained  as  proposed ;  that 
the  sources  of  water  supply  shall  be  maintained  for 
sprinkler  and  standpipe  systems  as  proposed,  and  as  indi¬ 
cated  and  as  previously  approved;  that  in  all  other  re¬ 
spects  the  sprinkler  and  standpipe  system,  approved  by 
resolution  adopted  November  21,  1944,  shall  be  main¬ 
tained,  all  to  the  satisfaction  of  the  fire  commissioner, 
and  with  the  approval  of  the  Factory  Mutual  Insurance 
Company ,  that  insofar  as  any  portion  of  these  premises 
are  within  the  jurisdiction  of.  the  Department  of  Marine 
and  Aviation,  this  resolution  is  a  recommendation  to  the 
commissioner  of  that  Department;  that  a  copy  of  the 
drawing  showing  the  valves  herein  permitted  shall  be 
hied  with  the  nearest  fire  house  and  also  with  the  Marine 
Division  of  the  Fire  Department;  and  that  other  than 
as  herein  amended  the  conditions  of  the  resolution  of 
November  21,  1944,  shall  be  complied  with.” 


)6-42-A 

-PPLICANT— William  Higginson  and  Son,  for  Bush 
•  terminal  Co.,  owner. 

UBJECT— Appeal  reopened  January  7,  1947— re  Appeal 

Rp-UTcinc?1  a  borough  superintendent. 

REMISES  AFFECTED-Foot  of  49th  street  and  50th 
street  (Bush  Buildings  57  and  58);  Block  725, 
Lot  I)  ;  4814-4823  2nd  avenue,  101-183  49th  street 
and  4813-4823*lst  avenue  (Bush  Buildings  95-103)  ; 


Block  771,  Lot  1)  ;  Foot  of  46th  street  (Bush  Build¬ 
ings  45-50);  (Block  725,  Lot  1);  4722-4724  2nd 
avenue,  105-183  48th  street  (Bush  Freight  House)  ; 
Block  762,  Lot  1)  ;  101-183  47th  street,  4402-4624 
2nd  avenue,  102-184  44th  street  and  4401-4623  1st 
avenue  (Bush  Buildings  23-38  and  63-94)  ;  (Block 
(“0,  Lot  1)  ;  Foot  of  44th  street  (Bush  Buildings 
39-44)  ;  (Block  725,  Lot  1  ;  West  side  of  1st  avenue, 
326  ft.  and  70  ft.  south  of  43rd  street  (Pump 
House)  ;  (Block  725,  Lot  1)  ;  4302-4324  1st  avenue, 
/6-100  43rd  street  (Round  House  and  Garage)  ; 
(Block  725,  Lot  1)  ;  Foot  of  48th  street  (Bush 
Buildings  51-56)  ;  (Block  725,  Lot  1)  ;  7-29  43rd 
street  (Bush  Unit  C)  ;  (Block  720,  Lot  1)  ;  35-37 
43rd  street  (Bush  Warehouses  20-22)  ;  (Block  720, 
Lot  1)  ;  4101-4111  1st  avenue,  102-112  41st  street 
(Bush  Warehouse  1-A)  ;  (Block  716,  Lot  1)  ;  7-23 
42nd  street,  4102-4124  1st  avenue  (Bush  Unit  B)  ; 
(Block  715,  Lot  1)  ;  North  side  of  42nd  street,  296 
ft  5  in.  west  of  1st  avenue  (Bush  Unit  A)  ;  (Block 
715,  Lot  1)  ;  360  ft.  west  of  1st  avenue  and  26  ft. 
north  of  41st  street  (Bush  Power  House)  ;  (Block 
710,  Lot  16)  ;  and  4902-4924  2nd  avenue,  101-184 
50th  street,  103-184  49th  street  and  4901-4923  1st 
avenue  (Bush  Buildings  104-117)  ;  (Block  780,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Higginson,  Irving  B. 

Stanton  and  C.  W.  Wilson. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  Philip  E.  McMur- 

.  ray,  Dept,  of  Marine  &  Aviation. 

ACTION  OF  BOARD — Resolution  amended 
1HE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (806-42-A) 

Whereas,  this  appeal  from  orders  of  the  fire  commis¬ 
sioner  was  granted  by  the  Board  on  November  21  1944  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appeal 
for  the  purpose  of  considering  an  additional  objection  of 
the  borough  superintendent ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  8,  1946,  on  Misc.  Applications  5282-5297-36 
inclusive, *  reads : 

4.  Separation  of  the  source  of  water  supply  is  con¬ 
trary  to  the  original  resolutions  of  the  Board  of  Stand- 
ards  and  Appeals.  Cal.  #782-42  and  806-42.  Denied” 

and 

Whereas,  the  decision  of  the  Commissioner  of  Marine 
and  Aviation,  dated  December  5,  1946  ,21782)  reads : 

„  .“This  is  to  advise  you  that  your  application  datedMay 
24th,  1946,  for  approval  of  the  division  of  the  original 
standpipe  and  sprinkler  systems  in  the  area  between  39th 
and  50th  Streets,  Borough  of  Brooklyn,  is  denied. 

You  are  also  advised  that  you  may  appeal  to  the 
Board  of  Standards  and  Appeals  regarding  the  matter  ” 

and 

Whereas,  the  applicant  now  states  that  a  separation  of 
the  source  of  water  supply  has  been  affected  by  the  installa¬ 
tion  of  two  gate  valves  on  the  water  supply  system,  previ¬ 
ously  owned  as  a  single  property  but  since  divided  into  two 
properties;  and 

Whereas,  the  applicant  contends  that  the  decision  of  the 
borough  superintendent  and  the  Commissioner  of  Marine 
and  Aviati°n  should  be  waived  because  of  the  following 
conditions .  that  separation  can  be  nullified  at  any  time  by 
the  opening  of  the  valves,  thereby  rendering  the  fire  pre¬ 
vention  system  fully  operative  as  originally  intended ;  that 
the.  valves  are  readily  accessible  and  their  location  has  been 
plainly  indicated  on  drawing  filed  with  this  appeal ;  that  con¬ 
sent  is  given  by  both  owners  so  that  the  Fire  Dept,  may 
open  these  valves  at  any  time  within  the  discretion  of  the 
Department. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  d°es 

hereby  amend  the  resolution  adopted  on  November  21,  1944, 

by  adding  thereto;  .  „  ,  ,  ,  . 

“*  *  *  that  the  separation  of  the  system  by  the  in¬ 
stallation  of  underground  control  valves,  as  proposed 
and  as  indicated  on  Drawing  4539,  dated  November  28, 
1945,  and  marked  ‘Received  December  6,  1945,  locations 
of  valves  being  as  indicated  on  Exhibit  A,  be  permitted 
on  condition  that  proper  signs  and  man  hole  covers  shall 
be  maintained  at  such  valves ;  that  the  pump  room  with 
fire  pump,  as  shown,  shall  be  maintained  as  proposed ; 
that  the  sources  of  water  supply  shall  be  maintained 
for  sprinkler  and  standpipe  systems  as  proposed,  and 
as  indicated  and  as  previously  approved ;  that  in  all  other 
respects  the  sprinkler  and  standpipe  system,  approved 
by  resolution  adopted  November  21,  1944,  shall  be  main¬ 
tained,  all  to  the  satisfaction  of  the  fire  commissioner, 
and  with  the  approval  of  the  Factory  Mutual  Insurance 
Company ;  that  insofar  as  any  portion  of  these  premises 
are  within  the  jurisdiction  of  the  Department  of  Marine 
and  Aviation,  this  resolution  is  a  recommendation  to  the 
Commissioner  of  that  Department;  that  a  copy  of  the 
drawing  showing  the  valves  herein  permitted  shall  be 
filed  with  the  nearest  fire  house  and  also  with  the  Ma¬ 
rine  Division  of  the  Fire  Department,  and  that  other 
than  as  herein  amended  the  conditions  of  the  resolution 
of  November  21,  1944,  shall  be  complied  with. 


7-47-A 

APPLICANT— Koch  and  Wagner,  for  M.  H.  Renken  Dairy 

Co.,  owner.  .  .  .  ,  ,  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 131-137  Emerson  place,  east 
side,  100  ft.  south  of  Myrtle  avenue  and  202-208 
Classon  avenue  (1st  floor)  ;  (Block  1909,  Lot  15), 
Borough  of  Brooklyn. 

APPEARANCES—  ,  ,  ,  ,  ... 

For  Applicant:  Harry  Yakel  and  Charles  Wagner. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guince.  4 
Negative  . . .  ^ 


THE  RESOLUTION  (7-47-A) 

Whereas,  Koch  and  Wagner,  for  W.  H.  Renken  Dairy 
Co.,  owner,  filed  January  6,  1947,  an  appeal  trom  a  decision 
of  the  borough  superintendent,  affecting  premises :  131-137 
Emerson  place,  east  side,  100  ft.  south  of  Myrtle  avenue  and 
202-208  Classon  avenue,  1st  floor,  (Block  1909,  Lot  15), 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  26,  1946,  on  Alt.  Applic.  4512-46,  reads: 

“1.  The  area  of  the  structures  connected  by  unpro¬ 
tected  openings  exceeds  that  allowed  in  a  nonfireproof, 
Class  III  structure  by  the  Building  Code,  Sect.  4.2.1.” 

and  . 

Whereas,  the  applicant  states  that  the  building  is  2  stories, 
33  ft.  in  height,  58  ft.  by  85  ft.  V/2  in.  in  area  at  1st  floor, 
58  ft.  by  120  ft.  7  in.  in  area  at  2nd  floor;  Class  3  construc¬ 
tion,  erected  in  1931,  located  in  an  unrestricted  use,  B  area, 
Class  1 1/2  height  district;  used  and  occupied  since  1931  as  a 
dairy ;  that  no  change  in  use  or  occupancy  is  proposed ;  that 
the  building  is  equipped  with  six  3  ft.  8  in.  iron  and  wood 
stairs,  enclosed  in  partitions  of  one  and  3-hour  construction, 
equipped  with  one  and  3-hour,  self-closing  doors,  and  leading 
from  roof  bulkhead  to  street  and  driveway;  that  there  is  one 
fire  escape  from  2nd  floor  of  ice  manufacturing  building 
leading  to  roof  by  ladder  with  egress  at  2nd  floor  level  by 
horizontal  exits  to  stairs  at  2nd  floor;  that  windows  and 
doors  on  the  course  of  the  fire  escape  are  fireproof,  self¬ 
closing  ;  and  .  .  .  ,  _ 

Whereas,  the  applicant  requests  a  variation  of  bee.  LZ6- 


254  of  the  Administrative  Code  on  the  grounds  that  no  are 
of  the  building  will  exceed  12,000  sq.  ft.  between  fire  walls  o; 
the  2nd  floor ;  that  the  proposed  second  floor  addition,  in 
chiding  present  building  in  question  is  entirely  separate' 
from  the  1st  floor  driveway  by  a  fireproof  door;  there  ar 
no  vertical  openings ;  that  all  floor  construction  throughout  i 
fireproof,  except  storage  buildings  at  204  Classon  A venut 
which  is  separated  from  other  buildings  by  fire  wall  and  ^ 
hour  test  assemblies  at  connecting  openings  in  south  wa 
on  second  floor;  that  it  is  proposed  to  isolate  the  garage  an 
loading  room  on  Classon  Avenue  by  installing  a  new  3-hou 
test  self-closing  rolling  shutter  at  the  existing  rear  west  \va 
opening  on  the  first  floor,  12  ft.  wide  3-nd  12  feet  high  ,  the 
it  is  requested  that  the  Board  accept  this  oversized  rollin 
shutter ;  that  there  are  two  other  buildings  facing  Classo 
avenue,  separated  on  the  rear  by  an  open  court  7  ft.  7  in.  an 
4  ft.  wide  and  existing  openings  on  2nd  floor  between  2( 
Classon  avenue  and  206  Classon  avenue  are  fitted  with  3-hot 
test  assemblies;  that  the  remaining  area  facing  Emersc 
Place  on  1st  floor  totals  16,000  sq.  ft.  with  5700  sq.  ft.  ust 
as  enclosed  driveway  and  loading  platforms  and  10,300  sq.  1 
as  buildings;  that  the  driveway  extends  from  Classon  Ay 
nue  to  Emerson  Place  and  is  open  practically  24  hours  a  d; 
and  all  buildings  are  unheated;  that  the  existing  roof  of  tl 
building  in  question  and  roof  of  proposed  extension  are  < 
non-fireproof  construction  with  fire-retarded  hung  ceiling  i, 
metal  lath  and  Portland  cement  plaster;  that  there  is  i 
existing  area  exceeding  12,000  sq.  ft.  between  fire  walls  i 
3rd  floor ;  that  the  buildings  have  an  incombustible  and  no 
hazardous  occupancy  and  are  all  under  one  owner  occupy 
with  a  maximum  number  of  15  male  employees  on  2nd  llo 
at  any  time ;  that  due  to  the  nature  of  the  business  conduct' 
it  is  impossible  to  divide  any  more  of  the  existing  areas  < 
1st  floor;  that  it  is  therefore  requested  that  the  applicant 
relieved  of  complying  with  the  requirements  of  Sec.  C26-2: 
Administrative  Code.  . 

Resolved,  that  the  decision  of  the  borough  supermtendei 
acting  on  Alt.  Applic.  4512-46,  Objection  1,  be  and  it  here 
is  modified  and  that  the  appeal  be  and  it  hereby  is  grant 
on  condition  that  the  building  shall  not  be  increased  in  lieig 
or  area  and  shall  be  arranged  substantially  as  indicated 
plans  filed  with  this  appeal  marked  “Received  January 
1947,”  4  sheets;  that  the  openings  in  the  dividing  walls  wht 
indicated  shall  be  equipped  with  fire  door  assemblies  as  3 
proved  for  party  walls,  and  in  addition  another  such  clc 
shall  be  installed  in  the  opening  leading  from  the  area  mark 
“bottle  filling”  to  the  area  marked  “storage  room” ;  that  t 
opening  on  the  1st  floor  in  to  the  garage  loading  room  rr 
be  permitted  of  the  size  as  indicated  on  such  plans  provic 
such  opening  is  protected  by  a  steel  rolling  shutter,  otherw 
approved  for  three  hour  use ;  that  in  all  other  respects  , 
building  and  occupancy  shall  comply  with  all  laws,  rules  3' 
regulations  applicable  thereto. 


468-32-A 

APPLICANT — Levy,  Murphy  &  Stolz,  for  Tower’s  Wa 
houses,  Inc.,  new  owner. 

SUBJECT — Application  for  consideration— reopening  i\ 
amendment  of  resolution  re  Appeal  from  an  or 
of  the  fire  commissioner  (previously  granted 
condition). 

PREMISES  AFFECTED— 720-724  Greenwich  street  nor 
west  corner  of  Charles  street,  (Block  632,  Lot  2 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  H.  Stolz. 

ACTION  OF  BOARD — Appeal  reopened  and  resolut 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOI 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 
Savage  and  Blum  and  Deputy  Chief  Guinf 
Negative:  . 

THE  RESOLUTION  (468-32-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  conn 

sioner,  affecting  premises  720-724  Greenwich  street,  no 
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vest  comer  of  Charles  street,  (Block  632,  Lot  27), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  De¬ 
ember  16,  1932,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 

esolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  adopted  December  16,  1932,  by 
adding  thereto: 

“that  the  conditions  of  this  resolution  may  be  con- 
,  tinued  as  long  the  conditions  herein  set  forth  are  main¬ 
tained  to  the  satisfaction  of  the  Department  of  Housing 
and  Buildings  and  the  Fire  Commissioner  and  the  use  is 
continued  without  change,  as  proposed.” 


57-45-A 

APPLICANT — A.  Blank,  Inc.,  for  American  Bank  Note 
Co.,  owner. 

UBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  decision  of  the  fire  commissioner  (previously 
granted  on  condition). 

REMISES  AFFECTED — 74  Broad  street  and  2  Market- 
field  street,  southwest  corner  (Block  11,  Lot  17), 
Borough  of  Manhattan. 

PPEARANCES — 

For  Applicant:  Isaac  Blank  and  W.  T.  Witter. 
jCTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

HE  RESOLUTION  (257-45-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
•e  commissioner,  affecting  premises  74  Broad  street  and  2 
arketfield  street,  southwest  corner  (Block  11,  Lot  17), 
orough  of  Manhattan,  was  denied  by  the  Board  on  July  17. 

.'45;  and 

\\  hereas,  this  appeal  was  granted,  under  a  new  proposal, 

.'i  October  29,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 

.solution. 

’ Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  the  resolution  adopted  October  29,  1946,  so 
at  as,  amended  the  resolution  shall  read  : 

Resolved,  that  the  order  of  the  fire  commissioner, 
acting  on  Order  15796,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  merchandise  shall  be  so  disposed  throughout  the 
building  that  the  repairing  and  the  packed  and  crated 
turniture  shall  be  confined  to  the  third  and  fourth  floors; 
that  on  all  other  floors  the  furniture  displayed  shall  be 
1  uncrated  and  shall  be  either  of  hardwood  or  steel;  that 
on  the  third  and  fourth  floors  there  shall  be  installed  a 
sprinkler  system  complying  with  all  the  requirements 
therefor  ;  that  on  the  other  floors  such  portable  fire  fight¬ 
ing  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  the  building  shall  not  be  in- 
,  creased  in  height  or  area;  that  the  structural  and  cast 
.  iron  columns  that  are  now  unprotected  shall  be  protected 
with  fire-retarding;  that  in  addition  there  shall  be  in¬ 
stalled  throughout  the  building  a  thermostatic  alarm  con¬ 
nected  with  fire  headquarters  through  central  station  ; 
that  the  water  flow  alarm  may  be  omitted ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto.” 


l7-46-A 

’PLI(  ANT — Sunnyside  Garden  Corp.,  lessee,  for  Road¬ 
side  Realty  Co.,  Inc.,  owner. 

BJ  ECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 


I  REMISES  AFFECTED — 14-16  Queens  boulevard,  south¬ 
west  corner  of  45th  street  (Block  166,  Lot  20)  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Michael  Click  and  H.  Iordan  Lee 
bor  Administration:  Samuel  L.  Becker,  Dcp’t  of 
Housing  and  Buildings. 

AC  1  ION  Ob  BOARD — Appeal  reopened  and  resolution 
amended. 

DEVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative  :  C  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  () 

THE  RESOLUTION  (667-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises :  44-16  Queens  boulevard 
southwest  corner  of  45th  street,  Long  Island  City  (Block  166,’ 
Lot  20),  Borough  of  Queens,  was  granted  by  the  Board  on 
December  17,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  December 
17,  1946,  so  that  as  amended  it  shall  read: 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  Alt.  Aplic.  2260-46  be  and  it  hereby  is 
modified,  as  to  objection  1,  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall 
comply  with  the  requirements  of  the  resolution  adopted 
under  Cal.  725-46-BZ  and  shall  otherwise  comply  with 
the  requirements  of  the  Building  Code  under  Section 
C26-618.0.a ;  that  the  columns  and  main  supporting  roof 
girder  shall  be  fireproofed ;  that  the  skylights  in  the  roof 
shall  be  properly  constructed  in  compliance  with  the 
Building  Code  therefor  and  shall  be  protected  over  and 
under,  with  proper  screens  erected  and  maintained  to  the 
satisfaction  of  the  borough  superintendent;  as  to  objec¬ 
tion  2,  that  the  entrance  and  exit  doorways  may  be  pro¬ 
vided  as  indicated  on  revised  plans  marked  ‘Received 
February  5,  1947,  provided  that  the  width  of  doorways 
leading  to  Queens  boulevard  and  to  45th  street  and  to 
the  rear,  as  proposed  and  shown  thereon,  shall  be  of 
sufficient  width  for  the  occupancy  proposed ;  that  a  con¬ 
crete  walkway  at  the  rear  around  the  45th  street  en¬ 
trance  shall  be  maintained;  and  denied  as  to  objection  3.” 

444-45-A 

APPLICANT— Leonard  S.  Wegman  &  Co.,  H.  M.  Rubin 
Co.,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  commissioner  of  marine  and  aviation  (pre¬ 
viously  granted  on  condition). 

PREMISES  AFFECTED — Southeast  corner  of  Vernon 
boulevard  and  53rd  avenue  (Block  38,  Lots  3  to  15), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Leonard  S.  Wegman,  Harry  M. 
Rubin  and  Andrew  A.  Bati. 

AC  I  ION  _  OF  BOARD — Request  to  reopen  withdrawn 
without  prejudice. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

1055-46-A 

APPLICANT— Bernard  Trencher,  for  Young  Men's  and 
Young  Women’s  Hebrew  Association,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 549  East  171st  street,  north 
side,  115.32  ft.  west  of  Fulton  avenue  (Block  2928 
Lot  33),  Borough  of  The  Bronx. 


191 


MINUTES 


APPEARANCES—  .  _  .  _ 

For  Applicant:  Bernard  Trencher  and  Louis  B. 
Santangelo. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  by  applicant, 
after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


883-46-A 

APPLICANT— Jacob  J.  Gloster,  for  H  and  K  Kitchen  Bar 
Equipment  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 96  Bowery,  west  side,  74  ft. 
8  in.  north  of  Hester  street  (5th  floor)  ;  (Block 
239,  Lot  35),  Borough  of  Manhattan. 
APPEARANCES—  j  . 

For  Applicant:  Jacob  J.  Gloster  and  Louis 
Karmen. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  18,  1947  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 
Board  and  decision. 


1072-46-A 

APPLICANT— Emanuel  M.  Glick,  for  Hotel  LaSalle,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 28-34  East  60th  street,  south 
side,  140  ft.  west  of  Park  avenue  (Block  1374,  Lot 
43),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Emanuel  M.  Glick. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  18,  1947  at 
2  P.  M.  for  further  consideration.  Applicant  to 
file  new  plans. 


10-47-A 

APPLICANT — John  Meli,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 78-02  to  78-04  Queens  boule¬ 
vard,  southeast  corner  of  Hillyer  street  (Block  2453, 
part  of  Lot  44),  Elmhurst,  Borough  of  Queens. 

appearances— 

For  Applicant :  John  Meli  and  Meyer  Wilem 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  25,  1947  at 
2  P.  M.  for  further  consideration. 


14-47-A 

APPLICANT— Reynold  E.  Paufve,  for  Foster  D.  Snell, 
Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 29  West  15th  street,  north  side, 
495  ft.  east  of  6th  avenue  (Block  817,  Lot  25), 
Boroughi  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Schmeidler. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  25,  1947  at 
2  P.  M.  at  request  of  applicant’s  representative. 


46-47-A 

APPLICANT— Benjamin  Saltzman,  Borough  Superintend 
ent,  Department  of  Housing  and  Buildings. 

OWNER  OF  PREMISES:  97  Associates,  Inc.,  (Mar 
garet  Residences,  Inc.,  lessee). 

SUBJECT — Application  for  Revocation  of  Certificate  o 
Occupancy  110641-44. 

PREMISES  AFFECTED— 91-99  Columbia  Heights  and  l-< 
Orange  street,  northeast  corner  (Block  219,  Lot  1) 
Borough  of  Brooklyn. 

APPEARANCES—  * 

For  Applicant :  Paul  Windels  and  Harry  M 
Prince,  ( Amicus  Curiae),  Benjamin  Saltzman 
Russell  J.  Dunachie  and  Morris  Hannes. 

For  Owner:  Neils  Olcott,  Bertrand  Ettinger 
H.  H.  Spencer  and  I.  W.  Finberg. 

For  Administration  :  Samuel  L.  Becker,  Dep’t  0 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  18,  1947  a 
2  P.  M.  for  further  hearing. 


57-47-A 

APPLICANT — Lillie  Greenblatt,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissions 
PREMISES  AFFECTED — 62  Montrose  avenue,  south  sidi 
150  ft.  east  of  Lorimer  street  (Block  3059,  Lot  13' 
Borough  of  Brooklyn. 

APPEARANCES—  f 

For  Applicant :  Mark  M.  Greenblatt  and  Jacc 
Greenblatt. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’ 
ACTION  OF  BOARD— Laid  over  to  March  4,  1947  at 
P.  M.  for  an  inspection  by  a  committee  of  tl 
Board. 


67-47-A 

APPLICANT — Abraham  Landow,  for  Kalmon  Dolg 
Corp.,  owner  (Nest  Rite  Box  Co.,  Inc.,  lessee). 
SUBJECT — Appeal  from  an  order  and  a  decision  of  tl 
fire  commissioner. 

PREMISES  AFFECTED— 759  Chauncey  Street,  north  sid 
200  ft.  east  of  Evergreen  Avenue  (Block  3446,  L 
52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  Landow. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep 
ACTION  OF  BOARD— Laid  over  to  March  4,  1947  at 
P.  M.  for  an  inspection  by  a  committee  of  t! 
Board. 


ZONING  APPLICATIONS 

92-31-BZ 

APPLICANT — Rubin  Raskin,  for  Rubin  Raskin  and  Lot 
Raskin,  owners. 

SUBJECT — Application  for  consideration — reopening  ai 
extension  of  time  to  complete — Application  (d 
cision  of  the  borough  superintendent)  previous, 
granted  on  condition,  under  section  7f  of  the  zoni 
resolution,  for  a  term  of  years,  permitting  partly 
business  and  partly  in  unrestricted  use  district,  t 
maintenance  of  a  building  occupied  as  a  garage  f 
more  than  five  motor  vehicles  and  a  motor  velii< 
repair  shop,  and  the  alteration  and  maintenance  01 
erasofine  service  station. 

PREMISES  AFEECTED— 8401-8411  Flatlands  avenue  a: 
761-775  East  84th  street,  northeast  corner  (Bio 
8005,  Lots  6  and  11),  Borough  of  Brooklyn.’! 

APPEARANCES— 

For  Applicant :  Samuel  Fagelman. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  < 
tended. 


192 


MINUTES 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . ; .  0 

THE  RESOLUTION  (92-31-BZ) 

Wh  f.rkas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
\nd  maintenance  of  a  gasoline  service  station,  affecting 
iremises  8401-8411  Flatlands  avenue  and  761-775  East  84th 
;'.reet,  northeast  corner  (Block  8005,  Lots  6  and  11),  Bor- 
nigh  of  Brooklyn,  was  granted  by  the  Board  on  June  23, 
931,  on  certain  condition,  term  of  variance  extended  from 
ime  to  time  and  last  extended  on  February  13,  1946  and 
resolution  amended  on  April  15,  1941  under  section  7f  of  the 
(toning  resolution,  i>ermitting  partly  in  a  business  use  district 
tnd  partly  in  an  unrestricted  use  district,  for  a  term  of  ten 
ears,  the  maintenance  of  a  building  occupied  as  a  garage 
or  more  than  five  motor  vehicles  and  a  motor  vehicle  repair 
.hop  and  the  alteration  and  maintenance  of  a  gasoline  service 
tation ;  and 

Whereas,  time  was  extended  to  obtain  permits  and  com¬ 
plete  the  work,  on  March  3,  1943,  February  15,  1944  and  on 
February  14,  1945,  and  the  applicant  requested  a  further  ex- 
icnsion  of  time  to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  resolution  adopted  January  23,  1931,  as 
mended  by  resolutions  adopted  through  February  13,  1946, 
nly  so  far  as  it  has  reference  to  the  time  within  which  to 
ibtain  permits  and  complete  the  work,  so  that  as  amended 
his  portion  of  the  resolution  shall  read  : 

“*  *  *  that  in  view  of  statement  of  applicant’s  repre- 
i  sentative  that  plans  have  been  approved  and  work  is 
projosed  to  be  started  presently,  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  amended  resolution.” 


15-42-BZ 

vPPLICANT — Society  of  St.  Vincent  de  Paul,  owner 
[  (Arthur  Stevenson,  lessee). 

UBJECT — Application  for  consideration — reopening  and 
extension  of  variance — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

REMISES  AFFECTED — 8101-8111  Third  avenue  and 
302-312  81st  street,  southeast  corner  (Block  5997, 
Lots  7  and  11),  Borough  of  Brooklyn. 
.PPEARANCES — 

For  Applicant :  Herman  Blass. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

.CTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

HF.  RESOLUTION  (215-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
solution,  permuting  in  a  business  use  district,  for  a  term 
two  years,  the  parking  and  storage  of  more  than  five 
0,0r  vehicles,  affecting  premises  8101-8111  Third  avenue 
id  302-312  81st  street,  southeast  corner  (Block  5997,  Lots 
and  11),  Borough  of  Brooklyn,  was  granted  by  the  Board 
i  December  1,  1942,  on  certain  conditions;  and 
Wh  ericas,  the  term  of  variance  was  extended  on  Febru- 
>•  14,  1915,  and  the  applicant  requested  a  further  extension 
the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
Tj  the  resolution  adopted  December  1,  1942,  as 

nended  by  resolutions  adopted  through  February  14,  1945 


only  so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
than  as  amended  this  portion  of  the  resolution  shall  read : 

*  *  *  granted  under  section  7h  for  a  temporary  term 
ot  two  years  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  to  lie  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles,  on  condi¬ 
tion;  that  other  than  as  amended  herein,  the  resolution  of 
the  Board  adopted  December  1,  1942,  shall  be  complied 
with  in  all  respects;  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


375-40-BZ 

APPLICANT — Lauritz  Lauritzen,  for  Walter  A.  Beaudel, 
owner.  (Beaudel  Brothers,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
•he  borough  superintendent)  previously  granted  on 
condition  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  altera¬ 
tion.  and  reconstruction  of  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 144-12  Springfield  boulevard, 
northeast  corner  of  North  Conduit  avenue  and 
186-08  144th  street,  southwest  corner  of  Springfield 
boulevard  (Block  3816,  Lot  76  and  part  of  Lot  63), 
Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Lauritz  Lauritzen. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn  with¬ 
out  prejudice. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  o 


418-46-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Salvatore  Franzone, 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
reconsideration— re  Application  (decision  of  the 
borough  superintendent)  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  construction  of  a  building  to  be  used  as  a 
gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop  for  minor  automobile  repairs  (previ¬ 
ously  withdrawn). 

PREMISES  AFFECTED — 137-32  Centerville  street,  north¬ 
west  corner  of  149th  avenue  (Block  1154,  Lot  36), 
Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy. 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACT  ION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  February  25,  1947  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  Q 


861-46-BZ 

APPLICANT — Erhard  Djorup,  for  Louis  Beifertnan, 
owner;  Lavcoin  Corp.,  lessee. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use,  B  area  district,  a  wet 
wash  laundry  for  a  term  of  five  years. 

PREMISES  AFFECTED — 24-26  Steinway  street,  west  side, 
250  ft.  south  of  Astoria  boulevard  (Block  654,  Lot 
161),  Astoria,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  None.  ,  - 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative :  . 


For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withrdawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . ® 


0 


977-46-BZ 


865-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Estate  of  Max 
Badnoff,  owner  (Estelle  Badnoff,  Administratrix). 

SUBTECT — Application  (decision  of  the  borough  superin- 
ent)  under  sections  7i  and  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use,  D  area  district  the 
change  of  use  of  a  metal  garage,  located  on  plot 
with  existing  gasoline  service  station,  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 121-20  to  121-22  101st  avenue 
and  101-02  to  101-10  123rd  street,  southeast  corner 
(Block  9489,  Lot  10),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES—  „  _  , 

For  Applicant:  Morton  S.  Cahn. 

For  Administration :  _  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 


APPLICANT— Henry  Nordheim,  for  Solwid  Realty  Corp., 
owner;  Harry  M.  Greenberg,  lessee. 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry  for  a  term  of  five  j'ears. 
PREMISES  AFFECTED— 2370-2372  2nd  avenue,  east  side, 
76  ft.  south  of  East  122nd  street,  (Block  1798,  part 
of  Lot  55),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None.  „  ,  ^  .  > 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  ■' 

ACTION  OF  BOARD— Application  withrdawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . ® 


part 


976-46-BZ 

APPLICANT — Henry  Nordheim,  for  Carie  Realty  Corp., 

owner.  .  „  ,  ,  , 

SUBTECT— Application  (decision  of  the  borough  super- 
'  intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry  for  a  term  of  five  years. 
PREMISES  AFFECTED — 638  Fox  street  and  ?93  Avenue 
St.  John,  southeast  corner,  (Block  2683,  Dot  63), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 


MATERIAL  SUBMITTED  FOR  APPROVAL 
237-39-SM 

APPLICANT— Ceco  Steel  Products  Corporation,  owner. 
SUBTECT— “Ceco”  Metal  Lath,  approval  of. 
APPEARANCES— 

For  Applicant:  None.  _  ,A  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  . 


Adjourned:  4:00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


vaptott^  tUTTTDTNG  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  F1 OUR  SEPARATE 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  ^^I^t^^ABOR  LAW  '  the°PLUM|B- 

laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies.  rrTPAL 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record  ROOM  2213,  ft  U  . 

BUILDING.  MANHATTAN,  NEW  YORK  7,  N  Y.  The  price  for  the ^compkte  set  o :  four flumes  $  ($  ■ 

mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $  .6U). 


Checks  for  $3  or  more  must  be  certified. 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition-344  pages  « ‘h^j^lbc3 

Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  /a  cents,  Dy  mai 


EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK 

RELATING  TO  REFRIGERATING  SYSTEMS 


General  Provisions 


;C  19-2.0.  Definitions. 

I  Unless  otherwise  expressly  stated,  whenever  used  in  this 
hapter  the  following  terms  shall  respectively  be  deemed 
o  mean : 

34.  Kef rigerating  system,  a  combination  of  apparatus  in 
vhich  a  refrigerant  is  circulated  for  the  purpose  of  ex- 
racting  heat. 

(a)  J  lie  parts  of  the  system  are  the  compressor,  gen- 
rator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 
pparatus,  pipes,  vessels,  or  other  parts,  containing  refrig- 

rant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig- 
rant  1S  circulated  to  the  substance  or  space  refrigerated 

ii  ,Indl.rect  refrigeration,  a  system  in  which  brine 
joled  by  the  refrigerant  is  circulated  to  the  substance  or 
oace  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
;ed  lo  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
eathed,  attacks  the  throat  or  lungs. 

'  (f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
ydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
irn  or  explode  when  mixed  with  certain  proportions  of 

Ir. 

1  (h)  Refrigerating  machinery  room,  a  room  in  which 
located  a  refrigerating  system  containing  refrigerant,  but 
’t  including  expansion  coils  when  located  in  cold  storage 
onis  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
%),  the  product  of  which  and  the  test  pressure,  con¬ 
futes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
aws  the.  refrigerant  from  the  low  pressure  or  low  tem- 
rature  side  of  the  system  and  discharges  it  into  the  high 
essure  or  high  temperature  side  of  the  system. 

(k)  .Pressure  limiting  device,  a  pressure  or  temperature 
sponsive  mechanism  for  automatically  stopping  the  oper- 
iOn  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
frigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
SPture  member,  fusible  plug  or  other  approved  device  for 
i  leving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
other  means  to  automatically  relieve  pressure  in  excess 
its  setting. 

‘(o)  Rupture  member,  a  device  that  will  automatically 
;)ture  at  a  pre-determined  pressure. 

kp)  Liquid  receiver,  a  vessel  permanently  connected  to 
system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
ngerant. 

'q)  Container,  a  cylinder  for  the  shipment  of  refrig- 
1  nt  constructed  to  conform  to  the  regulations  of  the 
erstate  Commerce  Commission. 

r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
•  ammonia  or  other  soluble  vapor  with  water. 

s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 

t  ration. 

t)  Service  valve,  a  key-operated  shut-off  valve  used 
y  during  shipment,  installation  or  repairs. 

u)  Fusible  plug,  a  device  having  a  predetermined- 
Pperature  fusible  member  for  the  relief  of  pressure. 


26-235.0.  Definitions. 

a)  Public  Buildings.  Public  buildings  are  structures 
parts  of  structures  in  which  persons  congregate  for 
1  c,  political,  educational,  religious  or  recreational  pur- 
[-?•  °r  >n  which  persons  are  harbored  to  receive  medical, 
i  ritable  or  other  care  or  treatment,  or  in  which  persons 
1  held  or  detained  by  reason  of  public  or  civic  duty,  or 
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for  correctional  purposes,  including  among  others  court 
houses,  schools,  colleges,  libraries!  museums,  exhibb.on 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms 

rS^firP  S’  theatres,’.  bath  bouses,  hospitals,  asylunfs,  armo- 
nes,  fire  houses,  police  stations,  jails  and  passenger  depots 
(b)  Residence  Buildings.  Residence  buildings  arc 

mortar  rCS  °r  PartS  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law 

C{  C°mmercial  Buildings.  Commercial  buildings  are 
?  ™c  “res  or  par.ts  of  structures,  which  are  not  public 
^  din?s  -PP  resic,ence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores) 
markets,  restaurants,  warehouses,  freight  depots,  car  barns’ 
stables,  garages  motor  vehicle  repair  shops,  factories’ 
aboratories,  smoke  houses,  grain  elevators,  coal  pockets’ 
central  station  power  plants  and  electric  sub-stations 

Bonds  and  Fees. 

§C19-24.0.  Fees  and  Permits. 

tPrAcPtfonC^ntS  f°r  Pf?lits  und^  the  Provisions  of  this  chap¬ 
ter  shall  pay  annual  fees  as  follows  : 

35.  Refrigerating  systems: 

Class  A  systems  .  $20.00 

Class  B  systems  .  10  00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Blass  C  systems  containing  six  pounds  or 

less  of  refrigerant  .  ]  QO 

Refrigerating  Systems 

Cl 9-  96.0.  Permits. 

C26-214.0.  Supervision. 

C19-  97.0.  Classification. 

C19-  98.0.  Permissible  locations. 

rlo'imn  Kefrigherating  machinery  rooms  and  ventilation, 
rnn  imn  ™pei?  “ames  and  electrical  equipment. 

Bty-ioi.O.  .testing. 

C19-102.0.  Piping. 

C19-103.0.  Safety  devices. 

CJ9-104.0.  Size  of  safety  devices. 

Location  and  discharge  of  safely  devices. 
Bty-106.0.  Operating  precautions. 

C19-107.0.  Equipment  diagrams. 

§C1 9-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
.  unlawful  to  maintain  or  operate  a  refrigerating  system 

without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

.(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re- 
t rigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  ©f  public  safety. 

NOTE:— -The  Fire  Commissioner  issued  under  date  of 
Alay  20,  1946,  as  amended  through  December  6,  1946,  the  ' 
following  instructions  to  inspectors: 

L  ^bat  the  refrigerants  dichlorodifluoromethane.  known 
as  Freon  (“Kinetic  No.  12“  also  “F-12”)  CCL-F, 
dichlorotetrafluoroethane  (“F-114”)  C2CL2F4,  monofluorotri- 
cnloromethane  (  F-ll  ’)  CFCL3,  dichloromonofluoromethane 
known  as  (F-21)  CHCL«F,  monochlorodifluoromethane 
known  as  (F-22)  CHCLFa  and  trichlorotrifluoroethane 
known  as  (F-113)  C2CL3F3  are  non-flammable  and  non- 
irritant,  unless  otherwise  hereinafter  provided,  and  shall  be 
regulated  in  accordance  with  the  provisions  of  Article  18 


RULES 


of  Chapter  19  of  the  Administrative  Code  of  the  City  of 

New  York ;  EXCEP  T :  .  ,  •  ,  ., 

(a)  When  used  in  a  room  or  rooms  in  which  there 

is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
then  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply.  .  .  .  _ 

(b)  That  systems  containing  more  than  six  to;  ids. 

of  F-21  or  F-113  be  confined  to  separate  machinery 
rooms  in  accordance  with  Section  C19-99a,  Adminis¬ 
trative  code.  .  r  ...  v  19.  v 

2.  That  refrigerating  systems  employing  1-11,  t-U,  v 

91  •  F-22  •  F-113  or  F-114  are  restricted  to  parts  ot  a  build- 
mg  so  specified  in  Seclion  C19-98.0  (b)  for  refngerants 
other  than  non-irritant  and  non-flammable.  „  „ 

3.  That  refrigerating  systems  employing  b-1 1 ,  * 

21  •  F-22-  F-113  or  F-114  used  for  air  conditioning  are  re¬ 
stricted  to  the  indirect  method  except  that  the  direct  method 
may  be  used  in  parts  of  a  building  so  specified  in  Section 
C19-98.0  (b)  for  refrigerants  other  than  non-irritant  ana 

4.  Except  as  otherwise  provided  in  these  rules,  ret r  ge 
ating  systems  employing  F-ll;  F-12 ;  F-21 ,  h-22 ,  t  lid  , 
or  F-114;  shall  not  be  installed  or  maintained  m  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  ot 
any  building,  provided  that.  Class  “C”  hermetically  sealed 
unit  systems  containing  not  more  than  four  pounds  o 

may  be  installed  and  maintained  where  such  systems  do  not 
obstruct  any  means  of  egress;  and  except  that  portable 
oxvgen  tents  containing  a  hermetically  sealed  refrigerating 
system  with  a  hermetically  sealed  lubricating  arrangement 
employing  not  more  than  two  (2)  pounds  of  F-12  may  be 
used  in  the  wards  of  hospitals  provided  that  _ 

(a)  the  electrical  equipment  of  such  unit  shall  cor 
form  with  the  requirements  of  the  Department  of  Water 
Supply  Gas  and  Electricity  and  a  statement  to  that 
effect  has  been  filed  with  the  Fire  Commissioner ; 

(b)  while  such  unit  is  in  operation  there  is  an  at¬ 
tendant  present  and  there  is  no  open  flame  in  the  ward ; 

d,t)  when  the  unit  is  not  in  use,  it  shall  be  stored  m 
a  separate  fireproof  room  provided  with  tight-fitting 
self-closing  fire  door  and  with  a  window  to  the  outside 

ai  j*  . 

(d)  No  person  shall  be  permitted  to  smoke  in  any 
room  or  enclosed  space  where  such  unit  is  operated, 

stored  or  maintained.  .  u  19.  u- 

5  That  refrigerating  systems  employing  t- ■11;  F-I2U  *- 
2b-  F-22-  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  hospital,  unless  the  entire  system  is  confined  in  a 
fireproof  machinery  room,  used  for  no  other  purpose,  and  1 
which  no  open  flame  shall  be  employed  except  that  the 
Class  “C”  system  containing  not  more  than  10  pounds  ot 
F-ll  •  F-12  -  F-22;  F-114;  or  not  more  than  six  (6)  pounds 
of  F-21  or  F-113  may  be  used  in  a  diet  kitchen  which  shall 
be  cut  off  from  the  rest  of  the  building  by  a  tight  fitting 
self-closing  door  or  doors  and  provided  with  a  window  or 
windows  to  the  outside  air.  All  open  flames,  and/or  ap¬ 
paratus  for  producing  an  open  flame,  in  diet  kitchens  where 
these  refrigerants  are  used  shall  be  vented  to  the  outside 
air  as  hereinafter  required  in  Paragraph  0.  „ 

6.  That  refrigerating  systems  employing  F-ll;  F-l*. 1- 
21  •  F-22  -  F-113  or  F-114  may  be  installed  or  maintained  in 
a  hospital  private  room,  having  tight  partitions  and  tight 
fitting  self-closing  door  or  doors  and  where  not  more  than 
two  persons  are  helpless  and/or  given  medical  treatment, 
provided  there  is  no  open  flame  and/or  apparatus  for  pro¬ 
ducing  an  open  flame  in  such  room  and  when  the  system 
contains  not  more  than  10  pounds  of  F-ll  ,  t-U ,  t  pp, 

114;  or  not  more  than  six  (6)  pounds  of  F-21  or i/- 19 

7.  That  a  refrigerating  system  employing  F-11;  F-lvs, 
p_2i  •  F-22  -  F-113;  or  F-114;  shall  not  be  installed  or  main¬ 
tained  in  a  theatre  or  motion  picture  theatre  unless  the 
entire  system  is  confined  in  a  fireproof  machinery  room, 
used  for  no  other  purpose,  and  in  which  no  open  flame  or 
apparatus  to  produce  such  open  flame  shall  be  employed, 
except  that,  Class  “C”  systems  containing  not  more  than 
ten  pounds  of  F-ll;  F-12;  F-22;  or  F-114;  or  not  more 
Ilian  six  pounds  of  F-21 ;  or  F-113,  may  be  installed  * 
rest  room,  smoking  room  or  lounging  room,  provided 
that  in  such  rooms  no  open  flame  or  apparatus  to  produce 
such  open  flame  shall  be  employed,  and,  except  that, 


Class  “C”  hermetically  sealed  unit  systems  containing  not 
more  than  four  pounds  of  F-12  may  be  installed  and  main¬ 
tained  in  a  theatre  or  motion  picture  theatre  provided  no 
open  flame  or  apparatus  to  produce  such  open  flame  snail 
be  employed  in  the  section  of  such  theatres  where  such 
systems  are  maintained  and  provided  further  that  such 
systems  shall  not  obstruct  any  means  of  ingress  to  or 

egress  from  such  theatres.  .  rr  19.  n- 

8.  That  a  refrigerating  system  employing  A-li;  r- 

21  •  F-22;  F-113  or  F-114,  when  used  in  a  room  or  rooms  in 
which  there  is  an  open  flame  or  apparatus  to  produce  such 
open  flame,  such  open  flame  and/or  apparatus  shall  be  pro¬ 
vided  with  a  hood  and  independent  mechanical  ventilation  so 
arranged  as  to  convey  all  the  products  of  combustion  to 
the  outside  of  the  building.  This  provision  shall  apply  only 
to  diet  kitchens  of  hospitals  and  to  Class  C  systems  in 
schools,  churches,  dance  halls,  court  rooms,  police  stations, 
jails,  asylums,  subways,  passenger  depots,  rooms  opening 
into  passenger  depots  and/or  subways  and  such  other  places 
as  are  deemed  by  the  Fire  Commissioner  necessary  in  the 

interest  of  public  safety.  ,  ,  • 

9  That,  except  for  Class  “C”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  ot 
refrigerant,  each  refrigerating  machinery  room  in  any  build¬ 
ing  in  which  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114  U 
used  shall  be  maintained  vapor-tight  and  provided  with 
tight  fitting,  self-closing  doorS,  in  accordance  with  bection 

C19-99.0  (a).  ,  .  .  •  .  . 

10  That  each  refrigerating  machinery  room  in  which 
F-ll-  F-12;  F-21;  F-22;  F-113  or  F-114  is  used,  shall  be 
adequately  ventilated  directly  to  the  outside  air  in  accordance  ; 
with  Section  C19-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114, 
shall  be  included  in  Section  C19-101.0  as  follows: 

Refrigerant 
F-ll 
F-12 
F-21 
F-22 
F-113 
F-114 


Column  No.  1 

Column  No.  2 

Column  No.  3 

25 

15 

15 

180 

120 

135 

50 

20 

35 

300 

170 

230 

12 

12 

12 

60 

30 

30 

size  of  pressure  relief  valves  for  systems 

F-12;  F-21; 

F-22;  F-113  or 

p-114  is  em- 

Capacity  of  System 
Up  to  30  tons 
30  to  60 
60  to  100 
100  to  175 
175  to  250 
250  to  450 
450  to  900 


Number  Required 
One  *4  inch 
One  $4 
One  h  “ 

One  1*4  inches 
One  V/2 
One  2 

13. Tha.7he  storage  of  F-ll:  F-LTf-ZI  ;  F-22 ;  F-113, 
or  F-114  shall  conform  with  Section  09-106.0  (c)-b  lor 

other  refrigerants.  ,  .  • 

14.  That  all  other  sections  or  parts  of  Article  18  ot  tne 
Refrigerating  Code  not  so  mentioned,  shall  be  complied  with. 

15.  That  refrigerating  systems  employing  F-ll;.  t-u  or 
F-114  installed  prior  to  May  19,  1932,  shall  be  lnspectet . 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations, 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

§C26-214.0.  Refrigeration  System  Opera¬ 
tors;  Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  an} 
building  any  refrigerating  system  containing  more  lhai 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  dti } 
licensed  engineer  or  a  person  who  has  obtained  a  certihcat 
of  qualification  from  the  superintendent  to  operate  such 
system.  Where  the  system  contains  two  hundred  (4W 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  oni 
one  qualified  operator  will  be  required. 
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(b)  R  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per- 

1  Blitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of  either 
a  duly  licensed  engineer  or  j*  person  who  has  obtained  a 
cert iht ate  ot  qualification  from  the  superintendent  to  oper¬ 
ate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there- 
for  shaH  pay  an  annual  license  fee  as  follows:  For  the 
initial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  within  thirty 
days  prior  to  the  expiration  of  such  certificate.  Any  such 
certificate  may  be  revoked  or  suspended  for  cause  at  anv 
time  by  the  superintendent. 

§C19-97.0.  Classifications. 

(a)  1  he  total  amount  of  refrigerant  common  to  a  svs- 

tem  operating  through  one  or  more  evaporators,  shall  be 
considered  the  capacity  of  the  system  and  determine  its 

ClclSS. 

^.wi'oaa >'aSS  A,system  ‘s  a  system  containing  one  thou- 
f£Pd  pounds  9r  over  of  refrigerant,  or  capable  of 

thirty  (30)  tons  capacity  or  over.  * 

APass  B  sy^em  is  a  system  capable  of  less  than 

thirJy/i  nnn\t0nS  CjPacl,ty>  °r.  containing  less  than  one  thou¬ 
sand  (i  000)  pounds  of  refrigerant  and  more  than  amounts 
provided  for  in  a  Class  C  system. 

tl/d!  A,Clais,C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 

§C19-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in i  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtamed  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building, .  whether  or  not  a  permit  is  required 
tor  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
oy  aj  singJe  tenant,  or  in  the  business  section  of  a  residence 
JUilding  when  not  carried  above  the  first  floor,  or  in  a  resi- 
ience  building  occupied  by  not  more  than  two  families  or 
n  any  building  provided  a  nipn-irritant  and  non-flammable 
efrigerant  is  used  The  provisions  of  this  subdivision  shall 
lot  apply  to  a  building  in  which  installation  was  made  prior 
o  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir- 
:ulatmg  system  that  will  generate  flammable  vapor  at  a 
emperature  below  100  degrees  Fahrenheit  when  tested  in 
i  iaghabue  open  cup  tester,  and  no  refrigerant  shall  be 
ised  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
ystem  using  ammonia  in  any  building  above  the  first  floor 
-vel  unless  such  building  is  used  exclusively  for  ice  making 
r  refrigerating  purposes.  The  provisions  of  this  subdivision 
hall  not  apply  to  a  building  in  which  installation  was  made 
nor  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
e  lumted  to  the  unit  type  containing  not  more  than  ten 
10)  pounds  of  refrigerant. 

_(f)  It  shall  be  unlawful  to  install  or  maintain  a  re- 
rigeration  system  employing  an  irritant  or  inflammable 
Jfrigerant  in  or  on : 

V  The  stairways,  halls,  lobbies,  entrances,  exists  or  audi- 
riums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub- 
ays,  theatres,  or  motion  picture  theatres; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
rooms  opening  directly  therein  ; 

4.  Rooms  .  opening  directly  into  a  subway,  or  theatre, 
motion  picture  theatre,  or  where  persons  are  detained 
confined; 

5.  A  school,  unless  the  refrigerating  system  is  used  ex- 
usively  for  instruction  or  research  purposes; 
o.  A  hospital  or  asylum  in  which  persons  are  confined 
given  medical  treatment  or  helpless.  Unless  otherwise 
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nitUoffdfrbnmthfiSAS!eC-i^n’  SlLch  ref grating  system  shall  be 
n™?  the  ,buildin£.  by  unpierced  fireproof  construc¬ 
ted  nnit  t^g0inS  Provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6)  pounds 

hL  ^nfrantrWLhen-l0,Cated  in  dance  halls.  Police  stations 
hlSid ^CnS  °f  ho?Pltals- schools,  or  laboratories,  and  when 
?5£.ted  rooms  shut  off  from  the  rest  of  the  building  by 
pa.rtltl0ns  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

i  •  t  ,intern^ttent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  machine  shall  be  permitted  in  a  Class  B  system 

only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  onlv 
m  j  ,rePr°°  ,  building  of  not  more  than  one  story  in  height 
and.  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  ^inpierced  fireproof  walls  of  not  less  than  eight  inches 
(o  )  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§C  19-99.0.  Refrigeration  Machinery  Rooms 
and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

L  All  refrigerating  machinery  rooms  in  which  an  irritant 
refrigerant  is  used  shall  be  maintained  vapor-tight  except 
that  aH  doors  which  open  to  other  parts  of  the  building 
shall  only  be  required  to  be  self-closing  and  close  fitting, 
and  shall  be  kept  closed  at  all  times,  except  during  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 
of  vapor  to  other  parts  of  the  building  shall  be  vapor- 
tight  and  kept  closed.  No  opening  from  elevator  shafts 
shall  be  permitted  in  the  refrigerating  machinery  room. 
i  r  pr°vlslon>  however,  shall  not  apply  to  dumbwaiter 
shafts  the  door  openings  of  which  are  protected  with  self- 
closing  fire  doors  or  to  a  system  containing  less  than  six 
(6)  pounds  of  refrigerant.  Closets  solely  contained  within 
au  9Perdng  only  into  the  refrigerating  machinery  room 
shall  be  considered  as  part  of  the  room  in  which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri- 
*an^.  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A.  B  and  C  refrigerating  machinery  room 
of  any  system  shall  be  independently  provided  with  means 
for  adequate  ventilation  to  the  outer  air.  The  ventilation 
shall  consist  of  a  window  or  windows  opening  directly  to 
the  open  air,  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not.  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
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accessible  and  located  outside  of  the  refrigerating  machinery 


room. 

4. 


Pounds  of 
Refriger¬ 
ant  in 
System 

Mechan¬ 
ical  Cu. 
Ft.  per 
Minute 
Discharge 

Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 
Ft.  Duct  Opposite 
Area  Side 

A 

B 

c 

D 

Up  to  ...  20 

150 

K 

1 

50 

250 

K 

IK 

100 

400 

K 

2 

150 

550 

2A 

2K 

200 

680 

2A 

3 

250 

800 

l 

3K 

300 

900 

l 

4 

400 

1,100 

VA 

4K 

500 

1,275 

IK 

5 

600 

1,450 

IK 

6 

700 

1,630 

IK 

6K 

800 

1,800 

2 

7 

900 

1,950 

2 

7  K 

1,000 

2,050 

2 

8 

1,250 

2,350 

2K 

9 

l’500 

2,800 

2K 

11 

1,750 

3,150 

3 

12K 

2,000 

3,500 

3K 

14 

2,500 

4,150 

4 

16 

3,000 

4,500 

4K 

18 

4,000 

6,000 

6 

24 

5,000 

7,500 

7K 

30 

6,000 

9,000 

9 

36 

7,000 

10,500 

10K 

42 

8,000 

12,000 

12 

48 

9,000 

13,000 

13 

52 

10,000 

14,000 

14 

56 

12,000 

17,000 

17 

68 

14,000 

19,000 

19 

75 

16,000 

22,000 

22 

86 

18,000 

24,000 

24 

92 

20,000 

26,500 

26 

100 

25,000 

33,000 

33 

121 

30,000 

39,000 

39 

142 

35,000 

44,000 

44 

155 

40,000 

51,000 

51 

176 

45^000 

56,000 

56 

190 

Window  Area 
in  Sq.  Ft.  for 
One  side 
Only 


E 

6 

12 

16 

19 

25 

29 

32 

38 

42 

45 

48 

51 

55 

59 

68 

78 

87 

95 

113 

130 

167 

204 

241 

278 

315 

342 

360 

425 

470 

540 

580 

630 

760 

870 

940 

1,060 

1,120 


b.  Electrical  equipment.  . 

1  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  it  can  be  quickly  reached  and  operated  in  case  of 
necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electricial  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  piessme 
gauges  and  control  mechanism  shall  be  tested  to  at  least 
the  following  pressures:  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


N0te_Door  openings  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  E  of  this  table^  .  , 

5.  Where  a  non-irritant  or  non-inflammable  refrigerant 
is  employed,  the  requirements  as  given  in  the  table  in  sub- 
divSn  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be 

quired^n  ^  ^  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system  or  a 
Class  B  system  using  ammonia  is  installed,  a  water  deluge 
may  be  provided  which  shall  consist  of  a  spr, older  system 
having  open  heads  of  not  less  than  one-quarter  i  (A  ) 
odfice  spaced  not  more  than  eight  feet  apart  m  any  direc¬ 
tion  and  such  system  shall  be  located  above  all  the  refriger 
adn’g  apparatus  and  piping  in  the  refrigerating  machinery 
room  Not  more  than  one  head  shall  be  installed  on  a 
a/°nch  pipe;  five  heads  on  a  1-inch  pipe;  six  heads  on  a 
1  Id-inch Ppipe  The  deluge  system  shall  be  permanently  con- 
ifeted  with  the  main  house  supply  or  other  assured source 
from  which  a  constant  water  pressure  of  not  less  than 
twenty  pounds  per  square  inch  can  be  maintained  on  the 
inlet  side  of  the  main  control  valve  or  valves  at  all  tunes. 
The  control  valve  or  valves  for  such  water  deluge  system 
shall  be  manually  operated  and  easily  accessible,  and  shall 
be  labeled1  and  located  outside  of  the  refrigerating  machin¬ 
ery  room. 


Col.  1 

High 

Pressure 

Side 

Col.  2  Col.  3 

Low  Pressure  Side 

A 

Refrigerant 

'  With 

Safety 

Valves 

Without 

Safety 

Valves 

Carbon  dioxide  . 

1,500 

1,050 

750 

520 

1,000 

760 

Ammonia  . 

300 

250 

150 

115 

225 

175 

Methyl  chloride  . 

Sulphur  dioxide  . 

155 

135 

90 

80 

100 

45 

120 

100 

70 

75 

35 

50 

Ethyl  chloride  . 

Dichloromethane  . 

Dichloroethylene  . 

Trichloroethylene  . 

30 

12 

12 

12 

15 

12 

12 

12 

25 

12 

12 

12 

§09-102.0.  Piping. 


a.  Piping.  .  .  . 

All  piping,  liquid  receivers  or  vessels  containing  tne 


1.  All  piping,  uquiu  lcscivtto  VW.S. —  - V  i  "  II 

refrigerant,  shall  be  supported  on  or  by  strong  and  durable 

.  .  rr-i  1  •  _ _ *  ' _  (  .  Ill* 


bilclll  UC  buppui  IA-A1  OH  ~_7  ~ - CD  -  . 

materials.  This  provision  shall  not  apply  to  Class  C  in- 
stall 

other  similar  devices,  when  used  shall  be  as  shown  on  tl 


diagram  for  Class  A  and  B  systems  in  section  C19-107.( 

°  ^t.l'6 Every  system  which  may  be  charged  after  installatioi 
shall  have  the  charging  connection  located  on  its  low  pres 

sure.  „  , 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses  except  those  of  the  bull  sty 
type,  shall  have  automatic  closing  shut-off  valves  and  sucl 
glasses  shall  be  adequately  protected  against  injury  b. 
slotted  metal  casings. 

§C19-103.0.  Safety  Devices. 

a  Construction  and  setting.  f  > 

1  Pressure  relief  valves,  pressure  limiting  devices  an 
rupture  members  shall  be  set  to  prevent  the  pressure  fr« 
exceeding  the  test  pressure.  The  pressure  at  which  t 
i  •  •  oLoll  inHi rated  thereon.  CSC: 


§C19-100.0.  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames.  ...  . 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 


i-pfricrerant  is  used. 


exceeding  tne  test  yiessuic. 

device  is  set  to  function  shall  be  indicated  thereon  ( 
section  C19-10L0  of  the  code,  columns  1  and  2  of  table.) 

2  Fusible  plugs  shall  relieve  the  pressure  at  a  temper, 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1  It  shall  be  unlawful  to  locate  a  stop  valve  between 
pressure  relief  device  or  pressure  limiting  device  and 
part  of  the  system  protected  thereby,  unless  two  press 
relief  devices  of  required  size  are  used,  and  so  arra  „ 
that  only  one  pressure  relief  device  can  be  cut  off  for 

pair  purposes  at  any  one  time. 

2  A  Class  B  system  in  which  no  stop  valves  are  u 
and  in  which  the  pressure  will  cquahze  throirghout 
system  when  the  pressure  imposing  element  is  not  in  op 
Sion  may  be  protected  by  only  one  pressure  relief  dev. 
located  on  the  high  pressure  side. 


198 


RULES 


<  rp<  -  c.  Ammonia  mixer. 

Jj,  i1*  lQw  Pressure  side  of  a  Class  A  ammonia  system 
hall  be  provided  with  a  hand-operated  valve  for  dischare 

« 'case  oafmemenrgc”j°  Wa"r  'hr°Ugh  a  mixer  to  «■“  *wer 
2  I  he  ammonia  mixer  shall  be  constructed  of  steel  and 

nC  caPable  of  withstanding  a  pressure  of  at  least  fifty 
50)  pounds  per  square  inch.  y 

•  3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
mergency  discharge  line,  except  for  the  manually-oper- 
ted  valve  dischareintr  ntn  th*  _ „  y  °per 


nXrTtai-i"g  fifrty  (50)  *ounds  or  less  of  refrigerant  anv 
other  provision  of  part  1  of  this  title  tr.  ^  g;rant>  any 
withstanding.  ’  1  tltle-  to  the  contrary  not- 


-ted  valve  discharging  into  the  ater  and  ammoS^er 
ut  there  may  be  one  stop  valve  located  inside  the  building 

nd  labeled  ^‘fCeep^peii/’  ThiS  ValVG  sha11  be  sealed  °p- 

4.  The  manually  operated  pressure  relief  valve  shall  be 

aJocked  box  which  can  be  opened  by  members 

flihH  FirC  Department  by  means  of  a  Fire  Department  key 

de  frSSl  -M-  b°X  Sha11  be,  0n  the  Public  thoroughfare 

is  thanheiSenngn1^a?  ?S'  y  accessibIe  location  and  not 
s  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 

t  le.  sKewalk  level.  The  box  shall  be  permanently 
beled  with  letters  of  not  less  than  one  (1)  inch  reading 
°,ruF,ir?  Department  Use  Only.”  The  relief  valve  shah 

>x  reading  A  v'g,n  sbfn.be  posted  within  the 

>x  reading  Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  denartment 

■ater^Tv  though  which VSSSj 

iter  may  be  supplied  to  the  mixer.  The  fire  department 

Lt  '°Ca,ed  "ea,r  ,h'  b°x  anS^orfe^ThTn 

,nteen  (18)  inches  or  more  than  twenty-four  (24)  inches 

Ivimr  Sldewalk  level  and  shall  be  permanently  labeled 
ving  letters  not  less  than  one  (1)  inch  high  reading  “To 
mmonia  Mixer  ”  A  rWl-  ,re,i.,2  A  __  A  s  1U 


b  Location  and  discharge  of  safety  devices 
the  high  pressure  va,ve  “""«•«>  into 

comp  SsoP,  “r  RCKretS  To  ,e  Valve  and 

hereinafter  proviS  excesslve  "ress"rc  »s 


valve  m  'SviSf^  may,  be  substi,uted  for  the  relief 
pherie  pressure  SyS,ems  operat.ng  below  atmos- 


3.  Shell  type  apparatus  such  as  liquid  receiver*  mn 

Oass" A  ancf °QassS’R  liqu'.d  separators  and  absorbers  of 
a  F  r  -B  systems  containing  more  than  fifty 
??nfds  of  refrigerant,  and  Class  B  systems  containin'" 
fifty  (50)  pounds  or  less  of  refri^-w  ILr“iainng 


fifty  SO)  pounds  or  less  of  refrigefanT  SSSWS 

°ff  bj  Stop  valves,  shall  each  be  equipped  with  a  pressure 

re^ef  valve  discharging  as  hereinafV  provided.  P  ' 
/  rr)\  ass  C  systems  and  Class  B  systems  containing  fifty 
(50)  pounds  or  less  of  refrigerant  so  constructed  that 

Oiat generated ^ fn0T™]  outside  temperature  such  as 
at  generated  in  a  fire,  they  may  burst  due  to  the  exoan- 

?el,cf°dev,Ve  refr,«eranh  stial>  be  protected  by  a  pressure 


pressure  Psi£fUnrfe  ?’n  valJe  shal1  be.  re<!uired  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  va  ve*  on  tho  h;„u  _  •  T  ,  uie  renet 


*  -  — —  ^  jj  system  into  which  the  re  ief 

valve  or  valves  on  the  high  pressure  side  discharge  as  so 
shown  on  equipment  diagram  of  section  C19-107.0  ’of  the 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems  the  dis¬ 
charge  from  relief  valves  must  be  conducted  to  the  outside 

-nt°  that  pa^  of  the  low  Insure  side  p^o- 
o  tbf  n?lxer  as  specified  in  subdivision  C,  of  section 
Cl 9- 103.0  of  the  code.  If  it  is  discharged  to  the 
atmosnhere  it  must  __  r  .  ,  uu  -  ue 


°  .”V;r  — w  man  unc  {±)  men  ni^n  readme  “To  code 
mmonia  Mixer  A  check  valve  so  set  as  to  preventggases 
ffprl r?acb mg  the  fire  department  connection  shall  be  in- 
-.lled  in  the  water  line  between  the  fire  department  con- 
‘l10!*  Jnd  the  water  and  ammonia  mixer 

4  department  shall  have  sole  use  of  the  mixer 

Y  supply  the  necessary  water. 

•  In  systems  using  over  twenty-seven  thousand  (27  00m  Wuv"  .  ±J -  u  Js  uiscnarged  to  the  outside 

::nds  of  ammonia  there  shall  be  ptovicwSTad^timS  ST  11  T§t  be  piped  ?bove  the  ro°f  ^  not  less  than 

■  oAnd  amu0ni?  mixer  for  «ch' twenty ls“en  thousand  less  ton  feVreuffh''  7'?  d,;sd,argf  pil)e  sbal1  be  "o3 
;  000)  pounds  of  ammonia  or  fraction  thereof  so  Sd  from  “re  5,^™  ?utlet  ,Tba  di^batgc 


I  he  ammonia  mixer  and  its  connection  for  a  Class  A 
(the* code!  C°nf°rm  to  the  diaSram  in  section  C19-107.0 

i  19-104.0.  Size  of  Safety  Devices. 

a)  The  size  of  pressure  relief  valves  shall  be  as  fol- 


r  .  ~  veuve  ouuer.  me  discharge 

from  more  than  one  relief  valve  may  be  run  into  a  common 
header,  the  area  of  which  shall  be  equal  to  the  area  of  the 

DlDes  ronnprtprl  _  ?/-  ,  ,  1  1C 


.  »  ~  j  vviiiv,!!  ue  equal  to  tne  area  of  the 

downward  thereta  Tbe  outlet  orifice  sha11  be  turned 

,Kp',  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
ufd  a  Pajs  B  system,  the  discharge  from  relief  valves 
p,alJ  b?  pipfd  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  cprtmn  Pio_in7n  4.u~ _ ;  i 


Capacity 
of  System 

CO2  and 
Ethane,  No. 
Req.,  Size 

Other 

Refrigerants 
No.  Req.,  Size 

1  to  JO  tons  . 

:  to  60  tons  .... 

1— 54" 
1-94" 
1—1" 
1—1/4" 

1— 154" 
1—2" 

2— 2" 

:  to  100  tons  .... 

‘  to  175  tons  . 

1  to  250  tons  .... 

|  to  450  tons  . . , 

/  4 

>  to  900  tons  .... 

lvalenthearreanofUd^meTbfS  permdted  and  used,  the 
ent  area  of  the  relief  valve  specified  must  be  pro- 


ilF”fib!f  pl4fs  may  be  used  on  all  Class  C  systems 
on  all  Class  B  systems  of  the  hermetically  sealed  com- 
sion  type  contann?  nnt  , rnfa  con} 


efdgerant' than  ^^y'd?)  pounds' 
•emh^CVlC  Tnhceh  °pening  sha"  b=  ««- 


l:enth  (1/16)  inch  in  diameter. 

9-105.0.  Location  and  Discharge  of 
Safety  Devices. 

a.  Location. 

=  S?eSSsUide  1iSitingidevice  sha11  be  provided  on  the  high 
•ure  side  of  each  water-cooled  refrigerating  system 

ummg  more  than  six  (6)  pounds  of  ^efrigemnT  A 

■  c-  i  re  ]e^  'jilve  shall  be  provided  on  the  high  nres- 

'  '/t  wem  Vea(20 i Wn  ter’d°0lCd  refri^e/ating  system  con- 
g  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 

>  not  be  necessary  to  discharge  the  refrigerant’ to  the 

|  water  tank  from  any  such  refrigerating  sys- 
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,.  7°"-“  .,  ‘  ;  uw  pressure  side  as  shown  in 

diagrams  in  section  C19-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system 
I  he  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  (J4)  of  No  11  U  S 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (y2)  the  height.  The  tank  shall 
have  a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system 
1  on,,  be  no  opening  in  the  tank  below  the  water  level 

3.  Where  more  than  fifty  (50)  pounds  of  any  refriger¬ 
ant  other  than  ammonia  is  used,  the  discharge  from  relief 
valves  shall  be  to  the  atmosphere  as  specified  for  Class  A 
ammonia  systems.  Carbon  dioxide  may  be  discharged  into 
the  room  if  the  same  contains  at  least  10  cubic  "feet  of 
capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 

rio  in’7nyStfrrlS  sb conform  to  the  diagrams  in  section 
C  19-107.0  of  the  code. 

§C19-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 
or  masks. 

2.  In  a  Class  B  system  in  which  more  than  fifty  (50) 


RULES 


r°0m-  b.  Signs. 

s£  g1 !# ^lsirl«rs?rSdnx^s 

capacity  and  the  quantity  and  kind  of  "ft****™^ 

°V"olCtag  information  sha.i  be  posted  in  Class  A 
and  B  machinery  rooms  where  ove  *%  <$>£?$  & 
refrigerant  is  used:  (a)  The  “mes  s Nation  of  nearest 

^rlfrrs^e^sS!!?idng,ndo^  «he  planar  case  of 
emergency.  ^  storage  of  refrigerant. 

shin  MM  '£ 

SU2  Oriy'wo'  containers  holding  not  more  than  a  total 

&ssha  »t  :f«  masr; 

fjfgerant  shall  be  scored  in  a  refrigerating  machmery  room 

°f/ CTnSaBClSasSstec' system  no  refrigerant  other  than  that 
Jd  in  ?he  system  shall  be  stored  in  the  refngeratmg 

machinery  room.  Qf  ;nflammable  or  irritant  re- 

r<SZ' if  de"!  ^^s^bf,?fcSS^iS« 

0r«end^re?£dJLwSraSeLPwffirawn  from  a  system  it 
shall  he  discharged  only  into  a ^suitable  absorbent ^com 
tainers  conforming  to  the  regulat  such  re- 

SSSSf*  SUSirSfXM  TOli,  any  refrigerant 

ing  period  of  charging  or  withdrawing  the  refrigera  . 

8C1 9-1 07.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class 
and  Class  B  equipment.) 

Penalties. 

SC19-152.0.  Violations. 

‘  Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  wilb  any  P~s ;  of  £rt 

the  provisions  qjarticle  y  j  n  convict;on)  be  pun- 
ffhed'by  aPTne  not  mor4  than'SSOO,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman, 
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New  Cases  Filed  up  to  February  18,  1947. 

■Cal.  No.  Dept.  Premises  Affected. 

127-47-SM — Hercules  Cinder  Concrete  Building  Block,  man¬ 
ufactured  by  Hercules  Building  Products  Corp.,  Material. 


128-47-BZ — H.B.Q.— 152-01  to  152-07  Rockaway  boulevard 
and  152-02  to  152-08  Baisley  boulevard,  northeast  corner 
(Block  12257,  Lot  17),  St.  Albans,  Borough  of  Queens,  Alt. 
3408-46. 


129-47- A— H.B.M. — 1078  Madison  avenue,  west  side,  51.2 
ft.  north  of  East  81st  street  (Block  1493,  Lot  16),  Borough 
of  Manhattan,  Amendment  to  Alt.  178-47. 


130-47-BZ — H.B.B.— 1177-1181  Bedford  avenue,,  east  side, 
21  ft.  7  in.  north  of  Jefferson  avenue  and  99-101  Jefferson 
avenue,  north  side,  100  ft.  east  of  Bedford  avenue  (Block 
1827,  Lot  2),  Borough  of  Brooklyn,  Alt.  4032-46. 


131-47-A — H.B.B. — 1177-1181  Bedford  avenue,  east  side,  21 
ft.  7  in.  north  of  Jefferson  avenue  and  99-101  Jefferson  ave¬ 
nue,  north  side,  100  ft.  east  of  Bedford  avenue  (Block  1827, 
Lot  2) ,  Borough  of  Brooklyn,  Alt.  4032-46. 


132-47-BZ — H.B.Bx. — 1626  Bronxdale  avenue,  east  side, 
325.35  ft.  south  of  Van  Nest  avenue  (Block  4091,  Lot  50), 
Borough  of  The  Bronx,  Amendment  to  Alt.  368-46. 


141-47-A — H.B.M. — 326  Broadway,  east  side,  75  ft.  6  in. 
north  of  Pearl  street,  552  Pearl  street  and  96-98  \\  orth 
street  (2nd,  3rd  and  4th  floors)  ;  (Block  157,  Lot  4),  Bor¬ 
ough  of  Manhattan,  Alt.  69-47. 


142-47-A — H.B.M. — 350  5th  avenue,  west  side,  from  West 
33rd  to  West  34th  streets  (1st  floor)  ;  (Block  835,  Lots  19 

to  28  and  41  to  54  inclusive),  Borough  of  Manhattan,  B.N. 
955-46,  B.N.  956-46,  B.N.  957-46,  B.N.  1899-46  and  B.N. 

1900-46. 


133-47-A— H.B.Bx. — 3825  Corlear  avenue,  southwest  cor¬ 
ner  of  West  240th  street  and  southeast  corner  of  Tibbett 
avenue  (Block  3414B,  Lots  40,  48,  52,  59,  62,  65,  69,  74  and 
75),  Borough  of  The  Bronx,  F.P.  120-47. 


134.47. A — H.B.Q. — 94-51  158th  street,  east  side,  387  ft. 
south  of  Beaver  road  (Block  10099,  Lot  80),  Jamaica,  Bor¬ 
ough  of  Queens,  M-13490-46. 


135-47-SM — Sasgen  Safety  Scaffold  Winch,  manufactured 
by  Sasgen  Derrick  Co.,  Material. 


136-47-SM— U.S.F.  Window  Well  and  Areawall,  manu¬ 
factured  by  United  Steel  Fabricators,  Inc.,  Material. 


137-47-SM — Thermix  Stack,  Venturi  Stack  and  Evase 
Stack  (induced  draft  smoke  stacks),  manufactured  by  Prat- 
Daniel  Corp.,  Material. 


138-47-SM — Zurn  Adjustable  Wall  Closet  Fitting,  manufac¬ 
tured  by  J.  A.  Zurn  Manufacturing  Co.,  Material. 


139-47-SM — Laneri  Brothers  Cement  and  Cinder  Blocks, 
manufactured  by  Laneri  Brothers,  Material. 


143-47-A — H.B.Bx. — 2501  Grand  Concourse,  northwest  cor¬ 
ner  of  Fordham  road  (3rd  and  4th  floors)  ;  (Block  3167, 
Lot  1),  Borough  of  The  Bronx,  Amendment  to  Alt.  1133-46. 


144-47-A — H.B.Q. — 94-15  100th  street,  east  sMe,  from  94th 
to  95th  avenues  (1st  floor);  (Block  9377,  Lot  1),  Ozone 
Park,  Borough  of  Queens,  Misc.  13579-46. 


145.47. BZ — H.B.M. — 19  Cornelia  street,  west  side,  216  ft. 
7l/i  in.  south  of  West  4th  street  (Block  590,  Lot  40),  Bor¬ 
ough  of  Manhattan,  Alt.  2388-46. 


146-47-A — H.B.M. — 19  Cornelia  street,  west  side,  216  ft.  I1/ 
in.  south  of  West  4th  street  (Block  590,  Lot  40),  Borough 
of  Manhattan,  Alt.  2388-46.  I' > 


Restored  to  Calendar. 


1245-39-BZ — H.B.M. — 213-217  East  37th  street,  north  side 
180  ft.  east  of  3rd  avenue  (Block  918,  Lots  10,  11  and  12) 
Borough  of  Manhattan,  Amendment  to  Alt.  1963-46. 


106-44-A— H.B.B. — 171  17th  street,  north  side,  140  ft.  vves 
of  4th  avenue  (Block  627,  Lot  47  and  part  of  Lot  38) 
Borough  of  Brooklyn,  Alt.  5230-46. 


169-38-SM — Insulux  Glass  Block,  manufactured  by  Owens 
Illinois  Glass  Co.,  Material. 


779-38-SA — M  and  S  Computing  Gasoline  Pumps,  Appli 
ance. 


DESIGNATIONS:  II.B. — Department  of  Housing  and  Buildings 

II.xt.lt _ Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.- 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— Dt 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Departmen 
ot  Housing  and  Buildings,  Richmond;  H.B.Bx — Department  0 
Housing  and  Buildings,  Bronx;  II. D.— Health  Department;  F.D. 
Fire  Department,  and  M.  mid  A.— Dept,  of  Marine  and  Aviatior 


140-47-A — F.D.  and  H.B.M. — 125-131  Chambers  street  and 
99  West  Broadway,  northeast  corner  (Block  145,  Lot  12), 
Borough  of  Manhattan,  40552-LF  and  Decision  and  Amend¬ 
ment  to  B.N,  3487-46, 


RULES 

Hast  Publication  In  Bullet! 

Blended  Cements,  Rules  for  Testing  ,r  ...  xo 

and  Use  of . Dec.  3,  1946— Vo  .  31,  No.  49 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec.  28,1943 — Vol.  28,  No.  52 

Certificate  of  Occupancy,  approved  „o  _T  ,  00  .. 

form  . Dec.  28,  1943— Vol.  28,  No.  52 

Concrete  Flat  Slabs,  Rules . July  13,  1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units.  Rules  for 

Manufacture,  Testing  and  Use  ,, 

of  . Sept.  3,  1946— Vol.  31,  No.  36 

Concrete  Rules  (Hydrated  Lime)...  Aug.  3,  1937 — Vol.  22,  No.  3 

Elevator  Rules  .  . . . . Mar.  3,  1936-Vol.  21,  No.  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of  a 

Buildings  . Dec.  28,  1943-Vo  .  28,  No.  52 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Exterior  Veneering  Materials,  Rules  _  ,  ,  »  ,7 

on  . . . Sept.  10,  1946— Vol.  31,  No.  37 

Factory  Exit  Rules . . . Jan.  14,  1947— Vol.  32,  No.  2 


/ 
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Lust 

Fire  Alarm  Rules  (Interior) . Nov. 

Fire  Drill  Rules . Dec. 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Feb. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . Tune 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Feb. 

Oil  Burner  Rules . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Dec. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug". 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec. 

Procedure,  Rules  of . Sept 

Refrigerating  Systems,  Extract  A.C.  .Feb  ’ 

Smoking  in  Factories,  Rules  for _ Jan 

(Sprinkler,  Rules  . june 

Standpipe  Fireline  Rules . June 

(Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov! 

>Vire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


Publication  in  Bulletin 

12,  1946— Vol.  31,  No.  46 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

25,  1947— Vol.  32,  No.  8 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

11,  1947— Vol.  32,  No.  6 
2S,  1947— Vol.  32,  No.  4 

21,  1947— Vol.  32,  No.  3 

31,  1946— Vol.  31,  No.  53 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


31,  1946- 

7,  1937- 
18,  1947- 
14,  1947- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  31, 
-Vol.  22, 
-Vol.  32, 
-Vol.  32, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  53 
No.  36 
No.  7 
No.  2 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


3.  1946— Vol.  31,  No.  36 


,  Approved  appliances  and  materials  are  printed  in  the 
jupplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30 
4o.  15A. 


FEBRUARY  25,  1947,  10  A.  M. 

n  NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
uesday  morning,  February  25,  1947,  at  10  o’clock  in  Room 
U13,  Municipal  Building,  Manhattan,  on  the  following 
natters : 

'64-46- BZ  Application,  November  13,  1946,  under  sec- 
ion  /t  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
.pphcants  on  behalf  of  Daniel  A.  Cornell,  Jr.,  and  James 
\.  Cornell,  owners,  to  permit  in  a  business  use  district,  the 
rection  and  maintenance  of  a  gasoline  service  station  lubri- 
orium,  laundry  and  office;  premises  233-12  to  233-20  Linden 
oulevard  and  117-02  to  117-10  234th  street,  southwest  corner 
Block  127o0,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
t  Queens. 

76-42-BZ  Application  of  Lama  and  Proskauer,  appli- 
ants,  on  behalf  of  Ihomas  C.  and  Louis  Iervolino,  owners, 
eopened  March  19,  1946,  under  section  7c  of  the  zoning 

esolution,  to  permit  in  a  residence  use  district,  the  change 
i  occupancy  from  a  public  garage  to  a  gasoline  service 
tation,  lubritorium,  auto  laundry  and  office;  premises  81 
oulevard  and  117-02  to  117-10  234th  street,  southwest  corner 
Block  363,  Lot  38),  Borough  of  Brooklyn. 

31-46-BZ — Application,  December  12,  1946,  under  sec- 
on  21  of  the  zoning  resolution,  of  Andrew  DiCamillo,  ap- 
Iicant,  on  behalf  of  Solomon  Uslianer,  owner,  to  permit 
i  a  residence  use,  D-l  area  district,  the  erection  of  a  two 
?r  garage  without  the  required  rear  yard ;  premises  2183 
28th  street  and  2801-2811  Avenue  V,  northeast  corner 
Block  7361,  Lot  58),  Borough  of  Brooklyn. 

79-37-BZ — Application  of  Charles  M.  Spindler,  appli- 
mt,  on  behalf  of  New  Method  Service  Co.,  Inc.,  owner, 
‘opened  January  28,  1947,  for  consideration  as  to  amendment 
resolution,  to  permit  the  installation  of  additional  dry 
eaning  equipment — Application,  previously  granted  on  con- 
tion,  under  section  21  of  the  zoning  resolution,  permitting 
a  business  use  district,  the  operation  of  a  clothes-cleaning 
111  ?s  an  accessory  use  to  the  laundry  business  conducted 
ere'1]  verect»on  and  maintenance  of  a  garage  for  more  than 
•e  (.i)  motor  vehicles  previously  granted  by  the  Board)  ; 


premises  461  Bay  street,  east  side,  434.23  ft.  north  of  Wave 
street  (Block  488,  Lot  18),  Stapleton,  Borough  of  Richmond. 

626-19-BZ— Application  of  Lama  and  Proskauer,  appli- 

cants,  °n  behalf  of  Gaetano  Abbatemarco,  owner,  reopened 
ctober  1,  1946,  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  the  change  in  occupancy 
from  public  garage  for  more  than  five  (5)  motor  vehicles 
to  a  public  garage  for  more  than  five  (5)  motor  vehicles 
motoi  vehicle  repair  shop  in  cellar,  waste  paper  and  rag 
packing  sorting  and  storing  on  first  floor,  for  a  period  of 
cn  (1))  years;  premises  253-257  4th  avenue  and  556-564 
of  Brooklyn61*  S°UtheaSt  corner  (Block  961,  Lot  3),  Borough 

645-46-A— 253-257  4th  avenue  and  556-564  Carroll  street, 
southeast  corner  (cellar  and  1st  floor)  ;  (Block  961,  Lot  3) 
Borough  of  Brooklyn.  ' 

392-21-BZ— Application  of  Lama  and  Proskauer,  appli- 

cants,  on  behalf  ot  Joseph  Gold,  owner,  reopened  July  9, 
1946,  under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  and  extension  of 
an  existing  gasoline  service  station;  premises  1210-1216 

X1?  ^o/5'8,3  Suydam  street,  southwest  corner 

( Block  320;>,  Lots  25  and  26),  Borough  of  Brooklyn. 

1030-46-BZ— Application,  December  10,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer  applicants,  on  behalf  of  Harry  Passaro,  owner 
(Fassaro  Brothers,  lessees),  to  permit  in  a  business  and  an 
unrestricted  use,  C  area  district,  the  erection  of  an  extension 
or  garage  for  more  than  five  (5)  motor  vehicles,  motor 
vehicle  repair  shop,  wheel  alignment  and  brake  testing,  using 
more  than  the  permitted  area;  premises  2412-2414  Church 
avenue  south  side,  71  ft.  east  of  Bedford  avenue  (Block  5104 
Lot  15),  Borough  of  Brooklyn. 

597-46-BZ— Application,  August  19,  1946,  under  section 

An°l  resolIut‘on- Tof  ^ving  Kirshenblit,  applicant, 

on  behalf  of  Manuel  S.  Hacker,  owner,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from 
garage  to  a  printing  shop,  for  a  period  of  ten  (10)  years- 
premises  515  Greene  avenue,  north  side,  200  ft.  east  of 

Brooklyn  aVenUe  (BIock  1794>  L°t  81),  Borough  of 

608-46-BZ— Application,  August  26,  1946,  under  section 
c  of  the  zoning  resolution  of  Max  Hirsch,  applicant,  on 
icialt  of  Edith  and  Sarah  Himmelbaum,  owners,  to  permit 
m  a  lesidence  use  district,  the  change  in  occupancy  from 
blacksmith  shop  to  factory  (manufacturing  and  renewing 
•i  brusbes)  •  Premises  227-231  Miller  avenue,  east 

side,  100  ft.  north  of  Liberty  avenue  (Block  3961,  Lot  1) 
Borough  of  Brooklyn. 

527-46-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Theodore  Imbiow,  owner,  reopened  and 
restored  to  the  calendar  January  28,  1947  (previously  with¬ 
drawn)— re  Application,  under  sections  7i  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  building  to  be  used  as  an 
automobile  repair  shop;  premises  169-189  East  98th  street 
east  side,  50  ft.  north  of  Dumont  avenue  (Block  3549  Lot  2)’ 
Borough  of  Brooklyn.  ’ 

S0i2^ZTA/Pi1C^^,,ofTJ°seph  Schafran-  applicant, 
a  A"  ^  Balk,  Inc.,  owner,  reopened  February 

4,  1947,  to  consider  affirmation  of  the  resolution  adopted 
by  the  Board  on  May  12,  1931-Application,  previously 
granted  on  condition,  permitting  in  a  business  use  district 
the  alteration  and  extension  of  a  gasoline  service  station 
and  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles ,  premises  492-498  City  Island  avenue  and  140 
Beach  street  southeast  corner  (Block  5646,  Lots  16  and 
18),  Borough  of  The  Bronx. 

418-46-BZ— Application  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  reopened  and  restored 
to  the  calendar  February  11,  1947— Application,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  to  permit  in  a  residence 
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use  district,  the  construction  of  a  building  to  be  used  as  a 
gasoline  service  station,  lubritorium,  salesroom  and  repair 
shop,  for  minor  automobile  repairs  (previously  withdrawn)  ; 
premises  137-32  Centerville  street,  northwest  corner  of  149th 
avenue  (Block  11534,  Lot  36),  Ozone  Park,  Borough  of 
Queens. 

725-24-BZ — Application  of  Siegel  and  Green,  applicants, 
on  behalf  of  George  Peter  Corp.,  owner  (Marlon  Con¬ 
fections  Corp.,  lessee),  reopened  January  21,  1947,  under 
sections  7e  and  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use,  B  area  district,  the  extension  of  ocisting 
use  (candy  factory)  ;  (previously  granted  by  the  Board) 
by  adding  one  story,  using  more  than  the  area  permitted; 
premises  321-343  West  54th  street,  north  side,  275  ft.  east 
of  9th  avenue  (Block  1045,  Lots  12-15),  Borough  of  Man¬ 
hattan. 

330-28-BZ — Application  of  George  W.  Springsteen,  ap¬ 
plicant,  on  behalf  of  A.  H.  Consumers  Society,  Inc.,  owner, 
reopened  April  2,  1946,  under  sections  7e  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  maintenance  of  retail  stores ;  premises  5U 
Van  Cortlandt  avenue  and  3887-3899  Sedgwick  avenue, 
northwest  corner  (Block  3263-B,  Lot  275),  Borough  of 
The  Bronx. 

229-29-BZ — Application  of  Julius  S.  Rapson,  applicant, 
on  behalf  of  Harry  J.  Hoechle,  owner  (Frank  Carin 
lessee),  reopened  May  21,  1946,  under  sections  7f  and.Zl 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  extension  and  erection  and  maintenance  of  a  new  build¬ 
ing  for  an  existing  gasoline  service  station  (previously 
granted  by  the  Board),  to  be  used  for  gasoline  sales, 
service  station  and  office;  premises  245-19  South  Conduit 
boulevard,  south  side,  109  ft.  east  of  F rancis  Lewis  boule¬ 
vard  (Block  13615,  Lot  5),  Rosedale,  Borough  of  Queens. 

59-47-A— 245-19  South  Conduit  avenue,  south  side,  109.75 
ft.  east  of  Francis  Lewis  boulevard  (Block  13615,  Lots  5 
and  9),  Rosedale,  Borough  of  Queens  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street-proposed  widen¬ 
ing  of  South  Conduit  avenue). 

637-46-BZ— Application,  August  13,  1946,  under  section 
21  of  the  zoning  resolution,  of  Kitzler  and  Nurick,  appli¬ 
cants,  on  behalf  of  Bapeck  Realty  Corp.,  owner  (Empire 
Used  Boiler  Supply  Co.,  lessee),  to  permit  in  a  manufactur¬ 
ing  and  residence  use  district,  the  repairing  of  used  boilers 
and  the  storage,  sale  and  display  of  used  boilers;  premises 
13-19  North  Oxford  street,  east  side,  108  ft.  5  in.  south 
of  Flushing  avenue  (Block  2029,  Lots  15-17),  Borough  of 
Brooklyn. 

622-46-BZ— Application,  August  30,  1946,  under  sec¬ 
tions  7 a  and  7c  of  the  zoning  resolution,  of  John  J.  Iri- 
carico  applicant,  on  behalf  of  Chiarina  Palasciano,  owner, 
to  permit  in  a  business  use  district,  the  change  in  occupancy 
from  public  stable,  two  (2)  car  garage  and  store  to  pro¬ 
posed  extension  for  garage  for  more  than  five :  (5  '  motor 
vehicles,  fuel  oil  and  ice  dock;  premises  950-954  (954  dis¬ 
played)  Bergen  street,  south  side,  80  ft.  east  of  Franklin 
avenue  (Block  1217,  Lot  14),  Borough  of  Brooklyn. 

1042-46-BZ — Application,  December  20,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Harry  P.  Jaemke, 
applicant,  on  behalf  of  157  East  72nd  Street  Corp.,  owner 
to  permit  in  a  residence  use  district,  a  public  restaurant, 
for  a  term  of  five  (5)  years;  premises  157-163  East  72nd 
street,  north  side,  100  ft.  west  of  3rd  avenue  (Block  1407, 
Lot  29),  Borough  of  Manhattan. 

61-47-BZ— Application,  January  20,  1947,  under  section 
7e  of  the  zoning  resolution,  of  H.  Ferrara  and  V  Monte- 
mora,  applicants  and  lessees,  on  behalf  of  George  E.  Kel  y, 
owner,  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  restaurant  and  rooming  house  to  restaurant, 
cabaret  and  rooming  house  for  a  period  of  eight  (8)  years; 
premises  115  Waverly  place,  north  side,  201  ft.  6  in.  east 
of  Avenue  of  The  Americas  (6th  avenue)  ;  (Block  553, 
Lot  37),  Borough  of  Manhattan. 


1038-46-BZ— Application,  December  4,  1946,  under  sec¬ 
tions  7a,  7b,  7c,  7i  and  21  of  the  zoning  resolution,  of  Stuart 
Riedel,  applicant,  on  behalf  of  Third  Avenue  Transit 
Corporation,  owner,  to  permit  in  a  business  and  restricted 
use  district,  the  storage  of  more  than  five  (5)  motor 
vehicles  and  a  motor  vehicle  repair  shop;  premises  1100 
East  177th  street,  south  side,  between  projections  of  Devoe 
avenue  and  Bronx  Park  avenue  (not  cut  through)  ;  (Block 
3904,  Lot  40),  Borough  of  The  Bronx. 

57-46-BZ — Application  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner,  re¬ 
opened  July  23,  1946,  under  sections  /c  and  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  and  business  use, 
C  and  F  area  districts,  the  erection  and  maintenance  of 
a  commercial  building,  using  more  than  the  area  permitted; 
premises  168-01  to  168-09  Hillside  avenue  and  87-45  to 
87-57  168th  street,  northeast  corner  (Block  9840,  Lot  1), 
Jamaica,  Borough  of  Queens. 

272-46-BZ— Application,  April  17,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Frank  J.  Buttermark,  applicant, 
on  behalf  of  Joseph  Wagner  and  Ignatz  Weinperl, 
owners,  to  permit  in  a  business  use  district,  a  one  story 
extension  to  existing  two  story  motor  vehicle  repair  shop; 
premises  654  Richmond  road,  southeast  corner  of  Pierce 
street  (Block  2902,  Lots  37  and  40),  Concord,  Borougfi 
of  Richmond. 

330-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  George  De  Combo,  owner,  reopenec 
March  5,  1946,  under  section  7f  of  the  zoning  resolution 
to  permit  in  a  local  retail  use  district,,  the  extension  ol 
existing  gasoline  service  station  (previously  granted  b} 
the  Board)  ;  premises  228-05  Northern  boulevard,  nortl 
side,  386  ft.  west  of  Alley  Creek  (Block  6334,  part  o 
Lot'  1 ),  Little  Neck,  Borough  of  Queens. 

1379-39-SM— Nailable  Cinder  Block  Corporation  Cinde 
Blocks. 

339-46-SM — Apex  Block  Corporation  Hollow  Cemen 

and  Cinder  Blocks. 

835-46-SM — Q.E.O.  Hollow  Cement  (Concrete)  Blocks 
968-46-SM — Celotex  Company’s  Celo  Siding. 

HARRIS  H.  MURDOCK,  Chairman 


FEBRUARY  25,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  <  hearin 
Tuesday  afternoon,  February  25,  1947,  at  2  o’clock  in  Roor 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat 
ters : 

1000-46-A — 134-136  Charles  street,  south  side,  131.1  f 
east  of  Washington  street  (Block  631,  Lot  13),  Borough c 
Manhattan. 

46-47-A — 91-99  Columbia  Heights  and  1-9  Orange  stree 
northeast  corner  (Block  219,  Lot  1),  Borough  of  Brooklyi 

1043-46-A— 176-184  Fulton  street,  20-24  Dey  street  an 
45-51  Church  street,  east  side,  from  Fulton  to  Dey  stree. 
(basement)  ;  (Block  80,  Lot  4),  Borough  of  Manhattan. 

124-47-A— 32-28  to  32-42  49th  street,  west  side,  331  i 
9  in.  north  of  Northern  boulevard  (Block  734,  Lots  47-56 
Long  Island  City,  Borough  of  Queens. 

14-47-A — 29  West  15th  street,  north  side,  495  ft.  east  • 
6th  avenue  (Block  817,  Lot  25),  Borough  of  Manhatta 

10-47-A — 78-02  to  78-04  Queens  boulevard,  southea 
corner  of  Hillyer  street  (Block  2453,  part  of  Lot  44 
Elmhurst,  Borough  of  Queens. 

1080-46-A — 84-20  72nd  drive,  south  side,  of  Right-of-Wa 
206.41  ft.  west  of  88th  street  (Block  3810  (3837),  Lots  4 
and  456  (formerly  4  and  6),  Glendale,  Borough  of  Quee 
(under  section  36,  General  City  Law  re  building  not  facn 
legal  street). 
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,  53-47-A — 84-20  72nd  drive,  south  of  Right-of-Way, 
■206.41  ft.  west  of  88th  street  (Block  3810  (3837),  Lots  444 
■and  456  (formerly  4  and  6),  Glendale,  Borough  of  Queens 
: (under  section  36,  General  City  Law  re  building  not  front- 
ting  on  a  legal  street). 

75-47-A — 47-02  Metropolitan  avenue  and  19  Woodward 
avenue,  southeast  corner  (Block  3375,  Lot  1),  Maspeth, 
Borough  of  Queens,  (under  section  35,  General  City  Law 
re  bed  of  mapped  street— Metropolitan  avenue). 

123-47-A — 623  Linden  boulevard,  northwest  corner  of 
,East  45th  street  (Block  4865,  Lot  26),  Borough  of  Brooklyn. 

112-47-A — 406-424  East  106th  street,  north  side,  113  ft. 
L-ast  of  1st  avenue  and  405-427  East  105th  street  (Block  1699, 
Lot  41),  Borough  of  Manhattan. 

141-47-A — 326  Broadway,  east  side,  75  ft.  6  in.  north  of 
Pear!  street,  552  Pearl  street  and  96-98  Worth  street  (2nd, 
3rd  and  4th  floors)  ;  (Block  157,  Lot  4),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  4,  1947,  10  A.  M. 

r  NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  4,  1947,  at  10  o’clock  in  Room 
013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ers  : 

04-46-BZ — Application,  August  23,  1946,  under  section 
1  of  the  zoning  resolution,  of  Jacob  Lubroth,  applicant,  on 
lelialt  of  Lawrence  J.  McSherry,  owner  (Murray  Cohen, 
;:ssee),  to  permit  in  a  business  use,  C  area  district,  the  exten- 
ion  of  an  existing  building,  using  more  than  the  area  per- 
i'tted ;  premises  56-36  Myrtle  avenue,  south  side,  175  ft.  east 
t  Cornelia  street  (Block  3560,  Lot  27),  Ridgewood,  Borough 
f  Queens. 

50- 46-BZ — Application,  August  27,  1946,  under  section 
c  of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
‘elialf  of  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Rivkin, 
pssee),  to  permit  in  a  residence  use  district,  the  change  in 
ccupancy  from  boys’  home  (previously  granted  by  the 
-oard),  to  boys’  home,  children’s  day  camp  and  nursery 
'liool;  premises  99-107  (known  as  101)  Beach  34th  street 
id  34-02  Spravview  avenue,  northwest  corner  (Block  311, 
°t  102),  Edgemere,  Borough  of  Queens. 

51- 46-A— 99-107  (known  as  101)  Beach  34th  street  and 
ML  Spravview  avenue,  northwest  corner  (Block  311,  Lot 
■)2),  Edgemere,  Borough  of  Queens. 

50-46-BZ — Application,  December  6,  1946,  under  sec- 
on  /e  of  the  zoning  resolution,  of  Paul  Friedman,  appli- 
int>.on  behalf  of  Ella  Graulich,  owner  (Fleet  Arc  Welding 
ervice,  lessee),  to  permit  in  a  business  use  district,  the 
iange  in  occupancy  from  garage  for  five  (5)  cars  to 
elding  shop,  for  a  period  of  five  (5)  years;  premises 

m  i  H avenue-  south  side,.  75.08  ft.  east  of  70th  street 
Nock  24o9,  part  of  Lot  6),  Woodside,  Borough  .of  Queens. 

86-46-BZ — Application,  December  30,  1946,  under  sec- 
pin  7C  of  the  zoning  resolution,  of  Leonard  A.  Swarthe, 
iphcant,  on  behalf  of  David  Kaye  and  Nathan  Miller, 
vners,  to  permit  in  a  residence  use  district,  the  change 
occupancy  from  garage  for  more  than  five  f'f  -  motor 
nicies  (previously  granted  by  the  Board)  to  factory  use; 
emises  2333-2345  Waterbury  avenue,  north  side,  291  56  ft 
st  of  Havemeyer  avenue  (Block  3833,  Lots  70  and  74), 
irough  of  The  Bronx. 

9-46-BZ— Application,  October  18,  1946,  under  sec- 
l'n  'e  die  zoning  resolution,  of  Alfred  Lehnert,  appli- 
.V  ail(‘  lessee,  on  behalf  of  Edwin  Gould  Foundation  for 
nldren  owner,  to  permit  in  a  residence  use  district,  il- 
ninated  signs  to  replace  three  (3)  existing  noil-illuminated 
os,  premises  2300  Eastchester  road,  northeast  corner  of 
tor  avenue  (Block  4393,  Lot  1),  Borough  of  The  Bronx. 


i  ^ Application  of  Aaron  A.  Roth,  applicant,  on 

behalf  of  George  M.  Thomson,  owner,  reopened  October  22, 
1946,  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  parking  and 

m0re  t*ian  ^ve  (5)  motor  vehicles  premises 
5U-U2  Bkillman  avenue,  south  side,  between  50th  and  51st 
streets  41-01  50th  street  and  41-02  51st  street  (Block  131, 
Lot  17),  Woodside,  Borough  of  Queens. 

827-40-BZ  Application  of  b  rank  G.  Ackerman,  appli¬ 
cant,  on  behalf  of  G.  Montanino  and  Omniblis  Realty  Corp. 
?yvrl®r.s,  (R-  Piro  and  S.  Grannello,  lessees),  reopened  July 
16,  1946,  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  term  of  nine  (9)  years- 
premises  206-212  Mulberry  street  and  38-46  Spring  street 
southeast  corner  (Block  480,  Lots  14,  15,  16,  17  and  19)’ 
Borough  of  Manhattan. 

848-46-BZ  Application,  November  7,  1946,  under  section 
7b  of  the  zoning  resolution,  of  Robert  T.  Lyons,  applicant, 
Dorima  Corp.,  owner,  to  permit  in  a  residence 
and  business  use,  D  area  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  stores,  using  more  than 
the  area  permitted ;  premises  North  side  of  46th  avenue,  from 
Utopia  parkway  to  172nd  street  (Block  5526,  Lots  1  4  8 
9,  10  and  77),  Flushing,  Borough  of  Queens. 

929-46-BZ — Application,  November  21,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Reuben  Henri  Bowden, 
applicant,  on  behalf  of  Safeway  Stores,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  (5)  motor 
vehicles  to  retail  store;  premises  1016-1024  St.  Nicholas  ave¬ 
nue,  east  side,  81  ft.  7y2  in.  south  of  West  162nd  street 
(Block  2109,  Lot  81),  Borough  of  Manhattan. 

1050-46-BZ — Application,  December  23,  1946,  under  sec¬ 
tion  7g  of  the  zoning  resolution,  of  News  Syndicate  Co., 
Inc.,  applicant  and  owner,  to  permit  in  an  unrestricted  use 
district,  the  erection  ond  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles,  located  on  same  street,  be¬ 
tween  two  intersecting  streets  on  which  portion  there  exists 
a  public  school;  premises  228-240  East  41st  street,  south  side 
101  ft.  west  of  2nd  avenue  (Block  1314,  Lots  29-35),  Borough 
of  Manhattan. 

3-47-BZ— Application,  January  3,  1947,  under  section  7e 
of  the  zoning  resolution,  of  Elias  K.  Herzog,  applicant,  on 
behalf  of  390  Realty  Corp.,  owner,  to  permit  in  a  residence 
use  district,  the  storage  of  second  hand  bottles,  for  a  term 
of  five  (5)  years;  premises  97-101  Mangin  street,  west  side, 
55  ft.  6  in.  south  of  Stanton  street  (Block  324,  Lots  22,  23 
and  24)  Borough  of  Manhattan. 

938-46-SM — Lawrence  Ash  Receptacle. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  4,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  4,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

57-47-A — 62  Montrose  avenue,  south  side,  150  ft.  east  of 
Lorimer  street  (Block  3059,  Lot  13),  Borough  of  Brooklyn. 

67-47-A — 759  Chauncey  street,  north  side.  200  ft.  east  of 
Evergreen  avenue  (Block  3446,  Lot  52),  Borough  of 
Brooklyn. 

912-46- A — 3310-3314  Fulton  street  and  134-144  Pine  street, 
southwest  corner  (2nd  floor);  (Block  4145,  Lot  42), 
Borough  of  Brooklyn. 

893-46-A— 50  Church  street,  west  side,  block  bounded  by 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
1);  (Hudson  Terminal,  Building  B),  Borough  of  Man¬ 
hattan. 
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975-46-A — 158  Blackhorse  avenue,  135  Sussex  avenue, 
northeast  corner  and  southwest  corner  of  Cliff  wood  avenue 
and  Blackhorse  avenue  (Block  907,  part  of  Lot  1),  Dongan 
Hills  Borough  of  Richmond  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — Richmond  parkway). 

1001-46-A — 197-23  47th  avenue,  north  side,  340.22  ft.  west 
of  Francis  Lewis  boulevard  (Block  5555,  Lot  19),  Bayside, 
Borough  of  Queens  (Under  section  35,  General  City  Law 
re  bed  of  mapped  street — 46th  road  and  197th  street). 

107-47- A— 73-02  Beach  Channel  drive,  northwest  corner 
of  Beach  73rd  street  (Block  539,  Lot  29),  Arverne,  Borough 
of  Queens  (under  sections  35,  General  City  Law  re  bed  ol 
mapped  street— Beach  73rd  street). 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  11,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  11,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following- mat¬ 
ters  : 

1245-39-BZ — Application  of  Samuel  Cohen,  applicant,  on 
behalf  of  254  5th  Avenue  Corp.,  owner,  reopened  bebruary 
18  1947  for  consideration  as  to  amendment  and  extension 
of  time  to  complete  work  (expired  by  limitation)  A-PPh- 
cation,  previously  granted  on  condition,  under  section  21  ot 
the  zoning  resolution,  permitting  in  an  unrestricted  use,  and 
also  B  area  district,  the  erection  and  maintenance  of  a  fire 
tower  in  a  required  rear  yard;  premises  213-217  Rast  d/th 
street,  north  side,  180  ft.  east  of  3rd  avenue  (Block  918, 
Lots  10,  11  and  12),  Borough  of  Manhattan. 

164_40-BZ — Application  of  Earl  I.  Gallant,  applicant,  on 
behalf  of  Cooperman  Realty  Corp.,  owner  (Morton  Drexler, 
lessee),  reopened  October  29,  1946,  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  retail  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  447-451  West  35th  street,  north  side,  194  ft.  east  ot 
10th  avenue  (Block  733,  Lots  9,  10  and  11),  Borough  of 
Manhattan. 

221-46-BZ — Application,  March  26,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Raymond  Irrera,  applicant, 
on  behalf  of  A.I.S.  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  storage  of  lumber  for  a  term  of  two 


(2)  years;  premises  40-16  28th  avenue  and  28-06  41st  street, 
southwest  corner  (Block  663,  Lots  21,  22,  23  and  24),  Long 
Island  City,  Borough  of  Queens. 

596-46-BZ — Application,  August  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ben  A.  Milner,  applicant  and 
lessee,  on  behalf  of  Hyman  Friedman  Inc.,  owner,  to  permit 
in  a  residence  use  district,  the  construction  and  maintenance 
of  a  miniature  golf  course  for  a  period  of  years ;  premises 
northwest  corner  of  White  Plains  road  and  Gucrlam  street 
(Block  3927,  Lot  17),  Borough  of  The  Bronx.  • 

969-46-BZ — Application,  November  29,  1946,  under  sec 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  A.B.C.  Realty  Corp.,  owner,  tc 
permit  in  a  business  use  district,  the  change  in  occupanc} 
from  automobile  showroom  and  sale  and  display  of  usee 
cars  to  automobile  showroom,  sale  and  display  of  used  car: 
and  the  parking  and  storage  of  more  than  five  (o)  moto 
vehicles ;  premises  225-239  Pennsylvania  avenue  and  2077 
2091  Pitkin  avenue,  northeast  corner  (Block  3721,  Lots  1, 
and  38),  Borough  of  Brooklyn. 

92-47-BZ — Application,  January  30,  1947,  under  sectioi 
7c  of  the  zoning  resolution,  of  Maurice  G.  Uslan;  appheam 
on  behalf  of  Ruth  Jaeger,  owner  (Jack  Segel,  lessee),  t 
permit  in  a  residence  and  business-1  district,  the  erectio 
of  a  one  story  building  to  be  used  as  an  accessory  use.  (serv 
ice  lubrication,  minor  adjustments  and  gasoline  service  sta 
tion),  to  existing  garage;  premises  156  Hendricks  avcmi 
and  351  Tersey  street,  southeast  corner  (Block  44,  Lots 
and  11),  Rosebank,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman 
-  : 

MARCH  18,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearir 
Tuesday  morning,  March  18,  1947,  at  10  o  clock  in  Roo 
1013,  Municipal  Building,  Manhattan,  on  the  following  ma 
ters:  fl  i 

1071-46-SA— Sunbeam  Oil  Burner,  Models  F  &  T. 
679-46-SM — Quonset  24  Building. 

74.47-SA — Polo  Fuel  Oil  Pump,  Model  R-12  (also  knov 
as  Rystrom  Fuel  Oil  Pump,  Model  R-12). 

HARRIS  H.  MURDOCK,  Chairma 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  18,  1947. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


ZONING  APPLICATIONS 

626-19-BZ 

APPLICANT— Lama  and  Proskauer,  for  Gaetano  Abbate- 
marco,  owner.  ,  .  .. 

SUBJECT— Application  reopened  October  1,  1946,— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  change  in  occupancy 
from  public  garage  for  more  than  five  (5)  motor 
vehicles  to  public  garage  for  more  than  five  (5) 
motor  vehicles,  motor  vehicle  repair  shop  in  cellar, 
waste  paper  and  rag  packing,  sorting  and  storing 
on  first  floor,  for  a  period  of  ten  (10)  years. 


’REMISES  AFFECTED— 253-257  4th  avenue  and  556-: 
Carroll  street,  southeast  corner  (Block  961,  Lot  . 
Borough  of  Brooklyn. 


APPEARANCES — 


TD  A  Q  T-T nrrlv  onrl  A/TortO!! 


For  Opposition:  Joseph  M.  Serrisella.  , 

For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  25,  1947 
10  a.  m.  for  inspection  by  Committee  of  Bo<; 
and  decision  without  further  argument. 


392-21-BZ 

APPLICANT— Lama  and  Proskauer,  for  Joseph  G< 
owner. 

SUBJECT— Application  reopened  July  9,  1946,— Apphcat 

(decision  of  the  borough  superintendent)  un 
section  7c  of  the  zoning  resolution,  to  permit  i 
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business  use  district,  the  reconstruction  and  exten- 

_ sion  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 1210-1216  Myrtle  avenue  and 
/o-83  Suydam  street,  southwest  corner  (Block  3205, 
Lots  25  and  26),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy  and  Morton  S 
Calm. 

For  Opposition:  Joseph  Mucaria  and  Michael  Mu- 
caria. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD- — Laid  over  to  February  25,  1947  at 
10  a.  m.  for  inspection  by  Committee  of  Board 
and  decision  without  further  argument. 


179-37-BZ 

I APPLICAN  r  Charles  M.  Spindler,  for  New  Method  Ser- 

[  vice  Co.,  Inc.,  owner. 

SUBJECT— Application  reopened  January  28,  1947,  for  con¬ 
sideration  as  to  amendment  of  resolution,  to  permit 
the  installation  of  additional  dry  cleaning  equipment 
Application  (decision  of  the  borough  superin¬ 
tendent)  previously  granted  on  condition  under  sec¬ 
tion  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  operation  of  a  clothes- 
cleaning  unit  as  an  accessory  use  to  the  laundry 
business  conducted  therein  (erection  and  mainte¬ 
nance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  previously  granted  by  the  Board) 

'PREMISES  AFFECTED — 461  Bay  street,  east  side,  434  23 
ft.  north  of  Wave  street  (Block  488,  Lot  18), 
Stapleton,  Borough  of  Richmond. 
APPEARANCES— 

t  .  For  Applicant :  Joseph  C.  Haus. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  25,  1947  at 
10  a.  m.  for  further  consideration. 


597-46-BZ 

\PPLICANT— Irving  Kirshenblit,  for  Manuel  S.  Hacker 
owner. 

SUBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  garage  to  a  printing  shop,  for 
a  period  of  ten  (10)  years. 

REMISES  AFFECTED — 515  Greene  avenue,  north  side 
200  ft.  east  of  Nostrand  avenue  (Block  1794,  Lot 
81),  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  Irving  Kirshenblit,  Manuel  S. 

Hacker,  and  Maria  Valente. 

For  Opposition:  M.  K.  Schlem  and  W.  E.  Hollin- 
sed. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

vCTION  OF  BOARD — Laid  over  to  February  25,  1947  at 
10  a.  m..  for  inspection  by  Committee  of  Board 
and  decision  without  further  argument. 


38-46-BZ 

PPLICAN  T — Max  Hirsch,  for  Edith  and  Sarah  Him- 
melbaum,  owner. 

UBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  blacksmith  shop  to  factory  (manu- 

EjT-wT1A^cluring  antl  renewing  of  Bristlex  brushes). 

EMIS.ES  AFFECT  F.D — 227-231  Miller  avenue,  east 
side,  100  ft.  north  of  Liberty  avenue  (Block  3961, 
Lot  1),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Joseph  L.  Stein. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACT  ION  Ob  BOARD — Laid  over  to  February  25,  1947  at 
10  a.  m.  at  request  of  applicant’s  representative. 


1030-46-BZ 

PUICAN 1  Lama  and  Proskauer,  for  Harry  Passaro 
owner  (Passaro  Brothers,  lessees). 

^HBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
lesolution,  to  permit  in  a  business  and  an  unrestric¬ 
ted  use,  C  area  district,  the  erection  of  an  exten¬ 
sion  for  garage  for  more  than  five  (5)  motor 
vehicles,  motor  vehicle  repair  shop,  wheel  align¬ 
ment  and  brake  testing,  using  more  than  the  per¬ 
mitted  area. 

I  REMISES  AFFECTED — 2412-2414  Church  avenue,  south 
side,  71  ft.  east  of  Bedford  avenue  (Block  5104, 
Lot  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy  and  Morton  S 
Cahn. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings,  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD— Laid  over  to  February  25,  1947  at 
10  a.  m.  for  inspection  by  Committee  of  Board 
and  decision  without  further  argument. 


950-46-BZ 

APPLICANT  Henry  Nordheim,  for  Frances  Reader, 
re  °™r  ( Greenberg  and  King,  lessees). 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years 
I  REMISES  AFFEC1F.D — 163  St.  Anns  avenue,  west  side, 
100  ft.  north  of  East  135th  street  (Block  2263,  Lot 
42),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  William 
Greenberg. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings.. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


267-16-BZ 

APPLICANT — Cole,  Madsen  and  Milnes,  for  Robert  A. 
Cornell,  owner. 

SUBJECT— Application  reopened  December  17,  1946— Ap¬ 
plication  (decision  of  the  borough  superintendent), 
under  section  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business-1  use,  D  and  E  area  dis¬ 
trict,  the  alteration  to  existing  garage  and  motor 
vehicle  repair  shop,  using  more  than  the  area 
permitted. 

PREMISES  AFFECTED — 438  Richmond  avenue,  north¬ 
west  corner  of  Burden  avenue  (Block  1101,  Lots  62, 
Port  Richmond,  Borough  of  Richmond.’ 

APPEARANCES — 

For  Applicant:  Chester  A.  Cole  and  Kenneth  W. 
Milnes. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings.. 

AC  1  ION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE—  .  r  ,  , 

l  Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . . , .  3 

Negative:  .  ^ 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (267-16-BZ) 

Whereas,  this  application  under  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  extension  of  an 
existing  garage  and  motor  vehicle  repair  shop,  affecting 
premises  438-440  Richmond  avenue,  Port  Richmond,  Bor¬ 
ough  of  Richmond,  was  granted  by  the  Board  on  December 
5,  1916  on  certain  conditions;  and 

Whereas,  Cole,  Madsen  and  Milnes,  for  Robert  A.  Cor¬ 
nell,  owner,  filed  November  4,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  residence 
and  business  1  use,  D  and  E  area  districts,  the  alteration  to 
existing  motor  vehicle  repair  shop  shop,  using  more  than  the 
area  permitted,  affecting  premises  438  Richmond  avenue, 
northwest  corner  of  Burden  avenue  (Block  1101,  lots  62,  67 
and  69),  Port  Richmond,  Borough  of  Richmond;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
December  17,  1946  subject  to  usual  procedure ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  18,  1947,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  7,  1946,  re  Alt.  Applic.  256-46,  reads : 

“1.  This  proposed  alteration  to  a  non-fireproof  auto 
repair  shop  is  not  permitted,  as  it  is  contrary  to  a  use 
permitted  in  a  business  1  and  Residential  Use  Zone. 
(Zone  Res.  Art.  II  (Sec.  4)  (a)  29  (Sec.  3.)) 

2.  This  proposed  alteration  to  a  nonfireproof  auto 
repair  shop  is  not  permitted,  as  it  will  exceed  the  areas 
permitted  in  a  D  and  E  Area  Zone.  (Zone  Res.  Art. 
IV,  Secs.  14  and  15).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  126  ft.  2  in.  frontage  by  124  ft.  9  in.  in  depth, 
irregular,  on  which  is  located  a  building,  L-shaped;  49  ft. 

4  in.  on  Richmond  avenue,  107  ft.  to  lot  line,  which  is  irregu- 
lar  and  follows  around  the  rear  lot  line  to  lot  67  (25  ft.  by 
100  ft.)  located  at  Burden  avenue  (NW.C.)  one  story,  18  ft. 
in  height,  of  Class  3  construction ;  that  it  is  proposed  to 
demolish  the  building  on  lot  67  (2  story  frame  garment  fac¬ 
tory)  and  to  extend  the  existing  building  to  side  street  using 
the  rear  portions  of  newly'  acquired  lot;  that  the  new  building 
will  be  approximately  76  ft.  6  in.  front  by  72  ft.  in  depth, 
irregular,  one  story,  18  ft.  in  height,  of  class  3  construction; 

and  .  ...... 

Whereas,  the  applicant  contends  that  the  existing  building 
consists  of  a  one  story  non-fireproof  auto  repair  shop  and 
showroorh,  L-shape  in  plan,  occupying  part  of  rear  and  all 
of  side  of  lot;  that  the  owner  has  recently  purchased  the 
corner  lot,  size  25  ft.  by  100  ft.,  as  shown  on  plot  plan  upon 
which  is  located  a  two  story  old  frame  garment  factory 
which  owner  proposes  to  demolish  to  grade  and  extend 
present  auto  repair  shop  to  side  street  using  the  rear  portion 
of  this  newly  acquired  land;  that  the  owner  is  asking  per¬ 
mission  to  construct  this  new  addition  for  extra  space  to 
take  care  of  the  normal  expansion  of  his  business  which  is 
necessary  to  retain  his  dealer’s  franchise  now  held  by  the 
owner  for  the  past  25  years ;  that  area  designations  affecting 
this  plot  have  not  been  changed  since  March  31,  1937 ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  zoning  resolution  as  to  extension  of 
use,  and  that  the  applicant  had  substantiated  a  basis  of  appeal 
under  section  21  of  the  zoning  resolution  as  to  area  and  was, 
therefore,  entitled  to  relief,  on  the  grounds  of  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  wake  a  variation  in  the  application  of  the  use  and 
area  district  requirements  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  sections  7i 
and  21  thereof,  to  permit  the  extension  in  use  and  area  of 


the  automobile  repair  shop  as  proposed  on  condition  that  the 
building  shall  not  be  further  extended  and  shall  be  sub-  < 
stantially  as  indicated  on  plans  filed  with  this  application 
marked  “Received  November  4,  1946”,  four  sheets,  except  ■ 
that  there  shall  be  no  door  to  the  adjoining  premises  to  the 
west ;  that  all  windows  on  the  lot  line  to  the  west  shall  be  • 
fireproof  and  self-closing  or  the  openings  shall  be  filled  with 
structural  glass  as  approved  for  exterior  walls;  but  there 
may  be  one  large  opening  as  indicated  to  Burden  avenue  irom 
the  proposed  extension ;  that  the  gasoline  selling  area  shall 
be  paved  with  concrete  or  with  colprovia ;  that  any  gasoline 
pumps  erected  shall  be  not  nearer  than  10  ft.  to  any  lot  line, 
that  there  shall  be  erected  at  the  intersection  of  Burden 
avenue  and  Richmond  avenue  a  block  of  concicte  extending 
for  a  "distance  of  at  least  5  ft.  from  the  intersection  in  either 
direction;  that  such  block  shall  be  not  less  than  12  inches  in 
height  and  may  be  segmental  in  shape ;  that  the  existing  curb 
cut  to  Richmond  avenue  shall  not  be  increased;  that  any 
rurb  cut  constructed  on  Burden  avenue  frontage  shall  not  , 
exceed  15  ft.;  that  the  sidewalk  along  Burden  avenue  and 
Richmond  avenue  shall  be  reconstructed  and  new  curbs  in¬ 
stalled  as  may  be  required  by  the  borough  president ;  that  , 
such  portable  fire-fighting  appliances  shall  be  maintained  as  i 
the  fire  commissioner  shall  direct ;  that  all  signs  shall  be 
restricted  to  existing  signs  on  the  building  and  to  the  illumi-  , 
nated  globes  of  the  gasoline  pumps  excluding  all  roof  signs 
and  all  temporary  signs ;  that  all  motor  vehicle  repair  work 
shall  be  done  within  the  building ;  that  in  all  other  respects  , 
the  buildings  and  occupancies  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto ;  that  this  resolution 
supplements  the  resolution  adopted  by  the  Board  under  t  a  . 
267-16-BZ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  reso¬ 
lution. 


283-42-BZ 

APPLICANT— Walter  I.  Lansing,  lessee,  for  Hortense  G. 
Badman,  owner. 

SUBJECT— Application  reopened  December  17,  1946,— 
Application  (decision  of  the  borough  superintend¬ 
ent)  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 222-228  East  34th  street,  south 
side,  247  ft.  2  in.  west  of  2nd  avenue  ( Block  914, 
Lots  46,  47,  48  and  49),  Borough  of  Manhattan.  ; 

APPEARANCES—  ,  ,  T  T 

For  Applicant:  Harry  G.  Frankel  and  W.  1.  Lans-j 

mg.  . 

For  Opposition:  J.  C.  Tepper,  James  Hughes,  and, 
Harold  Klorfein,  Triborough  Bridge  and  fun¬ 
nel  Authority.  ,  ' 

For  Administration:  Samuel  L.  Becker,  DepJ  ot , 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  o 

Affirmative :  Commissioners  Savage  and  Blunt 

and  Deputy  Chief  Guinee  . ^ 

Negative:  . ^ 

Vote  Reserved:  Chairman  Murdock  4 . L 

THE  RESOLUTION  (283-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for  a  term 
of  two  (2)  years,  the  transient  parking  of  more  than  five  (5) 
motor  vehicles ;  premises  222-228  East  34th  street,  south- 
side,  275  ft.  east  of  Third  avenue  (Block  No.  914,  Lot  Nos. 
46  to  49  inclusive),  Borough  of  Manhattan,  was  denied  by 
vote  of  the  Board  on  July  7,  1942;  and 

Whereas,  this  application  was  again  denied,  after  con¬ 
sideration  under  new  facts,  on  May  14,  1946  ;  and  _  i 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  further  consideration  under  new  facts;  am 
Whereas,  this  case  was  reopened  by  vote  of  the  Loan 
on  December  17,  1946  subject  to  usual  procedure;  and 
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PybcC4  h?ril,lg  was  beld  011  this  application 
b>  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  hebruary  18,  1947,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board;  and" 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Last  34th  street  is  in  residence  and 
business  use,  B  area  and  Class  V/2  height  districts;  2nd 
avenue  is  m  business  use,  B  area  and  Class  V/2  height  dis- 
i ncis  f  iii k l 

W  hereas,  the  decision  of  the  borough  superintendent 
dated  October  31,  1946,  re  Alt.  Applic.  2277-46,Preads  ■ 

1.  i  he  use  or  occupancy  of  the  premises  located 
\\nhin  a  Residence  use  area,  ‘B’  district,  for  parking 
and  storage  of  more  than  five  motor  vehicles  is  con¬ 
trary  to  Art.  II  Sec.  3  Zoning  Resolution” 
and 

a  V)  f  ME1f’  lhe  aPhllcant  states  that  the  premises  consist  of 
a  plot  88  ft  frontage  by  98  ft.  in  depth,  irregular,  presently 
vacant,  that  it  is  proposed  to  use  the  vacant  lot  for  the 
parking  and  storage  of  more  than  five  motor  vehicles ;  and 
Y\  hereas,  the  applicant  contends  that  permission  to  oper¬ 
ate  a  parking  lot  as  proposed  would  serve  the  public  con¬ 
venience  and  necessity ;  that  as  the  result  of  recent  trends 
oward  reducing  street  parking  facilities  as  evidenced  by 
he  Mayor  s  recent  policy,  actual  parking  facilities  presently 
n  existence  are  inadequate  to  serve  the  public  need  and  con- 
emence ;  that  the  parking  problem  in  the  area  involved  is 
jresently  acute  and  proposed  parking  lot  would  reduce  such 
iroblem  considerably;  that  the  proposed  parking  lot  is  loca- 
ed  near  a  business  as  well  as  a  residential  area,  requiring 
•arking  facilities;  that  immediately  adjacent  to  the  proposed 
?t  % the.  furniture  firm  of  Peck  &  Hills;  close  by  is  located 
he  Empire  State  building  and  the  Fifth  Avenue  shopping 
istnct,  all  of  which  increase  the -parking  needs  in  this  area; 

Whereas,  the  premises  and  surrounding  area  have  been 
ispected  by  a  committee  of  the  Board;  and 
\\  hereas,  the  Board  deemed  that  this  was  a  proper  case 

!ikr  •  f  exfrc,lse  discretion  to  grant  under  section  7 
ubdivision  h,  of  the  zoning  resolution.  * 

Resolved^  that  the  Board  of  Standards  and  Appeals  does 

ereby  ma^  a  variation  in  the  application  of  the  use  district 

-gula  ions  of  the  zoning  resolution,  and  that  the  application 

:"ndAhere^1S  granted  under  section  7h  thereof,  for  a 

.  •  H°  f  3’ears,  to  permit  the  premises  to  be  oc- 

^  i0^.t1he  Pacing  and  storage  of  more  than  five  (5) 

ibs^nSr  ?’  ?.n  condltlonr  t,hat  the  PMt  shall  be  leveled 

rfirl! i  °  i  16  grade  i°f  EaSt  34th  street  and  sha11  be 

rtaced  with  clean  gravel  or  steam  cinders  or  other  suit- 

■  iria  and  ProPLe,rly  treated  with  an  asphaltic  binder 

a.  fuaSOn  ub  ,imPervl°us  surface  and  surface 

’iithatr  thf-re-  S-ha  ,  be  erected  on  the  interior  lot  lines 

a  S  c  adJ°‘niug  buildings  do  not  occur  a  substantial 

"ire  fence  of  the  chain  link  type  with  anchored  steel 

ans  filed  iSift  -°f  n°r  leSS  than  6  ft-  as  indicated  on 
r  tn  i?1  US  aPPllcatlon  marked  “Received  Novem- 
r  JU,  f 946  two  sheets;  that  along  the  street  building 
e  a  wrought  iron  picket  fence  shall  be  erected  on  a 
isonry  base  not  less  than  3  ft.  in  height  for  a  total  height 
o  ft.  except  for  one  entrance  not  over  14  ft.  in  width 
acurb.cnt.  opposite  of  similar  width;  that  proper  aisles 
all  be  maintained  at  all  times  for  easy  entrance  and  exit; 

,iuwg  the  te.rm  of  this  permit  the  premises  shall  be 
cupicd  for  no  other  use  and  there  shall  be  no  servicing  of 

Drevln?^  C-S '  t  iat  Proper  bumpers  shall  be  maintained 
r?  ?l  injur>;  t°  fences  and  adjoining  walls  of  build- 
"°  bmldings  sha11  be  erected  thereon  ex- 
e  strfrl  •  Cru  mauy  be  erected  a  class  III  building  not  over 

V anA  T\  0ve/  100  sq-  ft  in  arca  to  be 
rfabhTfi  fife6  and  sbelter  for  the  attendant;  that  such 
cnmnfire'-fig  "f  aPP]!ances  shall  be  maintained  as  the 

the  va^nS/werfShaf«direCt;  tbat  no  use  shaI1  be  made 
he  vacant  lot  of  a  different  owner  adjoining,  #45,  or  any 

H  %blnl3r4s  rJ°l  53  ?r  '?ls  I0'  n,  13  or  15 ;  that  no 
t  c  erected  or  maintained  on  the  premises  except 

11  tl1ere  may  be  one  sign  attached  to  the  fence  and  not 


extending  beyond  the  building  line  for  advertising  the  nark 

e?ceSfn?13a|?  the  T”  *“*“*  washin^not 

Y  s\  ft;  111  area  and  not  illuminated;  that  all  per- 
i  ts  shall  be  obtained  and  all  work  completed  within  three 
(3)  months  from  the  date  of  this  resolution. 

84-45-BZ 

APPLICANT— F.  P.  Platt  and  Brother  for  T  L  &  I 
f  orp.,  owner.  '  ' 

SUBJECT— -Application  for  consideration-rescindment  of 
resolution— (decision  of  the  borough  superintend- 
eu  )  under  section  7h  of  the  zoning  resolution 
permitting  in  a  partly  residence  and  partly  re- 

livfiitnr11  “r  ,<IlStr/Ct’  tbe  ParkinS  of  more  than 
Board)  Vehlcles  (P^viously  granted  by  the 

PREMISES  AFFECTED — 1-5  Greenwich  avenue  south- 
west  corner  of  Chnstopher  street  (Block  593,  Lot 

appearances-  Manhat,an- 

For  Applicant :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
ArTTAM  Housing  Md  Buildings.  ’  J 

ACTI°N  Oh  BOARD— Application  reopened  and  resolu- 
Tnr  vnTi:0Tnenrany  ^46  rescinded. 

tionTofT?ebruar?  S.“SCIND  resolu- 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative^6  ^  B  Um  ^  Deputy  Chief  Guince  4 

THE  RESOLUTION  (84-45-BZ) 

iH^REA!’  tblS  aPPlication  under  section  7h  of  the  zonimr 
resolu  ion  to  permit  partly  in  a  residence  and  partly  Tnf 
resli  icted  retail  use  district,  the  parking  of  more  than  five 
(o)  motor  vehicles,  affecting  premises:  1-5  Greenwich  ave 

affockU593VeLotC°i'ur  Rf  ChrLSt°ft  st,reet  and  6th  avenue 
UitTR  V  v7’  Borough  of  Manhattan,  was  granted 

bywleBoard  °n  Februafy  5-  ](M6,  on  certain  conditions  and 
Whereas,  upon  inspection  it  was  found  that  the  cond  - 
lons  of  the  Boards  resolution  are  not  being  carried  out  • 
that  the  parking  lot  has  been  materially  reduced  by  the  ex’ 
tension  of  the  building;  that  no  fence  lias  been  erected  tha't 
maintentmce  work  not  permitted  by  the  Board’s  resolution 
is  being  advertised  and  carried  on;  that  the  fire  menace  is 

therplotd  ^  116  Parking  in  view  of  the  ^Pe  of  buildings  on 

ar lfat  *YT°]u[°n  adoPted  ^  the  Board  Febru- 
a  y  1946,  be  and  it  hereby  is  rescinded. 

612-45-BZ 

APPLI  ownerrSidnCy  L‘  StraUSS’  f°r  Henry  J’  Pfistner, 
SUBJECT— Application  reopened  October  29,  1946— An- 
Pbca  i-  (jiccision  ot  the  borough  superintendent1) 
under  section  7f  of  the  zoning  resolution  to  permit 

ancernfldfnCe  T  dlStrict’  the  erection  and  mainten- 
D  Ini  parts  d^artment ‘ S‘ati°n-  aU,°  showro°m 
PREMISES  AFFECTED  94-15  to  94-23  Northern  botde- 
vard,  32-45  to  32-61  Junction  boulevard,  northeast 
corner  and  32-44  to  32-60  95th  street,  northwest 
32  and  °/nNrthern  bou ie vard  (Block  1424,  Lots 
APPEARANCES—  C°r0na’  B°r0Ug  °£  Queens-  . 

For  Applicant :  Sidney  L.  Strauss. 

Por  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
,  Housing  and  Buildings. 

dition  THE  Application  granted  on  con- 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  i 

Negative:  .  j: 

Absent  r  Commissioner  Snvtipfe  . .  j 
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THE  RESOLUTION  (61245-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district 
the  erection  of  a  gasoline  service  station  and  pairing  tor 
more  than  five  (5)  motor  vehicles;  affecting  premises:  94-15 
to  94-23  Northern  boulevard,  32-45  to  32-61  Junction  boule¬ 
vard  northeast  corner  and  32-44  to  32-60  95th  street,  nort  i- 
west  corner  of  Northern  boulevard  (Block  1424,  Lots  32  and 
33),  Corona,  Borough  of  Queens,  was  denied  by  the  Boa 

on  December  18,  1945 ;  and  ...  ,  „ 

Whereas  an  application  for  consideration  under  sections 
7e  and  7f  of  the  zoning  resolution,  permitting  the  premises 
to  be  occupied  as  an  indoor  salesroom  for  motor  vehicles 
was  gSmed  by  the  Board  on  July  16,  1946,  on  certarn 
conditions;  and 

Whereas,  Sidney  L.  Strauss  for  Henry  J.  Pfistner, 
owner,  filed  October  29,  1946,  an  application  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  auto  showroom  and  parts  department 
affecting  premises  94-15  to  94-23  Northern  boulevard  and 
37.45  to  32-61  Junction  boulevard,  northeast  corner  and 
32-44  to  32-60  95th  street,  northwest  corner  of  Northern 
boulevard  (Block  1424,  Lots  32  and  33),  Corona,  Borough 

of  Queens;  and  ,  ~ 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  29,  1946,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  January  28,  1947,  after  due  notice  by  publication  m  the 
Bulletin;  and  laid  over  to  February  18,  1947  for  further 

consideration;  and  .  .  „ 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Northern  boulevard  is  in  a  business 
use  C  area  a  nd  Class  V/4  and  I/2  height  districts ;  Junction 
boulevard  and  95th  street  are  in  residence  and  business  use, 
C  area  and  Class  1%  and  V/2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  6,  1947  on  amendment  to  N.B.  Applic.  352-45, 
reacJs  * 

“1.  Revised  plans  not  in  compliance  with  resolution. 
Cal  612-45-BZ,  adopted  by  the  Board,  July  16,  1946.” 


•  Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  97.75,  186.11  and  180  ft.  frontage  by  14a  ft.  in 
depth,  irregular,  presently  vacant;  that  it  is  proposed  to 
erect  a  building  122  ft.  by  100  ft.  irregular,  to  be  used  as 
an  accessory  building  to  gasoline  service  station  foi  auto 
showroom  and  parts  department,  one  story,  20  ft.  in  height, 
of  Class  3  construction ;  that  it  is  proposed  to  erect  a  mezza¬ 
nine  over  the  parts  department,,  entrance  through  hall  be¬ 
tween  showroom  and  parts  department ;  and 

Whereas,  the  applicant  cbntends  that  subsequent  to  the 
Board’s  granting  the  subject  application,  the  project  was 
gone  into  in  detail  with  the  Plymouth  and  DeSoto  distribu¬ 
tors  for  Chrysler  products  who  are  to  occupy  the  premises ; 
that  in  accordance  with  their  requirements  the  plans  filed 
with  the  Department  of  Housing  and  Buildings  in  Queens 
an  objection  was  obtained;  that  in  total  that  portion  of  the 
premises  to  be  used  for  the  non-conforming  use  has  been 
decreased  considerably  and  it  is  still  the  intention  to  use  only 
that  portion  of  the  plot  within  the  business  district  and 
generally,  as  indicated  on  plans;  that  the  entire  portion  of 
the  plot  on  the  east  side  is  to  be  developed  for  an  automo¬ 
bile  showroom,  a  conforming  use,  and  this  conforming  use 
extends  westerly  to  include  the  parts  department  which  is 
also  a  conforming  use ;  that  the  area  provisions  of  the  build¬ 
ing  zone  resolution  will  be  complied  with  anc}  the  introduc¬ 
tion  of  a  building  as  proposed  would  in  no  way  interfere  or 
be  objected  to  on  the  part  of  any  adjoining  property 
owners;  that  it  is  respectfully  requested  that  the  subject  case 
be  reopened  and  submitted  to  the  Board  for  consideration , 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exerctise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  zoning  resolution;  and 

Whereas,  the  applicant  states  that  there  will  be  no 
servicing  of  cars  on  the  premises  as  the  agency  has  a  service 
station  in  another  location  in  Corona  where  all  servicing  is 
done ;  that  no  brand  signs  at  or  over  street  line  are  requested. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof,  for  a 
term  of  ten  (10)  years,  to  permit  the  premises  to  be  occupied 
as  an  indoor  motor  vehicle  salesroom  and  accessory  use  of 
gasoline  selling  and  greasing,  substantially  as  indicated  on 
revised  plans  marked  “Received  October  7,  1946  .  three 
sheets,  on  condition  that  in  all  other  respects  the  buildings 
and  occupancies  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  that  the  space  within  the  business 
district  proposed  to  be  left  unoccupied  shall  be  seeded  to 
grass  and  a  steel  fence  shall  be  erected  along  Junction  boule¬ 
vard  and  a  woven  wire  fence  of  the  chain  link  type  along 
the  interior  line  of  the  business  use  district  or  along  the 
street  line  of  95th  street  up  to  the  adjoining  premises  shown 
as  lots  51  and  31 ;  that  the  plot  shall  be  leveled  substantially 
to  the  grade  of  surrounding  streets;  that  the  showroom, 
display  and  accessory  buildings  and  salesroom  for  motor 
vehicles  shall  be  designed  and  arranged  substantially  as 
indicated;  that  the  accessory  use  within  the  building  shall 
be  limited  to  lubrication  and  washing  motor  vehicles  exclud¬ 
ing  all  repairing  and  brake  testing ;  that  the  gasoline  pump? 
shall  be  set  back  the  distance  as  shown  from  Northern 
Boulevard ;  that  the  gasoline  pumps  shall  be  of  the  park¬ 
way  design  with  masonry  pedestals ;  that  curb  cuts  shall  b( 
restricted  to  one  from  Northern  boulevard  not  over  25  ft 
in  width  and  two  to  Junction  boulevard  of  similar  width 
all  substantially  in  the  locations  as  shown;  that  window; 
along  the  street  line  of  95th  street,  except  for  the  window? 
in  the  showroom  portion,  shall  be  glass  block  as  approve! 
for  exterior  walls;  that  planting  shall  be  maintained  a 
indicated  along  Northern  boulevard  and  Junction  boulevarc 
properly  protected  with  concrete  curbing;  that  the  servio 
portion  of  the  premises  shall  be  cemented  with  dark  colorini 
matter  or  with  tarvia  or  similar  material;  that  new  sid 
walks  and  curbs  as  may  be  required  by  the  borough  presi 
dent  shall  be  constructed  along  the  street  frontages ;  tha 
the  number  of  gasoline  tanks  installed  shall  not  exceed  foil 
(4)  550  gallon' tanks;  that  no  signs  shall  be  erected  excep 
permanent  signs  attached  to  the  facade  of  the  accessor 
building  on  each  of  the  two  streets  excluding  all  roof  sign 
and  all  temporary  signs  but  including  the  illuminated  globe 
of  the  pumps ;  that  the  boiler  room  shall  be  above  cur 
grade  and  separated  from  the  balance  of  the  building  b 
fireproof  construction  and  enterable  only  from  the  exterior 
that  in  all  other  respects  the  accessory  buildings  shall  con 
ply  with  the  building  code  and  shall  not  exceed  one  stor 
in  height ;  that  there  shall  be  no  parking  and  storage  c 
the  premises  other  than  cars  being  serviced;  that  comple 
working  drawings  shall  be  submitted  to  the  Board  for  a] 
proval  before  same  is  filed  with  the  borough  superintenden 
that  such  plans  shall  be  filed  within  two  months  and  upc 
approval  all  permits  shall  be  obtained  and  all  work  complete 
within  one  (1)  year  from  the  date  of  this  resolution;  tb 
this  resolution  supersedes  the  resolution  adopted  by  tl 
Board  on  July  16,  1946.  i 


772-46-BZ 

APPLICANT — Emil  Koeppel,  for  City  of  New  Y01 
owner  (Oscar  Siegel,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super: 

tendent)  under  section  7e  of  the  zoning  resol  utid 
to  permit  in  a  residence  use  district,  golf  drivi 
course  and  office  in  conjunction  with  golf  drivi 
course. 

PREMISES  AFFECTED — Southeast  corner  of  Ocf 
parkway  and  Circumferential  parkway  (Bloc 
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7240  7241  and  7261,  part  of  Lot  47),  Borough  of 
Brooklyn.  6 

APPEARANCES— 

For  Applicant :  Bruno  Koeppel  and  B.  Oscar  Siegel 
bar  Opposition:  Harold  Klorfein,  Park  Dept’ 
Albert  Weiss,  Herman  Kishner  and  Isidore 
Koss. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
„  Housing  and  Buildings. 

THE*  VOTE— B0ARD— Application  granted  on  condition. 

Affirmatiye :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

rHE  RESOLUTION  (772-46-BZ) 

Whereas,  Emil  Koeppel,  for  the  City  of  New  York 
.iwner  (Oscar  Siegel, Jessee),  filed  October  4,  1946,  an  appli- 
ation  under  section  /e  of  the  zoning  resolution,  to  permit 
a  a  residence  use  district,  golf-driving  course  and  office  in 
conjunction  therewith,  affecting  premises  southeast  corner 
,nUc7™  pa™y  and  Circumferential  parkway  (Blocks 
,240,  /241  and  /261,  part  of  Lot  47),  Borough  of  Brooklyn; 

\Vhereas,  a  public  hearing  was  held  on  this  application  by 
ie  board  ot  Standards  and  Appeals,  at  its  regular  meeting, 

ebruary  18,  1947,  after  due  notice  by  publication  in  the 

.ulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
inon  show  that  Ocean  parkway  and  Circumferential  park- 
ay  Br.  3rd,  Br.  4th  and  Br.  6th  streets  are  in  a  residence 
J\’\'  area  and  Flass  1  height  district;  and 

i!he  •2d?mSi0n  °Afi  tbe  borough  superintendent, 
ited  September  3,1946,  re  Alt.  Applic.  3747-46,  reads : 

1.  Proposed  office  and  golf  driving  course  located 
Within  a  residential  use  district  is  contrary  to  Art  2 
beet.  3  of  the  zoning  resolution.  Denied  ” 

id 

f*. the  aPF]iCQ7t/taies  that  the  Premises  consist  of 
plo.  alO  ft.  and  441.37  ft  frontage  by  454.04  ft.  in  depth 

rregu  ar)  on  which  is  located  a  building  16  ft.  6  in.  front 
'  12  ft  10  m  in  depth,  one  story,  11  ft.  in  height,  of  Class  4 
nstruction ;  that  it  is  proposed  to  use  the  site  as  a  golf 
ning  course  and  office  in  conjunction  with  the  golf  course; 

Whereas,  the  applicant  contends  that  the  purpose  of  this 
plication  is  to  obtain  a  variation  from  the  zoning  law  for 
rmission  to  occupy  temporarily  (until  such  time  as  the 
oposed  Industrial  High  School  will  be  erected  on  the  site) 

K  r  me  premises  as  a  golf  driving  course  and  the  present 
luaing  as  an  office  in  conjunction  with  same;  that  the 
J posed  use  will  create  recreation  accommodations  to  the 
|DUc;  that  it  will  add  revenue  to  the  city  of  New  York  • 

«  it  minimizes  the  maintenance  cost  of  the  property  in 
estion;  that  the  records  of  the  Board  of  Estimate,  Bureau 
Keal  Estate,  indicate  that  this  property  has  been  rented 

amrV°  m°nth  le-ase  for  the.  same  Purpose  until  the 
)  tarted  the  construction  of  the  Circumferential  parkway  ■ 

Utheplot  ocated  in  an  unrestricted  area  until  October 
WU,  when  the  corners  of  the  blocks  were  changed  to 
s.ness  use  and  the  interior  parts  (100  ft.  from  the  corners) 
b  residence  use ;  that  on  July  29,  1940,  the  entire  area 
s  changed  to  residence  use;  and 

VHERt^s,  the  premises  and  surrounding  area  have  been 
pected  by  a  committee  of  the  Board ;  and 
•Vhereas,  the  Board  deemed  that  this  was  a  proper  case 
which  to  exercise  its  discretion  to  grant  a  variance  under 
non  7e  °f  the  zoning  resolution. 

‘fsolved,  that  the  Board  of  Standards  and  Appeals  does 
tty  make  a  variation  in  the  application  of  the  use  district 
luat'ons  of  the  zoning  resolution  and  that  the  application 
and  it  hereby  is  granted  under  section  7e  thereof  for  a 
0  9ne  year  from  the  date  of  this  resolution,  to  permit 

<W?#;SeS*£°  be  ?c<?Ted  as  a  SoH  range,  as  proposed, 
ondi/toM  that  no  building  shall  be  erected  on  the  premises 
'r  *  i  thc  existing  one-story  frame  building  shown  and 
cated  on  plans  filed  with  this  application,  marked  “Re¬ 


ceived  October  4,  1946”  (2  sheets)  ;  that  no  parking  shall  be 

so0naes°not  '.n1' •^,SefS’  bUt  S.h?H  !’e  arranged  on  the  side  street 
so  as  not  to  interfere  with  the  entrance  to  the  Circum- 

exceedatheaverraa:  ‘h*  the  ter,m  °f  this  variance  shall  not 
exceed  the  year  as  above  stated  and  shall  be  terminated  by 

whatever  date  the  existing  month-to-month  lease  issued  by 

the  Bureau  of  Real  Estate  is  terminated ;  and  that  all  permits 

reqmred  shall  be  obtained  and  all  work  completed  within 

three  months  from  the  date  of  this  resolution. 


821-46-BZ 

APPLICANT— Harry  Silverman,  for  Airport  Motors  Inc 
owner.  ’  ’ 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7i  and  7A  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  building  to  be  used 
as  an  automobile  showroom,  motor  vehicle  repair 
shop  and  storage  garage  for  more  than  five  (5) 
motor  vehicles  and  to  permit  entrances  exceeding 
3  feet  6  inches  beyond  a  distance  of  twenty-five  (25) 
^fom  tbe  residence  use  district. 

PREMISES  AFFECTED— 78-11  to  78-19  Northern  boule- 
f  Pin  vl m’6?  t0  ,?x70T79th  slreet>  northwest  corner 
Queens  1174’  LOt  35  ’  Jackson  HeiS'hts,  Borough  of 
APPEARANCES— 

b  or  Applicant :  Harry  Silverman  and  Nat  Koeppel. 
Por  Opposition:  W.  G.  Douglas,  Max  Meyers  and 
John  T.  Eiker. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
A  „  Housing  and  Buildings. 

THE*  VOTE— BOARD—. Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (821-46-BZ) 

Whereas,  Harry  Silverman,  for  Airport  Motors,  Inc 

7c  7fand  7dAOCft?Jer  28’  1946’  aPP,lcati™  under  sections 
/c,  /i  and  7A  of  the  zoning  resolution,  to  permit  in  a  business 

use  district,  the  erection  and  maintenance  of  a  building  .to  be 
used  as  an  automobile  showroom,  motor  vehicle  repair’  shop 
and  storage  garage  for  more  than  five  (5)  motor  vehicles 
and  to  permit  entrances  exceeding  3  ft.  6  in.  beyond  a 
distance  of  twenty-five  ft.  from  the  residence  use  district 

m  A9 ??e7^1S7of, 78-11  to  78-19  Northern  boulevard  and 
f2"[°  79^1  .street,  northwest  corner  (Block  1174, 
Lot  35),  Jackson  Heights,  Borough  of  Queens;  and 

hvtlfpTS^  a  rPc?llC,  hearin&,  was  held  on  this  application 
•  y  1  u  of  Standards  and  Appeals,  at  its  regular  meet- 

1947'  afto  d“e  n°*ice  publicatioif^n 

lution 

area  and  class  1*4  height  district;  79th  street  is  in  a  residence 

WhUfpf?sS  Uth’  ^  and,  C1335,1^  heiSht  district;  and 
i  .iA  ,’  decision  of  the  borough  suiierintendent 
dated  9,ctob^r  19,  19d6>  re  ^-B.  Applic.  2267-46,  reads: 

,  ...  ^he  erection  of  an  automobile  showroom,  motor 
vehicle  repair  shop  and  storage  garage  for  more  than 
3  cars  in  a  business  district  is  contrary  to  Sec  4  sub¬ 
divisions  15  and  29  of  the  zone  law. 

2.  Beyond  a  distance  of  twenty-five  feet  on  79th 
street  from  the  intersection  of  Northern  boulevard  en¬ 
trances  exceeding  3  ft.  6  in.  in  width  is  prohibited  by 
Sec.  7- A  of  the  zone  law.”  y 

and 

a  ‘f6  applicant  ftates  that  the  premises  consist  of 

a  plot  100  ft.  frontage  by  100  ft.  m  depth,  presently  vacant- 
that  it  is  proposed  to  erect  a  building  100  ft.  front  by  100  ft’ 
in  depth,  one  story  and  mezzanine,  18  ft.  in  height  of  Class  i 
construction ;  and  ’ 

Whereas,  the  applicant  contends  that  the  owner  has  been 
the  accredited  Chrysler  and  Plymouth  agency  fo/the  fack- 
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son  Heights  area  for  7  years ;  that  prior  to  the  purchase  of 
this  plot  a  number  of  real  estate  agents,  on  behalt  ot  the 
owner,  made  every  effort  to  obtain  a  comparable  site  in  the 
unrestricted  portions  of  his  agency  area;  that  after  thorough 
search  no  such  suitable  plot  was  found ;  that  the  site_  obtained 
is  close  to  the  unrestricted  section  beginning  at  /nth  street 
and  within  an  area  similar  in  character ;  that  the  motor 
vehicle  repair  work  to  be  performed  will  be  confined  to 
cars ;  that  no  trucks  will  be  repaired ;  that  no  wrecked  cars 
will  be  rehabilitated ;  that  the  owner’s  business  in  sales  and 
service  repairs  extends  back  18  years,  during  which  time  he 
has  established  his  agency  in  the  face  of  many  difficult 
periods;  that  it  would  be  a  great  hardship  at  this  time  to 
relinquish  the  service  motor  vehicle  repair  part  of  his  busi¬ 
ness  developed  through  the  past  trying  years  in  the  automo¬ 
tive  field;  that  the  location,  on  a  main  traffic  street  will  be  a 
convenience  to  the  Queens  customers  of  this  agency ;  that 
the  sale  of  automobiles  is  so  closely  connected  with  service 
motor  vehicle  repair,  by  the  very  nature  of  the  business, 
that  it  is  an  extreme  hardship  to  continue  the  agency  without 
providing  repair  service;  that  the  garage  use  will  be  acces¬ 
sory  to  the  motor  vehicle  repairs,  no  outside  cars,  other  than 
those  to  be  serviced  or  repaired  will  be  stored ;  that  no  gas 
will  be  sold  other  than  required  for  servicing  cars  in  the 
premises;  that  the  architecture  will  be  modern  of  a  design 
to  improve  the  immediate  neighborhood  and  will  be  in  close 
harmony,  architecturally,  with  the  general  character  ot 
modern  business  buildings;  that  it  will  differ  very  little  from 
the  permissible  show  room  use;  that  the  building  will  add 
no  substantial  contribution  to  offensive  odors  or  noises,  nor 
will  it  depreciate  the  value  of  surrounding  properties  ;  that 
except  for  the  roof,  the  building  will  be  entirely  of  fire¬ 
proof  construction;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  i  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7- 1  thereof  tor  a 
term  of  ten  (10)  years,  to  permit  the  plot  as  proposed  to  be 
occupied  in  part  as  a  service  department  in  connection  with 
an  indoor  automobile  showroom,  as  proposed  and  indicated 
on  plans  filed  with  this  application,  marked  "Received  Octo¬ 
ber  28  1946”  (5  sheets),  on  condition  that  there  shall  be  no 
vehicular  entrance  from  79th  street ;  that  the  vehicular  en¬ 
trance  to  the  service  department  shall  be  from  Northern 
boulevard  near  the  westerly  wall ;  that  no  door  shall  be  open 
to  79th  street  other  than  a  door  shown  and  proposed  not 
over  three  feet  in  width  as  an  entrance  to  the  parts  depart¬ 
ment  and  office ;  that  the  gasoline  pumps  for  servicing  may 
be  located  within  the  building  adjacent  to  the  automobile 
entrance  door  on  Northern  boulevard;  that  no  windows 
shall  be  installed  on  the  side  lot  wall  to  the  west  or  on  the 
rear  wall ;  that  any  openings  constructed  shall  be  filled  with 
glass  block,  as  approved  for  exterior  walls  with  no  open¬ 
ings  therein ;  that  the  building  shall  not  exceed  one  story  in 
height  and  any  roof  skylights  shall  be  not  nearer  than  25 
feet  to  the  rear  wall ;  that  any  signs  erected  shall  be  attached 
to  the  facade  of  the  building,  excluding  all  roof  and  tempo¬ 
rary  signs;  that  the  boilerroom  shall  be  separated  from  the 
balance  of  the  building  and  enterable  only  from  the  exterior ; 
that  a  door  for  entrance  to  such  boilerroom  may  be  installed 
on  79th  street  in  the  location  shown  on  plans ;  that  the  num¬ 
ber  of  gasoline  storage  tanks  shall  not  exceed  two  of  550 
gallons  capacity  each ;  that  the  servicing  work  shall  be  such 
as  can  be  done  generally  with  hand  tools ;  that  no  machine 
tools  shall  be  used;  that  the  equipment  for  brake  testing, 
brake  alignment  and  greasing  may  be  installed  as  part  of 
the  service  work ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct ;  and 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  •  and  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
resolution. 


979-46-BZ 

APPLICANT— Norman  Lederer,  for  T.  L.  and  L.  Cor¬ 
poration,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  restricted  retail  use 
district,  the  extension  of  existing  building  into  the 
residence  use  district.  , 

PREMISES  AFFECTED — 5  Greenwich  avenue,  south  side 
of  Christopher  street,  34.4  ft.  west  of  Greenwich 
avenue  (Block  593,  Lot  13),  Borough  of  Manhat¬ 
tan. 

APPEARANCE^ —  T  ,  ,  T  , 

For  Applicant:  Norman  Lederer  and  Leonard 

Joseph. 

For  Opposition:  None.  ,5 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  •  ■. . 9 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (979-46-BZ) 

Whereas,  Norman  Lederer  for  i.  L.  and  L.  Coipoiation, 
owner,  filed  December  2,  1946,  an  application  under  section 
7c  of  the  zoning  resolution,  to  permit  in  residence  anc 
restricted  retail  use  districts  the  extension  of  existing  com¬ 
mercial  building  into  the  residence  use  district,  affectinj.1 
premises  5  Greenwich  avenue,  south  side  of  Christophei 
street,  34.4  ft.  west  of  Greenwich  avenue  (Block  593,  Lo 
13),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  apphcatioi 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing,  February  18,  1947,  after  due  notice  by  publication  in  tin 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Greenwich  avenue  is  in  local  retail  an< 
restricted  retail  use,  B  area  and  Class  1)4  height  districts 
Christopher  street  is  in  residence,  local  retail  and  restricts 
retail  use,  B  area  and  Class  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  December  2,  1946,  re  Alt.  Applic.  742-46,  reads : 

“6.  Extension  of  commercial  building  into  a  rest 
dence  use  district  is  contrary  to  Art.  II,  Section  3  Zon. 
ing  Resolution.” 

and  , 

Whereas,  the  applicant  states  that  the  premises  consn 
of  a  plot  76.77  ft.  front  by  107.79  ft.  in  depth  on  which  i 
located  a  building  34.4  ft.  front  by  58  ft.  in  depth,  one  stor 
14  ft.  in  height  of  Class  3  construction  to  be  used  as  stor 
and  restaurant;  that  it  is  proposed  to  leave  an  entrance  1 
ft.  wide  (presently  used)  on  Christopher  street  side  fe 
the  parking  lot  granted  under  Cal.  No.  84-45-BZ ;  and 
Whereas,  the  applicant  contends  that  plans  have  bee 
filed  and  approved  for  an  extension  to  the  market  buildin 
on  the  site;  that  this  building  (now  tinder  const  ruction 
extends  from  the  intersection  of  Christopher  st.  and  Greei1 
wich  ave.  for  a  distance  of  34  ft.  5  in.  where  it  mee 
the  line  of  the  residence  zone;  it  then  changes  directio 
following  the  zoning  demarcation  line ;  this  causes  an  irregi 
lar  formation  of  the  extension;  that  although  this  triang 
is  located  in  a  residence  district  it  is  situated  between  ti 
new  extension  and  a  loft  building  adjoining  the  proper 
on  the  west,  which  is  beyond  the  entrance  to  the  parkn 
space ;  that  the  proposed  extension  will  be  finished  with  stuc< 
and,  in  the  owner’s  opinion,  will  be  an  improvement  or 
the  present  appearance  of  the  site;  that  on  July  12,  1945  t 
zoning  of  the  subject  property  was  changed;  from  ben 
entirely  within  a  business  use  district,  the  property  for  100 
back  (west)  from  6th  ave.  was  zoned  for  restricted  r 
tail  use  and  for  100  ft.  south  from  Christopher  street  w 
zoned  for  residence  use;  and  _  J 

Whereas,  the  premises  and  surrounding  area  were  > 
spected  by  a  committee  of  the  Board ;  and 
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Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  to  exercise  their  discretion  to  grant  a  variance  under 
section  7c  ot  the  zoning  resolution  as  to  extension  of  use 
into  the  residence  use  district. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


70-47-BZ 

APPLICANT — Airborne  Instruments  Laboratory,  Inc.  for 
I  oaid  of  Education,  City  of  New  York,  owner 
(Dept,  of  Marine  and  Aviation,  City  of  New  York 
lessee). 

■  SUBJECT—Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  installation 
of  a  radar  station,  to  be  used  in  conjunction  with 
r,r,r-wToT^jUardia  AlrPort,  for  a  term  of  two  (2)  years 
PREMISES  AFFECTED — 144-91  Graven  road  north 
side  843  ft.  east  of  Main  street  (Block  6507,  part 

appearances!  g-’  Borough  of  Ql,eens' 

For  Applicant:  T.  F.  Tonlines,  Robert  F.  Schulz; 
Harold  Klorfein  and  Eugene  Itjen,  Office  of 
City  Construction  Coordinator;  and  John  I. 
Saunders,  Board  of  Education. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

THI^YOTEC  BOARD  Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
v  av age  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (70-47-BZ) 

Whereas  Airborne  Instrument  Laboratory,  Inc.,  for 
Doard  ot  Education,  City  of  New  York,  owner;  Dept,  of 

^24 a1nQd47Aviatl0n’, • Clty  of  *Jew  York-  lessee-  Jan- 
iar>  zt4,  1047,  an  application  under  section  7e  of  the  zoning 

esolution,  to  permit  in  a  residence  use  district  the  install 

'°n  of  a  radar  station  to  be  used  in  conjunction  with 

irenTise's'^gV'r1  a  5”"  °[  two  years-  affecting 

’remises  144-91  Gravett  road,  north  side,  843  ft  east  of 

Ilf  Queen??  LT*  ^  L°'  »■  BoJough 

4,Tf„Aid  VS^d  WApPehatd 

m7:  ^  **  *  MZSt 

W  hereas  the  district  maps  accompanying  the  zoning 

a  andTfh°Vl  road  is  »  a  ‘residence  use  D 

se  D  I  he^t^trict;  149th  street  is  in  a  residence 

e,  D  area  and  Class  1  height  district;  and 

»  t]]\  i^ion  of  the  borough  superintendent, 

3ted  J?nua7  13>  1947,  re  N.B.  Applic.  108-47,  reads: 

1.  Ihe  installation  of  a  Radar  station  to  be  used 

WCf°nJU-nCtl°n  W.‘]h  the  LaGuardia  Airport,  on  a  plot 

serf  ion  ra7esven.ce  zTone'  „is  contrary  to  Article  2, 

section  3  of  the  Zoning  Law 

nd 

?ppli,cant  ,sta‘«  that  Ihe  premises  consist 
5  frontage  by  75  ft  in  depth,  on  which  are 

be  erected  tv-o  radar  towers,  7a  ft.  and  100  ft.  in  height 

iat  there5  °  ii  7  'n-  aild  25  ft.  9 in.  respectively; 

)  t  nnn!1 11  febe  £rectcd  three  shelters  one  16  ft.  bv 

'l  9  2t  f--  br  PJ*-  each:  tbat  1,1(‘  shelters  will 

andnrJ  f  •  12  ?•  In  lieifflit  each;  (hat  the  towers  are 

1  concrete  Ufome4tf°f  th-e  U’  Army  and  wil1  be  erected 
JTuT  toundatlon  Pjers ;  that  the  shelters  are  "James- 

’  a,S4°  ^tanda;d1U-  S.  Army;  that  these  units 
ood  arch  r  nlVOOd/TrM  a,d  directly  011  ,he  ground  with 
'imdJtioiT  "nd  d  d°Ub  6  °anvas  covering  and  require  no 

^wilTh!’  thC  aPPbcan^  contends  that  the  entire  installa- 

11  bc  0,1  an  area  75  ft.  by  200  ft.,  enclosed  with  a 


bvaithemR  v,CTe  l°  be  erected  °n  the  property  owned 

by  the  Board  of  Education  of  the  City  of  New  York 

puniose'of  thC  B°ard  °f  Marine  &  Aviation  for  the 

purpose  of  this  experiment;  towers  and  shelters  are  the 

Sf^hi^evV  ^  Unfltfd.  Statcs  Army,  loaned  for  the  purpose 

o  the  PvnPrnmeftaA  lnstallation;  that  at  the  termination 
of  the  experiment  (two  years)  all  equipment,  foundations 

and  fence  will  be  removed  and  the  site  left  in  its  original 

400dft  fmmhfh  16  CntfrC  inStaIla,tion  wil1  be  distant  at  feast 
4UU  ft.  from  the  nearest  existing  building;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 

!Jio,vC7  ,,S  gK,m  a  ™™nJe  unde? 

.  ection  7,  subdivision  e  of  the  zoning  resolution. 

uPf/u°  VeCL  that  tbe  .Board  of  Standards  and  Appeals  does 

Sjti^fo f  Z  °"  m  the,  a?plicatr  of  the  UK  district 
K  i  l,!  '  ng,  r5so,u!lon  and  that  the  application 

be  and  it  hereby  is  granted  under  section  7e  thereof  for  1 

term  ot  two  (2)  years,  to  permit  the  proposed  radar  station 
-d  emP°rary  canvas  shelters  to  be  constructed  and  main- 
.tai"5d  rS  prop?sed  .pod  indicated  on  plans  filed  with  this 
application  marked  Received  January  24  1947”  (3  sheets! 
on  condition  that  the  premises  shall  be  under  the  control 
of  the  Department  of  Marine  and  Aviation  and  shall  bc 
enclosed  within  a  chain  link  fence;  that  in  all  other  resnects 
the  installation  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  that  such  fire-fighting  equipment 
mai  ^ f  main.tained  as  the  fire  commissioner  shall  dmecD  and 
nwf  n  re(F,ired  shall  be  obtained  and  all  work  com¬ 

pleted  within  three  months  from  the  date  of  this  resolution 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

237-46-A 

APPLICANT— Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner. 

.  u  BJECT  Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner 

PREMISES  AFFECTED  56  Pine  street,  north  side,  125 
It  west  of  William  street,  and  26  Cedar  street 
^basement)  ;  (Block  41,  Lot  19),  Borough  of  Man- 

APPEARANCES— 

ArmT/^x?^mPTS^CAnt:  J-  Anderson,  Jr. 

Cl  ION  OF  BOARD— Laid  over  to  May  6,  1947  at  10 
A.  M.  at  request  of  applicant. 


367-46-A 

APPLICANT— Siegel  and  Green,  for  119  Fifth  Avenue 
Inc.,  owner.  ’ 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMtSES  AFFECTED  1 19-121  Sth  avenue  and  1-3  East 
lot  n  bf ’  ,,or‘heusl  corner  (cellar);  (Block  848, 

APPEARANCES-  gh  °f  Manhatla"- 
For  Applicant :  Max  Siegel 

ACTION  OF  BOARD— Laid  over'  to  May  6,  1947  at  10 
A.  M.  at  request  of  applicant. 


459-46-A 

APPLICANT— Commercial  Investment  Trust,  Inc.,  for  One 

Avenue-  Inc-  owner.  ’  \ 

“  uljJi*-Cl  Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED  1  Park  avenue,  northeast  cor- 
ner  of  East  32nd  street  (17th,  18th  19th  and  ?nth 

APPEaSM!!0*  «•  Lot  «  of  Manttfan! 

A^mT^xf°^^pplicant:  Saul  Kaplan. 

ACTION  Oh  BOARD— Laid  oyer  to  May  6,  1947  at  10 
A.  M.  at  request  of  applicant. 
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645-46-A 

APPLICANT — Lama  and  Proskauer,  for  Gaetano  Abba- 
temarco,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin- 

PREMISES  "AFFECTED— 253-257  4th  avenue  and  556- 
564  Carroll  street,  southeast  corner  (Block  yol, 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES—  „  TT  ,  .  ,,  ,  c 

For  Applicant:  Reginald  S.  Hardy  and  Morton  S. 

For  Administration:  Samuel  L.  Becker,  Uept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  25  194/  a 
10  A.  M.  for  inspection  by  Committee  of  Board 
and  decision  without  further  argument. 


943-46-A 

APPLICANT — J.  M.  Berlinger,  for  Harlem  Savings  Bank, 
owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 706  West  181st  street  and 
4251-4259  Broadway,  southwest  corner  (Block  21/0, 
Lot  133),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  M.  Berhnger. 

ACTION  OF  BOARD— Laid  oyer  to  May  6,  1947  at  10 
A.  M.  at  request  of  applicant. 


17-47-A 

APPLICANT— Irving  Trust  Co.,  lessee,  for  New  York 
Central  Railroad  Co.,  owner. 

SUBJECT _ Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 230  Park  avenue,  southwest 
corner  of  East  46lh  street  (1st  floor)  ;  (Block  1300, 
Lot  1),  Borough  of  Manhattan.  , 

APPEARANCES— 

For  Applicant :  R.  E.  Cushman. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1947  at  10 
A.  M.  at  request  of  applicant. 


1045-46-A 

APPLICANT— Production  Metal  Parts,  Inc.,  lessee,  for 
John  T.  Woodruff  and  Son,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 33-18  57th  street  west  side, 
120  ft.  south  of  Northern  boulevard  (Block  11SU, 
Lot  35),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Herman  I.  Lurie. 

ACTION  OF  BOARD— Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


Adjourned:  1:00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  18,  1947,  2  P.M. 


Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

883-46-A  .  .  J 

APPLICANT— .Jacob  J.  Gloster,  for  H  and  K  Kitchen 
Bar  Equipment  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  .  .  _ .  ,  . 

PREMISES  AFFECTED— 96  Bowery,  west  side,  74  it. 

8  in.  north  of  Hester  street  (5th  floor)  :  (Block 
239,  Lot  35),  Borough  of  Manhattan. 

APPEARANCES—  _  .  .  .  „ 

For  Applicant:  Jacob  J.  Gloster  and  Louis  Karmen. 
For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  3  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . ® 

THE  RESOLUTION  (883-46-A) 

Whereas,  Jacob  J.  Gloster,  for  H  and  K  Kitchen  Bar 
Equipment  Co.,  owner,  filed  November  8,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  96  Bowery,  west  side,  74  ft.  8  in.  north  of  Hester 
street  (5th  floor)  ;  (Block  239,  Lot  35),  Borough  of  Man¬ 
hattan;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  28,  1946,  on  Alt.  Applic.  1004-46,  reads : 

“1.  Bldg,  should  be  of  fireproof  construction,  as 
the  height  exceeds  4  stories  &  50  ft.  Sec.  C26-254.0  Ad. 
Code 

2.  ’  Min.  live  load  of  120#  should  be  specified  for 
mfg  use  &  construction  shown  adequate  to  support  such 
load.” 

Whereas,  the  applicant  states  the  building  is  five  stories 
(58  ft.)  in  height,  25  ft.  5  in.  by  75  ft.  in  area,  Class  3  con¬ 
struction,  erected  in  1890,  on  a  lot  25  ft.  5  in.  by  100  ft.  in 
area,  located  in  an  unrestricted  use,  B  area  and  Class  I/2 
height  district;  used  and  occupied:  Cellar,  storage;  Base¬ 
ment,  storage;  1st  floor,  store,  10  persons;  2nd,  3d,  4th 
floors,  manufacturing  of  kitchen  and  bar  equipment,  d  per¬ 
sons  per  floor;  5th  floor,  vacant;  proposed  to  be  used  and 
occupied  the  same,  except  for  proposed  occupancy  on  5th 
floor  for  manufacturing  kitchen  and  bar  equipment,  5  per- 
sons ;  that  the  building  is  equipped  with  an  improved  in¬ 
terior  fire  alarm  system  in  the  store,  cellar  and  subcellar 
only,  one  3  ft.  2  in.  wide  wood  stairs  fire-retarded  enclosure 
equipped  with  V/2  hour  fireproof,  self  closing  doors,  leading, 
from  the  roof  bulkhead,  directly  to  the  street;  one  tin, 
escape  at  the  front,  leading  to  the  roof  by  stairs  and  to  thi 
yard  by  counterbalanced  ladder ;  that  windows  and  door; 
along  course  thereof  are  fireproof,  self-closing,  and 

Whereas,  the  applicant  contends  that  the  building  wa: 
originally  erected  prior  to  1906  for  lofts  and  storage  an< 
subsequently  converted  to  use  as  a  lodging  house ,  that  t  < 
existence  of  nailed  up  hoistways  and  the  fact  the  floors  an 
heavy  mill  construction  is  evidence  that  the  floors  were  bui , 
for  lofts  and  storage;  that  the  use  of  the  2nd  to  4th  floor 
for  manufacturing  was  previously  permitted  with  1UO  ic 
liveload ;  it  is  requested  that  the  use  of  the  5th  floor  D 
permitted  on  the  same  basis;  that  the  proposed  alteration 
include  the  extending  of  the  stairs  to  the  roof  through  leg* 
bulkhead;  that  a  new  Labor  Law  fire  escape  will  be  con 
structed  at  the  front,  from  the  5th  floor  to  the  street  an 
new  \y2  hour  fireproof,  self-closing  doors  will  be  place 
in  all  stair  halls,  which  are  at  present  fire-retarded;  and 
Whereas,  on  Tune  6,  1946,  the  borough  superintendei 
approved  under  Alt.  Applic.  1004-46,  which  was  the  alter: 
tion  application  subject  to  this  appeal,  and  permitted  the  u- 
of  the  building  up  to  and  including  the  fourth  story  tc 
manufacturing,  on  the  2nd,  3rd  and  4th  stories  with  100  ID 
live  load,  and  required  the  fifth  floor  was  specified  to  he  Re 

vacant;  and  ■ 

Whereas,  the  premises  and  surrounding  area  were 

spected  by  a  Committee  of  the  Board. 
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Resolved,  that  the  decision  of  the  fire  commissioner,  act- 
TS*°*r,  A  t'  A?p,  1C‘  be  and  it  hereby  is  modified  and 

that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  occupancy  of  the  building  shall  not  exceed  the  capacity 
of  the  primary  means  of  exit;  that  the  secondary  means  of 
;\it  by  front  and  [car  fire  escapes  as  shown  on  plans  marked 
Received  November  8  1946”,  7  sets,  as  corrected,  dated  and 
mtialed  as  of  today,  shall  be  maintained;  that  the  type  of 
factory  occupancy  shall  be  of  a  type  deemed  non-hazardous 
7  1  i  commissioner;  that  the  floor  load  shall  be  not  less 
han  1(X)  lb.  per  superficial  foot  and  shall  be  so  posted ;  that 
lie  enclosure  of  stairway  shall  comply  with  the  requirements 
or  one  hour  enclosing  partitions;  that  in  all  other  respects 
he  building  and  occupancy  shall  comply  with  all  laws  rules 
md  regulations  applicable  thereto. 


072-46-A 

APPLICANT — Emanuel  M.  Glick,  for  Hotel  LaSalle  Inc 
owner.  ’  ’’ 

^  “Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

[REMISES  AM'ECTED — 28-34  East  60th  street,  south 
side,  140  ft.  west  of  Park  avenue  (Block  1374,  Lot 
43),  Borough  of  Manhattan. 
lPPEARANCES— 

For  Applicant:  Emanuel  M.  Glick. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

BOARD— Appeal  granted  on  condition 

HE  VOIE — 

Affirmative:  Chairman  Murdock,  Commissioners 
^a\ age  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  g 

HE  RESOLUTION— (1072-46-A) 

;  Whereas,  Emanuel  M.  Glick  for  Hotel  La  Salle,  Inc. 

'  ?u f’  ,filc<1  )ecember  30,  1946,  an  appeal  from  a  decision 
the  borough  superintendent,  affecting  premises  28-34  East 

7i  STtreetUx0UAh  side’  140  ft'  west  of  Park  avenue  (Block 
u/  Lot  4d'’  Borou8}l  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
.ted  January  17,  1947  on  amendment  to  Alt.  Applic  1123-46 
.ads :  ’ 

>  c  ‘‘L  tower  should  be  provided  as  per 

Sec.  C26-293.0  Ad.  Code. 

u"  Pfpeat-  Approved  hr.  autom.  fire  windows 
should  be  provided  for  openings  within  30  ft.  of  an 
,*  °Pfn,ng  in  another  building  or  within  30  ft.  of  a  frame 
.  Udg.  or '  within i  50  ft.  of  a  non-fireproof  roof,  as  per 
Sec.  10.7.1  B.C. 
d 

Whereas,  the  applicant  states  the  building  is  14  stories 
50t  ft->. in  he'gbt ;  82  ft.  by  88  ft.  7  in.  in  area,  of  Class  3 
instruction ;  erected  1916;  located  in  a  retail  use,  B  area, 

, Class  UA  height  district  and  used  and  occupied  since 
■  as  a  hotel ;  that  it  is  proposed  to  be  used  and  occupied — 
lar.  kitchen,  mechanical  equipment,  25  persons;  1st  floor 
ling  room,  stores  and  offices,  74  persons ;  2nd  to  14th 
'r.s-  professional  offices,  90  persons  per  floor;  that  the 
dding  is  equipped  with  an  interior  fire  alarm  system 
4  regular  monthly  fire  drills  are  maintained ;  that  there 
:  two  3  ft-  8  ln-  interior  stairs  of  steel  with  marble  treads 
'proof  snclosed,  equipped  with  fireproof  self-closing  doors 
',°  which  leads  to  the  roof  and  the  other  is  provided 
h  a  ladder  and  scuttle  to  the  roof;  and 
Whereas,  Violation  7518,  issued  November  29,  1946,  was 
changing  hotel  apartments  on  the  4th  and  5th  floors 
•onices,  without  approval  from  the  borough  superintendent ; 

Whereas,  the  applicant  states  that  it  is  proposed  to  change 
use  of  the  existing  Class  B  multiple  dwelling  (hotel) 
^professional  office  building;  and 
Vhereas,  the  applicant  contends  as  to  Objection  1  that 
requirement  for  the  construction  of  a  fire  tower  works 
unnecessary  hardship  and  practical  difficulty  on  the 
ier;  that  the  two  existing  fireproof  enclosed  stairways 


!hin  adequate,  for  the  proposed  number  of  occu- 
riS’-  r  ie  pr0pOSC(I  -Use  wiI1  be  far  less  hazardous  than 
meanf  nf  g  Cga  ly  1)ermittcd  use  of  hotel;  that  the  primary 
means  of  egress  consists  of  a  fireproof  enclosed  stairway 
leading  from  the  lobby  to  the  roof;  that  the  existing  doors 
winch  are  now  arranged  to  swing  out  of  stairwells  will  be 
learranged  so  as  to  swing  in  the  direction  of  egress-  that 
all  stair  doors  will  be  fireproof  self-closing;  that  the  sec¬ 
ondary  means  of  egress  consists  of  a  fireproof  enclosed 
stairway  equipped  with  fireproof  self-closing  doors,  which 
doors  will  be  made  to  swing  in  the  direction  of  egress  and 
extending  from  the  top  story  to  the  cellar  level  with  egress 
to  the  street  through  passageway  at  the  cellar  level  such 
passageway  to  be  fireproof  enclosed;  and  contends  as  to 
Objection  2,  that  the  existing  windows  in  the  building  in 
lues  ion  are  hardwood  frames  and  sash,  glazed  with  ]A  inch 
polished  plate  glass;  that  these  windows  are  not  now  self- 
closing,  but  can  be  made  so  by  the  insertion  of  a  fusible’link 
Je  counterweight  chain;  that  the  windows  in  the  adjoin¬ 
ing  buildings,  causing  the  exposures,  consist  of  three  types- 
that  in  the  rear  there  are  fireproof  self-closing  windows 
of  an  existing  two  story  business  building,  to  the  east  and 
west  wood  frames  and  sash  glazed  with  plain  glass  in  the 
xis  mg  multiple  dwellings  under  the  same  ownership  as 
the  building  in  question  and  connected  to  the  building  in 
question  at  the  1st  story  by  means  of  approved  fireproof 

anfihnSLngf  °pening  Proj£ctlve  assemblies;  that  all  doors 
and  bucks  to  proposed  offices  which  are  not  now  fireproof 
will  be  made  fireproof  self-closing;  that  in  view  of  the  prac¬ 
tical  difficulty  and  unnecessary  hardship  involved  in  carry¬ 
ing  out  the  requirements  of  the  Administrative  Code  it  is 
requested  that  the  Board  grant  a  variance,  to  permit  the 
existing  windows  to  remain  and  to  accept  the  existing  exit 
conditions  with  the  modification  of  the  swing Tf  exlsfing 
fireproof  self-closing  doors,  in  view  of  the  proposed  pro¬ 
fessional  office  use  being  less  hazardous  than  the  existing 
,  ass  B  multiple  dwelling  use  and  in  view  of  the  fact  that 
the  windows  causing  the  exposure  are  primarily  in  build¬ 
ings  under  the  same  ownership,  management  and  control 

bUdd^gS  are  Ted  ,as  multiPle  dwellings;  that  on 
May  I9-*4  under  this  alteration  application  number,  the 
use  °t  the  8th  floor  was  changed  to  professional  offices; 
that  on  October  1  1946,  the  use  of  the  3rd,  4th  and  5th 
floors  was  changed  to  professional  office  use,  such  changes 
were  approved  by  the  borough  superintendent  under  this 
a  teration  application ;  that  it  is  now  proposed  to  convert 
the  entire  building  to  professional  office  use  and  as  a ‘result 
of  such  proposed  extension  of  office  use  throughout  the 
building,  the  borough  superintendent  has  deemed  it  to  be  a 
business  building  and  therefore  subject  to  the  requirements 
as  set  forth  in  the  objections  as  herein  appealed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1123-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  lieu  of  the  fire  tower,  the  exits  from 
tfie  second  floor  shall  have  fireproof  passageways  of  three 
hour  construction  to  the  street  and  rear  yard,  as  indicated 
on  revised  plan  marked  “Received  February  14  1947’’  2 
sheets;  that  the  rear  stair  also  leading  to  basement  shall 
be  maintained  with  fireproof  passage  through  cellar  to 
street  and  fire  doors  installed  as  indicated  on  the  cellar  plan 
and  illuminated  direction  signs  maintained  at  all  times  to 
indicate  the  passage  through  to  the  street;  that  at  the  rear 
yard  there  shall  be  a  counterbalanced  stair  not  less  than  3 
it.  m  width;  so  arranged  as  to  permit  it  to  be  extended  down 
in  the  adjoining  rear  yard  to  the  east  at  a  lower  level  •  as 
to  Objection  2,  that  all  windows  at  the  rear  of  the  premises 
shall  be  made  fireproof  and  self-closing  for  the  1st,  2nd  and 
3rd  stories  of  this  building;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws  rules 
and  regulations  applicable  thereto. 


82-47-A 

APPLICANT— Charles  N.  and  Selig  Whinston,  for  William 
Ottman,  Jr.,  owner. 


215 


MINUTES 


SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  and  an  order  from  the  fire  commissioner. 
PREMISES  AFFECTED— 2249  Broadway,  west  side,  102  2 
ft.  north  of  West  80th  street  (Block  1228,  Lot  54), 
Borough  of  Manhattan. 

APPEARANCES—  .  „ 

For  Applicant :  Charles  N.  Whinston  and  Louis  K. 
Schwarz. 

For  Administration:  Samuel  L.  Becker  and  Henry 
J.  Pheney,  Dep’t  of  Housing  and  Buildings  and 
Peter  Maher,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . .  •. . 0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 


tection ;  it  is  submitted  that  the  work  as  proposed  will  suffice 
for  the  exit  requirements  of  this  building;  and 
Whereas,  the  applicant  contends  as  to  the  order  of  the 
fire  commissioner,  that  it  would  be  impractical  to  install  a 
roof  tank  or  a  pressure  tank  in  the  cellar,  due  to  the  age  of 
the  buildings  and  the  lack  of  space  in  the  cellar.  <  j 
Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Sprinkler  Application  3149-46,  Objection  1,  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is  denied. 


THE  RESOLUTION  (82-47-A) 

Whereas,  Charles  N.  and  Selig  Whinston,  for  William 
Ottman,  Jr.,  owner,  filed  January  20,  1947,  an  appeal  from 
a  decision  of  the  borough  superintendent  and  an  order  of 
the  fire  commissioner,  affecting  premises :  2249  Broadway, 
west  side,  102.2  ft.  north  of  West  80th  street  (Block  1228, 
Lot  54),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  18,  1946,  on  Sprinkler  Application  3149-46, 
reads : 

“1.  The  proposed  sprinkler  system  to  remove  an  exit 
order  shall  comply  with  Art.  16  Adm.  Code.” 

Whereas,  Exit  Order  71-46  was  issued  July  18, 1946, 
against  this  building  and  the  building  which  is  the. subject  of 
appeal  under  Cal.  No.  83-47- A,  and  a  copy  of  said  order  is 
filed  with  this  appeal ;  and 

Whereas,  Order  No.  40969-LF  issued  by  the  fire  commis¬ 
sioner,  against  this  building  and  the  building  which  is  the 
subject  of  appeal  filed  under  Cal.  No.  83-47- A,  reads: 

“Install  an  approved  wet  automatic  sprinkler  system 
throughout  the  building,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Ch.  26,  Art. 
26,  Adm.  Code  C19-161-0.” 

and  . 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (53  ft.)  in  height,  25  ft.  9%  in.  by  103  ft.  in  area  at 
1st  floor,  25  ft.  914  in.  by  95  ft.  in  area  at.  typical,  floor,  of 
Class  3  construction,  erected  in  1920,  located  in  a  business  use, 
B  ar’ea  and  Class  1*4  height  district;  used  and  occupied: 
Cellar,  storage;  1st  floor,  store;  2nd  floor,  beauty  parlor  and 
rooms,  20  persons;  3rd  to  5th  floors,  inc.,  hotel,  14  persons 
per  floor,  for  which  no  certificate  of  occupancy  has  been  is¬ 
sued,  that  the  building  is  equipped  with  an  approved  interior 
'  fire  alarm  system,  one  3  ft.  wide  wood  stairs,  enclosed  in  par¬ 
titions  of  wood  lath  and  plaster,  equipped  with  wood,  doors 
which  will  be  made  self-closing ;  that  the  stairs  lead  directly 
to  the  street  and  the  stair  hall  leads  to  the  roof  bulkhead; 
‘that  it  is  proposed  to  be  equipped  with  one  fire  escape  at 
rear,  leading  to  the  roof  by  stair  and  to  the  yard  by  a  drop 
ladder;  and 

Whereas,  the  applicant  states  that  the  building  was  altered 
to  its  present  condition  in  1920,  in  accordance  with  plans 
approved  by  the  Building  Department  and  has  been  occupied 
since  then  as  a  hotel  in  conjunction  with  the  corner  building 
to  the  south ;  that  this  building  is  connected  to  the  corner 
building  on  the  2nd,  3rd  and  4th  floors  through  fire  under¬ 
writers  doors  which  also  serve  as  a  secondary  means  of 
egress  for  this  building;  that  there  is  no  boiler  plant  in  this 
building,  it  being  served  by  the  boiler  plant  in  the  corner 
building;  that  there  is  a  secondary  exit  from  the  5th  floor 
hallway  to  the  roof  of  the  4th  floor  corner  building;  and 
Whereas,  the  applicant  contends  that  plans  were  .filed  to 
comply  with  the  exit  order  issued  against  this  building  and 
the  Department  agreed  to  take  a  sprinklerr  system  for  the 
halls;  that  the  Department  now  insists  that  the  entire  build¬ 
ing  be  sprinklered  in  accordance  with  Art.  16  of  the  Building 
Code;  that  the  fire  escape  on  the  corner  building  will  be 
extended-to  the  wall  of  this  building  to  take  in  one  window 
on  each  floor  above  the  second  and  will  give  added  exit  pro- 


83-47-A 


APPLICANT— Charles  N.  and  Selig  Whinston,  for  Louis 
K.  Schwarz,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  and  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2241-2247  Broadway  and  249 
West  80th  street,  northwest  corner  (Block  1228, 
Lot  8),  Borough  of  Manhattan. 

APPEARANCES—  ,  T  . 

For  Applicant :  Charles  N.  Whinston  and  Louis  K. 

Schwarz. 

For  Administration:  Peter  Maher,  hire  Dept  and 
Samuel  L.  Becker  and  Henry  J.  Pheney  Dep’t 
of  Housing  and  Buidlings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . ;  •  . ^ 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee.  4; 


THE  RESOLUTION  (83-47-A) 

Whereas,  Charles  N.  and  Selig  Whinston,  for  Louis  K 
Schwarz,  owner,  filed  January  20,  1947,  an  appeal  from  ; 
decision  of  the  borough  superintendent  and  an  order  of  thi 
fire  commissioner,  affecting  premises:  2241-2247  Broadvva.' 
and  249  West  80th  street,  northwest  corner  (Block  1228 
Lot  8),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  7,  194?  on  Misc.  F.  P.  Applic.  469-46,  reads 

“1.  The  proposed  sprinkler  system  to  remove  an  exi 
order  shall  comply  with  Art.  16  of  the  Adm.  Code. 

Whereas,  Exit  Order  71-46  was  issued  July  18,  194f 
against  this  building  and  the  building  which  is  the  subjec, 
of  appeal  under  Cal.  No.  82-47-A  and  a  copy  of  said  orde 
is  filed  with  this  appeal;  and 

Whereas,  Order  No.  40969-LF,  issued  by  the  fire  com 
missioner,  against  this  building  and  the  building  which  is  ui 
subject  of  appeal  filed  under  Cal.  No.  82-47-A,  reads: 

“1.  Install  on  approved  wet  automatic  sprinkler  sys 
tern  throughout  the  building,  having  at  least  one  sourc 
of  water  supply,  arranged  and  equipped  as  per  Ch.  2( 
Art.  26,  Adm.  Code  C19-161.0.” 

and  .. 

Whereas,  the  applicant  states  the  building  is  four  stone 
(43  ft.),  in  height,  102  ft.  by  102  ft.  in  area  at  first  floor,  1C 
ft.  by  50  ft.  in  area  at  typical  floor;  Class  3  constructs! 
located  in  a  business  use,  B  area  and  Class  V/z  height  dr 
trict ;  used  and  occupied  since  1920  as  follows:  Cellar,  storag. 
and  boiler  room;  1st  floor,  stores  and  lobby;  2nd,  3rd  an 
4th  floors,  hotel,  31  persons  per  floor,  for  which  Certincai 
of  Occupancy  1939  was  issued  Tune  28,  1920  on  conipletic 
of  work  under  Alt.  Applic.  633-19,  describing  the  building  : 
non-fi  reproof ;  cellar,  storage;  1st  floor,  8  stores  and  re: 
taurant,  120  employees ;  2nd  floor  and  floors  above,  bachel< 
apartments,  cooking  in  not  more  than  two  of  the  apartmen 
will  render  this  building  liable  to  immediate  vacation  by  tl 
Tenement  House  Department ;  and 

Whereas,  the  applicant  states  the  building  was  recoi 
structed  from  a  series  of  old  buildings  in  1920  under  plai 
approved  by  the  Building  Department  and  certificate  < 
occupancy  issued;  that  the  building  has  been  conducted  ; 
a  hotel  since  then  in  conjunction  with  the  adjoining  buildn 
to  the  north;  that  the  upper  floods  of  the  building  a 
divided  into  approximately  2500  square  feet  areas  by  n 
underwriter’s  doors  and  the  connection  to  the  north  buildn 
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s  eqmpix-(1  vvith  a  siniibr  set  of  d°ors  and  phns  were  filed  in  each  floor;  10th  to  31st  floors,  offices  100  persons  each 

941  to  cover  a  minor  change  in  the  building  and  amended  floor;  32nd  and  33rd  floor,  storage  and  mechaS  equin- 

jo  comply  with  the  exit  order;  that  the  Department  accepted  ment,  4  persons;  that  the  building  will  be  equipped  with  a 

series  o!  fire  escapes  on  the  rear  to  serve  rear  rooms  and  two-source  sprinkler  system  in  sub-cellar  cellar  and  res- 

t  sprinkler  system  throughout  the  public  halls  to  guard  the  taurant  areas  on  the  1st  and  2nd  floors  and  annroved 

scape  o I  the  other  rooms;  that  the  fire  escapes  are  being  standpipe  system  and  an  approved  interior  fire  alarm  sys- 

rected  and  it  is  intended  to  proceed  with  the  sprinkler  sys-  tern;  that  it  will  be  provided  with  three  interior  stairs  one 

em ,  however,  the  Department  changed  its  requirements  fire  tower,  each  3  ft.  8  in.  wide  of  fireproof  construction 

ailing  for  a  complete  system,  in  accordance  with  the  re-  from  roof  to  the  bulkhead,  directly  to  the  street  •  and 
uirements  of  Article  16;  and  Whereas,  the  applicant  states  that  due  to  structural  con- 

W  hereas  the  applicant  contends  that  all  public  hall  floors  ditions  in  connection  with  necessary  ventilation  ducts  in  the 

re  tiled,  affording  an  added  measure  of  protection;  that  corridor,  the  minimum  centerline  measurements  required  by 

iere  are  two  interior  stairs,  one  leading  to  80th  street  the  Code  cannot  be  maintained;  that  the  corridor  ceiling 

jirough  the  lobby  and  the  other  through  a  separate  passage-  because  of  structural  limitations  is  only  8  ft.  ^  in.  which 

ay ;  and  will  make  the  centerline  of  10  in.  fire  signal  gongs  7  ft 

1  ^  hf.REAS,  the  applicant  contends  as  to  the  order  of  the  7  in.  from  the  floor;  that  the  striking  mechanism  of  these 

re  commissioner,  that  it  would  be  impractical  to  install  a  gongs  is  protected  under  the  gong  shell  V8  in  steel  and 

oof  tank  or  a  pressure  tank  in  the  cellar,  due  to  the  age  of  therefore  considered  tamperproof;  that  wire  guards  as  called 

le  buddings  and  the  lack  of  space  in  the  cellar.  for  in  the  rules,  are  unsightly  in  the  corridors  of  a  building 

\Kesolved  that  the :  decision  of  the  borough  superintendent  of  this  type  and  at  present  a  waste  of  critical  materials- 

:ting  on  Misc.  F  P.  Applic.  469-46,  Objection  1,  be  and  it  that  this  building  has  been  leased  from  the  2nd  to  31st 

crehy  is  affirmed  and  that  the  appeal  be  and  it  hereby  is  floors,  inclusive  to  one  tenant,  the  Standard  Oil  Company 

°.f  New  Jersey;  that  therefore,  it  is  requested  that  permis- 

- - —  S1°n  be  given  to  install  the  10  in.  fire  signal  gongs  at  7  ft. 

35-47-A  -  7  m.  centerline  without  the  use  of  guards  for  same. 

PPLTCANT — Rockefeller  Center,  Inc.,  owner.  T  ^eso^ve^>  that  the  decision  of  the  fire  commissioner,  dated 

UBTECT— Appeal  from  a  decision  of  the  fire  commis-  January.  1947,  be  and  it  hereby  is  modified  and  that  the 

sioner.  appeal  be  and  it  hereby  is  granted  on  co7idition  that  the 

REMTSES  AFFECTED— 15-21  West  51st  street  north  fire,  signal  ZonS  sha11  be  n°t  less  than  7  ft.  7  in.  as  proposed, 

side.  300  ft.  west  of  5th  avenue  and  14-36  West  wltbout  guards,  and  that  in  all  other  respects,  the  require- 

52nd  street  (Block  1267.  Lots  21-26  inclusive  46-54  mentv  °/  the  Fire  Alarm  Rules  of  the  Board  shall  be 

PPEARANCES— 55  ^  S6)’  B°r0Ugh  of  Manbattan-  comPlied  WIth-  _ 

For  Applicant:  _M.  A.  Seelman  and  R.  A.  Travers.  108-47*A 

For  Administration:  Peter  Maher,  Fire  Dep’t.  APPLIC  ANT — Aymar  Embury  II,  for  Board  of  Education, 

ICTION  OF  BOARD — Appeal  granted  on  condition.  ,  T  ,  City  of  New  York,  owner. 

HE  VOTE —  SUBJECT — Appeal  from  a  decision  of  the  borough  super- 

Affirmative :  Chairman  Murdock,  Commissioner  „  intendent. 

Blum  and  Deputy  Chief  Guinee .  3  i  REMISES  AFFECTED — 284  4th  street  and  west  side  of 

Negative:  . ‘  q  5th  avenue,  from  4th  to  5th  streets  (Block  984,  Lots 

Absent:  Commissioner  Savage .  1  H>  22,  33,  36,  40,  41,  42,  43,  44  and  45),  Junior 

High  School,  77,  Borough  of  Brooklyn. 

HE  RESOLUTION  (105-47-A)  APPEARANCES— 

Whereas,  Rockefeller  Center,  Inc.,  owner,  filed  January  For  Applicant:  Louis  Jensen  and  J.  B.  Powers. 

■■  1947,  an  appeal  from  a  decision  of  the  fire  commissioner  For  Administration  :  Samuel  L.  Becker,  Dept’t  of 

•tecting  premises  15-21  West  51st  street,  north  side  300  Housing  and  Buildings. 

TverSt  avenue  and  14-36  West  52nd  street  (Block  ACTION  OF  BOARD-Appeal  granted  on  condition. 

67  Lots  21-26  inc.  46-54  mcl.,  54^,  55  and  56),  Borough  THE  VOTE— 

Whereas  derision  nf  tbr  ™  •  •  ,  ,  T  Affirmative:  Chairman  Murdock,  Commissioners 

Wherea^  decision  of  the  fire  commissioner  dated  Janu-  ^Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

“In  reply  to  your  letter  of  January  9,  1947,  requesting  ‘  <_gatne .  0 

permission  to  install  the  fire  signal  gongs  seven  feet,  THE  RESOLUTION  (108-47-A) 

seven  inches  (7'  7")  from  centerline  of  gongs  to  the  Whereas,  Aymar  Embury  II  for  Board  of  Education 
of  tlieninteHorffirrg^feet  af  Prescnbed  b>'  Rule  6.4  City  of  New  York,  owner,  filed  February  3,  1947,  an  appeal’ 

the  request  cannot  be  granted  CS’  Y°U  ^  af  VISed  that  Horn  a  decision  of  the  borough  superintendent,  affecting 

Tp,,  cr„  „  g  ■  .  .  premises  284  4th  street,  west  side  of  5th  avenue  from  4th 

■  '■  co^Jn,,ssioner  is  without  the  power  to  either  to  5th  streets  (Junior  High  School  #77)  •  (Block  984  I  ots 

'  S,a„Vrdsma^^papneya,sUle  °r  re*”b,k”  «*  Board  of  ' >  •  %  «.  41,  42.  &,  44  anti  fS)' kofough  of^root 

■  bo^YJf the  matter  be  PU“d  bef0re  SaM  •'"''“Leas,  the  decision  of  the  borough  superintendent, 
If  t1°  ,  decision  .  .  dated  January  8,  1946,  on  F.  O.  Applic.  11199-46  reads- 

necessary  gJiards  wdl  not  be  .  “b  The  installation  of  more  than  one  burner  to  a 

suSJ ^  nrotcrtld  hg  H  u^mg  mechanism  15  single  Aue  is  prohibited  except  in  a  mercantile  estab- 

y  ,taWy  protected  by  the  gong  shell.  hshment.  Rule  12,  Oil  Burner  Rules,  Board  of  Stand- 

\ i ards  and  Appeals.” 
ii  k  a,  S’  he  applicant  states  that  the  proposed  building  and 

i  in  1  100  ft  by  20(!  Whereas,  the  applicant  states  that  the  proved  building- 

tor  of  Class  const’  90t-f  byi  °?  j  -in  area’  a/  typlcal  W'11  be  4  stories  (63  ft.)  in  height;  370.75  ft.  by  177.33  f! 

-a’  and  class  IF  k  f1(?cated  ,n  a  retail  use,  B  in  area;  of  Class  1  construction;  located  in  a  business  use, 

•b-celhr  SSnitJ'S**  d‘  i  an,d  U-sed  a*  fo,Iows:  15  area  and  Class  F/  height  district,  and  used  as  a  public 

cellar,  parking  and  storage  and  mechamcal,  20  persons ;  school ;  and 

^tauranfffibh^’slnr^  6°°  PfHs;  lst  floor-  ,,  WH™KAS*  tbe  al>plicant  contends  that  if  compliance  with 

t  and  offir^^  ’  ’  6(y  peflrsons;  2nd  floor  restaur-  Rule  12  were  adhered  to,  four  individual  chimneys  would. 

lom  300  nersons^-  bn rdfl  fl°°r’  °mKeS  mectmg  be  required;  that  it  is  proposed  to  erect  a  low  pressure  chim- 

’  ouu  persons,  4th  to  9th  floors,  offices,  160  persons  ney  with  two  flues,  the  breeching  for  boilers  Nos.  1  and  3, 
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equipped  with  semi-automatic  type  of  oil  burner  will  be 
connected  to  one  flue  and  the  breeching  for  boilers  Nos.  2 
and  4,  equipped  with  fully  automatic  type  oil  burners  wi 
be  connected  to  the  other  flue ;  that  these  boilers  will  at  all 
times  be  under  the  supervision  of  a  competent  and  qualified 
•  operator ;  that  the  estimated  temperature  at  point  of  entrance 
to  the  chimney  is  about  500  degrees;  that  boilers  Nos.  1  and 
3  will  be  operated  simultaneously  at  all  times;  boilers  Nos. 
2  and  4  will  only  be  operated  separately. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  F.  O.  Applic.  11199-46,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
oran ted  on  condition  that  in  all  other  respects,  the  installa¬ 
tion  shall  comply  with  the  requirements  therefor;  that  such 
dampers  shall  be  installed  within  the  breeching  as  are  re¬ 
quired  to  be  available  when  one  boiler  only  is  in  operation. 


183-44-A 

APPLICANT— S.  Celmer  &  Son,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  borough  superintendent*  (previously 
granted  on  condition). 

PREMISES  AFFECTED— 70-01  to  70-07  71st  place  south¬ 
east  corner  of  70th  (Edsall)  avenue  (Block  3665, 
Lots  1,  2  and  4),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  Celmer.  ,  r 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  term  of  vari¬ 
ance  extended.  m  ^ , ,  „  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  Oh 
VARIANCE- 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  ^ 


THE  RESOLUTION  (183-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough  su¬ 
perintendent’,  affecting  premises  70-01  to  70-07  71st  place, 
southeast  corner  of  70th  (Edsall)  avenue  (Block  3663,  Lots 
1  2  and  4),  Glendale,  Borough  of  Queens,  was  granted  by 
the  Board  on  February  6,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extention  of  the  term 

of  variance.  „  ,  .  .  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  6,  1945  as  to  the 
last  line,  so  that  this  portion  of  the  resolution  shall  read :  . 
“for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution  as  stated  therein  (N.B.  Applic. 
7-44).” 


779-46-A 

APPLICANT — Oscar  Goldschlag,  for  Maid  Rite  Novelty 
Corp.,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 

on  condition).  . 

PREMISES  AFFECTED— 1813  Third  avenue,  east  side, 
25  ft  11  in.  south  of  East  101st  street  (1st  and  2nd 
floors);  (Block  1650,  Lot  46),  Borough  of  Man- 
haftan. 

APPEARANCES—  „  , J  , , 

For  Applicant:  Seymour  Goldschlag.  > 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . . 


THE  RESOLUTION  (779-46-A)  1 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1813  Third  avenue  east 
side  25  ft.  11  in.  south  of  Efast  101st  street  (1st  and  2nd 
floors)  ;  (Block  1650,  Lot  46),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  November  16,  1946,  on  certain 

conditions;  and  ,  .  r 

Whereas,  the  applicant  requested  an  amendment  ot  tnt 

Resolved,  that  the  Board  of  Standards  and  AppeaL  does 
hereby  amend  the  resolution  adopted  on  November  15,  1740 

by  adding  thereto:  ,  ,  ,.  ,  ■ 

“*  *  *  that  a  door  may  be  constructed,  leading  trorr 

the  1st  floor  to  the  stairway  as  indicated  on  revised  plan: 
marked  ‘Received  February  7,  1947,  on  condition  that  n 
all  other  respects,  the  requirements  of  the ^  resolution 
adopted  by  the  Board  on  November  13,  1946,  shall  b< 
complied  with;  that  in  the  event  that  the  1st  floor  i 
changed  to  factory  use  instead  of  store  use,  as  previous!; 
referred  to,  that  the  carrying  capacity  of  the  1st  iloo 
shall  be  made  to  comply  with  the  requirements  of  12 
lbs  per  sq.  ft. ;  that  the  amount  of  manufacturing  spac 
shall  be  in  conformity  with  the  requirements  of  th 
zoning  resolution.” 


106-44-A 


APPLICANT— Eugene  Schoen  &  Sons,,  for  600.  Fourt 
Avenue  Corporation,  owner  (Marine  Electric  Corp 

lessee) .  I 

SUBJECT— Application  for  consideration— reopening  .  an 
amendment  of  resolution  re  Appeal  from  a  decisic 
of  the  borough  superintendent  (previously  grant< 
on  condition) . 

PREMISES  AFFECTED — 602-608  4th  avenue  northwe 
corner  of  17th  street  (Block  627,  Lots  38,  39,  40,  4 
43,  44,  45  and  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  Schoen.  f 

For  Administration :  Samuel  L.  Becker,  Dep  1 1 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened,  subject  to  usuj 

procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. 
Negative:  . 


893-46-A 

APPLICANT— Ludwig  Hanauer,  for  Hudson  and  Ma 
hattan  Railroad  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  sup((; 
intendent. 

PREMISES  AFFECTED— 50  Church  street,  west  si 
block  bounded  by  Church,  Fulton,  Dey  and  Greii 
wich  streets  (Block  81,  Lot  1),  (Hudson  Temur 
Building  B),  Borough  of  Manhattan. 


APPEARANCES—  „  .  _ 

For  Applicant:  Ludwig  Hanauer,  Robert  S.  Li| 
tiss  and  William  A.  Davis.  f 

For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  3,  1947  a 

TO  TV  f  r  f  1 1  .-tL  prvncinpr'ifinn 


1043-46-A 

APPLICANT— Arthur  F.  Winter,  for  195  Broadway  Co 
owner  (F.  W.  Woolworth  Co.,  lessee).. 

SUBJECT — Appeal  from  an  order  and  a  decision  of 
fire  commissioner. 

PREMISES  AFFECTED— 176-184  Fulton  street,  20-241 
street  and  45-51  Church  street,  east  side,  fi 
Fulton  to  Dey  streets  (basement)  ;  (Block  80, 
4),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Chester  E.  Arthur  and  H.  J.  Foster. 
.  1<or  Administration:  Peter  Maher,  Fire  Den’t 

ACTION  OF  BOARD — Laid  over  to  February  25,  1947  at 
2  P.  M.  for  further  consideration. 


6-47-A 

LIC AN  1  Benjamin  Saltzman,  Borough  Superintend- 
department  of  Housing  and  Buildings. 
|)WNER  OF  PREMISES:  97  Associates,  Inc.  (Margaret 
Residences,  Inc.,  lessee). 

pUBJECT— Application  for  Revocation  of  Certificate  of 
Occupancy  110641-44. 

REMISES  AFbEClED — 91-99  Columbia  heights  and 
1-9  Orange  street,  northeast  corner  (Block  219  Lot 
i  1),  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant :  Benjamin  Saltzman,  Paul  Windels, 
B.  Meredith  Langstaff,  Harry  M.  Prince,  Mor¬ 
ris  Hannes  and  Russell  J.  Dunachic. 

For  Opposition:  Nelson  Olcott. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
j  Housing  and  Biiildings. 

CTION  OF  BOARD — Laid  over  to  February  25,  1947  at 
2  P.  M.  for  further  consideration. 


!  ZONING  APPLICATIONS 

-37-BZ 

PPLICANT — Shanley,  Purcell  and  McKegney,  for  E.  M 
V.  Corporation,  owner. 

FC4  Application  for  consideration — reopening  and 
extension  of  term  of  variance— Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles  for  a 
term  of  two  years. 

vEMISRS  AFFECTED — 6007-6023  Broadway,  north¬ 
west  corner  of  Spuvten  Duyvil  parkway,  northeast 
corner  of  Post  road  (Block  3415-F,  Lots  275,  305 
and  307),  Borough  of  The  Bronx 
’PEARANCES— 

For  Applicant  r  Osborne  A.  McKegney. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

)TION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

IE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

e  resolution  (11-37-BZ) 

Vhereas,  this  application  under  section  7h  of  the  zoning 
dution,  permitting  partly  in  a  business  use  district  and 
tly  in  a  residence  use  district,  the  parking  and  storage  of 
•e  than  five  motor  vehicles,  affecting  premises  6007-6023 
tedway,  northwest  corner  of  Spuvten  Duyvil  parkway 
northeast  corner  of  Post  road  (Block  3415-F,  Lots  275. 
and  307),  Borough  of  The  Bronx,  was  granted  by  the 
rd  April  27.  1937,  on  certain  conditions ;  and 
/HERE as,  the  term  of  variance  was  extended  from  time 
:ime.  the  last  such  extension  having  been  granted  on 
'ch  20,  1 945 ;  and 

/hereas,  the  applicant  requested  a  further  extension  of 
term  of  variance. 

it 'solved, ,  that  the  Board  of  Standards  and  Appeals  does 
by  amend  the  resolution  of  April  27,  1937  only  in -so 
as  it  has  reference  to  the  term  of  the  variance, 'so  that 
mended,  this  portion  of  the  resolution  shall  read  : 


“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  unbuilt  portion  of  the  premises  to  be  used  for 
tne  .  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  that  other  than  as  herein 
•  ?o„  u  ,,  lthe  Provisions  of  the  resolution  of  April  27 
1 737  shall  be  complied  with ;  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


110-37-BZ 

APPLICANT— Schwartzberg  and  Mozor,  for  Park  Slope 
Barking  Arena,  lessees;  Pubnam  Theatrical  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  term  of  variance— re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  (2)  years,  the  parking  and  storage 
ot  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 345-349  9th  street,  north  side, 

,  west  of  Sixth  avenue  and  314-332  8th  street 
(Bbck  1005  Lots  31  to  36,  inc.,  57,  58,  59,  28  and 
29),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Benjamin  W.  Schwartzberg. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  V°TE  TT3  REOPEN  AND  EXTEND  TERM  OF 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (110-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
ot  two  years,  the  parking  and  storage  of  more  than  five 
m°t0ro 7Aeh'cles-  affecting  premises  345-349  9th  street,  north 

z'S?’  7  inn/  fest  of  Sixth.  avenue  and  314-332  8th  street 
(BIock  l005,  Lots  31  to  36  inclusive,  57,  58,  59,  28  and  29) 

ic°r?nfn  0t  Rrooklyn’  was  Sranted  by  the  Board  on  October 
o,  J 940,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  Decem- 
icr  15,  194—  and  December  12,  1944  the  applicant  requested 
a  further  extension  of  the  term  of  variance 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  15,  1940  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that* as^ amended,  this  portion  of  the  resolution  shall  read* 

Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
plot  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  condition  *  *  *  and 
that  other  than  as  herein  amended,  the  conditions  of  the 
resolution  of  October  15,  1940,  shall  be  complied  with  ; 
that  a  certificate  of  occupancy  shall  be  obtained.” 


1002-41-BZ 

APPLICANT— Patrick  Sottile,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  and  Henbar,  Tnc.,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

1  REMISES  AFFECTED — 137-151  Livingston  street  and 
22-30  Smith  street,  northwest  corner  (Block  154, 
Lots  26  and  28),  Borough  of  Brooklyn. 
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APPEARANCES—  o 

For  Applicant :  Patrick  Sottile. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 

VARIANCE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  .  u 

THE  RESOLUTION  (1002-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  137-151  Living¬ 
ston  street  and  22-30  Smith  street,  northwest  corner  (Block 
154  Lots  26  and  28),  Borough  of  Brooklyn,  was  granted  by 
the’ Board  on  March  31,  1942,  on  certain  conditions ;  and 
Whereas,  the  time  to  obtain  permits  and  complete  the 
work  was  extended  on  December  1,  1942  and  the  term  of 
variance  extended  on  February  14,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  ot 

the  term  of  variance.  ,  ,  ,  .  ,  . 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  the  resolution  of  March  31,  1942  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  to  permit  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  other  than  as  herein 

amended,  the  provisions  of  the  resolution  of  March  31, 
1042  shall  be  complied  with;  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


50-42-BZ 

APPLICANT — M.  B.  Rhine,  *  for  Harry  Barkoff,  lessee 
and  Helen  Mahoney,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
'  granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  conversion  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 1261  Jerome  avenue,  west  side, 
70  ft.  south  of  West  169th  street  (Block  2855,  Lot 
28),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  M.  B.  Rhine.  t 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 

THE  RESOLUTION  (50-42-BZ) 

Whereas,  this  application  under  section  7 i.  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  conversion  of  occupancy  of  an  existing 
building,  to  a  motor  vehicle  repair  shop,  affecting  premises 
1261  Terome  avenue,  west  side,  70  ft.  south  of  West  169th 
street'  (Block  2855,  Lot  28),  Borough  of  The  Bronx,  was 
granted  by  the  Board  on  May  12,  1942,  on  certain  conditions; 

Whereas,  the  term  of  variance  was  extended  on  February 
6,  1945,  and  the  applicant  requested  a  further  extension. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  '12,  1942  only  in  so 
ar  as  it  has  reference  to  the  term  of  the  variance,  so  that 
s  amended  this  portion  of  the  resolution  shall  read : 

“ Granted  under  section  7i  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  to  permit  the 
maintenance  of  a  motor  vehicle  repair  shop  on  condi¬ 
tion  *  *  *  and  that  other  than  as  herein  amended, 

the  provisions  of  the  resolution  of  May  12,  1942  shall 
be  complied  with;  that  a  certificate  of  occupancy  shall 
be  obtained”. 


182-44-BZ 

APPLICANT — S.  Celmer  &  Son,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  two  years,  the  erection  of  a  garage 
for  two  (2)  commercial  cars  (trucks)  and  the  . 
maintenance  of  a  contractor’s  equipment  storage 
yard. 

PREMISES  AFFECTED— 70-01  to  70-07  71st  place, 
southeast  corner  of  70th  (Edsall)  avenue  (Block 
3563,  Lots  1,  2  and  4),  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Celmer.  (  ' 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  0F: 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . . . ® 

THE  RESOLUTION  (182-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  erection  of  a  garage  for  two  (2)  commer¬ 
cial  cars  (trucks)  and  the  maintenance  of  a  contractors 
equipment  storage  yard,  affecting  premises  70-01  to  70-07 
71st  place,  southeast  corner  of  70th  (Edsall)  avenue  (Block 
3663  Lots  1,  2  and  4),  Glendale,  Borough  of  Queens,  was 
granted  by  the  Board  on  February  6,  1945,  on  certain  con¬ 
ditions;  and 

Whereas,  time  to  obtain  permits  was  extended  on  Maj 

1,  1945;  and  * 

Whereas,  the  applicant  requested  an  extension  of  thi 

term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  cloe: 
hereby  amend  the  resolution  of  February  6,  1945,  only  in  si 
far  as  it  has  reference  to  the  term  of  the  variance  so  tha 
as  amended,  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7e  for  a  term  of  two  (2)  year 
from  the  date  of  this  amended  resolution  *  *  *  am 
that  other  than  as  herein  amended,  the  provisions  of  th 
resolution  of  February  6,  1945  shall  be  complied  will 
N.B.  App.  7-44). 


413-45-BZ 

APPLICANT — Rabbi  Samuel  A.  Rubin,  owner. 

SUB  I ECT— Application  for  consideration— reopening  an 
extension  of  time  to  complete — Application  (dec; 
sion  of  the  borough  superintendent)  previous 
granted  on  condition,  under  section  21  of  the  zonin 
resolution,  permitting  in  a  residence  and  retail  m 
district,  a  proposed  building  to  be  used  as  a  svn: 
gogue  to  occupy  more  than  55%  of  the  lot,  to  ha\ 
a  rear  yard  not  in  conformity  with  Section  14 (a 
of  the  zoning  resolution ;  and  with  proposed  con 
width  contrary  to  zoning  resolution. 
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PREMISES  AFFECTED— 154  Henry  street,  south  side, 
83  ft.  west  of  Rutgers  street  (Block  271,  Lot  57) 
Borough  of  Manhattan. 

APPEARANCES- 

For  Applicant:  Jacob  J.  Gloster 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings.  1 

I  ACTIOX^OF  P.OARD— Application  reopened  and  time 

|  THE  A  01  h.  10  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative?6  a"d  B  Um  and  DePut-V  Chief  Guinee  4 

THE  RESOLUTION  (413-45-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
Resolution  permitting  a  residence  and  retail  use  district 
a  proposed  building  to  be  used  as  a  synagogue  to  occupy 
pore  l*ian  of  the  lot,  etc.,  affecting  premises  154  Henry 

LcT  ^Po  S,deu83/l>Wft  o£  ^utge8rsP street  (Block  27L 

bn  Ma7v’l4  TSlIf1  °f  Manhattari.  was  granted  by  the  Board 
[an  Ala>  14,  1 946,  on  certain  conditions;  and 

;  Whereas,  the. applicant  requested  an  extension  of  time 

o  obtain  permits  and  complete  the  work 

1  R**oh>ed,  that  the  Board  of  Standards'  and  Appeals  does 

nereby  amend  the  resolution  of  May  14,  1946  onlyP in  so  far 

,  ia,s  re,erence  to  obtaining  permits  and  completion  of 

hallV?eadS°  t  iat  &S  amended’  this  Portion  of  the  resolution 

"that  all  permits  shall  be  obtained  and  all  work  com- 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


ncnt  signTntn  r  ,i  fany  Slgns  erected  shall  be  perma- 
.rn  K  'g,ns  attached  to  the  face  of  the  building  facing  North¬ 
ern  boulevard,  excluding  all  temporary  signs  and  r£f  signs. 


•22-46-BZ 

APPLICANT— Leon  E.  Borden,  for  Breitfeller  Motors 
tnc.,  owner.  ’ 

?UBJECT— Apphcation  for  consideration— approval  of 

P ans.  ,re  Apphcation  (decision  of  the  borough 

rd“ent)rPTTSly  granted  on  condition, 
t.  d  sectlon  7i  of  the  zoning  resolution,  for  a 

ui  ^nrwrshipermitt,ng  in  a  residence  and  business 
use  district,  the  erection  and  maintenance  of  a 

and 'accessories  “  a"  aU,omobile  *"«» 

‘REMI  l0EAnAFM  ECJEDr189-20  '»  >89-24  191-02  to 

192n2i°  ?°rIhbT,  b,oulceiard,  southwest  corner  of 
192nd  street  (Block  5513,  Lots  27,  55  and  56) 

PPEARANCES-r0Ug  °f  QueenS' 

F°r  HauPllCant  ’  Le°n  E'  Borden  and  Joseph  C. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TIOXOF  BOARD— Plans  approved. 

HE  V?IE  T9  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative86  ^  Blum  and  Deputy  Chief  Guinee  4 
HE  RESOLUTION  ( 322-46- BZ) 

;3SAS’  thi:s  aPP^cation,  under  section  7i  of  the  zoning 

e°  erection  "and* tin^'  '?  a  reside"ce  aad  business  use  district 
3E  i?i  J  maintenance  of  a  building  to  be  used  as 

9‘20  fo0  «0  "hmvr.0<?n,  and  accessories,  affecting  premises 

^  cLi  onfdr-,02  ,0  m/,20  Norlh^  bculevlrd 
d  56f  Fl,  m  °t192nd  street  (Block  5513,  Lots  27  55 

iart  I„7v  2TmTUR''  0f  9'lecns‘  Wanted  by'  the 
WhfrJaq  9?-6,  on  cerlain  conditions;  and 

ui^fn  ',a?e  apP,1}ant  ™9Ufs'ed  approval  of  plans  as 
Id”  ,  ,e  resolution  of  July  23,  1946. 

•ebv  11/  * 1<at  Board  °f  Standards  and  Appeals  does 
oliition  PjaikS  a'l  in  substantial  compliance  with  the 

PSS  dZ‘^ryy4%^rd  ruly,21  T-  as  mari«d 

as  sMrl,  • y  ,  \  1  ,  ;  seven  sheets,  but  only  in  so 

mirementf  m>  int  lld<:  die  ^ay°i^  and  elevations  and  other 
'"rements  as  covered  by  the  Board’s  resolution  and  on 


1245-39-BZ 

APPLICANT— Samuel  Cohen,  for  Ojar  Holding  Corpora- 

SUBJECT— Application  for  consideration-reopening  ex- 
tension  of  time  to  complete  and  amendment  of 
resolution  Apphcation  (decision  of  the  acting 
borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution 
permitting  in  an  unrestricted  use  district  and,  also’ 

fire  toweMn’a/equireJ^ear'yard  maintenanCe  of  a 
PREM’SES  AFFECtED--213-217  Eas,  37th  street,  north 
ide  180  ft  east  of  Third  avenue  (Block  918,  Lots 

appearances- : ’■  Borough  of  Manbatta"- 

For  Applicant :  Samuel  Cohen 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  set  for 

the  v^^tS'reS^^1947  a'  10  A  «■ 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative386  ^  B  Um  and  Depnty  Chief  Guinee  4 


227-46-BZ 

APPLICANT— Henry  George  Greene,  for  Irvis  Realty 
Corporation,  owner.  Iy 

UBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution 
to  permit  in  a  retail  and  unrestricted  use,  B  area 
district  the  erection  of  a  building  for  stores  and 

.4ScSgy,ng  more  lhan  permit,ed  area  for 

PREMISES  AFFECTED-204-2C6  Wes,  27, h  street,  south 
r  df’  *  °f  Seventh  avenue  (Block  776, 

APPEARANCES-  ’  Bor°Ugh  of  Manhattan. 

For  Applicant:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
A  rTTrvuT  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative^  ^  B  "m  and  Deputy  Chief  Guinee  4 


1077-46-BZ 

APPLICANT— Jacob  I.  Goodstein,  for  East  Side  Omnibus 
Corporation  Corporation  and  Comprehensive  Omni¬ 
bus  Corporation,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolu- 
ion,  to  permit  m  a  residence  and  unrestricted  use 

t  ^  enf10t7  °f  a  one'stor3r  office  building 
as  an  addition  to  the  garage. 

PREMISES  AFFECTED— 421-433  East  100th  street  and 
418-436  East .10 1st  street  (Block  1694,  Lot  14) 
Borough  of  Manhattan 
APPEARANCES— 

For  Applicant :  Jacob  I.  Goodstein 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTIOprej?idiceBOARD~APPliCati°n  withdrawn  without 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative?6  ^  B  Um  and  Deputy  CIlief  Guinee  4 
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APPI  IANCE  AND  MATERIALS  SUBMITTED  FOR 

APPROVAL 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 


887-39-SM 

APPLICANT — Cindercrete  Block  Products,  Inc.,  owner. 
SUBJECT — Cindercrete  Cinder  Blocks,  approval  ot 
APPEARANCES— 

For  Applicant:  None.  •  .  .  ,  , 

ACTION  OF  BOARD— Application  dismissed  for  lack  ot 

prosecution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 


Negative : 


0 


THE  RESOLUTION  (887-39-SM) 

Whereas,  the  Cindercrete  Block  Products,  Inc.,  owner 
filed  on  Tuly  3,  1939,  an  application  with  the  Board  ot 
Standards  and  Appeals  for  approval  of  the  material  known 

as  Cindercrete  Concrete  Blocks;  and  , 

Whereas,  the  applicant  failed  to  arrange  for  a  test  and 
inspection  of  the  material,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


119-46-SM 

APPLICANT— Crown  Tank  Corporation  owner. 
SUBJECT — Crown  Tank  Corp.,  Cylindrical  Tanks  for  fuel 

Oifi  Capacity  1,500  to  and  including  15,000  gallons, 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW- 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 


Adjourned:  4:30  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


520-40-SM 

APPLICANT— Tri-Boro  Tank  Co.,  Inc.,  owner. 

SUBTECT _ Tri-Boro  Gasoline  Storage  lank,  approval  ot. 

APPEARANCES— None. 

For  Applicant:  None.  .  .  '  , 

ACTION  OF  BOARD— Application  dismissed  tor  lack  ot 
prosecution. 

THE  VOTE  TO  DISMFISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 


*  CORRECTION 


The  minutes  of  the  meeting  of  the  Board  of  Standard: 
and  Appeals  held  on  January  28,  1947,  as  they  appeared  u. 
Bulletin  No.  5,  No.  32,  are  hereby  corrected  to  read  a 

follows : 


THE  RESOLUTION  (520-40-SM) 

Whereas,  the  Tri-Boro  Tank  Co.,  Inc.,  owner  filed  on 
May  15,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the  1  ri- 

Boro  Gasoline  Storage  Tank;  and  , 

Whereas,  the  applicant  failed  to  arrange  for  a  test  and 
inspection  of  this  material,  although  duly  notified  to  do  so 
Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


169-38-SM 

APPLICANT— Owens-Illinois  Glass  Company,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  as  to  additional  sized  blocks  re  Insulux 
Glass  Block  (previously  approved  on  condition). 

APPEARANCES— 

For  Applicant :  Robert  E.  Power. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  u 


616-46-BZ  _  ,  . 

APPLICANT — Samuel  Gardstein,  for  Milton  Grecnhek 

SUBTECT— Application  (decision  of  the  borough  superir 
tendent)  under  section  7A  of  the  zoning  resolutioi 
to  permit  in  a  business  use  district,  a  store  windo1 
and  signs  within  intersecting  street  in  residenc 
district  and  more  than  twenty-five  (25)  feet  iroi 

such  intersection.  . , 

PREMISES  AFFECT  ED — 382  Waverly  avenue  west  sid 
70  ft  south  of  Greene  avenue,  and  128-130  ureei 
avenue,  south  side,  20  ft.  west  of  Waverly  avem 
(Block  1961,  Lots  37,  38  and  40),  Borough  < 
Brooklyn. 

APPEARANCES  c^t;  Samuel  Qar(jstein,  Milton  Gree 

field  and  George  D.  Weinstein. 

For  Opposition:  John  L.  Bernstein,  J.  T.  Kelleht 
H.  Rosenthal  and  J.  N.  Carpenter. 

For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings  and  John  J.  Saundei 
Board  of  Education. 

ACTION  OF  BOARD— Application  granted  on  conditi 
THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioner? 

Savage  and  Blum  and  Deputy  Chief  Gurnee 
Negative:  . 


779-38-SA 

APPLICANT— Martin  &  Schwartz,  Inc.,  owner. 

SUBTECT — Application  for  consideration— reopening  and 
amendment  of  resolution  re  M  and  S,  Computing 
Gasoline  Pump,  Models  70RA  2,  79  RPA,  2-15  and 
2-25  and  WMP  2-15  and  2-25  (previously  approved 
cn  condition). 

APPEARANCES—  . , 

For  Applicant :  Edwin  C.  Lankford. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 


THE  RESOLUTION  (616-46-BZ)  b] 

Whereas,  Samuel  Gardstein  for  Milton  Greenfie, 
owner,  filed  August  6,  1946,  an  application  under  sect!? 
7  A  of  the  zoning  resolution,  to  permit  in  a  business  j- 
district  a  store  window  and  signs  within  intersecting 
in  a  residence  district  and  more  than  twenty- five  {2o)  , 
from  such  intersection,  affecting  premises  382  Wave 
avenue  and  128  and  130  Greene  avenue,  west  side 
Waverly  avenue,  70  ft.  south  of  Greene  avenue,  west  side 
Waverly  avenue,  70  ft.  south  of  Greene  avenue,  and  so 
side  of  Greene  avenue,  20  ft.  west  of  Waverly  avenue  (BM 
1961,  Lots  37,  38  and  40),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  applies 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  nr 
ing,  January  28,  1947,  after  due  notice  by  publication 
tVip  Bulletin :  and 
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Whereas  the  district  maps  accompanying  the  zoning 
solution  show  hat  Waverly  avenue  is  in  a  business  use, 
area  and  Class  ll/2  height  district;  Greene  avenue  is  in 

stnct-nCndand  buS'neSS  USC’  B  area  and  Class  height 
\\  hereas  the  dcasion  of  the  borough  superintendent, 
ads y  ^  ’  1946’  rC  A  t:  APPllcatlons  3190  and  3191-46, 

“1.  Extending  store  window  and  signs  within  inter¬ 
secting  street  a  distance  of  more  than  25  ft  from 

resoluHon”  ,S  C°ntrary  to  Art  ll>  Sec-  7A  zoning 

id  ' 

Whereas,  the  applicant  states  that  the  premises  consist 
two  plots,  each  20  ft.  frontage  by  70  ft.  in  depth  on 
•eene  avenue,  on  which  are  located  two  buildings  each 
tt.  front  bv  40  ft.  in  depth  three  and  four  stories,  39  and 
tt.  in  height,  of  Class  3  construction;  that  the  size  of  the 
on  Greene  avenue  is  17  ft.  6,  in.  front  by  60  ft  in 
3th,  on  which  is  a  building  17  ft.  6  in.  front  by  58  ft 
depth,  3  stories  33  ft.  in  height  of  Class  3  construction;' 
it  it  is  proposed  to  remove  the  upper  stories  of  the  two 
Jdings  on  Greene  avenue, -making  it  one  story  in  height 
1  extending  same  to  the  front  building  line  and  to  the 
r  lot  me  abutting  the  northerly  side  wall  of  the  buildin- 
:mg  Waverly  avenue;  that  it  is  proposed  to  remove  a 
•tion  of  the  northerly  wall  of  the  Waverly  avenue  build- 
,  thus  creating  a  store  which  will  run  from  Greene 
nue  to  Waverly  avenue ;  that  it  is  proposed  to  install  new 
Le  routs  and  show  windows  on  both  Greene  avenue  and 
Waverly  avenue;  and 

Vhereas,  the  applicant  contends  that  there  are  two  build- 
s  on  Greene  avenue  one  a  3  story  and  basement,  and  the 
er  a  4  story  and  basement,  both  occupied  as  rooming 
ses,  and  a  3  story  building  on  Waverly  avenue  occupied 
a  warehouse ;  that  the  Waverly  avenue  building  is  in 
usiness  use  district,  but  it  is  only  17  ft.  6  in.  wide  and 
ucting  the  stairway  entrance  to  the  upper  floors  leaves 
'  about  12  ft;  for  a  store  front;  that  the  intent  of  the 
re  alteration  is  to  provide  an  up  to  date  retail  food  store 
tting  the  neighborhood,  the  type  of  Super  Market  shop- 
-  prefer;  that  it  is  therefore  respectfully  requested  that 


the  Board  grant  favorable  action  on  this  petition  to  permit 
the  extension  of  the  store  fronts  and  show  windows  on 
Greene  avenue  beyond  the  25  ft.  distance  so  as  to  provide 
proper  entrance  to  the  market  and  also  provide  two  show 
windows;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committe  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
c1  un-  •  ■  to  exercise  discretion  to  grant  under  section  7, 
subdivision  A,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  the  extension  of  show 
windows  as  proposed  and  as  indicated  on  revised  plans 
murked  Received  January  28,  1947,"  1  sheet,  on  condition 
that  the  Georgian  design  thereon  shown  with  subdivided 
show  windows  as  indicated  shall  be  carried  out  and  accord¬ 
ing  to  the  measurements  \thereon  shown;  that  there  shall 
be  but  one  sign  on  the  front  of  the  building  on  Greene 
avenue  reading  as  proposed  and  constructed  with  bronze  let- 

lfriuSun0t  °ver,  *  *n  he’Sht  and  unilluminated;  that  there 
shall  be  no  other  signs  of  any  nature  on  the  front  of  the 
building  or  against  the  show-windows  on  the  exterior  or 
interior ;  that  the  brick  used  on  the  facade  shall  be  red  face 
brick ;  that  the  building  shall  not  be  increased  in  height  or 
area,  further  than  shoiun  on  plans  filed  until  this  application- 
there  shall  be  no  delivery  or  receiving  of  goods  on 
the  Greene  Avenue  frontage ;  that  all  such  deliveries  and 
receiving  shall  be  on  Waverly  avenue;  that  there  shall  be 
no  exhibit1011  or  storing  or  sale  of  goods  outside  of  the 
building  line  on  the  sidewalk  and  no  storage  of  any  deliverv 
carts  or  trucks  on  the  sidewalk  or  at  the  curb  on  the 
Greene  avenue  front;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


Correction  The  words  further  than  shown  on  plans  filed 
with  this  application,”  inserted  in  italics  in  line  83  of  this 
resolution. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 

.  and  building  and  construction  rules  and  regulations  adopted  by  various  Gty'and  S^lie  agcn'J  '  S  °Ca' 

LmNG0lMANHMTANNNEw\bRK  7ffiNTthV?UPer-'iS7  °k,lie  CitS'  Record’  R00M  22«.  MUNICIPAL 

t  '  iviAAnm  iai\,  lNh.w  YUKK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volume?  i?  1  =;  k„ 

),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1  50  (by  mail  $1.60)  s6  ($6'  by 

Checks  for  $3  or  more  must  be  certified. 


ELECTRICAL  CODE  ON  SALE 


;i°"  of  the  City  Record  0^ce,0RoomS2y3°  li^nici^^Bundin^,1  Manhattan.^N!1  7.  ^Pric^^cents  ;&  b^mBl^s'^ents! 


223 


RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeds  Aug. 
30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 


Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  Section  C26-2a4.0,  ot  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for ,  °"L 
average  temperature  of  seventeen  hundred  (1700)  degree 
Fahrenheit  without  the  passage  of  flame  and  with  a  max¬ 
imum  .temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  a  transmitted  heat  is  measur 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of_floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  flic 

live  load  for  which  it  is  designed  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredths  (1/200) 
part  of  the  span. 


floor  beams  are  more  than  sixteen  (16)  inches  o: 

centers ;  ,  ,  ,  , 

(c)  Metal  lath  weighing  not  less  than  three  pound 
per  square  yard,  attached  to  furring  strips  and  plasterec 
with  Portland  cement  mortar  at  least  three-quarter 
( ./ )  inch  thick. 


Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil 

ings  in  non-fireproof  buildings  used  as  garages,  moto!  vein, 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  t 
wood  floor  beams  and  girders  in  such  manner  as  to  main 
tain  an  air  space  between  the  wood  beams  and  all  woo 
beams  shall  be  seasoned  before  applying  the  protective  coa; 


Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipe 

or  conduits  which  pass  through  floors  shall  be  fitted  wit 
metal  thimbles  and  made  watertight  for  a  height  of  thre 
(3)  inches  above  the  floor. 


Rule  2.  Wood  Joisted  Floor  Construction.  Wood 

joisted  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven  eights  (?4)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2/2) 
inches  of  l:2/2 :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (/)  of  one  (1)  per  cent  o 
steel  mesh ; 


Rule  4.  Ceiling  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire- retarding  lot 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof.  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations . 


Rule  7.  Columns.  All  structural  posts  and  columt 

in  non-fireproof  buildings  required  to  be  fire- retarded  sha 
be  protected  with  fire-retarding  materials  specified  for  cei 
ing  coverings  in  these  rules,  or  with  any  of  the  mattna 
accepted  in  fireproof  construction ;  except  that  an  air  spa 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  1 
jury  the  fire-retarding  protection  on  columns  shall 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  wi 
No.  4  U.  S.  gauge  metal. 


(b)  Two  and  one-half  (2/)  inches  of  1  :2:4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approve 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 

the  top. 


Rule  8.  Girders.  All  girders  in  non-fireproof  buil 

ings  required  to  be  fire-retarded  shall  be  protected  with 
fire-retarding  materials  specified  for  ceiling  coverings  1 
these  rules,  or  with  any  of  the  materials  aceptable  in  fn 
proof  construction ;  except  that  an  air  space  need  not 
provided  around  steel  girders. 


(a)  One-half  (/)  inch  plaster  boards,  or  three- 
eighths  (/)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  thaji  sixteen  (16)  inches  on  centers, 


(b)  Two  thicknesses  of  one-quarter  (/)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more,  than  sixteen  (lot 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


Rule  9.  Shaft  Enclosures.  Existing  stairways  a 

vertical  shafts  in  non-fireproof  business  buildings  hereaft 
converted  to  be  used  as  garages,  motor  vehicle  repair  she, 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  p 
titions  continued  through  the  non-fireproof  floor  constr 
tion,  and  when  unfilled  wood  stud  partitions  are  used, 
space  between  the  floor  beams  shall  be  fire-stopped  \\ 
incombustible  materials.  All  openings  in  such  partiti. 
shall  be  protected  with  acepted  metal-covered  fire  do 
or  windows.  Wherever  necessary  for  protection  aga: 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  hen 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  b.  ga 
metal.  Any  one  of  the  following  forms  of  partitions  s. 
be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  rr' 
than  sixteen  (16)  inches  on  centers,  covered  both  s: 
with  metal  lath  weighing  not  less  than  three  pounds  ; 
square  yard,  attached  to  furring  strips  and  plastd 
with  Portland  cement  mortar  at  least  three-quar 
(34)  of  an  inch  thick; 

'(b)  Two  by  four  inch  wood  studs  placed  not  n 
than  sixteen  (16)  inches  cm  centers,  covered  both  s 
with  seven-eighths  (%)  inch  wood  sheathing,  one-t 
(/)  inch  plaster  boards  with  pointed  joints  and  JNc 
U  S.  gauge  sheet  metal  with  one- inch  lapped  seams;’ 

(c)  Two  by  four  inch  wood  studs  spaced  not  if 
than  sixteen  (16)  inches  on  centers,  covered  both  s 
with  seven-eights  (/j)  inch  wood  sheathing,  ■ 
thicknesses  of  one-quarter  (/)  inch  asbestos  boj 
laid  with  tight  staggered  joints  and  jacketed  with  f 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  heigt 

five  (5)  feet;  ,  1 

(d)  Two  bv  four  inch  wood  studs  spaced  not  rj 
than  sixteen  ’(16)  inches  on  centers,  filled  in  sol 
between  the  studs  with  four  inches  of  approved  1 
proof  materials  and  covered  on  both  sides  with  N< 
U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  parti 
covered  on  the  garage  side  with  No.  26  U.  S.  gj 
sheet  metal  with  one  inch  lapped  seams. 
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PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


.  Joseph  J.  Doyle,  Chief  Clerk 


:)ffice— Municipal  Building,  Rooms  1000  to  1018, 

'ei.ep hone— WOrth  2-5600. 

)eitce  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consuTt^L^ifcStfaS  trOtJesan 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the-  morning,  apd  one  in 
the  afternoon— Saturdays  excepted.  '"Aft  U 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 


New  Cases  Piled  up  to  February  25,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

147.47. SA— Gibraltar  Oil  Burner,  Appliance. 

148-47-BZ _ H  B  M.— 167  East  69th  street,  north  side,  95  ft. 

west  of  3rd  avenue  (Block  1404,  Lot  32),  Borough  of  Man¬ 
hattan,  Amendment  to  Alt.  2689-46. 

149  47-A _ H  B  M  —167  East  69th  street,  north  side,  95  ft. 

west  of  3rd  avenue  (Block  1404,  Lot  32),  Borough  of  Man¬ 
hattan,  Amendment  to  Alt.  2689-46. 


163- 47-SM — Kaiser  Dishwasher  Syphon  Breaker,  manufac¬ 
tured  by  Kaiser  Fleetwings  Inc.,  Material. 

164- 47-A— F.D.— 150-158  St.  Nicholas  avenue  and  206-210 
West  118th  street,  southeast  corner  (Block  1923,  Lot  38),; 
Borough  of  Manhattan,  40856-LF. 

165- 47-A _ H.B.B. — 4822  Fort  Hamilton  parkway,  west  side, 

20  ft.  6  in.  north  of  49th  street  (1st  floor)  ;  (Block  5632,  Lot, 
27),  Borough  of  Brooklyn,  Decision. 

Restored  to  Calendar. 


150- 47-SM— Stover  Lock  Nut,  manufactured  by  Stover 
Lock  Nut  and  Machinery  Corp.,  Material. 

151- 47-BZ— H.B.B.— 3839-3849  Flatlands  avenue,  north  side, 
100  ft  H  in  west  of  Flatbush  avenue  and  1964-1966  Flatbush 
avenue,  west  side,  236  ft.  67/8  in.  north  of  Flatlands  avenue 
(Block  7817,  Lots  6  and  45),  Borough  of  Brooklyn,  N.B. 

17-47. 


152-47-A _ F  D  —60-64  Beaver  street,  2-6  William  street, 

southwest  corner  and  107  Pearl  street  (19th  floor)  ;  (Block 
28,  Lot  1),  Borough  of  Manhattan,  40748-Lb. 


153  47-A— F  D —382-386  Jefferson  street,  south  side,  3o5  ft. 
east  of  Irving  avenue  (Block  3176,  Lot  21),  Borough  of 
Brooklyn.  4746-LC. 


154.47. A _ F.D. — 2911  Barnes  avenue,  west  side,  from  Arnow 

avenue  to  Williamsbridge  road  (Block  4549,  Lot  1),  Bor¬ 
ough  of  The  Bronx,  Decision  re  48819-LC  and  49710-C . 

155- 47-A— F.D.— 46-66  Nevins  street  (50  displayed),  west 
side,  from  State  street  to  Schermerhorn  street  (7th  floor)  ; 
(Block  172,  Lot  37),  Borough  of  Brooklyn,  18828-LF. 

156- 47-A— F.D.— 406-410  West  38th  street,  south  side,  150  ft. 
west  of  9th  avenue  (Block  735,  Lots  44,  45  and  46),  Borough 
of  Manhattan,  Decision  re  47657-LC. 


157.47. BZ—H.B.Q.— 265-11  Union  Turnpike,  77-01  to  77-05 
265th  street,  northeast  corner,  265-02  to  265-20  77th  avenue 
and  77-02  to  77-10  266th  street  (Block  8541,  Lot  62),  Creed- 
moor,  Borough  of  Queens,  N.B.  200-47. 

158- 47-A— H.B.M.— ■ 455-459  1  0th  avenue,  west  side,  74  ft. 
1  in.  south  of  West  36th  street  (1st  floor)  ;  (Block  707,  Lot 
33),  Borough  of  Manhattan,  Amendment  to  Alt.  635-46. 

159- 47- A — F.D. — 505  Brook  avenue  and  454  East  148th 
street,  southwest  corner  (Block  2292,  Lot  37),  Borough  of 
The  Bronx,  49760-LC  and  Decision.  ■ 


160-47-SA — Gilbert  and  Barker  Gasoline  Dispensing  Pumps, 
Models  M96ER,  M96HG,  M98HG  and  M101,  Appliance. 


161-47-SM— Davisbilt  Steel  Bar  Joist,  manufactured  by 
Davisbilt  Steel  Joist,  Inc.,  Material. 


636-20-BZ— H.B.B.— 6502-6520  5th  avenue  and  437-483  66tl 
street,  northwest  corner  (Block  5827,  Lot  27),  Borough  ot 
Brooklyn,  Alt.  5543-36. 

296-32-BZ— H.B.B.— 115-123  Kings  Highway  and  1626-1644 
Stillwell  avenue,  northwest  corner  (Block  6253,  Lot  21)] 
Borough  of  Brooklyn,  N.B.  2487-46. 

176-41-SM — Aerocrete  Short  Span  bloor  Construction 
manufactured  by  The  Aerocrete  Corporation  of  Americ; 
Material.  I  5 

1064-39-A— F.D. — 45-17  to  45-25  Pearson  street,  east  sid* 
150  ft.  south  of  Jackson  avenue  and  45-18  Court  Squar 
west  side,  150  ft.  south  of  Jackson  avenue  (Block  84,  Lo 
11  and  49),  Long  Island  City,  Borough  of  Queens,  18205-L 
and  Decision. 


190-46-A— H.B.Q.— 100-08  to  100-10  Atlantic  avenue,  soui 
side,  70.56  ft.  east  of  100th  street  (cellar)  ;  (Block  937 
Lot  5),  Richmond  Hill,  Borough  of  Queens,  Alt.  241-46  ai. 
Alt.  343-46. 


260-40-BZ— H.B.B.— 5511— 18th  avenue,  east  side,  70 
south  of  55th  street  (Block  5494,  Lot  31),  Borough  , 
Brooklyn,  N.B.  2447-46. 


19-37-BZ— H.B.B.— 619-641  Coney  Island  avenue,  east  sis 
rom  Slocum  place  to  Mathews  place,  1-5  Slocum  place  al 
!-8  Mathews  place  (Block  5141,  Lots  53  and  74),  Borough 
Brooklyn,  B.N.  3576-41. 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buddir 
II. »J.B.  -Department  of  Housing  ami  Buildings,  Brooklyn;  II.U.ro 
Itemr'tnent  of  (lousing  and  Buildings,  Manhattan;  II.B.H*  • 
partment  of  Housing  and  Buildings,  Queens;  H.B.B.— Depar  n- 
ot  Housing  and  Buildings,  Richmond;  HB.Bx.-pepartment 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department, 

Fire  Department  and  M.  Jind  A.— Dept,  of  Marine  and 


F.I 

Aviati 


RULES 


I, ami  Publication  In  Bull*1 


Blended  Cements,  Rules  for  Testing 

and  Use  of . ....... . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . , . Dec. 

Concrete  Flat  Slabs,  Rules. ....... .July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 
of  . Sept. 


3,  1946— Vol.  31,  No. 
28,  1943— Vol.  28,  No.  ■ 

28,  1943— Vol.  28,  No.  ■ 
13,  1937— Vol.  22,  No. 


3,  1946— Vol.  31,  No. 
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Last 

oncrete  Rules  (Hydrated  Lime)  ...  Aug. 

ilevator  Rules  . Mar. 

Irection,  Alteration.  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Ixit  Rules  (Revolving  Doors) . June 

Ixterior  Veneering  Materials,  Rules 

on  •  . . Sept. 

actory  Exit  Rules . Jan. 

ire  Alarm  Rules  (Interior) . Nov. 

ire  Drill  Rules . Dec. 

ire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

ire  Retarding  Rules  for  Garages, 

etc . Feb. 

ireproof  Wood,  Testing  of . Apr. 

rame  Garages,  Ruling  for . Jan. 

usion  Welding  and  Gas  Cutting 

Rules  .  . .  . . Apr. 

as  Shut-Off  Rules . Apr.  * 

atchway  Protection  . June 

isolating  Fibre  Board  Rules . Dec. 

I ethyl  Chloride  Rules  for  Class  B 
and  C  Refrigerating  Systems. .  .Feb. 

il  Burner  Rules . Jan. 

pening  Protective  Assemblies, 

Rules  for  Inspection  of . Jan. 

aint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Dec. 

latform  Trucks,  Specifications  for..  Nov 

lumbing  Rules  . Aug. 

lumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec. 

•ocedure,  Rules  of . Sept. 

;frigerating  Systems,  Extract  A.C. .Feb 

noking  in  Factories,  Rules  for _ Tan 

iirinkler.  Rules  . june 

andpipe  Fireline  Rules . June 

ructural  Alterations.  Reporting.  ..  June 

ink  Trucks,  Fuel  Oil,  etc . Nov. 

ink  Trucks.  Gasoline,  etc . Nov. 

ire  Glass  Rules  (Amendment  to 
Rule  50S  of  Industrial  Code).. Sept. 


Publication  in  Ilullctin 

3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52 A 
15,  1937— Vol.  22,  No.  24 

tO,  1946— Vol.  31,  No.  37 
14,  1947— Vol.  32,  No.  2 

12,  1946— Vol.  31,  No.  46 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 


25,  1947- 
13,  1937- 
21,  1919 

23.  1946- 
-  7,  1925- 
5,  1928- 
31,  1946- 

11,  1947- 
28,  1947- 


-Vol.  32,  No.  8 
-Vol.  22.  No.  15 
-Vol  4,  No.  3 

-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  53 

-Vol.  32,  No.  6 
-Vol.  32,  No.  4 


21,  1947— Vol.  32,  No.  3 


31,  1946- 
24,  1936- 
3,  1937- 


31,  1946- 

7,  1937- 
18,  1947- 
14,  1947- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1 936- 


-Vol.  31,  No.  53 
-Vol.  21,  No.  47 
-Vol.  22,  No.  31 


-Vol.  31, 
-Vol.  22, 
-Vol.  32, 
-Vol.  32, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  53 
No.  36 
No.  7 
No.  2 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
ipplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
i.  15A. 


MARCH  4,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
fTO  corning,  March  4,  1947,  at  10  o’clock  in  Room 
M,  Municipal  Building,  Manhattan,  on  the  following  mat- 

I-46-BZ— Application,  August  23,  1946,  under  section 
o  the  zoning  resolution,  of  Jacob  Lubroth.  applicant,  on 
'alt  of  Lawrence  J.  McSherry,  owner  (Murray  Cohen, 
'eeL  to  permit  in  a  business  use,  C  area  district,  the  exten- 
n  ot  an  existing  building,  using  more  than  the  area  per- 
ed;  premises  56-36  Myrtle  avenue,  south  side,  175  ft.  east 
Queens'1  Street  (^ock  3560,  Lot  27),  Ridgewood,  Borough 

r47r^~56'36  to  ^6-38  Myrtle  avenue,  south  side,  175  ft 

c°97  .  ooNa  ^et  (2nd  and  3rd  floors)  I  (Block  3560, 

S  H  and  28),  Ridgewood,  Borough  of  Queens. 

’r6r,BZ~AppHcation’  Au?ust  27,  1946,  under  section 
Millie  zoning  resolution,  of  J.  G.  L.  Molloy.  applicant,  on 
air  ot  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Rivkin, 
9e),  to  permit  in  a  residence  use  district,  the  change  in 
rd\nC^  f[orn  boys’  home  (previously  granted  by  the 
to  boys  home,  children’s  day  camp  and  nursery 
i:rwrec1ISeS  ?9'107  <known  as  101)  Beach  34th  street 
i(m“  £pra-vview  avenue,  northwest  corner  (Block  311, 

;  *U2),  Edgemere,  Borough  of  Queens. 

')p_I07  (known  as  101)  Beach  34th  street  and 
-  opravview  avenue,  northwest  corner  (Block  311,  Lot 
.  Edgemere,  Borough  of  Queens. 

46-BZ— -Application,  December  6,  1946.  under  sec- 
re  r!  J,®  zoning  resolution,  of  Paul  Friedman,  appli- 
.  on  behalf  of  Ella  Graulich.  owner  (Fleet  Arc  Welding 
ce’  lessee),  to  permit  in  a  business  use  district,  the 


change  in  occupancy  from  garage  for  five  (5)  cars  to 

7neldmPi  ^10P>  for  a  Period  of  five  (5)  years;  premises 

/Oi  I  lSAnVenue’  rSTUth  Slde-  7s-08  ft-  east  of  70th  street 
(Block  -459,  part  of  Lol  6),  YVoodside,  Borough  of  Queens. 

1086-46-BZ— Application,.  December  30,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Leonard  A.  Swarthe 
applicant,  on  behalf  of  David  Kaye  and  Nathan  Miller’ 
owners,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  motor 
vehicles  (previously  granted  by  the  Board)  to  factory  use- 
premises  2333-2345  Waterbury  avenue,  north  side,  291  56  ft’ 
east  of  Havemeyer  avenue  (Block  3833,  Lots  70  and  74) 
Borough  of  The  Bronx. 

789-46-BZ— Application,  October  18,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Alfred  Lehnert,  appli- 
r’Vu  ,and  Lssee,  on  behalf  of  Edwin  Gould  Foundation  for 
Children,  owner,  to  permit  in  a  residence  use  district  il¬ 
luminated  signs  to  replace  three  (3)  existing  non-illuminated 
signs;  premises  2300  Eastchester  road,  northeast  corner  of 
Astor  avenue  (Block  4393,  Lot  1),  Borough  of  The  Bronx. 

991-46-BZ — Application,  December  12,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Andrew  DiCamillo,  ap- 
plicant,  on  behalf  of  Solomon  Uslianer,  owner,  to  permit 
in  a  residence  use,  D-l  area  district,  the  erection  of  a  two 
car  garage  without  the  required  rear  yard;  premises  2183 
East  28th  street  and  2801-2811  Avenue  V,  northeast  corner 
(Block  7361,  Lot  58),  Borough  of  Brooklyn. 

390-37-BZ— -Application  of  Aaron  A.  Roth,  applicant,  on 
Of  George  M.  Thomson,  owner,  reopened  October  22, 
1946,  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  parking  and 
|tPEige  of  more  than  five  (5)  motor  vehicles  premises 
5U-02  bkillman  avenue,  south  side,  between  50th  and  51st 
streets,  41-01  50th  street  and  41-02  51st  street  (Block  131, 
Lot  17),  Woodside,  Borough  of  Queens. 

827-40-BZ  Application  of  Frank  G.  Ackerman,  appli¬ 
cant,  on  behalf  of  G.  Montanino  and  Omniblis  Realty  Corp., 
^'vn^rs  (R-  Biro  and  S.  Grannello,  lessees),  reopened  July 
16,  1946,  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  term  of  nine  (9)  years; 
premises  206-212  Mulberry  street  and  38-46  Spring  street 
southeast  corner  (Block  480,  Lots  14,  15,  16,  17  and  19)’ 
Borough  of  Manhattan. 

848-46-BZ — Application,  November  7,  1946,  under  section 
/b  of  the  zoning  resolution,  of  Robert  T.  Lyons,  applicant, 
on  behalf  of  Dorima  Corp..  owner,  to  permit  in  a  residence 
and  business  use,  D  area  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  stores,  using  more  than 
the  area  permitted ;  premises  North  side  of  46th  avenue,  from 
Utopia  parkwav  to  172nd  street  (Block  5526,  Lots  1,  4,  8, 

9,  10  and  77),  Flushing,  Borough  of  Queens. 

929-46-BZ — Application,  November  21,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Reuben  Henri  Bowden, 
applicant,  on  behalf  of  Safeway  Stores,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  (5)  motor 
vehicles  to  retail  store;  premises  1016-1024  St.  Nicholas  ave¬ 
nue,  east  side.  81  ft.  7XA  in.  south  of  West  162nd  street 
(Block  2109,  Lot  81),  Borough  of  Manhattan. 

1050-46-BZ — Application,  December  23,  1946,  under  sec¬ 
tion  7g  of  the  zoning  resolution,  of  News  Syndicate  Co., 
Tnc.,_  applicant  and  owner,  to  permit  in  an  unrestricted  use 
district,  the  erection  ond  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicl'-",  located  on  same  street,  be¬ 
tween  two  intersecting  streets  on  which  portion  there  exists 
a  public  school;  premises  228-240  East  41st  street,  south  side, 

101  ft.  west  of  2nd  avenue  (Block  1314,  Lots  29-35),  Borough 
of  Manhattan. 

3-47-BZ — Application,  January  3,  1947,  under  section  7e 
of  the  zoning  resolution,  of  Elias  K.  Herzog,  applicant,  on 
behalf  of  390  Realty  Corp.,  owner,  to  permit  in  a  residence 
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use  district  the  storage  of  second  hand  bottles,  for  a  term 
of  five  (5) ’years;  premises  97-101  Mangin  street  wesl t  side 
55  ft.  6  in.  south  of  Stanton  street  (Block  324,  Lots  22,  23 
and  24)  Borough  of  Manhattan. 


938-46-SM — Lawrence  Ash  Receptacle. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  11,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hear  in 
Tuesday  morning,  March  11,  1947,  at  10  o  clock  in  kooi 
1013,  Municipal  Building,  Manhattan,  on  the  following  mal 
ters : 


MARCH  4,  1947,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  4,  1947,  at  2  o  clock  m  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  m. 

ters : 


1245-39-BZ— Application  of  Samuel  Cohen,  applicant,  o 
behalf  of  254  5th  Avenue  Corp.,  owner,  reopened  hebruai 
18  1947  for  consideration  as  to  amendment  and  extensic 
of’  time’ to  complete  work  (expired  by  limitation) -Appl 
cation,  previously  granted  on  condition,  under  section  21  ( 
the  zoning  resolution,  permitting  in  an  unrestricted  use,  ai 
also  B'  area  district,  the  erection  and  maintenance  oi  a  h 
tower  in  a  required  rear  yard;  premises  213-217  Last  3/ 
street,  north  side,  180  ft.  east  of  3rd  avenue  (Block  91 
Lots  10,  11  and  12),  Borough  of  Manhattan. 


57-47-A — 62  Montrose  avenue,  south  side,  1 50  ft.  east  of 
Lorimer  street  (Block  3059,  Lot  13),  Borough  of  Brooklyn. 

67-47-A— 759  Chauncey  street,  north  side,  200  ft.  east  of 
Evergreen  avenue  (Block  3446,  Lot  52),  Borough  of 
Brooklyn. 

1043-46-A— 176-184  Fulton  street,  20-24  Dey  street  and 
45-51  Church  street,  east  side,  from  Fulton  to  Dey  str^etS 
(basement)  ;  (Block  80,  Lot  4),  Borough  of  Manhattan. 

103-47-A— 54-56  South  2nd  street,  south  side  130  ft  west  of 
Wythe  avenue  (Block  2415,  Lot  19),  Borough  of  Brooklyn. 

109-47-A— 188-190  Van  Brunt  street  and  75-83  Bowne  street 
southwest  corner  (Block  507,  part  of  Lot  1),  Borough  of 
Brooklyn. 


140-47- A— 125-131  Chambers  street,  and  99  West  Broadway, 
northeast  corner  (Block  145,  Lot  12),  Borough  of  Manhattan. 


912-46-A — 3310-3314  Fulton  street  and  134-144  Pine  street, 
southwest  corner  (2nd  floor)  ;  (Block  4145,  Lot  ), 
Borough  of  Brooklyn. 


893-46-A — 50  Church  street,  west  side,  block  bounded  by 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81  Lot 
1);  (Hudson  Terminal,  Building  B),  Borough  of  Man¬ 
hattan. 


975-46-A — 158  Blackhorse  avenue,  135  Sussex  avenue, 
northeast  corner  and  southwest  corner  of  Cliffwood  avenue 
and  Blackhorse  avenue  (Block  907,  part  of  Lot  1),  Dongan 
Hills,  Borough  of  Richmond  (Under  section  35  General 
City  Law  re  bed  of  mapped  street— Richmond  parkway). 


164-40-BZ — Application  of  Earl  I.  Gallant,  applicant,  ( 
behalf  of  Cooperman  Realty  Corp.,  owner  (Morton  lJrexli 
lessee),  reopened  October  29,  1946,  under  section  7h  of  t 
zoning  resolution,  to  permit  in  a  retail  use  district,  the  par 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  pret 
ises  447-451  West  35th  street,  north  side  194  ft.  east 
10th  avenue  (Block  733,  Lots  9,  10  and  11),  Borough 
Manhattan. 


1001-46-A— 197-23  47th  avenue,  north  side,  34(122  ft.  west 
of  Francis  Lewis  boulevard  (Block  5555,  Lot  19).  Bayside, 
Borough  of  Queens  (Under  section  35  General  City  Law 
re  bed  of  mapped  street — 46th  road  and  197th  street). 


107-47- A— 73-02  Beach  Channel  drive,  northwest  corner 
of  Beach  73rd  street  (Block  539  Lot  29)  Arverne,  Borough 
of  Queens  (under  sections  35,  General  City  Law  re  bed  of 
mapped  street — Beach  73rd  street). 


106-44-A— 171  17th  street,  north  side,  140  ft  west  of  7th 
avenue  (Block  62 7,  Lot  47  and  part  of  Lot  38),  Borough  of 
Brooklyn  (reopened  February  18,  1947). 


221-46-BZ — Application,  March  26,  1946,  under  secti 
7e  of  the  zoning  resolution,  of  Raymond  Irrera,  applica 
on  behalf  of  A.I.S.  Realty  Corp.,  owner,  to  permit  in  a  bu 
ness  use  district,  the  storage  of  lumber  for  a  ter™  oi  L 
(2)  years;  premises  40-16  28th  avenue  and  28-06  41st  stre, 
southwest  corner  (Block  663,  Lots  21,  22,  23  and  24),  Lcf 
Island  City,  Borough  of  Queens. 


596-46-BZ— Application,  August  16,  1946,  under  secti  i 
7e  of  the  zoning  resolution,  of  Ben  A.  Milner,  applicant  a 
lessee,  on  behalf  of  Hyman  Friedman  Inc.,  owner,  to  pent 
in  a  residence  use  district,  the  construction  and  maintenaK 
of  a  miniature  golf  course  for  a  period  of  years;  premn 
northwest  corner  of  White  Plains  road  and  Guerlain  st 
(Block  3927,  Lot  17),  Borough  of  The  Bronx. 
969-46-BZ— Application,  November  29,  1946,  under  s- 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskai 
applicants,  on  behalf  of  A.B.C.  Realty  Corp.,  owner,  ( 
permit  in  a  business  use  district,  the  change  in  occupafl 
from  automobile  showroom  and  sale  and  display  ot .  m 
cars  to  automobile  showroom,  sale  and  display  of  used  c, 
and  the  parking  and  storage  of  more  than  five  (5)  me; 
vehicles;  premises  225-239  Pennsylvania  avenue  and  2( 
2091  Pitkin  avenue,  northeast  corner  (Block  3/21,  Lots 
and  38),  Borough  of  Brooklyn. 

92-47-BZ — Application,  January  30,  1947,  under  secti 
7c  of  the  zoning  resolution,  of  Maurice  G.  Uslan  applic 
on  behalf  of  Ruth  Jaeger,  owner  (Jack  Segel,  lessee) ; 
permit  in  a  residence  and  business.-l  district,  the  erec < 
of  a  one  story  building  to  be  used  as  an  accessory  use.  (so 
ice  lubrication,  minor  adjustments  and  gasoline  service  i 
tion),  to  existing  garage;  premises  156  Hendricks  avd 
and  351  Tersey  street,  southeast  corner  (Block  44,  Lo 
and  11),  Rosebank,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairm 


MARCH  11,  1947,  2  P.  M. 


7g.47.A- 327  East  149th  street,  north  side,  250  ft.  west  of 
Courtland  avenue  (Block  2331,  Lot  54),  Borough  of  The 
Bronx. 


129-47-A— 1078  Madison  avenue,  west  side,  51.2  ft  north  of 
East  81st  street  (Block  1493,  Lot  16),  Borough  of  Manhattan. 


1 73-47- A--42-28  28th  street,  northwest  corner  of  42nd  road 
(Block  422,  Lot  32),  Long  Island  City,  Borough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


NOTICE  IS  HEREBY  GIVEN  of  a  Public  Heai 
Tuesday  afternoon,  March  11,  1947,  at  2  o’clock  in  R' 
1013,  Municipal  Building,  Manhattan,  on  the  follov 

matters :  •  u  1 

293-43-A — 121-151  Flatbush  avenue,  east  side,  from  Halt 
place  to  Atlantic  avenue  and  2-27  Hanson  place  (Block  ^ 
Lot  1),  Borough  of  Brooklyn  (reopened  January  28,  1 
123-47-A— 623  Linden  boulevard,  northwest  corner' 
East  45th  street  (Block  4865,  Lot  26),  Borough  of  Brool 
999-46-A — 72  Walker  street,  northwest  corner  of  Courtl 
Alley  (Block  196,  Lot  31),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chair i 
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MARCH  18,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  18,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

276-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  ot  Thomas  C.  and  Louis  Iervolino,  owners, 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  public  garage  to  a  gasoline  service 
station,  lubritorium,  auto  laundry  and  office;  premises  81 
Rapelye  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 

57-46-BZ— Application  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner,  re¬ 
opened  July  23,  1946,  under  sections  7c  and  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  and  business  use, 
C  and  F  area  districts,  the  erection  and  maintenance  of 
a  commercial  building,  using  more  than  the  area  permitted ; 
premises  168-01  to  168-09  Hillside  avenue  and  87-45  to 
87-57  168th  street,  northeast  corner  (Block  9840,  Lot  1), 
Jamaica,  Borough  of  Queens. 

39-37-BZ — Application  of  Samuel  W.  Ross  &  Co.,  applicant, 
on  behalf  of  Cross  Country  Gasoline  Station,  Inc.,  owner 
(Alden  Gas  Stations,  lessee),  reopened  February  25,  1947, 
for  consideration  as  to  extension  of  term  of  variance— Appli¬ 
cation,  previously  granted  on  condition,  under  section  7h  of 
'the  zoning  resolution,  for  a  temporary  term  of  years,  per¬ 
mitting  in  a  business  use  district,  the  extension  of  a  gasoline 
service  station,  so  as  to  permit  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  619-641  Coney 
Island  avenue,  east  side,  from  Slocum  place  to  Matthews 
place,  1-5  Slocum  place  and  2-8  Matthews  place  (Block 
;5141,  Lots  53  and  74),  Borough  of  Brooklyn. 

918-46-BZ — Application,  November  26,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  John  P.  McGrath, 
applicant,  on  behalf  of  Harhaven  Corp.,  owner,  to  permit  in 
a  residence  use,  C  area  district,  the  extension  of  existing 
garage  for  more  than  five  (5)  motor  vehicles  and  motor 
\ ehicle  repair^  shop,  using  more  than  the  area  permitted; 
premises  98-15  Jamaica  avenue,  north  side,  88.24  ft.  east  of 
98th  street  (Block  9177,  Lot  95),  Woodhaven,  Borough  of 
Queens. 

927-46-BZ — Application,  November  27,  1946,  under  section 
31  o!  the  zoning  resolution,  of  Edgar  J.  Moeller,  applicant, 

3n  behalf  of  Abraham  Bass,  owner,  to  permit  in  a  business 
•ise,  B  area  district,  the  extension  of  existing  buildings, 
ising  more  than  the  area  permitted;  premises  92-94  1st  ave- 
iue,  east  side,  97.1%  ft.  north  of  East  5th  street  (Block  433, 
Pots  5  and  6),  Borough  of  Manhattan. 

128-46- BZ — Application,  November  8,  1946,  under  section  7e 
>t  the  zoning  resolution,  of  Sidney  C.  Koff,  for  United  Con- 
racting  Co.,  applicant,  on  behalf  of  Guardian  Union  Corp., 
iwner  (Washington  Motors,  Inc.,  lessee),  to  permit  in  a 
’usiness  Use  district,  the  change  in  occupancy  from  used  car 
■ales  lot  and  sheds,  closed  shelter,  and  restaurant  to  sheds, 
losed  shelter,  restaurant  and  the  parking  and  storage  of  more 
han  five  (5)  motor  vehicles;  premises  4353-4361  Broadway 
lorthwest  corner  of  West  186th  street  (Block  2180,  Lot  140)’ 
jorough  of  Manhattan. 

149-46- BZ— Application,  December  4,  1946,  under  sections 
i>  and  21  of  the  zoning  resolution,  of  John  Finseth  and 
inlip  hreshman,  applicants,  on  behalf  of  Luigi  Pollio, 
’"ner,  to  permit  in  a  residence  and  business  use  district,  the 
xtension  of  existing  store  to  existing  garage,  and  conver- 
>on  of  altered  premises  to  a  restaurant  on  first  floor  and 
niltiple  dwellings  on  second  and  third  floors,  using  more 
nan  the  permitted  area;  premises  8415  5th  avenue,  east  side, 

:  ”•  2y&  »n.  north  of  85th  street  (Block  6027,  Lot  104) 
sorough  of  Brooklyn.  .  '* 

3-47-BZ—Application,  January  22,  1947,  under  section  21 

e  zoning  resolution,  of  William  I.  Hohauser,  applicant, 


on  behalf  of  Jeron  Co.,  Inc.,  owner,  to  permit  in  a  business 
nse,  C  area  district,  the  erection  of  a  building  to  be  used  as 
?,0nA%iUS^lg  morc  than  tlle  Permitted  area;  premises  96-33 
>  1  0)f0u0ce"s  boulevard,  northwest  corner  of  63rd  drive 

Queer!*  ^  ^  18  a”d  20)’  Rego  Park’  Boroilgh  of 

116-47-BZ— Application,  February  5,  1947,  under  section  21 
P  ,  ,,e  z°u|ng  resolution,  of  Earl  Harkness,  applicant,  on 
behali  of  The  Greenwich  Savings  Bank,  owner,  to  permit  in 
a  restricted  retail  use,  B  area  district,  the  erection  of  a 
commercial  building  with  solid  balconies  to  fire  tower  pro¬ 
jecting  more  than  four  (4)  feet  from  fourth  to  twelfth 
stories;  premises  3-5  West  57th  street,  north  side,  125  ft 

Manhattan^  aVCnUe  (B1°Ck  1273,  L°tS  31'32)’  BoroiIgh  of 

121- 47-BZ— Application,  February  10,  1947,  under  section  7c 

ot  the  zoning  resolution  of  George  J.  Shirkey,  applicant,  on 
Penalt  ot  Patrick  Murphy,  owner,  to  permit  in  a  residence 
use  district  the  extension  of  an  existing  business  use  (store) 
within  the  first  floor  of  an  existing  building;  premises  107-06 
in°7^aVIay  !)°u,/7aTr(1-  north  side,  50  ft.  west  of  Beach 

ir&ST  ^  ^  ^ '  p0t  Rockaway  Beach,  Borough 

122- 47-A— !07-06  Rockaway  Beach  boulevard,  north  side, 
-i0  ft.  west  of  Beach  107th  street  (Block  647,  Lot  17)  Rock¬ 
away  Beach,  Borough  of  Queens. 

1071-46-SA— Sunbeam  Oil  Burner,  Models  F  &  T. 

679-46-SM — Quonset  24  Building. 

74-47-SA— Polo  Fuel  Oil  Pump,  Model  R-12  (also  known 
as  Rystrom  Fuel  Oil  Pump,  Model  R-12). 

Linde  Cascade  Liquid  Oxygen  System — Linde 
Liquid  Oxygen  Truck  and  Mobile  Pumping  Unit. 

30-47-SM  Linde  Cascade  Oxygen  Receivers. 

817-45-SM— lel-O-Post  (all  steel  telescopic  screw  jack 
basement  shoring  column). 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  25,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
Tuesday  morning,  March  25,  1947,  at  10  o’clock  in  Room 

HJU,  Municipal  Building,  Manhattan,  on  the  following  mat- 

864-46-BZ— Application,  November  13,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 
A.  Cornell,  owners,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  station  lubri¬ 
torium,  laundry  and  office;  premises  233-12  to  233-20  Linden 
boulevard  and  117-02  to  117-10  234th  street,  southwest  corner 
(Block  U750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  13,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
[uesday  morning,  May  13,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

330-28-BZ— Application  of  George  W.  Springsteen,  ap¬ 
plicant,  on  behalf  of  A.  H.  Consumers  Society,  Inc.,  owner 
reopened  April  2,  1946,  under  sections  7e  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  maintenance  of  retail  stores;  premises  50 
Van  Cortlandt  avenue  and  3887-3899  Sedgwick  avenue 
northwest  corner  (Block  3263-B,  Lot  275),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  25,  1947. 


ACTION  OF  BOARD— Laid  over  to  March  18,  1947  at  10 
A.  M.  for  further  consideration. 


Present:  Chairman  Murdock,  Commissioner  Blum  and 

Deputy  Chief  Guinee.  ,  , 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  February  11, 
1947,  were  approved,  as  printed  in  Bulletin  7,  Volume  42. 


864-46-BZ 


ZONING  APPLICATIONS.  , 

330-28-BZ  A  „  r 

APPLICANT— George  W.  Springsteen,  for  A.  ti.  con¬ 
sumers  Society,  Inc.,  owner.  ..  . 

SUBJECT— Application  reopened  April  2,  1946— Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  alteration  and  mainte¬ 
nance  of  retail  stores.  ,  ,  , 

PREMISES  AFFECTED— 50  Van  Cortlandt  avenue  and 
3887-3899  Sedgwick  avenue,  northwest  corner 
(Block  3263- B,  Lot  275),  Borough  of  The  Bronx. 

Fof  Applicant:  George  Springsteen,  I.  Atkin,  Jacob 
Buchsbaum  and  A.  Lozar. 

For  Opposition:  None  ..  f 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings  and  John  J.  baunders, 
Board  of  Education. 

ACTION  OF  BOARD — Laid  over  to  May  13th,  1947  at  10 
A  M  for  applicant  to  file  fully  developed  sketches. 


APPLICANT— Lama  and  Proskauer,  for  Daniel  A.  Cor¬ 
nell,  Jr.  and  James  A.  Cornell,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubn- 
torium,  laundry  and  office.  . 

PREMISES  AFFECTED— 233-12  to  233-20  Linden  boule¬ 
vard,  and  117-02  to  117-10  234th  street  southwest 
corner  (Block  12750,  Lot  9  and  part  of  Lot  1),  St. 
Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition  :  Harold  Klorfein,  Park  Dept.  _ 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  25,  1947  at  10 
A.  M.  for  further  consideration. 


276-42-BZ 

APPLICANT— Lama  and  Proskauer,  for  Thomas  C.  and 
Louis  Iervolino,  owners. 

SUBJECT — Application  reopened  March  19,  1946— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from 
a  public  garage  to  a  gasoline  service  station,  lubri- 
torium,  auto  laundry  and  office.  , 

PREMISES  AFFECTED — 81  Rapelye  street  and  632-M6 
Hicks  street,  northwest  corner  (Block  360,  Lot  oe;, 
Borough  of  Brooklyn. 

APPEARANCES—  _ 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Park  Dept. 
For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1947  at  1U 
A.  M.  for  further  consideration. 


991-46-BZ 

APPLICANT — Andrew  DiCamillo,  for  Solomon  Uslianer, 

owner.  .  ,  ,  , 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution,  1 
to  permit  in  a  residence  use,  D-l  area  district,  the  . 
erection  of  a  two-car  garage  without  the  required  . 

rear  yard.  *  OOA1 

PREMISES  AFFECTED — 2183  East  28th  street  and  2801- 
2811  Avenue  V,  northeast  corner  (Block  73ol,  Lot  c 
58),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Solomon  Uslianer. 

For  Opposition :  Irving  E.  Loeb. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1947  at  1U 
A.  M.  for  further  consideration. 


57-46-BZ  . 

APPLICANT— Lama  and  Proskauer,  for  Kalbreit  Realty 

SUBJECT— Application  reopened  July  23,  1946— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use,  C  and  r  area  dis- 
tricts,  the  erection  and  maintenance  of  a  commercial 
building,  using  more  than  the  area  permitted 

PRFMISES  AFFECTED— 168-01  to  168-09  Hillside  ave- 
'  nue  and  87-45  to  87-57  168th  street,  northeast  corner 
(Block  9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Miles  J.  Goldberg,  Harry  R.  Pros¬ 
ser,  Edwin  S.  Collins,  Mrs.  A.  Von  Busch 
Adolph  Von  Busch,  Mrs.  Katie  Wilhelm  and 

others.  *  _  _  ,  ta  u  r 

For  Administration:  Samuel  L.  Becker,  Dept  ot 

Housing  and  Buildings. 


179-37-BZ 

APPLICANT— Charles  M.  Spindler,  for  New  Method  Ser¬ 
vice  Co.,  Inc.,  owner. 

SUBJECT— Application  reopened  January  28,  1947,  tor  con¬ 
sideration  as  to  amendment  of  resolution,  to  permit 
the  installation  of  additional  dry  cleaning  equip¬ 
ment — Application  (decision  of  the  borough  super¬ 
intendent)  previously  granted  on  condition,  under 
section  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  operation  of  a  clothes- 
cleaning  unit  as  accessory  use  to  laundry  business 
conducted  therein  (previously  granted  by  the  Board 
for  erection  and  maintenance  of  garage  for  more 
than  five  motor  vehicles).  . 

PREMISES  AFFECTED — 461  Bay  street  east .side,  434 M 
ft.  north  of  Wave  street  (Block  488,  Lot  lo), 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition:  None.  T  ~  , 

For  Administration:  Samuel  L.  Becker,  Dept  oi 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  withdrawn,  pending 
"filing  of  application  for  test  and  approval  of  equip 
ment,  having  a  flashpoint  of  105°  F.  inflammabli 
liquid. 

THE  VOTE  TO  WITHDRAW- 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . j 

Negative:  . 

Absent :  Commissioner  Savage . 
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626-19-B  Z 

APPLICANT  Lama  and  Proskauer,  for  Gaetano  Abbate- 
temarco,  owner. 

SUBJECT— Application  reopened  October  1,  1946— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a 
msiness  use  district,  the  cliange  in  occupancy  from 
.public  garage  for  more  than  five  (5)  motor  vehicles 
to  include  motor  vehicle  repair  shop  in  cellar;  waste 
paper  and  rag  packing,  sorting  and  storing  on  1st 
noor,  tor  a  period  of  ten  (10)  vears 

PREMISES  APFECTED-253-2b  dtHvenue  and  556- 
1\arrollt Street,  southeast  corner  (Block  961,  Lot 
J),  Borough  of  Brooklyn 
APPEARANCES— 

FOf  jfauly31^ ''  Alfred  A‘  Lama  and  Rcginald  S- 
For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

raF?ST°EFi«N#Pp,ica,lon  denied- 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage . j 

THE  RESOLUTION  (626-19-BZ) 

Whereas,  this  application  under  the  zoning  resolution  to 
permit  the  maintenance  of  a  motor  vehicle  repair  shop 
affecting  premises  253  Fourth  avenue,  Borough  of  Brookly^ 
was  dismissed  for  lack  of  prosecution  on  August  26,  1919; 

VVhereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district  the  change  in 
occupancy  from  public  garage  for  more  than  five  (5)  motor 
\  etudes  to  repair  shop  in  cellar,  waste  paper  and  rag  packing 
sorting  and  storing  on  1st  floor  for  a  term  of  ten  (10)  years’ 
affecting  premises  253-257  4th  avenue,  and  556-564  Carroll 

B?ooklyn  andSt  C°rner  (Bl0Ck  %l  Lot  3)’  Borough  of 

C3uSe  WaS  re°Pened  by  vote  of  the  Board  on 
Jctober  1,  1946,  subject  to  usual  procedure;  and 

>  U„HEREf  s»  a  Iml,bc  hearing  was  held  on  this  application  by 

:^brua?v  2°S  S'y  J  Appeals>  at  its  regular  meeting, 
Bulletin^  and  947’  dU£  notlCe  by  Publication  in  the 

d:itriCt  maps  accompanying  the  zoning  reso- 

“ll=  u/  u  ^  jth  avenue  1S  in  a  business  use,  B  area  and 

3  am  ^  /rf 11  di1iS/riiCt-’  Sar/.oU  street  is  in  a  business  use, 

3  area  and  Class  \y2  height  district;  and 

latedHA^fet  9heio^cisi°A,ofAthe  borough  superintendent, 
lated  August .2,  1946,  re  Alt.  Applic.  2907-46,  reads : 

1  7  j  •  P^°P?sed  change  in  use  of  this  building 

located  in  a  business  use  district  from  public  garage 
in  the  cellar  and  on  first  floor,  to  public  garage  use  in 
cellar  with  motor  vehicle  repair  shop  and  first  floor 
waste  paper  and  rag  packing,  sorting  and  storage,  is 
(20/”^  t0  1 16  Zoning  Res°lution.  Art.  II,  Sect.  4  (a) 
nd 

\A  hi-.reas  the  applicant  states  the  premises  consist  of  a 

■hi  u-  1  11  {\ont  by  100  ft  in  dePth  (irregular)  on 
ffich  is  located  a  building  50  ft.  front  by  64  ft  in  depth 

arl^hTn St°ry’  15,  ft  in  height-  Presently  used  as  a 
.  <g  ’  bat  there  are  also  two  2-story  frame  buildings  each 

>  In S  a  It0re  and  l-farpily  dwelling,  either  side  of  ramp 

ar  °Lg?rage » . that  it  is  proposed  to  use  the  cellar  for 
1  thl°ri  V;e5‘cle  rePair  shop,  rag  packing,  sorting  and  storage 
we  St  ”00r  *or  a  term  ten  years ;  and 

?PP.licant  contends  that  premises  has  a 
1  ?v?e  uf  f4  ft'  li1?-  on  4th  avenue,  a  frontage  of  100  ft. 

ieCand°104  ftetin5^  ft  2  i'  and  {  ft‘  2  in‘  on  easterly  lot 
-esemlv  -04  fL  i°  ‘"v  °n  tbe  southerly  lot  line ;  that  it  is 
csently  improved  with  two  2-story  frame  buildings  housing 
ie  tamily  and  one  store  in  each;  that  these  two  buildings 


Dortfon^f  tfhp  ^y  3  -amp  leaiding  t0  a  public  garage  at  rear 
l>ortion  ot  the  premises ;  and 

the  premises  and  surrounding  area  were  in- 

spected  by  a  committee  of  the  Board  which  recommended 

that  the  application  not  be  granted;  and 

Whereas,  the  Board  deemed  that  there  was  no  iustifica- 

unde/Tectffin  SToMI-  °f  ‘tS  dlscre.tion  t0  grant  a  variance 
nuer  section  7e  of  the  zoning  resolution. 

be  an^f/herihv  ^  ledsi°,n  of, tbe  borough  superintendent 

i«  wb“  ft&g aMrmei  and  ,hat  the  ■*  -d 
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392-21-BZ 

A I  PLICA  NT— Lama  and  Proskauer,  for  Joseph  Gold, 

SUBJECT— Application  reopened  July  9,  1946-Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  reconstruction  and  exten- 

PRFmtcvc  a  gasoline  service  station. 

PREMISES  AFFECTED  1210-1216  Myrtle  avenue  and 
/i-bd  Buydam  street,  southwest  corner  (Block  3205, 

appearances^  h  0U8h  of  Brooklyn- 

F°r  HardyCant '  ARred  A-  bama  and  Reginald  S. 
For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.  rvrpr/y\T  Housing  and  Buildings. 

THE1  VOTE— B0ARD—AppHcati0n  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioner 
B  urn  and  Deputy  Chief  Guinee  ...  3 

Negative:  . .  jj 

Absent :  Commissioner  Savage  .............  j 

THE  RESOLUTION  (392-21-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution  to  permit  in  a  business  district,  the  erection  of  a 
garage  tor  more  than  five  (5)  motor  vehicles,  affecting 
premises  1212  to  1216  Myrtle  avenue,  Borough  of  Brooklyif 

difionsTand  7  6  ^  0n  JunC  21*  1921  on  certain  con’ 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7c  of  the  zoning  rio- 

and°ext?nSnrmiVn  E  bl!slPess  use  district,  the  reconstruction 
and  extension  of  an  existing  gasoline  service  station  affect¬ 
ing  premises  1210  to  1216  Myrtle  avenue  and  75  to  83 
Suydam  street  southwest  corner  (Block  3205,  Lots  25  and 
26),  Borough  of  Brooklyn;  and 

Tnkf  0E1oua  thi,s.cas<;  was  ^opened  by  vote  of  the  Board  on 
July  9,  1946,  subject  to  usual  procedure;  and 

VVhereas  a  public  hearing  was  held  on  this  application 

•  y  1  Hr  ?oard  Standards  and  Appeals,  at  its  regular  meet- 

Bffile^fnrand  ^  194?’  after  due  notice  by  Publication  in  the 

VVhereas  the  district  maps  accompanying  the  zoning 
resolution  show  that  Myrtle  avenue  is  in  a  business  use  B 
area  and  Class  1*  height  district;  Suydam  street  fs  in  resE 
dence  and  business  use,  B  area  and  Class  iy2  height  district; 

Whereas  the  decision  of  the  borough  superintendent 
dated  June  12,  1946,  re  N.B.  Applic.  911-46,  reads: 

I.  the  reconstruction  and  extension  of  an  existing 
gasoline  service  station  and  the  inclusion  of  auto  laun¬ 
dry,  lubritorium  and  office  within  a  business  use  district 

tion°"trary  t0  Art  21  SeCt'  4a'46  °f  the  zoning  resolu- 

and 

Of  Y  nfnf  1i7  £?/£plicant  stat,es  tbat  the  premises  consist 
of  a  plot  11736H  ft.  frontage  by  101  ft.  in  depth,  irregular 

P";  Jblcb  15  located  a.  building  16  ft.  by  14  ft.,  one  story  in 
height,  two  open  steel  grease  pits  and  three  (3)  550  gallon 
gasoline  storage  tanks,  and  five  gasoline  dispensing  pumps  • 
that  it  is  proposed  to  demolish  all  structures  and  to  extend 
the  area  of  the  gasoline  station  to  lot  25  and  construct  a  one 
story  building,  13  ft.  6  in.  in  height,  43  ft.  front  by  23  ft  in 


minutes 


—  ,  .  ,  ,1  wnrW  shall  be  comoleted  within  one  year  from  the  date  of 

depth,  to  house  an  office,  lubritonum  an^,  a^°  this  substituted  amended  resolution ;  that  this  resolution  is  in 

all  islands  will  be  removed  and  one  mll  b  complete  substitution  of  the  resolution  adopted  by  the  Board 

the  center  of  the  plot  with  four  d'sl,e"s‘n?  the  Board  on  June  21,  1921. 

Whereas,  the  applicant  contends  that  in  1921  the  coa  j  — - 

j"  “IrirEl  and  Green,  for  George  Peter  Cor,, 

®tKS  r -r.'osr 55voi,^o'nga^  SuBjE&»  Jt&W 

building  to  a-  gasoline  station,  and  the  donoliti on  existing  ’onermit  in  a  residence  use,  B  area  district,  the 

structures  at  that  time ;  that  a  search  o  e  Depart-  extension  of  existing  use  (candy  factory)  ;  (pre- 

that  these  aPProvals  were  ^nt^cf^g  the  i^an^e  of  a  '  viously  granted  by  the  Board)  by  adding  one  story,  ; 

“rmithor  an  existing-  gasoline'  station  at  .this  totion Mhat  street,  north 

all  .notes  and  bounds  of i  this  gasohne  s  at, on  were  tj.  same  PREMISES  Ilne  (Block  1045,  Lots 

“isdng'grease^ks  we're  ^proved  under  "Building  Depart-  12-l^t  Borough  of  Manhattan.  I 

ment  Permit  Alt.  4524-30;  that  the  existing  gasohne  service  APPEARANCES^  Ma>;  siege|  and  Harry  Fox. 

station  has  a  frontage  ot  76  ft.  onSliyda™  masonry  ^office  For  Opposition:  Jacob  Berman  and  Ruth  Ranson. 

in-  on  Myrtle  avenue .and  has  a  1-story  ^onry  office  Fo  ^pposit  o^  =  L  Becker>  Dep.t  0f 

measuring  approximately  16  ft  ^  t‘nkS)  and  Housing  and  Buildings. 

Irveea^soJfneand1spensing  pumps ;  .ha,  the  proposed  extension  ACTION  OF  BOARD-ResotaBo^amend^ 

will  in  no  way  affect t  the  adjoining ^J^rt^tjers  -  Affirmative;  Chairman  Murdock,  Commissioner 

’a’rpumps^r  S^L'SSgline^irbe  removed  and  all  Blum  and  Deputy  Chief  Gurnee . .  3 

^SStAt'the  prneemSsthandPrsmrou;d1ng  area  were  in-  AbSii :  Commissioner  Savage .  V 

spected  by  a  committee  of  the  Board;  and  THE  RESOLUTION  (725-24-BZ) 

Whereas,  the  Board  deemed  that  this  was  a  pro^r  ca  \VHEREAS,  this  application,  permitting  in  a  business  use! 

in  which  to  exercise  its  discretion  to  grant  a  variance  unctei  district  the  alterati0n  and  extension  of  an  existing  garage 

section  7c  of  the  zoning  resolution.  Anneals  does  for  more  than  five  motor  vehicles  and  a  motor  vehicle  repair 

Resolved,  that  the  Board  of  Standards  shop  affecting  premises  321-343  West  54th  street,  north  side, 

fifteen*  ^  under  Sections  7c  and  21  of  the 

garaS'S  morf  S  SS 

dition  that  all  existing  .b^dings^  the  motor  vehicles  and  a  motor  vehicle  repair  shop,  previously 

and  the  premises  leveled  substantially  to _  the ,  ,  t  d  „ranted  by  the  Board,  to  a  confectionery  factory  wa: 

adjoining  streets;  that  g  anted  by  the  Board  on  October  17.  1944,  on  certain  con- 

at  the  westerly  end  as  indicated  tettonaat 1  sha >' “ce  ditions,  for  a  term  of  two  years;  and 

one  story  in  height  and  shall  comply  with  ail  requirene  Whfreas  the  term  of  the  variance  was  extended  or 

of  the  Building  Code  therefor  and  shall  be  arranged  as  pro-  Whereas  thejerm 

posed  for  auto  laundry,  1"br‘toJm’°  “  shalfVe'  erected  "  Whereas,  the  applicant  requested  reopening  of  this  apph 

automobile  accessories,  that  the  pur  l  indicated  •  cation  and  an  amendment  of  the  resolution;  and 

toward  the  center  ot  the  plot  °^°ne*s  *  Suvdam  street’  ‘  Whereas',  this  case  was  reopened  by  vote  of  the  Board 

that  the  curb  cuts  shall  not  exceed  two  to  J  .  Myrtle  on  January  21,  1947,  subject  to  usual  procedure;  and 

not  over  twenty-five  feet  m _  width .each  t{^°^  ^  ^11  Whereas,  a  public  hearing  was  held  on  this  applicatioi 

avenue  of  similar  width  ;  that  a^  the  intersect  1  a  f  b  the  Board  Gf  Standards  and  Appeals,  at  its  regular  meet 

be  located  a  block  of  concrete  extend  g  B  :ne  February  25  1947,  after  due  notice  by  publication  in  th1 

five  feet  along  each  street  building  line,  o  less  thjn  12  Standards  and  Appeals;  and  .  \ 

inches  in  height  and  segmental  in  shape ,  <  j  j  Whfreas  the  district  maps  accompanying  the  zoninr 

fuinength*. oj' the  prehtS  S  “tlfaSon  XXborough  k™J.  in  a  retail  use,  B  area  and  Class  I*  height  dis 
president ;  that  there  shall  be  no  windows  instale  in  t  ,^r^r  ri^v’  the  decision  of  the  borough  superintenden 

wall  of  the  accessory  btnldmg  shall  bT  filled  with  dated  December  10,  1946,  re  Alt.  Applic.  2535-46,  reads  : 

accessory  building  on  Suytlam  street  s  Proposed  extension  of  use  is  contrary  to  Sec. 

^^HctUtoTp^an™.  's^Xadf'd  io'ffe  flcade  of  Article  II  Zoning  Resolution  as  property  is  m  a  res 

the  accessory  building,  illuminated  glotes  o  t  ,';  D"Ttlv  ‘  1  ”ce  p*'  'se(j  area  0£  new  extension  is  contrary  ■ 

X'JrXJofwXrthe^buMing'iriea'rXe  Section  of  Sec.  12  (b)  Article  IV  Zoning  Resolution  as  it  exceec 

a  post  standard  for  supporting  two  signs,  as  indicated  on  permitted  lot  coverage. 

filed  plans,  advertising  only  the  brand  of  gasohne  on  sale  “nd^  ,he  applicant  states  that  the  premises  consist,; 

permitting  such  signs  to  extend  beyond  the  fuming  line  io  ,  frontage  by  100  ft.  5  in.  in  depth,  on  whi< 

a  distance  of  not  more  than  our  feet;  that  the  gasohne  a _pto a  buihSng^ 197 ft.  front  by  100  ft.  5  in.  in  dept 

IS  -e 

repairing'shall  be  conducted  on  the  premises ;  that  no  parking  posed  to  add  an .  additional  story  to ^““sUig 

ggi.'fSffi  ‘peXt^St  X'obt'aiS'and^  $  fMtot  onThe  roof  will  be  erected  a  new  tank  builda 
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33, /t.  6  in  by  31  ft.  6  in.,  15  ft.  in  height;  that  the  yard 
will  be  10  ft.  in  depth  with  a  court  3  ft.  on  each  side;  and 
Whereas,  the  applicant  contends  that  the  building  is 
’quipped  with  an  automatic  wet  pipe  sprinkler  system  with 
i  C  entral  Station  Alarm,  a  standpipe  system  and  is  mechani- 
■ally  air-conditioned;  that  it  was  substantially  altered  in 
l944-4p  at  considerable  expenditure  to  conform  to  the 
Board  s  resolution  and  to  accommodate  the  candy  factory 
iccupancy;  that  the  plant  has  been  operating  at  all  times  in 
nil  compliance  with  the  last  resolution  of  the  Board  and 
his  modernized  building  has  materially  improved  the 
haracter  of  this  street  and  enhanced  the  value  of  adjoining 
iroperties;  that  the  present  day  conditions  of  industrial 
>pe rations,  far  different  from  those  under  which  the  building 
vas  originally  constructed,  make  it  mandatory  that  this 
ilant  have  additional  floor  area  to  enable  the  economical 
nd  competitive  operation  now  required ;  that  the  expansion 
4  the  plant  facilities  is  more  for  this  accomplishment  than 
or  increased  production ;  that  to  meet  this  present  day  need 
or  additional  space,  it  is  proposed  to  extend  the  existing 
uilding  one  story  in  height;  that  to  create  this  new  floor, 
le  front  and  side  walls  of  the  existing  building  will  be 
arried  up,  but  the  rear  wall  will  be  set  back  to  form  a 
igally  required  rear  yard;  that  a  new  freight  elevator  will 
e  installed  adjoining  the  existing  loading  space  to  facilitate 
le  handling  of  merchandise ;  that  the  proposed  floor  will  be 
rovided  with  legal  exits,  toilet  facilities,  sprinkler  and 
andpipe  systems,  mechanical  air  conditioning  and  w:ll  con- 
)rm  with  all  conditions  of  the  Board’s  resolution  of  Octo- 
-r  17,  1944;  that  the  existing  building  was  designed  for 
Iditional  stories;  that  a  further  variance  of  the  area  dis- 
ict  regulations  limiting  the  proposed  extension  area  to  65% 

:  the  lot  area  is  requested;  that  the  existing  building  now 
:cupies  slightly  less  than  100%  of  the  lot  area,  as  was 
gaily  permitted  prior  to  the  zoning  amendment  in  Decem- 
;r  1944;  that  the  proposed  area  of  the  new  extension  will 
'<■  88 /%  of  the  lot  area;  that  all  the  properties  on  this 
reet  have  existed  prior  to  the  zoning  area  amendments  for 
t  coverages  and  nearly  all  of  them  occupy  greater  lot  areas 
an  nowr  required  and  are  buildings  of  greater  height  than 
oposed  herein;  that  none  of  these  properties  on  this  street 
n  be  affected  in  any  way  by  the  granting  of  this  area 
riance  or  benefit  from  a  compliante  with  the  zoning  resolu- 
m;  that  the  only  properties  that  may  be  actually  affected 
e  those  to  the  rear  of  this  property;  that  the  proposed 
ar  yard  immediately  adjacent  to  those  properties  does 
ovide  all  of  the  legal  open  area  intended  by  the  zon'ng 
solution  for  the  common  benefit  of  such  properties  and 
“  block  ventilation ;  that  any  additional  area  required  by 
•ict  compliance  with  the  zoning  resolution  over  the  legal 
ir  yard  would  be  supplemental  to  those  rear  properties 
d  is  not  legally  required  to  be  provided  for  their  benefit 
r  would  it  benefit  anyone  on  the  street  proper;  that  it 
)uld  only  tend  to  deprive  the  owner  of  a  reasonable  and 
ictical  development  of  its  property;  that  the  unique  cir- 
nstances  affecting  this  property  together  with  the  con¬ 
ditional  ^  rule  of  equality  of  privilege  more  than  justify 
i  Board’s  granting  of  this  part  of  the  application  under 
ti°n  21'  on  the  grounds  of  practical  difficulty  and  un- 
pessary  hardships  as  the  public  health,  welfare  and  public 
ety  will  not  be  affected  and  substantial  justice  will  be 
ie  by  the  granting  of  this  application;  and 

•Vhereas,  the  premises  and  surrounding  area  have  been 
pected  by  a  Committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
eby  amend  the  resolution  adopted  October  17,  1944,  as 
ended  July  10,  1945,  by  adding  thereto: 

|  t  “*  *  *  that  in  the  event  the  owner  desires  to  extend 
the  building  in  height  by  an  additional  story  as  proposed 
and  as  passed  upon  by  the  borough  superintendent  under 
Alt.  Applic.  2535-46,  Objections  1  and  2,  and  as  herein 
proposed  and  as  indicated  on  plans  filed  with  this  appli¬ 
cation  marked  “Received  December  31,  1946,”  6  sheets, 
such  addition  may  be  permitted,  provided  the  additional 
story  is  set  back  at  the  rear  as  thereon  shown  and  all  of 
the  conditions  applying  to  the  building  as  previously 
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altered  shall  in  general  apply  to  this  proposed  extension 
in  height;  that  all  the  requirements  as  to  ventilation, 
sprinkler  protection  and  other  fire  protection  shall  be 
complied  with  and  maintained;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  year  from 
the  date  of  this  amended  resolution.” 


229-29-BZ 


APPLICANT — Julius  S.  Rapson,  for  Harry  J  Hoeckle 
CTimui)rer'  (Frank  Carin>  lessee.) 
o  U  B J  ECT — Application  reopened  May  21,  1946— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7 g  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
oi  a  new  building  for  an  existing  gasoline  service 
station  (previously  granted  by  the  Board),  to  be 

pnUMTCSi:c  Service  Station  and  office. 

REMISES  AFFEC1  ED — 245-19  South  Conduit  boule¬ 
vard,  south  side,  109.75  ft.  east  of  Francis  Lewis 
boulevard  (Block  13615,  Lot  5),  Rosedale,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Julius  S.  Rapson. 

For  Opposition :  None. 

For- Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

B0ARD— ■ Application  granted  on  condition. 

1  HE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . '  q 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (229-29-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  north  side  of  245th  street,  100  ft.  east  of  Cross 
Island  boulevard,  Rosedale,  Borough  of  Queens,  was  granted 
by  the  Board  on  July  23,  1929  on  certain  conditions,  and  the 
resolution  amended  on  November  13,  1935;  and 

\\  hereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  sections  7f  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the 
extension  and  erection  and  maintenance  of  a  new  building 
for  an  existing  gasoline  service  station  (previously  granted 
“ l<“Board)  to  be  used  for  gasoline  sales,  service  station 
and  office,  affecting  premises  245-19  South  Conduit  boulevard, 
south  side,  109.75  ft.  east  of  Francis  Lewis  boulevard,  (Block 
13615,  lots  5  and  9),  Rosedale,  Borough  of  Queens;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
May  21,  1946,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  25,  1947,  after  due  notice  by  publication 
in  the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  South  Conduit  avenue  is  in  a  business  use, 
D  a.rea  and  Class  1  height  district;  Francis  Lewis  boule¬ 
vard  is  in  a  business  use,  D  area  and  Class  1  height  district  • 
and 


Whereas,  the  decision  of  the  borough  superintendent 
dated  April  18,  1946,  re  N.B.  Applic.  886-46,  reads: 

1.  I  he  extension  and  rebuilding  of  an  existing  gaso- 
line  service  for  use  as  gasoline  sales,  service  station  and 
office,  on  a  plot  located  in  a  Business  Zone,  is  contrary  to 
article  2,  sec.  4,  subsec.  46  of  the  Zoning  Law  ” 

and 


\\  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  124.87  ft.  frontage  by  65.80  ft.  in  depth  on  which 
is  located  a  building  one  story  in  height  to  be  removed ; 
that  it  is  proposed  to  erect  a  new  building  32  ft.  front  by 
62  ft.  in  depth,  one  story  13  ft.  in  height  of  Class  3  con¬ 
struction  to  replace  present  building;  and 

Whereas,  the  applicant  contends  that  the  present  building 
(to  be  removed)  is  out  of  date  and  not  large  enough  for 
an  office  and  at  present  all  servicing  has  to  be  done  in  the 
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under  cover  and  out  of  the  weather ;  **  Board  on  May  12,  1931-Application  (decision  of 

gasoline,  oil,  tires  and  other  automot  ve  accessor: ‘^Ugh  the  borough  superintendent),  previously  granted  on 

this  application  requests  the  use  of  add  tional  area,  alt tnoi ugi  condition,  permitting  in  a  business  use  district,  the 

no  more  space  is  actually  being  used  than  called  for  in  the  deration  and  extension  of  a  gasoline  service  sta- 

original  application;  that  tion  and  garage  for  the  storage  of  more  than  five 

crepancy  between  the  original  plot  plan  and  the  appncauo  ,  motor  vehicles.  9  ' 

an  up-to-date  survey  showing  the  property  covered  by  t  PREMISES  AFFECTED— 492-498  City  Island  avenue  and 
application  is  submitted  herewith;  that  Lot  9  is  now^ncluded  PREMISES  AFFECIED  /  (Block  5646, 

in  this  application;  that  there  is  an  atfc  the  onSSl  appeal  Lots  16  and  18),  Borough  of  The  Bronx, 

point  protected  by  a  16  in.  high  curb,  that  the  origi  I j  APPF-\RANCES 

was  granted  for  perpetuity  and  while  section  1  ‘  p  Applicant:  Charles  Goldman, 

stated  number  of  years,  it  is  requested  that  the  Board  gran  None 

this  application  on  the  basis  of  t^  0[Jgma  aPp  appbcation  For  Administration:  Samuel  L.  Becker,  Dept  of, 

inasmuch  as  the  consents  filed  with  the  pr .evl°USj  be  Housing  and  Buildings. 

are  not  now  required  under  section  71,  it  is  JMireQ  y  ACTI0N  OF  BOARD— Resolution  amended. 

considered  as  part  of  this  application  Ae^diaS  SS)pert5  THE  VOTE  TO  AMEND  RESOLUTION- 

is  no  objection  to  this  new  project  by  the  adJ^ent  f1®}  .J  Affirmative:  Chairman  Murdock,  Commissioner 

owners;  that  the  plan  shows  the  ment  of  the  and  Deputy  Chief  Guinee . 

gasoline  pumps;  that  there  are  no  curbs  on  this  street,  ana  Negative-  .. . (i 

Whereas,  the  premises  and  surrounding  area  were  Abfent :  Commissioner  Savage  . 

snected  bv  a  committee  of  the  Board ,  ana  , 

Whereas,  the  Board  deemed  that  this  was  a  proper  ca  THE  RESOLUTION  (530-29-BZ) 

in  which  to  exercise  discretion  to  grant  under  section  ,  Whereas  this  application  under  section  7g  of  the  zonini 

subdivision  f,  of  the  zoning  resolution.  Anneals  does  resolution  permitting  in  a  business  use  district  the  altera 

Resolved,  that  the  Board  of  Standards  and  Appals  does  ^s°1fn1°n;x^nsion  0Sf  a  gasoline  service  station  and  garag 

hereby  make  a  variation  in  the  application  of  the  use s  d  j  storage  of  more  than  five  (5)  motor  vehicles,  affect 

begUid°SS hereby 

SSS  SdthVBoard  on  Ja,,uary  28’ im  °n  certai" 

filed  with  this  application  mar  cd  ecPX? j  Uses  ‘  Whereas  plans  were  approved  on  February  26,  193<< 

1946  "  3  sheets,  on  3*‘*“0^ses  shah  be  "fveled  sub-  anYthe  resolution  was  amended  on  May  12, 1931;  and  . 
shall  be  removed  and  the  premises  sna“  .  ,  .  .  Whereas  the  applicant  requested  reopening  of  this  appl 

stantially  to  the  grade  of  surrounding  street SW ^ ™  l^eoi  catVon  Sd^ an amendment  of  the  resolution  ;  and  .  j 

sory  building  shall  be  constructed  towau  ,  cce(j  Whereas  this  case  was  reopened  by  vote  of  the  Boai 

•>*  TVS  onWFe“u“;  Tml  and  set  for  hearing  on  February  2 

of 6the°  building  code  therefor,  and  pumps  n'Sntaref'thM  ^WhL'eas  a  public  hearing  was  helld  on  this  applicant 
located  substantially  as Wreet  and  the  existing  by  the  Board  of  Standards  and  Appeals,  at  its  regular  mee 
10  ft.  to  the  building  line  of  245th  stree \ w  Vt  th t  inter-  inV  February  25  1947  after  due  notice  by  publication 
building  line  of  South  Conduit  avenue^  fet*  ®Qt  less  the’ Bulletin  of  the  Board  of  Standards  and  Appeals 
section  there  s  ia  ,  -^^extending  for  a  distance  of  not  less  Resolved,  that  the  Board  of  Standards  and  Appeals  o 
than  -  me  1(-  ,  hiiildine  line  from  such  intersection;  hereby  amend  the  resolution  adopted  January  28  , 

I ia?  5,jd  r^"gs,  al  be  e  tnc  ed  to  two  curb  cuts  from  amended  by  resolution  approving  plans  adopted  Februa 
t  street -  each  curb  cut  not  being  more  than  25  ft.  26,  1930  and  by  resolution  amending  previous  resolutic 

in  width ;  that  pumps  shall  be  of  the  parkwg,  design  with  adopted^May  12,  {jTuse'of  the  building 

masonry  pedestals  ;  l  iat  signs  shall  be  restricted  t  b  hereinbefore  permitted  has  been  temporarily  disco* 

XmtaaTed ^  globes  of  fhe  pSmif  excluding  aS  tool  S  during  the  war  period  and  the  owner  destres  , 

and  t  lc  .  signs  but  permitting  the  erection  restore  the  use  heretofore  permitted,  such  use  may. 

signs  and  1  ‘  the  intersection  of  a  post  restored,  provided  the  requirements  of  the  prev 

™llh!a  1  'tnr  sunn<frting  a  sign  which  may  be  illuminated  resolutions  are  complied  with  and  a  certificate  of  oct 

standa  (  j PP  brand  of  casoline  on  sale  but  permitting  pancy  is  obtained;  that  all  permits  and  a  certificate 

advf  -gto  extend  beyond  the  building  line  for  a  distance  occupancy  shall  be  obtained  and  all  work  shall  be  co- 

oTnot  more  than  / ft. ;  that  such  portable  fire  fighting  appli-  pkted  within  six  months  from  the  date  of  this  re. 

ances  shall  be  maintained  as  the  fire  commissioner.  shall  lution.” 

direct ;  that  there  shall  be  no  windows  constructed  in  t  e  - 

rear  wall  of  the  accessory  building ;  that  the  accessory  bui  c  -  330.33.BZ 

APPLICANT  Lama  and  Proper,  for  George  ■ 

pairing  shall  be  carried  on  in  the  Ihanffiosf  being  SUBJECT-AppSion  reopened  March  5,  1946— Appli. 

be  no  parking  or  storage  of  cars  other  than  th°se  beia|  tion  (decision  of  the  borough  superintendent  uni 

gjfggsSSSste  ^ssm&sm 

the  date  of  this  resolution. _  A  For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  H.  Klorfein,  Dep’t  of  Parks. 

530-29-  ,  q  ,  r  r  a  Rr  T  Falk  Inc  For  Administration :  Samuel  L.  Becker,  Dep 

APPLICANT— Joseph  Schafran,  for  A.  &  T.  balk,  Inc.,  Housing  and  Buildings, 

owner. 
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tu !  'rnri 1  vmTi?- erm  variance  extended. 

THI-.  VOT  E  lO  EX  1  END  TERM  OF  VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee _  3 

Negative:  . '  ]  "  q 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (330-33-BZ). 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  gasoline 
service  station  affecting  premises  228-05  Northern  boulevard 
north  side,  386  ft.  west  of  Alley  creek  (Block  6334,  part  of 
Lot  1),  Little  Neck,  Borough  of  Queens,  was  granted  by 
the  Board  on  hebruary  14,  1934,  on  certain  conditions,  reso- 
lution  amended  and  term  of  variance  extended  on  February 

-  ‘Term  V?™nc£Textended  on  7,  1939,  December 
.  1939  June  11  1940,  November  26,  1940,  February  3,  1942 
and  February  29,  1944;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  local  retail  use  district  the  extern 
sion  of  existing  gasoline  service  station  (previously  granted 
by  the  Board)  affecting  premises  228-05  Northern  boule¬ 
vard,  north  side :,  386  ft.  west  of  Alley  Creek  (Block  6334 
part  of  lot  1)  Little  Neck,  Borough  of  Queens;  and 
\VHEREA.s,  this  case  was  reopened  by  vote  of  the  Board 
0n ur  rCh  1946’  subJect  t0  usual  procedure;  and 
\Vhereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

mg,  February  2a,  1947,  after  due  notice  by  publication  in  the 
niilletin  1  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Norther!  boulevard  is  in  local  retail 
?nd  business  use,  D  area  and  class  1  height  districts;  East 
Hampton  boulevard  and  228th  street  are  in  local  retail  and 
business  use,  D  area  and  class  1  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
lated  February  6,  1947  on  Alt.  Applic.  1104-46  reads: 

1.  Extending  an  existing  gasoline  service  station 
to  be  used  as  lubntorium,  tire  service,  and  gas  service 
station  in  a  local  retail  use  district  is  contrary  to  Art 
II,  sec.  4c,  B.  Z.  R. 
nd 

,f^XEAoS7  apPlicant  states  that  the  premises  consist 
f  ?]°u’  97,24  f j  Montage  by  72  ft.  in  depth  (irregular) 
n  which  is  located  a  building  58  ft.  8  in.  front  by  23  ft  9  in 
n  depth,  one  story,  13  ft.  in  height,  of  class  3  construction;' 

wil  hPT;?Se«dt°rCOnfr^  rhe  preSent  buildinS  so  that 
.  wil!  be  58  ft  8  in  front  by  27  ft.  6  in.  in  depth,  irregular 

e  ston  13  ft.  in  height,  of  class  3  construction,  to  house 

^office,  lubntorium,  tire  service  bay  and  new  boiler  room  ; 

Whereas,  the  applicant  contends  that  the  site  is  presently 

:oardVfor  7  3  gasollI|le  serv.lce  station-  granted  by  the 

on  n  ^W°yf»;s.  under  section  21  of  the  zoning  resolu- 
on  n  1933;  that  it  is  the  intention  of  the  present  owner  to 
id  to  the  existing  gasolme  station  by  constructing  a  build- 

in  fn'ng  fu frontage  °f  58  ft-  8  ln-  by  approximately  23  ft. 

,ff  |,.‘cp  so  as  f°  bouse  an  office,  lubritorium,  tire  ser- 
e  ba)  and  a  new  boiler  room  for  a  period  of  ten  years 

;ter°n  T  ,hat  -,h'  in  the  area  have  nS 

,;2]  'nc?  he  oi;iginal  grant  by  the  Board;  that  it  is 
/’  ,°  ,e  !]ot^d  tbat  tbe  property  is  presently  zoned’ 
fort-  >CaJ  retail  district,  this  new  designation  becoming 
',ve  Al-g^st,  2,  1945;  that  the  height  and  area  designa- 
ms  have  not  changed  sffice  1916;  that  in  view  of  the  fact 
nriv  sl'rrounding  area  is  totally  unimproved  and  since 

Sr  slrKed- h  is  ^  ^ 

UefoTiiie  nLTand5  a"d  ^  We''C  inSpeCted  by  a 

the  ?°,aT-d  deemed  that  no  addition  to  the 
esent  accessory  budding  should  be  permitted. 

nZ°  Vrd'  ‘j13!  the  Board  of  Standards  and  Appeals  does 
ib}  (intend  the  resolution  adopted  on  February  14  1934 
amended  through  February  8,  1944,  only  so  far  as  it  has 


reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read- 

Granted  under  Section  7f  for  a  term  of  two  (2) 
*°nVh*  date  °f  thls  amended  resolution,  on  con- 
,  1  ...  and  ,bat  other  than  as  herein  amended, 

the  conditions  of  the  resolution  of  February  3,  1942 
shall  be  complied  with.  ’ 


272-46-BZ 

A  P  P  L I  CAN  T  Frank  J.  Buttermark,  for  Joseph  Wagner 
ciiDirr-r'  Ignatz  Weinperl,  owners. 

-  L  BJ EC  I  —Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  a  one  story 

shopnS1°n  t0  exlStmg  two  story  m°tor  vehicle  repair 

PREMISES'  AFFECTED  654  Richmond  road,  southeast 
corner  of  Pierce  street  (Block  2902,  Lots  37  and 

APPEARANCES— d’  Borough  of  Rlchmo™b 
hor  Applicant :  Angelo  Cistantino. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

THE1  VOTE—  BOARD~Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee.  ...  3 

Negative:  .  . .  q 

Absent :  Commissioner  Savage  .  ] 
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THE  RESOLUTION  (272-46-BZ) 

t  W™S’  Fr,ank  J'  Buttermark,  for  Joseph  Wagner,  and 
fngatz  Weinperl,  owners,  filed  April  17,  1946,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  a  one  story  extension  to  existing  two 
(_)  story  motor  vehicle  repair  shop,  affecting  premises  654 
Kicnmoml  road,  southeast  corner  Pierce  street  (Block  2902 
Lots  37  and  40)  Concord,  Borough  of  Richmond;  and 

Whereas  a  public  hearing  was  held  on  this  application 
■  "  r-  L>0ard  °^r,Standards  and  Appeals,  at  its  regular  meet- 
mg,  hebruary  25,  1947,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas  the  district  maps  accompanying  the  zoning 
resolution  show  that  Richmond  road  is  in  a  business  use 
J  >  area  and  Class  1  height  district ;  Pierce  street  is  in  a 
business  use,  D  area  and  Class  1  height  district ;  and 

r1nf4HlREA^’cthien^ecisio^  of*the  borougb  Superintendent, 
dated  April  5,  1946,  re  Alt.  Applic.  12-46,  reads: 

1.  The  proposed  1  story  non-fireproof  extension  to 
the  existing  2  story  auto  repair  shop  is  not  permitted 
as  the  use  is  contrary  to  a  use  permitted  in  this  business' 
zone. 

and 

\\  hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  76.41  ft.  frontage  by  98.72  ft.  in  depth  on  which  is 
located  a  budding  presently  used  as  a  motor  vehicle  repair 
shop  (two  stories)  50.92  ft.  front  by  80  ft.  in  depth  2  and 
one  stories,  30  and  24  ft.  in  height,  of  Class  3  construction ; 
that  it  is  proposed  to  extend  the  automobile  repair  shop  bv 
erectmg  a  building  25.5  ft.  front  by  70  ft.  in  depth,  one  story 
1-/2  tt.  in  height,  along  side  to  occupy  portion  of  land  now 
vacant ,  that  the  easterly  wall  of  present  repair  shop  will  be 
removed ;  that  the  new  building  will  be  of  Class  3  construc¬ 
tion ;  that  there  will  be  a  small  extension  10  ft.  bv  7  ft 
onestory,  10  ft.  in  height,  for  toilet  facilities ;  and 
Whereas,  the  applicant  contends  that  the  present  premises 
consist  of  two  separate  buildings  contiguous  to  each  other  ; 
one  of  which  is  used  as  an  automobile  sales  room  and  the 
other  an  automobile  repair  shop;  that  no  change  is  contem¬ 
plated  in  the  structure  of  the  two  existing  buildings,  in  other 
words,  the  proposed  building  would  occupy  the  southwest 
corner  of  Richmond  road  and  Pierce  street ;  that  it  would  be 
so  constructed  that  the  east  wall  of  the  present  auto  repair 
shop  would  be  removed,  thus  enlarging  the  auto  repair  shop 
so  that  the  wall  of  the  proposed  extension  along  Pierce  street 
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would  be  the  east  wall  of  the  auto  repair  shop;  that  at 
present  the  vacant  lot,  25*5  ft.  front  and  rear  by  98/2  ft. 
along  the  sides,  is  used  by  patrons  to  park  their  cars  await¬ 
ing  minor  adjustments  and  sometimes  used  by  patrons  to 
park  while  discussing  business  matters  with  the  owner  ot 
the  shop ;  that  it  is  to  be  noted  that  the  lot  upon  which  the 
proposed  building  is  to  be  erected  is  owned  by  the  same 
persons  that  own  the  property  and  business  where  automobile 
salesroom  and  repair  shop  presently  are  situated ;  that  all  ot 
said  properties  have  been  so  owned  for  more  than  20  years 
last  past;  that  the  character  of  the  district  will  be  unchanged 
and  will  in  no  wise  be  jeopardized  by  the  erection  ot  the  ex¬ 
tension  proposed ;  that  the  present  auto  repair  shop  is  too  small 
and  because  of  its  size  the  use  of  same  is  somewhat  danger¬ 
ous  to  the  seven  and  sometimes  eight  mechanics  and  other 
men  that  work  about  the  premises;  that  the  enlargement  ot 
the  auto  repair  shop  will  not  only  give  the  workingmen 
more  space  to  work  in  but  also  better  sanitary  conditions 
by  the  erection  of  toilets  and  showers;  that  the  auto  repair 
shop  as  proposed,  will  be  lighter  and  airier,  thus  making  it 
healthier  for  the  workingmen;  that  as  compared  to  doing 
mechanical  work  on  automobiles  and  trucks  on  the  now- 
vacant  lot,  the  men  would  be  working  in  a  heated  garage, 
thus  adding  to  their  comfort  and  health;  that  the  general 
appearance  of  the  site  will  be  improved  by  the  erection  ot 
the  proposed  structure  consisting  of  a  one  story  garage 
building  as  contrasted  to  an  empty  lot  with  automob  les  ot 
all  descriptions  on  it ;  that  the  public  or  the  general  character 
of  the  district  will  not  be  affected  adversely,  but  on  the  con¬ 
trary  will  be  benefited  by  the  proposed  structure ;  that  un¬ 
less  the  extension  as  proposed  is  permitted  an  undue  hard¬ 
ship  will  be  experienced  by  the  owners  because  they  cannot 
use  their  business  property  for  the  best  interests  of  their 
business  so  as  to  accommodate  the  increased  business  which 
was  acquired  by  many  years  of  hard  work  and  good  will,  the 
exact  purpose  for  which  said  properties  were  purchased 

many  years  ago ;  and  ,  ,  . 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that'  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  to  permit  the 
extension  of  use  as  indicated  on  plans  filed  with  this  appli¬ 
cation  marked  “Received  April  17,  1946  ,  two  sheets, 
condition  that  the  proposed  extension  of  the  building  sha 
be  constructed  substantially  as  proposed  therein  and  shall 
not  exceed  one  story  in  height ;  that  the  existing  wall  be¬ 
tween  the  proposed  building  and  the  present  adjoining  build¬ 
ing,  under  the  same  ownership  and  control  and  occupied  for 
the'  same  use,  shall  be  continued  with  not  more  than  one 
large  opening  for  automobiles  from  such  building  to  the  pi  o- 
posed  building;  that  such  opening  shall  be  protected  with  a 
fire  door  as  required  for  a  party  wall;  that  any  gasoline 
pumps  within  such  building  shall  be  set  back  from  t 
street  a  distance  of  not  less  than  10  ft. ;  that  no  gasoline 
shall  be  sold  to  passing  motor  velrcles;  that  such  gas  ser¬ 
vice  shall  be  solely  for  the  cars  dealt  in  by  the  agency ;  that 
no  repair  work  shall  be  done  on  the  premises  except  set  dic¬ 
ing  and  repair  for  the  cars  dealt  in  by  such  agency ;  that  any 
signs  erected  shall  be  in  accordance  with  the  zoning  resolu¬ 
tion  thereof,  excluding  all  temporary  signs  and  roof  signs, 
that  the  building  shall  comply  in  all  other  respects  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  resolution. 


418-46-BZ 

APPLICANT— J.  G.  L.  Molloy,  for  Salvatore  Franzone, 


owner. 

SUBJECT— Application  reopened  and  restored  to  the  calen- 
'  dar,  February  11,  1947— Application  (decision  of 
the  borough  superintendent)  under  section  7c  of  the 


zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  construction  of  a  building  to  be  used  as  a 
gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs  (previ¬ 
ously  withdrawn). 

PREMISES  AFFECTED — 137-32  Centerville  street  north- 
west  corner  of  149th  avenue  (Block  11^34,  Lot  36),  l 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES—  T  XT  .  ,  ,  r  u 

For  Applicant:  Henry  J.  Nunck  and  Deorge  B. 

Levy. 

For  Opposition:  None.  ^ 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  „  ,  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioner  ■ 

Blum  and  Deputy  Chief  Guinee  . 3 

Negative:  . . . . . 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (418-46-BZ) 

Whereas  J.  G.  L.  Molloy,  for  Salvatore  Franzone,  owner, 
filed  June  7,  1946,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
construction  of  a  building  to  be  used  as  a  gasoline  service 
station,  lubritorium,  salesroom  and  repair  shop  for  minor 
automobile  repairs;  premises  137-32  Centerville  street,  north, 
west  corner  of  149th  avenue  (Block  11534,  Lot  36),  Ozone 
Park,  Borough  of  Queens;  and 

Whereas,  this  case  was  withdrawn  on  November  Zb,  iy4b 

at  the  request  of  the  applicant ;  and 

Whereas,  the  applicant  requested  reopening  ot  this  appn 
cation  and  further  consideraflon ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  boan 
on  February  11,  1947,  and  set  for  hearing  on  February  Zt 
1947  at  10  A.  M. ;  and 

Whereas,  a  public  hearing  was  held  on  this  apphcatio. 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing,  February  25,  1947,  after  due  notice  by  publication  i 

the’  Bulletin ;  and  .  . 

Whereas,  the  district  maps  accompanying  the  zonin 
resolution  show  that  Centerville  street  is  in  residence  an 
unrestricted  use,  D  area  and  Class  1  height  districts;  49t 
avenue  is  in  residence  and  unrestricted  use,  D  area  and  t  la 

1  height  districts;  and  .  t  . 

Whereas,  the  decision  of  the  borough  superintenden 
dated  May  10,  1946,  re  N.B.  Applic.  4630-46,  reads: 

“1  The  construction  of  a  building  to  be  used  as 
gasoline  service  station,  lubritorium,  sales  room  an 
shop  for  minor  automobile  repairs,  on  a  plot  locate 
in  a  residence  zone,  is  contrary  to  Article  2,  Section 
of  the  zoning  law.”  ■ 

J  1 

^Whereas,  the  applicant  contends  that  a  gas  station  h 
been  on  this  site  since  1929;  that  under  Plan  No.  669  fil< 
March  20,  1929,  with  the  Bureau  of  Fire  Prevention  for  ti 
installation  of  two  550  gallon  gasoline  storage  tanks,  whi< 
plan  was  approved  March  26,  1929,  the  gasoline  service  st 
tion  use  was  established;  that  on  July  16  1931,  Bureau 
Fire  Prevention  Plan  No.  2588,  was  filed  for  the  mstalla 
of  one  additional  550  gallon  gasoline  storage  tank;  tin 
approval  was  granted  by  the  Fire  Department  on  August 
1931  ;  that  the  application  filed  with  the  Fire  Departmd 
at  this  time  showed  the  buildings  constructed  on  the  lot  sr 
stantially  as  they  are  indicated  on  the  plan  which  is  h 
with  this  application  showing  existing  conditions ;  that  p< 
mits  for  gasoline  storage  tanks  at  this  location  have 
issued  every  year  by  the  Fire  Department  since  this  I; 
service  station  was  established;  that  at  the  time  t  e  J 
station  was  established,  the  premises  were  located  in  an  v 
restricted  use  district;  that  the  district  was  changed 
residence  use  district  on  May  15,  1941;  that  however, 
section  opposite  the  property  to  the  east  is  still  m  an  un 
stricted  use  district ;.  that  it  is  proposed  to  reconstruct 
gas  service  station  by  the  erection  of  a  modern  builcli, 
relocating  the  pumps  and  curb  cuts;  that  the  proposed  rec 
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itrtiction  will  enhance  the  value  of  property  in  the  neighbor¬ 
hood  and  will  he  in  harmony  with  the  general  purpose  and 
ntent  of  the  zoning  resolution;  that  this  application  comes 
vithin  the  provision  of  Section  7,  subdivision  c  of  the  zoning 
esolution ;  and 

\\  HEREAS,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

\\  HEREAS,  the  Board  deemed  that  this  was  a  proper  case 
n  which  to  exercise  its  discretion  to  grant  a  variance  under 
.ection  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  district 
egulations  of  the  zoning  resolution  and  that  the  application 
e  and  it  hereby  is  granted  under  section  7c  thereof,  to 
>ermit  the  legally  existing  gasoline  service  station  to’  be 
earranged,  substantially  as  indicated  on  revised  plans, 
larked  “Received  February  19,  1947”  (2  sheets),  on  condi- 
on  that  the  area  of  the  plot  shall  not  be  increased  and 
lat  the  existing  accessory  building  shall  be  reconstructed 
s  proposed  on  such  plans ;  that  the  greasing  equipment 
:iall  he  located  toward  the  center  and  the  balance  of  the 
uilding  arranged  for  office  and  car  washing;  that  the 
xisting  pumps  shall  be  replaced  by  new  pumps  located  as 
idicated ;  that  planting  shall  be  maintained  toward  the  inter- 
ection  of  Centerville  street  and  97th  street,  as  indicated; 
that  the  entire  plot  where  not  occupied  by  accessory  building 
nd  planting  shall  be  paved  with  concrete  or  asphalt;  that 
le  existing  curb  cuts  may  l>e  continued;  that  such  portable 
re-fighting  appliances  shall  be  installed  as  the  fire  commis- 
ioner  shall  direct ;  that  all  permits  required  shall  be  obtained 
nd  all  work  completed  within  six  (6)  months  from  the  date' 
f  this  resolution. 


27-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Theodore  Im- 
biow,  owner. 

UBJECT — Application  reopened  and  restored  to  the  cal¬ 
endar  January  28,  1947  (previously  withdrawn)  — 
re  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
as  an  automobile  repair  shop. 

[REMISES  AFFECTED — 169-189  East  98th  street,  east 
side,  50  ft.  north  of  Dumont  avenue  (Block  3549, 
Lot  2),  Borough  of  Brooklyn. 

PPEARANCES — 

For  Applicant;  Alfred  A.  Lama  and  Theodore 
Tmbiow. 

For  Opposition :  S.  Abrams. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Application  granted  on  condition 

HE  VOTE—  • 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 

HE  RESOLUTION  (527-46-BZ) 


Whereas,  Lama  and  Proskauer,  for  Theodore  Imbiow, 
\ner,  filed  July  9,  1946,  an  application  under  sections  7t 
id  21  of  the  zoning  resolution,  to  permit  in  a  business  use 
strict,  the  erection  and  maintenance  of  a  building  to  be 
■ed  as  an  automobile  repair  shop,  affecting  premises  169-189 
ist  98th  street,  east  side,  50  ft.  north  of  Dumont  avenue 
nock  3a49,  Lot  2),  Borough  of  Brooklyn;  and 
VVhereas,  this  case  was  withdrawn  on  November  26,  1946, 
the  request  of  applicant;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli-. 
'■on  and  further  consideration  under  sections  7i  and  21  of 
c  Zoning  resolution  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
1  January  28,  1947,  and  set  for  hearing  on  February  25,  1947 
19  a.  m. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 


bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

„  ri.iary  25,  1947,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas  the  d  strict  maps  accompanying  the  zoning 
resolution  show  that  East  98th  street  is  in  a  business  use 
,  area  and  class  1  height  district;  Dumont  avenue  is  in  a 
busmess  use,  C  area  and  Class  1  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  18,  1946,  re  N.B.  Applic.  887-46,  reads: 

1.  Proposed  auto  repair  shop  witlrn  a  business  use 
district  is  contrary  to  Art.  2,  Sect.  4a-29  of  the  Zoning 
Resolution. 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
ot  a  plot  180  ft.  2  in.  front  by  88.30  ft.  in  depth,  irregular, 
presently  vacant;  that  it  is  proposed  to  erect  a  building  115 
ft.  front  by  88.30  ft.  in  depth  (irregular),  one  story  (13  ft.) 
in  height,  of  Class  3  construction,  to  be  used  as  an  automobile 
repair  shop  specializing  in  wheel  alignment  and  brake  test¬ 
ing;  and 


Whereas,  the  applicant  contends  that  due  to  the  irregular 
size  of  the  plot  and  because  it  is  surrounded  by  many  non- 
conforming  uses,  this  site  cannot  be  improved  with  a  con¬ 
forming  use;  directly  adjo:ning  to  the  north  in  Block  3549, 
Lot  11,  there  is  a  one-story  public  garage;  that  across  the 
street  in  Block  4633,  Lots  13  and  23  are  both  improved  with 
a  one-story  public  garage;  Block  3548,  Lot  1  is  improved 
with  a  gasoline  station ;  Block  3565,  Lots  30  and  2  are  both 
improved  with  gasoline  stations;  that  the  garages  in  Block 
4633,  Lots  13  and  23  were  both  granted  by  the  Board  of 
Standards  and  Appeals  and  also  the  garage  in  Block  3549, 
Lot  1 1  ;  that  it  is  the  owner’s  contention  that  this  particular 
area  has  been  set  aside  for  the  automobile  industry ;  there¬ 
fore,  in  view  of  the  fact  that  this  plot  is  irregular  and  sur¬ 
rounded  by  nonconforming  uses,  that  the  granting  of  this 
application  will  in  no  way  affect  anyone  in  the  area ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  comnvttee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  a  variance 
under  section  7i  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulat’ons  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7i  thereof  for  a 
term  of  ten  (10)  years  to  permit  the  building  to  be  con¬ 
structed  substantially  as  proposed  and  as  indicated  on  plans 
filed  with  this  application,  marked  “Received  July  9,  1946” 
(3  sheets)  on  condition  that  the  building  shall  not  exceed 
one  story  in  height ;  that  the  building  shall  comply  with  the 
requirements  of  the  zoning  resolution  as  to  area;  that  the 
wall  on  the  lot  line  to  the  east  shall  have  no  openings  therein ; 
that  such  wall  shall  be  continued  southerly  to  the  intersection 
of  East  98th  street,  not  less  than  7  feet  in  height  and 
properly  coped;  that  the  unbuilt  upon  space  shall  be  cement 
paved ;  that  curb  cuts  shall  be  restricted  to  two,  not  over 
15  feet  in  width  each,  one  to  the  space  left  unbuilt  upon 
and  one  to  the  entrance  doorway  to  the  north  on  East  98th 
street ;  that  no  openings  shall  be  constructed  in  the  side  lot 
bne  to  the  north;  that  the  use  of  the  building  shall  be 
restricted  to  the  work  proposed,  consisting  of  brake  testing 
and  wheel  alignment  and  such  repairs  as  can  be  done  with 
hand  tools  only;  that  the  paint  shop  shall  be  eliminated  and 
no  painting  done  on  the  premises;  that  signs  shall  be  re¬ 
stricted  to  a  permanent  sign  attached  to  the  facade  of  the 
building,  precluding  all  temporary  and  all  roof  signs;  that 
no  other  use  shall  be  on  the  premises  other  than  the  repair 
work,  as  proposed,  and  no  cars  shall  be  parked  or  stored 
other  than  those  being  serviced;  that  work  within  the  build¬ 
ing  shall  be  done  only  during  working  hours  from  8:00 
A.M.  to  6:00  P.M.,  excluding  work  on  Sundays  and  legal 
holidays;  that  such  portable  fire-fighting  appliances  shall  be 
installed  as  the  fire  comnrssioner  shall  require;  that  there 
shall  be  no  cellar  under  the  building;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  resolution. 


% 
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597-46-BZ  ,  _  „  . 

APPLICANT — Irving  Kirshenblit,  for  Manuel  S.  Hacker, 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  garage  to  a  printing  shop,  tor  a 
period  of  ten  (10)  years 

PREMISES  AFFECTED — 515  Greene  avenue  north  side 
200  ft.  east  of  Nostrand  avenue  (block  l/v4,  Lot 
81),  Borough  of  Brooklyn. 

APPEARANCES—  , u  , 

For  Applicant:  I.  Kirshenblit  and  A.  Flacker. 

For  Opposition:  None.  ^  r 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  .  g 

Negative:  .  , 

Absent :  Commissioner  Savage . 


he  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied  as 
proposed,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  and  in  all  other  respects  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  that  there 
shall  be  no  signs  erected  on  any  part  of  the  building  or  roof, 
except  there  may  be  a  neat  sign  at  the  entrance  not  over  12 
inches  square;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct  ,  that 
in  the  event  either  building  on  the  adjoining  lots  is  extended 
in  depth,  the  existing  windows  in  the  side  walls  shall  be 
blocked  up  with  approved  masonry ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  six  months 
from  the  date  of  this  resolution. 
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THE  RESOLUTION  (597-46-BZ) 

Whereas,  Irving  Kirshenblit,  for  Manuel  S.  Hacker, 
owner,  filed  August  19,  1946,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  change  in  occupancy  from  garage  to  a  printing  shop  for 
a  term  of  ten  (10)  years,  affecting  premises  515  Greene 
avenue,  north  side,  200  ft.  east  of  Nostrand  avenue  (Block 
1794  lot  81),  Borough  of  Brooklyn;  and  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  jneet- 
ing,  February  25,  1947,  after  due  notice  by  publication  in  the 

B  WHEREAS,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Greene  avenue  is  in  residence  and  business 
use  B  area  and  Class  1*4  height  districts;  Nostrand  avenue 
is  in  a  business  use,  B  area  and  Class  1}4  height  districts; 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  15,  1946,  re  Alt.  Applic.  2338-46,  reads. 

“1  The  change  of  use  from  garage  to  printing  shop 
in  a  residence  use  district  is  contrary  to  Art.  II,  sect.  3 
of  the  Zoning  Resolution.” 

a”w hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  25  ft.  front  by  100  ft.  in  depth,  on  which  is  located 
a  building  25  ft.  front  by  100  ft.  in  depth  (typical  floor  25 
ft.  by  93  ft.),  2  stories  27  ft.,  in  height,  of  Class  3  con¬ 
struction,  presently  used  without  certificate  of  occupancy  as 
printing  shop  and  stockroom;  that  there  are  no  structural 
changes  to  be  made  in  building;  and 

Whf.rfas  the  applicant  contends  that  this  building  wa. 
erected  in  1906  under  Plan  No.  730  and  was  occupied  as  a 
public  garage  on  the  1st  and  2nd  floors  until  about  10  years 
ago  when  this  owner  took  possession ;  that  it  is  proposed  to 
obtain  a  new  certificate  of  occupancy  permitting  the  use  ot 
the  building  as  a  printing  shop  and  stock  room  and  to  em¬ 
ploy  not  over  five  persons  in  the  entire  building ;  that  the 
present  owner  will  operate  the  printing  shop  and  employ  his 
three  brothers,  veterans  of  the  last  world  war,  to  run  the 
printing  presses;  that  the  present  owner  is  now  occupying 
the  building  without  a  certificate  of  occupancy,  due  to  short¬ 
age  in  loft  space  and  it  will  be  impossible  to  find  a  new  place 
in  the  event  he  is  forced  to  vacate ;  that  the  occupancy  o 
a  printing  shop  will  not  affect  the  adjoining  properties  any 
more  than  a  public  garage  has  for  so  many  years  heretofore 

and  it  will  be  less  hazardous ,  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board -deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 


APPLICANT — Max  Hirsch,  for  Edith  and  Sarah  Him- 
melbaum,  owner.  ,  ,  ,  , 

SUBJECT— Application  (decision  of  the  borough  supenn- 
tendent)  under  section  7e  of  the  zomng  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  blacksmith  shop  to  lactory  (manu-> 
factoring  and  renewing  of  Bristlex  brushes). 

PREMISES  AFFECTED — 227-231  Miller  avenue,  east 
side,  100  ft.  north  of  Liberty  avenue  (Block  3601, i 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES—  T.  ,  T  .  T  c  .  , 

For  Applicant:  Max  Hirsch,  Joseph  L.  Stein  and 

Max  Himmelbaum.  _ 

For  Opposition:  Elias  Goldberg,  Mario  Gennusa  and 
Madeline  O’Neill.  _  ,  J 

For  Administration:  Samuel  L.  Becker,  Dept  ot- 
Housing  and  Buildings  and  John  Saunders; 
Board  of  Education.  . 

ACTION  OF  BOARD — Application  granted  on  condition 

THE  VOTE—  .  w  ,  ,  „  .  -  „ 

Affirmative:  Chamman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . ' 

Negative:  . 

Absent :  Commissioner  Savage  . 


THE  RESOLUTION  (608-46-BZ) 

Whereas,  Max  Hirsch,  for  Edith  and  Sarah  Hirnmel 
baum,  owner,  filed  August  26,  1946,  an  application  unde 
section  7e  of  the  zoning  resolution,  to  permit  in  a  resident 
use  d  strict  the  change  in  occupany  from  blacksmith  sno 
to  factory  (manufacturing  and  renewing  of  Bristle, 
brushes),  affecting  premises  227-231  MdEr  avenue,  east  sid< 
100  ft.  north  of  Liberty  avenue  (Block  3961,  Lot  1),  Bor 

ough  of  Brooklyn;  and  .• 

Whereas,  a  public  hearing  was  held  on  this  appheatio 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  mee 
ing,  February  25,  1647,  after  due  notice  by  publication  i 

the  Bulletin;  and  .  . 

Whereas,  the  district  maps  accompanying  the  zonw 
resolution  show  that  Miller  avenue  is  m  residence  ar 
business  use,  C  area  and  Class  1  height  districts ,  1  ^r.i 

avenue  is  in  a  business  use,  C  area  and  Class  1  height  ; 

lf  Whereas,  the  decision  of  the  borough  superintender 
Mated  August  9,  1946,  re  Alt.  Applic.  19-46  reads : 

“1  The  change  of  occupancy  of  this  bldg,  located 
a  residence  use  district  from  blacksmith  shop  to  facto 
is  contrary  to  the  Zoning  Resolution.  Art.  II,  Sect,  c 

lU1  Whereas,  the  applicant  states  that  the  premises  consist 
a  plot  50  ft.  front  by  100  ft.  in  depth  on  which  is  located 
building  20  ft.  front  by  70  ft.  in  depth,  1  and  2  stories,  15  a 
25  ft.  in  height,  of  Class  4  construction  ;  and 

Whereas,  the  applicant  contends  that  a  certificate 
•  occupancy  was  issued  by  the  Bureau  of  Buildings  on  u 
30,  1932, 'allowing  for  the  use  of  the  first  floor  as  a  blac 
smith  shop,  the  second  floor  to  remain  vacant;  that  in  t 
blacksmith  shop  were  open  forges  and  the  former  occupai 
were  permitted  to  use  live  flames  in  connection  with 
forges  and  work  necessary  for  the  smith;  that  the  own’ 
seek  a  present  use  of  premises  in  connection  with  the  ore 
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mg  and  rehabilitation  of  hogs’  hair  and  bristles;  that  such  APPEAR ANCFS 
i  use  is  very  much  less  hazardous  than  the  use  of  oncn  fires  ^KAINILEb— 

m  a  blacksmith  shop;  that  the  only  possible  inflammatory  I’ or  Applicant :  John  J.  Tricarico  and  Chiarina 

materials  that  might  be  used  in  connection  with  the  reliability  v  1  alasciaP°- 

non  ot  bristles  is  carbon  bi-sulphide,  but  these  materials  F  son^?0"  A  S{v*y  %rl: ip-  Margaret  Thomp- 

are  stored  at  all  times  in  a  steel  drum  outside  the  premises  Wo  o  •  1  ,S1A°’  ,George  Sortiano,  Clord 

m  a  manner  which  cannot  possibly  create  a  fire  hazard;  that  CYnI  II  pjam-in  Bufh<  Claude  Mincy,  Alice 

at  no  time  is  there  any  great  quantity  of  such  materials  Caouto’  P°lc-ry’  BerLha  Busb>  Anna 

,  stored  and  at  best  but  a  small  quantity  that  can  be  used-  uputo  Maria  Scorcio,  Michael  J.  Walsh, 

that  the  present  owners,  as  the  former  owners  do  not  have  p  Frank  Caron  and  others. 

more  than  four  people  working  at  any  time;  that  they  like-  F°r  H™I?niStraS°S :  •,  ,Samuel  L-  Becker,  Dep’t  of 

w.se  only  use  the  first  floor,  the  second  floor  being  vacant' ■  ACTION  OF BO^Rnl  A  “  r’T'  ,  • 

that  there  is  no  cellar  or  basement ;  that  at  present  it  is  THE  VOTE  TO  GRANT^  lcatl0n  demed- 
impossible  to  find  other  suitable  premises  for  this  type  of  Affirinative  N  ~ 

work,  that  there  are  no  lofts  available  unless  occupants  NegaHvp-  pi,  " . '•  •  ■  .  0 

were  will  ng  and  able  to  pay  highly  inflated  prices-  that  the  Negative.  Chairman  Murdock,  Commissioner 

owners  purchased  this  building  in  the  mistaken  bel  ef  that  Ah  B  um  and  DeP.uty  Chief  Guinee .  3 

because  a  blacksmith  shop  had  existed  Therein,  they  woufd  Abstnt:  Co"™'“'°ner  Savage .  1 

'»  £ XT  XtX  tXXdXXX  ™f  RES0LU™N  (622-46-BZ, 

,  heterogeneous  one;  that  the  zoning  regulations  were  a  a,nct  7c  of the  zoning  resolution,  to  permit  in  a  business 
Gmnged  just  prior  to  the  purchase  of  subject  site;  that  there  district,  the  change  in  occupancy  from  public  stable  two 

'mcl  '  tl‘l  coJlglomeratlon  of  various  types  of  factories,  forges  Car  garage  and  store  to  proposed  extension  for  garage 

and  other  types  of  heavy  industry;  that  the  .dwellings,  in  ioJ  "lore  than  five  (S)  motor  vehicles,  fuel  oil  and  ice  dock 
such  proportion  as  they  exist  in  the  neighborhood,  are  of  a  affectmg  Premises  9^0  to  954  Bergen  street,  south  side  80 

ohC  rCpairS  ?nd  reconditioning  done  to  the  of  Franklin  aven»e  (Block  1217,  lot  14),  Borough  of 

premises  of  these  owners  have  improved  the  appearance  of  B\°°kl-vn;  and  lgn  ot 

he  neighborhood  rather  than  detracted  therefrom  ;  that  the  t1l  Whereas,  a  public  hearing  was  held  on  this  application  by 
ehabihtation  of  bristles  involves  no  use  of  any  outside  t  B°ard  of  Standards  and  Appeals,  at  its  regular  meeting 
•iructures  or  obstructions;  that  it  involves  no  noise  on  the  1947>  after  due  notice  by  publication  in  the 

.lock  and  creates  no  nu-sance  of  any  nature;  that  the  owners  Bulletin;  and 

ire  vwl hng  to  comply  with  any  regulations  or  suggestions  .  hereas,  the  district  maps  accompanying  the  zoning 

»t  the  departments  of  the  City  of  New  York  relative  do  the  pso^ lution  show  that  Bergen  street  is  in  a  business  use  B 

nemenr °/  the  Pre,mises  if  this  honorable  board  would  busing  classR1^  heigkt  district;  Franklin  avenue  is  in  a 

.rant  the  relief  sought  herein;  and  busmen  use,  B  area  and  class  1 %  height  district  -  and 

Whereas,  the  premises  and  surrounding  area  were  in-  A  WHfR^s’dli5  decision  of  the  borough  superintendent  dated 
pcctcd  by  a  committee  of  the  Board;  and  August  30,  1946  on  Alt.  Applic.  3442-46  reads: 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  ■  '  1  he  ProPosed  change  of  occupancy  of  a  build- 

' J „  1  to  exfrcise  Fs  discretion  to  grant  a  variance  under  ¥  a ,pubhc  stable  and  its  proposed  exten- 

ection  /e  °t  the  zoning  resolution.  ^.Ion  with  the  final  proposed  use  as  a  garage  for  more 

Resolved  that  the  Board  of  Standards  and  Appeals  does  rbai/  nb,ve  n\ot.or  ^ebicles-  the  storage  and  sale  of  retail 

.  eby  make  a  variation  in  the  application  of  the  use  dis-  ,  ,  a ,  ’£e  dock-  in  a  business  use  district,  is  con- 

ict  regukitions  of  the  zoning  resolution  that  the  applica-  t0 , tb^??,nmg  Resolution,  Art.  II,  Sect.  4  (a), 

on  be  and  it  hereby  is  granted  under  section  7e  thereof  for  anr1  (  }  aild  (46F 

term  of  two  (2)  years,  to  pernvt  the  premises  to  be  \V  .  , 

3Jfd  af  ProPpsed  for  the  manufacture  of  brushes,  on  a  n]of  Tf!’  8  ^  a?plicant  s,tat?*tbat  the  premises  consist  of 
mdition  that  only  new  brush  material  shall  be  used;  that  , .  ’ '  ,  h8  irV  pontage  by  128  ft.  6  in.  in  depth,  on  which 
r  chemical  or  other  inflammable  liquid  not  approved  by  the  4  ;n  u,  rn  A %  buddings,  a  two  story  brick  building,  36  ft. 

'conTfl111SS10iien  Sha11  -,e  USed  on  ,he  Premises;  that  the  for  18  horses  wifh  ^  r°f  lot  n°W  USed  as  a  public  stable 

cond  floor  shall  remain  vacant;  that  the  building  shall  also  an  pG  space  f°u  w,agon  storage;  that  there  is 

>t  be  increased  m  height  or  area;  that  no -additional  budd-  used  as  ^  0116  St°ry  bn,ck  building  18  ft-  by  21  ft. 
k  shall  be  erected  on  the  lot;  that  such  portable  fire-  1  3  1  caii  garage,  and  a  one  story  brick  building 

Siting  appliances  shall  be  maintained  as  the  fire  comrnis-  roAleAnA  i-f'T6  14  ft)  «y  21  ft  8  in-  >  that  it  is  proposed 

oner  shall  direct ;  that  no  signs  shall  be  erected  on  the  one  s  to?  hr  1^  Se?°m-  °°r  °f  the  -stable  and  erect  anew 

aiding  except  there  may  be  a  sign  at  the  door  advertising  a  d  extend^n^nShA81011  Sjar£n*  Wlth  fror>t  wall  of  stable 
e  occupancy  prowded  such  sign  does  not  exceed  12  inches  fnr  f Vo  rtK  OT!ards  Bergen  street  for  51  ft.  4  in., 
uare;  and  that  all  permits  required  shall  be  obtained  and  and  store  ,  wfldth  of  tbe  lot ;  that  the  existing  two  car  garage 
!  work,  completed  within  three  months  from  the  date  of  and  Ti  °Llot  IS  to  £e  aIso  demolished,  and  an  ice 

is  resolution;  that  in  all  other  respects  the  building  and  tl  f  f u  dock  and office  is  to  be  erected  in  its  place;  that  it 

cupancy  shall  comply  with  all  laws  applicable  thereto  ‘  a  new  573^  {°  rSta11  a,  5(J-°°  gaIlon  fuel  ojl  tank  and 

11  s.*uiC  uiercio.  ,  a  new  550  gallon  gasoline  tank  for  owner’s  use  onlv-  that 

2-46-BZ  -  faXrXnd  f“e'  0i'  PUmp  be 

rPUCANT-M"  J.  Tricarico,  for  Chiarina  Paiasciano,  fh^&ST  'aTd  td"S  HZ  ^ 

resolution,  to  permit  in  a  business  use  disTricT  hf  Sh  Tf  ?  aTf"  S,'“'  a  tllsla"ce  of  51  ft-  •»  by  full 

S“EXe°xfaSefr gs&r&sz  s?s ste 

oTX  Ice  doX  th“  fiVe  (5>  m°,0r  VehicleS’  fMl  ;™»e<bale  vicinity  isP  hSiily'TfraSn’JiS" virTtli1  W 

“ssMsa  ss  zBt '  “  tttx- ^  s- 

( Block  .217,  Lo,  14),  Borough  of  Brooklyn.  obtaining  fuel  ed  iS  aTlh^rSbTe'^'asThTy8  c'aTI 
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for  and  deliver  their  own  a^ragelo?  par^sT’thafh  Ts  Voposed  to  repaired  boilers  and  boiler 

more’ than  fil/'motor’^ehicles ;  that  the  owner  is  in  die  the  applicant  contends  that  the  plot  is  improved 

fuel  oil  and  ice  business  with  a  fleet  ot  about tten it ruck s  i  ^  twQ  t.wo.story  brick  buildings  on  the  north  half  o  the 
two  passenger  cars  which  are  used to: _  jot  and  a  3  story  brick  buildng  on  the  south  half,  all  ot 

dealers  who  are  scattered  throughout  the  mimed  <  <  •  1  interconnected;  -that  the  plot  is  within  a  manu- 

witli  wholesale  deliveries;  that  these  retail  dealers  f-ictur  in<v  district  and  a  very  small  portion  is  a  residence 

means  of  their  own  for  obtaining  fuel  ^nd  ice ;  J  ^  z‘one  •  that  in  1943  the  Department  of  Housing  and  Buildings 

proposed  garage  will  be  used  t0.  h?us5  a]  Gf  this  approved  plans  and  application,  Alt.  17oS-43  to  change  the 

used  for  servicing  the  community.  ,  that  tpp  ,  tbc  buddings  from  bakery  to  storage  ot  used  boilers 

application  will  not  deteriorate  the  neighborhood  and  will  be  ^ujdloilerpirts;  that  the  work  under  these  plans  was 

of  great  benefit  to  the  residents,  and  in_  aelnyed  because  of  the  war  and  cannot  be  done  at  the  present 

Whereas,  the  premises  and  surrounding  a  .*  .  b  f  prevaiiing  restrictions;  that  it  is  proposed 

spected  by  a  committee  ot  the  Board;  and  .  "  do  the  reauired  work  just  as  soon  as  existing  restrictions 

Whereas,  the  Board  deemed  that  there  was  _  J -  lifted-  that  Zone  Violation  20-1943  was  issued  directing 

tion  for  the  exercise  of  discretion  to  grant  a  zoning  varian  are  >  be  discontinued  since  the  premises 

under  section  7a  and  7c  of  the  ^eso^tion,  Aat  repa ^ring  o  f  ^  district  and  partly  in  a  resi- 

Resolvcdrlhat  the  decision  of  the  borough  super, ntende  ,  are  to  the  southwest  corner  of  the  property 

acting  on  Alt.  Applic.  3442-46,  Objection  1  be  and  it  hereby  dene*  d  s  ,  into  a  residence  district;  that  this  prop- 

is  affirmed  and  that  the  application  be  and  it  hereby  ^tv^as  acquired  by  the  present  owner  in  1936  when  lie 

denied.  district  was  unrestricted  and  the  lessee  has  occupied  the 

-  buildings  since  1936  for  the  storage  of  used  boilers  and  used 

637-46-BZ  .  p  .t  boiler  narts  and  for  repairing  of  used  boilers,  that  the 

APPLICANT— Kitzler  and  Nunck  tor  Bapeck  Leal  .  -r{  is  done  in  a  small  area  about  20  ft  by  2a  ft.  in 

Corp.,  owner  (Empire  Used  Boiler  Supply  Co.,  first  floor  and  no  welding  is  done  on  the  premise^ 

SUBJECT-— Application  (decision  of  the  borough  super-  [hat  the  boilcre," wl|ch  premises 

J  intendent)  under  section  2b  of  the  zoning  resomton,  he ^storage : ‘  d  C0.  issued;  that, only  repa, rs  of 

to  permit  in  a  manufacturing  and  residence  use  dis-  ave  De  W  ^  made  that  used  cast  iron  boilers  are 
trict,  the  repairing  of  used  boilers  and  the  storage,  ‘reccived  and  examined  and  if  required  repairs  are  not 

sale  and  display  of  used  boilers  extensive  they  are  made ;  that  if  extensive  repairs  are  neces- 

PREMISES  AFFECTED-13-19  North  Oxford  street  east  «<  ^  boi|yer  is  taken  apart  and  good  usable  parts  ar, 

side,  108  ft.  5  in.  south  of  Flushing  avenue  (Bloc  re,;>ined  £or  resale  and  the  broken  or  unusable  parts  dis 

2029,  Lots  15-17),  Borough  of  Brooklyn.  ded  •  that  in  view  of  the  fact  that  the  repairing  wa., 

APPEARANCES—  .  ,  ,  ,,  started’ in  1936  when  the  zone  was  unrestricted  and  in  view 

For  Applicant:  Sidney  Kitzler  and  Morris  1  eskc .  *  the  fact  that  oniy  minor  repair  work  is  being  done,  it  i: 

For  Opposit-on :  Joseph  Sicizinano,  Mary  Sexe  an  quested  that  a  variance  be  granted;  that  had  tlie  °™nc 

Viola  Guinone.  T  ,  n._.t  nf  been  properly  advised,  a  certificate  of  occupancy  would  hav 

For  Administration:  Samuel  L.  Beckei,  Dept  been  procured  before  the  zone  was  changed  to  manufac 

ACTION  OFBOARD-Application  granted  on  condition. 

THE  ^Affirmative :  Chairman  Murdock,  Commissioner  raring,  £,h  bd^  dashed  as  w^.n 

Blum  and  Deputy  Chief  Gurnee .  •  di^  ulty .  that  the  erection  of  the  proposed  new  brick  en 

Negative:^  .•••;■•. . c  -  ’  ‘j; .  i  dosed  stair  might  not  have  been  required  because  the  existin 

Absent:  Commissioner  Savage  .  cxjt  facilities  could  be  made  to  comply  with  Sec.  271  of  tli, 

THE  RESOLUTION  (637-46-BZ)  .  Labor  Law;  that  the  proposed  new  stair  was  provide,  j 

w«  r&SM  »sk>  **  c<r 

poration  (Empire  Used  bo  cr  uj  p  of  the  done  in  these  buildings  produces  absolutely  no  fumes,  smo 

coip  -md  display  of  used  boilers,  affecting  premises  13  to  14  reason;  and  . 

North  Oxford  street,  east  side,  108  ft.  5  in.  south  of  Flushing  Whereas,  the  premises  and  surrounding  area  w 

avenue  (Block  2029,  Lots  15  and  17),  Borough  ot  Brooklyn;  spected  by  a  committee  of  the  Board;  and 

and  ,  ‘  ,  •  ..  .  Whereas  the  Board  deemed  that  this  was  a  proper  ca 

Whereas,  a  public  hearing  was  held  on  this  application  Py  wh}ch  tQ  exercise  discretion  to  grant  under  section  7,  su 

the  Board  of  Standards  and  Appeals,  at  its  regular  meet  in*.  cUyision  of  thc  zoning  resolution. 

February  25.  1947,  after  due  notice  by  publication  in  Rcsohedt  that  the  Board  of  Standards  and  Appeals  do 

Bulletin;  and  .  • _ 7rin;n„  bPrehv  make  a  variation  in  the  application  of  the  use  d 

Whereas,  the  district  maps  accompanyin  ,  Jf  tr;ct  regulations  of  the  zoning  resolution  and  that  the  applic 

resolution  show  that  North  Oxford  stree  is  i  ,  ,  be  and  it  hereby  is  granted  under  section  7c,  as  to  u, 

local  retail  and  manufacturing  use,  B  area  and  class  1/.  ti lonbeza  existing  building  shall  not  be  increas 

height  districts;  Flushing  avenue  is  in  t,  mam, factttrtng  use.  on  coni, »»  ttathe  ex  si mg  ^  ^  of  „  b  , 

A  and  B  area,  class  D/2  and  2  height  d, strict ;  and  "merintendent  set  forth  under  Alt.  Applic.  1755-43,  slif 

Whereas,  the  decision  of  the  borough  sviperintencknt  la  beP complicd  with;  that  the  use  of  the  building  shall 

November  14th,  1946  on  Alt  Applic.  175a-43  reads.  compl  the  storage  of  boiler  parts;  that  there  shall  be 

“1.  Repairing  of  Boilers  m  M  qp  0f  Zoning  repair  of  boilers  within  the  building,  except  there  may  ; 

trict  is  contrary  to  Art.  II,  sects.  3  and  41  of  Zoning  a  small  area  as  indicated  on  the  1st  floor  J 

Resolution.  rcpair  sll0p  containing  several  machine  tools,  that  genera 

“whoeas,  the  applicant  states  that  the  premises  consist  of  welding  *  and  2?  adjacent  tei 

a  plot,  99  ft  8  in.  frontage  by  104  ft  7  m.  ,n  depth  trregula  ,  2,“‘s'h^  °Len„e^ rnd  mte  the  same  control;  that  any  lot 

on  which  is  located  a  building  99  ft.  8  in-  run  •  Oxford  street  now  being  used  unlawfully  for 

%  height Tf^clas's  *3 ^constriictfonjpre^enfly  usedlof  the  storage  of  boiler,  or  boiler  parts  within  the  restdenbal  . 
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triit  shall  be  discontinued;  that  any  loading  and  unloading  nf  ioia  .  . 

boiler  parts  shall  take  place  only  during  work  days  between  2404  Chnrrl,  approved  for  gasoline  station  for  premises 
8  AM  and  6  PM  ;  that  in  all  other  resorts  , he  buMtag  a”3  Mrc  Departed Xt  B™*'}™  I 

occupancy  shall  comply  with  all  laws  rules  and  regulation*  tirm-.i  .  i  was  approved  for  one  addi- 

applicable  thereto.  ’  regulations  tional  gasoline  tank;  that  on  September  24,  1927,  plan  #2975 

i  -  berS24)PWP7d,1{0r  ^n7a5ld'tional  £as  tank !  on  Septem- 

1030-46-BZ  t  fni  ’  J92/  P  ^n  t2975-  W2S  aPPr°ved  for  three  additional 

APPLICANT— -Lama  and  Planer,  for  Harry  Passaro,  pAtkW’T®',?* 

Simipr^4.(faS?-ar0?Jro,h?rs'le,ssee)-  CO..  #63586  was  issued;  that  under  Alt  TOWOw  S 

(SU  Jl.cr  Application  (decision  of  the  borough  superin-  Premises  were  converted  from  stable  to  public  garage  •  tint 

tendent)  under  sections  7c  and  21  of  the  zoning  under  B.N.  4201  of  1937  this  occupaLy  wL  changed  m  Si 
Ksolution.  to  permit  in  a  business  and  unrestricted  and  display  of  used  cars  for  which  C.O.  #86944  was  issued  • 
e' ' J:  area  district,  the  erection  of  an  extension  for  diat  it  is  now  the  intention  of  the  owners  to  build  an  exten- 
or  .more  than  five  motor  vehicles,  motor  sipn  occupying  100%  area  of  the  plot  for  the  sale  and  display 
\ elude  repair  shop,  wheel  alignment  and  brake  test-  of  automobiles,  and  minor  repairing  in  conjunction  with 

PREMISES  TfIeTtcXS*  SS???d  T*  ^rvicing  of  automobiles  sold  It  theVemisesTS  imme- 

'  ^  sl rip  7i  r,  I  ED— 2412-24H  Church  avenue,  south  diately  adjoining  the  site  to  the  east  there  is  a  public  garage 

IP  east  of  Bedford  avenue  (Block  5104,  one  story  in  height  occupying  100%  coverage  this  Safe 

APPEARANCES— r°U^  Br0°k'yn'  T  /SX,  by ,  «*  , Board  under'  Cal.  9IVW919  ;  thal  !n 

For  A  nolip  f  a  if  a  \  t  •  ock  a  ®4’  Lot  12,  adjoining  the  premises  to  the  west  there 

F  Hardv  A  frCd  A‘  Lama  and  Keginald  S.  gas  fs^vlf  station  i  that  directly  to  the  north  in  Block 

For  OmSfitinn  •  M  „  °90’  L°  a6  thefe  1S  a  gas  station  •  that  this  proposal  will  in 

For  Ad  °S  U?n '  •  NoneA  T  n?  way  affect  the  general  surroundings;  that  therefore  in 

or  Admimstmtion:  Samuel  L  Becker,  Dep’t  of  yiew  of  the  foregoing  facts,  it  is  respectfully  requested  that 

ousing  and  Buildings  and  John  Saunders,  this  application  be  granted;  and 

ACTION  O R^IOAR  Education.  Whereas,  the  premises  and  surrounding  area  were  in- 

THK  VOTF  J,0AKD— APPllcatlon  granted  on  condition.  spected  by  a  committee  of  the  Board  and  the  Committee 
!  AffiCTV  .  Ar  ,  recommended  that  the  application  be  granted  under  certain 

Affirmative.  Chairman  Murdock,  Commissioner  conditions;  and 

Negative"  ^  DePUty  Chief  Gui"ee .  3  •  W.HEPAS-  the  Board  deemed  that  this  was  a  proper  case 

I  Absent:  Commissioner  Savage .  1  section  7c  of  the  zoning  resolution  as  to  extension  of  use  and 

1HE  RESOLUTION  (1030-46-BZ)  that.  the  applicant  had  substantiated  a  basis  of  appeal  under  . 

Whereas,  Lama  and  Proskauer  for  H-irrv  p,c-,r„  tsef,  ‘?n,  °.  cthe  zoning  resolution  and  was,  therefore,  en- 

nvner  Passaro  Brothers,  lessees,  filed  December  10, cu  ty  and'unnLesslVlSdshipb6  gl'°UndS  °f  practical  diffi’ 

s  rCbSisfa  5  ixxxxiixf  h -  a***  does 

rid.  the  erection  of  an  extension  for  gaJagelor  mole  than  district  reuulati™!  “'frt ”  ‘he.t>PPhcat,on  of  the  use  and  area 

id?’  71  n!' cfsf^r  Bedford  aveim?  (*B  I  Sc  k'  51  oS”  ^Lo  t§<l  sV"  iiSTa  t!lcrexte"sion  of  ,the  existing  building  to  'the  building 

‘lorough  of  Brooklyn  -  and  ’  L  *  5  ’  Vj ‘"n  Ca^  ,°“  revised  plans  filed  with  this  application, 

a uSc^atd sx fsipp di ss £ swjyss 

and  29  of  the  zoning  r?soh£on  ’  S  5  £°  b  e  fireTfighting  aPPhances  shall  be  maintained  as  the 

mLX ^ sr& s ta n  ‘°1  rr*ss A w ,t s 

,d  Section  19e  of  £  X'X" &s=,  Xf'LXaX •  f X  | 

Tofs  rt  s‘  {p. ’it1" f.So ?ras?f,hTtt.  ste 

..struction,  XsaL'Sf  used  SlCthalT  is  ;X,COmp,eted  »'*•"  **  <*  this  reset- 

ojiosed  to  build  an  extension  50  ft.  0V%  in.  front  by  100  ft. 

depth,  using  100%  of  the  area  of  lot,  one  story,  13  ft  9  in  - 

"eight,  ot  Class  3  construction;  and  *  1038-46-BZ 

APPLI^X“a™ fo1'  Tl-ird  A— 

^ i S*S?£ 

,  rire  department  plan  zoning  resolution,  to  permit  in  a  business  and 
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restricted  use  district,  the  storage  of  more  than  five 
(5)  motor  vehicles  and  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 1100  East  177th  street,  south 
side,  between  projections  of  Devoe  avenue  and 
Bronx  Park  avenue  (not  cut  through);  (Block 
3904,  Lot  40),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Stuart  Riedel. 

For  Opposition:  None.  - 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
-pTTT7  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissionei 
Blum  and  Deputy  Chief  Gurnee  .  o 

Negative:  . ;  •  •. . . .  i 

Absent :  Commissioner  Savage  . 


THE  RESOLUTION  (1038-46-BZ) 

Whereas  Stuart  Riedel  for  Third  Avenue  Transit 
Corporation,’  owner,  filed  December  4,  1946  an  application 
under  sections  7a,  7b,  7c,  7i  and  21  of  the  zoning  resolution 
to  permit  in  a  business  and  unrestricted  use  district,  the 
storage  of  wore  than  five  (5)  motor  veh.cles  and  a  motor 
vehicle  repair  shop,  premises  1100  East  i//tn  street, 
side,  between  Devoe  avenue  and  Bronx  I  ark  avenue  (Bloc 
3904  lot  40),  Borough  of  The  Bronx  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regu  a 
meeting,  February  25,  1947,  after  due  notice  by  publication 

U1  Where \setlItheaidistrict  maps  accompanying  the  zoning 

resolution  show  that  East  177th  street  is  in  busmess  and 
unrestricted  use,  A  area  and  class  1)4  height  districts,  an 
Whereas,  the  decision  of  the  borough  supenntendent 
dated  November  6,  1946  pn  amendment  to  Alt.  Applic.  41/  40 

,eadS'“8.  Proposed  use  of  premises  located  partly _in  _a 
business  use  district  and  partly  m  an  unrestricte^.  use 

is^contrary  to®  Art^I,  SeT T(a)  15  of  the  Zoning 

K9SOproposed  use  in  part  of  premises  located  partly 
in  a  business  use  district  and  partly  in  an  unrestricted 

sed  for  storage  of  supplies;  that  it  is  proposed  to  add 
to  the  existing  use,  the  parking  and  stc .rage  of  ™ore  th^] 
five  motor  vehicles,  motor  vehicle  repair  shop,  and  general 
office  that  tllc  offices  will  be  acrossj  the  front  of  the  build- 
ffiV  f’rontimv  on  177th  street  and  part  way  down  the 
westerly  side;  that  the  stores  department  will  be  located 
behind  the  177th  street  office  section  and  to  the  east  westerly 
office  section  -  that  the  portion  in  the  unrestricted  use  distnc 
wall  be  used’  for  the  storage  of  the  omnibuses  and  motor 
"efficle  repair  shop;  that  the  garage  and  motor  vehicle 
repair  shop  will  be  separated  from  the  remainder  b\ 
in  ft  high  sheet  steel  and  wire  fence;  and 

Whereas,  the  applicant  contends  that  the  budding  on 
subiect  premises  is  known  as  the  Bronx  Coliseum  wtucti 
™T,akeP„  over  during  .fie  war  by  .he  Army  and  coher  ed 
into  and  used  as  a  motor  vehicle  repair  shop,  that  tne 
applicant  in  furnishing  bus  transportation  to  the  public 
must  maintain  omnibus  garages  and  repair  shops^n . various 
iu  ritv-  that  inasmuch  as  the  Eompanj  s  v\  esi 
Fa S  property  be  acquired  by  the  City  in  connection 

EroffiX  of  the  Bronx  River  Expressway  i  be- 
necessarv  to  replace  it  with  other  property  ot  large 
in  the  general  vicinity ;  that  the  Coliseum  property 
was  acquired  for  such  purpose;  that  177th  street  on  wluch 
the  CoHseum  fronts,  is  largely  undeveloped,  as  is  the  sur 
rounding  area;  that  one  railroad  structure  adjoins  the 


iect  property  and  a  second  railroad  is  within  -oO  ft.  ot  the 
property;  that  the  proposed  use  ot  the  premises  will  in 
no  way  injuriously  affect  the  character  ot  the  neighbor- 

Whereas,  the  premises  and  surrounding  area  "eic  'n" 
suected  bv  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
sections  7c  and  7i  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica- 
tion  be  and  it  hereby  is  granted  under  sections  7c  and  7i 
of  the  zoning  resolution,  as  proposed  and  as  shown  on  plans 
filed  with  this  application,  marked  “Received  December  4, 
1946“  (4  sheets),  to  permit  the  existing  building  to  be 

occupied  substantially  as  proposed,  on  ^forage  ’of 

not  be  increased  in  height  or  area;  that  the  storage  i 
buses  and  repair  work  shall  be  f  for  . on 

of  the  building  within  the  unrestricted  use  district,  that 
the  portion  within  the  business  use  district  shall  be  used 
for  clerical  and  administrative  offices  and  the  existing 
store  use  and  for  no  other  uses;  that  the  frame  building 
Sed  to  the  east  along  East  177.1,  street  shall  be  removed 
that  such  portable  fire-fighting  appliances  shall  be  main 
tained  throughout  the  building  as  the  fire  commissioner 
shall  direct ;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution.  _ __  , 

1042-46-BZ 


APPLICANT— Harry  P.  Jaenike,  for  157  East  72nd  Street 

ct  TR IFCT— Application  (decision  of  the  borough  supeiin- 
SUBJ  tLenf)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  a  public  ^ 
restaurant,  for  a  term  of  five  (a)  years. 
PREMISES  AFFECTED— 157-163  East  72nd|reefi  nort 
side,  100  ft.  west  of  3rd  avenue  (Block  14U/,  Lot 
29),  Borough  of  Manhattan. 

appearances— 

For  Applicant :  William  J.  Minogue. 

For  Opposition:  J.  W.  Lawrence. 

For  Administration:  Samuel  L.  Beckei,  Dept  iff 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  ( 

Affirmative :  . 

Negative :  Chairman  Murdock,  Commissioner 

'’Blum  and  Deputy  Chief  Gurnee . . 

Absent:  Commissioner  Savage . 


the  RESOLUTION  (1042-46-BZ) 

Whereas  Harry  P.  Jaenike,  for  157  East  72nd  Street 
Corporation,  owner,  filed  December  20,  1946  an  applieati0; 
under  section  7e  of  the  zoning  resolution,  to  permit  in  • 
residence  use  district  a  public  restaurant  for  a  term  ot  fi 
(5)  years,  affecting  premises  U7  to  63  East  72nd  A 
north  side,  100  ft.  west  of  3rd  avenue  (Block  1407,  Lot  2vJ 

Borough  of  Manhattan ;  •  •  .• 

Whereas,  a  public  hearing  was  held  on  this  apphcati  • 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  me 
ing,  February  25,  1947,  after  due  notice  by  publication  i 

the  Bullet  in ;  and  .  ,  • 

Whereas,  the  district  maps  accompanying  the  zonin 

resolution  show  that  East  72nd  street  is  in  residence  an 
business  use.  B  area  anil  Class  M  hejgh  districts  3 
avenue  is  in  a  business  use,  B  area  and  C  lass  1/i  ncigi 

<h  Whereas,  the  decision  of  the  borough  supcruffendent  daU 
December  11.  1946,  re  amend,  to  Alt.  Applic  2292-46  rea 
“A1  Objection  repeated.  Restaurant  m  a  reside: 
district  prohibited  by  Article  II,  Section  3,  of  the  zonn 
resolution.” 

^Whereas,  the  applicant  states  that  the  premises  consist 
a  plot,  110  ft.  frontage  by  102  ft.  2  in.  in  depth,  on  w 
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is  located  a  building,  110  ft.  front  by  82.  ft.  2  in.  in  depth 
Li  stories,  1M)  It  in  height,  of  Class  1  construction,  presently 
used  as  a  multiple  dwelling,  Class  A  and  a  private  restaurant  • 

and  ’ 

\\  hereas  the  applicant  contends  that  when  the  building 
was  originally  designed,  a  large  portion  of  the  first  floor 
and  cellar  was  allocated  to  a  private  restaurant  and  kitchen 
at  winch  time  the  type  of  tenant  required  such  service  as 
the  kitchenettes  were  located  in  closets  projecting  into  the 
living  room;  that  this  in  itself  made  cooking  undesirable 
i  necessitating  this  type  of  .restaurant ;  that  during  the  years 
when  apartments  were  difficult  to  rent,  it  was  found  neces- 
-ary  io  relocate  these  kitchenettes  in  ventilated  spaces;  that 
[tins  changed  the  type  of  tenant  not  requiring  a  private 
restaurant  and  kitchen;  that  this  restaurant,  however 
[acquired  a  following  from  the  original  tenants  in  the  build¬ 
ing  who  now  arc  tenants  in  other  buildings  in  this  localitv 
.dial  the  owners  find  it  difficult  to  enforce  the  requirement 
•  ot  a  private  restaurant  which  would  prohibit  the  admittance 
ait  these  previous  tenants  and  their  friends;  that  at  the 
ipresent  tune  this  restaurant  has  a  liquor  license  which  per¬ 
mits  this  bar  to  remain  open  until  3  A.M.;  that  if  a  public 
/restaurant  be  granted,  the  owners  would  be  pleased  to  accept 
,a  restriction  of  operation  for  luncheon  and  dinner  only  • 
ihat  the  building  is  so  arranged  to  make  it  difficult  to  con¬ 
vert  tins  area  into  apartments  and  accessory  spaces;  that  a 
pareful  survey  ot  the  neighborhood  shows  this  area  has  insuf- 
icient  restaurants  of  the  type  required  by  surrounding 
enants ;  that  an  inspection  of  this  building  will  reveal  that 
he  patrons  are  of  a  quiet  and  dignified  class  and  that  this 
-estaurant  is  a  credit  to  the  neighborhood  and  is  in  great 
demand.  & 

\\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
t.  Whereas,  the  Board  deemed  that  there  was  no  justifica- 
lon  ioi  the  exercise  of  its  discretion  to  grant  a  variance 
inner  section  /e  oi  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
['e  and  it  hereby  is  affirmed  and  that  the  application  be  and 
t  hereby  is  denied. 

1-47-BZ 

APPLICANT— H.  Ferrara  and  V.  Montemora,  lessees,  for 
George  E.  Ivelly,  owner. 

OBJECT— -Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  restaurant  and  rooming  house  to 
restaurant,  cabaret  and  rooming  house  for  a  period 
of  eight  (8)  j-ears. 

vliMISES  AFFECTED— 115  Waverly  place,  north  side, 
-ol  tt.  6  in.  east  o_f^  Avenue  of  1  he  Americas  (6th 
avenue)  ;  (Block  553,  Lot  37),  Borough  of  Man¬ 
hattan. 

PPEARANCES — 

B°r  Applicant :  Vincent  Montemora. 

1-or  Opposition:  Justin  McLoughlin,  M  J  B 
rvagan,  A.  O.  Orza.  A.  Eckvahl,  Joshua  S. 
Chimetz,  Mildred  Milch,  H.  A.  Sheffield,  M.  M. 
Hanley,  J.  H.  Denton,  Allen  J.  Miller  and 
others. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

H  ■  — Application  denied. 

HE  VOTE  TO  GRA NT- 

Affirmative  :  .  q 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage . \ 

HE  RESOLUTION  (61-47-BZ) 

mHEREAS’  H;TF<Lrrara  and  V-  Montemora,  for  George  E. 

nuaVv' mCr  ’inm?  Ferrara  and  v-  Montemora,  lessees,  filed 
iar\  194 7,  an  application  under  section  7e  of  the 
g  resolution,  to  permit  in  a  residence  use  district  the 
nge  in  occupancy  from  restaurant  and  rooming  house  to 
1  raurant  cabaret  and  rooming  house  for  a  period  of  eight 


?feaJS-’  adcct,ng  premises  115  Waverly  place,  north  side, 

7  *  o\6«n'  fro"1  ti1wAveilue  of  the  Americas  (Block  553, 
Lot  37),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 

Februarvd  W  an<!  AppeaIs’  at  its  rt'golar  meeting, 

o  ,,  •  -  :  a*ter  due  notice  by  publication  in  the 

milletin;  and 

Whereas  the  district  maps  accompanying  the  zoning 
esolution  show  that  Waverly  place  is  in  residence  and  un¬ 
restricted  retail  use,  B  area  and  Class  V/>  height  districts; 

r,I«Uiei/°fi  lhCi  Al?ier,cas  1S  111  Meal  retail  use,  B  area  and 
Class  1^4  height  districts;  and 

Whereas  the  decision  of  the  borough  superintendent  dated 
January  6,  1 94-7  re  Alt.  Applic.  2619-46,  reads: 

Al.  1  he  proposed  change  from  restaurant  to 
cabaret,  contrary  to  zoning  resolution.  See  Art.  II, 

^  CU  .  Oi 

and 

H1--KKAS,  the  applicant  states  that  the  premises  consist  of 

11  11  1  r  ,Jr,ont?ge  by  100  ft-  in  dePth-  on  which  is  located 
a  building  18  ft.  front  by  60  ft.  in  depth  at  1st  floor  (18  ft 
by  49  ft.  4  in.  typical  floor),  4  stories,  53  ft.  in  height,  of 
Llass  3  construction;  that  it  is  proposed  to  use  the  restaurant 
as  formerly,  except  to  have  a  piano  to  be  played  only  during 
(  inner  and  supper;  that  no  other  form  of  entertainment  will 
be  used;  that  at  present  there  is  a  mechanical  music  box  on 
the  premises ;  and 

Whereas,  the  applicant  contends  that  the  premises  are  now 
occupied  as  a  restaurant ;  that  upon  applying  for  a  cabaret 
license  he  was  informed  by  the  Building  Department  that 
it  could  not  be  issued  because  of  zoning  restrictions ;  that 
he  is  not  so  much  interested  in  conducting  a  cabaret,  as  most 
ot  his  business  is  a  bonafide  restaurant,  but  he  had  to  applv 
tor  a  cabaret  license  to  get  the  use  of  a  piano,  to  be  played 
01  -  dl11  in£  dinner  and  supper;  that  he  does  not  plan  to  use 
any  other  form  of  entertainment ;  that  he  is  now  using 
mechanical  music  011  the  premises  which  is  under  the  control 
ot  the  patrons  and  at  times  becomes  loud  and  boisterous; 
that  this  kind  ot  entertainment  also  draws  an  undesirable 
clientele;  that  piano  music  can  be  controlled  by  the  manage¬ 
ment  and  is  therefore  more  desirable ;  that  furthermore  a 
limited  cabaret  license  is  requested  only  for  the  duration 
°  aPPhcant  s  lease,  which  is  eight  vears ;  and 
W  hereas,  the  Board  deemed  that  there  was  no  justification 
tor  the  exercise  of  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zomng  resolution. 

. Resolved ,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

645-46-A 

Al  PLICAN  I  Lama  and  Proskauer,  for  Gaetano  Abbale- 
marco,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  REMISES  AFFLk  TED — 253-257  4th  avenue  and  556-564 
) ..arroll  street,  southeast  corner  (Block  961,  Lot  3) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Reginald  S 
Hardy.  * 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  in  view 
of  action  by  the  Board  denying  Cal.  No.  626- 
19-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  1 

Negative  :  . . . ‘ '  q 

Absent :  Commissioner  Savage . '  ’  ’  1 

59-47-A 

APPLICANT— Julius  S.  Rapson,  for  Harry  H.  Hoechle 
owner  (Frank  Carin^  lessee). 
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SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ✓ 

PREMISES  AFFECTED— 245-19  South  Conduit  avenue 
south  side.  109  ft.  east  of  Francis  Lewis  boulevard 
(Block  13615,  Lots  5  and  9),  Rosedale,  Borough 
of  Queens  (Under  section  35,  General  City  Law  re 
bed  of  mapped  street-proposed  widening  ot  South 
Conduit  avenue). 

APPEARANCES— 

For  Applicant;  J.  Rapson.  .  ,  - 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

Tu  u  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gurnee .  jj 

Negative:  . . .  i 

Absent:  Commissioner  Savage  . 


MATERIALS  SUBMITTED  FOR  APPROVAL 
1379-39-SM 


APPLICANT— Nailable  Cinder  Block  Corporation,  owner. 
SUBJECT — Nailable  kinder  Block  Corporation,  kinder 
Blocks,  approval  of. 

APPEARANCES—  „  „  . 

For  Applicant :  George  H.  Krie. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee . 3 

Negative:  . . 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (59-47-A) 

Whereas,  Julius  S.  Rapson,  for  Harry  J.  Hoechle,  owner 
Frank  Carin  lessee,  filed  January  17,  1947,  an  application  to 
permit  the  extension  and  rebuilding  of  an  existing  gasoline 
service  station  on  a  plot  located  in  the  bed  of,  a  mapped 
street  (South  Conduit  avenue)  affecting  premises  24^  19 
South  Conduit  avenue,  south  side,  109.75  fit  east  of  Fr^ics 
Lewis  boulevard  (Block  1361d,  Lots  5  and  9),  Rosedale,  Bor- 

OU\VH°  RrSs”"he  “decision  of  the  borough  superintendent 
dated  January  9,  1947,  on  N.B.  Applic.  9018-46,  reads. 

“1  The  extension  and  rebuilding  ot  an  existing  gaso¬ 
line  service  station,  on  a  plot  located  in  the  bed lo  a 
mapped  street,  is  contrary  to  Article  3,  Sec.  35  ot  the 

General  City  Law.’ 

n\\'HEREAS,  the  applicant  states  that  the  proposed  building 
will  he  one  story,  13  ft.  in  height;  32  ft  by  62  tt.  m  area,  ot 
Class  3  construction,  on  a  lot  124.87  ft.  by  65.80  ft.  m  area 
located  in  a  business  use,  D  area,  klass  1  dis net  and  used 
as  a  gasoline  service  station  and  office  ,  a  plot  1-4.  (  y 

65.80  ft.  in  area  used  as  a  gasoline  service  station  since  19-9, 

Whereas,  the  applicant  contends  that  the  building  in  ques¬ 
tion  will  be  one  story  masonry  construction,  46  ft.  6  m  wide 
and  32  ft  long  and  will  replace  an  existing  gasoline  station, 
that  the  building  is  in  the  bed  of  a  proposed  extension  to 
South  Conduit  avenue;  that  the  office  of  the  1  resident  of  the 
Borough  of  Queens  has  advised  the  applicant  that  the  acti 
sition  of  title  to  this  street  is  not  a  i>ost  war  proceeding  and 
that  there  arc  no  proceedings  pending  at  this  time  to  acquire 
title  -  that  the  building  is  to  he  erected  as  cheaply  as  possible 
as  not  to  increase  the  costs  of  condemnation  proceedings, 
that  it  is  essential  that  the  building  be  erected  as  the  lessee 

has  no  facilities  for  servicing  Ins  cars  under  cover  similar  o 

other  service  stations  in  the  vicinity  and  unless  this  applica¬ 
tion  is  granted  it  will  be  difficult  to  keep  this  lessee  and  there 
will  be  no  return  from  the  property  as  the  property  has  little 
value  for  the  existing  type  of  building ;  that  the  building  will 
comply  with  all  laws,  rules  and  regulations  applying  to  simi¬ 
lar  buildings  on  legal  streets;  that  it  is  therefore  requested 
that  a  variation  of  Article  3,  Section  3d  of  the  General  City 

Law  be  granted  by  the  Board. 

Rewired,  that  the  decision  of  the  borough  superintendent, 
acting  on  N  B.  Applic.  9018-46,  Objection  1,  be  and  it  hereby 
l  modified  and  that  the  appeal  be  and  it  hereby  is  gran  ted 
under  the  powers  vested  in  the  Board  under  Section  35  ot  the 
General  Citv  Law,  to  permit  the  construction  of  the  build¬ 
ings  within 'the  bed  of  a  mapped  street  as  permitted  under 
this  date  under  resolution  adopted  under  kal.  No- ;  ’ 
permitting  the  premises  to  be  occupied  as  a  gasoline  station 
as  therein  set  forth,  on  condition  that  in  the  event  that  ap¬ 
portion  of  the  premises  is  taken  for  street  widening, 
the  owner  will  remove  the  buildings  at  Ins  own  expense  and 
make  no  claim  for  damages  other  than  for  the  value  of  the 
land  so  taken  as  may  be  determined  by  the  court. 


THE  RESOLUTION  (1379-39-SM) 

Whereas,  Nailable  Cinder  Block  Corp.  owner  filed  on 
November  10,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Nailable  Cinder  Block  Corp.,  Cinder  Blocks ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 


REPORT  OF  COMMITTEE  ON  TESTS 

January  21,  1947. 

Re  Cal.  No.  1379-39  S.M.  . 

Subject:  Nailable  Cinder  Block  Corporation,  Cinder 

Blocks,  approval  of.  .  ,  _  . . 

The  Nailable  Cinder  Block  Corporation,  ot  Brooklyn 
New  York  filed  on  Nov.  10,  1939  with  the  Board  of 
Standards  and  Appeals  an  application  for  approval 
under  the  requirements  ot  Section  .k  26-178.0  b  ot  the 
Administrative  Code  &  Rules  of  the  Board  for  the 
manufacture,  testing  and  use  of  concrete  masonry  units 
of  their  cinder  blocks  for  use  in  New  York  City  undei 
Section  C26-305.0  and  C26-309.0  of  the  Administrate 
Code  and  under  the  Concrete  Masonry  Rules  of  th. 

1  °These  concrete  units  (Fig.  A)  are  manufactured  b; 
the  applicants  at  their  plant  at  814-24  East  94th  Street 
Brooklyn,  New  York  in  the  following  nominal  sizes. 

2”  x  8"  x  18"  Cinder  Solid  Non  Load  Bearing 
V’  x  8”  x  18”  Cinder  Hollow  Non  Load  Bearing 
3"  x  8”  x  18”  Cinder  Solid  Non  Load  Bearing 
4"  x  8"  x  18”  Cinder  Solid  Load  Bearing 
4”  x  8”  x  18”  Cinder  Hollow  Non  Load  Bearing 
6”  x  8”  x  18”  Cinder  Hollow  Non  Load  Bearing 
6"  x  8"  x  18"  Cinder  Solid  25%  Void  Non  Load 
Bearing 

8”  x  8"  x  18"  Cinder  Hollow  Load  Bearing 
8"  x  8”  x  18"  Cinder  Solid  Load  Bearing 
10”  x  8"  x  16”  Cinder  Hollow  Load  Bearing 
12"  x  8"  x  16"  Cinder  Hollow  Load  Bearing 
The  method  of  manufacture  is  as  follows :  btea 
cinders  are  purchased  from  Triboro  Carting  ^ompa 
and  in  addition  obtained  from  Schrader  s  Son  In 
Kirkman  Soap  Company  Bush  Terminal  Company  W 
Mergenthaler  Lynotype  Company.  They  are  stock  pil 
for  weathering  and  then  dumped  into  the  receivi 
hopper  by  a  Northwest  Crane.  All  cinders  are  th 
screened  through  a  mesh  revolving  screen.  I 
coarse  particles  going  through  a  New  Holland  16- 
roll  crusher.  The  crushed  clinkers  re“mb>mng  ;  W 
the  screened  out  fines  on  a  conveyor  belt  w  P 
a  magnetic  roll  extracting  all  metal  and  foreign  matt 
From  this  point  all  materials  are  elevated  by  bucf 
elevator  to  an  overhead  bin  and  screened  by  a  D 
Hummer  Vibrating  Screen  into  two  sePar*te  ^o™P , 
ments  (one  for  fines  up  to  %  and  the  other  for  coa 
un  to  7/1 6")  Each  compartment  holds  approxima 
70  cubic  vards.  Material  rejected  by  this  screen 
carried  back  to  a  24x20  Hansen  Crusher  for  recrush n 
At  this  point  the  processing  is  a  closed  cinant 
particles  over  7/16"  circulate  until  passing  through  ■ 

L  Batching  is  done  by  volume  in  a  fixed  volume  c 

tainer  situated  directly  below  the  bin  where ^  prop 
.  r  _ of  rrvarse  and  hne  IS  dun 
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phshed.  Approved  High  Early  Strength  Cement  is 
added  in  the  desired  quantities  and  the  entire  mass 
dumped  into  a  50  cubic  foot  Besser  Batch  Mixer  directly 
Mow  New  York  City  water  is  added  and  gauged 
hv  a  I  ittsburgh  Meter  having  a  large  dial.  This,  with 
an  8  lace  electric  clock  having  a  large  sweep  second 
hand  lor  timing  the  mix  are  located  right  at  the  mixer 
operator’s  position.  The  surface  moisture  content  of  the 
aggregate  is  determined  with  the  aid  of  a  hot  plate, 
fixed  volume  container  and  scale  and  the  proper  allow¬ 
ance  made  in  adding  water.  The  cement  and  aggregates 
rtcti\e  a  one  minute  mix  dry  before  the  water  is  added. 
Total  mixing  time  is  six  minutes.  Continuous  records 


ot  the  water  content,  quantity  of  aggregate  and  cement 
and  time  ot  mixing  are  kept  for  inspection. 

After  mixing,  the  mix  is  dumped  into  a  skip  bucket 
winch  elevates  it  to  the  machine  hopper.  It  then  feeds 
automatically  to  the  mold  box  where  it  is  vibrated  and 
tamped  Machines  jised  for  molding  the  blocks  are  a 
Besser  Super  Vibra-Pac  and  a  Besser  Super  Tamper 
A  tier  moulding,  the  blocks  are  placed  on  racks  and 
moved  to  steam-rooms  where  they  are  cured  by  the 
introduction  of  live  steam  at  10  to  15  pounds  for  ap¬ 
proximately  twelve  hours  in  accordance  with  rule  4  3  11 

StJT  is  gifted  by  a  125  H.P.  Pennsylvania 
Boiler,  fired  by  a  \\  inkier  Automatic  Stoker. 


2"  SOLID 


3  Solid 


4”  Sou  d 


6  Hollow 


®  Hollow/ 


10  Hollow 


|2  Hollow 


Fig.  A 
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Tests 


For  non-load  bearing  blocks  the  mix  was  prepared  in 
4x4  bags  of  cement  batches  as  follows : 

2  x  8  x  18  Solid,  furring 

2  x  8  x  18  Solid,  partition 

3  x  8  x  18  Hollow  partition 

*4  x  8  x  18  Hollow  partition 

*4  x  8  x  18  Solid  partition 

0  x  8  x  18  Solid  (25%  voids)  partition 

*6  x  8  x  18  Hollow  partition 

*  Sizes  selected  for  test  as  representative  of  this  group. 
For  load  bearing  blocks  the  mix  was  prepared  in  5 

bags  of  cement  batches  as  follows : 

*8  x  8  x  18  Hollow 
*8  x  8  x  16  Solid 
10  x  8  x  16  Hollow 
*12  x  8  x  16  Hollow 

*  Sizes  selected  for  test  as  representative  of  this  group. 
The  results  of  tests  of  samples  made  and  tested  in  the 

presence  of  a  representative  of  the  Committee  on  1  ests 
at  Columbia  University  with  results  as  follows : 

Compressive 


Strength,  p.s.i. 


Size 

4x8x18  Solii 


iiiiv**  -  '  '  —  -  • —  - 

6  x  8  x  18  Hollow 
partition — N.L.B. 
8  x  8  x  18  Hollow 

I  I! . 

8x8  x  16  Solitl 

— L.B . 

12  x  8  x  16  Hollow 
—L.B . • 


Width 

Ht. 

Lgth. 

Wt. 

Av. 

Min. 

Max. 

4.02 

8.20 

17.73 

31.9 

2281 

1963 

2330 

5.77 

8.01 

17.74 

23.0 

847 

790 

926 

7.79 

8.08 

17.73 

36.9 

876 

797 

968 

7.87 

8.30 

15.84 

53.0 

1964 

1720 

2100 

11.80 

7.95 

15.82 

49.4 

899 

824 

987 

Absui 

■ption 

8"  x  8"  x  18"  3  Cell  Hollow  Load  Bearing  Cinder  Block 


1 


3  4 


32.1  32.3  32.2  32.8  32.8 


Specimen  No . 

Wt.  after  24  hr.  immersion..  37.5  37.4  37.4  37.3  37.5 
%  Absorption  after  24  hr. 

immersion  .  16.8  16-8  16.1  13.7  14.3 

Net  Volume  (cu.  It.)- . 

Absorption  ( pounds  per  cu 

ft.)  . 


370  .368  .368  .368  .370 
14.6  13.9  14.1  12.2  12.7 
8"  x  8"  x  16"  Solid  Load  Bearing  tinder  Block 


1 


Specimen  No .  1  -  3 

\Yt.  Dry  .  48.5  48.3  47.8  47.7 

Wt.  after  24  hr.  immersion..  55.5  55.0  55.2  55.4 

%  Absorption  after  24  hr. 

immersion  .  14.4  13.9  15.5  16.1 

Net  Volume  (cu.  ft.) . 55  .54 

Usu  rer  c„;  i27  j24  ij5  R0  131 


4"  x  8"  x  18"  Hollow  Load  Bearing  Cinder  Block 

Specimen  No .  1  2  3  4  -'l' 

Wt.  Dry  .  20.7  20.5  21.0  21.0  20.7 

Wt.  after  24  hr.  immersion. .  23.6  23.3  23.5  23.8  23. 0 


%  Absorption  after  24  hr. 
immersion  .  14.0  13.6  11.9  13.3  13.0 


.23  .23  .24  .24 


Net  volume  (cu.  ft.) . 23 

U"  >2.1 10.8 11.6 11.6 


12"  x  8"  x  16"  Hollow  Load  Bearing  Cinder  Block 

Specimen  No .  1  2  3  4^ 

Wt.  Dry  .  45.6  46.2  45.4  45.5  45. .1 

Wt.  after  24  hr.  immersion. .  52.9  53.0  52.4  .■'2.8  52.5 

c/c  Absorption  after  24  hr. 

immersion  .  16.0  14.7  15.4  16.1  U.4 

Net  Volume  (cu.  ft.) . 53  .53  .53  .o3  o3 


The  applicant  has  tiled  approval  of  four  boroughs  as 

follows : 

Letter  of  Approval 

Date  Borough  Signed  by 

5/17/33  Queens  krank  c-  /Keilfr. 

8/2S/30  Brooklyn  Edwin  W.  Kleinert 

5/12/33  Manhattan  Samuel  Fassler 

5/12/33  Bronx  P-  J-  Neville 

Recommendations 

On  the  basis  of  the  foregoing  data,  and  a  re-inspec- 
tion  on  January  22,  1947,  by  Commissioner  C.  M.  Blum 
and  Chief  Engineer  L.  V.  Huber,  the  Committee  on 
Tests  recommends  the  approval  of  the  Nailable  Cinder 
Block  Corporation’s  cinder  blocks  as  manufactured  and 
in  the  sizes  hereinbelow  listed  under  the  Board  s  author¬ 
ity  as  is  provided  in  C26-191.0,a,  C26-309.0  and-the  rules 
of  the  Board  covering  the  subject  matter. 

The  recommended  uses  are  as  follows:  Solid  units 
with  a  compressive  strength  of  1500  p.s.i.  or  more  for 
use  under  C26-309.0,a,b,  d;  Hollow  units  with  a  com¬ 
pressive  strength  of  700  p.s.i.  or  more  for  use  under 
C26-309.0,a  and  d ;  All  other  units  for  use  under  C26- 

^The  list  of  sizes  upon  which  approval  is  recommended 
is  as  follows : 

2  x  8  x  18  Cinder  Solid  Non-load  bearing 

3  x  8  x  18  Cinder  Hollow  Non-load  bearing 

3  x  8  x  18  Cinder  Solid  Non-load  bearing 

4  x  8  x  18  Cinder  Solid  Load  bearing 

4  x  8  x  18  Cinder  Hollow  Non-load  bearing 

6  x  8  x  18  Cinder  Hollow  Non-load  bearing 

6  x  8  x  18  Cinder  Solid  25%  Voids  non-load  bearing 
8  x  8  x  18  Cinder  Hollow  load  bearing 
8  x  8  x  16  Cinder  Solid  load  bearing 
10  x  8  x  16  Cinder  Hollow  load  bearing 

12  x  8  x  16  Cinder  Hollow  load  bearing 

The  following  blocks  may  be  permitted  to  be  uset 
when  exposed  to  the  weather  or  soil : 

8  x  8  x  18  Cinder  Hollow  Load  bearing 
8  x  8  x  16  Cinder  Solid  Load  bearing 
4  x  8  x  18  Cinder  Hollow  Load  bearing 

12  x  8  x  16  Cinder  Hollow  Load  bearing 


L 


/ 


Vs 


.5 


This  approval  is  recommended  on  the  following  coi 
ditions : 

1.  That  these  units  be  manufactured  and  have  tl 
physical  properties  described  herein. 

2.  That  these  units  be  manufactured,  cured,  store 

and  used  in  accordance  with  the  requirements  of  1 1 
Administrative  Building  Code  and  the  Rules  of  tl 
Board  for  the  manufacturing,  testing  and  use  of  coi 
crete  masonry  units.  . 

3.  That  the  units  be  marked,  as  shown  in  big- 
non  load  bearing,  Fig.  2  non  load  bearing  hollow,  ai 
Fig.  3,  non  load  bearing  solid  which  complies  wi 
Rules  8.1,  8.2  and  8.4,  which  method  of  marking 
herebv  recommended  for  approval. 

4.  That  Rule  8.5  be  complied  with.  j 

5.  That  applicant’s  distinguishing  mark  be  as  sliov 

in  Fig.  A.  . 

6.  That  quarterly  test  reports  of  compression  tor  n 
less  than  three  samples  of  each  size  of  block  describ 
herein  and  as  manufactured  during  said  quarter  be  til 
with  the  Board.  Unless  the  tests  are  performed  at 
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\ '  laboratory  approved  by  the  Board,  such  reports  shall 
i  verified  be  tore  a  notarj'  public  or  commissioner  of 
deeds  by  the  person  performing  same. 

(Sgd.)  Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 

Committee  on  Tests. 

tnd 

|  Whereas,  this  report  recommended  the  approval  of  this 

Material. 

Resolz  t  d,  that  the  Board  of  Standards  and  Appeals  does 
icrebv  approve  this  material  in  accordance  with  the  above 

eport. 


39-46-SM 

\PPLICAN1 — Apex  Block  Corp.,  owner. 

SUBJECT— Apex  Block  Corp.,  Hollow  Cement  and  Cinder 
Blocks,  approval  of. 

APPEARANCES— 

For  Applicant :  M.  E.  Leavens. 

•vCTION  OF  BOARD  Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests 
HE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  q 

Absent :  Commissioner  Savage  .  1 

HE  RESOLUTION  (339-46-SM) 

Whereas,  Apex  -Block  Corp.,  owner,  filed  on  May  6 
146,  an  application  with  the  Board  of  Standards  'and 
ppeals  for  approval  of  the  material  known  as  Apex  Block 
orp.,  Hollow  Cement  and  Cinder  Blocks;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  lb,  1947. 

Re:  Cal.  #  339-46-SM 

Subject:  Apex  Block  Corp.  Hollow  Cement  &  Cinder 
Blocks — Approval  of. 

The  Apex  Block  Corp.  of  the  Bronx,  New  York, 

■  filed  an  application  with  the  Board  of  Standards  and 
Appeals  under  the  provisions  of  C26-178.0.b  and  C26- 
309.0  Administrative  Building  Code  and  the  concrete 


Fig.  1 


RuIf?  the  Board  for  approval  of  Apex 
Block  Corp.  Hollow  Cement  and  Cinder  Blocks. 

Description 

1  hese  blocks  are  made  in  one  size  8"  x  8"  x  16" 
see  lug.  1,  partition  and  wall  blocks.  The  cement 

SLTtCOm?°Sed  ?fkone  Part  ccment-  two  parts 
torits  and  3  parts  sand  by  volume  with  seven  gallons 

oi  water  per  bag  of  cement  with  correction  for  con- 

Mvprl  7  The  sand  and  aggregate  are  purchased 
mixed  from  the  Colonial  Sand  Co.  or  Arrow  Builders 

nf  th.  7he\fross  is  measured  by  the  capacity 

of  the  pits;  the  sand  and  aggregate  upon  delivery  to 
plant  are  dumped  in  the  pits ;  then  taken  up  by  means 
ot  a  bucket  elevator  to  two  overhead  hoppers ;  the 
man  at  the  mixer  then  releases  the  batched  quantity 
of  sand  and  aggregate  into  the  mixer;  the  batched 
amount  of  cement  is  added  of  a  type  approved  by  the 
Loan!  It  is  then  mixed  dry  for  at  least  two  minutes 
and  then  wet  for  at  least  four  minutes,  the  proper 
amount  of  water  being  added  and  measured  by  means  of 
a  water  meter  with  a  visible  dial.  After.the  mixing  cycle 
is  completed,  it  is  dumped  into  the  hopper  of  the  tamp¬ 
ing  machine  where  it  is  tamped  and  compressed 
removed  from  the  pallet  and  then  placed  upon  a  rack.’ 
Ine  rack  is  then  moved  into  a  steam  room  with  a  4100 
sq.  ft.  steel  boiler,  pressure  20  lbs.  and  kept  for  at 
least  twelve  hours.  1  lie  block  is  then  moved  into  the 
yard  and  stored  for  a  minimum  period  of  at  least  28 
days.  All  blocks  will  be  marked  as  required  by  the 
.Hoard.  1  he  length  of  mix  is  determined  by  a  12-inch 
clock  in  full  view  of  the  man  at  the  mixer  a’t  all  times 
I  he  cinders  are  purchased  from  the  Colonial  Sand 
Lo.,  the  gross  weight  being  measured  by  the  capacity 
of  the  pits.  Upon  delivery  to  plant  the  cinders  are 
dumped  into  the  pits;  then  by  means  of  a  bucket 
elevator  carried  to  the  overhead  hoppers  where  the 
cmders  are  dropped  on  to  a  vibrating  screen,  permitting 
the  fine  cinders  to  fall  into  a  hopper  below.  The 
larger  sized  cinders  pass  on  and  into  a  cinder  crusher 
where  they  are  crushed  to  a  size  of  jks"  and  less.  These 
cmders  in  turn  fall  into  another  hopper,  thus  having 
separate  hoppers  for  the  fine  and  coarse  cinders.  The 
man  at  the  mixer  makes  up  his  batch  by  releasing  700 
lbs.  -of  cmders  (half  fine  and  half  coarse)  into  the 
mixer .  To  this  is  added  one  94  lb.  bag  of  cement 
(cement  approved  by  the  Board)  ;  this  batch  is  then  dry 
mixed  for  at  least  two  minutes  and  wet  mixed  for  at 
least  four  minutes.  The  quantity  of  water  used  is 
seven  gallons  and  is  measured  by  a  water  meter  with 
a  visible  dial  located  alongside  of  mixer.  The  length 
of  the  mix.  is  determined  by  a  12-inch  clock  which 
is  in  full  view  of  the  mixer  operator  at  all  times. 

After  the  mix  is  completed  it  is  dumped  into  the 
hopper  of  the  tamping  machine  where  it  is  tamped 
into  the  proper  compression.  The  block  is  then  removed 
and  placed  on  a  rack.  1  he  rack  is  then  moved  into 
a  steam  room  and  kept  there  for  at  least  twelve  hours. 
The  block  is  then  moved  into  the  yard  and  stored  for 
a  minimum  period  of  at  least  28  days.  The  steam 
room  contains  radiation  to  give  a  temperature  of  at 
least  180  degrees  Fahrenheit.  In  addition  there  is  a 
1  -inch  line  which  releases  live  steam  to  aid  in  the 
curing  of  the  block.  The  steam  room  is  an  air-tight 
compartment  with  walls  of  concrete  and  cinder  blocks 
and  an  insulated  roof.  The  doors  at  each  end  of  the 
steam  room  are  tight.  All  blocks  will  be  marked  as 
required  by  the  Board. 

On  November  27,  1946,  compression  tests  were  made 
on  these  blocks  which  were  manufactured  at  the  plant 
and  identified  by  the  Committee  on  Tests  and  tested 
as  laid  in  the  wall  at  Columbia  University  (Report 
dated  November  27,  1946)  in  accordance  with  the 
requirements  of  C26-309.0  Administrative  Building  Code. 
The  methods  of  tests  were  those  prescribed  by  C26-326.0 
Administrative  Building  Code. 

The  results  of  tests  were  as  follows: 
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Material  .  77019 

Laboratory  Test  # . 

Mark  on  Test-Piece .  1 

Shape  of  Test-Piece . 

How  Tested  . 

Bedded  with  .... 

Length,  in  inches 
Width,  in  inches. 

Height,  in  inches 


Apex  Block  Corp.  3  Cell  Concrete  Blocks 


7383 3 
9 


83834  83835 

3  4 

3  Cell  Concrete  Block 
Compression— Cells  Vertical 
Cement  Mortar 


83836 


83837 

6 


15.78 

8.01 

7.96 


Area  in  sq 


.  inches .  1£6.4 


Maximum  Load,  in  Pounds. 
Ultimate  Strength,  lbs.  per  sq.  in. 


301,000 

2380 


Weight  of  Specimen,  lbs .  46.0 


15.82 

8.04 

7.72 

127.2 

371,000 

2920 

48.6 


15.75 

8.01 

8.00 

126.2 

350,000 

2770 

49.0 


15.82 

8.01 

7.95 

126.7 

317,000 

2500 

48.2 


15.80 

8.08 

7.90 

127.7 

360,000 

2820 

48.9 


15.80 

8.00 

7.98 

126.4 

297,000 

2350 

48.8 


Material  . 

Laboratory  Test  #.. 
Mark  on  Test-Piece. . 
Shape  of  Test-Piece. 

How  Tested  . 

Bedded  with  . 


Apex  Block  Corp.  3  Cell  Cinder  Blocks 


Diameter  or  width,  in  inches. 


Area,  in  sq.  inches . 

Maximum  Load,  in  lbs . 

Ultimate  Strength  lbs.  per  sq.  in. 


73820 

1 

83821 

2 

73822  73823 

3  4 

3  Cell  Cinder  Block 

73824 

5 

Compression— 

-Cells  Vertical 

Cement  Mortar 

15.82 

8.07 

8.00 

127.7 

136,000 

1060 

32.7 

15.77 

8.06 

8.04 

127.1 

147,800 

1160 

33.6 

15.83 

8.07 

8.17 

127.5 

143,200 

1120 

33.1 

15.83 

8.05 

8.21 

127.4 

177.000 

1390 

35.1 

15.80 

8.06 

8.26 

127.3 

135,700 

1070 

32.5 

73825 

6 


15.78 

8.10 

7.95 

127.8 

148,100 

1160 

33.6 


Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee 
on  Tests  recommends  the  approval  of  the  Apex  Block 
Corp.  Cement  and  Cinder  Block  and  Hollow  Cinder 
Blocks,  size  8"  x  8"  x  16"  L.B.H.f  (as  manufactured 
as  herein  set  forth  at  the  applicant  s  plant)  pursuant 

to  Section  C26-191.0  for  use  under  C26-309.0  and  the 
Rules  of  the  Board  for  use  in  load  bearing  and  non- 
load  bearing  masonry,  as  provided  in  ^ub.  Articte 
of  Art.  9  of  Chapter  26,  Administrative  Building  Code. 
The  approval  is  recommended  on  the  following  condi- 

That  these  units  be  manufactured  according  to  the 

same  specifications  as  herein  set  forth 

2  That  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the 
Administrative  Building  Code  and  the  Rules  of  the 
_ 1  manufacture,  testing  and  use  or  Lon- 


835-46-SM 

APPLICANT— Vincent  Baldi,  owner 

SUBJECT _ Q.E.O.  Hollow  Cement  (Concrete)  Blocks, 

approval  of. 

APPEARANCES— 

For  Applicant:  Vincent  Baldi. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the. Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee . J 

Negative:  . . . , 

Absent:  Commissioner  Savage  . 


Board  for  the  manufacture,  testins 

crete  Masonry  Units.  •  .  t  r> 

3  That  these  units  be  marked  as  required  by  Rules 

8.1,  8.2  and  8.4. 

4  That  Rule  8.5  be  complied  with.  . 

5  That  nine  copies  of  drawings  showing  the  manu¬ 

facturer’s  distinguishing  mark  and  its  method  of 
application  with  the  additional  marks  required  by  Rules 
o  1 _ 1  q  9  cii oil  hp  filed  with  the  Board  and  accepted 


THE  RESOLUTION  (835-46-SM) 

Whereas,  Vinci  Baldi,  owner,  filed  on  October  23,  1  h 
an  application  with  the  Board  of  Standards  and  Appeals  f 
approval  of  the  material  known  as  Q.E.O.  Hollow  Cemen 


(Concrete)  Blocks;  and  ^  Comminee  on  Tests  reads 


Whereas,  the  report  ot 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  17,  1947. 


8  1  and  8.2  shall  be  filed  with  the 
before  the  approval  becomes  effective. 

6  That  quarterly  test  reports  of  compression  for  not 
less  than  three  representative  samples  of  each  size  of 
block  described  herein  manufactured  during  the  quarter 
be  filed  with  the  Board.  Unless  these  tests  are  per¬ 
formed  at  a  Laboratory  approved  by  the  Board,  such 
reports’  shall  be  verified  before  a  notary  public  or  com 
missioner  of  deeds  by  the  person  performing  the  same. 

7.  That  only  approved  aggregates  shall  be  used. 

Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer. 
Committee  on  Tests. 


Re:  Cal.  # 835-46-SM 

Subject:  Q.E.O.  Hollow  Cement  (Concrete) 

Vincen^BffidToT  Corona,  Queens,  filed  an  apphcatio. 
with  the  Board  of  Standards  and  Appeals  under  6 
provisions  of  C26-178.0.b  of  the  Administration  Big 
Code  and  the  Concrete  Masonry  Rules  of  the :  Board M 
approval  of  Q.E.O.  Cement  (concrete)  Blocks 

Fig.  1). 


(Sgd.) 


^Whereas,  this  report  recommended  the  approval  of  this 

^Resolved  that  the  Board  of  Standards  and  Appeals  does 
hefeby  approve  this  material  in  accordance  with  the  above 

report. 


Description. 

These  blocks  are  made  in  one  size,  8'  x  8  x  16  pad 
tion  and  wall  blocks  and  are  composed  of  one  part 
volume  of  approved  portland  cement,  5  part, 
of  sand  and  six  gallons  of  water  per  batch  of  12  bloc 
with  correction  for  contained  water  in  the  sand 
cement  and  sand  are  measured  with  a  one  cu  tt.  1 
until  the  required  amount  is  ready  then  mixed  and  t 
necessary  amount  of  water  added  dur*"S  mixing, 
blocks  are  then  made  in  a  concrete  bloc :  machine 
hand.  They  are  stored  in  an  enclosed  space  pro 
with  heating  and  moisture  equipment  for  three  W ^ 
cure.  They  are  then  allowed  to  stand  twenty-five  nay. 


cure  under  cover.  .  „ 

On  November  27,  1946,  compression  tests  were  m* 
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on  .l,?ese  blocks,  which  were  manufactured  at  the  plant 
and  identified  by  the  Committee  on  Tests  and  tested  as 
laid  in  the  wall  at  Columbia  University  (report  dated 
November  2/,  1946)  in  accordance  with  the  requirements 

Material  . 

Lab.  Test  No . 

Mark  on  Test  Piece . 

Shape  of  Test  Piece . ! . ! . 

How  Tested  . 

Bedded  With  . 

Length,  in  inches . 

Width,  in  inches . 

Height,  in  inches . 

Area,  in  inches . 

Max.  Load,  in  lbs . 

Ult.  Strength,  lbs.  per  sq.  in...'.! 


73814 

1 


15.90 

8.05 

8.3S 

128.0 

428,000 

3340 


73815 

2 


15.78 

8.08 

8.20 

127.5 

480,000 

3760 


of  C26-309.0  Administrative  Building  Code.  The  methods 

t’i  .  R  -mere  t  K)Sf  Prescr’bed  by  C26-326.0  Administra¬ 
tive  Building  Code. 

Results  of  tests  were  as  follows : 

2  Cell  Concrete  Blocks 

73816  73817 

3  4 

2  C  ell  Concrete  Block 
Compression— Cells  Vertical 
Cement  Mortar 


73818 

5 


73819 

6 


Weight  of  Specimen,  lbs .  54.8 

Recommendation. 

On  the  bas:s  of  the  foregoing  data,  the  Committee  on 
lests  recommends  the  approval  of  the  Q.E.O.  Cement 
Concrete  Block,  size  8"  x  8"  x  16"  L.B.S.-(as  manu- 
lactured  as  herein  set  forth  at  the  applicant’s  plant) 
pursuant  to  Section  C26- 191.0  for  use  under  C26-309  0 
and  the  Rules  of  the  Board  for  use  in  load  bearing  and 
non-load  bearing  masonry,  as  provided  in  Sub.  Article 
4  ot  Art.  9  of  Chapter  26,  Administrative  Building  Code, 
the  approval  is  recommended  on  the  following  condi¬ 
tions  : 

1.  That  these  units  be  manufactured  according  to  the 
same  specifications  as  herein  set  forth. 

2.  1  hat  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the 
Administrative  Building  Code  and  the  Rules  of  the 
Board  for  the  manufacture,  testing  and  use  of  Concrete 
Masonry  Units. 

o  i3  o  7hat,  ohre  l,nits  be  marke(I  as  required  by  Rules 
8.1,  8.2  and  8.4. 

-  T'at  Rule  8.5  be  complied  with. 

5.  1  hat  nine  copies  of  drawings  showing  the  manu¬ 
facturer  s  distinguishing  mark  and  its  method  of  appli- 
cation  with  the  additional  marks  required  by  Rules  8  1 
and  8.2  shah  be  filed  with  the  Board  and  accepted  before 
the  approval  becomes  effective. 

6.  That  quarterly  test  reports  of  compression  for  not ' 


55.3 


15.76 

8.08 

8.13 

127.3 

403,000 

3170 

53.7 


15.77 

8.08 

8.21 

127.4 

445,000 

3490 

55.5 


15.75 

8.05 

8.19 

126.8 

416,000 

3280 

Average- 

54.3 


-3360 


15.76 

8.06 

8.28 

127.0 

396,000 

3120 


54.0 


\ 


\ 


‘cO 


\ 


hwi  h,an  Lre?  ''ePresentative  samples  of  each  size  of 
block  described  herein  manufactured  during  the  quarter 
be  filed  with  the  Board.  Unless  these  tfsts  are  per- 
iormed  at  a  Laboratory  approved  by  the  Board,  such 
reports  shall  be  verified  before  a  notary  public  or  com¬ 
missioner  of  deeds  by  the  person  performing  the  same 
/.  i  hat  only  approved  aggregates  shall  be  used. 

(Sgd.)  Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 

an(1  Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
repor?  aPpr°VC  th'S  ma,erial  in  accordance  with  the  above 


A.  I  .  Green,  for  Celotex  Corporation, 


Fig.  1 


968-46-SM 

APPLICANT- 
owner. 

APPEA^AjfcES—  C°mpany’S  Cel°  Sidinff-  approval  of. 
hor  Applicant:  A.  P.  Green. 

ACTION  OF  BOARD— Material  approved  in  accordance 

THE  VOTE ’to’aPPROVkC C°nlnllt,ee  °n  Tes,s- 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  q 

Absent :  Commissioner  Savage .  ] 

THE  RESOLUTION  (968-46-SM) 

Whereas,  A  P.  Green  for  Celotex  Corporation,  owner 

of  dStan  fen'  T  a  1<34f’  aPPlication  with  the  Board 

of  Standards  and  Appeals  for  approval  of  the  material 

known  as  Celotex  Company  s  Celo  Siding ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  968-46-SM 

Subject :  (  elotex  Company’s  Celo  Siding,  approval  of. 

January  22,  1947. 

The  Celotex  Corporation  of  Chicago,  III.,  filed  an 
application  with  the  Board  under  the  mandatory  pro¬ 
visions  of  C26- 178.0, b  for  the  approval  of  (heir  sheath- 
mg  and  siding  material,  known  as  Celo  Siding  for  use 
under  (  26-538.0, h  and  C26-541.0,a. 

Description 

Celo  Siding  consists  of  the  applicant’s  Vapor  Seal 
Sheathing  material  in  thicknesses  of  25/32"  and  V2"  as 
approved  by  the  Board  under  Cal.  199-39-SM  except 
that  the  \  apor  Seal  Sheathing  is  provided  with  an  addi- 
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tionul  coat  of  asphalt  on  one  side  into  which,  while  hot, 
is  embedded  mineral  granules  for  the  purpose  of  pro¬ 
viding  a  finished  surface.  It  is  available  m  sheets  4  it. 
by  8  ft.  and  4  ft.  by  10  ft.  The  physical  properties  of 
Celo  Siding  are  the  same  as  Vapor  Seal  Sheathing  as 
described  on  page  1370  of  Bulletin  30,  dated  Septem 
ber  26,  1939. 

Recommendation 


and 


“1.  Proposed  arrangement  of  second  means  o 
egress  from  cellar  and  first  floor  not  acceptable^  a 
it  does  not  lead  directly  to  the  street,  as  require 
in  Sec.  271  Labor  Law.” 


On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  Celo  Siding  as 
manufactured  by  the  Celotex  Corporation  under  the 
Board’s  authority  as  provided  in  C26-191.0,a  as  a  sheath¬ 
ing  material  for  use  under  C26-538.0,b  and  as  a  siding 
material  in  Minor  Wood  Frame  Structures  as  provided 
in  C26-541.0,a  on  condition  that  in  all  other  respects  Celo 
Siding  is  made,  used  and  labeled  or  tagged  as  follows-: 
“Approved  by  the  Board  of  Standards  and  Appeals  f  >r 
use  in  New  York  City  under  Cal.  968-46-SM. 


(Sgd.) 


Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Tests. 


and 


1Whereas,  this  report  recommended  the  approval  of  this 

'^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


Adjourned:  1:35  P.  M. 


Joseph  J.  Doyt.e,  Chief  Clerk. 


Whereas  the  applicant  states  that  the  building  is  2  storie 
(26  ft.)  in  height,  51  ft.  5j4  in.  by  86  ft.  in  area  at  h 
floor,  51  ft.  5 y2  in.  by  48  ft.  in  area  at  typical  floor  of  cla< 
3  construction,  erected  in  1911,  located  on  a  lot  al  ft.  5/ 
in.  by  95  ft.  in  area,  in  an  unrestricted  use,  A  area  and  Clas 
2  height  district  and  used  and  occupied  since  1911  cl 
follows :  cellar — stamping  metal  badges  and  storage  c 
metal  partitions — 2  persons;  1st  floor — assembling  met; 
partitions,  flffice  and  stamping  badges — 13  persons;  2r 
floor — polishing  metal  badges  and  office  /  persons ,  th. 
the  building  is  equipped  with  one  3  ft.  8  in  wide  woe 
stairs,  brick  enclosed,  equipped  with  fireproof  selt-closn 
doors  and  leading  directly  to  the  street,  but  not  to  the  ro< 
and  there  is  one  fire  escape  at  the  front  of  the  buildin 
leading  to  the  street  by  a  drop  ladder;  that  windows  ai 
doors  on  the  course  of  the  fire  escape  are  not  fireproof  sel 

closing;  and  ,  1ft.,  i 

Whereas,  Violation  6011  issued  September  30,  1946,  w, 
for:  1.  no  second  means  of  exit  is  provided  from  east  ar 
west  portions  of  cellar  and  west  portion  of  first  floo 

2.  automatic  doors  protecting  openings  in  stair  enclosu 
cellar  and  1st  floor  are  obstructed  and  not  in  working  orde 

3.  combustible  materials  stored  in  stair  enclosure  in  cell 
and  that  west  exit  1st  floor  has  been  cut  ofif  by  erection 
building  to  the  west ;  and 

Whereas,  on  October  15,  1929,  the  Board  granted! 
variation  of  the  Labor  Law  as  to  item  1  of  order  54415-1, 
on  the  condition  among  others,  that  a  horizontal  exit 
provided  in  the  westerly  gable  wall  at  the  rear  of  t 
premises,  opening  to  the  adjoining  open  yard  to  the  west 
the  first  stpry  with  egress  therefrom  directly  to  the  stree 
and 


Whereas,  the  applicant  states  that  until  recently,  t: 
pcriiT  at?  MFFTTNG  second  means  of  egress  on  the  1st  floor  consisted  of  a  dr 

REGULAR  •  -  -  5n  the  west  wall  leading  to  the  adjoining  vacant  lot;  til 

rPT  1FSDAY  AFTERNOON,  FEBRUARY  25,  1947.  recently  owners  of  the  adjoining  lot  erected  a  one  str 

•  .  building  and  thereby  cut  off  this  means  of  egress;  that! 

Present:  Chairman  Murdock,  Commissioner  Blum  and  js  now  proposed  to  provide  a  new  remote  means  of  egr- 

Deputy  Chief  Guinee.  from  both  the  cellar  and  the  1st  floor,  consisting  of  a  3 

. _ -  wide  fire  escape  leading  to  the  adjoining  roofs  to  the  wej 

APPEALS  FROM  ADMINIS1  RA  I  1VF.  DECISIONS.  Whereas,  the  applicant  contends  that  in  case  of  em 
.  gency,  the  distance  to  which  the  occupants  of  these  pry 

1 000-46- A  p  ;  •  Servicing  ises  can  travel  on  the  adjoining  roof,  is  approximately  ! 

APPLICANT — Lekoy  A.  ferry,  foi  I  artiti  -  g  ^  and  ;n  vdew  Gf  the  fact  that  the  conditions  arc-pr 

Co,.  Inc.,  owner.  .  ,  .  .  ticallv  the  same  except  for  the  first  floor  as  those  un 

SUBJECT— Appeal  from  a  decision  of  the  borough  super-  Roard  granled  a  modification  under  Cal.  308-2'; 

intendent.  t  t,  nnd  ;n  view  of  the  further  fact  that  it  is  proposed  to  ft 

PKF.MISF.S  A FFFCTE')-1 34-136  Char  «  s  rec  s™  ^  ^  a(kl;tiona|  means  of  egress  from  the  first  floor  * 

side,  131.1  ft-  east  of  \\  ashington  cellar,  it  is  requested  that  the  Board  grant  favorable  Cl 

_  _  031.  Lot  13),  Borough  of  Manhattan.  sideration  to  this  appeal. 

APPF.ARANCF.S  ,  ,,  A  p  Resolved,  that  the  decision  of  the  borough  superintencj 

Fr  A1^  nls, rati, m  Samuel  L  Becker  Dep’t  of  on  B.N.  Applic.  2970-46,  objection  1,  be  and  it  herebj, 

H*i„e  ^and  Buildings  and  that  the  appeal  be  and  it  hereby  is  granled 

.  i  Tinv  OF  RO  ARD  Anneal  ^ranted  on  condition.  condition  that  in  lieu  of  the  means  of  exit  from  the  i 

££15  womtf  B0AR1)-Appeal  grantCd  fire  escape  as  permitted  by  the  Board  to  the  former  ou 

Affirmative  ■  Chairman  Murdock,  Commissioner  under  Cal.  308-29-S  on  October  15,  1929,  and  in  the  e'f 

ROm  cnrl  Denntv  Chief  Guinee  .  3  the  building  is  extended  as  proposed  and  as  indicated! 

XT  B!um  an  1  -  0  plans  filed  with  this  appeal  marked  “Received  November! 

r^n-tmieVinner'  Savage . 1  1946”,  three  sheets,  the  existing  fire  escape  may  termi « 

Absent .  k‘  on  the  extension  roof  as  proposed,  provided  access  is  J 

THF  RFSOLUTION  (1000-46-A)  mitted  by  the  adjoining  owner  to  the  west  to  the  adjon) 

Whereas  LeRoy  A.  Perry,  for  Partition  Servicing  Co.,  roof;  that  on  such  adjoining  roof  there  shall  be  a  J 

Tnr  owner  filed  December  10,  1946,  an  appeal  from  a  ladder  maintained  of  sufficient  length  to  reach  from  ■ 

decision  of’  the  borough  superintendent,  affecting  prem-  parapet  of  such  one  story  building  to  either  WashmJ 

decision  o  ,  = •  ■  south  side  131  1  ft.  east  of  street  or  Charles  street;  that  the  requirements  of  the  1 

Washington  street  (cellar  and  first  floor)  ;  (Block  631,  Lot  lution  adopted  by  the  Board  on  October  la,  1929  under  < 

titrV  f  Manhattan  -  and  308-29-S  as  to  bars  on  windows  shall  be  complied  with , 

3Whi°reas  the  decision  of  ‘the  borough  superintendent,  in  all  other  respects  the  building  and  occupancy  shall  j 

dated  November  4,  1946,  on  B.N.  Applic.  2970-46,  reads:  ply  with  all  laws,  rules  and  regulations  applicable  there 
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1080-46-A 

APPLICANT— Soontup  and  Rapson,  for  Accurate  Brass 
Go.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  p 

PREMISES  API- E(  i  ED— 84-20  72nd  drive,  south  side,  of 

206ll  ft  west  of  88th  street  (Block 
*  t .  (3837),  Lots  444  and  456 — formerly  4  and  6) 

Glendale,  Borough  of  Queens  (Under  section  36] 
uenei  al  City  Law  re  building  not  facing  legal 
street).  b 

vPPEARANCES — 

For  Applicant :  Julius  S.  Rapson. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

'HR1  VOldf  B0ARD— APPeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  "  ‘  q 

Absent :  Commissioner  Savage  .  1 

HE  RESOLUTION  (1080-46-A) 

Whereas,  Soontup  and  Rapson,  for  Accurate  Brass  Co. 
.vner,  hied  December  31,  1946,  an  application  to  permit  the 
ection  and  maintenance  of  a  building  not  fronting  on  a 
apped  street,  pursuant  to  Section  36  of  the  General  City 
jw  and  an  appeal  from  a  decision  of  the  borough  super- 
tendent  a  fleeting  premises  84-20  72nd  drive,  south  side  of  a 
&wWay’  £  west  of  88th  street  (Block  3810 

*?>’“**  444  and  456—  formerly  4  and  6),  Glendale,  Bor- 
gh  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
ted  January  31,  1947,  on  Alt.  Applic.  3224-46,  reads: 

1.  Proposed  extension  to  existing  building  is  con¬ 
trary  to  Art.  2,  Sect.  36  of  General  City  Laws  as  build¬ 
ing  does  not  face  on  a  legal  street. 

2.  Existing  building  is  contrary  to  Article  2,  Section 
oi  General  City  Law  as  building  does  not  face  on  a 
legal  street. 

B°ndlI^„°f  brick  and  block  walls  contrary  to  Sect. 

,  0.*T.£.£  Oi  D.U. 

J 

the  applicant  states  that  the  building  is  1  story 
8  ft,8}T)  >n  height;  80  ft.  10  in.  by  160  ft.  9  in.  in  area; 

,  ed  1^38;  of  Class  3  construction;  on  a  lot  220  ft  by 
uf  V?  area>  ln  an  unrestricted  use,  A  area  and  Class  1 
gnt  district,  and  used  and  occupied  since  erection  as  a 

nr  ’  u  Personsl  that  it;  is  now  proposed  to  extend  the 
ldlnS  ny  the  erection  of  a  one  story  extension  80  ft.  10  in. 

30  ft.  in  area,  as  indicated  on  plans  hied  with  this  appeal ; 
t  no  change  in  use  or  occupancy  is  proposed;  and 
■Vhereas,  the  applicant  states  that  Objection  1,  issued  by 
borough  superintendent  on  Alt.  Applic.  3324-46,  refers 
the  proposed  one  story  extension  80  ft.  10  in.  by  30  ft. 
irea ;  that  the  existing  building  referred  'to  in  Objection  2 
led  by  the  borough  superintendent  is  one  story  in  height 
“ted  under  N.B.  Applic.  1748-38  and  is  80  ft.  by  160  ft.  9 
in  area,  and  18  ft.  in  height ;  and 
iVhereas,  the  applicant  contends  that  the  existing  build- 
i  erected  in  1938,  and  the  proposed  extension  face  on  a 
lt-oi -way,  serviced  with  water,  gas,  electricity  and 
fers  as  indicated  on  survey  hied  with  this  application  •  ’ 
•there  are  no  mapped  streets  in  this  block;  that  the 
■dings  comply  in  all  other  respects  with  the  requirements 
buildings  erected  on  lots  facing  on  mapped  streets;  and 
tends  as  to  Objection  3,  that  it  is  proposed  to  use  a 
ier  course  every  seventh  course ;  that  the  owner  retained 
icoustical  engineer  and  in  accordance  with  his  suggestions 
doped  this  windowless  type  extension  of  hollow  cinder 
k  construction  to  absorb  and  eliminate  the  maximum 
junt  of  noise;  that  the  extension  will  be  faced  with 
k  to  match  the  existing  factory;  that  the  code  requires 

ur  j°urse  every  sixth  course:  that  it  is  proposed  to 
a  header  course  every  seventh  course  in  order  to  use 
cinder  blocks  together  to  get  the  greater  amount  of 
•rption  area ;  that  this  method  of  bonding  is  permitted 
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walls  ^  SSJ  if  ?«  residencej  undf-r  Section  9.1.8.1.1  for  8  in. 
2  n’£  -A  Pr9P°sed  to  build  the  non-bearing  walls 

6  in' thick  -m-  cmder  .^ocks  and  the  bearing  walls 

un  wit  M  ,  H  in:,cinder  blocks  1  that  walls  will  be  laid 

with  tWrLl  *  P?,rt  aAd  cement  mortar  and  will  comply 
with  the  Code  in  all  other  respects;  that  the  construction 

waTserved  ”£ftfSary  ?°  eIi.minate  noise  for  which  the  owner 

ment  S  HeaTth  abatCment  °rder  from  the  DePart- 

on^AH^  Amllic1  3224^' k°n  of  t!,e  borough  superintendent 
,,  .  .1  yvPP/.lc-  3224-46  be  and  it  hereby  is  modified  and 
lat  the  application  be  and  it  hereby  is  qranted  under  the 
powers  vested  in  the  Board  under  Section  *Tof the  General 

o  [he  buildaiLt0a,0nJeCtl0nS,  1  a’ld  V°  Permit  the  erection 

ot  the  building  as  proposed;  as  to  objection  3  that  the  nro- 
posed  extension  may  be  constructed  as  proposed  with  bond- 

otLrCrry  STnthu  CT^.°f  brick  on  condition  that  in  all 
°£,e  respects,  the  building  and  occupancy  shall  comply 

with  all  laws,  rules  and  regulations  applicable  thereto. 

10-47-A 

APPLICANT — John  Meli,  owner. 

U  intra den?631  fr°m  a  decision  of  the  borough  super- 

PREMISES  AFFECTED — 78-02  to  78-04  Queens  boule- 
vard,  southeast  corner  of  Hillyer  street  (Block 

Queens133^  ^0t  ^^burst,  Borough  of 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
a  Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  .  3 

IN  CgcltlVC  \  .  Q 

Absent :  Commissioner  Savage  . !...!.!  1 

THE  RESOLUTION  (10-47-A) 

Whereas,  John  Meli,  owner,  filed  an  appeal  from  a  deci- 
f  10n°fA  ,the  borough  superintendent,  affecting  premises  78-02 
to  /«-U4  Queens  boulevard,  southeast  corner  of  Hillyer 
street  (Block  2453,  part  of  Lot  44),  Elmhurst,  Borough  of 
Queens;  and 

Whereas,  when  this  case  was  called  for  hearing  no 
appearance  was  made  on  behalf  of  the  owner,  although  duly 
notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
tor  lack  of  prosecution. 


14-47-A 

APPLICANT— Reynold  E.  Paufve,  for  Foster  D.  Snell, 
Inc.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 29  West  15th  street,  north  side 
495  ft.  east  of  6th  avenue  (Block  817,  Lot  25)] 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Schmeidler. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (14-47-A) 

Whereas,  Reynold  E.  Paufve,  for  Foster  D.  Snell,  Inc., 
owner,  filed  January  2,  1947,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  29  West  15th 
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street,  north  side,  495  ft.  east  of  6th  avenue  (Block  817, 

T  nt  25")  Borough  of  Manhattan;  and  . 

Whereas,  the  decision  of  the  borough  superin  en ‘  > 

dated  December  20,  1946,  on  amendment  to  Alt.  Applic. 

4  “4.r  Windows  on  the  course  tof  the  fire  escape  to  be 
fixed  or  automatic  fire  windows.  lO./.b.  L-ocie. 

^Whereas  the  said  amendment  proposed  to  leave  the 
exSfng  wood  windows  in  the  front  of  the  budding  from 
the  2nd  to  the  10th  floors  instead  of  changing  them  to 

fireproof,  self-closing  windows  as  ^^^P^lO^stodes 
Whereas  the  applicant  states  the  building  is  10  stones 

(100  to)  in  height  25  to  by  94  feet  "  area,  of  Oass  1 
construction,  erected  in  1905,  located  on  a  lot  -  . 

105  feet,  5  inches  in  area,  in  an  unrestricted  use,  B i  area  and 
riass  2  height  district;  used  and  occupied  since  1926  in 

accordance  with  resolution  adopted  by  the  Board  under 

Tal  265  46-S  as  follows :  Cellar,  boiler,  coal,  storage,  1 
nerson  1st  floor!  store,  5  persons;  2nd  floor,  furniture  re- 

inclusive' 

if  E"  t».M  tba'1  Z°^ 

;ncr’  is  equipped  with  an  approved  standpipe  system,  mteri 

BqSSiSVJSFSs^S 

liiliiiii 

W^H"hinapp.S.  contends  it  to  con 

obtain  the  speaal  sues  of  would  postpone  the 

olh*e'l£udin/ since  Ae^P^y^.tonred 

SaS-SrefearsaSS 

been  removed  and  all  new  the  roof 

the  existing  interior  ^^^^fireproof  partitions  separate  the 
and  on  front  windows  and  m 

passage  to  *ese  stair  the  space  between  the  stairs 

general  private  ottices  0^upy  1  the  fire  stairs  is 

5Vd,'e?  from  ™ front  windows  wS'means  that  a  front 
fire  escape  is  o[  jittl<'  ,|nportanc<:  «<-C|.t  “  *  e  ,he 

approved  occupancy  ^here  rvere  .  that  the  new 

"o?  upaXney,  “consists  of consulting  -Jgg; 

maintaining  testing  .  Wx>™ton»  for  chern^sto  P  y 
micro  and  bio-chemical  analyses,  that^wnue  ^  ^  .g 

vents  are  used  tn^use  by  skilled  technicians;  that  the 
restricted  to  laborato  >  manaeed  by  the  owners  and 

building  will  be  occupi  jar  intervals ;  that  in  addition 

for\hernfireCaaniabrem'’syi«em,rX’aernSe  building  will  be  tied 


together  with  an  intercommunicating  telephone  system 
whereby  the  occupants  may  be  warned  of  any  danger  and 

hXrXT*at'riieandyecSn  of  the  borough  superintendent 
on  amendment  to  Alt.  Applic.  1915-46.  objection  4  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  herein 
a ranted  on  condition  that  the  windows  on  the  course  of 
the  fire  escape  at  the  front  of  the  building  shall  either  be 
made  automatic  fireproof  windows  complying  with  the 
requirements  of  the  code  or  that  the  existing  wood^hand 
frames  shall  be  covered  with  gaDamzed  metal  to  the  satis^ac 
tion  of  the  borough  superintendent;  that  in  all  other  re  pcct. 
the  building  shall  comply  with  all  laws,  rules  and  regulation; 
applicable  thereto  for  the  occupancy  as  Proposed  si: mi  ar  ( 
wliat  was  approved  by  the  Board  under  Cal.  265-26- b,  whet 
the  building  was  formerly  occupied  for  factory  use ;  that  t  n 
installation^ or  reconstruction  of  the  windows  as  herein  pro 
vided  shall  be  completed  within  six  (6)  months  from  the  dat< 

of  this  resolution. 


APPUCANT— Soontup  and  Rapson,  for  Accurate  Bras 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin 

PRFMISFS6 AFFECTED— 84-20  72nd  drive,  south  side  c 
RDht-of-Way,  206.41  ft.  west  of  88th -street  (Bloc 
58 ffl  (3837)  Lots  444  and  456 — formerly  4  and  6 
Qendile8:  Borough  of  Queens,  (under  s 
General  City  Law  re  building  not  fronting  o 
legal  street). 

APPEARANCES— 

For  Applicant:  Julius  S.  Rapson.  . 

For  Administration:  Samuel  L.  Becker,  uepi 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  V  Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gurnee . 

Negative:  - •  •  •. . . . 

Absent :  Commissioner  Savage  .  j 


THE  RESOLUTION  (53-47-A)  J 

gSTSi  ^.“u^nfS 

Section  36  of^Ui^Cleneral  C'*y  Law,  for  permissiwi  tc^ere 

a  building  not  facing  on  a  mapped  street,  attecting  L 
8W0  72nd  drive,  south  f  Si  anddV 

dated  January  16,  1947,  on  Alt.  A#c  3  -1  ,  reads 

T^nilrlinp'  does  not  i3.ee  on  3  legal 

a“wHEREA|e  the  9PJ^jc9nl  states  that  ^the^budding^s  j 

to?ri20  ft.  fron7by  265  'ft.  in  depth,  in  an  unrestricted'; 

^nce  l^^fo^th^ma  ilufacdUing^lid  storage 
hat  no  change  in  use  or  occupancy  is  proposed  ;  that  Ce 
cale  ”o°f.  Occupancy  33385  issuer ^  October  22  HWj, 
completion  of  work  on  N.B.  PP 

use  of  the  building  for  factory;  and  ,  nrfV.ess; 

Whereas,  other  bmldingT 

obtaining  permission  for  the^  er th  building  in  question  : 
this  property,  it  developed  that “ City  Law 
also  in  violation  of  Section  legalize  the  buiP 

an  alteration  application  was  ^  objection  whic| 

and  the  borough  superintendent  issued  the  oDjecuo 

the  subject  of  this  application ;  and  ^  right.of.; 

uponThkhthis6 bffiS"faces  isM  ft 
SrfS^^  ^se^afindEted  on  s» 
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fed  with  this  application;  that  there  are  no  mapped  streets 
fi  tins  block;  that  the  owner  manufactures  brass,  copper 
d  aluminum  forgings  and  intends  to  use  the  building  for 
e  storage  and  fabrication  of  rough  castings;  that  as  the 
.ding  complies  with  all  rules  and  regulations  applying  to 
nnar  buildings  fronting  on  mapped  streets,  it  is  requested 
at  a  variation  be  granted  pursuant  to  Section  36  of  the 
ineral  City  Law. 

Resolved,  that  the  decision  of  the  borough  superintendent 
'  Alt.  Applic.  35-47  be  and  it  hereby  is  modified  and  that 
-  application  be  and  it  hereby  is  granted  under  the  powers 
sted  in  the  Board  under  section  36  of  the  General  City 
w,  as  to  objection  1,  on  condition  that  in  all  other  respects, 

*  building  and  occupancy  shall  comply  with  all  laws  rules 
d  regulations  applicable  thereto  as  required  for  a  similar 
ilding  when  erected  facing  on  a  duly  opened  street  and 
ler  than  as  modified  by  the  Board  under  Cal.  942-46-A. 


47-A 


’PLICANT — Samuel  Gardstein,  for  Smilen  Holding 
|  Corp.,  owner. 

OBJECT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 


.EMISES  AFFECTED — 47-02  Metropolitan  avenue  and 
19  Woodward  avenue,  southeast  corner  (Block  3375, 
Lot  1),  Maspeth,  Borough  of  Queens.  (Under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street — 
Metropolitan  avenue.) 

PEARANCES— 


For  Applicant :  Samuel  Gardstein. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TIONOF  BOARD — Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage . : .  1 


E  RESOLUTION  (75-47-A) 

/hereas,  Samuel  Gardstein,  for  Smilen  Holding  Corp., 
ler,  filed  January  28,  1947,  an  application  pursuant  to 
ion  35,  General  City  Law  re  bed  of  mapped  street — 
ropolitan  avenue,  affecting  premises  47-02  Metropolitan 
lue  and  19  Woodward  avenue,  southeast  corner  (Block 
Lot  1),  Maspeth,  Borough  of  Queens;  and 
hereas,  the  decision  of  the  borough  superintendent, 
d  January  15,  1947,  re  Alt.  Applic.  3450-46,  reads : 

“1.  The  proposed  pump  house  located  in  the  bed  of 
mapped  street  is  contrary  to  sec.  35  of  the  General  City 
Law.” 

hereas,  the  applicant  states  that  the  building  is  three 
ies  and  basement  (50  ft.)  in  height,  163.4  ft.  by  62  ft. 
rage),  in  depth,  located  in  an  unrestricted  use,  A  area 
Class  1*4  height  district;  erected  1924,  and  used  and 
pied  since  1926  as  follows:  basement,  storage  of  non- 
Bustible  materials,  10  persons;  1st  floor,  storage  and 
e,  4  persons;  mezzanine,  office,  3  persons;  2nd  floor, 
s  and  storage,  12  persons;  3rd  floor,  storage,  3  persons; 

1  the  building  is  equipped  with  a  two  source  sprinkler 
m,  two  interior  4  ft.  wide  fireproof  stairs,  one  of  which 
s  to  the  roof  bulkhead  and  both  to  the  street ;  and 
hereas,  the  applicant  states  that  it  is  proposed  to  erect 
ick  pump  room  enclosure  adjacent  to  the  building,  the 
p  room  to  be  12  ft.  by  13  ft.  average  in  area,  and  8  ft. 
m  height,  to  enclose  a  pump  supplying  well  water  for 
geration  in  the  building;  and 

hereas,  the  applicant  contends  that  the  proposed  widen- 
vill  not  take  place  in  the  near  future  and  it  is  agreed  to 
late  that  if  and  when  Metropolitan  avenue  is  widened, 
awners  will  remove  the  pump  room  at  their  own  ex- 

2;  and 

hereas,  C  ertificate  of  Occupancy  No.  Q30727  was 
a  April  14,  1944,  upon  completion  of  work  under  Alt 

>c.  559-43. 


n,RAShVCAd’  fh<Ht  f!e/is,ion  of  the  borough  superintendent 
°,n  A Applic.  34.i0-46,  be  and  it  hereby  is  modified  and 
that  the  application  be  and  it  hereby  is  granted  under  the 
powers  vested  in  the  Board  under  Section  35  of  the  General 
City  Law,  as  to  objection  1,  to  permit  the  construction  of  the 
proposed  pump  room  as  indicated  on  plans  filed  with  this 
application  marked  “Received  January  28,  1947”  on  condi¬ 
tion  that  in  the  event  a  portion  of  the  premises  is  condemned 
by  the  city  for  street  widening,  the  owner  will  remove  this 
bin  king  at  his  own  expense  and  make  no  claim  for  the 
building  or  removal  of  same. 


112-47-A 


APPLIC. ANT  Brooklyn  Cornell  Utilities,  Inc.,  for  Estate 
of  Max  Nathan  and  Nathan  Manufacturing  Co 
owners. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

I  REMISES  AFFECTED — 406-424  East  106th  street,  north 
side,  113  ft.  east  of  1st  avenue  and  405-427  East 
105th  street  (Block  1699,  Lot  41),  Borough  of  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  Irving  S.  Hannes. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  IDeputy  Chief  Guinee  .  3 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (112-47-A) 

Whereas,  Brooklyn  Cornell  Utilities,  Inc.,  for  Estate  of 
Max  Nathan  and  Nathan  Manufacturing  Co.,  owner,  filed 
February  5,  1947,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  406-424  East  106th  street 
north  side,  113  ft.  east  of  1st  avenue  and  405-427  East  105th’ 
(Block  1699,  Lot  41),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  13,  1947,  re  Misc.  F.P.  Applic.  4280-46,  reads: 
“1.  Tank  location  and  protection  contrary  to  Rule 
6.4.  Oil  Burner  Rules.” 

and 

\\  hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  250  ft.  by  201.10  ft.  in  area,  located  in  an  unrestricted 
use  A  area  and  Class  2  height  district  and  used  and  occupied 
since  1924  for  the  storage  and  fabrication  of  steel;  and 
Whereas,  Certificate  of  Occupancy  7955  issued  April  10 
1924  against  premises  420-424  East  106th  street,  permitted  its 
use  as  a  factory  and  office;  and 
Whereas,  the  applicant  contends  that  the  present  location 
of  oil  tank  with  protective  enclosures  was  completed  before 
plans  were  fully  approved ;  that  to  move  the  tank  now 
would  entail  financial  hardship  for  the  contractor;  that  the 
entire  building  is  under  one  ownership;  that  the  nearest 
building  to  the  boiler  room  and  storage  shed  against  which 
the  tank  is  located  is  40  ft.  distant. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Misc.  F.  P.  Applic.  4280-46  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


124-47-A 

APPLIC  ANT — Mark  Simpson  Mfg.  Co.,  Inc.,  lessee,  for 
Thomas  Daly,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED— 32-28  to  32-42  49th  street, 
west  side,  331  ft.  9  in.  north  of  Northern  boule¬ 
vard  (Block  734,  Lots  47-56  inclusive),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant:  Albert  W.  Schreier.  • 

For  Administration :  Thomas  A.  Larkin  Fire 
Dep’t. 


/ 


■V 
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ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  w  J  „ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  . . 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION  (124-47- A) 

Whereas,  Mark  Simpson  Mfg.  Co.,  Inc.,  lessee,  for 
Thomas  Daly,  owner,  filed  February  11,  1947,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  32-28  to  32-42  49th  street,  west  side,  331  ft  9  in.  north 
of  Northern  boulevard  (Block  734,  Lots  47-56  inclusive), 
Long  Island  City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 

January  24,  1947,  reads:  .  f 

“This  will  acknowledge  receipt  of  your  letters  o± 
December  26th  and  January  21st,  wherein  you  request 
a  permit  for  employees  to  smoke  in  certain  areas  ox 
your  factory  building  situated  at  the  above  mentioned 

premises.  ,  ,  .  , 

You  are  advised  that  your  request  must  be  denied 
for  the  reason  that  smoking  is  prohibited  by  mandatory 
provisions  of  the  Labor  Law  and  the  Rules  of  the 
Board  of  Standards  and  Appeals.  _ 

You  may  appeal  this  decision  within  30  days  to  the 
Board  of  Standards  and  Appeals,  Room  1015  Munic¬ 
ipal  Building,  Manhattan.” 

Whereas,  the  applicant  states  that  the  building  is  1 
story  (13  ft.)  in  height,  300  ft.  by  100  ft.  in  area  on  a  lot 
300  ft.  by  100  ft.  in  area,  Class  3  construction  ;  located  in  an 
unrestricted  use,  B  area  and  Class  1J4  height  district;  erected 
in  1946  and  used  and  occupied  since  erection  for  the  manu¬ 
facturing  of  electronic  equipment,  150  persons;  and 

Whereas,  Certificate  of  Occupancy  Q34762  issued  May 
16,  1946,  permits  the  use  of  the  building  as  a  factory  with 
an’  occupancy  of  175  persons  and  describes  its  construction 
as  fireproof ;  that  the  building  is  equipped  with  a  one  source 
sprinkler  system  and  an  interior  fire  alarm  system ;  that  fire 
drills  are  not  maintained;  and  . 

Whereas,  the  applicant  contends  that  the  building  is  fire¬ 
proof,  equipped  with  fire  retarded  self-closing  doors,  pro¬ 
tected  by  a  completely  supervised  sprinkler  system  with  four 
exit  doors  along  the  front  of  the  building,  plus  two  garage 
type  doors  at  either  end  of  the  building,  which  provide 
additional  exits  in  the  event  of  emergency;  that  permis¬ 
sion  to  smoke  is  requested  in  the  general,  and  executive 
offices  designated  A  and  B  and  in  the  men’s  and  women’s 
rest  rooms  and  wash  rooms  as  indicated  by  D  on  the  plans 
filed  with  this  appeal ;  that  these  designated  portions  are 
entirely  enclosed  in  fireproof  partitions,  protected  by  self- 
closing  fire  retarding  doors;  that  the  premises  are  pro¬ 
tected  by  a  one  source  central  station  alarm  system,  super¬ 
vised  with  two  central  station  manual  fire  alarm  boxes, 
which  supervision  includes  monthly  checking  and  testing  of 
the  sprinkler  system;  that  the  general  and  executive  offices 
are  equipped  with  an  intercommunication  system  and  the 
plant  is  equipped  with  a  public  address  system  so  that 
notice  of  fire  can  be  broadcast  immediately ;  that  the  re¬ 
quired  number  of  fire  pails  filled  with  water,  plus  twelve 
fire  extinguishers  are  maintained  on  the  premises ;  that  per¬ 
mission  is  also  requested  to  allow  smoking  in  the  engineer¬ 
ing  office  designated  C  on  plan  filed  with  this  appeal ;  that 
this  office  is  entirely  enclosed  in  metal  and  glass  partition 
running  to  the  ceiling;  that  the  door  leading  to  this  office 
from  the  general  and  executive  offices  is  a  fire  retarding 
self-closing  door;  that  the  door  leading  from  the  engineer¬ 
ing  office  to  the  factory  is  metal  and  glass  self-closing*;  that 
the  materials  manufactured  are  not  of  an  inflammable  type  ; 
that  if  permission  to  smoke  as  requested  is  not  granted,  it 
will  result  in  a  hardship  to  the  employees;  that  a  lunch 
service  is  provided,  enabling  the  employees  to  eat  in  the 
building  and  in  addition  to  the  lunch  hour,  two  10  minute 
rest  periods  at  10  :30  in  the  morning  and  3  :30  in  the  after¬ 
noon  are  provided;  that  if  employees  are  not  permitted  to 


smoke  in  the  building  they  will  have  to  go  out  in  inclement 
weather;  that  since  the  general  and  executive  offices  ano 
wash  rooms  are  completely  shut  otf  from  the  factory  by  fin 
brick  walls  and  fire  retarded  doors,  it  is  lelt  that  permis 
sion  to  smoke  would  not  entail  any  added  fire  hazard. 

Resolved,  that  the  decision  of  the  fire  commissioner  datei 
January  24,  1927  be  and  it  hereby  is  modified  and  that  th. 
appeal  be  and  it  hereby  is  granted  on  condition  that  nr 
smoking  shall  be  permitted  within  the  premises,  except  n 
the  rooms  marked  A,  B,  C  and  D  as  herein  proposed,  tha 
the  partitions  shall  extend  to  the  ceiling  and  shall  be  mam 
tained  as  proposed  with  self-closing  doors;  that  signs  shal 
be  posted  as  may  be  required  by  the  fire  commissions 
stating  that  smoking  is  permitted  within  such  areas ;  tha 
receptacles  for  smokers  refuse  shall  be  installed  as  th 
fire  commissioner  shall  direct ;  that  the  sprinkler  systei 
and  other  fire  protective  equipment  as  proposed  shall  b 
maintained  to  the  satisfaction  of  the  fire  commissioner  ;  th; 
this  variance  shall  continue  only  so  long  as  the  building 
occupied  as  proposed  and  to  the  satisfaction  of  the  fire  corr 
missioner.  -L  j 


141-47-A 

APPLICANT— O’Brien  Fortin  Inc.,  for  Dun  and  Brat 
street  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  supe 
intendent.  . 

PREMISES  AFFECTED— 326  Broadway,  east  side,  73  1 
6  in  north  of  Pearl  street,  552  Pearl  street  and  9 
98  Worth  street  (2nd,  3rd  and  4th  floors)  ;  (Blo< 
157,  Lot  4),  Borough  of  Manhattan. 

APPEARANCES—  _  .  .  ,  . 

For  Applicant:  Frank  M.  Johnson  and  John 

Fleming.  *  , 

For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition.  ( 
THE  VOTE—  ,  ,  ^ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . | 

Negative :  . 

Absent :  Commissioner  Savage  . 


THE  RESOLUTION  (141-47-A) 

Whereas,  O’Brien-Fortin  Inc.,  for  Dun  and  Bradstn. 
Inc.,  owner,  filed  February  10,  1947,  an  appeal  from  a 
cision  of  the  borough  superintendent,  affecting  premises  . 
Broadway,  east  side,  75  ft.  6  in.  north  of  Pearl  street, 
Pearl  street  and  96-98  Worth  street  (2nd,  3d  and  4th  floor: 
(Block  157,  Lot  4),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintend! 
dated  February  3,  1947,  re  Alt.  Applic.  69-47,  reads . 

“1.  For  change  of  occupancy  (factory  to  office  Did. 
obstruction  of  landings  by  doors  not  acceptable.  ►  • 
6.4.1. 1.” 

Whereas,  the  applicant  states  that  the  building  is 
stories  (74  ft.)  in  height,  75.5  ft.  by  175  ft.  in  area  o 
lot  75.5  ft.  by  175  ft.  in  area;  Class  2  construction  locatei 
an  unrestricted  use,  B  area  and  Class  2J4  height  distr 
erected  in  1907  and  used  since  erection  as  follows:  Le.' 
rubber  footwear  storage;  subcellar,  office  machine  repa ; 
1st  floor,  store  (stationary)  ;  2nd  floor,  storage  of  shoes* 
floor,  office,  machine  assembly;  4th  floor,  vacant;  5th  n 
shoe  storage;  proposed  to  be  used  and  occupied:  Lei 
subcellar  and  1st  floor,  no  change;  2nd  floor,  offices, 
persons ;  3rd  floor,  offices,  95  persons;  4th  floor,  offices, 
persons ;  5th  floor,  same ;  that  the  building  is  equipped  \ 
a  two-source  sprinkler  system  throughout  and  an  appro 
standpipe  system;  an  interior  fire  alarm  system  and  reg- 
monthly  fire  drills  are  maintained ;  that  there  are  four 
proof  stairs,  3  ft.  6  in.  wide,  enclosed  in  6  in.  terra  c 
partitions,  equipped  with  kalamein,  self-closing  doors, 
ing  directly  to  the  street,  three  of  which  are  provided 
ladders  and  scuttles  to  the  roof;  that  there  is  one  ext! 
stairway  at  the  rear,  extending  to  the  roof  by  stairs, 
egress  from  its  termination  at  the  second  floor  level  tnr . 
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,orth  street  stairs;  that  windows  and  doors  on  the  course 
the  exterior  stairs  are  fireproof  self-closing;  and 
Whereas,  the  applicant  contends  that  the  present  use  is 
at  ot  varied  manufacturing  and  warehousing  of  various 
pes  of  inflammable  merchandise;  that  the  proposed 
, tango  ot  use  to  oltice  will  decrease  the  hazard  and  danger 
overloading  the  floors;  that  the  live  and  dead  loads  will 
:  considerably  reduced ;  that  the  present  excessive  storage 
inflammable  materials  will  be  discontinued;  that  the 
esent  lour  fireproof  stairways  and  rear  fire  escape  pro- 
tie  safe  egress  to  three  streets;  that  the  stairs  are  not 
^eater  than  7p  it.  trom  any  point  on  the  floors;  that  the 
oposed  repairs  include  improving  the  sanitary  facilities 
te  installation  of  fire  resisting  floor  coverings,  low  type 
ice  partitions  providing  easy  access  to  the  existing  means 
egress ;  and  & 

Whereas  the  applicant  states  that  no  structural  changes 
e  involved  and  requests  the  Board  to  grant  the  appeal  and 
rmit  the  use  and  occupancy  as  herein  described. 
esolved,  lrat  .c!fc‘s^?n  ilie  borough  superintendent 
APP^-  6?'47  objection  1,  be  and  it  hereby  is 
Hiificd  and  that  the  appeal  be  and  it  hereby  is  granted  on 
ndition  that  in  lieu  of  the  vestibules  at  the  stairways  the 
isting  stairways  shall  be  maintained  as  indicated  on  plans 
!‘d  with  this  appeal  marked  “Received  February  10  1947  ” 
s'|C€ts;  that  the  fire  escape  stair  in  the  rear  court  shall 
maintained  with  a  fireproof  passage  as  an  exit  on  the 
ond  floor  to  the  stair  leading  to  Worth  street ;  that  the 
inkier  system,  standpipe  system,  interior  fire  alarm 
tem  and  other  systems  shall  be  maintained  to  the  satisfac- 
-:i  ot  the  fire  commissioner;  that  in  all  other  respects  the 
aiding  and  occupancy  shall  comply  with  all  laws,  rules’ and 
ulations  applicable  thereto;  that  this  variance  shall  apply 
■>  to  the  building  while  it  is  used  throughout  for  office 
upancy  above  the  first  floor. 


4-39-A 

Cortland  Realty  Co.  of  New  York,  owner. 
J£'tjJAppicatlon  for  consideration — reopening  as  to 
additional  order  for  sprinkler  system— re  Appeal 
from  a  decision  of  the  borough  superintendent  (pre¬ 
viously  granted  on  condition  as  to  order  of  fire 
commissioner  and  decision  of  the  borough  superin¬ 
tendent). 

EMISES  AFFEC  TED— 15-17  Pearson  street,  east  side,' 
mU  tt.  south  of  Northern  boulevard  (Block  84 

Queens  10  ^  L°ng  Island  City’  Bor°ugh  of 

[PEARANCES— 

For  Applicant:  Jerome  E.  Malino. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
r  Housing  and  Buildings. 

10.N  OF  BOARD— Appeal  reopened,  subject  to  usual 
procedure. 

E  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

,  Negative:  . '  ‘  ‘  q 

Absent :  Commissioner  Savage . 1 


46-A 

\ n5rmNI~£tla?tic  Burner  Supply  Co.,  Inc.,  owner. 

-Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Appeal  from  de¬ 
cisions  of  the  borough  superintendent  (previously 
Rented  on  condition). 

■A1ISES  AFFECTED— 100-08  and  100-10  Atlantic  ave¬ 
nue,  south  side,  70.56  ft.  east  of  100th  street,  1st 
floor  (Block  9376,  Lot  5),  Richmond  Hill,  Borough 
of  Queens. 

’EARANCES— 

For  Applicant:  Herbert  Cowan. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


ACTION^OI^  BOARD — Appeal  reopened,  subject  to  usual 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 
„  B  um  and  Deputy  Chief  Guinee  .  T 

Negative:  .  . . q 

Absent :  Commissioner  Savage .  j 


326-46-A 

APPLICANT— Lama  and  Proskauer,  for  Edgemere  Garage 

SUBTFET  Aa  Cr  I^-’  °Ter’  (Rex  Curtain  Corp.,  lessee.) 
-UBJECI  Application  for  consideration — reopening  and 

amendment  of  resolution  re  Appeal  from  a  decision 
o  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 50-01  Rockaway  beach  boule- 
vard  south  side  from  Beach  50th  to  Beach  51st 
streets  (Block  3d6,  Lot  20),  Rockaway  Beach,  Bor¬ 
ough  of  Queens  (under  section  35,  General  City 

APPEARANCEbSe-0f  mapped  street~Beach  51st  street). 
For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

OF  BOARD— Request  to  reopen,  withdrawn 
THOPEN— :  T0  WITHDRAW  REQUEST  TO  RE- 

Affirmative  .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  ”*  q 

Absent :  Commissioner  Savage . ]  [  [  [  l 

1043-46-A 

A I  PLICANT  Arthur  F.  Winter,  for  195  Broadway  Corp 

CTiT3Ti7^ner  W-  Woolworth  Co.,  lessee). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 176-184  Fulton  street,  20-24 
Dey  street  and  45-51  Church  street,  east  side,  from. 
Hilton  to  Dey  streets  (basement)  ;  (Block  80,  Lot 
4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Chester  A.  Arthus. 

A^PT^^Ad"Fn.istration:  Peter  Maher,  Fire  Dep’t. 

AC  1  ION  OF  BOARD — Laid  over  to  March  4,  1947  at  2 
P.  M.  at  request  of  applicant’s  representative. 

46-47-A 

APPLICANT— Benjamin  Saltzman,  Borough  Superintend- 
ent.  Department  of  Housing  and  Buildings. 

OWNER  OF  PREMISES — 97  Associates,  Inc.  (Margaret 
Residences,  Inc.,  lessee). 

SUBJECT— Application  for  revocation  of  Certificate  of 
Occupancy  #110641-44. 

I  REMISES  AFFECTED — 91-99  Columbia  Heights  and 
1-9  Orange  street,  northeast  corner  (Block" 219,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Saltzman,  Paul  Windels, 
Morris  Hannes  and  Russell  J.  Dunachie. 

For  Owner:  Nelson  Olcott. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  TION  OF  BOARD— Laid  over,  no  date  set  for  decision 
by  the  Board  without  further  argument. 

123-47-A 

APPLICANT— Lama  and  Proskauer,  for  Theodore  Rosen¬ 
berg,  owner. 

SUBJECT  Appeal  trom  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 623  Linden  boulevard,  north¬ 
west  corner  of  East  45th  street  (Block  4865,  Lot 
26),  Borough  of  Brooklyn. 
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APPEARANCES—  ,  ,  a  _  ,,  .  v 

For  Applicant:  Alfred  A.  Lama,  Maurice  R. 

Biederman  and  Benjamin  Rosenberg.  ( 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  11,  194/  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 

Board. 


ZONING  APPLICATIONS 

575-32-BZ 

APPLICANT— Charles  M,  Spindler,  for  Mary  Cavallaro 
and  Harriet  Sweeney,  owners.  . 

SUBJECT— Application  for  consideration— reopening  ana 
approval  of  plans  re  Application  (decision  ot  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7f  for  a  term  of  years, 
permitting  in  a  business  use  district,  the  recon¬ 
struction  and  extension  of  existing  gasoline  service 

PREMISES°AFFECTED— 242-02  to  242-12  Merrick  boule¬ 
vard  and  133-41  to  133-45  242nd  street,  southeast 
corner  (Block  13206  (3645),  Lots  17  and  19), 
Rosedale,  Borough  of  Queens. 

APPEARANCES—  ,  _ 

For  Applicant:  Joseph  C.  Haus 
For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  plans 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gurnee .  4 

Negative  :  . . .  . 

Absent :  Commissioner  Savage  . 

THE  RESOLUTION  (575-32-BZ) 

Whereas,  this  application  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station  for  a  temporary  term,  affecting  Premises  southeast 
corner  of  Merrick  road  and  242nd  street  (Block  364  L 
19)  Rosedale,  Borough  of  Queens,  was  granted  bj 
Board  on  February  28,  1933  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  Pebruary  io, 

1938  and  lanuary  14,  1947;  and  ,  .  . 

Whereas,  the  applicant  requested  the  approval i  of  plans 
in  accordance  with  the  provisions  of  the  resolution  of 

thaf  'tbe  Board  of  Standards  and  Appeals  does 
hereby  affrovc  plans  as  n  substantial  comp  ™ 

rermirements  of  the  resolution  of  January  14.  194/,  m  so 
far  as  the  plans  indicate  the  requirements  of  such  resolution 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME  AND 

TERM  OF  VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee . 3 

Negative:  ^ 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (44-35-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
nartly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  affecting  premise^ 
46-03  Laurel  Hill  boulevard,  northeast  corner  of  46th  street 
(Block  2296,  Lot  1),  Woodside,  Borough  of  Queens,  was 
granted  by  the  Board  on  May  21,  1935,  on  certain  conditions; 

Whereas,  the  resolution  was  amended  on  June  18,  1935 

anWHEREAS,1(extensions  of  the  term  of  variance  and  time 
to  complete  the  work,  have  been  granted  from  time  to  tune, 
the  last  such  extension  having  been  granted  on  April  30, 

19WhSeas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance  and  time  to  complete  the  work. 

RelZei,  that  the  Board  of  Standards  and  Appeals t  doe 
hereby  amend  the  resolution  adopted  on  May  M,  U35  a. 
amended  through  April  30,  1946,  as  to  the  term  of  the  van- 
ance  under  s°ec?ion  7f,  and  also  as  to  time  within  which  c 
obtain  all  permits  and  complete  all  "°rk;  tim  a‘ 
amended  this  portion  of  the  resolution  shall  lea  . 
ame^  “Granted  under  section  7f  of  the  zontng  . resolu  ton  f 0 
a  term  of  five  (5)  years  from  the  date  of  this  amenaei 
resolution  and  as  to  filing  of  plans  and  completion 
work  that  plans  shall  be  submitted  for  approval  withn 
ohe  (1 )  year  from  the  date  of  this  amended  resolutioi 
after  approval  of  such  plans  all  permits  shall  be  dbto*. 
and  all  work  completed  within  one  (1)  >ear  thereane 
(Alt.  Applic.  9993-39). 


44-35-BZ  . 

APPLICANT— Arthur  H.  Haaren,  for  Henry  A.  Bonori, 

SIJBTECT— Application  for  consideration  reopening  and 
extension  of  time  to  complete  and  extension  of  term 
of  variance— Application  (decision  of  the  borough 
superintendent)  previously  granted  on ‘Condition, 
under  section  7f  of  the  zoning  resolution  for  a 
term  of  five  years,  permitting  partly  in  business 
and  partlv  iri  residence  use  districts,  the  relocation 
of  an  accessory  building  to  a  gasoline  service  station. 

PRFMTSFS  AFFECTED— 46-03  Laurel  Hill  bouTlevarf 

PKE  northeast  corner  of  46th  street  (Block  2296,  Lot  1), 
Woodside,  Borough  of  Queens. 

APPF.ARANjCEScant;  Afthur  H  Haaren.  • 

For  Administration:  Samuel. L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  time  and 
4- variance  extended. 


Q3  37  P  Z 

APPT  TCANT— Henry  J.  Goldschmidt,  for  Elmore  Kelscl 
lessee  (67  Pike  Street  Realty  Corporation,  owner. 

SUBJECT  Application  for  consideration^’eo^ning  zn. 

c”  the  ‘borough  superintendent)  Jjrevious 
granted  on  condition,  under  section  7h  °f  he  zor 
resolution,  permitting  in  a  business  use  district 
a  term  of  two  years,  the  parking  and  storage  , 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 261-277  South  5th  street,  w 
'  side,  103  ft.  11  in.  east  of  Havemeyer  street  a: 
ao  ff  of  Marcv  avenue  and  Z60-Z/U  oui 

4th  street  (Block  2447,  Lots  27  and  3^kl'^1US1 
and  15  to  17,  inclusive),  Borough  of  Brooklyn.  , 

APPEARANCES— 

For  Applicant:  Edward  Grazess. 

For  Administration:  Samuel  L.  Becke  ,  P 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and 

THE  VOTE  "toREOPEN  AND  EXTEND  TERM  C 

'  AR'  Affirmative:  Chairman  Murdock,  Commissiona, 
Blum  and  Deputy  Chief  Guinee . •••  , 

Negative :  ••••.••. .  . .  . 

Absent:  Commissioner  Savage . 

THE  RESOLUTION  (93-37-BZ)  1: 

Whereas,  this  application  under  scetmn  7h  ot  the  Zfk’ 

resolution,  permitting  in  a  business  use  district  the  ^ 
and  storage  of  more  than  five  str 

of  two  years,  affecting  premises  26 1^77  b°l'  t  ;  nd  60 - 

north  side,  103  ft.  11  in.  east  °f  Sn^outh  4tl  street  (BP 
west  of  Marcy  avenue  and  266-270  I 

?o_i7  T  ms  27  to  35.  inclusive  and  15  to  17,  mclus  /. 
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# 

igh  of  Brooklyn,  was  granted  by  the  Board  on  April  29 
'41,  on  certain  conditions;  and 

\Vhkrkas  the  term  of  variance  was  extended  on  March 
,  1943  and  March  27,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
e  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■reby  amend  the :  resolution  of  April  29,' 1941,  as  amended 
rough  March  2/,  1945,  only  in  so  far  as  it  has  reference 
the  term  of  the  variance  so  that  as  amended,  this  portion 
the  resolution  shall  read: 

.  "Granted  under  section  7h  for  a  term  of  two  (2)  years 
irom  the  date  of  this  amended  resolution,  to  permit  the 
premises  as  indicated  on  plans  marked  ‘Received  March 
.s,  1941,’  as  revised  to  exclude  Lots  21,  22  and  41,  to  he 
occupied  lor  the  parking  and  storage  of  more  than 
hve  motor  vehicles,  on  condition  that  only  motor  vehi¬ 
cles  of  the  pleasure  car  type  shall  be  so  stored  or 
parked  and  that  all  motor  vehicles  shall  be  capable  of 
operation ;  that  the  premises  shall  he  leveled  substantially 
to  the  grade  of  South  5th  street,  and  shall  he  surfaced 
with  clean  gravel,  steam  cinders  or  other  suitable  mate¬ 
rial  properly  rolled  and  treated  with  asphalt  binder  so 
as  to  prevent  dusting  and  provide  a  reasonably  im¬ 
pervious  surface  and  surface  drainage;  that  the  premises 
shall  be  cleared  of  all  signs,  structures  and  buildings 
and  no  other  uses  shall  be  permitted  within  the  term 
o!  this  variance;  that  there  may  be  erected  a  building  as 
an  office  and  shelter  for  the  attendant,  provided  such 
building  is  not  over  one  story  in  height  nor  100  sq.  ft. 
in  area,  and  permitting  such  building  to  be  erected  of 
frame ,  that  no  signs  shall  be  erected  on  the  premises, 
except  that  there  may  be  a  sign  erected  at  the  entrance 
to  South  5th  street,  advertising  the  parking  and  storage 
use  and  the  rates  charged,  except  the  one  existing  sign 
at  the  entrance,  which  may  be  retained;  that  there  shall 
be  erected  on  the  exterior  and  interior  lot  lines  con¬ 
tinuously,  except  where  masonry  walls  of  adjoining 
buildings  now  exist,  a  substantial  woven  wire  fence  of 
the  chain-link  type  with  steel  anchored  posts  not  less 
than  six  (6)  ft.  in  height,  with  no  openings  therein  to 
the  street  or  adjoining  premises,  except  one  opening  to 
South  5th  street  not  exceeding  20  ft.  in  width,  with 
curb  cut  opposite  not  exceeding  27  ft.,  except  that 
fences  at  lot  lines  of  residential  buildings  may  be  of 
tight  boards  on  substantial  framing  and  kept  painted ; 
that  any  lights  for  general  illumination  shall  be  on 
steel  pipe  standards  or  painted  wooden  poles,  equipped 
with  metallic  reflectors  and  so  arranged  as  to  reflect 
toward  the  center  of  the  premises  and  away  from 
adjoining  occupancies;  that  ample  aisles  shall  be  main¬ 
tained  at  all  times  for  entrance  and  egress;  that  a  space 
of  not  less  than  18  in.  shall  be  left  between  alternate 
rows  of  cars  to  permit  easy  access  thereto;  that  such 
portable  fire  fighting  equipment  shall  be  maintained  as 
the  fire  commissioner  may  direct;  that  upon  completion 
a  photograph  showing  the  lot  as  completed  under  this 
resolution  shall  be  filed ;  that  the  Board  reserves  the 
right  to  rescind  this  amended  resolution  if  upon  inspec¬ 
tion  the  Board  finds  that  the  fences  on  the  interior  lot 
lines  and  on  the  street  building  lines  have  not  been 
completely  repaired  with  bumpers  installed  against  such 
lences  within  six  (6)  months  from  the  date  of  this 
action.” 


0-BZ 

’Ll  CANT — William  C.  Stohldrier  and  Robert  G. 
Zetsche,  for  4747  Bronx  Boulevard  Corporation, 
owner. 

1JECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c,  permitting 
in  a  residence  use  district,  thq  conversion  of  occu¬ 
pancy  of  an  existing  building  formerly  occupied  as 
milk  distributing  plant,  garage  for  more  than  five 


motor  vehicles  stable  and  wagon  storage  (previ¬ 
ously  granted  for  garage  and  minor  alterations  and 
repairs  and  later  granted  for  storage,  printing 
testing  and  light  assembly  on  1st  story  and  as 
research  laboratory  on  2nd  floor  to  north)  to  manu¬ 
facture  of  cameras  on  1st  story;  assembly,  stock- 
room  and  laboratory  on  2nd  storv 

PREMISES  AFFECTEDl4745-47550BV  boulevard  and 

Sn?  t  street,  southwest  corner  (Block 

APPEARANCES-  ’  °r°Ugh  °f  The  Bronx- 
For  Applicant :  Robert  G.  Zetsche 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

T  HE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  .  . .  ,  3 

Negative:  . ^ . q 

Absent :  Commissioner  Savage  . .  1 

THE  RESOLUTION  (56-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the  altera¬ 
tion  and  conversion  of  occupancy  of  part  of  an  existing 
building  to  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and  motor  repair  shop,  premises  4745-4747 
»ronx  boulevard  and  550  East  242nd  street,  southwest  cor- 
ncr  (Block  No.  5102,  Lot  No.  27),  Borough  of  The  Bronx, 
was  granted  by  the  Board  May  14,  1940,  on  certain  condi- 

VfniSnUhe  Ts°,ution  amended  December  23,  1941,  February 
24,  1942,  and  May  12,  1942 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  formerly 
occupied  as  a  milk  distributing  plant,  garage  for  more  than 
five  motor  vehicles,  stable  and  wagon  storage,  a  variation 
tor  which  was  granted  to  a  garage  for  more  than  5  motor 
vehicles,  and  minor  alterations  and  repairs,  now  temporarily 
occupied  under  a  further  variation  for  storage,  printing 
testing  and  light  assembly  on  the  1st  story,  and  as  a  re¬ 
search  laboratory  on  the  2nd  story  to  the  north  with  no 
manufacturing,  to  camera  manufacturing  in  the  1st  story 
assembly,  of  cameras,  stock  room  and  laboratory  on  the  2nd 
story;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  29,  1946,  subject  to  usual  procedure;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
February  13,  1946,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  14,  1940,  as 
amended  through  February  13,  1946,  only  so  far  as  it ’has 
reference  to  obtaining  permits  and  completion  of  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one- (1)  year  from  the 
date  of  this  amended  resolution.” 


647-40-BZ 

APPLICANT — Schwartz  and  Accardy,  for  Eugene  Higgins, 
owner. 

SUBJEC  T — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 3321-3323  Broadway  and  601- 
607  West  134th  street,  northwest  corner  (Block 
2001,  Lots- 29  and  30),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Paul  Accardy.  ,  f 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings.  ,  r 

ACTION  OF  BOARD — Application  reopened  and  term  oi 

variance  extended.  nr? 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OI 

VARIANCE —  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  J 

Negative:  - . ■ .  i 

Absent:  Commissioner  Savage  . 


THE  RESOLUTION  (647-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zo™"S 
resolution,  permitting  in  a  business  use  district  f°r  *  ter™ 
of  two  years,  the  parking  and  storage  of  moretha*  five 
motor  vehicles,  affecting  premises  3321-3323  Broa™y  a 
601-607  West  134th  street,  northwest  corner  (Block  ^UUt, 
Lots  ?9  and  30),  Borough  of  Manhattan,  was  grante 
ffie  Bfard  on  January  14,  1941,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  M  y 

a  further  extension  oi 
**lE8&  to  to  Board  of  Standards  and  App?h  dog 

to  the  term  of  the  variance,  so  that  as  amended,  this  poi  i 

°£  thC "Gronted "under  section  7h  for  a  temporary  term  of 
two  (2)  vears  from  the  date  of  this  amended  resolution, 
to°penni(eUie  packing  and  storage  of  motohan  *£ 
motor  vehicles  •  ow  condition  1  .  r 

as  herein  amended,  the  provisions  of  the  resolution  of 
Tanuary  14  1941  as  amended  February  27,  194o  shall  De 
complied  with  and  that  a  certificate  of  occupancy  sha 
be  obtained.” 


hattan,  was  granted  by  the  Board  January  14,  1941,  cm 

certain  conditions;  and  .  «  j  MarrVi 

Whereas,  the  term  of  variance  was  extended  on  March 

'6X4t  theTpplicant 'mfuefted  a  further  extension  of 

to  to  Boto  of  Standards  and  AppeaU  does 

ence  to  the  term  of  the  variance,  so  that  as  amended,  this 
nnrtinn  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  o 
two  (2)  years  from  the  date  of  this  amended  resolu- 
tion,  to  permit  the  parking  and  storage  of  more  ton 
five  motor  vehicles,  an  condition,  ‘  Jnal  011  er 

than  as  herein  amended,  the  provisions  of  the  resolu- 
.  ■  n{  January  14,  1941  as  amended  Febarury  27,  194? 
shall  be  con^Hed  with  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained. 


691-40-BZ  .  .  Tlie 

APPLICANT— Schwartz  and  Accardy  (lessees),  foi  1 11  e 
Manhattan  Savings  Bank,  owner.  , 

cttriptT _ Annlication  for  consideration  reopening 

'  esmnsfon  of  Term  of  variance  re  App heat, on  (de¬ 
cision  of  the  borough  superintendent)  Prevtousd) 
granted  on  condition  under  section  7h  of  h.e  zo"in? 
resolution,  permitting  in  a  business  use  district  for  a 
term  of  two  years,  the  premises  now  occupied  as  a 
casoline  service  station  to  be  occupied  also  for  the 
parking  and  storage  of  more  than  five  motor 

PREMISES0 AFFECTED — 3325-3331  Broadway  west  side, 

I  KhMlhWAT  in  north  of  West  134th  street (  Block  2C01, 

Lots  31,  32,  33  and  part  of  36),  Borough  of  Man 

hattan. 

APPEARANCES—  , 

For  Applicant:  Paul  Accardy.  Dep»t  Gf 

For  Administration:  Samuel  L.  Becker,  ucp  o 
Housing  and  Buildings.  •  f 

ACTION  OF  BOARD— Application  reopened  and  term  o 

variance  extended  cvtumti  TP'RM  OF 

THE  VOTE  TO  REOPEN  AND  EXTEND  1  E1\M  ur 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  .  Q 

Negative:  ••••.••; . ~ .  1 

Absent :  Commissioner  bavage  . 


1026-40-BZ  r; 

APPI  ICANT— Prudence-Bonds  Corporation,  tor  Uty 
Bank  Farmers  Trust  Company,  as  trustee. 

ctttjjfCT _ Application  for  consideration — reopening  and 

S  J  extension  “  term  of  Variance-Application,  (de- 
cisfon  of  the  borough  superintendent)  prevuously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  me  district  1 
temporary  term  of  two  years,  the  parking 
storage  of  more  than  five  motor  vehicles.  , 

PREMISES  AFFECTED— 430-438  West  41st  street  south 
side,  300  ft.  west  of  Tenth  avenue  (Block  1050, 
Lots  49  to  52,  inclusive),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Ettinger 
For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  ot 

the  voteTo'rEopen  and  extend  term  of 

^  ^  Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . J 

Negative:  . , 

Absent:  Commissioner  bavage .  , 


motor  vehicles,  on  a  plot  occupied  in  p  Broa(jway,  west 
vevvice  station,  affecting  Poises  2001, 

LoS  31,  32  and  33  to  part  of  Lot  36),  Borough  of  Man- 


THE  RESOLUTION  (1026-40-BZ) 

Whereas  this  application  under  section  7h  of  the  zoning 
resolution  permitting  in  a  retail  use  district  for  a  temporary 
term  of  two  tears,  the  parking  and  storage  of  more  that, 
five  motor  vehicles,  affecting  premises  430-438  West  41s, 
street,  south  side,  300  ft  west  of  Tenth  avenue :  ( B «l 
1050  Lots  49  to  52,  inclusive),  Borough  of  Mannatta 
was  ’  granted  by  the  Board  February  25,  1941,  on  certan 

C°WHEREAS,aIthe  term  of  variance  was  extended  on  Marcl 

9,  1943  and  January  23,  1945;  and  .  •  | 

Whereas,  the  applicant  requested  a  further  extens 

of  the  term  of  variance.  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  adopted  on  February  25  .  • 

as  amended  through  January  23,  1945,  only  so  far  as  rt  h 
reference  to  the  term  of  the  variance,  so  that  as  amende 
this  portion  of  the  resolution  shall  read  •  • 

“Granted  for  a  term  of  two  (2)  years  under  secti 
7h,  to  permit  the  parking  and  storage  of  more  tm 
five  motor  vehicles,  on  condition,  *  *  that  other  ’ 
herein  amended,  the  conditions  of  the  resolution 
February  25,  1941,  shall  he  complied  with,  and  that, 
certificate  of  occupancy  shall  be  obtained. 


828-41-BZ 

APPLICANT — Harte  &  Natanson,  for  Central  Tames  Go 
poration,  owner. 


MINUTES 


SUBJECT  Application  for  consideration— reopening  and 

ZTT  ,t  T"  °f,  variance— Application  =deci- 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution  permitting  in  a  business  use  district,  for 
.  term  of  two  years,  the  parking  and  storage  of 
>RFYnQT?ce  motor  vehicles. 

PREMISES  Ah  FECTED— -1906  Cornaga  avenue,  north- 
east  corner  of  Beach  19th  street  (Block  48,  Lot  1) 

.PPEARANCES— ay’  Bor0ugh  of  Queens- 

For  Applicant :  Maynard  H.  Novie  and  Mortimer 
tiarrison. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
rTTA\r  ^S°JL,sing  and  Buildings. 

.CTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

HVARrANCE-RE0PEN  AND  EXTEND  TERM  OF 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee.  .  3 

Negative:  .  .  q 

Absent :  Commissioner  Savage  . . .  1 

HE  RESOLUTION  (828- 41-BZ) 

l Whereas,  this  application,  under  section  7h  of  the  zoning 
solution,  permitting  in  a  business  use  district,  for  a  term 

’  .  wo  yfarf’  tlie  Par.klng  and  storage  of  more  than  five 
3tor  vehicles,  affecting  premises  1906  Cornaga  avenue 
-rtheast  corner  of  Beach  19th  street  (Block  48  Lot  1) 
ir  Rockaway,  Borough  of  Queens,  was  granted  by  the 
.ard  on  February  24,  1942,  on  certain  conditions;  and 
42  andAS’  ^  resoIutlon  was  amended  on  September  15, 

Whereas,  the  applicant  requested  an  extension  of  the 
in  ot  variance  ;  and 

Whereas,  the  applicant  states  that  the  premises  were 
ti>ed  tor  parking  after  the  resolution _adopted  by  the 

■  uen  1°n  rebinoy  24J  1942,  as  amended  by  resolution 
.Jtember  16,  1942;  and  now  proposes  to  use  the  premises 

such  purpose  as  passed  on  by  the  building  superintend- 
:  on  Mi  sc.  Apphc.  13482-47. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ieby  amend  the  resolution  adopted  on  February  24  194? 
amended  September  15,  1942,  only  so  far  as  it  has  ref- 
nce  to  the  term  of  the  variance,  so  that  as  amended 
h  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 

I  years  from  the  date  of  this  amended  resolution  to 
permit  the  parking  and  storage  of  more  than  ’five 
motor  vehicles,  on  condition  *  *  *  and  tiiat  other 

than  as  herein  amended,  the  conditions  of  the  resolu- 

mTo  °fu  1:fb1ruary  24'  1942-  as  amended  September  15, 
1V4-,  shall  be  complied  wuth  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Misc.  Applic.  13482-47)”. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 

Negative1;  “d  DepUty  Chief  Gllinec .  .  3 

Absent :  Commissioner  Savage  V.'.WWW .  ? 

THE  RESOLUTION  (797-45-BZ) 

Whereas,  this  application,  under  sect  inn  ?i  ,i  „ 
resolution,  permitting  in  a  business  use  C  area  d 

r,.  ";1'11  5’  946>  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 

to  obtain  permits  and  complete  the  work  XlCnsion  ot  time 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hcieb}  ameiui  the  resolution  adopted  March  5  1946  0nlv 

Ition  of  work'  loTT  '°  ^T"8  ^  a”d  “m- 

?5cSicn  shall  Vead:  3t  35  amen<led’  1,lis  >>or,i“1  "f  "* 

“*  *  *  that  all  permits  shall  be  obtained  and  all 

work  computed  within  one  (1)  year  from  the  date 
of  this  amended  resolution  (N.B.  Applic.  1602-45)”. 

636-20-BZ 

APPLICANT— Andrew  Di  Camillo,  for  Constant  Motor 
M^VICeQ  ^°r£'’  °'Yner-  (Schmidt  &  McKeever 
stTTRTT7^m0t0Ar  Sees  CorI>-  lessee.) 

U  JECT  Application  for  consideration— reopem'ng  and 
extension  of  use-Application  (decision  of  the 
10  rough  superintendent)  previously  granted  on 
condition,  Under  section  7a  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  and  unrestricted  use 
districts  the  reconstruction  and  extension  of  an 
existing  gasoline  station,  motor  vehicle  repair  shop 
auto  showroom  and  individual  garages  for  more 
laundry  m°t0r  veh>cles  and  inclusion  of  an  auto 

pREMIsaE^rXFFECTED_f, 502-6520  Fifth  avem.e  and 
416-4/3  66th  street,  northwest  corner  (Block  5827 

appeaKnces-  27)'  Boro"g”  of  ' 

For  Applicant :  Andrew  Di  Camillo 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC1ION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure.  J 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  .  ' '  0 

Absent :  Commissioner  Savage  . .  1 


1-45-BZ 

PL  I  CANT— Lievendag  Motors,  Inc.,  lessee,  for  Queens 
■  A venue  Realty  Corporation,  owner. 

UJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use,  C  area 
district,  the  erection  of  a  building  to  occupy  more 
than  permitted  area  at  curb  level. 

-HIS ES  A h EC  I  ED — 164-26  Northern  boulevard  and 
164-27  Sanford  avenue,  southwest  corner  (Block 
,,-.3337  Lot  17),  Flushing,  Borough  of  Queens. 

1  RARANCES — 

For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
4  Housing  and  Buildings. 

(ION  OF  BOARD — Application  reopened  and  time 
extended. 


296-32-BZ 

APPLICANT— Samuel  Weiss,  for  Kings  Bay  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
rehearing— Application  (decision  of  the  borough 
superintendent)  to  permit,  under  section  7f  of  the 
zoning  resolution,  in  business  and  residence  use 
districts,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  laundry,  minor  repairs,  of¬ 
fices  and  sales;  (previously  denied  under  section  21 
for  gasoline  service  station;  order  of  certiorari 
served  and  dismissed  in  Supreme  Court,  Special 
Term). 

PREMISES  AFFECTEp-n5-123  Kings  Highway  and 

I020-164U  Stillwell  avenue,  northwest  corner  (Block 

APPEARANCES- ^  Bm'0Ugh  °f  nr°ol<lyn' 

For  Applicant:  Samuel  Weiss. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 


250 


minutes 


THK  V°\ft>  Ja?i«f°ChaSnan  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gurnee  .  g 

Negative:  . . . .  i 

Absent :  Commissioner  Savage  . 


THE  VOTE  TO  REOPEN — 

Affirmative:  Chairman  Murdock,  Commissioner  j 

Blum  and  Deputy  Chief  Guinee  . 

Negative:  . . .  . 

Absent:  Commissioner  Savage  .  1 


39-37-BZ  „  •  _  ~ 

APPI  ICANT— Samuel  W.  Ross  &  Co.,  for  Cross  Countij 
Gasoline  Service  Station,  Inc.,  owner  (Alden  Gas 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance-Apphcation  (deci¬ 
sion  of  the  borough  superintendent)  Previou^_ 
granted  on  condition,  under  section  7c  of  the  zon 
fng  resolution,  permitting  in  a  business  use  district, 
the  extension  of  a  gasoline  service  station  to  in 
elude  parking  and  storage  of  more  than  five  motor 
vehicles  for  a  term  of  two  years. 

PPFMTSKS  AFFECTED— 619-641  Coney  Island  avenue, 
P  S?  sidef  from  Slocum  place  to  Mathews  place; 

1-5  Slocum  place  and  2-8  Mathews  place  (Block 
5141,  Lots  53  and  74),  Borough  of  Brooklyn. 

appearances- 

For  Applicant:  Samuel  W.  Ross. 

For  Administration:  Samuel  L.  Becker,  uep  t 
Housing  and  Buildings. 

ACTI°N^Or^BOAIiD— jApplic^on^reopened^nd  set 

™E  V%UaufeE°Chaffman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  Q 

Negative:  - •  • . . .  i 

Absent :  Commissioner  Savage  . 


325-46-BZ 

APPLICANT— Lama  and  Proskauer  for  Edgemere: 

Garage  and  Sales,  Inc.,  owner  (Rex  Curtain  Lorp., 

lessee) .  .  •  4 

SUBJECT— Application  for  consideration— reopening  anc1 
amendment  of  resolution  re  Application  (decisior 
of  the  borough  superintendent)  previously  grantee 
on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  an  unrestricted  use,  D  are. 
district,  the  extension  of  present  building,  usinj 
more  than  the  area  permited  .  .  , 

PREMISES  AFFECTED — 50-01  Rockaway  Beach  bou  e 
vard,  south  side,  from  Beach  50th  to  Beach  51s 
streets  (Block  336,  Lot  20),  Rockaway  Bead 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None.  „ 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings. 

ATTTON  OF  BOARD— Request  to  reopen,  withdrawn 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE 

open _  _  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  . 

Negative:  . . . 

Absent :  Commissioner  Savage  . 


APPLICANT— Lama  and  Proskauer,  for  Herbert  Rosen, 

miBTFCT _ Application  for  consideration  reopening  and 

J  consideration  of  new  proposal  re  Application  (deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7i  and  21  of  the  zoning  resolution  to  I*™11 t  m 
business  and  residence  use,  C  area  district, 
change  of  occupancy  from  auto  paint  shop  and 
erection  of  building  to  be  used  as  motor  vehicle 
repair  shop,  brake  testing  and  wheel  alignment 
using  more  than  the  permitted  area  of  the  lot 

PREMISES^ AFFECTED  MO?* Lot 

Borough  of  Brooklyn. 

appearances— 

For  Applicant :  None.  RPrWer  Den’t  of 

For  Administrator! :  Samuel  L.  Becker,  Dept 

Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure.  _ 


MATERIAL  SUBMITTED  FOR  APPROVAL 

176-41-SM 

APPLICANT— Aerocrete  Corporation  of  America,  own 
SUBJECT— Application  for  consideration— reopening  a 
restoration  to  calendar  re  Aerocrete  Short  Sp 
Floor  Construction,  approval  of  (previously  wit 
drawn). 

APPEARANCES—  tt  xt.  .  .  T 

For  Applicant:  Charles  H.  Nichols,  Jr. 

ACTION  OF  BOARD— Application  reopened,  subject 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissions 

Blum  and  Deputy  Chief  Guinee  . ; 

Negative:  . . . . 

Absent :  Commissioner  Savage  . 


Adjourned:  4:00  P.M. 


Joseph  J.  Doyi.e,  Chief  Ch> 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


t  ,„ic  rvrr  rntTP  fTTV  OF  NEW  YORK  ARE  published  in  FOUR  SEPARAj 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 
..  uh  tn  March  4.  1947 


Cal.  No.  Dept.  Premises  Affected. 

166- 47-A— F.D.— 424-426  East  159th  street,  south  side,  150 
ft.  west  of  Elton  avenue  (1st  floor)  ;  (Block  2380,  Lot  16), 
Borough  of  The  Bronx,  50170-LC  and  50171-LC. 

167- 47-A— F  D— 2866  Park  avenue,  east  side,  90  ft.  north 
of  East*  149th  street  (Block  2338,  Lot  5),  Borough  of  The 
Bronx,  50096-LC. 

168- 47-A—H.B.M.— 403-409  East  108th  street,  north  side, 

95  ft.  east  of  1st  avenue  and  404-412  East  109th  street 
(Block  1702,  Lot  5),  Borough  of  Manhattan,  F.P.  4245-46. 

169- 47-SM— Wade  Hydrafilter  Grease  Interceptor,  manu¬ 
factured  by  Wade  Manufacturing  Co.,  Material. 

170- 47-BZ— H.B.Bx.— 1982-1986  Crotona  parkway,  east  side, 
39,41  ft.  south  of  East  178th  street  (Block  3121,  Lot  11), 
Borough  of  The  Bronx,  Amendment  to  Alt.  1172-46. 

171- 47-SM — Goodalite  FR-2227  Fireproofed  Resin  Plastic 
Fabric,  manufactured  by  Goodall  Fabrics,  Inc.,  Material. 

172- 47-SM — Redolite  FR-X1809C  Fireproofed  Resin  Coated 
Fabric,  manufactured  by  Goodall  Fabrics,  Inc.,  Material. 

173- 47-A _ H.B.Q. — 42-26  to  42-30  28th  street,  northwest 

corner  of  42r\d  road  (1st  floor)  (Block  422,  Lot  32),  Long 
Island  City,  Borough  of  Queens,  M-13878-46. 

174.47.  BZ— H.B.Q. — 216-19  Jamaica  avenue,  northwest 
corner  of  217th  street  (Block  10609,  Lots  55  and  56), 
Queens  Village,  Borough  of  Queens,  Alt.  76-47. 

175.47. BZ _ H.B.Q. — 146-21  Jamaica  avenue,  northwest 

corner  of  Sutphin  boulevard  (Block  9676,  Lots  37  and  38), 
Jamaica,  Borough  of  Queens,  Alt.  77-47. 

176-47-A— F  D.— 308-312  West  30th  street,  south  side,  136 
ft.  west  of  8th  avenue  (Block  753,  Lot  48),  Borough  of 
Manhattan,  40977-LF. 

177.47. BZ— H.B.Q.— 92-01  to  92-09  Metropolitan  avenue 
and  69-61  to  69-69  Alderton  street,  northeast  corner  (Block 
3179,  Lot  75),  Forest  Hills,  Borough  of  Queens,  Alt.  3065-46. 

178-47-A— H.B.Q.— 56-36  and  56-38  Myrtle  avenue,  south 
side,  175  ft.  east  of  Cornelia  street  (2nd  and  3rd  floors)  ; 
(Block  3560,  Lots  27  and  28),  Ridgewood,  Borough  of 
Queens,  Alt.  1662-46. 

179.47. A— H.B.B.— 307-325  Hoyt  street,  347-391  President 
street,  northeast  corner  and  388-432  Union  street  (Public 
School  32)  ;  (Block  437,  Lots  1,  6-10  inclusive,  12-29  in¬ 
clusive,  52-55  inclusive,' 57-60  inclusive'  and  Lot  62),  Borough 
of  Brooklyn,  F.O.  12009-46. 

180-47-BZ _ H.B.M. — 251  Lexington  avenue,  east  side,  46 


Borough  of  Manhattan,  Alt.  2685-46. 

181- 47- A — F.D. — 55  33rd  street,  northwest  corner  of  3rd 
avenue  (4th  floor,  Bldg.  9)  ;  (Block  679,  part  of  Lot  1), 
Borough  of  Brooklyn,  Decision  re  1630-LC. 

182- 47-A— H.B.Q.— 52-01  to  52-15  Flushing  avenue  (53rd 
street),  north  side,  113.89  ft.  west  of  54th  street  (Block 
2626,  Lot  22,  Block  2628,  Lots  28  and  50),  Maspeth,  Bor 
ough  of  Queens  (Under  section  35,  General  C  lty  Law  ri 
bed  of  mapped  street— 53rd  street),  N.B.  10559-46. 


183-47-BZ— H.B.Q. — 159-09  Union  turnpike,  northwest  cor 
ner  of  160th  street  and  southwest  corner  of  79th  avenu 
(Block  6831,  Lots  22-27  inclusive,  33  and  part  of  Lot  1) 
Flushing,  Borough  of  Queens,  N.B.  10561-46. 

1.84-47-A— H.B.Q.— 177-18  104th  avenue,  south  side,  120  f 
east  of  177th  street  (Block  10332,  Lot  6),  Jamaica,  Boroug 
of  Queens,  M-12640-46. 

185- 47-BZ— H.B.B.— 5302  5th  avenue,  southwest  corner  <. 
53rd  street  (Block  815,  Lot  37),  Borough  of  Brookly 
Alt.  5378-46. 

186- 47-A— F.D.— 56-60  East  59th  street,  south  side,  125 
west  of  Park  avenue  (Hotel  Nassau)  ;  (Block  1294,  L 
42),  Borough  of  Manhattan,  41000-LF. 

187- 47-BZ— H.B.B.— 284-308  Avenue  T,  south  side,  fre 
Lake  street  to  Van  Siclen  street  (Block  7102,  Lot  1),  Bcj 
ough  of  Brooklyn,  Alt.  5179-46. 

188- 47-SM — Flame-Chek  (flameproofing  compound),  mar 
factured  by  Crossland  Manufacturing  Co.,  Inc.,  Material 


189- 47-A— F.D— 148  26th  street  (rear),  southeast  corner  1 

3rd  avenue  (Block  657,  Lot  14),  Borough  of  Brookb 
18614-LF  and  Decision.  , 

190- 47-SM — Holorib  Steel  Roof  Deck,  manufactured  ! 
Detroit  Steel  Products  Co.,  Material. 

191_47_A— H.B.Bx.— 833-837  Manida  street,  west  si: 
293.69  ft.  north  of  Lafayette  avenue  (Block  2740,  Lots 
and  93),  Borough  of  The  Bronx,  Alt.  33-47. 


192- 47-SA — Lewis  Automatic  Electric  Carbonator,  Api 
ance. 

193- 47-BZ— H.B.Bx.— 626-638  Pelham  parkway  and  <■ 
Bolton  street,  southeast  corner  (Block  4317,  Lot  F 
Borough  of  The  Bronx,  N.B.  41-47. 


194.47. A — F.D. — 204  Broadway  and  150  Fulton  sti- 
southeast  corner  (Block  79,  Lot  21),  Borough  of  W 
hattan,  50231-LC. 

195-47- A — F.D. — 2859  Exterior  street,  west  side,  474.2.1 
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north  of  East  225th  street  (Block  3265,  Lot  31),  Borough 
of  The  Bronx,  50095-LC. 


196-47-A  H.B.M.  121  St.  Marks  place,  north  side,  55  ft. 
west  of  Avenue  A  (1st  floor)  ;  (Block  436,  Lot  36).  Bor- 
uigh  of  Manhattan,  E.S.  267-46. 

Restored  to  Calendar. 

583-45- A— H.B.M.  49-55  Lexington  avenue,  east  side,  39.6 
t.  south  of  East  25th  street  (3rd  to  6th  floors)  ;  (Block 
(80,  Lot  66),  Borough  of  Manhattan,  Alt..  686-44. 

'87-46- A — H.B.M. — 220  East  46th  street,  south  side  223  ft  A  , 

ast  of  3rd  avenue  (Block  1319,  Lot  40J4),  Bomugh  of  Supplement  to^th^lullTtfn April  lo  Kfvo?  v* 
danhattan,  Amendment  to  Alt.  2109-46.  No.  15A.  ApnI  1U>  1945>  Vo1-  30» 


Paint,  Varnish  and  Lacquer  Spray  Pub,lcat,°"  *" 

Plumbing  'uuS'. Y°'r' !  1°'  \\ 

Plumbing  Rules  (Submerged'  InieVs; '  3,  1937— Vol.  22,  No.  31 

1  rotective  Methods  to  Prevent 

Proce^unremRulesno°ff.  .Wa.‘?r  Su«,,,ly)  ^  31,  1946-Vol.  31,  No.  S3 

Refrigerating  Systems,  Extract'  A.C. ! Eeb. '  is’  947~V°'  32  No'  7° 

iprin!d^r,,n,t!;feCst0r.ieS’  RU'eS  f"-  *  *  ^  g  £.'  I 

Standpipe  Fireline  Rules. !!!!!!”  ^jrae  2f’  1937~Voi'  ??’  N°' 

asm 

"  e  505  of  Industrial  Code).. Sept.  3,  1946— Vol.  31,  No.  36 


63-42-SA— The  Drever  Company  Ammonia  Dissociation 
Equipment,  Appliance. 


326-39-SA  1  okheim  Gasoline  Dispensing  Pumps  Models 

9-L-H-R  and  Model  39-WNC-L-HR,  Appliance.’ 

3-38-SM— Alpha  System  of  Steel  and  Concrete  Construc- 
on,  manufactured  by  Porete  Manufacturing  Co.,  Material. 

319-46-BZ  H.B.B.  223  Schenectady  avenue,  east  side, 
20  ft.  3y2- in.  North  of  St.  Johns  place  (Block  1378,  Lot 
I,  Borough  of  Brooklyn,  Alt.  5172-46. 


E|SRGNnTI?IVS‘  Department  of  Housing  and  Buildings; 

.*1.B — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.  V 

a  .r'tnent  of  Housing  and  Buildings,  Manhattan;  H.B  Q,  _ De- 

rtment  of  Housing  and  Buildings,  Queens;  H.B.B.— Department 

Housing  and  Buildings,  Richmond;  H.B.Bx _ Department  of 

pustng  and  Buildings,  Bronx;  JH.D. — Health  Department;  PD _ 

re  Department,  and  M.  and  A - Dept,  of  Marine  and  Aviation. 


RULES 

Last 

tnded  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

rbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
rtincate  of  Occupancy,  approved 

form  . Dec. 

icrete  Flat  Slabs,  Rules . July 

lerete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  •  •  . . Sept. 

icrete  Rules  (Hydrated  Lime)  ...  Aug. 

vator  Rules  . Mar. 

•etion,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

t  Rules  (Revolving  Doors) . June 

erior  Veneering  Materials,  Rules 

on  . . Sept. 

lory  Exit  Rules . Tan. 

f  Alarm  Rules  (Interior) . Nov. 

:  Drill  Rules . Dec. 

;  resistive,  Flameproof  Materials, 

etn’  **uJes  I°r  Testing  of . June  ' 

!  Bearding  Rules  for  Garages, 

etc . Feb. 

■proof  Wood,  Testing  of . Apr. 

™e  Garages,  Ruling  for . Jan. 

ion  Welding  and  Gas  Cutting 

Rules  . .  .  Apr. 

Shut-Off  Rules .  Apr. 

rnway  Protection  . Tune 

Jiating  Fibre  Board  Rules . Lee. 

hyI  Cldoride  Rules  for  Class  B 
and  C  Refrigerating  Systems.  .  .Feb. 

Burner  Rules . Jan. 

n4n?  Protective  Assemblies, 

Kules  for  Inspection  of . Jan. 


t  Publication  In  Bulletin 

3,  1946— Vol.  31,  No.  49 
28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
IS,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
14,  1947— Vol.  32,  No.  2 

12,  1946— Vol.  31,  No.  46 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

25,  1947— Vol.  32,  No.  8 

13,  1937— Vol.  22,  No.  IS 
21,  1919— Vol.  4,  No.  3 


23,  1946- 
7,  1925- 
5,  1928- 
31,  1946- 

11,  1947- 
2S,  1947- 


-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  53 

-Vol.  32,  No.  6 
-Vol.  32,  No.  4 


21,  1947— Vol.  32,  No.  3 


MARCH  11,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

101?  M  m.°rmll9>  1947,  at  10  o’clock  in  Room 

W13,  Municipal  Building,  Manhattan,  on  the  following  mat- 

650-46-BZ— Apphcation,  August  27,  1946,  under  section 
7c  o  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant  on 
belialr  of  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Riv’khi 
lessee),  to  permit  in  a  residence  use  district,  the  change  in 

Board??  fh°m  ’  t?yS  ho??f,  (P,reviously  granted  by  the 
Board),  to  boys  home,  childrens  day  camp  and  nurserv 

?;,0Ci:  Pre'm?es  ?9-107  (known  as  101)  Beach  34th  street 
l  !!  ^Prayview  avenue,  northwest  corner  (Block  311, 

Lot  102),  Edgemere,  Borough  of  Queens. 

U1?6?- 99-'107  (known  as  101)  Beach  34th  street  and 
in?  ^Prayview  avenue,  northwest  corner  (Block  311,  Lot 
102),  Edgemere,  Borough  of  Queens. 

hph,'?f7?Zr“AppliC/t?,n  °f  Aaron  A'  Roth>  aPPHcant,  on 
104 a  of  George  M  Thomson,  owner,  reopened  October  22, 
46,  under  section  7h  of  the  zoning  resolution,  to  permit 
m  a  residence  and  business  use  district,  the  parking  and 

50°02g  Shrill  m°re  than  five  S5)-  motor  vehicles  1  premises 
50-02  Shuman  avenue,  south  side,  between  50th  and  51st 

Lotei7)  4W  1  ?eet  a"d  l1'02  51st  street  (Block  131, 
Lot  17),  Woodside,  Borough  of  Queens. 

t1ion°7t6‘ofZ7ApPliption’  ?e.cember  23>  1946,  under  sec- 
??  7g  r  the  zTmg  resolutlon,  of  News  Syndicate  Co, 
apPf  lcant  a"d  owner,  to  permit  in  an  unrestricted  use 

than  ?  ond,mainteVance  of  a  garage  for  more 

an  live  (5)  motor  vehicles,  located  on  same  street  be- 
tween  two  intersecting  streets  on  which  portion  there  exists 
a  pubhc  school ;  premises  228-240  East  41st  street,  south  side, 

of  ManIStan  d  aVe"Ue  (Block  1314>  LotS  29'35)>  Borol,gh 

5i~?9"??^r^ P p  1  i c at i ° n  of  Samuel  Cohen,  applicant,  on 

?Rh1Q/L7f  f254  5  1  Avenue  CorP-  owner,  reopened  February 
18,  1947,  for  consideration  as  to  amendment  and  extension 
of  time  to  complete  work  (expired  by  limitation)— Appli¬ 
cation,  previously  granted  on  condition,  under  section  21  of 
the  zoning  resolution,  permitting  in  an  unrestricted  use,  and 
also  B  area  district,  the  erection  and  maintenance  of  a  fire 
tower  in  a  required  rear  yard;  premises  213-217  East  37th 

T?cetinn°irith  S1/%,180n  ft'  east  of  3rd  avenue  (Block  918, 
Lots  10,  11  and  12),  Borough  of  Manhattan. 

164-40-BZ— Apphcation  of  'Earl  I.  Gallant,  applicant,  on 
behalf  ot  Cooperman  Realty  Corp.,  owner  (Morton  Drexler 
lessee),  reopened  October  29,  1946,  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  retail  use  district,  the  park¬ 
ing  and [storage of  more  than  five  (5)  motor  vehicles;  prem¬ 
ia  447-451  West  35th  street,  north  side,  194  ft.  east  of' 

Manila?"”6  (R°Ck  ?33’  L°tS  9’  10  and  n),  Borough  of 
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22 1-46-B Z — Application,  March  26,  1946  under  section 
7e  of  the  zoning  resolution,  of  Raymond  Irrera,  applicant, 
on  behalf  of  A.I.S.  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  storage  of  lumber  for  a  °  ^° 

(2)  years;  premises  40-16  28th  avenue  and  28-06  41st  street 
southwest  corner  (Block  663,  Lots  21,  22,  23  and  4),  on0 
Island  City,  Borough  of  Queens. 

596-46-BZ— Application,  August  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ben  A.  Milner,  applicant  and 
lessee  on  behalf  of  Hyman  Friedman  Inc.,  owner,  to  permit 
in  a  residence  use  district,  the  construction  and  maintenance 
of  a  miniature  golf  course  for  a  period  of  years;  premise 
northwest  corner  of  White  Plains  road  and  Guerlain  street 
(Block  3927,  Lot  17),  Borough  of  The  Bronx. 


143-47-A— 2501  Grand  Concourse,  •  northwest  corner  of 
Fordham  road  (3rd  and  4th  floors)  ;  (Block  3167,  Lot  1), 
Borough  of  The  Bronx. 

158-47-A — 155-459  10th  avenue,  west  side,  74  ft.  1  in  south 
of  West  36th  street  (1st  floor)  ;  (Block  70/,  Lot  33),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


969-46-BZ— Application,  November  29,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  1  roskauer, 
applicants,  on  behalf  of  A.B.C.  Realty  Corp.,  owner,  to 
permit  in’ a  business  use  district,  the  change  in  occupancy 
from  automobile  showroom  and  sale  and  display  of  i 
cars  to  automobile  showroom,  sale  and  display  of  used  ca  s 
Sd  the  parking  and  storage  of  more  than,  five  (5)  motor 
vehicles;  premises  225-239  Pennsylvania  avenue  and  2077- 
2091  Pitkin  avenue,  northeast  corner  (Block  3/21,  Lots  ,  . 
and  38),  Borough  of  Brooklyn. 


92-47-BZ— Application,  January  30,  1947,  under  section 
7c  of  the  zoning  resolution,  of  Maurice  G.  Uslan,  applicant 
on  behalf  of  Ruth  Jaeger,  owner  (Jack  Segel,  lessee)  to 
permit  in  a  residence  and  business-1  district,  the  erection 
of  a  one  story  building  to  be  used  as  an  accessory  use  (serv¬ 
ice  lubrication,  minor  adjustments  and  gasoline  service  sta¬ 
tion),  to  existing  garage;  premises  156  Hendricks  avenue 
and  351  Tersey  street,  southeast  Corner  (Block  44,  Lots  y 
and  11),  Rosebank,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  11,  1947,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  March  11,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


293-43-A— 121-151  Flatbush  avenue,  east  side,  from  Hanson 
place  to  Atlantic  avenue  and  2-27  Hanson  place  (Block  2001, 
Lot  1),  Borough  of  Brooklyn  (reopened  January  28,  iy4/j, 


80-47-A — 4-20  47th  avenue,  south  side,  135  ft.  west  of  5th 
street  (1st  floor);  (Block  20,  Lot  15),  Long  Island  City, 
Borough  of  Queens. 

123-47-A— 623  Linden  boulevard,  northwest  corner  of 
East  45th  street  (Block  4865,  Lot  26),  Borough  of  Brooklyn. 

107-47- A— 73-02  Beach  Channel  drive,  northwest  corner 
of  Beach  73rd  street  (Block  539,  Lot  29),  Arverne,  Borough 
of  Queens  (under  sections  35,  General  City  Law  re  bed  ot 
mapped  street — Beach  73rd  street). 

999-46-A — 72  Walker  street,  northwest  corner  of  Courtlandt 
Alley  (Block  196,  Lot  31),  Borough  of  Manhattan. 


190-46-A— 100-08  to  100-10  Atlantic  avenue,  south  side, 
70  56  ft  east  of  100th  street  (basement)  ;  (Block  9376,  Lot 
5)  Richmond  Hill,  Borough  of  Queens  (reopened  February 
25,’  1947). 

84-47-A — 212  East  92nd  street,  south  side,  175  ft.  east  of 
3rd  avenue  and  211  East  91st  street  (4th  and  5th  floors)  ; 
(Block  1537,  Lot  9),  Borough^of  Manhattan. 

133-47- A— 3825  Corlear  street,  southwest  corner  of  West 
240th  street  and  southeast  corner  of  Tibbett  avenue  (Block 
3414B,  Lots  40,  48,  52,  59,  62,  65,  69,  74  and  75),  Borough 
of  The  Bronx. 


MARCH  18,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  March  18,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

276-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Thomas  C.  and  Louis  Iervohno,  owners, 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  public  garage  to  a  gasoline  service 
station  lubritorium,  auto  laundry  and  office ,  premises  ol 
Rapelye  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 

57-46-BZ— Application  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Kalbreit  Realty  Corp  owner  re¬ 
opened  July  23,  1946,  under  sections  7c  and  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  and  business  use 
C  and  F  area  districts,  the  erection  and  maintenance  ol 
a  commercial  building,  using  more  than  the  area  permitted  i 
premises  168-01  to  168-09  Hillside  avenue  and  87-45  tc 
87-57  168th  street,  northeast  corner  (Block  9840,  Lot  i; 
Jamaica,  Borough  of  Queens. 

848-46-BZ— Application,  November  7,  1946,  under  sectioi' 
7b  of  the  zoning  resolution,  of  Robert  T.  Lyons,  applicant, 
on  behalf  of  Dorima  Corp.,  owner,  to  permit  in  a  resideno 
and  business  use,  D  area  district,  the  erection  and  mainte 
nance  of  a  building  to  be  used  as  stores,  using  more  thai 
the  area  permitted;  premises  North  side  of  46th  avenue,  fron 
Utopia  parkway  to  172nd  street  (Block  5526,  Lots  1,  4,  l 
9,  10  and  77),  Flushing,  Borough  of  Queens. 

39-37-BZ — Application  of  Samuel  W.  Ross  &  Co.,  applican 
on  behalf  of  Cross  Country  Gasoline  Station,  Inc.,  owne 
( Alden  Gas  Stations,  lessee),  reopened  February  25,  194. 
for  consideration  as  to  extension  of  term  of  variance  AppP 
cation  previously  granted  on  condition,  undef  section  7h 
the  zoning  resolution,  for  a  temporary  term  of  years,  pei 
mitting  in  a  business  use  district,  the  extension  of  a  gasolir- 
service  station,  so  as  to  permit  the  parking  and  storage  P 
more  than  five  (5)  motor  vehicles;  premises  619-641  Lorn 
Island  avenue,  east  side,  from  Slocum  place  to  Matthev 
place,  1-5  Slocum  place  and  2-8  Matthews  place  (Bloc 
5141,  Lots  53  and  74),  Borough  of  Brooklyn. 

918-46-BZ — Application,  November  26,  1946,  under  sectioi 
7c  and  21  of  the  zoning  resolution,  of  John  P.  McGrat, 
applicant,  on  behalf  of  Harhaven  Corp.,  ownei,  to  permi 
a  residence  use,  C  area  district,  the  extension  of  existn 
garage  for  more  than  five  (5)  motor  vehicles  and  mot' 
vehicle  repair  shop,  using  more  than  the  area  permit te- 
premises  98-15  Jamaica  avenue,  north  side,  88.24  ft.  east 
98th  street  (Block  9177,  Lot  95),  Woodhaven,  Borough 
Queens. 


927-46-BZ — Application,  November  27,  1946,  under  secti 
21  of  the  zoning  resolution,  of  Edgar  J.  Moeller,  apphca 
on  behalf  of  Abraham  Bass,  owner,  to  permit  in  a  busirn 
use,  B  area  district,  the  extension  of  existing  binlajnji 
using  more  than  the  area  permitted;  premises  92-94  1st  a' 
nue,  east  side,  97.\lA  ft.  north  of  East  5th  street  (Block  4. 
Lot’s  5  and  6),  Borough  of  Manhattan. 


134.47. A — 94-51  158th  street,  east  side,  387  ft.  south  of 
Beaver  road  (Block  10099,  Lot  80),  Jamaica,  Borough  of 
Queens. 


928-46-BZ— Application,  November  8,  1946,  under  section  - 
of  the  zoning  resolution,  of  Sidney  C.  Koff,  for  United At¬ 
tracting  Co.,  applicant,  on  behalf  of  Guardian  Union  L01- 
owner  (Washington  Motors,  Inc.,  lessee),  to  permit  fflj 
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i  .usincss  use  district,  the  change  in  occupancy  from  used  car 
’?  1  s  .  °|  and  sheds.  closed  shelter,  and  restaurant  to  sheds 
dosed  shelter,  restaurant  and  the  parking  and  storage  of  more 
han  five  (5)  motor  vehicles ;  premises  4353-4361  Broadway 
lorthwest  corner  of  West  186th  street  (Block  2180,  Lot  MO) 
Jorough  of  Manhattan.  '» 

|49^6lB?f^I!I.,liCati0n’  Dece,Vbcr  4-  1946-  under  sections 
t  and  21  of  the  zoning  resolution,  of  John  Finseth  and 

inlip  h reshman,  applicants,  on  behalf  of  Luigi  Pollio 
»wmer,  to  permit  in  a  residence  and  business  use  district  the 
Ktension  ot  existing  store  to  existing  garage,  and  conver- 

'?,lV  J  /  n-  premises  to  a  restaurant  on  first  floor  and 
multiple  dwellings  on  second  and  third  floors,  using  more 
,an  the  pernutted  area;  prennses  8415  5th  avenue,  east  side! 
7  it.  2%  in  north  of  85th  street  (Block  6027,  Lot  104) 
.orough  of  Brooklyn.  '• 

3-47-BZ-Application,  January  22,  1947,  under  section  21 
1  the  zoning  resolution  ot  William  I.  Hohauser,  applicant 
,ti  behalf  ot  Jeron  Co.,  Inc.,  owner,  to  permit  in  a  business 
se,  C  area  district,  the  erection  of  a  building  to  be  used  as 

S?JlUSng  m°rie  f]an  ll!e  Penrdtted  area;  premises  96-33 

Iflock  2088  eiTSntbOUlSVardJ  n,mhWDSt  Corner  of  63rd  drive 
ueem  2°88’  L  18  a"d  20)’  Reg°  Park-  Borough  of 


ie-^-BZ-AppHcatio",  February  5,  1947,  under  section  21 

.*7?"!"!  rresolut^  ot  Earl  Harkness,  applicant,  on 
halt  ot  The  Greenwich  Savings  Bank,  owner  to  permit  in 
restricted  retail  use,  B  area  district,  the  erection  of  a 
mmercial  building  with  solid  balconies  to  fire  tower  pro¬ 
ving  more  than  four  (4)  feet  from  fourth  to  tweS 
)ries  premises  3-5  West  57th  street,  north  side  125  ft 

anhatlan.b  ^  (B'°ck  I27J'  L"s  M).  Borough  of 

1-47-BZ— Application,  February  10,  1947,  under  section  7c 

n  If  o°fnpagtr?cSk  Ah,0"  1  °f  Ge°rge  J<  Shirke^-  applicant,  on 
11  district  thp' ^  ^l-Urphy,  owner,  to  permit  in  a  residence 
thin^Uio “ic  extension  of  an  existing  business  use  (store) 

•ckaw-iv  1L t  0l°r  ^  311  fX,Stln.g  building;  premises  107-06 
■ckauay  Beach  boulevard,  north  side,  50  ft.  west  of  Beach 

Queens6  B  ^  L°f  1?)’  Rockaway  Beach,  Borough 

ft47±710/p°6  !7C7a,Way  Beach  boulevard,  north  side 
it.  west  of  Beach  107th  street  (Block  647,  Lot  17)  Rock- 
ay  Beach,  Borough  of  Queens.  ■’ 

'1-46-SA— Sunbeam  Oil  Burner,  Models  F  &  T. 

1-46-SM — Quonset  24  Building. 

47-SA— Polo  Fuel  Oil  Pump,  Model  R-12  (also  known 
Rystrom  buel  Oil  Pump,  Model  R-12). 

4HlSOx7^!!dT  -,CapSCad?  iiqu?  Oxygen  System— Linde 
-  Truck  and  Mobile  Pumping  Unit. 

47-SM— Linde  Cascade  Oxygen  Receivers. 

nrip  1  eI-°-1  °st  (all  steel  telescopic  screw  jack 
iment  shoring  .column).  JacK 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  18,  1947,  2  P.  M. 

OTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

SunidnTlfR?’l]/a,TAf18’,  1947’  at  2  °’clock  in  Room 
;  Municipal  Building,  Manhattan,  on  the  following  mal- 

^n^i!76"184  Fulton  street,  20-24  Dey  street  and 

emCem)ChrSRlnep  Fult0n  t0  Dey  sheets 

)  ,  (Block  80,  Lot  4),  Borough  of  Manhattan. 

street>  and  99  West  Broadway 
orner  (Block  14a,  Lot  12),  Borough  of  Manhattan.’ 

»7-A-3SO  5th  avenue,  west  side,  from  West  33rd  to 
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34thf  streets  1-29  West  33rd  street  and  2-20  West 

:md  41  •  (  St.flo,or>:  (Block  835,  Lots  19-28  inclusive 

and  41-54  inclusive),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
MARCH  25,  1947,  10  A.  M. 

'.earing 

1013.  Municipal  fiuiitot  fc &£**££ 

hon'476f^7l^PPliCati°n’  November  13,  1946,  under  sec¬ 
tion  /I  of  the  zoning  resolution,  of  Lama  and  Proskauer 

applicants  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 
A.  Cornell,  owners,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  station  fcbri- 
orium,  laundry  and  office ;  premises  233-12  to  233-20  Linden 
(BloecVkri27a5nn  17;°02  *7 117"10  234th  street,  southwest  c£S 
of  Queens750’  P  °  0t  U’  St  Albans>  Borough 

t9i2on:76;Bf7ApPlication>  November  21,  1946,  under  sec- 
tion  7c  of  the  zoning  resolution,  of  Reuben  Henri  Bowden 
applicant,  on  behalf  of  Safeway  Stores,  Inc,  owner  to 
permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  (5)  motor 
vehicles  to  retail  store;  premises  1016-1024  St.  Nicholas  ave- 

rrfi’  foinn^T  8*  in.  south  of  West  162nd  street 

(Block  2109,  Lot  81),  Borough  of  Manhattan. 

766-28-BZ— Application  Gf  Sol  A.  Liebman,  applicant  on 

sections0  7f ' and  ^f’  cTT’  re°Pened  0,ctol)cr  29,  1946,  under 
sections  /t  and  21  of  the  zoning  resolution,  to  permit  in  a 

business  use,  C  area  district,  the  erection  and  maintenance  * 

i1  SraSf.  for  “an  five  (5)  motor  vehicles,  using 

more  than  the  area  permitted;  premises  820-838  East  New 
iork  avenue,  south  side,  120  ft.  west  of  Schenert-irlv 
nue  (Block  4806,  Lot  77),  Borough  of  Brooklyn  d 

be7ltlf8'^?_rrP.PliCaTti0n-  ?f  £eorge  H'  Colin>  aPPbcant,  on 
October  5  IQS?  LfVlck  Corporation,  owner,  reopened  • 
Uctober  a,  1943,  under  sections  7c  and  7f  of  the  zoning 

resolution  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium 

fite  AT i7t  and  /hei  Parkmg-  and  storage  of  more  than 
nve  (a)  motor  vehicles;  premises  1401-1469  Far  Rockawav 

(BlocVkr?8and  'VS6!  Sm7ke  street>  southwest  corner 
Queens.  ’  40)’  Far  Rockaway’  Borough  of 

MeMe-BZ-AppHcation,  August  23,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer  applicants 

use  hffistrirt f  ArCh’e  ?nyder>  owner’  to  Permit  in  a  business 
use  district,  proposed  signs  on  marquee  projecting  more 

1588  Pit?  dlstance  beyond  building  line;  premises  1586- 
Jri8  f  tkl”  avenue,  south  side,  6a  ft.  west  of  Amboy  street 
(Block  3a  17,  Lot  3a),  Borough  of  Brooklyn. 

9774;4/;?Z-ApPlicati?n’.December  10,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer  annli- 
cants,  on  behalf  of  John  Robert  Gorden,  owner,  to ’permit  . 
m  a  residence  and  business  use  district,  the  change  in  use 
from  garage  to  store,  with  store  front  more  than  required 

premised  mt%^cil0n  fbutting  a  residence  district; 

prem  ses  a  16  Bay  Ridge  parkway,  south  side,  103  ft  east 
of  5th  avenue  (Block  5942,  Lot  13),  Borough  of  Brooklyn 

*9^BZ^PPlicati°n’  Jan,uary  24’  I947-  l,nder  sections  7c 
and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Flabro  Realty  Corp.,  owner  to 
permit  in  a  residence  and  business  Use  district,  the  recon¬ 
struction  of  an  existing  gasoline  service  station.  a!!o 
laundry,  lubritorium  and  ofiice,  using  more  area  and  the 
plaiJgf.of  occupancy  to  gasoline  service  station,  laundry 
riLn?riUm’  office  and  repairs;  premises  571-581  Conev 

5141  aRd  3  Be wjs  place,  northeast  corner  (Block 

al41,  Lot  21),  Borough  of  Brooklyn. 
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91-47-BZ— Application,  January  30,  1947,  under  section 
7c  of  the  zoning  resolution,  of  Alfred  H.  Eccles,  applicant, 
on  behalf  of  Einson  Freeman  Co.,  Inc.,  owner,  to  permit  in 
a  residence  use,  B  area,  district,  the  change  in  occupancy 
from  garage  to  photography  studio,  using  more  than  the 
area  permitted  and  without  the  required  rear  yard ;  premises 
155  East  35th  street,  north  side,  171  ft.  west  of  3rd  aven 
(Block  891,  Lot  34),  Borough  of  Manhattan. 


94-47-BZ— Application,  January  31,  1947,  under  sections  7h 
and  7e  of  the  zoning  resolution,  of  Herman  Kron  applicant, 
on  behalf  of  Anndons  Inc.,  owner  (Ferris  Bit, ek  Corp 
lessee)  to  permit  in  a  business  use  district,  the  display  and 
sale  of  used  cars  and  the  parking  and  storage  of  more 

than  five  (5)  motor  vehicles  with  license  P1^  north 
nremises  2318-2332  Jerome  avenue,  east  side,  177  it.  norm 
of  East  183rd  street  (Block  3187,  Lot  9),  Borough  of  The 

Bronx. 


401-31-BZ— Application  of  Sidney  L.  Strauss,  applicant,  on 
behalf  of  446  West*  44th  Street,  Inc.,  owner,  reopened 
January  21  1947,  under  section  7f  of  the  zoning  resolution 
lo  permit  in  a  business  use  district,  the  erechon  and 
maintenance  of  a  gasoline  service  station  o^ce  md 
lubritorium  in  conjunction  with  the  parking  and  borage 
of  more  than  five  (5)  motor  vehicles  (previously  granted 
the  Board);  premises  624-626  Atlantic  avenue  and 
9-5th  avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 


1033-46-SM — D.  T.  Welding  Service  275  Gallon  Fuel  Oil 
Storage  Tank. 

22-47-SM — Plymouth  Fire  Guard  Fabric  A. 

93-47-SM— Tuttle  &  Bailey,  Inc.  Register  with  busible 
Link,  Model  No.  72. 


APRIL  8,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  8,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 

ter ; ’  Jl 

893-46-A — 50  Church  street,  west  side,  block  b°^nded  by 
Church  Fulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
f);  (Hudson  Terminal.  Building  B),  Borough  o!  Man- 

1,attan-  HARRIS  H.  MURDOCK,  Chain  nan 


APRIL  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  April  15,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  iollowing  mat¬ 
ter  :  HI 

103-47-A— 54-56  South  2nd  street,  south  side ,130  ft.  west  oi 
Wythe  avenue  (Block  2415,  Lot  19),  Borough  of  Brooklyn 

HARRIS  H.  MURDOCK,  Chairman 


MAY  13,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  heariiij 
Tuesday  morning,  May  13,  1947,  at  10  o’clock  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat 

ter : 


740-46-SM— Elevator  Entrances,  Inc.  Three  Hour  hire 
Test  Hollow  Metal  Door. 


HARRIS  H.  MURDOCK,  Chairman. 


330-28-BZ— Application  of  George  W.  Springsteen,  ap 
pheant  on  behaff  of  A.  H.  Consumers  Society,  Inc  ownei 
reopened  April  2,  1946,  under  sections  /e  and  21  of  th 

zoning  resolution,  to  permit  in  a  res.lde"ce  use  'remises  c 
alteration  and  maintenance  of  retail  stores ,  prem  s 
Van  Cortlandt  avenue  and  3887-3899  Sedgwick  avenu 
northwest  corner  (Block  3263-B,  Lot  275),  Borough  ( 

The  Bronx.  HARRIS  H.  MURDOCK,  Chairma 


MINUTES 


board  of  standards  and  appeals 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  4,  1947. 


Present:  Chairman  Murdock,  Commissioner  Blum  and 

' )CTh?  minutes* ofM he  regular  meetings  of  theF^°^rCJ;  hfg 
on  Tuesday  morning  and  Tuesday  afternoon,  F. ebruary  18, 
1947,  were  approved  as  printed  in  Bulletin  No.  8,  Volume  . 


ZONING  APPLICATIONS 


390-37-BZ  w 

APPLICANT— Aaron  A.  Roth,  for  George  M.  Thomson, 

SUBJECT— Application  reopened  October  22,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7h  of  the  zoning  resolution  to  per¬ 
mit  in  a  residence  and  business  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor 

PREMISES1  AFFECTED-50-02  Skillman-avenue  south 
side,  between  50th  and  51st  streets,  41-01  50th  street 
and  41-02  51st  street  (Block  131,  Lot  17),  Woodside, 

D  fY Vl  OlIPPtlS 


APPEAFmN Applicant:  Aaron  A.  Roth,  Julia ^  Cir risel 
Nicholas  Cirrisella,  Jack  Bergen,  Anthony 
Morro,  Michael  Montague,  Thomas  Richai 

and  John  Murphy.  _  ,  rnf 

For  Opposition :  H.  E.  Kamen,  Samue 

Harry  Lipman,  A.  L.  Coles,  Nora  Murp 
Elizabeth  Mulligan  and  others 
For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  11,  194/ 
10  A.  M.  for  decision  without  further  argument. 


650-46-BZ  .  n  . 

APPLICANT— J.  G  L.  Molloy,  for  Sylvia  Rosen 
Caruth,  owner  (Max  H.  Rivkin,  lessee). 

SUB  I ECT— Application  (decision  of  the  borough  supe 
SLBJ  tendentT  under  section  7c  of  the  resolutj 

to  permit  in  a  residence  use  district,  the  g 
occupancy  from  boys’  home  (prev'Ously  grarUe'. 
the  Board),  to  boys’  home,  childrens  day  camp 

cva! 
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I’KEMLSES  ^H^CTHD— 99-107  (known  as  101)  Beach  827-40-BZ  " 

.  corner  {&?  ,TOTO&"S2S3  9-  Ackerman,  for  G.  Monfanino  and 

APPEA^fe-  ..  .G^X^yeS)C0rt>’  0W""  <R  P-andS. 

bor  Applicant:  H.  Barbiere.  SUBJECI  Application  reopened  July  16  1946— Annlira- 

E°r  Nonec  U°?-  ^de7,lslolf1  of  the  borough  superintendent)  under 

or  Administration :  Samuel  L.  Becker,  Dep’t  of  j-ection  7h  of  the  zoning  resolution,  to  permit  in  a 

\rnn\T  r>S0nSAnfr^d  Buildings.  '  business  use  district,  the  parking  and  storage  of 

\CT10iJj  Oh  BOARD— Laid  over  to  March  11,  1947  at  more  than  five  (5)  motor  vehicles,  for  a  term  of 

10  A.  M.  for  applicant  to  file  plans.  ppi?Ut™  (9)  years. 

i  46  AFFECTED-206-212  Mulberry  street  and 
- -  y  /b  Spring  street,  southeast  corner  (Block  480 

U“PL1CANT _ Rob  T  T  f  n-  APPEARANCES^16'  "  “d  ‘9)’  Borou*h  of  Manhattan: 

SUBJECT — Application^  decision  of  the"  borou^  suTrm'  For"  '  FTankV  G-  Ackerman  and  R.  Piro. 

tendent)  under  section  7b  of  the  zoning  resolution  Opposition.  H.  Margoshes,  Arthur  Byrnes  and 

(Hst'cct^^h^erec^on^  a^^  mafntenance^f  Sa'  building  '^^uS  L ■  Becker,  Dep’t  of 

mitted  ^  St°reS’  U$ing  m°re  than  the  area  Per*  ,  ,  B°ard  of  Education  J  Saunders- 

REMISES  AFFECTED-North  side  of  46th  avenue,  from  THe' ^gT^BOARD-ApPllcation  granted  on  condition. 

PPEaSS-  Steffi  3%£  -fcd^  Kn“-  3 

For"  Opposition  *Ch£l  Jiti™  ^  T‘  E'  Rh°deS-  -  Absent :  Commissioner  Savage  .' .' .' ! A'.'  ? 

For  Administration :  Samuel  L.  Becker  Dep’t  of  1 HE  RESOLUTION  (827-40-BZ) 

CTION  OF°RSnnApand  ?u?ldings-  ’  Whereas,  this  application  under  section  7h  of  the  zonine 

CTION  OF  BOARD— Lmd  over  to  March  18,  1947  at  resolution,  to  permit  in  a  business  use  district  for  a  tern? 

10  A.  M.  for  further  consideration.  porary  period  of  not  more  than  two  (2)  years  the  narking 

and  storage  of  more  than  five  (5)  m«or  vehicles,  pSs"! 

9-46  BZ  -  44  A  46  SPrmg  street,  and  206  to  212  Mulberry  street 

Z  southeast  corner  (Block  480  lots  14  to  17  ilr  ,  '  A  n  ’ 

jPPLKTANT— Reuben  Henri  Bowden,  for  Safeway  Stores,  igfj1.  °JidManhattan-  was  denied  by  the  Board  on  April  29, 

JBJECT— Application  (decision  of  the  borough  supprin-  _f^HEREAS  the  applicant  requested  reopening  of  this  appli- 

tendent)  under  section  7c  of  the  zoning  resolution  ^  •  and  f  further  consideration  under  section  7h  of ?  the 

San^p1'-1  m  3  residence/nd  business  use  district,  the  use  dfstHrt  th0"  bai!?d  °n  Tw  factS  to  permit  in  a  business 

change  in  occupancy  from  garage  for  more  than  mntn!  [  'll’  ^  prarking  and  storage  of  more  than  five  (5) 

>T,five  (5)  motor  vehicles  to  retail  store  motor  vehicles,  for  a  term  of  nine  (9)  years  affert.no- 

-EMISES  AFFECTED  ,016-1024  St'.  Nicholas  avenue  2“6  10  212  M««*ny  street  and  38  to  46  “ri"I 

Sld?inn  ?'  south  of  West  162nd  street  Jox eet,  southeast  corner  (Block  480,  Lots  14,  IS,  16,  17  and 

’PEARA  MPT?^09,  Lot  81 Bor°ugh  of  Manhattan.  Manhattan>‘  and 

EARA.\  CES —  V\  hereas,  this  case  was  reopened  by  vote  of  the  Board 

bor  Applicant:  Reuben  H.  Bowden.  on,/.u^  lb-  1946,  subject  to  usual  procedure  -  and 

bor  Opposition :  None.  Whereas  a  public  hearing  was  held  on  this  application  bv 

F°r  l)'  "’lms,ra!;°:11:  Samuel  L.  Becker,  Dep’t  of  Mar  'h '41?47Si'‘!’,  |S  and  A"Ktals-  at  its  regular  meeting* 

TION  OF  RnAIind  ’  tin  and  ’  ’  due  n°t,Ce  by  l,ublication  the  Bull? 

'  BOARD— Laid  over  to  March  25,  1947  at  1  ,  ,.  . 

10  A.  M.  at  request  of  applicant.  ,  WHEREAS>  the  district  maps  accompanying  the  zoning  reso- 

lution  show  that  Mulberry  street  ai,d  Spring  stree^are  h. 

rTr  a  Whereas,  the  decision  of  the  borough  superintendent 

;PLIOANT-News  Syndicate  Co.,  Inc.,  owner.  d“*d  **  A9'  1946,  Alt.  Applic.  1329-46  reads: 

JECT  Application  (decision  of  the  borough  superin-  district  tWo  ‘TUSe  a  vacant  lot  in  a  business  use 

tendent)  under  section  7g  pf  the  zoningg resolution  'ntn  f  u-  ,  parking  and  storage  lot  for  more  than 

to  permit  in  an  unrestricted  use  district,  die  erection  4  Th n! ^yIcl/fs.?s,noTtTpe':mi.tted  being  contrary  to  Sec. 

and  maintenance  of  a  garage  for  more  than  five  (5)  and  ’  ‘  (  }’  Artlde  H’  Zoning  Resolution.” 

intersecting  streets  01^ whidT^rtion^th^re^xEtTa  a  nk^TlTft  tk!yappliEant  states  that  the  premises  consist  of 
,  public  school.  P  ’  e  eX1Sts  a  a  P1^  V1  ft-  4^  m.  frontage  by  101  ft.  5  in.  in  depth  (ir- 

-MjSES  AFFECTED — 228-240  East  41st  street  south  ISXWt  ?reS(Ttly  vacantJ  that  it  is  proposed  to  use  the 

29-35)° Rft  WhSt  ?fATndnaVenUe  (Block  1314’  Lots  motor  cars  “Lid"  Parkmg  and  Storage  of  more  than  five  (5) 

3EARANCES°— Ug  °  an  attan'  .  Whereas  the  applicant  contends  that  no  gasoline  will  be 

bor  Applicant:  John  R.  Schoemer,  Jr.,  George  Don-  erect ed° nT Wu]  be  done  and  no  construction 

nelly,  Herbert  Lau,  Alexander  CroseR  thlt  In  the  lafndt  °ther  ^  a  sma11  attendant’s  office; 

bor  Opposition:  John  C.  Dohm  Marianna  Asaro  JrfJ-  1  fnt  ^  CafS  Wl11  fbe  wholly  within  the  bound- 

Salvatore  Asaro  and  M.  I.  Levey  '  ‘  ,v  l  the  lot  and  no  cars  after  entering  the  parking  lot 

bor  Administration:  Samuel  L  Becker  Den’t  of  th  rtequiEed  ,to  be  mo.ved  onto  the  public  sidewalk  or 

Housing  and  Buildings  and  John  ’  SaSders  ar  thal  nntH  V  PCrmi|  of  an^  other  parked 

,^xt  Board  of  Education  oaunaers,  car,  that  no  school  nor  charitable  hospital  exists  on  the 

•ON  OF  BOARD-Laid  over  to  March  11  1947  at  ih^onlv  betTen  inter.fEting  streets  nor  within  200  ft.; 

10  A.  M  for  further  consideration  ;  applicant  to  berev  ree^h^h^  be  pr°vided^nd  wiI1  be  on  Mul- 
correct  plans  and  papers  filed.  P  G11  S,  traffic  on  MuIberry  street  than 

on  bpring  street,  that  this  property  was  unrestricted  from 
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1916  to  1926;  that  on  April  17,  1926  it  was  changed  to  busi-  Administration:  Samuel  L.  Becker,  Dept  of 

ness  and  it  has  so  remained ;  that  conditions  since  the  tune  ot  Rousing  and  Buildings. 

the  previous  appeal  to  the  Board! baVWnhn?5eased 100%  ACTION  OF  BOARD-Application  granted  on  condition. 

-irea  of  the  proposed  parking  lot  has  been  increasea  iuu/o  VOTE _  .  • 

by  the  addition  of  an  adjoining  lot  ^d  certain  adjoining  1  HE  chairman  Murdock,  Commissioner 

streets  arc  proposed  by  the  Police  Department  to  be  made  Blum  and  Deputy  Chief  Gurnee . 3 

No  Parking  Express  Streets  or  .a,ready  b^^^^  Negative:  . . . ? 

and  the  need  for  off-street  parking  facilities  is  zKUte,  tiat  Absent:  Commissioner  Savage  . . 1 

of  three  structures  in  the  immediate  vicinity  originally  con¬ 
structed  as  public  garages,  one  is  now  used  as  a  Nothing  TH£  res0LUTI0N  (604-46-BZ) 

warehouse,  one  as  a  repair  shop  f"d  the  third  is  sc  ove  Whekeas  Jacob  Lubroth,  for  Lawrence  J  McSherry, 

burdened  as  to  render  little  ofr-stree ^-street  owner  -  Murray  Cohen,  lessee,  filed  August  23,  1946,  an  ap- 

p holographs  filed  herewith  indicate  c0"s‘d.e.^bl®  ea,J  a  nl  cation  under  section  21  of  the  zoning  resolution,  to  per- 

SS'S  Sf&S  vicinity ; 

“whTs,  c 

Sot  is  already  occupied  unlawfully  for  the  proposed  use;  ou^H°jE£“ee"^uy-J  hearing  was  held  on  this  application 

""whfreas  the  Board  deemed  that  this  was  a  proper  case  by  the  Board  of  Standards  and  Appeals  at  ns  ™gu  ar  "teet- 

i„S  exercise  discretion  to  grant  under  sect.on  7,  mg,  January  21,  £  P  (hen  fc 

subdivision  h,  of  the  zoning  resolution.  Anneals  does  March  4  1947  for  the  applicant  to  file  plans;  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  do  Whereas  the  district  maps  accompanying  the  zoning  reso 

hereby  make  a  variation  in  the  fP^'cationoi  t  ^  ^  lutio„  show ’that  Myrtle  avenue  is  in  a  business  use,  C  are; 

regulation  of  the  zoning  resolution,  and  that  the paPPllc^10  and  Class  1  height  district ;  Cornelia  street  is  in  residence  am 

be  and  it  hereby  is  granted  under  section  h  thereoi t  for-*  ^d>lsasSSUSe  C  area  and  Class  1  height  districts;  and 

term  of  two  (2)  years  from  the  date  of  this  resolution^  to  b™ss^,  the  decision  of  the  borough  superintendent 

permit  the  premises  to  be  occupied  as  proposed  I.  ,  AncnUt  5  1946  and  a  subsequent  decision  date' 

!ng  and  storage  of  more  than  five  (f 5 )  motor  vehicles  as  md^-  ^Alt Applic.  1662-46,  reads: 

catecl  on  plans  filed  with  this  application  ma  Proposed  extension  exceeds  the  maximum  are 

Mr ^  z « ^  ^  b'z'r-" 

gravel  $^.1™  aMed  the *££*«««  3 

with  a  binder  to  render  a  reasonably  is  locaied  a  buflding  20  ft.  front  by  90  ft.  in  depth  t 

provide  surface  drainage;  that  along  the  street  bu  §  el  20  by  55  ft.  in  depth  on  2nd  and  3rd  floors; 

and  along  the  interior  lot  lines  where  existing  buildings  sticFt  ;n  height  of  Class  3  construction;  that  it 

do  not  occur  there  shall  be  erected  a  substantial  wen  w  proposed  J  extend  the  existing  building  to  cover  the  fu 

fence  of  the  anchored  post  type  not  less  than  6  ft  m  height  propo  t  firgt  floor>  presently  used  as  store,  now  vacanl 

r“  «•  ^  “  »«> M  are  used  as  1-fami,y  dwellmg! 

niall  he  restricted  to  a  permanent  sign  attached  to  the  tence  into  a  tea.  “URDANG  who  intern 

near  the  entrance  on  Mulberry  street  advertising  the  parking  Menu  1  e  P  °  ■  the  expansion  of  his  business;  th 
and  storage  use  and  the  rates  charged;  that  such  sign  shall  to  combine ^  st°«s u ^  ^  ^  ^  permissible  und 
not  exceed  15  sq.  ft.  and  shall  not  extendbeyondthe  ui  <  ^  Zonin<r  Resolution  to  make  the  improvements  now  co 

ing  line  and  shall  not  be  illuminated;  that  during  the  term  of  8  aR  ^  buildings  on  block  3560  occupy  t 

this  variance  the  premises  shall  be  used  for  no  o  ^  P  ,  ’  except  two  buildings  on  lots  25  and  26  and  :• 

K  inconvenience 'wii l^be  caused  .0  ,he  neighbors  by  tins  ad, 

over  one  story  in  height  which  may  be  of  f  Ja^’fiaS  £g  °W H ere  as^ ' 'the  premises  and  surrounding  area  were  j 

and  shelter  for  the  attendant;  that  such  portable  fire-fightmg  Warns,  of  the  Board;  and 

appliances  shall  be  maintained  as  the  c  ,,  f  Whereas  the  Board  deemed  that  the  applicant  had  si 

shall  direct;  that  along  the  interior  ot  line  where  waffs  of  to  warrant  exercise  of  discretion  to  gn 

adjoining  buildings  occur  there  sha  1  be  erected  and  ma  t. .  t  21  0f  the  zoning  resolution  as  to  area,  and  v 

tained  suitable  bumpers  approximately  3  ft.  from  such  walls  ^  relief  on  the  grounds  of  practical  d 

to  prevent  damage  thereto ;  that  al  Per™  c  ,  ,  tbe  ficulty  and  unnecessary  hardship.  .  ... 

and  all  work  completed  within  three  (3)  months  Horn  tne  nci  the  Board  of  Standards  and  Appeals  d« 

date  of  this  resolution  and  a  certificate  of  occupancy  hereby  make  a  variation  in  the  application  of  the  area  disti 

be  obtained.  regulations  of  the  zoning  resolution  and  that  the  appheat 

-  be° and  it  hereby  is  granted  under  section  21  thereof,  to  P 

fin,  ,,_R7  mit  the  extension  of  the  existing  building  at  56-36  My: 

APPLICANT-Jacob  Lubroth,  for  Lawrence  J.  McSherry,  as  'grated  d  pafpaSed  upon. 

SU  B  J  ECT— Application  dec^sion^of  the  borough  superin-  "Sw.  ttatT 

tendent)  under  sect, on  21  of  the  aMjngre tsolut non,  unto  date^  Jreb  u^  ^  ^  ^  heigl;t.  tha,  c 

uTngd,re  'than  the  g- 7ES 

PREMISES  AFFECT  ED  56-36  Myrtle  avenue  south  side,  adopted  this  ^“^hSIq^andlMsU  ‘*e  1st  f; 

175  ft.  east  of  Cornelia  street  (Block  3o60,  Lot  27),  bet  rlemoved  asSindicated ;  that  all  permits  shall  be. 

Ridgewood,  Borough  of  Queens.  Rnd  aU  WQrk  compieted  within  one  year  from 

APPEARANCES  Hatp  of  this  resolution. 

For  Aonlicant :  Jacob  Lubroth.  date  ot  tms  resomuui 
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677-46-BZ 

kPPLICAN  I  Leonard  Schultze  and  Associates,  for  Sav¬ 
ings  Bank  1  rust  Co.,  owner. 

[SUBJECT— Application  reopened  January  21,  1947,  for  con¬ 
sideration  as  to  amendment  of  resolution— Applica¬ 
tion  (decision  of  the  borough  superintendent)  pre¬ 
viously  granted  on  condition,  under  section  21 -C  for 
variation  of  the  area  requirements  of  the  zoning 
resolution,  as  to  size  ol  yard  and  lot  coverage - 
premises  in  I ),  E  and  h  area  and  residence  and 
business  use  districts. 

PREMISES  AFFECTED- — Blocks  bounded  by  Grand 
Axntral  1  arkway,  Alain  street.  Union  turnpike  and 
Parsons  boulevard  (Block  6673,  Lots  3,  50  and  100  • 
Block  6674  Lot  3;  Block  6692,  Lot  3;  Block  6693! 

i3:ionCkT669i  L,°!  101 ;  Block  6*19,  Lot  2  and 
Block  6820,  Lot  3),  Flushing,  Borough  of  Queens 

APPEARANCES— r 

For  Applicant :  Eugene  Meroni. 

For  Opposition  :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

.CTION  OF  BOARD — Resolution  amended 

'HE  VOTE  TO  AMEND  RESOLUTION— 

t  .  Affirmative :  Chairman  Afurdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  '  3 

Negative :  . ‘  ‘  ‘  q 

Absent:  Commissioner  Savage  . l 


HE  RESOLUTION  (677-46-BZ) 

Whereas,  this  application  under  Section  21-C  of  the  zoning  * 
solution  as  to  size  of  yards  and  lot  coverage;  premises  in 
’,  E  and  h  area,  and  residence  and  business  use  districts  ; 
causes— blocks  bounded  by  Grand  Central  parkway,  Main 
-eet,  Union  turnpike  and  Parsons  boulevard  (Block  6673 
;)ts  3  50  100;  Block  6674,  Lot  3 ;  Block  6692,  Lot  3 ;  Block 
o?’  ^0t  682°-  Lot  3i  Block  6693,  Lot  3,  and  Block 

i  d  10P’  V,ushin&’  Borough  of  Queens,  was  granted 
the  Board  on  October  22,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli- 
bon  and  an  amendment  of  the  resolution  ;  and 

Whereas  this  case  was  reopened  by  vote  of  the  Board 
January  21,  1947,  and  set  for  hearing  on  February  4  1947 

10  a.m. ;  and  ’ 

Whereas,  a  public  hearing  was  held  on  this  application  by 
Board  ot  Standards  and  Appeals,  at  its  regular  meeting, 
uruary  4,  1947,  after  due  notice  by  publication  in  the 
lletin  of  the  Board  of  Standards  and  Appeals,  and  laid 
-r  to  Alarch  4,  1947;  and 

Whereas,  a  favorable  report  has  heeg  received  from  the 
inning  Commission  under  date  of  February  8  1947  in  re- 
■°n  to  their  action  T-432  (CP-4711). 

iesolved,  that  the  Board  of  Standards  and  Appeals  does 
ehy  amend  the  resolution  adopted  on  October  22  1946  bv 

:mg  thereto : 

*  *  *  that  building  No.  42,  as  shown  on  plans  pre¬ 
viously  approved  and  as  passed  upon  by  the  borough 
i  superintendent  under  N.B.  Applic.  46,  Objection  of 
January  10,  1947,  may  be  changed  and  arranged  as  pro- 
ix)sed,  to  include  the  central  heating  plant  as  proposed 
and  as  mdicated  on 'plans  filed  with  this  application 
mar  cd  Received  January  14,  1947,’  10  sheets,  including 
i  photograph  of  elevation,  on  condition  that  the  heating 
equipment  shall  be  constructed  as  proposed,  including 
the  arrangement  proposed  to  reduce  smoke  and  fumes ; 
that  the  oil  burners  installed  shall  he  of  a  type  approved 
hy  the  Board;  that  if  any  pre-heater  is  used  it  shall  be 
/d  a  type  as  approved  by  the  Board;  that  the  tank  in¬ 
stallation  as  shown  shall  he  in  accordance  with  all  re¬ 
quirements  thereof ;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws  and  rules 
applicable  thereto.” 
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AI>I,LICIMmidm.o!1frfn  Mhnrt’  lessec’  for  Edwin  Gould 
SimiRPTA  ll5?n  for  Children,  owner. 

B U BJECr— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resoh’. 

ated  si^ns"1!1  U1  ai  ieSldfnce  use  distnct,  illumi- 

lilumi„a;fdSsig°nsrePlaCe  ‘'’rCe  (3)  exisli"K  "°”- 
PREM1SES  AFFECTED— 2300  Eastrl.ester  road  north- 

(Block  43M' Lo1 ». 

APPEARANCES— 

For  Applicant:  Paul  A.  Fino. 
ror  Opposition:  None 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

THE1  VOTE- B°ARD~AppliCati0n  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  ? 

*  Negative:  .  ^ 

Absent :  Commissioner  Savage  i 

THE  RESOLUTION  (789-46-BZ) 

Whereas,  Alfred  Lehnert,  for  Edwin  Gould  Foundation 

18  1946daren’  °7ner;  AlfTd  Lehnert-  lessee,  filed  October 
18  1 946,  an  application  under  section  7e  of  the  zoning  reso- 

hdion,  to  permit  m  a  residence  use  district,  illuminated  signs 
affecting  premises  2300  Eastchester  road,  northeast  corner 

Bronx?andVenUe  43H  Lot  1 ).  Borough  ‘of  The 

hv^rr’  A  PrbcC  h!?rT8  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  remihr 

meeting,  February  11,  1947,  after  due  notice  by  publication 
m  the  Bulletin  and  laid  over  to  March  4,  1947,  for  inspection 
and  decision  without  further  hearing ;  and 
Whereas  the  district  maps  accompanying  the  zonin'*- 
resohition  show  that  Eastchester  Road  is 'in  !  business,  E 
and  El  area  and  Class  1  and  l]/2  height  district;  Astor 
avenue  is  in  a  residence  use,  E  and  El  area  and  Class  1  and 
1/2  height  district;  and 

i  ^™AS>  ,tke  decision  -of  the  borough  superintendent 
dated  September  19,  1946,  re  E.  S.  Applic.  354-46,  reads - 

Amendment  Disapproved  with  the  Following  objec¬ 
tion  repeated.  s  J 

1.  Proposed  illuminated  sign  in  a  Residence  Use 

resolution)’  C0"*,"y  “  **■  2’  Sec*’  3  of 
and 

3  nWE989Q7thr!  states  that  the  premises  consist  of 

a  Plot  282.97  ft.  front  by  239.21  ft.  in  depth  (irregular) 
on  which  is  located  a  building  159  ft.  front  by  172  ft  in 
depth,  irregular ;  that  it  is  proposed  to  replace  the  present 
signs  with  illuminated  signs  of  the  same  dimensions  on  the 
building  located  on  the  northeast  corner,  21  ft  front  bv 
173  ft.  (irregular),  one  story  10  ft.  in  height,  of  Class  3 
construction,  known  as  2300  Eastchester  Road;  and 
Whereas,  the  applicant  contends  that  premises  are  occu¬ 
pied  by  a  restaurant,  cocktail  bar  and  bowling  alley  that 
he  became  a  tenant  on  December  31,  1941  by  lease  executed 
by  him  and  the  Edwin  Gould  Foundation  for  Children  as 
landlord;  that  at  the  time  of  execution  of  the  lease  for  the 
aforementioned  purposes  the  premises  were  located  in  a 
business  and  residential  district;  that  immediately  there- 
atter,  the  applicant  started  the  erection  of  said  restaurant 
cocktail  l*r  and  bowling  alley;  that  at  the  aforementioned 
(late,  the  United  States  had  already  entered  into  War  and 
due  to  the  imposed  blackout”  ruling,  an  illuminating  sign 
was  not  practicable;  that  in  addition,  restrictions  on  prior- 
hies  made  it  difficult  to  obtain  an  illuminating  sign  at  such 
time  ,  that  therefore,  the  applicant  had  a  non-illuminating 
sign  erected,  as  indicated  on  photographs  submitted  here- 
wilh,  that  this  non-illuminating  sign  was  of  a  temporary 
nature ;  that  shortly  thereafter  the  district  in  question  was 
changed  from  business  and  residential  use  to  residential  use 
thereby  precluding  the  applicant  from  illuminating  the  sign-’ 


minutes 

that  the  applicant  feels  aggrieved  that  the  eoning  rejohjHon  Bulletin, 

hfcoSd  do 'nothing'  to“ropclrlyUlumiMteathe  sign  of  his  “bSesf  and  unrestricted 

Stasis  «s 

isPIfully  equipped  with  large  lUummatmg  signs,  that  people  <  Proposed  use  of  premises  Seated  m  a ■  Busine->s 

riding  on  Pelham  Parkway  can  easily  see :  his  night  ciu  as  a  welding  shop  is  contrary  to  Sec.  4-4  of 

because  of  its  illumination,  whereas  the  applicaiUs  placejt  Zoning  Resolution.” 

bowlmg’  allevs!'  cannot  be  ^een^rom  the  Parkway  because  ^  h  applicant  states  that  the  premises  consist  of 

of  lack  of  illumination;  that  if  permission  is  granted  for  Y^  A  ’ft  front  by  95.75  ft.  in  depth,  irregular,  on  which 

iTnofof  a SfeiMK  Eg 

JfisiSKS lu»T as 

Whereas,  the  premises  and  surrounding  a  which  Certificate  of  Occupancy  #8634  was  issued  1)ecem^e 

spected  bv  a  committee  of  the  Board ,  an  nrnr)er  case  8  1939  for  a  5-car  garage  (one  550  gal.  gasoline  tank  for  pr 

Whereas,  the  Board  deemed  that  this  was  a  proper  cas  8, ^1939  by  Fire  Department  on  August  17,1939) 

in  which  to  exercise  discretion  to  grant  under  section  va|e  use  PP^  ^  ^  ap  d  show  the  rear  por  .one 

nSS.^TBoard  of  Sfand^d  Appeal^  ^Se^'SST^  Sed  fro, 

lri«^ulattoSsTtC?orinr«Si5ticm  and  that  the  apph-  «>  ^reMriOj 

cation  be  and  it  hereby  is  gran  d  to .perm, district •  that  when  they  filed  application  for  perm.ssit 
“Alan’s  Bowling”  facing  south  and  the  sign .  at  the ^corna  use  dntlnct  t  auto-repairing  they  were  sery, 

reading  “Bar”  to  be  illuminated .  Provided  j“hh"^y  zomng  violation;  .ha,  the  actual  present  illegal  « 

SM»  St  SASU  a e  vLnheS,arare  old 

vacant-  that  on  51st  avenue  between  70th  and  /ist  stre 

APP^fcANT-Paul  Friedman’,  for  Ella  Grau.ich,  owner  the  -utherly^^theirvenue  U-^  W* 
f Fleet  Arc  Welding  Service,  lessee).  .  ,  y  C.  vacant  3  old  frame  dwellings,  two  factor 

SUBTFCT— Application  (decision  of  the  borough  superm-  >  garage  for  more  than  five  motor  vehicles;  t 

SUBJ  1 1ndent  under  section  7e  of  the  zoning  resduUon  anyone  Hcant  c ontends  the ^temporary, 

to  nermit  in  a  business  use  district,  the  cna  g  for  a  term  Qf  five  years  will  not  alter  the  essen 

occupancy  from  garage  for  five  cars  to  weldi  g  of  the  neighborhood,  Particularly  since  no  n 

shoo  for  a  period  of  five  years.  construction  is  involved  in  the  proposed  use,  the 

PREMISES'  AFFECTED-7042  51s,  avenue  south  ,de  use  will  n0,  endanger  the  safety  or  impair  the  hea 

75.08  ft.  east  of  70th  street  (Block pa  of  residents  in  the  vicinity;  and 

Lot  6),  Woodside,  Borough  of  Queens.  Whereas,  the  premises  and  surrounding  area  we 

APPEARANCES —  .  ,  snected  by  a  Committee  of  the  Board;  and 

For  Applicant :  Paul  Friedman.  r  .  Whereas  the  Board  deemed  that  this  was  a  proper 

For  Opposition;  John  Rizzo  H  Fnch,  Mary  Cody,  dlscre,ion  to  gran,  under  section  7,  s' 

T  Hollandar  and  John  Williams  division  e  of  the  zoning  resolution. 

For  Administration:  Samuel  L.  Becker,  Dep  t  o  RcsoiVed,  that  the  Board  of  Standards  and  Appeals  d 

Housing  and  Buildings.  hereby  make  a  variation  in  the  application  of  the  u 

ACTION  OF  BOARD— Application  granted  on  cond  t  .  re gulations  of  the  zoning  resolution  and  that  the  apphea 

THF  VOTE _  ,  _  .  .  lip  and  it  hereby  is  cjranted  under  section  7e  tor  a  tempoi 

'  Affirmative:  Chairman  Murdock,  Commissioner  years  to  permit  the  building  to  be  occupie 

Blum  and  Deputy  Chief  Gu.nee . .  .  3  ^„rfliioIAha,  in  all  other  respects  the  bu, 

Absent)6 Commissioner  Savage .  1  jSioS'a^noliklhe^r'thM'the  building  shall  notte 

THE  RESOLUTION  (960-46-BZ)  .  op1 fcsjme'lo?' faic®  'of*  Ae  rear  ?“ti°on  of'this  b| 

Whereas,  Paul  Friedman,  for  Ella  Grauhch,  «»'.  .  be  used  provided  that  all  work  proposed  shal 

Fleet  and  Welding  Service,  lessee,  filed  December  6  1946,  an  g  -  h  budding;  that  such  portable  fire  figh 

Sr-a^SteirS^.'tXfe^Snl  SWSS  j 

-d'wit.nsi.Omon^dateof.isres.u 

APPL^ANT-Andrew  DiCamiUo,  for  Solomon  U«; 

ing,  February  11,  1947,  after  due  notice  by  publication  in  the 


0 
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|  SUBJECT  Application  (decision  of  the  borough  superin 
tendent)  under  section  21  of  the  zoning  resolution 
to  permit  in  a  residence  use,  D-l  area' district,  the 
erection  of  a  two-car  garage  without  the  required 
rear  yard.  H 

PREMISES  AFFECTED— 2183  East  28th  street  and  2801- 
28  1  Avenue  \  northeast  corner  (Block  7361,  Lot 
58),  Borough  of  Brooklyn 
APPEARANCES— 

For  Apphcant:  Andrew  DiCamillo  and  Solomon 
Ushaner. 

hor  Opposition:  Irving  Loeb. 

For  Administration:  Samuel  L.  Becker  Dep’t  of 
Housing,  and  Buildings. 

™I'?S«&A2p,ica,ion  denied' 

Affirmative:  . 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage  .  - 

THE  RESOLUTION  (991-46-BZ) 

|  Whereas,  Andrew  DiCamillo,  for  Solomon  Uslianer 
nvner  filed  December  12,  1946,  an  application  under  section 
.1  of  the  zoning  resolution,  to  permit  in  a  residence  use  D-l 
.rea  district,  the  erection  of  a  two-car  garage  without  the 

ndU1ihi  rteo?8yn  A  ect,n^  prem,ises  2183  East  28th  street 

j  CO?1  D  Avenue  V,  northeast  corner  (Block  7361 

•■'Ot  58),  Borough  of  Brookl}Tn;  and 

WitEREAS  a  pubhc  hearing  was  held  on  this  application 

'  1  p  K  °ard  °ifi  and  APPeals»  at  its  regular  meet- 

ig,  February  11  1947,  after  due  notice  by  publication  in  the 
•ullelin,  and  laid  over  to  February  25,  1947  and  March  4 
for  further  consideration;  and 
Whereas,  the  district  maps  accompanying  the  zoning' reso- 
thaf  ,EaSi28,th  S-treet  is  in  a  ^dence  use,  D-l 

<e  D  f  ,rfS  t  rf  1  tltr-1Ctu;  4VenUe  V  is  in  a  residence 
e  l)  1  area  and  Class  1  height  district;  and 

\  hereas,  the  decision  of  the  borough  superintendent 
,».ed  December  10,  1946,  re  N.B.  Applic.  2636-46,  reads  : 

1.  proposed  structure  within  10  ft.  required  set 
V?  ?  P1  a/ea  district  contrary  to  Art.  IV,  Sect.  14A 
(subdivision  d)  of  zoning  resolution” 
id 

r!lofE?nEAft’  fthe  fPPlicKant  states  that  the  premises  consist  of 

1(?0fl  in  depth’  on  which  is  located 

heitto  of  n  fr°nit  by  38  ft  -in  depth’  two  stories>  28  ft. 
height  of  Class  3  construction,  occupied  as  a  private 

CS  fWlth  a  one_car  garage  in  the  basement ;  that  it  is 
oposed  to  erect  a  two-car  garage  24  ft.  by  20  ft.  one  story 

T  A;nrZ  1Ieight’  °f.  Class  3t  construction ;  that  this  build- 
th  ’  r  a  npA7nUfi  V  :  that  the  one  car  garage  will  be  used 
■ected ;  and  ^  10016  purposes  lf  a  two  car  garage  is 

!-n?nKtoAS’  tHe  contends  that  the  property  has 

|  .a  t  .  hef  Present  ow*er  s  possession  since  December,  "1938  • 

"  at  that  time  it  was  zoned  for  business  D  ;  that  the  present 

-nerrpriotldSltlftI  DI  tF°k  JuIy  6’  1940 :  that  tbis  is  a 
n<?r  plot  -0  ft.  on  East  28th  street  and  100  ft  alone- 

enue  V  ;  that  with  a  10  ft.  set  back  on  Avenue  V  this 
n  1 1  et  a  Stnp  °  ft  deep  of  usable  land!  that  a  hard¬ 
en  •  tha?  S?  aS  3  gara§e  ld  n0t  be  built  on  a  Plot  10  ft- 
'the  bud  dint  Presen/  dwelling  on  the  plot  is  constructed 

back  ford  Ef  f  "I?  i°f  ^uenrUeuV  ^nd  at  present  there  is  no 
ack  tor  the  full  length  of  the  plot  along  Avenue  V-  that 

a  ea  ZZTa"  °f  °v'  a"  “i*™*  buildings  in 

b  J  k2, Avenue  V  are  built  along  the  building  line 

'  ject  beevondCk  1  that  tberefore.  Proposed  garage  woufd  not 
•  -vond  Present  line  of  buildings  and  create  an  un- 

condltl.on,;  that  the  proposed  structure  will  be 
VherfT;  es*hetlcally  with  existing  structures;  and 
rt2f  i  ’  he  Premises  and  surrounding  area  were  in- 

Vhfreas"  tC,omn'ttee  0f  t,ie  Board ;  and 

?epa-rtmen^. of  Housing  and  Buildings  ad- 

the  house  1S  p.eJlding  for  occupying  tjie  basement 

dinsr  for  a  i"clHding  the  garage  space  provided  in  the 
1  ng  for  a  family  contrary  to  law  in  a  Dl  district;  and 


subst  n,i^  ,C  B°ard  <leemed  tbat  the  applicant  failed  to 
,  :‘r  'ia  t  a  bfslV°t  warrant  exercise  of  discretion  to  grant 

ur-  ctic-il  d ifflrnh  °f  ”C  ZOnmg  resolution  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

aenng0^  N  B ,lhe  borough  superintendent, 
„  on  A.B.  Applic.  2636-46,  be  and  it  hereby  is  affirmed 
and  that  the  appl, cation  be  and  it  hereby  is  denkd 


1086-46-BZ 

APPLICANT—Leonard  A.  Swarthe,  for  David  Kaye  anti 
?imn.TT  an  sillier,  owne-rs. 

5> U  BJ  EC  i— Application  (decision  of  the  borough  superin- 
”S,U*  section  7c  of  the  zoningCesolK, 
to  peimit  in  a  residence  use  district,  the  change  in 
occupancy  from  garage  for  more  than  five  motor 
vehicles  (previously  granted  by  the  Board)  to 
factory  use.  ' 

PREMISES  DEFECTED — 2333-2345  Waterbury  avenue 

■  «h,s>  f„ 29 f56  ('•  east  of  Havemeyer  avenue 
(  Block  3833,  Lots  70  and  74),  Borough  of  The 

APPEARANCES— 

For  Applicant :  Leonard  A.  Swarthe 
Por  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of' 
ArTrA.T  Housing  and  Buildings. 

THE  VOTE— B0ARD  Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioner 
„  Bffim  and  Deputy  Chief  Guinee  \ 

Negative:  .  ^ 

Absent :  Commissioner  Savage  ] 


THE  RESOLUTION  (1086-46-BZ) 

n£ERS  Leonard  A  Swarthe,  for  David  Kaye  and 
Nathan  Miller,  owners,  filed  December  30,  1946  an  appli- 
cation  under  section  7c  of  the  zoning  resolution,  to  permit 
c  residence  use  district,  the  change  in  occupancy  from 

Sed  bv  the ’r  "'dn  V  <5)  vehicles  '(previous™ 

granted  by  the  Board  under  section  7g,  Cal.  298-22-BZ)  to 

factory  .use  affecting  premises  2333  to  2345  Waterbury  ave- 
3833  "lJS  S7^e’  291?36  ft  east  of  Havemeyer  avenue  ( Block 
3 ulr  1  °  d,  ?4)’,  Borough  of  The  Bronx;  and 

VVhereas  a  pubhc  hearing  was  held  on  this  application 

in'er  February °1  ]St:]l'ldard^aiul  APl>eals,  at  its  regular  meet- 

thf’  R„nPt  „  ,  i  ,  I9,47’  after  due  notlce  by  Publication  in 

tlie  Bulletin,  and  laid  over  to  March  4,  1947  for  inspection 
and  decision  without  further  hearing;  and 

.lr,':REAS>  the  district  maps  accompanying  the  zonine 
esoluttoii  show  that  Waterbury  avenue  is  in  a?esidenc'e  use 
D  area  and  Class  1  height  district;  Havemeyer  avenue  is  ffi 

triSrind^  and  reta1'  USe’  D  ar<?a  and  Cla'^S  1  height  dis‘ 

Whereas,  the  decision  of  the  borough  superintendent 
46  ^ adsCember  re  amendment  to  Alt.  Applic.  1012- 

1 1 1 "  Broposed  change  of  use  of  structure  1st  story  and 
cellar  from  a  public  garage  formerly  granted  by  298-2? 
building  zone  resolution  to  a  factory,  site  now  in  a 
residence  use  ‘D’  area  district  is  contrary  to  Section  3 
of  the  zoning  resolution.” 

and 

a?Plicant  s.tatcs  tbat  the  premises  consist 
of  a  plot,  150  ft  frontage  by  83.07  ft.  in  depth,  on  which 

stow3?  ft  building,1f00  Jt  from  by  83.07  ft.  in  depth,  one 
°;y,  13  m  height,  of  Class  3  construction;  that  it  is 
proposed  to  have  a  platform  inside  the  building  on  the  1st 
floor  and  also  a  ramp  leading  to  the  cellar;  and 

whereas,  the  applicant  contends  that  at  the  time  of 
the  erection  of  the  building  this  site  was  ih  a  business  use 
district,  part  of  the  block  on  Waterbury  avenue,  238  ft.  to 
ie  east,  at  Zerega  avenue,  was  in  an  unrestricted  use  dis¬ 
trict;  that  this  entire  section  was  in  V/4  height  district  and 
in  a  (  area ;  that  on  April  26,  1945,  the  use,  height  and 
aiea  designations  of  this  location  were  amended  into  more 
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_ _ _  .  •  ■  ■»  i 

-====================^^^^ 

.  ,  .  RTTRTFCT _ Aonlication  (decision  of  the  borough  super- 

restrictive  districts:  residence  use,  1  height  in i  D  area-t these  -  .  -  jPP  }  under4ction  7e  of  the  zoning  resolution, 
designations  are  in  force  this  date;  that  attention  is i  cal  ed  in  a  residence  use  district,  the  storage 

to  the  condition  of  the  immediate  vicinity  funding  the  Jo  P  ^  for  a  term  of  five  0) 

cite  most  of  the  block  in  which  the  site  is  ocated  consists 

of  rubbish  dumping  grounds;  that  there  has  been  pracUcallj  PREMISES  AFFECTED — 97-101  Maugin  street  west 
no  rhamre  in  the  habitation,  the  same  buildings  but  a  .  SOuth  of  Stanton  street  (Block 

g4ater Ttate  of  depreciation  are  still  there  and  no  new  Lots  22,  23  and  24).  Borough  of  Manhattan, 

structures  have  been  or  are  being  bulk ;  that  it  seems  t  APPEARANCES- 

investors  or  home  seekers  do  not  care  for  the  LS  For  Applicant:  Elias  k.  Herzog. 

in  land •  that  it  is  doubtful  that  the  change  of  designa  por  Opposition:  None.  , 

in  the  use,  height  or  area  district  will  change  the  For  Administration:  Samuel  L.  Becker  Dep  t  of 

when  time  element  of  a  quarter  of  a  century  and  a  subway  Housing  and  Buildings,  and  John  Saunders, 

line  adjacent  to  it  did  fail  to  bring  improvement ,  that  Board  of  Education.  «  . 

present  owners  to  safeguard  the  property  white  if  w  vacant  ACTI0N  OF  BOARD— Application  granted  on  condition. 

Inuldhig^^rom^^he'date^o f^ts'erection  in  l^Tn’dl  March  THE  VOTE-^^  ^  Murdock,  Commissioner  ^ 

1946  was  occupied  as  a  public  garage,  for  more  than  five  Blum  and  Deputy  Chief  Guinee  . i 

m I  Atai'commissioneSsa^ge' “ 

THE  RESOLUTION  (3-47-BZ) 

point  of  view  cannot  be  used  as  a  public  garage  nor  are  q{  ^  zoning  resolution)  to  permit  in  a  residence  use  district 
the  premises  adaptable  to  conversion  to  residence  occupancy  storage  of  second  hand  bottles  for  a  term  of  ,c  (J 

•  as  called  for  by  die  new  zoning  reclassification,  so  there  is  p4mises  97,  99  and  101  Mangm  street  west  s.| 

one  last  resort,  namely,  conversion  to  a  factory ;  that  the  ft  in  south  0f  Stanton  street  (Block  324,  Lots  2-, 

nnspnt  owners  being  manufacturers  of  fluorescent  light  and  24)  Borough  of  Manhattan ;  and  , 

fixtures  bought  the  property  with  a  view  of  salvaging  the  1  Whereas,  a  public  hearing  was  held  on  this  apphiat 

exis  ng  budding  by  converting  into  a  factory;  that  their  ™  Board  of  Standards  and  Appeals  at  ^  regular  meet- 

choice  was  motivated  by  hardship  as  practically  no  factories  March  4>  1947,  after  due  notice  by  publication  in  the 

g  sTo^gStf  luildmg  materials  ;  Bulled  ^  ^  ^  Wompanying  ^  « 

that  the  cellar  is  proposed  to  be  used  for  stamping,  drilling,  resolution  show  that  Mangm  street  is  i in  a  residen« :e  t ise 
decreasing  spraying,  baking  and  finishing  of  metal  fixture  area  and  Class  i  height  district;  Stanton  street  is  m  , 

bodies  and  its  accessories;  that  the  1st  floor  will  be  used  for  residence  usej  D  area  and  Class  1  ^/^"^erfnttnden’ 

assembling  of  the  fluorescent  fixtures ;  that  a  packing,  ship  Whereas,  the  decision  of  the  boi  J-&  .  P  ^ 

ping  department  and  offices  will  also  be  located  on  the  1st  dated  December  5,  1946,  re  amendment  to  .  .  PP  •  | 

floor-  that  all  laws  and  regulations  of  various  departments  ^  reads: 

having  jurisdiction  of  this  type  of  bu.ld.ng  w.11  be  conrp  ,  .  XJbjecta  (Tro'posal  ,o  uSe  lot'  in  a  residence  J 

Whereas  the  premises  and  surrounding  area  were  distnJct  for  storage  of  second  hand  bottles  is  contrary  t< 

inspected  by  a  committee  of  the  Board;  and  Sec.  3>  Article  II,  zoning  Resolution. 

in ^vhic^toexercbe^iscretton^^an^ under  ^ctionT,  sub-  Whereas,  the  applicant  states  {^t  jhe  premises  comb 

diS^Mr?S*Sdards  and  Appeals  does  ^  «  Se^is^d  “nbU  a£boL;  ,b. 
hereby  make  a  variation  in  the  application  of  the  use  district  ;  .  proposed  to.  erect  a  brick  wall  in  the  front  • 
regulations  of  the  zoning  resolution  and  that  the  application  ith  an  entrance  to  lot;  that  a  wooden _  fence  10  ft  g 

be  and  it  hereby  is  granted  under  section  7e,  for  a  term  of  wiU  be  erected  at  a  rear  lot  line;  that  the  lot  will  be  use 
five  (5)  years  to  permit  the  existing  building  to  be  occupied  for  tbe  storage  of  bottles;  and  er  0{  tl 

as  proposed  on  condition  that  the  building  shall  not  be  in-  Whereas,  the  applicant  contends  that  the  °we 
?reasedTn  height  or  area  and  that  in  all  other  respects  the  premises>  who  is  also  the  owner  of  the -  East  Hurd  btre 
building  and  occupancy  shall  comply  with  all  laws,  rules  Bottle  Supply  Company  located  at  39C J  Eagt  3r 

and  regulations  applicable  thereto;  that  this  variance  shall  bought  these  premises  because  his  property  on^ 

continue  only  so  long  as  the  building  is  occupied  as  proposed,  street  has  been  acquired  by  the  City  of  Ne 

that  the  garage  use  shall  be  permanently  discontinued;  that  condemnation  proceedings ;  that  at  the  ti  thatkl 

a  storage  tanks  for  gasoline  shall  be  either  removed  from  the  property  on  Mangm  street  he  did  not  realize  tn 

die  building  or  sealed  to  the  satisfaction  of  the  fire  com-  district  had  been  zoned  for  residences  only ,  that  these  ^ 

missioner  and  all  pumps  removed;  that  the  ramp  to  the  were  used,  at  that  time,  by  the  Pa  .  ance  of  tl 

basement  may  be  continued  but  shall  not  be  deemed  a  for  storage  and  dumping,  and  in  is  ^  •  d  d  for  u 
lawful  exit  from  the  basement;  that  an  additional  exit  from  change  in  the  zoning  the  present  ™ner  acq  d  ^  ^ 

lie  basement  shall  be  provided  by  installing  a  trap  door  in  in  his  business;  that  the  zoning  was  change  n^ 

1e  sidewalk  toward  the  west;  that  the  boiler  room  shall  be  that  under  the  present  conditions  of  the ^strict  ^ 

senarated  from  the  balance  of  the  building  and  shall  be  anyone  would  care  to  have  his  residence  the  , 

errterable  onTy  from  the  exterior;  that  such  portable  fire  certainly  be  impractical  to  erect  such  JJru^SS  there 

fighting  appliances  shall  be  maintained  as  the  fire  commis-  present  time;  that  adjoining  these  o  s  he  stJ 

sinner  shall  direct’  that  in  all  other  respects  the  building  now  a  3  story  stable;  that  to  the , there  1S 

and  occupancy  shall  comply  with  all  laws,  rules  and  regula-  garage  and  across  the  street  a£e  p'UIT0  residences  in  th< 

Bnns  annhcable  thereto ;  that  all  permits  shall  be  obtained  garage ;  that  there  are  practically  n0  44dto  stand  t 

and  all  work  completed  within  6  months  from  the  date  of  blocks;  ^  fo?1m  indefinite- nfiml 

‘his  — ‘  _  :tyeZs°^no^ u£Mjs  Proposed  to^mge  i| 

3-47-BZ  property  by  providing  a  nice  brick  wa  ^  tbe 

APPLICANT— Elias  K.  Herzog,  for  390  Realty  Corp.,  ^  Requested?  m<^fiS<S?OT  o?"  he  zoning  permitting  t* 

nwnor 
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ise.  tor  the  duration  of  present  conditions  in  this  area 
erliaps  five  years,  be  granted;  and  ’ 

\\  m-.Ri-.As,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board  and  it  was  found  that 
ic  premises  are  already  occupied  as  proposed;  and 
\\  HKRF.AS,  the  Board  deemed  that  this  was  a  proper  case 
1  whicli  to  exercise  discretion  to  grant  under  section  7 
lbdivision  e,  ot  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
ereb y  make  a  variation  m  the  application  of  the  use  district 
filiations  of  the  zoning  resolution,  and  that  the  applica- 
on  1,0  ancl  hereby  is  granted  under  section  7e  thereof 
)r  a  term  ot  two  (2)  years,  to  permit  the  premises  to  be 
cupied  as  proposed  on  condition  that  a  substantial  fence 
lall  be  erected  where  walls  of  adjoining  buildings  do  not 
•cur  on  the  interior  lot  lines;  that  along  the  street  line 
ere  shall  be  erected  a  brick  wall  not  less  than  5  ft.  in 
•ight  with  a  substantial  metal  fence  on  such  brick  wall  to 
tota  height  of  not  less  than  10  ft.;  that  the  gates  may  be 
substantial  wood  construction  sliding  or  hinged  and  at 
e  gate  jambs,  the  brick  wall  may  be  carried  to  a  height 
fhcient  for  protection  to  such  doors;  that  the  plot  shall 
leveled  substantially  to  the  grade  of  Mulberry  street  and 
all  be  sin  laced  with  clean  gravel  or  steam  cinders  prop- 
ly  ro,!led  and  bound ;  that  all  rubbish  shall  be  removed 
om  the  plot  and  nothing  shall  be  stored  thereon  except 
ttles  in  crates  as  proposed;  that  no  buildings  shall  be 
-cted  on  the  premises  and  the  premises  shall  be  used  for 
other  use  during  the  .term  of  this  variance;  that  all 
muts  shall  be  obtained  and  all  work  completed  within 
-  (6)  months  from  the  date  of  this  resolution. 


’PEALS  FROM  ADMINISTRATIVE  DECISIONS. 

-46-A 

‘PLICANT — J.  G.  L.  Molloy,  for  Sylvia  Rosenberg 
Garuth.  owner  (Max  H.  Rivkin,  lessee). 

Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

EMISF.S  AFFECTED — 99-107  (known  as  101)  Beach 
34th  street  and  34-02  Sprayview  avenue,  northwest 
corner  (Block  311,  Lot  102),  Edgemere,  Borough  of 
Queens. 

PEARANCES— 

For  Applicant :  H.  Barbiere. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TION  OF  BOARD — Laid  over  to  March  11,  1947  at  10 
A  M.  m  connection  with  Cal.  650-46-BZ ;  applicant 
to  file  plans. 


47-A 

PLICANT — Jacob  Lubroth,  for  Lawrence  J.  McSherry 
and  Estate  of  F.  Menninger,  owners  (Murray  Cohen 
lessee). 

IJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

-MISES  AFFECTED — 56-36  to  56-38  Myrtle  avenue, 
south  side  175  ft.  east  of  Cornelia  street  (2nd  and 
3rd  floors)  ;  (Block  3560,  Lots  27  and  28),  Ridge¬ 
wood,  Borough  of  Queens. 

’EARANCES— 

For  Applicant:  Jacob  Lubroth. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

'  VOTE  — A.PPeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative  :  . .  q 

Absent :  Commissioner  Savage . 1 

RESOLUTION  (178-47-A) 

iERfEArS'vtacob  Lubroth-  for  Lawrence  J.  McSherry  and 
eot  t.  Menninger,  owners  (Murray  Cohen,  lessee)  filed 
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Jifn/rimp  f’  ,194rran  -appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  56-36  and  56-38  Mvrtle 

3 360 U k') t  s  *27  1  \  ?i5> •  7  eaSl  of  Cornelia  street  (Block 

Wherea^  arid,28)..Rldgewood,  Borough  of  Queens;  and 

Februarv  26  Q47eC1S1Tn  ‘  |he  borougb  superintendent  dated 
tebiuary  26,  1947  on  Alt.  Apphc.  1662-46  reads: 

(75  and  40  respectbelyT14  and  r'St  r°°m  n0'  a<kqUa,e 
g  3^,  Provide  two  means  of  egress  as  per  sec.  6.1 .2.2.3, 

4.  Stair  not  provided  with  a  two-hour  fire  resistive 
enclosure.  (Section  6.4. 1.8  1  b  BC1”  Iire  resistlve 
and  ’  ‘ 

Whereas  the  applicant  states  that  the  building  is  3  stories 

floor'  Jo  htSfl11-  by  9(1  ft-  and  120  £1-  inSarea  al  first 
noor,  4U  tt.  by  55  ft.  in  area  at  typical  floor  of  class  3  rnn 

struction,  erected  in  1914,  located  on  a  lot  40  ft  by  135  ft' 

rreguJar  average  in  area,  in  a  business  use  C  area  class  1 

lowg«ht  CI^,trict  and  used  and  occupied  since  erection  as  fol¬ 
lows:  cellar-ordinary;  .1st  floor-store-6  persons  2nd 
floor-stock  room  and  dwelling;  3rd  floor-dwelling  for  two 
iamilies,  proposed  to  be  used  and  occupied:  cellar— same- 

on  3rTlT~}2  ?? rson|  ;  2nd  ^^tock  rooms-?Ter- 

3  Jers3onsfltha7iWeKnfH-for  -0ne  fami^  and  rest  rooms- 

4  persons,  that  the  building  is  equipped  with  two  interior 

wood  stairs  one  in  each  building  leading  direct  to  street 
anWHE°RVFASd  fhlth  a  1ladder  and  SCUttle  t0  r°°f  ’  and 

Whereas,  the  applicant  states  that  the  rear  wall  of  the 
pi  oposed  extension  is  set  back  so  that  a  triangular  yard  is 
formed  having  an  altitude  of  10  ft. ;  that  a  three  foot  exit 

into"  thVvanL6^^  the/5ar  wal1  of  the  extension  leading 
into  the  yard ,  that  a  stationary  iron  goose-neck  ladder  is 

luovidecl  from  yard  to  roof  of  proposed  extension  -  that  all 

will  hpgS  t0f  tbe  ej*st  have  one  story  extensions;  that  there 

fi  floor°wfnnS  V™.,l01S,26  and  27  and  s,ores  the 
direct  ,n  Jr" ,  fl,T^n?d  a"d  tw<5  3  ft-  exit  Provided’ 

? )  7a  t  St  5  *  ’  tha*  !t  1S  Proposed  to  remove  the  stores  in 
56-36  from  first  to  2nd  floor  and  cut  two  arch  oneZ  n 
tie  party  wall  and  use  the  space  for  reserved  stock-  that 
he  present  floor  beams  are  good  for  75  lbs.  live  load  and 
Stock  proposed  to  be  stored  will  not  exceed  this  load-  that 
this  floor  will  be  posted;  that  the  third  story  floor  space  in 

for ^on?  f '3VVdl  7mai,n  disturbed  and  used  as  a  dwelling 
tor  one  tamily ;  that  the  third  story  in  building  56-36  ^ 

USCiaS  re,St  rooms  for  employees  of  the  store 
that  the  3rd  floor  floor  beams  are  good  for  40  lbs  liveload  • 
that  this  occupancy  will  be  substantially  unchanged  and  at  no 
time  wi  there  be  more  than  three  occupants  in  the  rest 
rooms  that  in  addition  it  is  proposed  to  install  an  approved 
sprinkler  system  throughout  the  stairhall;  and 
W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board 

Resolved  thal .the  decision  of  the  borough  superintendent 
acting  on  Alt.  Apphc  1662-46,  dated  February  26,  1947  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  requirements  of  the 
resolution  adopted  this  day  under  Cal.  604-46-BZ  shall  be 
complied  with ;  as  to  Objection  2,  that  the  live ’load  per 
superficial  foot  on  the  2nd  floor  shall  be  not  less  than  75 
beS'nsedat  s}lch(r Ioa^  shall  be  posted;  that  the  2nd  floor  shall 
Xffdi  ?nfly  f°r.i  le  St°rage',o£  •ififht  merchandise  dealt  in 
l  the  1st  floor,  that  such  load  shall  at  no  time  be  exceeded- 
that  the  live  load  of  the  3rd  floor  of  No.  56-36  shall  be  not 
less  than  40  lbs.  and  such  floor  shall  be  used  only  for  rest 
rooms  for  the  employees  and  at  no  time  for  storage  or 
other  use;  that  the  building  shall  not  be  increased  in  height 
or  area;  that  the  existing  stairs  from  roof  to  cellar  shall 
be  maintained  and  shall  have  partitions  of  not  less  than  one 
hour  test ;  that  a  sprinkler  system  shall  be  installed  within 
the  stairways  which  may  be  attached  to  the  street  water 
supply,  provided  such  is  not  less  than  1  in.  in  diameter 
the  sprinkler  system  to  be  of  a  type  as  permitted  for  a 
converted  multiple  dwelling;  that  the  opening  between  the 
two  buildings  on  the  2nd  floor  shall  be  protected  with  fire 
doors  as  are  required  for  party  walls;  that  a  fire  escape 
shall  be  erected  to  the  rear  of  the  building  exiting  to  the 
1st  story  roof  and  that  at  the  rear  of  56-36  a  stationary 


ladder  shall  be  installed  reaching  from  roof  tc .grade ;  per¬ 
mitting  exit  through  the  adjoining  lot  No.  26,  under  the 
Sme  ownership  and  through  the  building  on  such  lot  by 
means  of  a  door,  which  shall  be  openable  at  all  times  during 
the  hours  the  building  under  appeal  is  open  for  business, 
providing  an  exit  through  to  Myrtle  avenue  li  a  exu 
door  shall  also  be  maintained  at  the  rear  wall  of  the  exte 
sion  of  56-36  Myrtle  avenue  to  the  portion  at :  the  rears! town 
left  unbuilt  upon  with  free  access  to  adjoining  lotNo.  2o 
hat  in  addition  to  the  stairs  in  the  cellar  there  shall  also 
be  an  opening  in  the  cellar  party  wall  protected  with  a  fire 
dnor  Jnd  trao  doors  in  front  of  each  building  in  the  side¬ 
walk  shall  be  maintained;  that  such  portable  fire  fights 
aooliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct  •  that  in  all  other  respects  -the  building  and  occupancy 
S  comply  with  all  laws,  rules  and  regulations  applicable 

thereto.  _ 

MATERIAL  SUBMITTED  FOR  APPROVAL 

938-46-SM 

APPLICANT— Lawrence  Metal  Products  Inc.,  owner. 
SUBJECT — Lawrence  Ash  Receptacle,  approval  o  . 

APPEARANCES— 

For  Applicant:  Jules  M.  Cole. 

ACTION  OF  BOARD— Material  approved  m  accordance 
with  the  report  of  the  Committee  on  Tests. 

thf  VOTE  TO  APPROVE—  „ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gurnee  .  J 

Negative:  . .••• . . .  i 

Absent  i  Commissioner  octvage  . 

THE  RESOLUTION  (938-46-SM) 

Whereas,  Lawrence  Metal  Products,  Inc.  owner,  filed  on 


December  3,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  th* 

I  aw rence  Ash  Receptacle  <md  « 

Whereas,  the  report  of  the  Committee  on  lests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS. 

January  24,  1947. 

Re:  Cal.  No.  938-46-SM 

Subject :  Lawrence  Ash  Receptacle,  approval  of. 

Lawrence  Metal  Products,  Inc  filed  an  application 
with  The  Board  of  Standards  and  Appeals  for  approva 
of  the  Lawrence  Ash  Receptacle  under  the  provisions  of 
C19-165.1  of  the  Administrative  Code. 

Description 

The  appliance  is  a  non-ferrous  metal  box 

mately  2  13/16  in.  high  by  3  15/32  in.  wide  by  1  V-  -  in¬ 
deep  for  attachment  to  the  back  of  a  theatre  seat. 

As  shown  in  Fig.  1,  the  box  is  constructed  in  two 
sections  one  which  is  attached  to  the  back  of  a  theatre 
scat  and  a  tilting  section  which  can  be  tilted  for  empty¬ 
ing  A  movable  lid  operating  on  a  spring  hinge  and 
opening  inwardly  and  springing  back  into  horizontal  posi¬ 
tion  when  released  after  ashes  are  deposited  covers  the 
tilting  section  when  back  in  place.  4  he  device  is  fasJened 
to  the  back  of  the  seat  by  lining  up  center  edge  of  one 
hack  plate  with  center  of  seat  and  applying  two  Philipps 
head  screws.  The  tilting  portion  is  locked  in  place  with 
a  key  which  is  kept  by  the  theatre  management. 

Tests  « 

The  appliance  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  of  the  Board  in  the  presence  of  Com¬ 
missioner  Charles  M.  Blum  and  Chief  Engineer  Leslie 


MINUTES 


\  .  Huber,  and  Benjamin  Lawrence  representing  the 
|  manufacturer.  6 

Recommendation 

On  the  basis  of  this  inspection  ahd  test,  the  Committee 
on  I  csts  recommends  the  approval  of  the  Lawrence  Ash 
Receptacle  for  use  in  New  York  City  when  mounted 
on  seats  with  the  back  of  seat  at  an  angle  of  less  than 
>0  deg.  with  the  floor,  under  the  provisions  of  C19-165  1 
ot  the  Administrative  Code,  provided  the  device  is  in- 
ta  led  m  accordance  with  this  report  and  that  it  bear 

“A,?b  °5  lflccf‘lcoT"lania  permanently  affixed  reading, 

Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  938-46-SM.” 

(Sgd.)  Bernard  A.  Savage, 

Commissioner, 
Charles  M.  Blum, 

,  Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 

1  j  [  Committee  on  Tests. 

.Whereas,  this  report  recommended  the  approval  of  this 

•ih' that  u?e  Board  of.  Standards  and  Appeals  does 
,eby  approve  this  material  in  accordance  with  the  above 


and 


“1  Resubmit  to  B.  S.  A’s  all  changes  to  existing 
their  consideration.  See  B.S.A.  Appf 


journed:  12:15  P."M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MARCH  4,  1947. 

«,tyeChief  cijnee”  Murdock-  Commissioner  Blum  and 


W  HEREAS,  the  applicant  states  that  it  is  proposed  to  in- 

°if/t7e  SurUCtureuto  include  lots  d8,  39,  40,  41, 
’  ff’  :Kthfcn  r6  ^u.,ldl.ng  will  comprise  16,000 

streets-  that’  m‘  by  15  8  in'  in  Slze  front»ng  on  three 

streets  that  the  proposed  construction  will  be  class  1 

throughout ;  that  the  structure  will  cover  100%  of  the  plot  • 

wd  buiWing,  C0"sis,i"S  of  ^o’stffi 

w,  represent  26%  of  the  gross  plot  area;  and 

Whereas,  the  applicant  contends  that  the  proposed  new 

structure  is  intended  for  use  for  storage  and  manu factor^ 

busin?ssnCti  atPainS  ^  1?*^  in,  coniunction  with  the 
business ,  that  in  view  of  the  fact  that  the  proposed  con- 

‘fJctL°n  W1  be  class  1  throughout,  that  the  entire  building 
will  be  under  a  single  ownership,  it  is  requested  that  the 
1  oard  amend  the  resolution  adopted  February  23,  1944  so  as 

or  eareano1eJheebSdi‘i0n  h  ™  in 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Idding  thereto  reS°lutl°n  adopted  February  23,  1944,  by 

tI*  Kn.’tr  that  in,the.event  the  owner  desires  to  extend 
t  r  m?  g,cs  he.rem  ProPosed  and  passed  upon  by 
the  Building  Superintendent,  under  Alt.  Applic.  5230-46 
objection  1,  such  extension  in  area  and  height  may  be 
-ill’ coverinS  the  open  yard,  on  condition  that  in 

Februarv  rfP  iqSl  ^  resoIutlon  adopted  by  the  Board 
Pebruary  23,  1944,  as  to  exits,  shall  be  comnlied  with 

and  the  exit  to  the  south  along  17th  street  shall  be  main- 

sdedafc  »  $ isvr'ss; 

storj^ additicm/’be  —-«ed 'under’ th'l  pS  SS 


PEALS  FROM  ADMINISTRATIVE  DECISIONS 

-44-A 

PLICANT— Eugene  Schoen  and  Sons,  for  600  Fourth 
lessee)6  ^°rP‘’  owner‘  (Marine  Electric  Corp., 

3JECT  Application  reopened  February  18  1947 _ re 

Appeal  from  a  decision  of  the  borough  superin- 

5-M T Seilrterny  ?£antcd  on  condition). 

"  F.F-S  AFFECTED— 171-17th  street,  north  side,  140 

£  T 7Rh  aven“e  iBlock  627 ’  Lot  47  and  part 

3EAR4NXES-B°rOUgh  °f  Brooklyn' 

For  Applicant:  Harry  Schoen 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
,,A  Housing  and  Buildings. 

OF  BOARD— Resolution  amended. 

-  y  OTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee. . . 

Negative:  . ; . .  .  ~ 

Absent :  Commissioner  Savage. . . .  i 

-  RESOLUTION  (106-44- A) 

hekeas,  this  appeal  from  a  decision  of  the  borough 
intendent  affecting  premises  602-608  4th  avenue,  north- 
corner  of  17th  street  (Block  627,  Lots  38,  39,  40,  41 
"i  <ind  46),  Borough  of  Brooklyn,  was  granted  by 

UEa^sniSbrUa,ry  23’  1944,  °n  certain  conditions;  and  Y 
!  ;  ■  applicant  requested  reopening  of  this  appli- 

nfd  ^ons|deratl°n  of  a  new  proposal,  and  a  new  de- 
'  oi  the  borough  superintendent,  affecting  premises 

S  47ree'in0r‘.h  S;d,e’  140  f  -  of  7th  avenue  (Block 
iaf'  fr  °  f~°‘  •S)'  Boro"sh  of  Brooklyn;  and 
ekeas,  this  appeal  was  reopened  February  18,  1947 
t  to  the  usual  procedure;  and  ’ 

!£rA30thfq4?1Si°nAHf  th&  b?.rou?h  superintendent  dated 
noer  30,  1946  on  Alt.  Applic.  5230-46  reads: 

,  275 


912-46-A 

APPLICANT— Cafiero  and  Lacerenza,  for  3310  Fulton 
lessee)  C°rP”  °Wner'  (CorneI1  Instrument  Co., 
SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

PREMISEs’^AEFECTED  3310-3314  Fulton  street  and 
ip,  V  Fine  street  southwest  corner  (2nd  floor)  ; 

appearances-'  )(  Borough  of  Brookl>'n- 

I  or  Applicant :  William  A.  Lacerenza  and  J 

Hubschman.  J  ’ 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.  .Housing  and  Buildings. 

TH^VOTE— B0ARD_ AppCal  gran-ted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  3 

Negative:  .  q 

Absent :  Commissioner  Savage  .  ] .  j 

THE  RESOLUTION  (912-46-A) 

Whereas,  Cafiero  and  Lacerenza,  for  3310  Fulton  Street 
Coriioration  owner,  Cornell  Instrument  Company  lessee 
filed  November  25,  1946,  an  appeal  from  a  decision  of  the 

-mrUnl  ,^Ipnntendent-  affecting  3310-3314  Fulton  street 
and  134-144  I  me  street  southwest  corner  (Block  4145,  Lot 
42),  Borough  of  Brooklyn;  and 

tlio  tZsion  °J,  tbe  b°rough  superintendent 
dated  October  29  1946,  on  Alt.  Applic.  1989-43,  reads: 

f  .V  Bx,[s  f£om  all  floors  to  comply  with  Sect  270 
ot  tne  Labor  Law.  * 

2.  Second  floor  to  be  adequate  for  120  lbs.  per  sq.  ft 
live  load  as  per  Sect.  7.32.3  Code  ” 
and 

Whereas  the  applicant  states  that  the  building  is  two 
stones  28  ft.  m  height;  58  ft.  4/2  in.  bv  90  ft.  V  in  in 
area,  of  Class  3  construction;  erected  1923;  located  in -a 
usiness  use,  C  area,  Class  1  height  district,  and  used  and 
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occupied  since  1943  as  follows:  cellar  and  1st  floor,  retail 
3  store.  0  persons;  2nd  floor,  manufacturing  clinical 
thermometers,  30  persons ;  that  no  change  in  use  or 
occupancy  is  proposed;  that  the  building  is  equipped  with 
two  3  ft  8  in.  wide  wood  interior  stairs,  enclosed  in  one 
hour  partitions,  equipped  with  wood  and  kalamein  self 
*  closing  doors  and  leading  direct  to  street,  and  provided  t 

a  ladder  and  scuttle  to  roof ;  and  '  ,nr 

Whereas,  Violation  No.  212  was  issued  January  16,  194o 
for  occupying  premises  for  factory  without  a  certificate  o  . 

°C W HraEA s,n<the  applicant  has  filed  copy  of  Certificate  of 
Occupancy  18968,  issued  May  23,  1923,  upon  completion  ot 
work  under  N.B.  Permit  12619-22,  permitting  the  use  of  the 
building  as  follows:  stores,  showrooms  and  two  families, 

an Wh ereas,  the  applicant  contends  that  the  building  was 
•originally  erected  for  use  in  the  cellar  as*  boiler  room  anc 
storage;  1st  floor,  store;  2nd  floor,  showrooms  and  two 
families ;  that  under  an  alteration  application  filed  in  1942 
its  use  was  changed  to  office  on  the  2nd  floor  for  use  >y 
the  New  York  State  Unemployment  Insurance  office  that 
this  lease  terminated  July  15,  1943 ;  that  about  July  22,  1  , 

Alt  1969-43,  was  filed  and  the  2nd  floor  rented  to  the 
Cornell  Instrument  Company  for  the  manufacture  ot  clinica 
thermometers  for  a  temporary  period  of  one  year ;  and 
Whereas,  the  applicant  contends  as  to  Objection  1,  t 
from  the  1st  floor  there  are  3  direct  doorways  to  street, 
that  the  2nd  floor  exits-consist  of  two  3  ft.  8  in.  wjde  woode 
stairs  one  direct  to  street  and  the  other  to  a  10  ft.  wide 
rear  yard  which  leads  to  street ;  that  these  stairs  are  enclosed 
with  stud  partitions,  fire  retarded  with  metal  lath  and  cemen 
plaster  both  sides  and  the  soffits  of  the  stairs  .ire  also  fire 
retarded ;  that  stair  doors  are  3  ft.  and  3  ft  8  in  w  de, 


the  capacity  of  the  primary  means  of  exit ;  that  such  portable 
fire-fighting  appliances  shall  he  maintained  throughout  le 
building  as  the  fire  commissioner  shall  direct;  and  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


975-46-A 

APPLICANT— Tybush  Realty  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,,  ... 

PREMISES  AFFECTED— 158  Blackhorse  avenue  13a 
Sussex  avenue,  northeast  corner  and  southwest 
corner  of  Cliffwood  avenue  and  Blackhorse  avenue 
(Block  907,  part  of  Lot  1),  Dongan  Hills,  Borough 
of  Richmond.  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street— Richmond  parkway). 

APPEARANCES—  ^  .  .  . 

For  Applicant:  D.  R.  J.  Arnold 
For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee . j*  \ 

Negative :  . .  , 

Absent :  Commissioner  Savage  .  1 


retaraea ;  tnai  sum  uuuis  ^  ...  —  -  .  ,, 

respectively ;  that  doors  at  head  of  stairs  are  kalamein  se  ¬ 
closing;  that  doors  at  the  foot of stain t  are :  2 ft  8  m.  anc  • 


3  ft  8  in  wide  of  wood ;  that  all  stair  hall  doors  swing  out , 
that  the  rear  stairs  has  a  2  ft.  6  in.  by  3  ft.  counterbalanced 
scuttle  and  a  70  degree  stationary  iron  ladder  to ■  roo  ;  frop 
stairs  has  no  scuttle  to  roof;  and  contends  as  to  Objection 
2  that  the  2nd  floor,  which  was  originally  designed  for 
showroom  and  two  families  had  the  section  where  the 
residential  use  was  located,  reinforced  by  doubling  every 
other  floor  beam  when  the  use  was  changed  to  office  under 
Permit  1059-42;  that  this  section  of  the  floor  is  good  tor 
60  lbs.  live  load ;  that  in  the  fpre  and  aft  girders  supporting 
reaction  from  this  tier  is  more  than  good  for  said  load  since 
it  originally  supported  in  addition  to  the  an  8  in;  blj  ^ 

partition  wall;  that  Bays  2  and  3  are  good  for  120  lbs.  live 
load;  that  floor  load  cards  will  be  posted  over  the  entire  flo 
area  for  60  lbs',  live  load;  that  the  actual  load  will  not  exceed 
50 Tbs.  per  sq.  ft.;  that  it  is  proposed  to  provide  rout  stairs 
with  a  2  ft.  by  3  ft.  counterbalanced  scuttle  with  an  18  in. 
double  rung  stationary  iron  ladder  thereto  ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  ot 

[hCRrwh’cd,  that  the  Board  of  Standards  and  Appeals  does 
lierqby  make  a  variation  in  the  requirements  of  the  Labor 
I  aw  as  cited  in  a  decision  of  the  borough  superintenden  , 
acting  on  Alt.  Applic.  1989-43,  and  that  the  appeal  be  and 
it  hereby  is  granted  as  to  objection  1,  on  condition  that  the 
•  exits  shall  be  maintained  substantially  as  indicated  on  plans 
filed  with  this  appeal,  marked.  Received  January  -9,  1947 
(5  sheets)  ;  that  the  garage  in  the  rear  yard  now  used  to 
the  storage  of  empty  barrels  shall  be  equipped  with  a  fire¬ 
proof,  self-closing  door  at  the  entrance  in  lieu  of  the ^exist¬ 
ing  wood  sliding  door ;  as  to  objection  2  permitting  the 
existing  floor  loads  to  be  maintained,  namely  120  Pounds  in 
bays  2  and  3  and  60  lbs.  in  bay  1, .-on  condition  that  such 
loads  shall  be  posted  and  that  bay  #1  shall  be  used  genera  \ 
for  light  equipment,  as  indicated ;  and  that  at  no  time  shall 
such  floor  loads  be  exceeded;  that  all  materials  stored  if 
of  a  combustible  or  inflammable  nature  shall  be  stored  sub¬ 
ject  to  permits  issued  by  the  fire  commissioner  ;  that  the  exits 
from  the  cellar  shall  be  maintained  as  proposed;  that  the 
number  of  occupants  on  the  second  floor  shall  not  exceed 


THE  RESOLUTION  (975-46-A)  | 

Whereas,  Tybush  Realty  Company,  Inc. 

November  25,  1946  an  application  pursuant  to  section  to 
of  the  General  City  Law,  to  permit  the  erection  of  dwell 
ings  in  the  bed  of  Richmond  parkway,  as  indicated  on 
master  plan  of  arterial  highways  and  major  streets  affect 
ing  premises  158  Blackhorse  avenue,  southwest  corner  of 
Cliffwood  avenue  and  135  Sussex  avenue,  northeast  corner 
of  Blackhorse  avenue  (Block  907,  part  of  lot  1),  ga  I 

borough  super— 
dated  October  29,  1946  on  New  Building  Applications  295 

an<l  30“Theseeproposed  one  family  frame  dwellings  are  not 
permitted  as  they  will  be  within  the  bed  of  a  mapped 
City  street  (Richmond  Parkway)— General  City  Law 

#35.” 

Whekeas,  the  applicant  states  that  158  Blackhorse  ave^te. 
N.B.  Applic.  295-46,  will  be  a  1J4  story,  frame  one  family 
dwelling  on  a  lot  fronting  102  ft  10  in.  on  Black  i  s 
avenue  by  about  140.65  ft.  on  Cliffwood  avlnue  and  tha 
135  Sussex  avenue  will  consist  ot  a  1/4  stc  rrontjnc 

family  dwelling  30  ft.  by  28  ft.  in  area,  on  a frontmf 
116.97  ft.  on  Sussex  avenue  by  111.9a  ft.  or ^  Bla 
avenue,  both  premises  located  in  a  residence  use  , 

class  V±  height  district ;  and  '  .  .  .  _ 

Whereas,  the  applicant  contends  that  it  is  the  ow 
a  tract  of  land  approximately  26  acres  and  spent  consider 
'able  money  improving  the  area,  having  constructed  thr. 
streets  which  have  been  dedicated  to  the  city  ,  ■ 

streets  have  been  graded  and  paved  and  water  and  B 
have  been  installed?  that  all  this  work  was  done  pr.oM 
the  outbreak  of  World  War  II;  that  in  ^  the  own 
prepared  plans  for  the  erection  of  three  houses  to  sta 
the  development  of  the  property  but  deferred  the  filing^ 
plans  and  construction  due  to  the  war  that  a  -te  lar 

tion  of  hostilities  an  architect  was  engaged  to  dra  U  ;] 
and  specifications  for  the  erection  of  two  one  ;wem 

tramp  dwellings  to  be  erected  at  no  tsiacKnorsc 
andT35  S,b'cx8ave„»e;  .ha«  the  borough 
objected  to  these  plans  on  the  ^rou  Gener 

dwellings  will  be  contrary  to  Section  35  of  the  tjen 
City  Law  •  that  there  is  at  the  present  time  no  offiaa 

adopted  map  of  Richmond  parkway  as  approv! 

the  premises  in  question;  that  no  plan  has  yet  been  app 
by  the  Board  of  Estimate;  that  the  buildings  as  propo. 
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were  not  planned  to  be  in  the  bed  of  a  city  street  and  it  is 
accordingly  contended  that  their  construction  would  not  be 
in  contravention  of  section  35  of  the  General  Citv  Law  • 

ind  *  ’ 

\\  iihRKAs,  the  applicant  has  filed  a  communication  dated 
December  6,  1946  signed  by  the  Secretary  of  the  City 
Manning  .Commission  wherein  it  is  stated  that  Richmond 
larkway  is  indicated  on  the  adopted  master  plan  of  arterial 
liglnvays  and  major  streets  as  a  proposed  parkway  and 
lut  a  map  laying  out  this  parkway  on  the  city  map  has 
lot  yet  been  submitted  to  the  City  Planning  Commission 
or  formal  consideration ;  that  it  is  also  therein  stated  that 
preliminary  plans  tor  the  parkway  indicate  that  the  prem- 
ses  in  question  may  be  affected  by  the  project;  however, 
t  is  impracticable  to  advise  at  this  tune  concerning  the 
xtent  of  such  affect;  and 

W  hi-.ri.as,  the  Board  was  informed  by  the  Department 
>t"  City  1  lan  that  Richmond  parkway  while  on  the  master 
ilan  lias  not  been  placed  on  the  city  map  and  therefore  is 
ot  a  mapped  street  within  the  meaning  of  the  General 

"ity  Law. 

Resolved,  that  the  application  be  and  it  hereby  is  with- 

rawn. 


001-46-A 

lPPLICANT — William  Morris,  for  Anna  Marmon,  owner. 
UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

REMISES  AFFECTED — 197-23  47th  avenue,  north  side, 
340.22  ft.  west  of  Francis  Lewis  boulevard  (Block 
5555,  Lot  19E  Bayside,  Borough  of  Queens.  (Under 
section  35,  General  City  Law  re  bed  of  mapped 
street — 46th  road  arid  197th  street.) 

PPEARANCES — 

For  Applicant :  William  Morris. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent:  Commissioner  Savage . 1 

HE  RESOLUTION  (1001-46-A) 


Whereas,  William  Morris  for  Anna  Marmon,  owner, 
ed  December  10,  1946,  an  appeal  from  a  decision  of  the 
rough  superintendent  relating  to  tne  erection  of  an  exten- 
>n  to  an  existing  building  in  the  bed  of  a  mapped  street 
97th  street)  and  to  permit  the  location  of  an  existing 
ilding  to  be  in  the  bed  of  46th  road  as  proposed,  affecting 
emises  197-23  47th  avenue,  north  side,  340.22  ft.  west  of 
ancis  Lewis  boulevard  (Block  5555,  lot  19),  Bayside, 
rough  of  Queens ;  and 

vVhereas,  the  decision  of  the  borough  superintendent 
ed  February  7,  1947  on  Alt.  Applic.  2777-46  reads: 

“1.  Construction  not  of  an  approved  type. 

2.  The  erection  of  a  structure  in  the  bed  of  a  mapped 
street  is  contrary  to  sec.  35,  General  City  Law. 

3.  Existing  portion  of  the  greenhouse  not  located  in 
accordance  with  resolution  of  the  Bd.,  Cal.  698-44-A 

^  (See  architect’s  amendment  dated  Feb.  3,  1947).” 

A  hereas,  the  applicant  states  that  the  existing  greenhouse 
ich  was  the  subject  of  action  by  the  Board  under  Cal. 
:-44-A  is  150  ft.  4  in.  by  50  ft.  in  area,  erected  partially 
the  bed  of  46th  road  (previously  permitted  by  the  Board 
be  erected  partly  in  the  bed  of  197th  street)  and  that 
proposed  extension  to  the  greenhouse  will  be  100  ft.  by 
ft.  in  area,  extending  across  the  bed  of  197th  street  as 
posed,  all  as  indicated  on  plans  filed  with  this  application 
rked  “Received  February  13,  1947”;  that  the  premises 
sist  of  a  plot  fronting  70.57  ft.  and  427.42  ft.  in  area 
approximately  895  ft.  in  depth,  located  in  a  residence  and 
iness  use  D  area  class  1  height  district  and  used  and 
jpied  as  a  greenhouse ;  and 


W  hereas,  the  applicant  contends  that  permission  is  now 

nmlirStr  l  tOA0«XtMn  A  the  greenhouse  granted  by  the  Board 
I  ll  '  a  ^stance  of  100  ft.  as  indicated  on 

plans  filed  with  this  application  and  since  the  existing  green¬ 
house  permitted  by  the  Board  under  Cal.  698-44-A  was  not 
erected  in  the  location  as  shown  on  plans  approved  by  the 
Board  and  since  the  existing  greenhouse  has  been  erected 
partly  in  the  bed  of  46th  road  and  since  the  proposed  100  ft 
extension  will  be  in  the  Hied  of  197th  street,  it  is  requested 
that  the  Board  permit  the  location  and  extension  of  the 
buildings  as  indicated' on  plans  filed  with  this  application 
in  consideration  of  which  the  owner  hereby  agrees  to  remove 
the  greenhouse  promptly  and  completely  at  her  own  expense 
after  receiving  written  notification  from  the  city  that  the 
city  desires  to  open  a  portion  of  the  streets  involved. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt,  Applic.  2777-46,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  used  only  as  a  green¬ 
house,  as  proposed;  as. to  objection  3,  that  the  portion  of 
the  greenhouse  formerly  granted  under  Cal.  698-44-A  shall 
be  in  compliance  with  the  amendment  to  such  resolution 
March  1944,  as  amended  this  day  (March  4, 
1947)  ,  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  and  granted  as  to  objection  2,  under  the  powers 
vested  in  the  Board  under  section  35  of  the  General  City 
Law,  on  condition  that  in  the  event  a  portion  of  the  premises 
is  condemned  for  street  purposes,  any  portion  of  the  build¬ 
ing  within  the  bed  of  the  proposed  street  shall  be  removed 
as  proposed  by  the  owner  and  no  claim  made  for  the  cost 
of  the  building  or  removal. 


57-47-A 

APPLICANT — Lillie  Greenblatt,  owner. 

from  an  order  of  the  fire  commissioner. 
I  REMISES  AFFECTED — 62  Montrose  avenue,  south  side 
150  ft.  east  of  Lorimer  street  (Block  3059,  Lot  13),’ 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Albert  Greenblatt. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

N  egative  :  .  q 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (57-47-A) 

Whereas,  Lillie  Greenblatt,  owner,  filed  December  10, 
1946,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  62  Montrose  avenue,  south  side,  150  ft.  east  of 
Lorimer  street  (Block  3059,  Lot  13),  Borough  of  Brooklyn; 
and 

Whereas,  order  18345-LF,  issued  by  the  fire  commissioner 
November  12,  1946,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  on  first  story,  having  one  source  of 
water  supply,  arranged  and  equipped  as  provided  in  the 
rules  of  Article  16,  Chapter  26  of  the  Administrative 
Code.  (Sec.  C19-161.0  of  the  Administrative  Code.) 

and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
23  ft.  in  height;  25  ft.  by  96  ft.  in  area  at  1st  floor;  25  ft.  by 
25  ft.  in  area  at  2nd  floor;  of  Class  4  construction;  erected 
1902 ;  altered  in  1926,  located  in  an  unrestricted  use  district, 
and  used  and  occupied  since  1910  as  follows:  cellar,  vacant; 
1st  floor,  assorting  and  baling  of  woof  and  cotton,  3  persons, 
and  2nd  floor  dwelling,  two  persons;  and 

Whereas,  Certificate  of  Occupancy  6912,  permits  the  use 
of  the  building  as  store  and  one  family  dwelling;  and 

Whereas,  the  applicant  contends  that  the  premises  have 
been  operated  continuously  as  a  wool  sorting  plant  since 
1920  and  is  under  the  daily  management  of  the  owner’s 
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husband  and  at  no  time  has  it  provided  more  than  a  sub¬ 
sistence  living  wage;  that  at  the  present  time  ,the  «w.ner  is 
under  mortgage  for  extensive  alteration  made  in  1926  from 
two  small  frame  dwellings  to  one  building  which  is  of  brick  . 
construction  for  over  75%  of  its  length  and  fire  retarded , 
that  if  the  owner  is  compelled  to  install  a  sprinkler  system 
she  would  be  compelled  to  close  the  business  as  she  does  not 
have  the  funds  nor  can  she  borrow  sufficient  to  make  the 
installation;  that  more  than  adequate  attention  is  given  to 
every  detail  toward  fire  prevention;  that  buckets  of  sand 
and  water  are  kept  filled;  that  the  cellar  is  vacant ;  that  all 
sorting  and  baling  is  done  only  in  that  portion  of  the  gilding 
which  has  a  cement  floor,  brick  walls  and  fire  retarded 
ceilings ;  that  the  portion  of  the  building  under  the  dwelling 
is  used  for  office,  loading  and  weighing  and  its  ceilings  are 
fire  retarded  and  metal  covered;  that  the  owner  is  willing 
to  add  more  water  and  sand  pails  and  provide  access  it 
required,  and  to  modify  the  skylight  construction  if  neces- 

Whereas,  the  premises  were  inspected  by  a  committee  of 

^Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
'Order  18345-LF  Objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted [on  c^‘ldltl0'[ 
that  the  building  shall  not  be  increased  in  height  or  area , 
that  the  cellar  shall  be  unoccupied;  that  the  floor  beams  over 
the  cellar  shall  be  supported  to  the  satisfaction  of  the  borough 
superintendent;  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained  •  that  such  portable  fire-fighting  appliances  shall 
installed  as  the  fire  commissioner  shall  direct;  and  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


67-47-A  . 

APPLICANT— Abraham  Landow,  for  Kalmon  Dolgin 
Corp.,  owner  (Nest  Rite  Box  Co.,  Inc.,  lessee). 
SUB1ECT— Appeal  from  an  order  and  a  decision  of  tne 
fire  commissioner.  , 

PREMISES  AFFECTED — 759  Chauncey  street  north 
side  200  ft.  east  of  Evergreen  avenue  (Block  3440, 
Lot ’52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  Landow. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep  t. 
•\CT10N  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  n 

Affirmative :  . 

Negative :  Chairman  Murdock,  Commissioner 

'  Blum  and  Deputy  Chief  Guinee .  3 

Absent:  Commissioner  Savage .  1 


proposed ;  that  it  is  proposed  to  increase  the  occupancy  ol 
the  1st  floor  to  50  persons;  and  .  ,  , 

Whereas,  Certificate  of  Occupancy  114259,  issued  May  1 
1946  to  supersede  Certificate  of  Occupancy  4972  issued  oi 
completion  of  N.B.  Applic.  4844-1919,  describes  the  occu- 
nancy  classification  as  light  manufacturing  and  permits  the 
use  of  the  building  as  follows:  cellar,  boiler  room;  1st  floor 
storage,  office  and  light  manufacturing  (cardboard  boxes, 
with  an  occupancy  of  16  persons;  and 

Whereas,  the  applicant  contends  that  Section  C19-I61.I 
of  the  Administrative  Code  specifically  deals  with  fin 
extinguishing  appliances;  that  there  is  no  provision  in  sau 
section  for  the  installation  of  an  expensive  approved  we 
automatic  sprinkler  system  as  required  by  the  order;  tha 
the  building  has  a  concrete  floor  and  fire  retarded  ceiling 
that  six  214  gallon  foam  type  fire  extinguishers  and  approxi 
mately  14  fire  pails  filled  with  water  have  been  place 
throughout  the  premises;  that  in  the  event  of  a  fire  the  rir 
Department  would  have  no  difficulty  in  attacking  a  nie  troi 
the  street  since  the  building  is  only  one  story;  that  bectio 
C19-161.0  does  not  contemplate  that  the  owners  install  a 
expensive  wet  automatic  system  and  it  is  therefore  requeste 
that  the  order  of  the  fire  commissioner  be  vacated,  an 
that  the  owner  and  lessee  be  permitted  to  continue  the  us 
of  the  -premises  as  permitted  by  the  certificate  of  occupant 
on  condition  that  he  maintain  six  2)4  gallon  foam  type  har 
extinguishers  and  14  filled  fire  pails  and  a  40  gallon  portab 
chemical  extinguisher  on  the  premises;  and 

Whereas,  the  premises  were  inspected  by  a  committee  » 
the  Board  and  in  view  of  the  type  of  occupancy  of  the  buil 
ing  the  committee  recommended  that  the  appeal  should  not 

granted.  „  . _  .  . 

Resolved,  that  the  decision  of  the  fire  commissioner  as  , 
Order  18690-LF,  item  1,  be  and  it  hereby  is  affirmed  at 
that  the  appeal  be  and  it  hereby  is  denied. 


THE  RESOLUTION  (67-47-A) 

Whereas,  Abraham  Landow  for  Kalmon  Dolgin  Cor¬ 
poration,  owner.  Nest  Rite  Box  Company,  Incorporated 
lessee,  filed  January  23,  1947,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner  affecting  759  Lhaunce} 
street  north  side.  200  ft.  east  of  Evergreen  avenue  (Block 
3446  Lot  52),  Borough  of  Brooklyn;  and  .  . 

Whereas,  Order  18690-LF,  issued  by  the  fire  commissioner 

December  19,  1946,  reads:  •  ,  , 

“1.  Install  an  approved  wet  automatic  sprinkler 
svstem  on  1st  story  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Sprinkler  Rules 
Board  of  Standards  and  Appeals.  C19-161.0  Adm. 
Code.” 

^Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  January  21,  1947 ;  and 

Whereas,  the  applicant  states  that  the  building  is  one 
storv  15  ft.  in  height,  with  no  cellar  except  for  boiler  room, 
entered  from  the  exterior;  100  ft.  by  100  ft.  m  area,  of 
Class  3  construction;  erected  in  1919;  located  in  an  unre¬ 
stricted  use.  C  area.  Class  1  height  district,-  and  used  and 
occupied  since  March,  1946,  as  follows :  cellar  ordinary  use 
and  boiler  room;  1st  floor,  manufacturing  cardboard  boxes, 
offices  and  storage,  38  persons ;  that  no  change  in  use  is 


78-47-A 

APPLICANT— J.  G.  L.  Molloy,  for  Louis  Andre,  own 
SUBJECT— Appeal  from  a  decision  of  the  borough  supi 

•  intendent.  .  , 

PREMISES  AFFECTED — 327  East  149th  street  no 
side,  250  ft.  west  of  Courtlandt  avenue  (Block  23 
Lot  54),  Borough  of  The  Bronx. 

APPEARANCES—  .  .  . 

For  Applicant:  G.  B.  Levy  and  Louis  Andre. 
For  Administration :  Samuel  L.  Becker,  Dep  t 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissione 

■Blum  and  Deputy  Chief  Guinee . 

Negative:  . . . 

Absent :  Commissioner  Savage.. . 


THE  RESOLUTION  (78-47-A) 

Whereas,  J.  G.  L.  Molloy,  for  Louis  Andre,  owner,  f 
January  8,  1947,  an  appeal  from  a  decision  -of  the  boro’ 
superintendent,  affecting  327  East  149th  street  north  s 
250  ft.  west  of  Courtlandt '  avenue  (Block  2331,  Lot 
Borough  of  The  Bronx;  and  ..  , 

Whereas,  the  decision  of  the  borough  superintend 
dated  Tanuary  24,  1947,  on  Alt.  Applic.  600-4o,  rea  s. 

“1.  Proposed  change  of  occupancy  ot  the  2nd 
3rd  floors  of  this  frame  building  from  npidencc 
commercial  use,  is  contrary  to  Sections  C-6-183.U 
C26-254.0  of  the  Administrative  Code. 

an W hereas,  the  applicant  states  the  building  is  three  sto 
34  ft.  in  height;  25  ft.  by  80  ft.  in  area  at  1st  floor,  2. 
bv  50  ft.  in  area  at  2nd  floor,  of  Class  3  and  4  construct 
erected  1921  ;  located  in  a  business  use,  B  area,  CHss 
height  district  and  used  and  occupied  since  1941-ce 
boiler  room;  1st  floor,  store  in  main  portion  of  bulk 
manufacturing  mattresses  in  rear  extension,  total  3  pers 
2nd  floor,  showroom,  3  persons;  3rd  floor,  vacant,  th. 
is  proposed  to  be  used  and  occupied— cellar,  same,  1st  r 
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kne;  2nd  floor,  offices;  3rd  floor,  offices;  that  the  building 
equipped  with  one  3  ft.  wide  interior  stairs  of  steel  and 
pent  construction  on  1st  floor  and  of  wood  construction 
!  second  floor,  that  the  stair  is  enclosed  in  fire  retarded 
rtitions  to  second  floor ;  stairs  lead  directly  to  street  •  and 
Whereas,  the  applicant  has  filed  a  photostatic  copy  of 
t. .  A pphc.  600-45,  approved  by  the  acting  borough  super- 
endent,  October  19,  1945,  indicating  the  use  after  altera- 
ns  were  made  and  the  type  of  construction  to  be  frame, 
r  ProP°snig  the  erection  of  a  one  story  block  extension  in 
rear  to  be  used  for  the  manufacture  of  mattresses  and 
•upper  floor  to  be  used  as  specified  (offices)  ;  and 
v\  ii  ere  as,  the  applicant  has  filed  a  copy  of  communication 
ed  December  9,  1946,  signed  by  the  borough  superintend- 
i  which  reads  as  follows : 

“You  are  hereby  advised  that  the  above  alteration 
>.  was  approved  in  error  inasmuch  as  the  building  is  of 
frame  construction  and  the  two  upper  floors  are  being 
-converted  from  residence  and  office  use  to  office  use 
throughout. 

t  Permit  No.  627-1945  for  the  work  under  Alt.  600-45 
■  is  hereby  revoked. 

An  appeal  to  the  Board  of  Standards  and  Appeals 
I  may  be  made  within  thirty  (30) ’days  for  a  variance 
t  °*  Section  L  26-185.0  of  the  Administrative  Code.” 

Vhereas,  the  applicant  contends  that  on  October  19,  1945, 
lermit  was  granted  to  alter  the  premises  pursuant  to 
"ra||on  Application  600-4a,  the  work  was  completed 
c  19,  1946,  and  application  then  made  for  a  certificate  of 
g)aJncy.  that  thereafter  the  borough  superintendent 
,ided  that  die  original  alteration  permit  had  been  granted 
?rror  and  proceeded  to  revoke  the  permit  and  deny  the 
Ecation  tor  a  certificate  of  occupancy;  that  the  owner 
a  right  to  rely  on  the  alteration  permit ;  that  in  reliance 
a  such  alteration  permit  the  owner  contracted  for  the 
ration  work  at  a  cost  of  approximately  $14,000;  that  if 
owner  is  denied  the  use  of  the  premises  for  which  the 
ration  had  been  made  he  will  suffer  a  great  hardship- 
1  the  building  is  well  protected  against  fire  hazard ;  that 
t  of  the  walls  are  either  8  in.  cement  block,  12  in. 

K  or  4  m.  brick  veneer;  that  all  other  walls  and  all 
ngs  are  protected  with  wire  lath  and  plaster;  that  port¬ 
fire  fighting  equipment  will  be  maintained  on  the 
mses;  that  the  stair  enclosure  is  fire  retarded  from  1st 
•nd  story;  that  the  mattress  work  is  performed  in  the 
extension  constructed  of  8  in.  concrete  blocks  complying 
the  requirements  of  the  Administrative  Code ;  that  not 
e  than  one-half  ton  of  combustible  fibre  is  stored  on 
premises  at  any  one  time;  that  the  building,  as  altered, 
i  improvement  over  the  building  prior  to  alteration  and 
use  of  the  two  upper  floors  for  offices  will  be  much 
r  than  the  use  for  dwelling  purposes  as  previously 
lifted ;  and 

hereas,  the  premises  were  inspected  by  a  Committee 
he  Board  who  found  that  the  premises  were  occupied 
Jghout  by  the  owner  conducting  a  house  furnishing 
ly  business;  that  the.  premises  were  being  maintained 
i  orderly  manner;  that  the  only  exterior  enclosing  wall 
protected  on  the  interior  with  wire  lath  and  plaster; 
the  work  on  mattresses  in  the  rear  was  minor  and 
sional. 

•solved,  that  the  decision  of  the  borough  superintendent, 
g  on  Alt.  Applic.  600-4.1,  objection  1  dated  January  24, 
be  and  it  hereby  is  modified  and  that  the'  appeal  be  and 
reby  is  granted  an  condition  that  the  building  shall  not 
creased  in  height  or  area ;  that  in  the  event  the  borough 
-mtendent  requires  it,  the  exterior  portion  of  the 
-r)y  frame  wall  as  indicated  on  revised  plan  marked 
eived  January  8,  1947”  shall  be  protected  with  wire  lath 
cement  plaster  where  the  court  of  the  adjoining  build- 
>ccurs ;  that  the  decision  of  the  borough  superintendent 
•  December  9,  1946,  revoking  Permit  #627-1945  shall’ 

5 odified  and  such  permit  restored  upon  completion  of 
equirements  of  this  resolution ;  that  in  all  other  respects 
uilding  and  occupancy  shall  comply  with  all  laws,  rules 
regulations  applicable  thereto  and  such  portable  fire 


fighting  appliances  shall  be  maintained  as  the  Fire  Com¬ 
missioner  shall  require. 


109-47-A 

APPLICANT— Atlantic  Zinc  Works,  Inc.,  lessee,  for  New 
York  Dock  Co.,  owner. 

PI >  n  e , an  or<ler  of  ,he  fire  commissioner. 

DEMISES  AFFEC I  ED — 188-190  Van  Brtmt  street  and 
/3-o3  Bowne  street,  soutjiwest  corner  (Block  507 

appearances-  1)1  Borough  of  Brookl>'"' 

For  Applicant:  John  E.  Rees. 

Thomas  A.  Larkin,  Fire  Dep’t. 

Tul  uATr  BOARD— Appeal  granted  on  condition. 

1  rl h.  VU1  E — 

Affirmative:  C  hairman  Murdock,  Commissioner 

Blum  and  Deputy  C  hief  Guinee  . .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  . ’  ’  ’  ] 


THE  RESOLUTION  (109-47-A) 

Whereas,  Atlantic  Zinc  Works,  Inc.,  lessee,  for  New 
York  Dock  Company,  owner,  filed  January  30,  1947,  an 
appeal  Irom  an  order  of  the  fire  commissioner,  affecting 
premises  188-190  Van  Brunt  street,  and  75-83  Bownfe  street" 
southwest  corner  (Block  507,  Part  of  Lot  1)  Borough  of 

Whereas,  Order  18758-LF,  issued  by  the  fire  commis¬ 
sioner^  December  31,  1946,  reads: 

ArranSe  iron  bars  on  cellar  windows  so  as  to  be 
readily  movable  -or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use 
ot  such  cellar  windows  for  the  purpose  of  egress  as 
per  Section  272  of  the  Labor  Law.” 
and 


Whereas,  the  applicant  states  that  the  building  is  two 
stories  25  ft.  in  height,  51  ft.  8  in.  by  91  ft.  6  in.  in  area,  of 
Blass  3  construction;  erected  prior  to  1880;  located  on  a 

ot  al  it  8  in.  by  91  ft.  6  in.  in  area,  in  an  unrestricted  u$e 
A  area’  ,Vass  2  height  district,  and  used  and  occupied  since 
1934— cellar,  ordinary ;  1st  floor,  factory,  4  persons  ;  2nd  floor 
storage,  no  persons ;  and  proposed  to  lie  used  and  occupied : 
cellar,  ordinary  use;  1st  floor,  factory  tor  polishing  metals 
4  persons;  2nd  floor,  storage  no  persons;  that  the  building 
is  equipped  with  a  two  source  sprinkler  system ;  that  there 
are  three  3  ft.  wide  interior  open  wood  stairs  from  roof 
Cad  to  ^st  storY ;  that  stairs  do  not  lead  to  street  and 
Whereas,  the  applicant  contends  that  the  cellar  has  a 
dirt  floor,  is  damp  at  all  seasons  of  the  year  as  the  floor 
is  practically  at  the  level  of  high  tide  at  the  docks  100  yards 
away ,  that  the  cellar  has  never  been  used  except  for  storing 
a  tew  materials  such  a$  bottles  of  inert  chemicals;  that  the 
cellar  headroom  is  only  57  in.  under  the  beams;  that  there 
is  no  light  in  the  cellar  except  from  the  barred  windows 
indicated  on  diagram  filed  with  this  appeal;  that  there  are 
two  stairs  from  cellar  to  factory  floor  above-  that  the 
windows  which  are  at  street  level  were,  until  about  two 
months  ago  enclosed  with  wooden  frames  which  could  he 
removed  from  the  inside;  that  on  many  occasions  these 
frames  were  forced  out  allowing  children  to  enter  the 
cellar  which  exposed  the  factory  floor  to  easy  entry  through 
the  windows;  that  at  considerable  expense  the  bars  were 
installed,  the  owner  not  thinking  that  windows  of  an  unused 
cellar  would  require  more  satisfactory  exit;  that  this 
cellar  is  protected  by  sprinklers  as  are  the  floors  above;  that 
the  owner  is  willing  to  install  a  special  steel  window’  sash 
in  any  one  of  the  windows  which  could  be  opened  from 
the  inside  only. 

Re  solved,  that  the  decision  ot  the  fire  commissioner,  as 
to  Order  187i8-LF,  Objection  4,  be  and  it  hereby  is  modified. 
and  that  t lie  appeal,  be  and  it  hereby  is  granted  on  condition 
tlicit  the  cellai  shall  remain  unoccupied  \  that  the  three  stair- 
ways  indicated  on  plan  filed  with  this  appeal,  marked  “Re¬ 
ceived  -January  30,  1947”  shall  remain  available  for  exit 
i roni  the  cellar  and  in  addition  one  of  the  cellar  windows 
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shall  he  equipped  with  steel  sash  and  wire  glass  so  as  to 
he  readily  openable  for  exit;  that  the  sprinkler  system  in 
the  cellar  shall  he  maintained  in  connection  with  the 
sprinkler  system  throughout  the  entire  building;  that  al 
other  items  of  order  18758-LF  shall  be  complied  with  ,  an 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


129-47-A 

APPLICANT — Fred  Weinstock,  for  Benjamin  Barison, 

owner.  .  ,  ,  ,  , 

SUBIECT _ Appeal  from  a  decision  ot  the  borough  super¬ 
intendent.  ,  •  i 

PREMISES  AFFECTED— 1078  Madison  avenue,  west  side 
51.2  ft.  north  of  East  81st  street  (Block  1493,  Lot 
16),  Borough  of  Manhattan. 

appearances— 

For  Applicant :  Fred  Weinstock.  ,  . 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

rp  J  \  O  T  E-- 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . . . . •. .  , 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (129-47-A) 

Whereas,  Fred  Weinstock,  for  Benjamin  Barison,  owner, 
filed  February  13,  1947,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting .  premises :  1078  Madison 
avenue,  west  side,  51.2  ft.  north  of  East  81st  street  (Block 
1493  Lot  16),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  7,  1947,  on  amendment  to  Alt.  Applic.  148-47, 

1La<*s  '“l  Bldg,  should  be  of  fireproof  const,  as  height 
exceeds  4  stories  &  50  ft.  sec.  4.2.1  B.C. 

2.  Stair  should  have  a  nun.  width  of  3  it.  8  m.,  sec. 
64  11  B  C.  with  adequate  capacity  for  number  of  per- 

*  sons  as  per  Sec.  6. 1.2.3  B.C.  and  stair  doors  should  not 
obstruct  passage  on  stairs,  sec.  6.2.2  B.C. 

3.  Elevator  shaft  opening  on  stair  enclosure  contrary 

to  sec.  6.4.1. 8. 2.  B.C. 

‘"whereas,  the  applicant  states  that  the  building  is  7  stories, 
71  ft  in  height,  25.6  ft.  by  80  ft.  in  area,  Class  3  construc¬ 
tion  erected  in  1898,  located  in  a  retail  use,  B  area,  Class 
13^  height  district,  on  a  plot  25.6  ft.  by  95  ft.  m  area,  used 
and  occupied  since  1941  as  follows :  Cellar,  boilerroom  and 
storage  ■  1st  floor,  1  apartment  and  doctor  s  office,  5  persons , 
2nd  To  7th  floors,  single  room  occupancy,  12  persons  per 
floor;  proposed  to  be  used  and  occupied;  Cellar,  same;  1st 
to  7th  floors,  doctor’s  offices,  10  persons  on  the  1st  and  15 
on  each  of  the  2nd  to  7th  floors,  inclusive;  that  the  building 
is  equipped  with  a  one  source  (Pack  Law)  sprinkler  system 
and  interior  fire  alarm  system,  one  3  ft.  wide  iron  stairs, 
brick  enclosed,  equipped  with  one-hour  fireproof,  self-closing 
doors,  leading  from  roof  bulkhead  direct  to  street  and  one 
fire  escape  at  rear,  leading  to  roof  by  ladder  and  yard  by 
ladder  with  egress  to  street  through  fireproof  passage;  that 
windows  on  the  course  of  the  fire  escape  are  not  fireproof, 

self-closing;  and  ,  „  j  •„ 

Whereas,  the  applicant  contends  that  the  Board  is  re¬ 
quested  to  accept  the  proposed  business  use  in  view  of  its 
nature;  that  the  building  •will  be  limited  for  professional 
use  of  doctors  and  dentists,  thus  providing  greater  safety 
lor  fire,  health  and  property  than  the  existing  single  room 
occupancy ;  that  the  building  is  equipped  with  an  approved 
automatic  (Pack  Law)  sprinkler  system  and  fire  alarm 
system;  that  cellar  ceilings  are  of  fireproof  construction, 
that  it  is  requested  that  the  Board  accept  the  present  3  ft. 
wide  stair  and  the  door  opening  on  the  stair hall,  as  indicated 
on  plans  filed  with  this  appeal ;  that  the  existing  stair  is  of 
iron  construction  with  concrete  platforms  and  is  now  enclosed 
in  a  fireproof  masonry  enclosure ;  that  an  extensive  alteration 


would  be  required  to  increase  the  width  of  the  stairs;  an 
undue  hardship  would  result,  as  the  building  contains  only 
1500  sq.  ft.  per  floor  with  a  maximum  of  15  persons  on  each 
floor ;  that  in  addition,  there  is  a  secondary  means  of  egress 
consisting  of  a  fire  escape  as  per  sec.  145  ot  the  Multiple 
Dwelling  Law  at  the  rear  of  the  building;  that  the  Board 
is  requested  to  grant  the  use  of  the  elevator  shaft  opening 
on  stair  enclosure,  as  it  would  be  a  hardship  to  change  the 
location  of  the  existing  elevator;  that  the  elevator  doors 
will  be  made  smoke-tight.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Alt.  Applic.  148-47  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  as 
to  objection  1,  on  condition  that  the  building  shall  not  be,  in¬ 
creased  in  height  or  area;  as  to  objection  2  as  to  the  primary  j 
means  of  exit  and  the  rear  fire  escape,  that  a  fireproof 
passageway  through  to  the  street  shall  be  maintained  as 
proposed  and  as  indicated  on  plans  filed  with  this  appeal, 
marked  “Received  February  13,  1947,”  two  sheets  oocon- 
'  dition  that  the  sprinkler  system  as  approved  when  this  build¬ 
ing  was  occupied  as  a  multiple  dwelling  for  single  room 
occupancy  shall  be  maintained  in  accordance  with  the  require¬ 
ments  then  in  force;  that  at  the  elevator  shaft  in  the  cellar 
there  shall  be  an  additional  wall  and  fire  door  in  front  of 
the  present  elevator  doors ;  as  to  objection  3,  that  the  existing 
elevator  may  open  into  the  enclosed  stairway  as  shown  on 
condition  that  the  doors  to  such  elevator  are  reasonably 
close  fitting  to  the  satisfaction  of  the  borough  superintendent  ; 
that  .this  variance  is  granted  only  so  long  as  the  building  is 
occupied  as  proposed  as  licensed  physicians  and  licensed’ 
dentists  offices  throughout. 


173-47-A 

APPLICANT— Long  Island  Star-Journal,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 42-28  28th  street,  northwest 
corner  of  42nd  road  (Block  422,  Lot  32),  Lont 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  J.  MacMaster.  (  ( 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . 

Negative:  . 

Absent :  Commissioner  Savage  . 


THE  RESOLUTION  (173-47-A)  j 

Whereas,  Long  Island  Star  Journal,  owner,  filed  Fetj 
mary  25,  1947,  an  appeal  from  a  decision  of  the  boroug( 
superintendent,  affecting  42-28  28th  street,  northwest  come 
42nd  road  (Block  422,  Lot  32),  Long  Island  City,  Boroug 

of  Queens;  and  ,  ,  . 

Whereas,  the  decision  of  the  borough  J3?Pe^ntendjt. 
dated  February  24,  1947,  on  Misc.  Applic.  13878-46,  read. 
“1.  The  erection  of  a  marquise  over  the  sidewa 
in  connection  with  an  entrance  to  a  newspaper  publisl 
ing  building  is  contrary  to  Sec.  2.4.1.4.8,  B.D. 

Whereas  the  applicant  states  that  the  building  is  fi 
stories  75  ft.  in  height;  67  ft.  6  in.  by  100  ft.  in  area,  * 
Class  1  construction  ;  erected  1919;  located  m  an  unr, 
stricted  use  B  area,  Class  1J4  height  district  and  used  ai 
occupied-cellar,  boiler,  storage  and  press  room,  25  person- 
1st  floor,  office  and  newspaper  publishing  and  distribute. 
25  persons;  2nd  floor,  same,  100  persons;  3rd  floor,  man 
factoring  dresses,  40  persons;  4th  floor,  machine  shop, 
persons;  5th  floor,  manufacturing  gauges,  14  persons i,  tl 
the  building  is  equipped  with  a  two  source  sprinkle  .  t  , 
.throughout,  two  42  in.  wide  fireproof  stairs  from  root 

street ;  and  .  i  r 

Whereas,  it  is  proposed  to  erect  a  marquise  15  ft. 
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projecting  10  ft.  beyond  the  front  line  of  the  building  to 
within  2  ft.  6  in.  of  the  curb  line;  marquise  will  be  located 
not  less  than  10  ft.  above  sidewalk  and  will  be  attached  to 
the  budding  at  a  point  on  the  42nd  road  front,  34  ft  from 
the  intersection  of  28th  street;  and 

|  Whereas,  the  applicant  contends  that  "the  marquise  is 
necessary  to  prevent  waste  and  spoilage  of  newspapers  as 
they  roll  out  of  the  press  room ;  that  spoilage  runs  into  as 
.much  as  5,000  copies  a  day  during  inclement  weather ;  that 
this  spoilage  imposes  a  hardship  on  the  owners  in  these 
.days  of  newsprint  scarcity ;  that  the  press,  in  order  to  meet 
.schedules,  rolls  out  newspapers  faster  than  they  can  be 
.loaded  into  trucks  at  the  curb,  necessitating  temporary 
stacking  on  the  sidewalk ;  that  it  is  impossible  to  stack  the 
papers  inside  of  the  building  for  lack- of  space;  that  as 
a  marquise  such  as  is  here  proposed  will  keep  these  papers 
protected  from  the  elements,  it  is  requested  that  the  Board 
grant  a  variance  to  permit  the  erection  of  the  marquise  as 
indicated  on  plans  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
icting  on  Misc.  Applic.  13878-46,  objection  1,  be  and  it 
aereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  marquise  shall  be  constructed 
:n  the  location  and  substantially  as  shown,  on  plans  filed 
’vitli  this  apjieal,  marked  “Received  February  25,  1947” 
;i  sheet)  and  shall  be  constructed  of  incombustible  ma- 
erials. 


98-44-A 

\PPLICANT — Harold  Carlson,  for  Anna  Marmon,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (previously  granted  on  condition). 
’REMISES  AFFECTED — 197-23  47th  avenue,  north  side, 
340.22  ft.  west  of  Francis  Lewis  boulevard  (Blocks 
5554  and  5555,  Lots  19  and  12),  Bayside,  Borough 
of  Queens. 
iPPEARANCES — 

For  Applicant :  William  Morris. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

UTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent:  Commissioner  Savage .  1 

HE  RESOLUTION  (698-44-A) 


Whereas,  this  appeal  pursuant  to  Section  35  of  the 
eneral  City  Law,  for  permission  to  erect  a  building  extend- 
g  into  the  bed  of  a  mapped  street,  affecting  premises  197-23 
th  avenue,  north  side,  340.22  ft.  west  of  Francis  Lewis 
mlevard  (Block  5554,  Lot  12  and  5555,  Lot  19)  Bayside, 
arough  of  Queens,  was  granted  by  the  Board  on  March 
.  1945,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli- 
tion  and  an  amendment  of  the  resolution;  and 
Whereas,  it  appears  from  plans  filed  with  the  Borough 
iperintendent  under  Alteration  Application  2777-46  that 
e  greenhouse  permitted  under- this  appeal  to  extend  into 
-  bed  of  proposed  197th  street  (place)  was  not  so  located 
t  encroaches  into  the  bed  of  the  proposed  47th  avenue  as 
*n  on  plans  filed  with  the  Board  under  Calendar  Number 
J1-46A. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  the  resolution  adopted  March  27,  1945,  by 
ding  thereto: 

“*  *  *  that  this  resolution  may  also  be  deemed  to 
cover  the  erection  of  the  building  as  herein  proposed, 
located  easterly  and  extending  into  the  bed  of  46th  road 
instead  of  into  the  bed  of  97th  place  or  street  as  shown 
P'ai?s  fifed  in  Alteration  Application  2777-46  and  as 
bled  with  the  Board  in  connection  with  Calender  Num¬ 
ber  1001-46A.” 


683-45-A 

APPLICANT— Herman  Kron,  for  49-51  Lexington  Avenue 
Inc.,  owner. 

SUB J  Ft  1— Application  for  consideration— reopening  and 
restoration  to  calendar  re  Appeal  from  a  decision 
,  tiie  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFhECl  ED— 49-55  Lexington  avenue,  east 
side,  39.6  ft  south  of  FZast  25th  street  (3rd  to  6th 
floors)  ;  (Block  880,  Lot  66),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

hor  Applicant :  Herman  Kron. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
™  Housing  and  Buildings. 

AC  1  ION  OF  BOARD— Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 


Attn  mative  :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  ‘  q 

Absent :  Commissioner  Savage  .  1 


787-46-A 

APPLICANT — William  Lescaze,  for  Richard  S.  Hornung, 
owner. 

SUBJECT  -Application  for  consideration — reopening  and 
consideration  of  new  proposal — Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent — (previously 
denied  for  conversion  of  residence  nonfireproof 
building  to  commercial  use) . 

PREMISES  AFFECTED — 220  FZast  46th  street,  south 
side,  223  ft.  east  of  3rd  avenue  (Block  1319,  Lot 
40 y2).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  Dumper  and  Clarence 
Hornung. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  . o 

Absent :  Commissioner  Savage  .  1 


893-46-A 

APPLICANT — Ludwig  Hanauer,  for  Hudson  and  Man¬ 
hattan  Railroad  Co.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  Borough  super¬ 
intendent. 

PREMISES  AFFECTED — 50  Church  street,  west  side, 
block  bounded  by  Church,  Fulton,  Dey  and  Green¬ 
wich  streets  (Block  81,  Lot  1)  ;  (Hudson  Ter¬ 
minal,  Building  B),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Plousing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1947  at 
2  P.M.  at  request  of  Board. 


1043-46-A 

APPLICANT— Arthur  F.  Winter,  for  195  Broadway 
,  Corp.,  owner  (F.  W.  Woolworth  Co.,  lessee). 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 176-184  Fulton  street.  20-24 
Dey  street  and  45-51  Church  street,  west  side,  from 
Fulton  to  Dey  streets  (basement);  (Block  80,  Lot 
4),  Borough  of  Manhattan. 
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APPEARANCES —  ,  A  ...  p  ^  ^  por  Applicant:  Charles  De  Witt  Hewett. 

For  Applicant:  Chester  A.  Arthus  and  Arthur  F.  Fo*  Administration:  Samuel  L.  Becker,  Dept  of 

Winter.  ~  ,.  Housing  and  Buildings.  i 

For  Administration:  Peter  Maher,  hire  l  ep t.  \ TTION  OF  BOARD— Application  reopened  and  term  ol 

ACTION  OF  BOARD  Laid  over  to  March  18,  4/  variance  extended.  AM_Mn  TRpM  n|. 

2  P.M.  at  request  of  applicant.  THE  VOtE  TO  REOPEN  AND  AMEND  TERM  Oh 

VARIANCE —  _  .  . 

-  Affirmative :  Chairman  Murdock,  Commissioner 

103-47- A  ,  .  _  ..  ,  Blum  and  Deputy  Chief  Guinee  . - 

APPLICANT— Arthur  M.  Waldman,  for  Martin  Gottlieb,  Negative:  . . . 

owner  (Brooklyn  Lace  Paper  Works,  lessee).  Absent:  Commissioner  Savage  .  1 

ci tr itrT _ Anneal  from  <in  order  cind  2l  decision  ol  t  ie 

fire  commissioner.  „  ,  ,  ,.  THE  RESOLUTION  (1054-23-BZ)  1 

PREMISES  AFFECTED— 54-56  South  -nd  street,  sout  i  Whereas,  this  application  affecting  22o0  Aqueduct  a\c 

side,  130  ft.  west  of  Wythe  avenue  (Block  241a,  ^  (Block  No.  3208,  Lot  No.  31),  Borough  of  Th. 

Lot  19),  Borough  of  Brooklyn.  Bronx,  was  granted  by  the  Board  under  section  7,  su 

•AFPEARANChS-^  M.  Waldman  and  Martin 

Gottlieb.  .  _  23  1929  March  27.  1934  and  April  29,  1941  and  appbean 

For  Administration  :  Thomas  A.  Larkin,  FmeDepb  requested  a  further  extension  of  the  term  of  the  variana 

ACTION  OF  BOARD — Laid  over  to  April  15,  1947  at  Resolved,  that  the  Board  of  Standards  and  Appeals  doe 

?  p  M  for  an  inspection  by  a  committee  of  t  ie  b  b  amend  the  resolution  of  April  23,  192  )  only  in  so  a 
Board.  .  as  it  has  reference  to  the  term  of  the  variance 'so  that  a 

-  amended,  this  portion  of  the  resolution  shall  real. 

.  07  4.7  A  “that  this  permission  be  granted  under  section  / 

T»T»riurTcJt?dAKFFCTED— ■ 73-02  Beach  Channel  Drive,  mobiles  of  the  pleasure  car  type;  that 

PREMISES  AFFECTED  AS  W  £>eac  formerly  used  as  a  garage  shall  be  left  varan 

northwest  comer  of  »«*73rd  (Under  {hat  the  two  garage  spaces  in  the  rear  may  be  ren 

Lot  A)),  Arve  ,  E  re  bed  of  mapped  to  persons  not  residing  on  the  premises ,  that  tl 

section  35,  General  C  lty  l.u  f  ,b  rraraee  shall  be  fire  retarded  in  accon 

street  Beach  73rd  street).  ceiling  °f  the  Board  and  fire  stopped 

APPEARANCES-  Weinstock  the  junction  of  side  walls  and  ceiling;  that  the  wa, 

&  L  Becker' Dep,t  of  rj&tst  ,te* a  new  cert,to 

ACTION  OF  °BOARD— Laid  over  to  March  11,  1947  at  _ 

2  P.M.  for  further  consideration.  Applicant  to  file  m82^BZ 

revised  plan.  APPLICANT— Frank  V.  Laspia,  for  Harry  Schwartzbei 

owner.  .  .  . 

140-47-A  t4,  .  i  SUBTECT — Application  for  consideration  reopening  a 

A PPT  TC ANT— Arthur  Tovis,  for  Jean  Logan  Platt,  Ched-  •  extension  of  term  of  variance— re  Applicatr 

A  '  sev  Platt,  Felicia  Andrade,  Ruth  H.  Ross  Jose-  (decision  of  the  borough  superintendent)  previou: 

nliine  Holst-Knudsen  and  Sophia  Rosenblum,  granted  on  condition,  under  section  21  of  the  zom 

owners  (Cosmo  Hotels  Corp.,  lessees).  resolution,  V  a  term  of  five  years,  permitting 

SIJBTECT _ Appeal  from  an  order  and  a  decision  business  use  district,  the  conversion  of  o  1 

J  fire  commissioner  and  a  decision  of  the  borough  o{  r  garage  for  more  than  five  motor  vehicles 

^unerintendent.  ,  ,  ,  qq  a  motor  vehicle  repair  shop.  . 

PPFATTSFS  AFFECTED— 125-131  Chambers  street  and  99  pREMISES  AFFFCTED— 458-466  Leonard  street 

1  R  ‘  'west  Broadway,  northeast  corner  (Block  145,  Lot  499-511  Manhattan  avenue,  southwest  corner  (Bk 

P)  Borough- of  Manhattan.  2712,  Lot  10),  Borough  of  Brooklyn. 

APPEARANCES—  .  APPEARANCES—  . 

For  Applicant:  Arthur  Jovis.  ,  f  For  Applicant:  Frank  V.  Laspia. 

For  Administration:  Samuel  L  Becker  Dept  For  Administration:  Samuel  L.  Becker,  Dep 

Housing  and  Buildings  and  Peter  Maher,  Fire  Housing  and  Buildings. 

Dep’t.  '  1  18  1047  at  ACTION  OF  BOARD— Application  reopened  and  term 

ArTTON  OF  BOARD— Laid  over  to  March  ib,  ivh/  variance  extended.  TI7nH  1 

ACT  2  P.M.  for  an  inspection  by  a  committee  of  the  THE  yoTE  TO  REOPEN  AND  EXTEND  TERM  , 

Roard’  _  VART  Affirmative :  Chairman  Murdock,  Commission: 

„„  „„  Blum  arid  Deputy  Chief  Guinee  . 

1054-23-BZ  .  Negative-  . 

APPLICANT— Charles  D.  Hewitt,  owner.  •  d  Absent:  Commissioner  Savage  . 

cttrifFT— Annlication  for  consideration— reopening  aim  jru,!'cllL 

'  >J  Extension  of  term  of  yariance-re  Application  RESOLUTION  (1098-24-BZ) 

(order  of  the  fire  commissioner)  P  .  S  the  Whereas,  this  application,  to  permit  in  a  business; 

for  a  temporary  term  under  section  district  the  change  of  occupancy  of  a  garage  for  five 

zoning  resolution,  permitting  in  the  stoV-  mo  or  vehicles  to  a  garage  for  the  storage  of  more 

district,  the  mainter^ice^  o^a^ar  gides  ^  spaceg  five  (5)  motor  vehicles,  premises  458-466  Leonard  stree 
S.ed  *  per(SoLP!S  residing  on  .fie  premises  ,  499-511 1  Mnnhauan  avenue  ( Blockj 4o.  1 2712.  Lot^No.  , 

°f  ,hp  ^  -  reso",,i0" 

Orvrnucrli  of  The  Bronx. 
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\\  hereas,  the  resolution  was  amended  on  March  17, 
1942,  and  the  applicant  requested  an  extension  of  the  term 
'of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  onmid  the  resolution  of  March  31.  1925  as  amended 
March  1/,  19-12  under  which  amendment  a  motor  vehicle 
repair  shop  was  permitted  for  a  term  of  five  (5)  years, 
so  that  as  amended  this  ixmtion  of  the  resolution  shall  read : 
“that  the  Use  of  the  former  garage  as  a  motor  vehicle 
repair  shop  may  he  permitted  for  a  term  of  five  (5) 
years  under  section  7i  from  the  date  of  this  amended 
resolution,  on  condition  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  the  resolu¬ 
tion  as  amended  March  17,  1942  and  a  new  certificate 
ot  occupancy  shall  be  obtained.’’ 


391-27-BZ 

APPLICANT— Lama  and  Proskauer,  for  Sinclair  Refining 

'I -t>  j-c-n'r  ’’  fsse5  ^?nS  term  lease)  and  I.  T.  Flatto,  owner. 
'iLtsj  c.L  1  Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  for  a  term  of  ten  years,  permitting  partly 
in  business  and  partly  in  an  unrestricted  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

;  REMISES  AFFEC  TED — 5214-5218  Broadway  and  89 
West  225th  street,  northeast  corner  (Block  2215, 
Lot  106),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Administration:  Samuel  L.  Becker,  Dep't  of 
Housing  and  Buildings. 

ElCTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

™  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE — 

Affirmative:  Chairman  Murdock,  'Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  '  q. 

Absent:  Commissioner  Savage .  1 

HE  RESOLUTION  (391-27-BZ) 

Whereas,  this  application  affecting  premises  5214-5218 
roa!jway  and  89  West  225th  street,  northeast  corner  (Block 
’°;  2215,  Lot  No.  106),  Borough  of  Manhattan,  to  permit 
i  a  business  use  district  and  partly  in  an  unrestricted  use 
strict  the  erection  and  maintenance  of  a  gasoline  service 
Uion,  was  granted  by  the  board  under  section  21  for  a 

nod  01  ten  years  on  December  1,  1936,  on  certain  condi- 
>ns;  and 

Whereas,  the  resolution  was  amended,  and  plans  were 
proved  on  March  2,  1937;  and 

W  hereas,  the  applicant  requested  an  extension  of  the 
m  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  the  resolution  of  March  2,  1937  only  in  so  far 
it  has  reference  to  the  term  of  the  variance  so  that  as 
tended  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  ten  (10)  years 
from  the  date  of  this  amended  resolution,  on  condition 
that  the  plot  shall  be  leveled  substantially  to  the  grade 
ot  Broadway  and  West  225th  street;  that  the  accessory 
nuii ding  shall  be  located  toward  the  northeasterly  por¬ 
tion  of  the  plot  and  shall  be  constructed  of  fireproof 
materials,  except-  that  the  roof  beams,  roof  boarding, 
door  trames  and  doors,  window  frames  and  sash  may  be 
ot  wood,  provided  the  ceiling  is  fire  retarded  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals  and  the  roof  weather  surfacing  is  of  non- 
inHammable  material ;  that  this  building  shall  not  exceed 
one  story  in  height  and  shall  be  arranged  for  use  as  an 
ortice  space,  greasing  and  car  washing ;  that  the  room 
tor  heater  shall  be  separated  from  the  balance  of  the 


building  with  fireproof  construction,  except  that  the 
ceiling  may  be  fire-retarded  and  the  room  enterable  only 
from  the  exterior  of  the  building;  that  there  shall  be 
constructed  ,on  the  northerly  and  easterly  lot  lines  from 
s  reet  lines  to  the  accessory  building  a  wall  of  masonry 
stuccoed  not  less  than  8  feet  in  height,  except  that  such 
wa  I  may  be  constructed  at  a  height  of  4  feet  at  the 
building  line  and  stepped  up  at  the  rate  of  one  foot  in 
tour  to  the  8-foot  height ;  that  there  shall  be  erected  on 
the  balance  ot  the  interior  lot  lines  to  the  north  and  east 
ot  the  accessory  building,  a  substantial  heavy  woven  wire 
1  ence  not  less  than  6  feet  in  height  with  manproof  top  • 
that  the  entire  plot  where  not  occupied  by  accessory 
buildings  and  walls  shall  be  cement-paved,  except  areas 
indicated  for  planting  and  the  portion  to  the  north  and 
east  ot  the  accessory  building,  which  shall  be  com¬ 
pleted  shut  off  from  the  balance  of  the  plot  except  for 
an  entrance  gate  not  over  3  ft.  8  in.  in  width,  which  space 
shall  be  leveled  and  covered  with  steamed  cinders;  that 
the  gasoline  pumps  erectfed  shall  be  not  nearer  than  15 
teet  from  the  center  line  of  outside  pumps  to  the  build¬ 
ing  fine  of  Broadway  and  not  nearer  than  16  feet  from 
center  line  of  outside  pumps  to  the  building  line  of  West 
2-Mh  street;  that  the  entrances  to  the  premises  shall  not 
exceed  two  entrances  from  West  225th  street  with  curb 
cuts  not  exceeding  30  feet  in  width  each  and  two  en- 
trances  from  Broadway  with  curb  cuts  not  exceeding 
oU  teet  m  width  each  and  with  openings  opposite  such 
curb  cuts  not  exceeding  30  feet  in  width  each  from 
.  Broadway  and  35  feet  in  width  each  from  West  225th 
street ;  that  where  openings  do  not  occur,  there  shall  be 
constructed  reinforced  concrete  curbing  not  less  than  12 
inches  in  width  and  5  inches  in  height  with  rounded  top  • 
that  no  part  of  any  opening  shall  be  nearer  to  intersec¬ 
tion  of  Broadway  and  West  225th  street  than  15  feet  nor 
nearer  the  northerly  building  line  than  12  feet  nor  the 
easterly  building  line  than  20  feet;  that  areas  for  plant¬ 
ing  shall  be  protected  with  curbing  and  shall  be  planted 
with  plant  material  of  the  evergreen  variety;  that  signs 
shall  be  limited  to  the  illuminated  globes  of  the  pumps 
and  to  permanent  flat  signs  attached  to  the  accessory 
building,  prohibiting  all  roof  signs  and  signs  of  a  tem¬ 
porary  nature,  but  permitting  the  erection  of  post  stan¬ 
dards  erected  within  the  building  line  for  supporting  signs 
which  may  be  illuminated,  advertising  only  the  brand  of 
gasoline  on  sale,  provided  that  no  such  sign  shall  extend  * 
beyond  the  building  line  more  than  five  feet;  that  no 
automobile  repairing  shall  be  permitted  on  the  premises 
and  no  parking  of  cars  permitted,  othei'  than  those  being 
sei  viced ;  that  no  portable  gasoline  pumps  shall  be  used 
on  or  from  the  premises;  that  all  underground  equip¬ 
ment  for  gasoline  storage  tanks  and  piping  shall  be  of 
new  material ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
amended  resolution ;  that  the  plans  submitted  marked 
Received  February  27,  1937’  are  hereby  approved  as 
complying  substantially  with  the  herein  resolution  as  to 
arrangement  and  design;  that  a  new  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


1193-38-BZ 

AI  I  Ll(  ANT  Samuel  Rosenblum,  for  Emigrant  Indus¬ 
trial  Savings  Bank,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  for  a  term  of  two  vears, 
partl}r  in  a  business  and  partly  in  a  retail  use  dis¬ 
trict,  the  parking  and  storage"  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 29-35  West  28th  street,  north 
side,  85  ft.  west  of  Broadway  (Block  830,  part  of 
Lot  17),  Borough  of  Manhattan. 
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APPEARANCES—  ,  „  ,. 

For. Applicant:  Samuel  Rosenblum.  ^  f 

For  Administration :  Samuel  L.  Becker,  Dep  t  o 
Housing  and  Buildings.  ,  f 

ACTION  OF  BOARD — Application  reopened  and  term  01 

variance  extended.  ,_r,.Tr\  TirDAf 

THE  VOTE  TO  ‘REOPEN  AND  EXTEND  TERM  OT 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  g 

Negative :  . . .  . . .  i 

Absent :  Commissioner  Savage  . . 

THE  RESOLUTION  (1193-38-BZ) 

Whereas,  this  application  under  section  7 h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  retail  use  district,  for  a  temporary  term  o  two  years, 
the  parking  and  Storage  of  more  than  five  motor  Vehid les, 
-ltlec tin-  premises  29-35  West  28th  street,  north  side,  85  ft. 
west  of  Broadway  (Block  830,  part  of  Lot  17)-  °10^^  on 

Manhattan,  was  granted  by  the  Board  March  14,  1939,  on 

CewtErf  rt"eS;.earm  of  , he  variance  was  extended  on 
March  11  1941,  March  16,  1943,  and  March  6,  1)45  and  the 
applicant  'requested  a  further  extens.on  of  the  term  of  the 

that  the  Board  of  Standards 
hereby  amend  the  resolution  of 

aWSt"*!  asf  amended,  this  poytton 

°f  th^^£nnndaer  sechon  7h,  to  permit  that  portion  of 
the  plot  now  vacant  and  unbuilt  upon  to  be  occupied  for 
the  parking  and  storage  of  more  than  fivetf  — 

Vmo«  *  *  *  that  in 
1'TTS":;  SSJSSK  March  «« 

Kmplied  wi*  a"d"lha,  a  certificate  of  occupancy 
shall  be  obtained. 


Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  extension  of  the  term  of  the  variance;  and 
Whereas,  when  this  case  was  called  for  consideration  as 
to  reopening,  no  appearance  was  made  on  belialt  ot  the 
applicant,  although  he  was  duly  notified.  ....  , 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 

dismissed  for  lack  of  prosecution. 


91-41-BZ 

APPLICANT— Metropolitan  Television  Inc.,  lor  Getty 
Realty  Corporation,  owner.  W 

SUBTECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7e  ol  the  /.on- 
ing  resolution,  permitting  on  the  top  story  and  rool 
of  an  existing  hotel  located  in  a  residence  use 
district  the  erection  and  maintenance  of  a  radio¬ 
television  broadcast  transmitting  station  and  antenna. 

PREMISES  AFFECTED — 2-6  East  61st  street  and  7% 
Fifth  avenue,  southeast  corner  (Block  13/0,  Lot, 
67),  Borough  of  Manhattan. 

APPEARANCES—  ,  ..  '  T  . 

For  Applicant:  John  Basso  and  Norman  Levine 
For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  ot 

THE  VOTE 'TO  REOPEN  AND  EXTEND  TERM  OF 

VARIANCE—  r  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioner  ; 

Blum  and  Deputy  Chief  Guinee  . j 

Negative:  . 

Absent:  Commissioner  Savage  . 


APPLICANT— Jacob  Berman,  for  Mary  A.  Bradley  and 

STT  &  ‘  wi  rSntend'eL ,  P-tously 
granted .  on  condition,  under  section  7  g  ot  thezo 
i, to  resolution,  permitting  in  a  business  use  distant 
the  maintenance  of  individual  garages  for  more  a 

PREMISES  AFFECTED— 25-12  to  25-16  38th  avenue,  and 
18-06  27th  street,  southwest  corner  (Bloch  > 
Lots  19  and  21),  Long  Island  C.ty,  Borough  of 


Queens. 

APPEARANCES— 

For  AdnSrationT'samuel  L.  Becker,  Dep't  of 

ACTION  OF 'bOARD— Request8 to  reopen  dismissed  for 

THE  VOTE0TOrDlSMI°SS  REQUEST  TO  REOPEN- 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . 


Negative:  . .  .  - . .  - . 

Absent :  Commissioner  oavage 


THE  RESOLUTION  (91-41-BZ) 

Whereas,  this  application,  undef  section  7e  of  the  zonin; 
resolution,  permitting  on  the  top  story  and  roof  of  an  exist, 
ing  hotel  located  in  a  residence  use  district,  the  erection  an 
maintenance  of  a  radio  television  broadcast  transmittin 
station  and  antenna,  affecting  premises  2-6  East  61st  stn* 
and  795  Fifth  avenue,  southeast  corner  (Block  13/3,  u. 
67),  Borough  of  Manhattan,  was  granted  by  the  Boar 
Tune  24  1941,  on  certain  conditions,  resolution  amended  an 
time  to  complete  work  extended  on  April  28,  1942  and  tin 
further  extended  on  April  27,  1943;  and 
Whereas  the  term  of  the  variance  was  extended  0 
April  4,  1944  and  April  2,  1946,  and  time  to  obtain  perm 
and  complete  the  work  was  again  extended  on  April  17, 

and  April  2,  1946;  and  . 

Whereas,  the  applicant  requested  a  further  extension  < 

the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  amend  the  resolution'  of  June  24,  1941,  as  amend' 
through  April  2,  1946,  only  in  so  far  as  it  has  reference 
the  term  of  the  variance,  so  that  as  amended,  this  porta 
of  the  resolution  shall  read: 

“Granted  under  section  7e  for  a  term  of  live ;  f 
years  from  the  date  of  this  amended  resolution  j 
and  that  other  than  as  herein  amended,  the  provisions 
the  resolution  of  June  24,  1941,  as  amended  throu 
April  2,  1946,  shall  be  complied  with;  that  all  perm 
shall  be  obtained  and  all  work  completed  within  c\ 
(1)  year  from  the  date  of  this  amended  resolution. 


THE  RESOLUTION  (277-39-BZ)  ...... 

Whereas  this  application  under  section  7 g  of the  bmld- 
Ing  "one “Soiutionr  to  in  a  business  use  tenet,  the 

maintenance  of  individual  gat  ages  or  mote  25-16 

motor  vehicles,  affecting  premises  23-12,  25-14  ana  , 
Rffi  avenue  and  38-06  27th  street,  southwest  corner  (Block 
$7  Lota  19  and  21),  Long  Island  C.ty,  Borough  of 
Queens,  was  granted  by  the  Board  on  June  7,  .  , 

certain  conditions ;  and 


304-42-BZ 

APPLICANT— Harold  P.  Zoller,  for  Flushingside  Rea 
and  Construction  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  £ 
extension  of  term  of  variance — Application  (de 
sion  of  the  borough  superintendent)  prevlou 
granted  on  condition  under  section  7c  of  the  zon 
resolution,  permitting  partly  in  business  and  par 
in  residence  use  districts,  tlje  conversion  of  oc 
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pancy  of  an  existing  garage'  to  a  factory  (maim- 
iacture  of  babies  diapers)  and  the  continuance  of 
this  use  for  a  term  of  two  years 
PREMISES  AFFECTED— 136-06  ,51st  road  and  31-05 
Linden  place,  southeast  corner  (Block  4409,  Lot 
24),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Harold  P.  Zoller. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
I  Housing  and  Buildings. 

I  ION  Oh  BOARD — Application  reopened  and  term  of 
variance  extended. 

(THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
t  VARIANCE— 

Affirmative.  Chairman  Murdock*  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  q 

Absent :  Commissioner  Savage  . 1 

TIE  RESOLUTION  (304-42-BZ) 

I  Whereas,  this  ap;  hcation  under  section  7c  of  the  zoning 
^solution,  permitting  partly  in  a  business  use  and  partly  in 
residence  use  district,  for  a  term  of  two  years,  the  con- 
ersion  of  o  cupancy  of  an  existing  garage  to  ’a  factory 
imanutacture  of  babies’  diapers),  affecting  premises  136-06 
1st  road  and  31-05  Linden  place,  southeast  corner  (Block 
109  Lot  24),  Flushing,  Borough  of  Queens,  was  granted 
y  the  Board  on  February  16,  1943,  on  certain  conditions- 
id 

I  Whereas,  the  _term  of  the  variance  was  extended  on 
lebruary  14,  194a,  and  the  applicant  requested  a  further 

ktensicii. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
-reby  amend  the ’resolution  of  February  16,  1943,  only  in 
)  tar  as  it  has  reference  to  the  term  of  the  variance,  so 
at  as  amended,  this  portion  of  the  resolution  shall  read: 
Granted  under  section  7c  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
on  condition  that  in  the  event  the  building  is  not 
restored  to.  garage  use  as  formerly  permitted  within 
the  term  of  this  variance,  no  request  for  such  restora¬ 
tion  shall  be  made  thereafter;  and  that  other  than  as 
herein  amended,  the  provisions  of  the  resolution  of 
February  16,  1943  shall  be  complied  with  and  a  new 

3998  4*)”  °f  occupancy  shaI1  be  obtained  (Misc.  App. 


19-46-BZ 

PPLICANT — Ludwig  P.  Bono,  for  Morris  Kurtzberg 
owner. 

JBJEC1  Application  for  consideration — reopening  and 
restoration  to  the  calendar— re  Application  (decision 
o(  the  borough  superintendent)  under  section  7e  of 
the  zoning  resolution,  to  permit  in  a  residence  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5) 
lTAfTcrcS  withdrawn  without  prejudice). 

DEMISES  AFFECTED-223  Schenectady  avenue,  east 

“0  feetv 'ncbes  north  of  St-  J°hn’s  Place 
’PEARANCES78,  Lot  7  ’  Borough  of  Brooklyn. 

For  Applicant :  Ludwig  P.  Bono  and  Morris  Kurtz¬ 
berg. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
H°using  and  Buildings. 

l  ilUN  OF  BOARD — Application  reopened  and  granted 
on  condition. 

IE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative : . . . "  g 

,  ^Absent :  Commissioner  Savage .  1 

E  VOTE  TO  GRANT-  8  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  q 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (1019-46-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 

Hnn  !rvOIfn  '°  Ptermit  ln  a  residence  use  district,  a  wet  wash 
laundry  for  a  term  of  five  (a)  years  affecting  premises  223 

St  £wadyi  avet)oe,’  e;lst, ,s'de-  120  feet-  inches  north  of 
*  .  Johns  place  (Block  1378,  Lot  7),  Borough  of  Brooklyn 

naS1947hdandn  ^  ^  request  of  the  aPPkcant  on  February 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  for  further  consideration ;  and 

FebruarvAH  ^647^1^  ^  Subject  to  hearing  held  on 
appeared ;  and  ^  W  llch  heanng-  no  one  in  opposition 

Whereas  in  the  opinion  of  the  borough  superintendent 
the  proposed  use  is  deemed  in  a  different  class  from  the 
former  store  use  (dry  goods  store)  in  view  of  the  fact  that 
even  though  the  launderette  is  not  a  wet  wash  laundry  under 
he  decision  of  the  court  in  Packer  vs.  the  Board,  neverthe- 

!*US  a  dlft,erent  category  due  to  the  fact  that  it  is 
still  classed  as  a  laundry,  subject  to  license  issued  by  the 
Depaitment.  of  Licenses;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (a)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  a  license  as  a  laundry  shall  be 
obtained  from  the  Department  of  Licenses ;  that  the  laundry 
machines  shall  not  exceed  the  number  proposed  and  shall  be 
of  a  type  as  approved  by  the  Board;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula- 

shall  be  ototaed  re‘°  3  "eW  Cer,ificate  of  occupancy 


MATERIALS  AND  APPLIANCES  SUBMITTED  FOR 

APPROVAL. 

721-46-SM 

APPLICANT— Brytenu  Chemical  Mfg.  Co.,  for  Ellsworth 
„  &  Feirstein  (d/b/a  Brytenu  Chemical  Co.),  owners. 
SUBJECT  Application  for  consideration — reopening  and 
amendment  as  to  additional  name — re  “Wont-Bum” 
Flameproofing  Material. 

APPEARANCES— 

For  Applicant :  Jack  Ellsworth. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended. 

THB  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

1  lUrsJ  — 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  q 

Absent:  Commissioner  Savage . * ’•  j 

THE  RESOLUTION  (721-46-SM)  . 

Whereas  Brytenu  Chemical  Mfg.  Co.,  owner,  filed  on 
October  2,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  “Wont- 
Burn  (flameproofing  compound)  ;  and 
Whereas i,  this  material  was  approved  by  the  Board  on 
November  19,  1946,  on  certain  conditions;  and 

W  hereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
thereto  ?mend  the  resolutIon  of  November  19,  1946,  by  adding 

trnatxTthi4iPr0d,UCt  may  aJ?9  be  marketed  tinder  the  name 
o  ^  i\o-i  lame ,  on  condition  that  the  requirements  of 
this  resolution  shall  be  complied  with.” 
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20-36-SM 

\  PPL  I  CANT — Porete  Manufacturing  Co.,  owner. 

SUB  I  ECT— Application  for  consideration— reopening  and 

amendment  of  resolution  re  Alpha  System  of  Steel 
and  Concrete  Construction  (previously  approved  on 
condition). 

APPEARANCES—  f  ,  t',  •  i  tt 

For  Applicant:  T.  Kessler  and  David  H.  Carter. 

ACTION  OF  BOARD — Application  reopened,  subject  to 

usual  procedure. 

THE  VOTE  TO  REOPEN—  ^  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  J 

Negative: - •  - • .  i 

Absent:  Commissioner  Savage . 


THE  VOTE  TO  REOPEN—  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . 3 

Negative:  , 

Absent:  Commissioner  Savage  . 1 


1326-39-SA 

APPLICANT— Tokheim  Oil  Tank  &  Pump  Co.,  owner. 

SUB  I ECT— Application  for  consideration— reopening  and 
'  consideration  of  additional  Mod.ls-re  Tokhe.m 
Gasoline  Dispensing  Pump,  Models  39-L-HK  and 
39-WNC-L-HR. 

APPEARANCES—  T  , 

For  Applicant :  A.  P.  Lapsansky. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 


563-42-SA 

APPLICANT— The  Drever  Company,  owner. 

SUB  I  ECT— Application  for  consideration— reopening  and 
consideration-re  The  Drever  Company  Ammonia 
Dissociation  Equipment — for  Approval  (previously 
dismissed) . 

APPEARANCES—  „  ,  Tr 

For  Applicant:  Edw.  G.  Hocli,  Jr. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gurnee . 3 

Negative  . . , 

Absent:  Commissioner  Savage . 1 


Adjourned:  4:30  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


tTinTMr  t  awc  nrr  thr  CTTY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARAT1 
VoffiS"  affe«lng°oFr  &  to  the  c««t 

of  structures  and  buildings  in  the  City  of  New  Yor,  ’^‘^{^“cTty'cHARTER,  the  complete  BUILDING  CODE  0. 
VNHE  SKSi&C  LAW.  the  STATE  PLASTERING  LAW,  vartous  loot 

Jaws  and  building  and  construction  rules  and  regulations  adopted  by  vartous  C'ty  and  State  ag  ^  MUNIC1PA 

These  volumes  we  ON  SALE  at  the  office  Th^imkeToXe  rompfete  set  of  four  volumes  is  $6  ($6.15  b 

mailMi™&  volume” each  containing  certain  par'ts  of  the  above  described  laws.  $1.50  (by  mail  $L60) .  I 


Checks  for  $3  or  more  must  be  certified. 


ELECTRICAL  CODE  ON  SALE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  tor  lack 

of  prosecuticTn  is  likely  to  result.  .  ,• 

Second,  That  due  and  ample  notice  ot  the  date  set  tor 
hearing  is  provided  in  the  publication  in  this  Bulletin  ot 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  ot  the 

he Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  I 

calendars  in  the  daily  press.  , 

Fourth,  That  no  one  is  entitled  to  written  notice  o 
date  for  the  hearing  in  his  case,  and  that  the  plea  ot  U 
to  receive  such  notice  is  no  excuse  for  neglect  to  appe 
Fifth  That  all  the  business  of  the  Board  is  to  dispose 
all  cases  promptly;  therefore,  no  appeal  or  application  v 
be  held  in  abeyance  by  reason  of  failure  ot  the  11 
or  applicant  to  file  necessary  data,  or  by  any  other  men 

of 

Sir th  That  no  appeal  or  application  will  be  necessary 
filing  unless,  at  the  time  of  filing,  all  papers  plans  and  d 
required  by  law  are  supplied,  as  specified  on  the 
appeal  or  application  forms. 
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RULES 


RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  INFLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 

ADOPTED  By  THE  BOARD  OF  STANDARDS  AND  APPEALS  TI INF  in  iar> 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16  1937  A  Nn 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944.  AN° 


(353-30-SR) 

luthority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand- 
rds  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
te  Charter  of  the  City  of  Nezv  York,  to  effectuate  the 
revisions  of  09-84.0,  09-85.0  and  09-86.0  of  the  Ad- 
nmstrahve  Code. 

'ule  1.  Application. 

1 . 1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the'  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  of  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  _  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing, .  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  or  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

le  2.  Definitions. 

2-1  “SPRAY  or  SPRAYING  SPACE” 

DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 


the  premises  used  for  the  actual  work  of  spraying 
„  dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  oinei 
flammable  substances,  mixtures  or  compounds,  cum 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
tnese  rules  shall  mean  a  compartment  with  a  back 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
Hammab  e  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
lules  shall  mean  a  fully  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures,  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 
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2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.U 
of  the  Administrative  Code  and  these  Rules. 

2  10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 

1  to  store  and  use  materials  covered  by  Sections 
C19-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules.  , 


Rule  3.  Ventilation. 


3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  ( 1 00 ' )  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  sui- 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  ot  stor¬ 
age  rooms' see  Rule  4.4.1. 

3  2  Air  shall  be  admitted  to  the  spraying,  dipping  oi 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  _  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of.  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
*  from  the  spray  booth,  dip  space,  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  'building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 


Rule  4. 


Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 


4  1  Spray  booths  shall  be  constructed  of  metal  or.  in¬ 
combustible  materials  satisfactory  to  the  adminis¬ 
trative  official  having  jurisdiction.  Ventilation  and 
'  lighting  for  spray  booths,  spray  rooms  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4  11  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete  Where 
such  rooms  are  located  over  wooden  doors, 
such  wooden  floors  shall  be  surfaced  with  1 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  $/&"  unsanded  gypsum 
plaster  or  %"  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance,  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  draining 


system  or  the  public  sewer,  shall  not  be  per 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 
opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (j4)  of  an  >nc^  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4  1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4  1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4  1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS.  £ 

4.2.1  Storage  rooms  shall  be  constructed  of  fire 
proof  or  fire  resisting  material  and.shal 
have  a  window  opening  to  the  outer  air  bu 
such  window  shall  not  be  on  a.  lot  line 
enclosed  court,  nor  opposite  within  twenp 
feet  of  windows  of  adjacent  buildings  no 
part  of  the  same  premises,  such  window  open 
ings  to  be  fireproofed  and  lower  half  pro 
vided  with  open  louvers  or  ventilated  b; 
metal  duct  or  fan  at  least  8  inches  in  diam 
eter.  The  floors  of  all  storage  rooms  shal 
be  of  incombustible  non-ferrous  material; 
The  sill  of  the  door  shall  be  at  least 
inches  above  the  finished  floor.  All  doors  t 
be  tin-clad,  approved,  fireproof  and  sell 

closing.  .  ,  „  , 

The  lighting  equipment  shall  comply  wit 
rule  4.5.2.2  and  shall  have  an  electric  switc 
located  outside  the  room.  Immediately  adj; 
cent  to  such  room  shall  be  provided  sue 
portable  fire  extinguishing  equipment  for  ui 
within  the  storage  rooni  as  the  fire  comnu 
sioner  shall  direct. 


4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  dryn 
ovens  shall  be  of  a  type  as  approved  by  tJ 
Board.  ‘  Such  ovens  shall  be  constructed 
metal  and  incombustible  materials  so  design 
as  to  preclude  the  direct  application  of  flar 
to  tfie  material  in  process.  The  exhausts  tre 
both  the  heating  compartment  and  the  dryi 
compartment  shall  be  individually  equipr 
with  adequate  fans  and  exhaust  piping  cc 
nected  directly  to  the  outer  air.  The  contn 
for  the  fans  shall  be,  so  interlocked  with  t 
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gas  supply  line  that  when  the  gas  is  flowing 

uii inS  are  -in  °Perati°n.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
to  Z  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 

ua  air  -space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven- 
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tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of 
solvent  is  left  for  evapo¬ 
ration.  A  space  between 
such  ventilating  section 
a.ncJ  the  drying  section 
shall  be  maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall  be 
separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

0 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 


SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4  4  1  All  ducts  used  for  ventilating  spray,  dip  or 
4  immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  ot 

metal.  .  .  , 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24  )  inches 
and  not  over  thirty-six  (36  )  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36  )  inches 
in  diameter  No.  18  gauge. 

4  4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  Ihe> 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  directly  as 
practicable  to  the  outer  air  and  be  Protected 
with  a  hood  against  the  weather.  The  ex 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (A  ) 

4  4  4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (]")  mch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiva¬ 
lent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  b£  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blac  e 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment.  . 

4  4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  venti  at- 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted,  ban 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps. or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4  5  FT  ECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4  5  1  No  motors,  switches,  rheostats,  lamps,  fluor- 
escent  light  or  other  electrical  equipment  shall 
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be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  lor  use 
in  explosive  atmosphere  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  un¬ 
hazardous  location,  the  conduit  shall  be  sealed 
of!  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4.3.2.1.4  Electric  Infra  Red  Dryj 
Ovens. 


4.5.2  Lighting  Fixtures. 


4.5.2. 1  Artificial  lighting  shall  be  only  b; 


4  5  2  2  When  lighting  fixtures  are  locate 
within  10  feet  of  a,  spray  boot! 
spraying  space,  dipping  space  o 
within  a  storage  room  they  sha 
be  of  the  rigid  stem  type,  enclos 
ing  all  wiring  and  be  equippe 
with  keyless  sockets  having  vapc 
proof  globes.  Where  exposed  t 
breakage,  globes  shall  be  adequate! 
protected  by  substantial  met; 
guards  or  equivalent  means.  Flv 
orescent  tube  type  lighting  fi-’ 
tures  when  used  in  spray  booths  < 
in  spfay  and  dip  spaces  or  in  sto 
age  rooms  or  rooms  containing  i 
flammable  vapors,  shall  be  of 
type  approved  for  use  in  explosi 
atmospheres.  The  auxiliaries 
mercury  vapor  lamps  shall  be  offi 
at  least  ten  (10)  feet  from  spr 
booth,  spray  or  dip  spaces  unless  c 
closed  in  explosion-proof  protectu 

4. 5. 2. 3  All  electrical  equipment  shall  be  i 
stalled  and  grounded  as  provided 
the  Administrative  Code  coveri 
electrical  equipment  and  permanen 
connected  to  their  source  of  currc 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  us  I 
except  when  the  use  of  receptac 
and  attachment  plugs  become  nec 
sary  they  shall  be  so  connected 
form  a  part  of  a  unit  device  t# 
explosion-proof  interlocking  swil 
precluding  the  removal  of  the  pj 
when  the  switch  is  in  the  “on’  p; 
tion  or  by  an  approved  explosi 
proof  enclosure  which  can  seal 
arc  when  the  current  is  interrup 
Such  receptacles  and  plugs  shall,1 
of  the  polarized  type  providing  a  (| 
nection  for  the  grounding  wire  of' 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  encU ■ 
in  rigid  standard  weight  met 
conduits  with  explosion  proof  jc 
and  fittings.  Joints  in  metallic  1 
duit  having  threaded  couplings  !l 
not  have  less  than  five  (5)  fully1 
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gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps,  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

lie  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 

Sf  ^°re  pueiif°Hs  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches,  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

■5.4  Spraying  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  m  the  operation  of  the  spray.  Side 
walls,  ceilings  baffle  plates,  etc.,  shall  be  sprayed 
w  j,  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

.5  Floors  within  and  surrounding  spray,  dip,  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip- 
merit  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrou?  material  to  avoid  sparks. 

’•8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
es6  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

0  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 


511  dA0'LS^hPa^™g„5fp'aepaed,Painted  SUr,aces  shaU 

Rule  6.  Material  Storage  and  Mixing. 

cabinets  in  accordant  wSSfli/folSwtogHS! 

praying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinets  ventilated  to  the  outer  air.  Such  cab- 

ine  th°e  dnmetalctC0Vered  aI1  sides’  includ' 
lop  £d  bottom  arranged  f0r  ven,i,ati°"  =» 

6.1.2  Spraying  materials  not  in  excess  of  200  gal- 
lons  may  be  stored  in  double- walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
Sj1 '^ts  metal  covered  on  all  sides,  including 

pnrl  wf’  and  ai!ranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air.  1 

6.1.3  sShPariiy^gCbmaar’alS  in  excess  of  200  SaHons 

t?rcd  m  a  separate  exterior  storage 
building  °f  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  adminstrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  q  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day  s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located ; 
covers  Tof  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 

his  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.17. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  (Opacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capac- 
fiy,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand- 
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ards  and  Appeals.  Each  tank  shall  be :  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  teed 
containers  and  other  spraying  equipment  shal 
be  approved  as  above.  >  ,  . 

6.1.8  The  installation  of  all 

switches,  lighting  and  all  °^fer.h^epctrr^s 
equipment,  and  the  provisions  of  these :  rules 
ae-iinst  carrying  matches  or  smoking  anc 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 


6.2  Storage  of  Materials  where  nitro  cellulose  products 
are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  inimersmg 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
C19-1 13.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 


6.3  Sprinklers. 

6  3  1  Sprinkler  heads  shall  be  provided  in  all 
spray  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
•  Standards  and  Appeals,  except  -in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house,  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 


6.4  Maintenance  of  Sprinkler  Heads.  _ 

6  4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  eas 
once  a  week  under  the  supervision  ot  the 
person  holding  the  certificate  °f  fitn^s  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire  The  use  oi 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 


Rule  7.  General  Requirements. 


and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  inter- 
fere  with  the  operation  of  automatic  sprinkler 

heads.  . 

(d)  Adequate  mechanical  or  natural  ventilation  shall  j 

be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
k  or  arcs  shall  be  maintained  within  25  feet  of  the 

spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im- 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 


Rule  8.  Existing  Spray  Booths  and  Installa¬ 
tions. 


Notice-Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows. 

- Section  C19-152.0  of  the  Administrative  Code,  Any  per¬ 
son  who  shall  wilfully  violate  or  neglect  or  refuse*°/°m~ 
\iv  with  anv  of  the  provisions  of  this  chapter  in  addition  tc 
anv  other  penalties  prescribed  by  law  or  ordinance  shall 
ufon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  oi  y 
both  such  fine  and  imprisonment !’ 

NOTE-— The  principal  cause  of  ibis  in  spray-booth  in¬ 
stallations  are :  broken  electric,  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequent  y , 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness, 
fa)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 


8.1  These  rules  shall  be  retroactive  in  the  following  respects: 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spraj 
Rooms,  Dip  and  Immersing  Rooms  Ne\ 
Drying  Equipment,  and  Material  Storag 
Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electrical  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances.  _  . 

5.10  Accumulation  and  disposal  of  waste  materia 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied . 

fireproof  buildings  equipped  with  an  approv 
existing  automatic  sprinkler  system  where  t 
general  conditions  of  cleanliness  are  propel 
maintained  at  all  times. 


Rule  9.  Permits  and  Plans. 


Before  a  permit  is  issued  by  the  fire  commissioner,  pk 
shall  be  filed  with  the  borough  superintendent,  stating  nai 
address,  floor  and  space  where  the  painting,  dipping 
spraying  processes  or  storage  room  are  to  be  install 
Such  plan  shall  include  a  complete  layout  of  the  prop 
installation  and  shall  clearly  indicate  the  location  of 
exterior  wall  openings,  in  premises  and  adjacent  bmiau 
exits  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall7 be  filed  with  the  borough  superintendent 
storage  and  mixing  rooms.  Such  plans  shall  SJ°J 
plete  floor  plan  of  the  proposed  equipment  and  the  loca 
of  the  proposed  equipment  with  respect  to  the  storage 
mixing  ‘  rooms,  exterior  wall  openings,  in .  f£rne^SefSec 
adjacent  buildings,  exits  and  all  chimneys  within  2U  tec 
storage  rooms  and  vent  openings. 


Applicants,  under  the  building  zone  resolution,  are  en-  copies  aMhe  Manhattan,  at  three  t 

,i,iCfdSeynCdes/’rye0addidon:al  copies,  for  their  own  conven-  each-postage  to  be  added  if  the  forms  are  forwarde, 

it  they -  desire  «  nwners.  thev  may  obtain  such  mail. 
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Special  meetings  as  published  in  this  Bulletin. 


HARRIS  H.  MURDOCK,  cLirman  ^  bearings  are  held  in  Room  1013,  Municipal  Build¬ 

ing,  Borough  of  Manhattan. 


Bernard  A.  Savage 


APR  1  5  1947 


Charles  M.  Blum 
Deputy  Chief  Timothy  P.  (^inee  jjy  ,  e  , 


Joseph  J.  Doyle,  Chief  Clerk 


'i  fice— Municipal  Building,  Rooms  1000  to  1018. 
ci.ephone— WOrth  2-5600. 

ffice  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

•Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Address  all  communications  to  the  Chairman 


. CONTENTS 


"is  issue  of  the  Bulletin  contains  in  the  order  given— 
icket. 

les  Directory. 

'tice  of  Hearing  Calendar. 

°f  ARJSuIar  Meeting,  Tuesday  Morning,  March 
zvvCr  ffectlnS  Calendar  Numbers  221-46-BZ,  596- 
,'7 Z'  650-46-BZ,  969-46-BZ,  .92-47-BZ,  390-37-BZ 
245-39-BZ,  164-40-BZ,  1050-46-BZ  and  651-46-A. 

")Utf!°f  R^uIar  Meeting,  Tuesday  Afternoon,  March 
Affecting  Calendar  Numbers  190-46-A  955- 

34^47  a99’^c^o  l°"47'A’  84'47'A’  107-47-A,  133-47-A, 
7A  a55'a42'S’  1005-46-a.  23-47-A,  293-43-A,  123- 
fi  R7  43j4!'A’  158-47-A,  624-39-BZ,  786-41-BZ,  904- 
6-BZ  and  253-23-BZ. 

Remaining  minutes  of  the  meeting  of  March  11  1947 
tie  printed  in  the  Bulletin  of  March  25,  1947.)  ’ 

bon  Dioxide  Liquefier  Rules. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  -MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  March  11,  1947. 

Cal.  No.  Dept.  Pr anises  Affected. 

197- 47-A— F.D.— 150  Beach  31st  street  and  30-15  Lewmay 
road,  southeast  corner  (Block  302,  Lot  30),  Edgemere,  Bor¬ 
ough  of  Queens,  18980- LF. 

198- 47- A — F.D. — 146  Beach  31st  street,  east  side,  60  ft.  south 
of  Lewmay  road  (Block  302,  Lot  27),  Edgemere,  Borough 
of  Queens,  18979-LF. 

199- 47-A—H.B.B.— 769-773  Coney  Island  avenue  (771-773 
displayed),  east  side,  187  ft.  6^  in.  south  of  Cortelyou  road 
(Block  5153,  Lot  61),  Borough  of  Brooklyn,  Alt.  3749-45. 

200- 47-BZ — H.B.B. — 70-80  Clark  street  and  108-112  Henry 
street,  southwest  corner  (Block  236,  Lot  112),  Borough  of 
Brooklyn,  Amendment  to  N.B.  5-47. 

201- 47-SA — Snead  Automatic  Cup  Beverage  Dispensing  Ma¬ 
chine,  Appliance. 

202- 47-A— F.D.— 116-02  to  116-10  Rockaway  Beach  boule¬ 
vard  and  201-209  Beach  116th  street,  northwest  corner 
(Block  664,  Lot  33)',  Rockaway  Beach,  Borough  of  Queens, 
18943-LF. 

203- 47-BZ— H.B.B.— 1072-1090  East  35th  street,  west  side 
and  1715-1727  Flatbush  avenue,  east  side  and  intersection 
of  Avenue  J,  East  35th  street  and  Flatbush  avenue  (Block 
7598,  Lot  40),  Borough  of  Brooklyn,  N.B.  207-47. 

204- 47-A _ F.D. — 79-01  to  79-11  Rockaway  Beach  boulevard 

and  177-199  Beach  79th  street,  southwest  corner  (Block  615, 
Lot  30),  Far  Rockaway,  Borough  of  Queens,  6438-LC. 


205-47-SM— Charles  S.  Zied  Reinforced  Concrete  Garages, 
manufactured  by  Charles  S.  Zied,  Material. 


206- 47-BZ — H.B.R. — 167  Olympia  boulevard,  northeast  cor¬ 
ner  of  Kensington  road  (Block  3255,  Lot  32),  South  Beach, 
Borough  of  Richmond,  N.B.  40-47. 

207- 47-A— F.D.— 271-277  Beach  19th  street  and  19-09  Plain- 
view  avenue,  southwest  corner  (Block  134,  Lot  40),  Far 
Rockaway,  Borough  of  Queens,  18949-F. 

208- 47- A — H.B.B. — 13-15  Frost  street,  north  side,  125  ft. 
east  of  Union  avenue  (Block  2731,  Lot  45),  Borough  of 
Brooklyn,  Alt.  676-46. 

209- 47-A — F.D. — 336-338  3rd  avenue  and  160-162  East  25th 
street,  southwest  corner  (Block  880,  Lot  50),  Borough  of 
Manhattan,  41025-LF. 


210-47-A— F.D.— 116-02  to  116-20  Ocean  Promenade,  north 
side,  from  Beach  116th  to  Beach  117th  street  and  125  Beach 
117th  street  (Block  756,  Lots  6  and  58),  Rockaway  Beach, 
Borough  of  Queens,  18991-LF. 


211-47-A— F.D.— 100-116  Park  avenue,  west  side,  from  East 
40th  to  East  41st  streets  and  58  East  41st  street  (Block  1275, 
Lots  27  and  43),  Borough  of  Manhattan,  40971-LF. 


212- 47-A — F.D. — 161-163  Madison  avenue,  east  side,  100  ft. 
south ‘of  East  32nd  street  (Block  862,  Lot  53),  Borough  of 
Manhattan,  20968-LF. 

213- 47-A— F.D.— 51-57  West  81st  street  and  441-449  Colum¬ 
bus  avenue,  northeast  corner  (Block  1195,  Lot  1),  Borough 
of  Manhattan,  41038-LF. 


214- 47- A — F.D. — 222  West  23rd  street,  south  side,  200  ft 
west  of  7th  avenue  (Block  773,  Lot  64),  Borough  of  Man¬ 
hattan,  40976-LF. 

215- 47-A— F.D.— 384-386  Fulton  street  and  1:15  Smith  street 
southeast  corner  (2nd  and  3rd  floors)  ;  (Block  155,  Lot  10). 
Borough  of  Brooklyn,  Decision. 

_  -  *  # 

216- 47-SA — Incinor  (Incinerator),  Model  S-2,  Appliance. 

217- 47-A— F.D— 124-01  to  124-05  Rockaway  Beach  boule 

vard,  southwest  corner  of  Beach  124th  street  (Block  764 
Lot  6),  Rockaway  Beach,  Borough  of  Queens,  18992-LF. 
_ _ _  #1 

2 18- 47- A — F.D. — 119  Beach  29th  street,  west  side,  220  ft 
south  of  Lewmay  road  (Block  301,  Lot  42),  Edgemere,  Bor 
ough  of  Queens,  19027-LF. 

_ _ . _  j 

2 19- 47- A — F.D. — 123  Beach  29th  street,  west  side,  140  f 
south  of  Lewmay  road  (Block  301,  Lot  38),  Edgemere,  Bor 
ough  of  Queens,  18982-LF. 

220- 47-A — F.D. — 386  West  street  and  182-184  Christophe 
street,  southeast  corner  (Block  604,  Lot  3),  Borough  o 
Manhattan,  40883-LF. 


221- 47-A— F.D.— 3915-3923  Neptune  avenue,  northeast  cor 
ner  of  Manhattan  avenue  (Block  6998,  Lot  1),  Borough  c. 
Brooklyn,  18954-F. 

222- 47-A— F.D.— 34-36  East  32nd  street,  south  side,  165  f 
east  of  Madison  avenue  (Block  861,  Lot  52),  Borough  < 
Manhattan,  41007-LF. 

223- 47-A— H.B.Q.— 219-21  ter  222-01  141st  avenue,  nort 

side,  216  ft.  east  of  219th  street  (Block  13144,  Lot  H 
(formerly  Block  3750,  Lot  97)  and  Block  13143,  Lot  85 
Laurelton,  Borough  of  Queens,  Decision  re  Certificate  < 
Occupancy.  J 

224- 47- A — H.B.M. — 6  East  87th  street,  south  side,  158 
east  of  5th  avenue  (Block  1498,  Lot  65),  Borough  of  Ma 
hattan,  Amendment  to  Alt.  2414-46. 

225- 47-SM— Terrace  Concrete  and  Cinder  Blocks,  manufa 
tured  by  Ralph  Pezzella,  Louis  and  Getald  Ferone,  Materi 


226-47- A — H.B.Q. — 97-01  to  97-09  Northern  boulevard  a 
32-51  to  32-59  97th  street,  northeast  corne'r  (Block  1427,  1 


294 


\ 


CALENDAR 


38),  Corona,  Borough  of  Queens  (under  section  35,  General 
City  Law  re  hed  of  mapped  street— proposed  widening  of 
97th  street),  Alt.  3499-46. 


227- 47-A — H.B.M. — 935-943  3rd  avenue  and  201  East  56th 
street,  northeast  corner  (Block  1330,  Lots  1,  2 y2,  3  and  4), 
Borough  of  Manhattan,  Amendment  to  Alt.  598-46. 

"  -  *  * 

228- 47-BZ — H.B.M. — 242-264  West  53rd  street,  south  side, 
100  ft.  east  of  8th  avenue  and  239-263  West  52nd  street 
(Block  1024,  Lot  52),  Borough  of  Manhattan,  Alt.  170-47. 


229-47- A — F.D. — 256  Boerum  street  (250  displayed),  south 
.side,  499  ft.  9/z  in.  east  of  Bushwick  avenue  (rear  building)  ; 
(Block  3082,  Lot  29),  Borough  of  Brooklyn,  5983-C. 


Restored  to  Calendar. 

1005-46-A — H.B.M. — 157-159  West  56th  street,  north  side, 
125  ft.  west  of  7th  avenue  (Block  1009,  Lot  6),  Borough  of 
Manhattan,  Amendment  to  Alt.  2110-46. 


Last  Publication  In  Bulletin 


Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  .  Apr 

Gas  Shut-Off  .Rules . Apr. 

Hatchway  Protection  . j  June 

Insulating  Fibre  Board  Rules . Dec 

Methyl  Chloride  Rules  for  Class  B 

?„nli  C  Refrigerating  Systems. .  .Feb. 

Oil  Burner  Rules .  jan 

Opening  Protective  Assemblies’,’ 

Rules  for  Inspection  of . Jan. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Mar 

Platform  Trucks,  Specifications  for..  Nov’ 

Plumbing  Rules  .  Aug 

Plumbing  Rules  (Submerged  Inlet’s’;’ 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec 

Procedure,  Rules  of . ge,)t 

Refrigerating  Systems,  Extract  A.C. !  Feb. 

Smoking  in  Factories,  Rules  for _ Jan 

Sprinkler,  Rules  .  June 

Standpipe  Fireline  Rules . "!!june 

Structural  Alterations,  Reporting. .  .Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

11,  1947— Vol.  32,  No.  6 
28,  1947— Vol.  32,  No.  4 

21,  1947— Vol.  32,  No.  3 

11,  1947— Vol.  32,  No.  10 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


31,  1946— Vol.  31,  No.  53 

7,  1937— Vol.  22,  No.  36 
18,  1947— Vol.  32,  No.  7 
14,  1947— Vol.  32,  No.  2 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


955-46-A— F.D. — 87  Bowne  street,  southeast  corner  of  Imlay 
street  (2nd  floor)  ;  (Block  507,  part  of  Lot  1),  Borough  of 
Brooklyn,  Decision. 


Approved  appliances  and  materials  are  printed  in  the 
bupplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 


255-42-S — H.B.Bx. — 358  East  145th  street,  south  side,  91.41 
ft.  east  of  3rd  avenue  (Block  2306,  Lot  66),  Borough  of  The 
Bronx,  Amendment  to  Alt.  904-41. 


550-45-BZ  H.B.M. — 248-252  West  18th  street,  south  side, 
100  ft.  east  of  8th  avenue  (Block  767,  Lot  68),  Borough  of 
Manhattan,  Alt.  1158-45. 


J53-23-BZ — H.B.B. — 14-18  East  98th  street,  west  side,  102  ft. 
south  of  East  New  York  avenue  (Block  4600,  Lots  15-23), 
Borough  of  Brooklyn,  Amendment  to  Alt.  1306-45. 

I 


ICSIGNAlIONSi  H.B.— Department  of  Housing  and  Buildings; 
ii.U.H.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
nepar'rnent  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De 
wrtment  of  Housing  and  Buildings,  Queens;  H.B.R.— Departmeni 

Housing  and  Buildings,  Richmond;  H.B.Bx _ Department  ol 

lousing  and  Buddings,  Bronx;  H.D. — Health  Department;  F.D.— 
ire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 

Last 

Bended  Cements,  Rules  for  Testing 

„  and  Use  of . Dec. 

;arbon  Dioxide  Liquefier,  Rules.  ...  Mar. 

certificate  of  Occupancy,  approved 

.  form  . . Dec. 

-oncrete  Flat  Slabs,  Rules . July 

oncrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

•  °*  •  •  •  •  . . Sept. 

oncrete  Rules  (Hydrated  Lime)...  Aug. 

devator  Rules  . ....Mar. 

-rection,  Alteration,  Repair,  Ex- 
cavation  for  and  Demolition  of 

,  Buildings  . Dec. 

:x,t  jlules  (Revolving  Doors) . June 

•xterior  Veneering  Materials,  Rules 

,  on  . . Sent. 

actory  Exit  Rules . Jan. 

!r!  n ^rm  Rules  (Interior) . Nov. 

,!re  Drill  Rules . Dec. 

ire  resistive,  Flameproof  Materials, 

,  Buies  for  Testing  of . June 

e  Retarding  Rules  for  Garages, 
e,c . Feb. 


Publication  in  Bulletin 

3,  1946— Vol.  31,  No.  49 
18,  1947— Vol.  32,  No.  11 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
14,  1947— Vol.  32,  No.  2 
12,  1946— Vol.  31,  No.  46 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 
25,  1947— Vol.  32,  No.  8 


MARCH  18,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  18,  1947,  at  10  o’clock  in  Room 
1U13,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  :  & 


276-42-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Thomas  C.  and  Louis  Iervolino,  owners 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  public  garage  to  a  gasoline  service 
station,  lubritorium,  auto  laundry  and  office ;  premises  81 
Rapelye  street  and  632-640  Hicks  street,  northwest  corner 
(Llock  363,  Lot  38),  Borough  of  Brooklyn. 


57-46-BZ  Application  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner,  re¬ 
opened  July  23,  1946,  under  sections  7c  and  21  of  the  ’zon- 
mg  resolution,  to  permit  in  a  residence  and  business  use, 
G  and  F  area  districts,  the  erection  and  maintenance  of 
a  commercial  building,  using  more  than  the  area  permitted ; 
prermses  168-01  to  168-09  Hillside  avenue  and  87-45  to 
87-57.  168th  street,  northeast  corner  (Block  9840,  Lot  1), 
Jamaica,  Borough  of  Queens. 


|^8‘46-BZ — Application,  November  7,  1946,  under  section 
7b  of  the  zoning  resolution,  of  Robert  T.  Lyons,  applicant, 
on  behalf  of  Dorima  Corp.,  owner,  to  permit  in  a  residence 
and  business  use,  D  area  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  stores,  using  more  than 
the  area  permitted;  premises  North  side  of  46th  avenue,  from 
Utopia  parkway  to  172nd  street  (Block  5526,  Lots  1,  4  8 
9,  10  and  77),  Flushing,  Borough  of  Queens. 

650- 46-BZ — Application,  August  27,  1946,  under  section 
7c  of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Sylvia  Rosenberg  Caruth,  owner  (Max  H.  Rivkin, 
lessee),  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  boys’  home  (previously  granted  by  the 
Board),  to  boys’  home,  children’s  day  camp  and  nursery 
school;  premises  99-107  (known  as  101)  Beach  34th  street 
and  34-02  Sprayview  avenue,  northwest  corner  (Block  311, 
Lot  102),  Edgemere,  Borough  of  Queens. 

651- 46-A — 99-107  (known  as  101)  Beach  34th  street  and 
34-02  Sprayview  avenue,  northwest  corner  (Block  311,  Lot 
102),  Edgemere,  Borough  of  Queens. 
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969-46-BZ— Application,  November  29,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  A.B.C.  Realty  Corp.,  owner,  to 
permit  in  a  business  use  district,  the  change  in  occupancy 
from  automobile  showroom  and  sale  and  display  ot  used 
cars  to  automobile  showroom,  sale  and  display  of  used  cars 
and  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  225-239  Pennsylvania  avenue  and  20/7- 
2091  Pitkin  avenue,  northeast  corner  (Block  3// 1,  Lots  i,  a 
and  38),  Borough  of  Brooklyn. 

39-37- BZ— Application  of  Samuel  W.  Ross  &  Co.,  applicant, 
on  behalf  of  Cross  Country  Gasoline  Station,  Inc.,  owner 
( Alden  Gas  Stations,  lessee),  reopened  hebruary  2a,  194/, 
for  consideration  as  to  extension  of  term  of  variance— Appli¬ 
cation  previously  granted  on  condition,  under  section  7h  ot 
the  zoning  resolution,  for  a  temporary  term  of  years,  per¬ 
mitting  in  a  business  use  district,  the  extension  of  a  gasoline 
service  station,  so  as  to  permit  the  parking  and  storage  ot 
more  than  five  (5)  motor  vehicles;  premises  619-641  Coney 
Island  avenue,  east  side,  from  Slocum  place  to  Matthews 
place,  1-5  Slocum  place  and  2-8  Matthews  place  (Block 
5141,’ Lots  53  and  74),  Borough  of  Brooklyn. 


918-46-BZ — Application,  November  26,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  John  P.  McGrath, 
applicant,  on  behalf  of  Harhaven  Corp.,  owner,  to  permit  in 
a  residence  use,  C  area  district,  the  extension  of  existing 
garage  for  more  than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop,  using  more  than  the  area  permitted; 
premises  98-15  Jamaica  avenue,  north  side,  88.24  it.  east  ot 
98th  street  (Block  9177,  Lot  95),  Woodhaven,  Borough  of 
Queens. 

927- 46-BZ — Application,  November  27,  1946,  under  section 
21  of  the  zoning  resolution,  of  Edgar  J.  Moeller,  applicant, 
on  behalf  of  Abraham  Bass,  owner,  to  permit  in  a  business 
use,  B  area  district,  the  extension  of  existing  buildings, 
using  more  than  the  area  permitted;  premises  92-94  1st  ave¬ 
nue,  east  side,  97.1  ft.  north  of  East  5th  street  (Block  433, 
Lots  5  and  6),  Borough  of  Manhattan. 

928- 46-BZ — Applifcation,  November  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Sidney  C.  Koff,  for  United  Con¬ 
tracting  Co.,  applicant,  on  behalf  of  Guardian  Union  Corp., 
owner  (Washington  Motors,  Inc.,  lessee),  to  permit  in  a 
business  use  district,  the  change  in  occupancy  from  used  car 
sales  lot  and  sheds,  closed  shelter,  and  restaurant  to  sheds, 
closed  shelter,  restaurant  and  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  4353-4361  Broadway, 
northwest  corner  of  West  186th  street  (Block  2180,  Lot  140), 
Borough  of  Manhattan. 


stories;  premises  3-5  West  57th  street,  north  side,  125  ft 
west  of  5th  avenue  (Block  1273,  Lots  31-32),  Borough  of 
Manhattan. 

121- 47-BZ— Application,  February  10,  1947,  under  section  7c 
of  the  zoning  resolution,  of  George  J.  Shirkey,  applicant,  on 
behalf  of  Patrick  Murphy,  owirer,  to  permit  in  a  residence 
use  district,  the  extension  of  an  existing  business  use  (store) 
within  the  first  floor  of  an  existing  building;  premises  107' -06 
Rockaway  Beach  boulevard,  north  side,  50  ft.  west  of  Beach 
107th  street  (Block  647,  Lot  17),  Rockaway  Beach,  Borough 
of  Queens. 

122- 47-A — 107-06  Rockaway  Beach  boulevard,  north  side, 
50  ft.  west  of  Beach  107th  street  (Block  647,  Lot  17),  Rock¬ 
away  Beach,  Borough  of  Queens. 

1071-46-SA— Sunbeam  Oil  Burner,  Models  F  &  T. 

679-46-SM— Quonset  24  Building. 

74.4.7. SA — Polo  Fuel  Oil  Pump,  Model  R-12  (also  known 
as  Rystrom  Fuel  Oil  Pump,  Model  R-12). 

29-47-SA— Linde  Cascade  Liquid  Oxygen  System— Linde 
Liquid  Oxygen  Truck  and  Mobile  Pumping  Unit. 


949_46-BZ — Application,  December  4,  1946,  under  sections 
7b  and  21  of  the  zoning  resolution,  of  John  Finseth  and 
Philip  Freshman,  applicants,  on  behalf  of  Luigi  Pollio, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
extension  of  existing  store  to  existing  garage,  and  conver¬ 
sion  of  altered  premises  to  a  restaurant  on  first  floor  and 
multiple  dwellings  on  second  and  third  floors,  using  more 
than  the  permitted  area;  premises  8415  5th  avenue,  east  side, 
87  ft.  2%  in.  north  of  85th  street  (Block  6027,  Lot  104), 
Borough  of  Brooklyn. 


30-47-SM — Linde  Cascade  Oxygen  Receivers. 


817-45-SM — Tel-O-Post  (all  steel  telescopic  screw  jack 
basement  shoring  column). 


HARRIS  H.  MURDOCK,  Chairman 


MARCH  18,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public.  hearing 
Tuesday  afternoon,  March  18,  1947,  at  2  o  clock  in  Koon 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


1043-46-A — 176-184  Fulton'  street,  20-24  Dey  street  am 
45-51  Church  street,  east  side,  from  Fulton  to  Dey  street 
(basement)  ;  (Block  80,  Lot  4),  Borough  of  Manhattan. 


140-47-A— 125-131  Chambers  street,  and  99  West  Broadway 
northeast  corner  (Block  145,  Lot  12),  Borough  of  Manhattai 


293-43-A — 121-151  Flatbush  avenue,  east  side,  from  Hanso 
place  to  Atlantic  avenue  and  2-27  Hanson  place  (Block  200 
Lot  1),  Borough  of  Brooklyn  (reopened  January  28,  194/. 


142-47-A— 350  5th  avenue,  west  side,  from  West  33rd  t 
West  34th  streets,  1-29  West  33rd  street  and  2-20  Wes 
34th  street  (1st  floor)  ;  (Block  83a,  Lots  14-28  inclusrv 
and  41-54  inclusive),  Borough  of  Manhattan. 


984-46-A— 38-77  11th  street,  east  side,  50  ft.  north  of  40t 
avenue  (Block  473,  Lots  553  and  554),  Long  Island  Lit. 
Borough  of  Queens.  ■  j 


1027-46- A— 133-135  West  100th  street,  north  side,  325  ( 
west  of  Columbus  avenue  (Block  1855,  Lot  18),  Boroug 
of  Manhattan. 


63-47-BZ— Application,  January  22,  1947,  under  section  21 
of  the  zoning  resolution,  of  William  I.  Hohauser,  applicant, 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  to  permit  in  a  business 
use,  C  area  district,  the  erection  of  a  building  to  be  used  as 
stores,  using  more  than  the  permitted  area;  premises  96-33 
to  96-4 1  Queens  boulevard,  northwest  corner  of  63rd  drive 
(Block  2088,  Lots  18  and  20),  Rego  Park,  Borough  of 
Queens. 


179-47-A— 307-325  Hoyt  street.  347-391  President  stre< 
northeast  corner  and  388-432  Union  street  (P.S.  32)  ,  (  B  o< 
437,  Lots  1,  6-10  inclusive,  12-29  inclusive,  52-5a  mclusn 
57-60  inclusive  and  Lot  62),  Borough  of  Brooklyn. 


184-47-A— 177-18— 104th  avenue,  south  side,  120  ft.  east 
177th  street  (Block  10332,  Lot  6),  Jamaica,  Borough  ; 
Queens. 


116-47-BZ — Application,  February  5,  1947,  under  section  21 
of  the  zoning  resolution,  of  Earl  Harkness,  applicant,  on 
behalf  of  The  Greenwich  Savings  Bank,  owner,  to  permit  in 
a  restricted  retail  use,  B  area  district,  the  erection  of  a 
commercial  building  with  solid  balconies  to  fire  tower  pro¬ 
jecting  more  than  four  (4)  feet  from  fourth  to  twelfth 


191-47-A— 833-837  Manida  street,  west  side,  293.69  ft.  nor 
of  Lafayette  avenue  (Block  2740,  Lots  92  and  93),  BorouJ 
of  The  Bronx. 


199.47. A— 769-773  Coney  Island  avenue  (771-773  displayed 
east  side,  187  ft.  6%  in.  south  of  Cortelyou  road  (Block  bl.. 
Lot  61),  Borough  of  Brooklyn. 
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208-47-A  13-15  Frost  street,  north  side,  125  ft  east  of 
l  n.on  avenue  (Block  2731,  Lot  45),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  25,  1947,  10  A.  M. 

XO I  U  I-.  IS  HEREBY  GIVEN  of  a  public  hearing 
Tiu'sday  morning,  March  25,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters. 

864-46-BZ— Application,  November  13,  1946,  under  sec¬ 
tion  /f  ot  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  lames 
A.  Cornell,  owners,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  lubri- 
torium,  laundry  aad  office;  premises  233-12  to  233-20  Linden 
boulevard  and  117-02  to  117-10  234th  street,  southwest  corner 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
of  Queens. 

929-46-BZ— Application,  November  21,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Reuben  Henri  Bowden, 
applicant,  on  behalf  of  Safeway  Stores,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  (5)  motor 
vehicles  to  retail  store;  premises  1016-1024  St.  Nicholas  ave¬ 
nue,  east  side,  81  ft.  /l/i  in.  south  of  West  162nd  street 
1  (Block  2109,  Lot  81),  Borough  of  Manhattan. 

766-28-BZ— Application  of  Sol  A.  Liebman,  applicant,  on 
behalf  of  Ida  Katz,  owner,  reopened  October  29,  1946,  under 
sections  7f  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use,  C  area  district,  the  erection  and  maintenance 
ot  a  garage  for  more  than  five  (5)  motor  vehicles,  using 
.more  than  the  area  permitted;  premises  820-838  East  New 
Wk  avenue,  south  side,  120  ft.  west  of  Schenectady  ave¬ 
nue  (Block  4806,  Lot  77),  Borough  of  Brooklyn. 

373-38-BZ  Application  of  George  H.  Colin,  applicant,  on 
behalf  ot  Crew  Levick  Corporation,  owner,  reopened 
October  a,  1943,  under  sections  7c  and  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the*  erection 
and  giaintenance  of  a  gasoline  service  station,  lubritorium, 
car  laundry  and  the  parking  and  storage  of  more  than 
hve  (5)  motor  vehicles;  premises  1401-1409  Far  Rockawav 
tiouleyard  and  1149-1161  Nameoke  street,  southwest  corner 
(Block  38,  part  of  Lot  40),  Far  Rockaway,  Borough  of 
Jueens. 

346-46-BZ— Application,  August  23,  1946,  under  section  7e 
at  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
an  behalf  of  Archie  Snyder,  owner,  to  permit  in  a  business 
ise  district,  proposed  signs  on  marquee  projecting  more 
S  f)egia-  distance  beyond  building  line;  premises  1586- 
V,,  Bkin  avenue,  south  side,  65  ft.  west  of  Amboy  street 
Block  3517,  Lot  35),  Borough  of  Brooklyn. 

'74-46-BZ  Application,  December  10,  1946,  under  section 
c  ot  the  zoning  resolution,  of  Lama  and  Proskauer,  appli- 
ants,  on  behalf  of  John  Robert  Gorden,  owner,  to  permit 
n  a  residence  and  business  use  district,  the  change  in  use 
rom  garage  to  store,  with  store  front  more  than  required 
stance  from  intersection  abutting  a  residence  district; 
remises  .->16  Bay  Ridge  parkway,  south  side,  103  ft.  east 
•t  5th  avenue  (Block  5942,  Lot  13),  Borough  of  Brooklyn. 

9  ^“Application,  January  24,  1947,  under  sections  7c 
"V1  ot  the  zoning  resolution,  of  Lama  and  Proskauer, 

PP  .ants,  on  behalf  of  Flabro  Realty  Corp.,  owner,  to 
ermit  in  a  residence  and  business  use  district,  the  recon- 
100  i  ,  •  an-  existinS  gasoline  service  station,  auto 
»nary,  lubritorium  and  office,  using  more  area  and  the 
jange  of  occupancy  to  gasoline  service  station,  laundry 
nntonum,  office  and  repairs;  premises  571-581  Coney 
j  n  , avenue,  and  1-15  Lewis  place,  northeast  corner  (Block 
*41-  Lot  21),  Borough  of  Brooklyn. 


91  47  BZ-  Application,  January  30,  19-17,  under  section 
/c  ot  the  zoning  resolution,  of  Alfred  H.  Eccles,  applicant, 
on  behalf  o!  Einson  Freeman  to.,  Inc.,  owner,  to  permit  in 
a  residence  use,  B  area,  district,  the  change  in  occupancy 
ion'  gai age  to  photography  studio,  using  more  than  the 
area  permitted  and  without  the  required  rear  yard;  premises 

Jr, ko.  t  •??,*;  n?,r"'  si,!e’  171  »«<  of  3rd  avenue 

(Block  891,  Lot  34),  Borough  of  Manhattan. 

94-47-BZ-Applicati0n,  January  31,  1947,  under  sections  7h 
and  7c  ot  the  zoning  resolution,  of  Herman  Kron,  applicant 
on  behalf  ot  Anndons  Inc.,  owner  (Ferris  Buick  Corp. 
lessee),  to  permit  in  a  business  use  district,  the  display  and’ 
sale  of  used  cars  and  the  parking  and  storage  of  'more 
Han  five  (5)  motor  vehicles  with  license  plates  removed; 
premises  2318-2332  Jerome  avenue,  east  side,  197  ft  north 

Bronx51  (BI°Ck  3187,  Lot  9)’  Borough  of  The 

401-31-BZ— Application  of  Sidney  L.  Strauss,  applicant,  on 
behalt  of  446  \\est  44th  Street,  Inc.,  owner,  reopened 
January  21,  1947,  under  section  7f  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  office  and 
lubritorium  in  conjunction  with  the  parking  and  storage 

hi  ntt°re  T?an^Ve  (S)  m°t0r  vehicles  (Previously  granted 
by  the  Board)  ;  premises  624-626  Atlantic  avenue  and 

i  no  t  "orthea,st  c?rncr  and  627  Pacific  street  (Block 

1119,  Lot  1),  Borough  of  Brooklyn. 

1033-46-SM—D.  T.  Welding  Service  275  Gallon  Fuel  Oil 
Storage  lank. 

22-47-SM— Plymouth  Fire  Guard  Fabric  A. 
u*7"!“w'lNoM  nailey’  Inc-  Rcgister  wilh  Fl,siblc 

Te“i4H^™  MeeTarboo",ranCeS'  Int  Thr“  H°“r  Fire 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  8,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Su  rrrZ’  &nl  £,  1947'  at  10  °'clock  in  Room 

ters-  MuniCipal  building,  Manhattan,  on  the  following  mat- 

221-46-BZ— Application,  March  26,  1946,  under  section 

on  Zr0nAinTgQren0ltft101?’-  °f  Raymond  Irrera,  applicant, 

on  behalf  of  A.I.S.  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  storage  of  lumber  for  a  term  of  two 
(2)  years;  premises  40-16  28th  avenue  and  28-06  41st  street 
southwest  corner  (Block  663,  Lots  21,  22,  23  and  24),  Long 
Island  City,  Borough  of  Queens. 

596-46-BZ— Application,  August  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ben  A.  Milner,  applicant  and 
lessee,  on  behalf  of  Hyman  Friedman  Inc.,  owner,  to  permit 
in  a  residence  use  district,  the  construction  and  maintenance 
of  a  miniature  golf  course  for  a  period  of  years;  premises 
northwest  corner  of  White  Plains  road  and  Guerlain  street 
(Block  3927,  Lot  17),  Borough  of  The  Bronx. 

92-47-BZ— Application,  January  30,  1947,  under  section 
/c  of  the  zoning  resolution,  of  Maurice  G.  Uslan,  applicant 
on  behalf  of  Ruth  Jaeger,  owner  (Jack  Segel,  lessee),  to 
permit  in  a  residence  and  business-1  district,  the  erection 
oi  a  one  story  building  to  be  used  as  an  accessory  use  (serv¬ 
ice,  lubrication,  minor  adjustments  and  gasoline  service  sta- 
tloyR4°Texisting  &arage-'  Premises  156  Hendricks  avenue 
and  i,s  Jersey  street,  southeast  corner  (Block  44,  Lots  9 
and  11),  Rosebank,  Borough  of  Richmond. 

127-38-BZ— Application  of  James  Russell  Ashley,  applicant, 
on  behalt  of  Elmtrec  Realty  Company,  owner,  reopened 
January  7,  1947,  tor  consideration  as  to  extension  of  term 
of  variance— Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  for  a  tern  orary 
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term  of  years,  permitting  in  a  business  use  district  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ies  195-201  West  237th  street,  northeast  corner  of  Broadway 
(Block  3270,  Lot  40),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


143-47-A— 2501  Grand  Concourse,  northwest ,  corner  of 
Fordham  road  (3rd  and  4th  floors);  (Block  3167,  Lot  1), 
Borough  of  The  Bronx. 

158-47-A— 455-459  10th  avenue,  west  side  74  ft.  1  in  south 
of  West  36th  street  (1st  floor)  ;  (Block  /0 /,  Lot  33),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  8,  1947,  2  P.  M. 

NOTICF  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  Afrit  8,  1947,  at  2  o'clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 
ters 


893-46-A — 50  Church  street,  west  side,  block  boyn^edTbnyt 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
1);  (Hudson  Terminal,  Building  B),  Borough  of  Man¬ 
hattan. 


APRIL  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  April  15,  1947,  at  2  o  clock  m  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter: 


123-47-A— 623  Linden  boulevard,  northwest  corner  of 
Fast  45th  street  (Block  4865,  Lot  26),  Borough  of  Brooklyn. 


103-47-A— 54-56  South  2nd  street,  south  side,  130  ft  west  of 
Wythe  avenue  (Block  2415,  Lot  19),  Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 


TUESDAY  MORNING,  MARCH  11,  1947. 
Present:  Chairman  Murdock,  Commissioner  Blum  and 

D<They minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  Februar y  25, 
1947,  were  approved  as  printed  in  Bulletin  9,  \  olume  32. 


ZONING  APPLICATIONS 

221-46-BZ  „  ,  _ 

APPLICANT— Raymond  Irrera,  for  A.I.S.  Realty  Gorp., 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  storage  ot 
lumber  for  a  term  of  two  (2)  years. 

PREMISES  AFFECTED — 40-16  28th  avenue  and  28-06 
41st  street,  southwest  corner  (Block  665,  Lots  21, 
32,  23  and  24),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera.  . 

For  Opposition:  Jack  Rosenblum,  Pauline  Pilncin- 
ski,  Frieda  Szendy,  Mary  Farrell,  Henry  Haupt, 
Louis  Hvidorory,  S.  Gryozenski,  G.  Herman, 
A.  J.  Niechenfelden  and  A.  Osterfeld.  f 
For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1947  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


PREMISES  AFFECTED-Northwest  corner  of  White 
Plains  road  and  Guerlain  street  (Block  39-7,  Lot 
17),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Ben  A.  Milner. 

For  Opposition:  None.  ~  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  _  ,,- 

ACTION  OF  BOARD— Laid  over  to  April  8  194/  at  It 
A.  M.  for  inspection  by  a  committee  of  the  Boan 
and  decision  without  further  argument. 


650-46-BZ 

APPLICANT— J.  G.  L.  Molloy,  for  Sylvia  Rosenberg 
Caruth,  owner  (Max  H.  Rivkin,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin 
tendent)  under  section  7c  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  change  n 
occupancy  from  boys’  home  (previously  granted  D; 
the  Board)  to  boys’  home,  children’s  day  camp  am 

nursery  school.  , 

PREMISES  AFFECTED— 99-107  (known  as  101)  Bead 
34th  street  and  34-02  Sprayview  avenue,  northwes 
corner  (Block  311,  Lot  102),  Edgemere,  Boroug 
of  Queens. 

APPEARANCES— 

For  Applicant :  G.  B.  Levy  and  Max  Rivkin. 

For  Opposition  :  None.  , 

For  Administration:  Samuel  L.  Becker,  Dept  c 
Housing  and  Buildings.  ,  ,9  ,M7  , 

ACTION  OF  BOARD— Laid  over  to  March  18,  194/  < 
10  A.  M.  at  request  of  the  Board. 


595-46-BZ 

APPLICANT — Ben  A.  Milner,  for  Hyman  Friedman,  Inc., 

owner.  ,  ,  , 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  construction 
and  maintenance  of  a  miniature  golf  course  for  a 
period  of  years." 


969-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  A.B.C.  Real 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  supern 
tendent)  under  section  7f  of  the  zoning  resolutio 
to  permit  in  a  business  use  district,  the  change 
occupancy  from  automobile  showroom  and  sale  at 
display  of  used  cars  to  automobile  showroom,  ss 
and  display  of  used  cars  and  the  parking  and  stora; 
of  more  than  five  (5)  motor  vehicles. 


298 


MINUTES 


PREMISES  AFFECTED— ^225-239  Pennsylvania  avenue 
/w  ltbin  avenue>  northeast  corner 

Brookityn'^  ’  ^°tS  P  and  ^orouSh  of 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD— Laid  over  to  March  18,  1947  at 
IU  A.  M.  at  request  of  the  applicant’s  representative. 


92-47-BZ 

APPLICAN  1—  Maurice  G.  Uslan,  for  Ruth  Jaeger,  owner 
(Jack  Segel,  lessee). 

SLBJEC  1 —Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution 
to  permit  in  a  residence  and  business-1  use  district’ 
the  erection  of  a  one  story  building  to  be  used  as  an 
accessory  use  (service,  lubrication,  minor  adjust¬ 
ments  and  gasoline  service  station),  to  existing 
garage. 

PREMISES  AFFECTED — 156  Hendricks  avenue  and  351 
Jersey  street,  southeast  corner  (Block  44,  Lots  9 

,DDr.  .  ?nd R°sebanls  Borough  of  Richmond 

APP  t  A  R  A  N  CES — 

For  Applicant :  Maurice  G.  Uslan. 

For  Opposition :  Frank  Scorpelii,  W.  M  Reidy 
John  Cornugha,  A.  G.  Palmer,  S.  Mattei  c’ 
Signorele  and  John  Svegliato. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
,  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1947  at  10 
A  M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


390-37-BZ 

APPLICANT— Aaron  A.  Roth,  for  George  M.  Thomson, 
owner. 

SUBJECT— Application  reopened  October  22,  1946 _ Appli¬ 

cation  (decision  of  the  borough  superintendent) 
under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  parking 

P R K\ti g  K  Q  ft  ft?"  *fte  <S>  motor  vehicles. 

.S  AFFECTED  a0-02  Skillman  avenue,  south 

Sldf’ftftore,n  50th  and  51st  streets,  41-01  50th  street 
and  41-02  51st  street  (Block  131,  Lot  17),  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  A.  Roth. 

For  Opposition :  Samuel  Kofka  and  A.  Cohen 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied 
I'HE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative.  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage .  1 

HE  RESOLUTION  (390-37-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
‘  zoiimg  resolution,  to  permit  partly  in  a  business  use  and 
f  rnJV  re!,dence  use  district,  the  parking  and  storage 
tHan  vehicles-  for  a  term  of  two  yeafs, 

a0-02  Skillman  avenue,  south  side,  be- 

Ist  ftrft 1  ?lsftftreTets’  41-01  50th  street  and  41-02 
C  V  °ft  ft1,  1^),  Woodside,  Borough  of 
\VHFopVaS  den^d  by  the  Board  on  January  17,  1939;  and 
a'ys’.°"  December  23,  1939,  the  action  of  the  Board 
as  sustained  by  the  Court;  and 

tp  on  February  3,  1942,  this  case  was  reopened  by 

the  Board,  based  on  alleged  new  facts;  and 


Whereas,  on  March  24,  1942,  the  application  was  again 
efted’  ""der  section  7h  of  the  zoning  resolution ;  and^ 
Whereas,  on  October  22,  1946,  this  case  was  again  re¬ 
opened  by  vote  of  the' Board,  based  on  alleged  new  facts; 

a  a/^liCJheTing  was  heId  on  this  application, 
ing  Mtffth  4  01QjS7  andf  ftS  ,and  APPeals,  at  its  regular  meet- 
flftarch  4-  and  laid  over  to  March  11,  1947;  and 
ekeas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Skillman  avenue  is  in  a  business  use 
areftnVfti  ?lass  district;  50th  and  51st  streets 

heigh"  disband  ^  “Se’  B  area  a"d  class 

i  ft  HEEEAS,  the  decision  of  the  borough  superintendent 
ckited  October  25,  1946  on  Misc.  Applic.  10111-46,  reads  :  ’ 

l.  the  use  of  these  premises  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  in  a  business 
use  district,  extending  into  a  residence  use  district  is 

RSoffitloi0’^^'  2  and  3’  SeC'  4  subdivision  15  of  Zone 

and 

*  ftft aPPhcant  states  that  the  premises  consist  of 
a  plot  200.2  ft.  frontage  by  122  ft.  8  in.  in  depth  (irregular) 

ftftthe ’  ftat  lf  1S  Pr°P°sed  to  use  the  vacant  plot 
or  the  parking  and  storage  of  more  than  five  (5)  motor 
vechicles;  that  an  office  will  be  erected  10  ft.  by  10  ft.  one 
story,  8  ft.  in  height,  of  class  4  construction;  and 

assclftdftft^^mn  •I>llCa,nt  "onte"ds  that  the  plot  which  is 
assessed  at  a, 000  is  undeveloped  and  in  view  of  the  present 

ft  ftatena!S  and  governmental  priorities,  it  is  quite 
likely  that  it  will  be  vacant  for  some  years;  that  in  the 
immediate  vicinity  are  three,  four  and  six  story  dwellings  and 

wifli  no 'ft  hftses  and  most  of  these  people  own  automobiles 
v  th  no  facilities  for  parking  or  storage  and  the  two  family 
houses  in  the  vicinity  are  renting  out  their  private  garages 
and  also  their  driveways  in  some  instances ;  that  because  of 
these  condemns  the  tenants,  owners  and  visitors  are  com- 
polletl  to  keep  their  cars  in  the  streets,  and  a  survey  filed 
with  this  application  showed  at  least  375  cars  in  the  streets 
in  this  vicinity  on  two  nights  in  October  1946 ;  that  the 

hftSnft  16  Maa°r  ag?!nst.  Parking  in  busy  streets  in  Man- 
hattan  has  caused  a  sudden  increase  in  illegal  parking  on  the 
streets  in  Queens  and  has  taxed  the  parking  facilities  in  the 
’ft"|iediat1e  vicinity;  that  about  four  years  ago  there  were 
twelve  places  for  parking  and  storage  in  the  vicinity  and 
now  there  are  not  three  left,  of  which  one  is  about  to  be 
discontinued  because  the  American  Legion  will  erect  a  build¬ 
ing  thereon  and  the  three  existing  ones  are  now  filled  to 
capacity ;  that  many  new  apartment  buildings  have  recently 
been- erected  in  this  neighborhood  without  any  increase  in 
parking  facilities;  that  the  consents  of  property  owners  in 
the  neighborhood  would  indicate  that  no  harm  would  be  done 

ftft  riPr°Pm^  111  ft1S  A(lclP!ty  i.f  the  application  were  granted  ; 
t  at  the  withdrawal  of  objections  and  consent  to  the  grant¬ 
ing  of  a  permit  by  the  chief  objector  on  the  previous  appli- 
cution  would  indicate  that  the  permit  should  not  now  be 
withheld  and  the  impossible  task  of  erecting  garages  at 
this  time,  due  to  the  prohibitive  cost  of  building  and  priority 
reguffitionS’  warrants  the  granting  of  this  application ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justification 
tor  the  exercise  of  its  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  h,  and  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 

•mefT°Je  not  entl{led  to  relief  on  the  grounds  of  practical 
difficulties  and  unnecessary  hardships. 

Resolved,  /hat  the  decision  of  the  borough  superintendent 
eluted  October  2a,  1946  on  Misc.  Applic.  10111-46  be  and 
it  hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


1245-39-BZ 

APT  LICAN1  Samuel  Cohen,  for  254  5th  Avenue  Corp 
owner. 
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SUBJECT— Application  reopened  February  18,  1947,  for 
J  consideration  as  to  amendment  and  extension  of 
time  to  complete  work  (expired  by  limitation)  1 
plication  (decision  of  the  borough  superintendent) 
under  section  21  of  the  zoning  resolution,  permitting 
in  an  unrestricted  use,  and,  also  B  area  district, 
the  erection  and  maintenance  of  a  fire  tower  in  a 

1' R EM  l SEs‘ 'a F FECTEJD-— 213-2 1 7  East  37*  street  north 
side,  180  ft.  east  of  3rd  avenue  (Block  918,  Lots 
10,  11  and  12),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Cohen. 

For  Opposition:  None.  ~  ,.  r 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . 4 

Negative:  . . . . * .  . 

Absent :  Commissioner  Savage .  L 

THE  RESOLUTION  (1245-39-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  and  B  area  dis¬ 
trict,  the  erection  and  maintenance  of  a  fire ;  tower  m  a ^  re¬ 
quired  rear  yard,  affecting  premises  213-217  East  37th  street 
north  side,  180  ft.  east  of  Third  avenue  (Block .91 8,  Lots  10, 

11  and  12),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  February  14,  1940,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  18,  1947  and  set  for  hearing  on  March  11,  194/ , 

an\VHEREAS,  the  decision  of  the  borough  superintendent  dated 

January  30,  1947,  re  amendment  to  Alt.  Applic.  1903-40, 

“5.  Reconsideration  requested  as  the  building  is  now 
practically  situated  on  a  corner  lot  due  to  the  creation  of 
the  Queens  Midtown  Tunnel  Approach  adjacent  to 
property ;  therefore  no  rear  yard  should  be  required. 

10  Reconsideration  requested  as  fire  tower  termi¬ 
nates  at  grade  level  after  passing  through  passageway 
in  cellar  or  basement  which  is  partially  above  grade. 
Amendment  disapproaved  with  objs.  a  and  10  denied. 

Whereas,  the  applicant  states  that  the  present  owner  is 
rehabilitating  the  entire  building  by  constructing  a  new  en¬ 
closure  wall  with  fire  proof  walls,  by  overhauling  the  stand¬ 
pipe  and  plumbing  systems  and  by  reconstructing  the  fron 
exits,  due  to  the  lowering  of  the  street  level  on  East  37th 

t  Whereas,  the  applicant  contends  that  it  is  now  necessary 
to  provide  a  second  means  of  exit,  and  a  fire  tower  m  order 
to  comply  with  the  provisions  of  the  Building  Code  and  the 
Labor  Law  for  an  office  and  factory  building;  that  to  con¬ 
struct  a  fire  tower  within  the  building  would  entail  tremendous 
difficulties,  as  a  part  of  the  present  concrete  arches  and  steel 
framing  on  every  floor  will  have  to  be  cut  out  to  make  way 
for  the  new  framing;  that  the  time  consumed  to  perform 
this  alteration  would  still  further  delay  the  use  of  the  budd¬ 
ing  which  already  has  been  vacant  for  the  past  eight  (8) 
vears;  that  another  interior  stairway  would  reduce  the  usat  c 
area  of  each  floor,  which  is  only  1860  sq.  ft.  net ;  that  to  con¬ 
struct  the  fire  tower  in  the  rear  yard  is  justifiable  as  the 
building  is  practically  on  a  corner,  and  no  rear  yard  is  re¬ 
quired  for  a  corner  lot;  that  the  ventilation  of  the  floor  areas 
will  not  be  impaired,  since  new  windows  were  installed  in  the 
new  wall  facing  the  Tunnel  approach ;  that  to  terminate  the 
fire  tower  at  grade  level,  directly  on  the  Tunnel  approach 
is  not  permissible ;  that  to  create  a  passageway  on  the  first 
floor  would  reduce  the  usable  area  of  this  floor ;  that  a  large 
portion  of  the  first  floor  is  necessary  to  handle  the  shipping 
of  materials  to  and  from  the  upper  floors;  that  a  large 


portion  of  the  first  floor  is  being  utilized  for  the  new  ar¬ 
rangements  of  exits,  due  to  the  lowering  of  the  sidewalk 
of  East  37th  street;  that  the  number  of  occupants  per  floor 
(SO  persons);  is  so  low,  that  the  termination  of  the  fire  tower 
through  the  cellar  will  not  cause  any  hazard,  since  the  presen 
interior  stairway  is  sufficient  to  accomodate  this  number  of 
tiersons ;  that  the  distance  from  the  bottom  of  the  passage- 
wav  to  the  sidewalk  at  the  front  of  the  building  is  only 
6  ft  5  in.  •  that  permission  is  requested  to  permit  the  con¬ 
struction  of  the  fire  tower  in  the  rear  yard  and  its  termi¬ 
nation  to  East  37th  street,  through  the  cellar;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  ,  . 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  a  rebef  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

"  Resolved ,  that  the  Board  of  Standards  and  Appeals  does, 
hereby  wake  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  •  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21  o 
the  zoning  resolution,  reaffirming  the  decision  of  the  Board 
In  the  refolution  adopted  February  14,  1940  and  to  permit 
the  space  at  the  rear  to  be  occupied  for  a  fire  tower  as  pro¬ 
posed  for  the  passage  through  the  cellar  to  37th  street  a. 
indicated  on  revised  plans  marked  ‘^ed  Xw  31. 
1947  ”  five  sheets,  and  as  passed  upon  by  the  borough  super 
intendent  under  Alt.  Applic.  1963-46,  objections  5  and  10 
dated  January  30,  1947,  on  condition  that .in  all  other  respects 
the  resolution  adopted  by  the  Board  February  14,  1940  sha 
be  complied  with;  that  all  permits  shall  be  obtained  am 
all  work  completed  within  one  (1)  year  from  the  date  o 
this  amended  resolution. 


164-40-BZ 

APPLICANT — Earl  I.  Gallant,  for  Gooperman  Kcalt 
Corn.,  owner  (Morton  Drexler,  lessee).  ; 

SUBJECT — Application  reopened  October  29,  1946  .  PP  1 

cation  (decision  of  the  borough  superintended 
under  section  7h  of  the  zoning  resolution,  to  perm 
in  a  retail  use  district,  the  parking  and  storage  < 

more  than  five  (5)  motor  vehicles 

PREMISES  A FFECTED— 447-451  West  3oth  street  nort 
side,  194  ft.  east  of  10th  avenue  (Block  733,  Lo 
9,  10  and  11),  Borough  of  Manhattan. 

APPEARANCES— nt;  ^  ^  Gallant  and  Morton  Drext 

For  Opposition:  Sidney  J.  Goldner. 

For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings.  1 

ACTION  OF  BOARD— Application  granted  on  condition., 

'T'  TT  1  '  YQX2 _  .  '  ' 

•  Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . j 

Negative:  . . . I 

Absent:  Commissioner  Savage . 


THE  RESOLUTION  (164-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zom 
resolution,  to  permit  in  a  retail  use  district,  or  a  er  ‘ 
two  years,  the  parking  and  storage  of  more  than  five  mo 
vechicles,  affecting  premises  449-451  West  35th  street,  no 
side  194  ft.  east  of  10th  avenue  (Block  733,  Lots  J  < 
10),  Borough  of  Manhattan,  was  denied  by  the  Board 

M Whereas,0 on' March  5,  1946,  the  Board  denied  a  requ 

to  reopen  this  application;  and  •  .  ,  . 

Whereas,  the  applicant  requested  a  reopening  ot  tins 
plication  and  rehearing  under  sections  7e,  7f  and  21  ox 
zoning  resolution,  for  such  similar  use,  affecting  l 
447-451  West  35th  street,  north  tside  194  ft.  east  of  h 
avenue  (Block  733,  Lots  9,  10  and  11),  Borough  of  Mj 

^Whereas,  this  case  was  reopened  by  vote  of  the  Bo: 
on  October  29,  1946,  subject  to  usual  procedure;  and 


MINUTES 


W  hereas,  a  public  hearing  was  held  on  this  application 
by  he  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  March  11,  1947,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  West  35th  street  is  in  a  retail  use,  B  area 
and  Class  1/4  height  district;  10th  avenue  is  in  a  retail  and 
unrestricted  use,  B  area  and  Class  V/2  height  district;  and 
\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  September  3,  194b,  re  Alt.  Applic.  1711-46,  reads: 

1.  Storage  and  parking  of  more  than  5  motor 
vehicles  in  a  retail  district  is  contrary  to  Art.  11  Sect 
4(a)  15  Zoning  Resolution.” 
and 

\\  hereas,  ‘the  applicant  states  the  premises  consist  of  a 
plot  68  ft  6  in.  frontage  by  98  ft.  9  in.  in  depth,  presently 
vacant  and  that  it  is  proposed  to  use  the  plot  for  the  parkin^ 
•and  storage  of  more  than  five  motor  vehicles;  and 
W  hereas,  the  applicant  contends  that  the  present  owner 
purchased  these  premises  with  intent  to  ultimately  build 
thereon;  that  premises  are  in  a  retail  district  and  under 
present  restrictions  and  shortages  it  would  be  impossible 
ind  unfeasible  to  build  thereon  for  another  two  years  •  that  a 
serious  need  exists  in  this  vicinity  for  parking  space;  that 
Y Parking  lot  was  granted  by  this  Board  to  the  owners 
jf  premises  423-42a  West  35th  street  in  1929  and  this  lot 
s  completely  filled  and  cannot  accommodate  any  more  cars  • 
hat  it  is  impossible  to  get  parking  space  in  the  immediate 
.anility,  particularly  since  the  recent  strict  enforcement  by 
he  Police  Department  of  street  parking  in  the  midtown  area  - 
hat  lessee  has  ascertained  that  the  large  parking  lot  adja- 
ent  to  the  Manhattan  Opera  House  on  West  34th  street 
tetween  8th  and  9th  avenues  running  through  to  35th  street 
ias  been  sold  tor  the  erection  of  a  22-story  building  and 
dans  have  already  been  filed  and  approved  therefor  and 
ueretore  in  the  near  future  this  large  area  will  be  lost  for 
'.irking  use;  that  the  records  in  the  City  Planning  Com- 
nssion  indicated  that  on  November  13  1936,  the  use  dis- 
nct  designations  affecting  subject  plot  were  changed  from 
nrestricted  use  to  retail  use  district ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
jected  by  a  committee  of  the  Board;  and 
W  hereas,  the  Board  deemed  that  this  was  a  proper  case 
i  which  to  exercise  discretion  to  grant  under  section  7, 
’“division  h,  of  the  zoning  resolution: 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
irehy  make  a  variation  in  the  application  of  the  use  district 
^nations  of  the  zoning  resolution,  and  that  the  application 
'  and  d  hereby  is  granted  under  section  7h  thereof,  for  a 
rm  of  two  (2)  years,  to  permit  the  plot  to  be  occupied  for 
ie  parking  and  storage  of  more  than  five  (5)  motor  vehicles 
i  eonditiaii  that  the  plot  shall  be  leveled  substantiallv  to  the 
fade  ot  W  est  3pth  street  and  shall  be  surfaced  with  clean 
ravel,  steam  cinders  or  other  suitable  material  properlv 
)led  and  treated  with  a  binder  and  graded,  so  as  to  provide 
inace  drainage;  that  on  the  interior  and  rear  lot  lines  where 
uls  ot  adjacent  buildings  do  not  occur,  there  shall  be 
ected  and  maintained  a  substantial  woven  wire  fence  of  the 
ichor  post  type  not  less  than  6  ft.  in  height;  that  a  similar 
Ke  shall  be  greeted  along  the  street  building  line  of  West 
.  street  except  for  the  opening  which  shall  not  exceed  15 
■  in  width,  with  a  curb  cut  opposite  of  similar  width;  that 
ng  the  term  of  this  variance,  the  premises  shall  be 
cuiml  for  no  other  use  and  no  building  shall  be  erected 
on,  except  that  there  may  be  a  frame  office  not  ex- 

iding  one  story  in  height  and  not  over  100  sq.  ft.  in  area, 

efilkr  andt.office  f(?r,th?  attendant;  that  supportable 
t,nt mg  appliances  shall  be  maintained  as  the  fire  com- 

!^?n!r  ,fhaI1  direct ;  that  adequate  aisles  shall  be  main- 

niDeS  !!7eS  f°r  fasy  entrance  and  egress;  that  adequate 
mpers  shall  be  installed  to  protect  walls  of  adjoining  build- 

nJ  ri  r  fences:  that  cars  once  Parked  on  the  lot  and 

rkJ  ,  for  ?wners>  shall  not  be  taken  from  the  lot  and 

'  uthf  Strfet:  that  siSns  sha11  be  restricted  to 

-sign  attached  to  the  fence  near  the  entrance,  advertising 
y  ine  Parkmg  and  storage  use  and  the  rates  charged; 


that  such  sign  shall  not  exceed  15  sq.  ft.  in  area  and  shall 
not  be  illuminated,  nor  extend  beyond  the  building  line;  that 

U  reee7nSn  ia  1>ef0l,tai^d  aI1  work  completed  withffi 
three  (3)  months  from  the  date  of  this  resolution. 

1050-46-BZ 

Syndicate  Co.,  Inc.,  owner. 

> U iij  EC  I  —Application  (decision  of  the  borough  superin- 
endent)  under  section  7g  of  the  zoning  resolution 
to  permit  in  an  unrestricted  use  district,  the  erection' 
and  maintenance  of  a  garage  for  more  than  five  (5) 
moior  vehicles,  located  on  same  street  between  two 
intersecting  streets  on  which  portion  there  exists 
a  public  school 

PREMISES  AFFECTED— 228-240  East  41st  street,  south 

Soldo  '  ?f,?nd  avenue  ( Block  1314,  Lots 
Annrvn.tT  '  Borough  of  Manhattan. 

APPEARANCES — 

b  or  Applicant :  G.  E.  Donnelly,  J.  R.  Schoemer, 
Jn,  -Louis  Rosenberg  and  Albert  Lau. 

01  ,)'PPos't'on :  John  C.  Dohm  and  Edward  I 
West.  J ' 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  Saunders, 
Board  of  Education. 

THE^OTF— B0AKD~Applicati°n  granled  011  condition. 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  •  ^ 

Negative:  .  .  ~ 

mu,-  Commissioner  Savage _ !! .  i 

I  HE  VOTE  TO  RECONSIDER—  1 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee 
Negative:  . ” .  ' 

,  Absent:  Commissioner  Savace  i 

THE  VOTE  TO  GRANT  FOR  15  YEARS- . 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  ....  3 

Negative:  .  ^ 

Absent :  Commissioner  Savage .  ] 

THE  RESOLUTION  (1050-46-BZ) 

Dece7bReErAS3  IqT  Syndicate  Company,  Inc.,  owner,  filed 
eccmber  3,  1946,  an  application  under  section  7g  of  the 

zoning  resolution,  tp  permit  in  an  unrestricted  use  district 
the  erection  and  maintenance  of  a  garage  for  more  than  five 
motor  vehicles,  located  on  the  same  street  between  two  inter- 

S  °n  WS  P°rtion  there  exists  a  public  school 
affecting  premises:  228-240  East  41st  street,  south  side  101 
it.  west  of  2nd  avenue  (Block  1314,  Lots  29  to  35  inclusive) 
Borough  of  Manhattan  ;  and 

bv7h^ERntSHafPQFliCahelringJWAas  held  on  this  application 
by  the  Board  ot  Standards  and  Appeals,  at  its  regular  meet- 

Ridffik  ,  M947,  aftenrrdue  n0tice  by  Publication  in  the 
Bulletin  and  laid  over  to  March  11,  1947;  and 

Whereas  the  district  maps  accompanying  the  zoning 

resolution  show  that  East  41st  street  is  in  abusiness  and 

unrestricted  use  B  area  and  Class  1^  height  district;  2nd 

district  'and1  3  business  use’  E  area  and  Class  V/2  height 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  23,  1946,  re  N.B.  Applic.  101-46,  reads-  ’ 

.  Location  of  proposed  garage  fdr  more  than  5 
motor  vehicles  contrary  to  Sec.  21A  of  zoning  resolu¬ 
tion.  Note  that  public  school  is  located  on  same  street 
between  two  intersecting  streets.” 

and 

Whereas,  the  applicant  filed  with  the  borough  superin¬ 
tendent,  plans  for  a  one  story  and  cellar  garage  with  passage 
to  East  40th  street ;  and 

i  )^  HkREAs,  the  decision  of  the  borough  superintendent,  . 
dated  March  7,  1947,  re  N.B.  101-46,  reads: 

“1.  Location  of  proposed  garage  and  repair  shop  is 
contrary  to  Sec.  21A  of  the  zoning  resolution.  Note 
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and 


that  a  Public  School  is  located  on  the  same  street,  be¬ 
tween  two  intersecting  streets.” 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  171  ft.  6  in.  frontage  by  98  ft.  9  in.  in  depth  on 
which  are  located  seven  multiple  dwellings,  tobedemo- 
ished;  that  it  is  proposed  to  erect  a  building  171  ft.  6m 
front  bv  98  ft.  9  in.  in  depth,  irregular,  171 
by  86  ft.  5  in.  in  depth  typical  floor,  four  stories  (66  it.) 
in  height,  of  Class  1  construction,  to  be  used  by  owner- 
applicant  as  garage  for  its  own  motor  vehicles,  and 

Whereas,  the  applicant  contends  that  News  Sjmdica  e 
Company  now  occupies  a  two-story  garage  on  East  grd 
street,  Manhattan ;  that  the  garage  is  used  for  the  parking 
of  trucks  and  other  vehicles  belonging  to  and  used  by 
News  in  the  distribution  of  its  newspapers ;  that  its  present 
o-arage  is  located  at  the  extreme  northerly  part  of  the  site 
which  will  be  occupied  by  Peter  Cooper  Vi  Jlage,  a 
tial  housing  project  being  constructed  by  the  with  the 
Life  Insurance  Company;  that  m  order  to  proceed  with  tl ie 
construction  of  its  housing  project,  the  Metropolitan  Li  e 
Insurance  Company  intends  to  demolish  the  present  gar  g 
irthea  earliest  possible  moment;  it  has  there fore  agreed  to 
cause  a  comparable  garage  to  be  constructed  for  The  News 
on  East  41st  street,  on  the  parcel  involved  in  this  apphea 
tion-  that  upon  completion  of  the  substitute  garage, 

News  will  surrender  its  present  garage  to  Metropolitan  and 
wm  move  ,0  (he  new  location;  (hat  .here  are  exist mg  curb 
cuts  on  East  41st  street  in  the  rear  of  The  News  Elding 
and  rfughly  opposite  the  site  of  the  Pr0P0.seip”®Ji’ca^?s 
the  curb  has  been  lowered  here  so  that  the  applicant 
trucks  can  back  up  to  loading  platforms  within .  die  b£jdljg: 
from  which  newspapers  are  loaded  on  the  trucks 
livery;  that  between  The  News  Building  and  the  Central 
Commercial  High  School  building  is  a  private  way  2a  ft. 
in  width,  with  a  sidewalk  along  The  News 
between  41st  street  and  42nd  street;  that  while  this  strii 
is  owned  by  applicant,  the  sidewalk  thereon  is  generally  per¬ 
mitted  to  be  used  by  the  public,  including  students  from  the 
high  school;  that  actual  counts  based  on  ^rsonalE°bf ^ls't 
tion  of  the  flow  of  student  pedestrian  traffic  on  East 41s 
street  show  that  the  overwhelming  majority  of  the  students 

travelled  west  from  the  school  exit  to  Tllir4 ^4}"*  street 
of  the  comparative  few  who  turned  east  on  East  41st  stree 
most  of  them  turned  north  through  the  private  way  adj  oin- 
ing  The  News  Building;  that  a  few  continued  on  East  41st 
street  to  2nd  avenue,  but  did  so  on  the  north  side  of  the 
street-  that  the  preliminary  plans  filed  with  the  Building 
Department  and  with  the  Board  show  a  d-story  structure  o 
the  East  41st  street  parcel,  with  entrances  on  East  4 
street-  that  the  applicant  intends  to  build  only  a  1-storj 
and  tosement  structure  at  this  time ;  that  the  design  of  the 
garage  budding  will  conform  to  that  of  The  News  Budd¬ 
ing  across  the  street,  and  exterior  brickwork  will  be  of  the 
same  type;  that  the  garage  will  be  constructed  to  house  88 
trucks  belonging  to  applicant  and  used  in  distribution  of  its 
newspaper  -  that  in  addition,  facilities  will  be  provided  within 
the  garage’ for  servicing  and  maintenance  of  these  vehicles, 
that  the  garage  will  be  fireproof  and  of  reinforced  concrete 
and*  steel^struHure  and  will  be  built  to  permit  the  addition 
of  extra  floors  at  a  later  date;  that  these  floors  will  be  used 
primarily  for  other  purposes  of  the  applicant,  and  not  exclu 
lively  for  the  storage  of  additional  motor  vehicles ;  that  an 
adequate  warning  system  will  be  installed  to  nJtdy  p[  k 
trian  traffic  near  the  entrances  of  the  garage  when  a  truck 
is  about  to  leave  the  building ;  that  a  ramp  entrancetothe 
basement  alone  will  be  constructed  over  Lot  18,  block  1814 
on  East  40th  street  25  ft.  in  width ;  that  applicant  plans 
eventually  to  expand  this  garage  building  from.  East  41st 
street  to  East  40th  street  for  garage  and  other  purposes, 

Whereas,  the  applicant  has  furnished  consents  for  51% 
of  the  frontage  deemed  by  the  Board  to  be  immediately 
affected  by  the  proposed  garage;  and 

Whereas,  the  premises  and  surrounding  area  were  m- 
snected  bv  a  committee  of  the  Board ;  and 


Whereas,  the  Board  deemed  that  this  was  a  proper  cast 
in  which  to  exercise  discretion  to  grant  under  section  7 
subdivision  g,  of  the  zoning  resolution 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  of  the  use  dis 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli 
cation  be  and  it  hereby  is  granted  under  section  7g  thereof 
to  permit  the  construction  of  the  proposed  storage  garag 
as  indicated  on  revised  plans  marked  Received  March  1C 
1947”  three  sheets,  on  condition  that  the  building  shall  no, 
exceed  for  garage  purposes  the  height  as  proposed  and  a 
shown  on  such  plans;  that  the  building  shall  be  used  only  a 
a  garage  for  the  News  Syndicate ;  that  the  building  slia 
be  fireproof  throughout;  that  such  portable .  fire-fighin 
appliances  shall  be  maintained  as  the  fire  commissioner  sha 
direct ;  that  the  facade  of  the  building  shall  be  harmonic* 
with  the  facade  of  the  News  Building  acr°ss  East  41; 
street;  that  warning  signals  as  proposed  or  guards  sha  1 
maintained  at  all  entrances  to  warn  pedestrians  ot  true! 
leaving  or  entering  the  garage;  that  repair  work  of  owner 
motor  vehicles  may  be  permitted;  that  all  permits  shall 
obtained  and  all  work  completed  within  one  (1)  year  froi 
the  date  of  this  resolution  that  this  variance  shall  le  to 
term  of  fifteen  (15)  years  from  the  adoption  of  this  res- 

lution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 


651-46-A  „  ,  .  T)  , 

a  ppi  ICANT _ L  G.  L.  Molloy,  for  Sylvia  kosenbe 

Caruth,  owner  (Max  H.  Rivkin,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superi: 

tendent.  | 

PREMISES  AFFECTED— 99-107  (known  as  101)  Beai 
34th  street  and  34-02  Sprayview  avenue,  nortliw. 
corner  (Block  311,  Lot  102),  Edgemere,  Boroui 
of  Queens. 

APPEARANCES—  ,  ,r  „ 

For  Applicant:  G.  B.  Levy  and  Max  H.  Rivkin 
For  Administration-:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings.  j 

ACTION  OF  BOARD— Laid  over  to  March  18  1947 
10  A.  M.  in  .connection  with  Cal.  6b0-4o-cz.. 


Adjourned:  11:55  A.M. 


Joseph  J.  Doyle,  Chief  Cli< 


REGULAR  MEETING 
TUSEDAY  AFTERNOON,  MARCH  11,  1947. 


Present:  Chairman  Murdock,  Commissioner  Blum  ‘ 
Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECIS1C 


190-46-A 

APPLICANT— Atlantic  Burner  Supply  Co.,  Inc.,  owm 

SUBTECT— Application  reopened  February  25  1947 

Appeal  from  a  decision  of  the  borough  sup 
tendent. 

PREMISES  AFFECTED — 100-08  to  lOO-lO  Atkntic 
nue,  south  side,  70.56  ft.  east  of  100th  street .  (1; 
ment)  ;  (Block  9376,  Lot  5),  Richmond  1 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  E.  Cowan. 

For  Administration:  Samuel  L.  Becker,  Uep 
Housing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 
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THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  . ' . ’  q 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (190-46- A) 

\\  hereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  100-08  and  100-10  Atlantic 
avenue,  south  side  70.56  ft.  east  of  100th  street  (1st  floor)  ; 
(Block  9376,  Lot  5),  Richmond  Hill,  Borough  of  Queens 
was  granted  by  the  Board  on  June  4,  1946,  on  certain  con¬ 
ditions  ;  and 

W  hereas,  the  applicant  requested  reopening  of  this  appeal 
and  an  amendment  of  the  resolution,  based  on  a  new  decision 
of  the  borough  superintendent;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  hebruary  25,  1947,  subject  to  usual  procedure;  and 
W  hereas,  the  decision  of  the  borough  superintendent, 
dated  January  13,  1947,  on  Alt.  Applic.  241  and  343-46,  reads: 

“1.  Proposed  extension  of  a  business  use  to  the 
cellar  in  a  frame  building  is  contrary  to  Sec.  4.2.1  of 
the  Building  Code  and  also  contrary  to  resolution  of 
the  Board  of  Standards  and  Appeals,  Cal.  #  190-46- A  ” 
and 

V\  hereas,  the  applicant  states  that  it  now  finds  it  neces¬ 
sary  to  use  part  of  the  basement  for  repair  of  oil  burners 
and  accessories  as  well  as  the  1st  floor;  that  the  1st  floor 
consists  of  two  stores  with  approximately  800  sq.  ft.  per 
store  out  of  which  would  be  necessary  to  have  offices  as 
well  as  store  merchandizing  facilities;  that  this  will  leave 
an  insufficient  amount  of  space  for  properly  conducting  the 
business  of  repair  of  burners  and  accessories;  that  the  oil 
burner  and  boiler  in  the  basement  are  safeguarded  against 
hre  by  a  boiler  room,  and  also  by  retarding  of  the  cellar 
telling  with  halt -inch  plaster  board  and  26  gauge  inetal 
and  the  fire  retarding  of  the  1st  floor  with  cinder  fill  and 
1  m.  of  contrete;  that  the  occupancy  will  not  commence  until 
uter  the  fire  retarding,  etc.,  has  been  completed;  that  it 
is  therefore  felt  that  the  use  of  the  basement  will  be  per- 
lectly  safe,  as  there  are  two  means  of  egress  from  each 
u  T)  ^rec*  *°  s*reet  and  yard ;  that  it  is  therefore  requested 
he  Board  permit  the  use  of  portions  of  the  basement  for 
epair  of  oil  burners  and  accessories  not  to  exceed  10  persons. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  adopted  June  4,  1946,  by  adding 
hereto : 

*  *  that  the  cellar  under  both  buildings,  as  indicated 
on  plans  filed  with  this  appeal,  marked  ‘Received  March 
18  and  April  23,  1946,  filed  with  the  borough  superin¬ 
tendent  under  Alt.  Applications  241  and  343-1946  may  be 
used  in  conjunction  with  the  proposed  oil  burner  sales  on 
*  the  first  floor  for  the  repair  of  oil  burners  and  acces¬ 
sories,  as  proposed,  on  condition  that  the  cellar  shall  be 
constructed  and  fire-retarded  as  indicated  on  such  plans 
and  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that 
not  more  than  ten  (10)  persons  shall  be  employed  with¬ 
in  such  basements ;  that  the  exits  of  such  cellars  shall  be 
maintained  as  indicated  on  such  plans.” 


55-46-A 

vPPLICANT — W.  G.  Storch,  for  New  York  Dock  Co., 

TTprT7r?^ner  (Atlantic  Zinc  Works,  Inc.,  lessee). 

’UBJECT  Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
ot  the  fire  commissioner  (previously  dismissed  for 
lack  of  prosecution). 

REMISES  AFI-ECTED — 87  Bowne  street,  southeast  cor¬ 
ner  of  Imlay  street  (2nd  floor)  ;  (Block  507,  part 

r.r,T-  .  01  Lot  U,  Borough  of  Brooklyn. 

PPEARANCES — 

rTrr*\wx  Applicant:  Wallace  G.  Storch. 

vMlON  OF  BOARD — Appeal  reopened,  restored  to  docket 
and  granted  on  condition. 


THE  VOTE  TO  REOPEN,  RESTORE  TO  DOCKET 
AND  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative : .  ’  q 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION  (955-4f>A) 

Whereas,  Wallace  G.  Storch,  for  New  York  Dock  Com¬ 
pany,  owner  (Atlantic  Zinc  Works,  Inc.,  lessee),  filed  De¬ 
cember  5,  1946,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  87  Bowne  street,  southeast 
corner  Imlay  street  (2nd  floor)  ;  (Block  507,  part  of  Lot  1) 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
November  21,  1946,  reads: 

“This  will  acknowledge  receipt  of  your  letter  of 
November  18,  1946,  wherein  you  request  a  permit  for 
employees  to  smoke  in  your  new  office  and  rest  rooms 
in  your  factory  building  located  at  the  above  mentioned 
premises. 

You  are  advised  that  your  request  must  be  denied  for 
the  reason  that  smoking  is  prohibited  by  mandatory 
provisions  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals. 

^  You  may  appeal  this  decision  within  30  days  to  the 
Board  of  Standards  and  Appeals,  Room  1015,  Municipal 
Building,  Manhattan.” 

and 

W  hereas,  the  applicant  states  that  the  building  is  two 
stones  (28  ft.  11  in.)  in  height;  74  ft.  1  in.  by  51  ft.  81)4  in.  in 
area,  of  Class  3  construction;  erected  1946,  on  a  lot  180  ft. 
by  460  ft.  in  area,  in  an  unrestricted  use,  A  area  and  Class  2 
height  district,  and  used  and  occupied  since  August  1,  1946, 
as  follows:  1st  floor,  storage  of  zinc  billets  and  box  s’hooks’, 
2  persons ,  2nd  floor,  offices,  20  persons ;  that  no  change  in 
use  or  occupancy  is  proposed ;  that  the  building  is  equipped 
with  a  one  source  sprinkler  system;  that  there  is  one  3  ft 
10  in.  steel  stairs  enclosed  in  partitions  of  studs,  metal  lath 
and  Portland  cement  plaster  both  sides,  equipped  with  one 
hour  test  kalamein  self-closing  doors  and  leading  from  the 
root  bulkhead  directly  to  the  street,  one  fire  escape  from  the 
1st  floor  to  grade  by  stairs  with  egress  to  the  street  through 
a  yard ;  and 

Whereas,  the  applicant  contends  that  the  employees  are 
stationed  approximately  7j4  hours  per  day  on  the  2nd  floor  • 
that  permission  is  requested  to  smoke  on  the  2nd  floor;  that 
care  will  be  maintained  to  prevent  increasing  the  fire  hazard 
if  permission  is  granted;  that  the  entire  2nd  floor  is  used 
for  offices;  that  the  maximum  will  be  20  persons;  that  no 
manufacturing  will  be  carried  on  in  the  building;  that  the 
second  floor  is  finished  with  asphalt  tile  cemented  to 
concrete  plank,  laid  on  steel  structural  members ;  that  in¬ 
terior  walls  are  cement  block  plaster  both  sides;  that  the 
ceiling  is  of  acoustical  material  cemented  to  J4  in.  plaster 
board,  supported  from  structural  steel  of  roof  by  means 
of  steel  angles  and  clips;  that  the  entire  building  is  sprin- 
klered ;  that  the  1st  floor  is  used  for  storing  zinc  billets  and 
box  shooks  with  a  maximum  occupancy  of  four  persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
November  21,  1946,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  smoking  shall  be  permitted 
within  the  building  except  on  the  second  floor,  as  proposed; 
that  the  number  of  occupants  on  the  second  floor  shall  not 
exceed  the  number  specified;  that  the  sprinkler  system  shall 
be  maintained  in  accordance  with  the  requirements  and  to 
the  satisfaction  of  the  fire  commissioner;  that  there  shall 
be  no  manufacturing  in  the  building;  that  the  first  floor  shall 
be  used  for  storage  only,  as  proposed ;  that  the  door  in  the 
rear  wall  of  this  building  on  the  first  floor,  leading  to  ad¬ 
joining  building  shall  be  changed  to  a  3-hour  fire  test  ap¬ 
proved  door ;  that  sdeh  receptacles  for  smokers’  refuse  shall 
be  installed  on  the  second  floor  as  the  fire  commissioner 
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shall  direct  as  well  as  signs  of  a  type  approved  by  him,  stat¬ 
ing  that  smoking  may  be  permitted ;  that  this  variance  shall 
continue  only  so  long  as  conditions  are  maintained  substan¬ 
tially  as  proposed  and  to  the  satisfaction  of  the  fire  commis¬ 
sioner  and  the  building  is  not  increased  in  height  or  area. 


999-46-A 

APPLICANT — Manuel  Selengut,  d/b/a  S  and  S  Construc¬ 
tion  Co.,  for  Waste  Products  Trading  lorp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 72  Walker  street,  northwest 
corner  of  Courtlandt  Alley  (Block  196,  Lot  31), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harold  Greenberg. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE. VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  d 

Negative  : . V 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (999-46-A) 

Whereas,  Manuel  Selengut  d/b/a  S.  &  S.  Construction 
Co  for  Waste  Products  Trading  Corporation,  owner,  filed 
December  9,  1946  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  72  Walker  street,  north¬ 
west  corner  of  Courtlandt  Alley  (Block  196,  Lot  31),  Bor¬ 
ough  of  Manhattan;  and  t  .  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  27,  1946,  on  B.  N.  Applic.  2740-46,  reads. 

“2.  Drop  curb  cannot  be  granted  until  approval  tor 
access  of  trucks  into  building  is  obtained. 

311  Whereas,  the  applicant  states  that  the  building  is  5  stories 
(60  ft.)  in  height,  75  ft.  by  80.10  ft.  in  area,  of  class  3 
construction,  erected  prior  to  1884,  located  in  an  unrestricted 
use,  B  area  and  class  2  height  district  and  used  and  oc¬ 
cupied  since  1941:  cellar— storage ;  1st  floor— offices  and 
shipping— 7  persons;  2nd  floor— assorting  and  storage-- 2 
persons;  3rd  floor— storage— no  persons;  4th  floor— baling 
and  storage — 2  persons;  5th  floor — sorting— 6  persons;  that 
no  change  in  use  or  occupancy  is  proposed;  that  the  build¬ 
ing  is  equipped  with  a  one  source  sprinkler  system 
throughout,  an  interior  fire  alarm  system,  one  3  ft.  10  in. 
wide  stairs  of  steel  with  cement  treads,  enclosed  in  parti¬ 
tions  of  12  in.  brick  and  4  in.  terra  cotta,  equipped  with 
fireproof  self-closing  doors  and  leading  from  the  roof  bulk¬ 
head,  directly  to  the  street  and  one  fire  escape  on  the  Court¬ 
landt  Alley  front,  leading  to  the  roof  by  stairs  and  to  the 
street  by  counterbalanced  stairs;  that  windows  and  doors  on 
the  course  of  the  fire  escape  are  fireproof  self-closing;  that 
in  addition,  there  is  a  stairway  within  the  building  troni 

1st  to  2nd  floor;  and  ,  ,  ,  , 

Whereas,  the  applicant  contends  that  the  borough  super¬ 
intendent  has  agreed  to  grant  the  application  if  the  Depart¬ 
ment  of  Borough  Works  will  agree;  that  the  Department  of 
Borough  Works  has  refused  to  agree  and  the  application 
is  therefore  denied  by  the  decision  which  is  the  subject  o 
this  appeal;  that  it  is  therefore  requested  that  the  Board 
grant  relief  from  a  situation  which  is  harmful  to  the  owner 
and  the  general  public ;  that  the  owner  and  occupant  of  the 
building  deals  in  the  accumulation  of  used  clothing  and  the 
baling  of  same  for  export ;  that  these  bales  weigh  from  7UU 
to  800  'lbs  each  and  from  400  to  500  bales  are  received  and 
shipped  each  month;  that  plan  “A”  filed  with  this  appeal 
shows  the  ground  floor  and  indicates  the  original  lot  line 
loading  platform  and  stairs  leading  to  the  hall  facing  on  the 
elevator;  that  this  plan  also  shows  the  new  lot  line  loading 
platform  opening  directly  to  the  ground  floor  shipping  room, 
which  platform  was  built  in  accordance  with  B.N  100-46; 
that  this  work  has  been  completed  and  approved  by  the 


Department  of  Housing  and  Buildings;  that  plan  B  filed 
with  this  appeal  shows  the  actual  condition  of  the  building 
in  reference  to  W  alker  street  and  Courtlandt  alle}  ,  that 
Walker  street  is  an  express  highway;  that  it  is  an  advantage 
to  the  public  to  keep  this  street  clear ;  that  it  takes  consider¬ 
able  time  to  load  and  unload  the  trailer  trucks  and  other 
vehicles  carrying  the  heavy  bales  to  and  from  the  premises* 
in  question ;  that  Courtlandt  alley  is  such  a  narrow  thorough¬ 
fare  that  trucks  parked  along  the  curb  make  it  impossible 
for  other  vehicles  to  pass;  that  in  the  past  when  a  truck 
was  drawn  along  the  Courtlandt  alley  curb  to  unload  at  the 
premises,  it  was  necessary  to  stop  unloading,  pull  the  truck 
onto  the  sidewalk  to  allow  other  vehicles  to  pass  and  then  gc 
off  the  curb  again ;  that  in  order  to  overcome  this  situatior 
and  ease  the  flow  of  traffic,  the  owner  went  to  a  great  ex¬ 
pense  and  on  January  10;  1946  filed  B.N.  10  -46,  which  wai 
approved  except  for  the  payment  of  fee;  that  on  April  1 
1946  the  fee  was  paid  and  the  work  was  commenced ,  that 
the  vault  area  was  filled  in  and  the  owner  then  prepared  tc 
cut  the  curb  and  splay  and  cut  the  sidewalk;  that  about  this 
time  permit  M-1093  was  received  as  was  B.N.  9l7-4b  and  to 
the  first  time  the  owner  noticed  the  requirement  that  dro; 
curb  will  not  be  used  for  sidewalk  loading  ;  that  the  matte 
was  then  taken  up  with  the  borough  superintendent  who  sau 
he  would  be  glad  to  go  along  but  the  matter  was  out  of  hi 
jurisdiction  and  final  disposition  rested  with  the  Department 
of  Borough  Works,  who  had  jurisdiction  over  curb  cuts 
that  since"  then  the1  Chief  Engineer  of  the  Department  o 
Housing  and  Buildings  of  the  Borough  of  Manhattan  ha 
agreed  to  go  along  with  this  plea  if  the  Division  of  Boroug 
Works  would  go  along;  that  due  to  the  fact  that  the  wor 
was  done  without  knowing  of  the  restriction  prohibitin 
sidewalk  loading,  the  owner  of  the  building  will  not  pay  fc 
am-  of  the  work  done,  which  included  filling  in  vault,  layin 
sidewalk,  obtaining  permit  and  cutting  curb  nor -will  he :pa 
for  the  extra  loading  door  installed  under  B.N.  100-46  for  tr 
purpose  of  loading  and  unloading  trucks  in  conjunction  wit 
the  curb  cut,  which  building  notice  was  approved  at  the  san 
time  that  curb  cut  application  101-46  was  filed;  that  it  t 
Board  permits  the  use  of  the  curb  cut  as  proposed,  true! 
can  load  and  unload  faster  and  permit  other  trucks  to  pa 

without  holding  up  traffic ;  and  ... 

Whereas  the  Board  deemed  that  permission  to  occupy  t 
sidewalk  for  trucks  was  within  the  jurisdiction  ot  tr 
Borough  President  and  that  the  Board  had  no  power  to  gra 
a  variance  to  permit  a  curb  cut  when  the  proposed  use  « 
curb  cut  was  not  for  a  carriage  way  to  enter  the  premist 
but  for  permitting  vehicles  to  stand  upon  the  sidewalk.^ 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdraw. 


80-47-A 

APPLICANT — Buchmann  Spark-Wheel  Corp.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  tj 
fire  commissioner. 

PREMISES  AFFECTED — 4-20  47th  avenue,  south  si. 
/  135  ft  west  of  5th  street  (1st  floor)  ;  (Block 

Lot  15),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Rudolf  Dismas. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  . 

Negative  : . . . j 

Absent :  Commissioner  Savage . 


THE  RESOLUTION  (80-47-A) 

Whereas,  Buchmann  Spark- Wheel  Corp.,  owner,  h< 
January  20,  1947,  an  appeal  from  an  order  Mid  ' deas 
of  the  fire  commissioner  affecting  premises  4-20  47th  ave  - 
south  side;  135  ft  west  of  5th  street  (1st  floor)  ;  (BJ 
?0  Lot  15),  Long  Island  City,  Borough  of  Queens ,  and 
“  Whereas,  Order  18187-LF  issued  by  the  Fire  Cormv 
sioner  October  2,  1946,  reads : 
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“2.  Arrange  metal  screens  on  1st  story  so  as  to  be 
readily  movable  or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use  of 
such  windows  for  the  purposes  ot  egress  as  per  Section 
272  of  the  Labor  Law.” 
ind 

Whereas,  this  order  was  referred  to  in  a  decision  of  the 
•'ire  Commissioner,  dated  December  30,  1946;  and 

Whereas,  the  applicant  states  that  the  building  is  3 
'tones  (36  ft.)  m  height,  83  ft.  by  56  ft.  in  area,  Class  3 
-onstruction,  erected  in  1925,  located  on  a  lot  215  ft.  by 
00  ft.  in  area,  in  an  unrestricted  use,  A  area  and  Class  2 
'eight  district ;  used  and  occupied  since  1925:  Cellar,  stor- 
ige,  0  persons;  1st  floor,  manufacturing  screw  machines,  15 
lersons ,  2nd  floor,  same,  40  persons ;  3d  floor,  office  and 
uspection,  20  persons;  that  the  building  is  equipped  with 
one-source  sprinkler  system,  two  interior  46  in.  wide 
teel  and  concrete  stairs,  enclosed  in  partitions  of  steel  and 
oncrete,  equipped  with  kalamein,  self-closing  doors,  leading 
lirectly  to  the  street,  one  of  which  leads  to  the  roof;  that 
n  interior  tire  alarm  system  has  been  installed  and  regular 
nonthly  fire  drills  are  maintained;  and 

Whereas,  the  applicant  states  that  there  are  thirteen  (13) 
windows  on  the  street  floor  affected  by  the  order;  and 

Whereas,  the  applicant  contends  that  the  building  is 
(instructed  of  steel  and  concrete  throughout ;  that  the  floor 
i  question  is  used  for  processing  metal  materials  only ;  that 
le  windows  in  question  could  not  be  used  as  a  satisfactory 
i^ress ,  that  the  first  floor  has  five  exits  and  one  elevator 
xit  and  is  not  occupied  by  more  than  15  males  at  any  one 
me;  that  the  window  guards  were  originally  installed 
.-'cause  the  neighborhood  was  subject  to  frequent  breaking 
by  prowling  youths  who  committed  thievery  and  arson 
n  the  premises;  it  is  therefore  requested  that  the  Board 
,-mtit  the  maintenance  of  the  guards  on  the  windows  in 
lestion ;  and 

W  hereas,  Certificate  of  Occupancy  18854  issued  August 
1925,  permits  the  use  of  the  building  throughout  as  a 

*ctory. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
i  Order  18187-LF,  be  and  it  hereby  is  modified  and  that 
ie  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
'fits  from  the  building  shall  be  maintained  as  indicated  on 
ans  filed  with  this  appeal  marked  “Received  January  20, 
47,”  2  sheets,  and  plans  filed  “February  21,  1947,”  1  sheet; 
at  no  other  windows  shall  be  screened  othej-  than  the 
indows  as  thereon  indicated. 


-47-A 

\ 

I’PLICANT — Henry  George  Greene,  for  91-92  Street 
Corp.,  owner  ( Badner  Brothers  Garage,  Inc.,  lessee). 

-■  BJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

v E-MIS hS  AFFEC  1  ED — 212  East  92nd  street,  south  side, 
175  ft.  east  of  3rd  avenue  and  211  East  91st  street 
(4th  and  5th  floors)  ;  (Block  1537,  Lot  9),  Borough 
of  Manhattan. 

PPEARANCES— 

bor  Applicant :  Henry  George  Greene. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

-TIOX  Oh  BOARD — Appeal  granted  on  condition 
4E  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative: .  0 

Absent :  Commissioner  Savage .  1 


IE  RESOLUTION  (84-47-A) 

A  hereas,  Henry  George  Greene,  for  91-92  Street  Corp., 
Toa?  dner  Brothers  Garage,  Inc.,  lessee),  filed  January 
'  an  from  a  decision  of  the  borough  super- 

-ndent,  affecting  premises  212  East  92nd  street,  south 


side,  175  ft.  east  of  3rd  avenue  and  211  East  91st  street 
(4th  and  5th  floors);  (Block  1537,  Lot  9),  Borough  of 
Manhattan ;  and 


Whereas,  the  decision  of  the  borough 
elated  December  27,  1946,  on  amendment 
Application  62-45,  reads: 


superintendent, 
to  Alteration 


“1.  Proposal  to  use  4th  and  5th  floor  wings  (91st 
street  side)  for  factor}'  use  not  permitted  as  two  means 
ot  egress  should  be  provided  as  per  Sec.  270  Labor 
Law. 


whereas,  tile  applicant  states  the  building  is  six  stories 
(66  tt.)  in  height,  150  ft.  by  201  ft.  5  in.  in  area,  Class  1 
construction,  erected  in  1929,  located  in  an  unrestricted  use, 
area  and  Class  2  height  district ;  used  and  occupied  since 
1929,  as  follows: 


212-20  East  92nd  Street 

1st  &  2nd  floors— garage  for  more  than  five  motor 
vehicles — 4  persons  per  floor ; 

3rd  and  4th  floors,  manufacturing  radio  parts,  4  persons 
per  floor ; 

5th  and  6th  stories,  garage  for  more  than  five  motor 
vehicles — 4  persons. 

Proposed  to  be  used  and  occupied  without  change;  and 

211  East  91st  Street  is  used  and  occupied: 

Cellar,  storage— 0  persons;  1st  floor,  garage  and  driveway, 
4  persons;  2nd  floor,  chauffeurs’  room,  10  persons;  3d,  4th 
r-ii  ^  ^oors  vacant ;  proposed  to  be  used  and  occupied: 
Cellar,  storage,  4  persons;  1st  floor,  garage  and  driveway, 
4  per  sons ,  2nd  floor,  chauffeur’s  room,  10  persons  ;  3rd 
floor,  vacant,  4th  and  5th  floors,  manufacturing  manikins  5 
persons  on  the  4th  floor  and  10  persons  on  the  5th  floor  - 
that  the  building  is  equipped  with  an  approved  standpipe 
system,  an  approved  interior  fire  alarm  system  and  regular 
monthly  fire  drills  are  maintained;  that  there  are  two 
interior  3  ft.  8  in.  wide  fireproof  stairs,  enclosed  in  terra 
cotta  and  brick  partitions,  equipped  with  fireproof,  self¬ 
closing  doors,  leading  from  the  roof  to  the  street;  and 

Whereas,  the  applicant  states  it  is  proposed  to  use  the 
4th  and  5th  floor  wings  of  the  91st  street  building  for 
tactoiy  use  for  the  moulding  of  plaster  of  Paris  manikins' 
and 


Whereas,  the  applicant  contends  that  the  building  is  of 
fireproof  construction  with  two  fireproof  enclosed. stairways 
one  leading  directly  to  92nd  street  and  one  directly  to  91st 
street  ;  that  the  two  floors  in  question  have  direct  access  to 
the  ()2nd  street  stairway  through  the  garage  area;  that  the 
occupancy  ot  the  two  floors  combined  will  not  exceed  15 
persons  and  the  use  of  the  floors  will  not  be  of  a  hazardous 
nature;  that  these  floors  are  completely  separated  from  the 
garage  area  by  the  stairway,  which  creates  an  added  safety 
feature ;  it  is  requested  that  the  Board  permit  the  use  of  the 
4th  and  5th  floors  for  factory  purposes ;  and 

Whereas,  Certificate  of  Occupancy  17914  issued  October 
la,  1931,  permits  the  premises  211  East  91st  street  to  be 
used  as  cellar,  storage;  1st  floor,  driveway  of  garage,  live- 
load,  120  lbs. ;  2nd  and  mezzanine  floors,  billiard  room  and 
restaurant,  50  persons  120  lbs.  liveload ;  3d,  4th  and  5th 
floors  to  remain  vacant. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  62-45,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  (/ranted 
on  condition  that  the  primary  means  of  exit,  consisting  of  the 
stair  toward  the  center  of  the  building,  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  March  6,  1947  ” 
shall  be  maintained;  that  the  door  leading*  thereto  shall  be 
vestibuled  so  as  to  swing  free  of  the  stair  platform,  as 
required  by  the  Labor  Law  and  that  the  second  means  of 
exit  shall  consist  of  an  exterior  fire  escape,  complying  with 
the  requirements,  erected  on  the  East  91st  street  side  of  the 
building  as  shown  on  such  plans;  that  this  variance  shall 
apply  only  to  the  top  two  stories  of  that  portion  of  the 
building  facing  on  East  91st  street;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 
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107-47-A 


APPLICANT — Fred  Weinstock,  for  John  Ciotti,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  ,  ,  -n.  ■ 

PREMISES  AFFECTED— 73-02  Beach  Channel  Drive, 
northwest  corner  of  Beach  73rd  street  (Block  339, 
Lot  29),  Arverne,  Borough  of  Queens  (under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street— 
Beach  73rd  street). 

APPEARANCES— 

For  Applicant:  Fred  Weinstock.  j 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  •  Ar  J  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative . . U 

Absent :  Commissioner  Savage .  1 


APPEARANCES-  „  „  , 

For  Applicant:  Robert  G.  Zetsche. 

For  Administration:  Samuel  L.  Becker,  Dept  o' 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  -  ,  ^ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . 

Negative : . . . •' . 1 

Absent :  Commissioner  Savage . 


THE  RESOLUTION  (107-47-A) 

Whereas,  Fred  Weinstock,  for  John  Ciotti,  owner,  filtd 
February  4,  1947,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  73-02  Beach  Channel 
Drive,  northwest  corner  of  Beach  73rd  street  (Block  539, 
Lot  29),  Arverne,  Borough  of  Queens;  and 

Whereas  the  decision  of  the  borough  superintendent, 
dated  January  30,  1947,  on  N.  B.  Applic.  217-47  reads : 

“1.  Proposed  erection  of  building  partly  in  bed  ot 
mapped  street  is  contrary  to  section  35,  article  2,  of 
General  City  Law.” 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story  (15  ft.)  in  height,  40  ft.  by  61  ft  in  area, 
of  class  3  construction,  located  on  a  lot  40  ft.  by  o7  ft.  in 
area,  in  an  unrestricted  use,  A  area  and  class  1/2  height 

district;  and  ......  ,  ,  , 

Whereas,  the  proposed  building  is  indicated  on  plans  hied 
with  this  appeal  as  projecting  7  ft.  6  in.  into  the  bed  ot 
Beach  73rd  street,  as  proposed ;  and 
Whereas,  the  applicant  contends  that  refusal  to  issue  a 
building  permit  deprives  the  owner  of  a  fair  return  on  the 
land  and  is  unconstitutional,  harsh,  burdensome  and  inequi¬ 
table;  and  ,  ,  , 

Whereas,  the  applicant  states  that  the  premises  have  been 

used  as  a  gasoline  service  station. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  217-47,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is granted 
under  the  powers  vested  in  the  Board  under  section  55  ot  the 
General  City  Law,  to  permit  the  construction  of  the  pro¬ 
posed  building,  occupied  as  a  portion  of  the  gasoline  service 
station  within  the  bed  of  Beach  73rd  street  as  proposed,  to  be 
widened  as  indicated  on  revised  plans  filed  with  this  appeal 
marked  “Received  March  8,  1947,”  on  condition  that  in  the 
event  the  portion  of  the  premises  are  taken  for  the  widening 
of  such  street,  no  claim  shall  be  made  for  damage  or  cost  ot 
removal  of  building  other  than  that  part  within  the  bed  ot 
73rd  street  and  for  a  fair  cost  of  constructing  a  new  enclos¬ 
ing  wall  along  the  new  street  line ;  that  the  cost  of  such  work 
shall  be  determined  by  the  court  and  shall  be  subject  to 
amortization  at  the  rate  of  5%  per  annum ;  that  any  pumps 
erected  on  the  premises  shall  be  not  nearer  than  10  ft.  to  the 
Beach  Channel  drive  or  the  line  of  the  new  proposed  widen¬ 
ing  of  Beach  73rd  street. 


133-47-A 

APPLICANT— Robert  G.  Zetsche,  for  Stohldrier  and 
Zetsche  and  Kaelber  and  Wassdorf  (Fanny  harmer 
Candy  Shops,  Inc.,  owner). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  . 

PREMISES  AFFECTED— 3825  Corlear  street,  southwest 
corner  of  West  240th  street  and  southeast  corner  of 
Tibbett  avenue  (Block  3414B,  Lots  40,  48,  52,  59, 
62  65,  69,  74  and  75),  Borough  of  The  Bronx. 


THE  RESOLUTION  (133-47-A) 

Whereas,  Robert  G.  Zetsche,  for  Fanny  Farmer  Cand 
Shops,  Inc.,  owner,  filed  February  14,  1947  an  appeal  froi 
a  decision  of  the  borough  superintendent,  affecting  premise 
3825  Corlear  avenue,  southwest  corner  of  West  240th  stret 
and  southeast  corner  of  Tibbett  avenue  (Block  3414B  Lot 
40,  48,  52,  59,  62,  65,  69,  74  and  75),  Borough  of  The  Brom 

Whereas,  the  decision  of  the  borough  superintendei 
dated  January  28,  1947  on  Fire  Prevention  Applic.  120- 

reads  :  ,  , 

“2  Gasoline  storage  tank  for  garage  may  not  excel 

550  gallon  capacity.  Sec.  C19-69.0  of  the  Administrate 

Code.” 

^Whereas,  the  applicant  states  that  the  building  which 
in  the  course  of  erection  will  be  2  stories  and  penthou 
(39  ft.)  in  height,  237  ft.  10  in.  by  200  ft  in  area, 
class  1  construction,  located  in  an  unrestricted  use  B  ai 
class  VA  height  district  and  used  and  occupied:  cellar 
storage  and  boiler  room  and  engineer’s  room— 10  person; 
1st  floor— garage,  factory  and  offices— 190  persons;  2. 
floor— factory— 132  persons;  penthouse— factory— 2  persor 
that  the  building  will  be  equipped  with  a  two  source  sprink 
system  throughout;  that  there  are  four  3  ft.  8  in.  wide  st 
stairs  enclosed  in  brick  and  tile  partitions,  equipped  wi 
kalamein  self-closing  doors  and  leading  direct  to  street  ai 
two  will  lead  to  roof  bulkhead;  and 
Whereas,  the  applicant  states  that  the  proposed 
gallon  gasoline  storage  tank  in  question  will  be  installed, 
the  yard  for  the  purpose  of  serving  the  company  trucks ,  . 

Whereas,  the  applicant  contends  that  the  building  res 
on  piles  driven  through  fill  screened  of  rocks  into  und- 
lying  ground;  that  inasmuch  as  the  tank  is  to  be  instal 
in  present  rock  and  earth  fill,  the  possibility  that  some  set  • 
ment  may  occur  as  the  fill  compacts  must  be  considered ,  t 
to  minimize  the  amount  of  piping  subject  to  this  hazard 
is  requested  that  the  Board  permit  the  installation  of  J 
1100  gallon  tank  in  place  of  two  550  gallon  tanks  wh 
would  be  permitted  under  the  code ;  that  the  company  op 
ates  a  fleet  of  trucks  for  the  delivery  of  its  own  produ 
to  its  retail  stores;  that  these  trucks  will  be  house 
garage  at  the  south  end  of  the  building  access  to  which 
through  a  yard  adjoining  same;  that  all  other  requiremu 
of  the  Administrative  Code  will  be  complied  with. 

Resolved,  that  the  decision  of  the  borough  superintend, 
acting  on  Fire  Prevention  Applic.  120-47,  Objection  2,J 
and  it  hereby  is  modified  and  that  the  appeal 
hereby  is  (/ranted  on  condition  that  not  more  than  one  g* 
line  storage  tank  shall  be  installed  on  the  Premises; 
such  tank  shall  be  for  the  storage  of  gasoline  forcotnr. 
trucks  only;  that  the  tank  shall  be  not  nearer  than 
to  anv  building  on  an  adjoining  lot,  otherwise  shall  be  loc- 
as  indicated  on  plans  filed  with  this  appea  marked  Kece- 
February  14,  1947,”  that  the  tank  shall  not  exceed  I- 
gallons  capacity  and  shall  comply  with  the  r^quireman  > 
the  Oil  Burner  Rules  of  the  Board  as  to  construction 
thickness  of  metal,  otherwise  shall  be  constructed, 
installed  in  accordance  with  the  requirements  ot  bet- 
C19-59.0,  paragraph  m  of  the  Administrative  Code. 


134-47-A  , ,  TT  . 

APPLICANT — R.  L.  Heeren,  for  The  Brooklyn  Union1 

Company,  owner. 
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T  Appeal  from  a  decision  of  the  borough  superin-  that  th<»  -n'r  *•  , 

tcndent.  g  pem  J'iat Jl le  ai.r  f?r  combustion  is  taken  from  outside  the  build- 

^EMISES  AFFECTED — 94-51,  158th  street,  east  side  deds in? *filter&  that  as  !°  Objection  6,  of  the 
387  tt.  south  of  Beaver  road  (Block  10099  l  ot  80)  with  two  M-  'u  W°  besel  engines  will  he  provided 

Jamaica.  Borough  of  Queens.  '  ''  Eli ,7?, "  8,I<T“?  "kI  ,wo  10  in  exl,Illlst  Pi|*» 

EAR  AN  CES —  '™d  ng  s  lencer,s  to  the  atmosphere  ;  that  all  this  equip- 

For  Applicant:  R.  L.  Heeren,  L.  A.  Hunziker  and  and  the'  ton’s  OI]  the*  r°°f  of.,the  Pumping  station 

W.  M.  Wepfer.  ?7 V 1 V )f  the a.exhaust  pipes  will  terminate  at  least 

'  ^  HoSg  anfBuiwtT0'  L  B*d"*  ^  °f  ^  T**  -  <°  7,  issued 

jTION  O^BOARD-Appea.  granted  on  condition.  i( ttSljrKUf^ 

Affirmative:  Chairman  Murdock,  Commissioner  s  hiTity1  oT^eH^rv0^/110115 \  ^  tor  guard  against  the  pos- 
Blum  and  Depute  Chief  Guin^e  3  nadnl  thl  n  'i°ne,  rUck  °f  imProPer  oil  contami- 

Negative:  . .  .  n  7^  ent,re.  15,000  gallons  the  tank  is  divided  in  two 

Absent:  Commissioner  Savage . .  ” ! .  1  du  m  ns^-m  d wfC  0  °nS’  "ece?fltatiag  t-he  installation  of  two 

s  .  1  pui?ps  and  two  access  hatches;  that  the  possibility  of  using 

IE  RESOLUTION  (134-47- A)  ordinary  pumps  in  a  deep  pit  taking  their  suction'  from  thf 

Vhereas,  R.  L.  Heeren,  Brooklyn  Union  Gas  Company  wit  b  -it  Wa-  co?.sldered  J  that  it  was  found  that 

ner,  filed  February  11,  1947,  an  appeal  from  a  decision  would  flood  thi  n-?6  ^pe,hne  using.  such  an  arrangement 
the  borough  superintendent,  affecting  premises  94-51  it  is  thereto,  6  Plt  a°j  °'  vapo.rs  rn'gbt  collect  there;  that 

th  street,  east  side,  387  ft.  south  of  Belver  r™  d  ( Block  hat  7  T  the  deep  ^eH-type  of  pump; 

99,  Lot  80),  Jamaica,  Borough  of  Queens-  and  hound-  thut  3  a  angeiJient  the  pumps  cannot  become  vapor- 

Vhereas,  the  decision  of  the  borough  superintendent  these  T7'A  be  ,P°,SS,ble  t0  mount  the  motors  for 

ed  January  21,  1947,  on  Misc.  Applic.  13490-46  reads-  closure  that  °JVha*ches  be  °W  fround  Wlth  a  suitable  en- 

“4-  Auxiliary  tank  (day  tank)  in  excess  capacity  of  vapors^ ^ ’collect  abmit5  the  fssibility  of  ha™g  oil 

60  gallons  is  contrary  to  Rule  2.3.1  Fuel  Oil  "  obfertinn*  bit  b 4  th  J (?tors,;  that  to  overcome  these 
.  5-  Diesel  engines,  pumps,  and  the  arrangement  and  leaving  the  Wer*  cesigned  to  pro->ect  above  ground 

installation  thereof  to  be  of  an  approved  fype  as  re  the  aCCe s  hatehS  ^Tt  ,°Ut  the  °pen  air-'  that 

quired  by  rules  of  the  Board.  '  fnr  Hpan!™  o  t  7  be  C?mpletel.y  eliminated  and  access 

6.  Oil  engines  to  exhaust 'through  a  separate  legal  hatches-  thft  hi  ^1?°  be-  pro.vlded  through  the  pump- 

flue,  etc.  Rule  12.1.  8  1  'Cgal  that  tb‘s  wou,ld  rfiuire  the  removal  of  the  pumps 

7.  All  portions  of  tank  shall  be  buried  at  least  2  ft  to  iiS  s/??  t0  7°K\  this  h  is  prop°sed 

below  the  grade  level.  Rule  6.3  1  ”  tint  in  Vb  ?  ^ °  hatches’'  that  the  main  body  of  the 

tank  T /he  entire  oil  storage  will  be  at  least  2  ft.  below 

•'here a s,  the  applicant  states  that  the  tanks  in  question  oil  type  gaskets-3 tb^/ J^b  ^  CTrS  W,iU  be  Provided  with 
consist  of  one  15,000  gallon  Diesel  oil  tank  10  ft  in  and  theirTmrbU  fl  her  Pa  ’  SUch  as  fil1  pipe>  gauge 

nTm  ffigh'b6  Wt™*’  ,and  °ne  5f°  ga,1°n’.4  tank!  ^n6~g  ***  “d  Vem  **  wi]I 

plot  will  be  of  Class"  3 * constractiin  and  ' whereon"  of ^ffie^flding^^fb""1  fUbrth-f  f°ntei?ds  that  the  plans 

Clark  nemiS.eS  WdI  be  USed  and  OCCupied  as  foll°ws:  intendent  unde?  N  B  Applic"  10108 "and  l  6  SUPC-' 

Clark  Diesel  engine  compressors  will  be  installed  for  therefore  requested  thmThi  rf,?  and  approved ;  that  it  is 

ping  gas,  one  15,000  gallon  underground  tank  for  storing  of  the  hnrnno-b  C,1TJ  ’  l  thf  ^oard  modlfy  the  requirements 

for  Diesel  Engines  and  for  30  h.p.  boiler  will  be  in-  application  -,?d  n  perin^nd?nt  acting  on  the  fire  prevention 

ed  and  one  550  gallon  day  tank  for  feeding  Diesel  en-  Resofrrrl  ^  instal,ation  as  herein  proposed. 

S  aiS TTT^t 

,gu,sh,„g  system  will  be  installed  on  the  proposed  day  hereby  Is  granL '\n "rtSCthaMhe'1 ^tasStn'shali' ^ 
hereas,  the  applicant  states  that  the  premises  are  lo-  t^lat'iffaltfo^  subtftantial.ly  as  proposed  and  to 

•  ir  U,,reStriC,ed  USe  A  area-  ClaSS  ««  lKi«ht  dis-  T’TTTi,  ^  Cavity 

hereas,  the  applicant  contends  that  the  new  gas  pump-  nectecMo  Vhe  30° V/  bllf  f°b  feeding  the .  oil  burner  con¬ 
stat, on  now  being  constructed  on  these  premises  ?s  sha  he  fe  livin'  er  7  grav!ty*  that  such  burner 

ntly  needed  on  account  of  the  anticipated  heavy  ga?  thz  th,  fiZ  fi/J-  pump  fr?m  the  underground  tank; 

md  next  winter;  and  anticipated  heavy  gas  tha r  the  fire  fighting  equipment  shall  be  Maintained  as  pro- 

hereas,  the  applicant  contends  as  to  Objection  4  that  commissioner'-  Thft  ^771°^  Hnd  r«luired  by  the  fire 

j, /?°  small  that  two  800  h.p.  Diesel  engines  will  be  _ _ 

ueu  and  with  both  engines  running  at  full  load  the  255-42-S 
sumption  '''OI  be *2,000  gallons  per  day  requiring  the  4PPT  TDAIVT  r  m  ,  1 

)sed  5a0  gallon  day  tank  to  be  filled  3  6  times  a  dav  '  '  t  T~ Oscar  Goldschlag,  for  Silverberg  and 

eas  a  60  gallon  tank  would  be  required  to  ^filled  SUBIErT-ATV1"?’ °TerS' 

™!. a  day.  makmg  the  operation  highly  difficult  as  the  ‘  Cm  AppIlcatl°n  fo,r  consideration— reopening  and 

"ill  be  filled  by  manually  started  pumps  from  the  large  J  ,™"1  resolution  re  Variation  of  the  labor 

rground  storage  tank ;  that  the  proposed  550  gallon  S  a?  ?ted  .In  a  decision  of  the  borough  superin- 

ank  will  be  located  on  the  roof  of  the  pumping  station  PR TTA/tt granted  on  condition), 

able  the  oil  to  be  fed  by  gravity  to  the  Sgfnes  and  PREMISES  AFFECTED— 358  East  145th  street,  south  side, 

*  provided  with  an  overflow  line  to  return  any  excess  BntnJJh  nfu  Tphird  aVCnue  (BIock  2306>  Lot  66>- 

;a'ie  SUr"  tanki  *!“*  »  fl*™  arresting  vent" and  APPEARANCEsi  °nX 

™at  2 S  be  under*1  pressure*^  S  &  W**,  '  9™™***. 

1EFAS,  the  applicant  contends  that  as  to  Objection  5  For  Administration :  Samuel  L.  Becker,  Dep’t  of 

'gines  proposed  are  two  cycle,  full  Diesel  type  in  which  ACTION  OF^°B01ARn  ^Ulldings- 

?n«t>on  ,s  accomplished  by  the  heat  of  compression;  usual  pro^effimf  PP  C  "  reopened’  subj'ect  to 
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THE  VOTE  TO  REOPEN—  ,  „  .  .  _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . . . .  i 

Absent :  Commissioner  Savage  . 


SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  .  .  ,  ,  ,  ,  . 

PREMISES  AFFECTED — 623  Linden  boulevard  nonh- 
west  corner  of  Last  45th  street  (Block  4<  ftrs  Lot, 
26),  Borough  of  Brooklyn. 

APPEARANCES—  _  r.  .  ,  A/f  .  r 

_  por  Applicant:  Morton  S.  Calm  and  Maurice  E. 

„  .  -  Biederman.  .  _  ~  u  J 

1005-46-A  c  r~  •  T-T-iU  For  Administration :  Samuel  L.  Becker,  Dep-t  oL 

APPLICANT— Williams  and  Harrell,  for  Carnegie  Hall.  Housing  and  Buildings. 

Inc.,  owner.  ...  ■  „  •  ,  ACTION  OF  BOARD — Laid  over  to  April  8,  1H7  a. 

SU  B I  EOT— Application  for  consideration— reopening  and  2PM  for  inspection  by  a  committee  of  tin, 

'  restoration  to  calendar  re  Appeal  from  a  decision  ■ 

of  the  borough  superintendent  (previously  with-  13  d _ 

APPPAPANTKS _  Department  Store,  lessee). 

A1  I  EA|^N^^cant;  Cad  F  Brauer.  (  .  SUBJECT-Appeal  from  a  decision  of  the  borough  super 

For  Administration  :  Samuel  L.  Becker,  I)ept  ot  REM ]  SE^S 'a'fFECTED— 2501  Grand  Concourse,  north 

ACTION  OF  ^O/^D— Appea^reopened,  sublet  to  usual 

THF  VOTE  t'o  REOPEN—  APPEARANCES— 

'  3  ■  &  Becker,  Pep,  , 

piuin  i  j  .  o  Housing  and  Buildings. 

aSS? '  Commissioner  Savage  .  >  ACTION  ^BOARD-^jjd^Mo  .  Apri  8.JW. 

-  records  from  Dept,  of  Housing  and  Buildings. 


23-47-A 

APPLICANT — M.  Milton  Glass,  for  Mayer  and  Whittlesey, 

Moe  Friedel,  owner.  .  .  , 

SUBJECT' — Application  for  consideration  reopening  and 
restoration  to  calendar  re  Appeal  from  a  decision  of 
the  borough  superintendent  (previously  dismissed). 
PREMISES  AFFECTED — 72-78  Underhill  avenue  west 
side,  56  feet  south  of  Bergen  street  (Block  114a. 
Lot  43),  Borough  of  Brooklyn. 

For  Applicant :  M.  Milton  Glass  and  A.  H. 

Tischler.  ,  _  .  n 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings.  . 

ACTION  OF  BOARD — Request  to  reopen,  denied  ine 
Board  deemed  that  the  appeal  should  not  be  re¬ 
opened  to  consider  proposed  strengthening  of  the 
floor,  when  the  load  proposed  does  not  meet  the 
requirements  for  120  lbs.  per  superficial  foot. 

THE  VOTE  TO  REOPEN—  Q 

Affirmative  :  . . . 

Negative.  Chairman  Murdock,  Commissioner 

&  Blum  and  Deputy  Chief  Guinee .  4 

Absent:  Commissioner  Savage  .  J 


158-47-A  "  .  ci 

APPLICANT — Sidney  Daub,  for  Jack  Martin  Auto  Sal 

Inc.,  owner.  .  ,  .  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  supe 

PREMISE^ 'aFFECTED — 455-459  10th  avenue  west  sic, 
74  ft.  1  in.  south  of  West  36th  street  (1st  floor 
(Block  707,  Lot  33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub 
For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings.  7  . 

ACTION  OF  BOARD— Laid  over  to  April  8,  I W  ■ 
?  p  M  for  applicant  to  file  correct  plans. 


293-43-A 

APPLICANT— Conran  Standpipe  Co.,  for  Long  Island 
Railroad  Co.,  owner. 

SUBTECT— Application  reopened  January  28,  ish/  re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  and  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 121-151  Flatbush  avenue,  east 
side  from  Hanson  place  to  Atlantic  avenue  and 
2-27  Hanson  place  (Block  2001,  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Conran.  7 

\CTION  OF  BOARD— Laid  over  to  March  18,  104/  at 
2  P.  M.  to  obtain  plans  and  application  as  hied  in 
Dept,  of  Housing  and  Buildings. 


123-47-A  t  , 

APPLICANT— Lama  and  Proskauer,  for  Theodore  Rosen¬ 


berg.  owner. 


ZONING  APPLICATIONS  &  tj 

624-39-BZ 

APPLICANT— Lama  and  Proskauer,  for  Lobe  KM 
Corp.,  owner. 

SUBJECT— Application  for  consideration— reopening 

approval  of  plans— Application  (decision  of) 
borough  superintendent)  previously  granted  one 
dition,  under  section  7f  of  the  zoning  resduM 
permitting  in  a  business  use  district,  the  ere 
of  a  gasoline  service  station,  lubntorium  and 
washing  for  a  term  of  ten  (10)  years. 
PREMISES  AFFECTED— 178-02  to  178-08  Union  tu 
pike,  south  side,  400  ft.  <*ast  of  Utopia  park' 
(Block  7227,  part  of  Lot  24),  Flushing,  Boroug 

Queens. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Samuel  L.  Becker,  Dep  ; 
Housing  and  Buildings.  j  J 

ACTION  OF  BOARD— Application  reopened  and  Pr 
approved.  v 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLA. . ' 

Affirmative:  Chairman  Murdock,  Commission 

Blum  and  Deputy  Chief  Guinee . . 

Negative:  . . . . 

Absent:  Commissioner  Savage  . 


MINUTES 


HE  RESOLUTION  (624-39-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
solution,  to  permit  the  change  of  use  from  stable  to  gaso^ 
ic  service  station,  lubritorium  and  car  washing,  for  a  term 
3Jars'  a^ing  premises  178-02  to  178-08  Union  turnpike, 
u  h  side  400  ft  east  of  Utopia  parkway  (Block  7227,  part 
Lot  *-4),  Flushing  Borough  of  Queens,  was  granted  bv 
e  Board  on  July  23,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  submitted  plans  for  approval  by 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reb\  approve  plans,  as  substantially  in  compliance  with 
;  resolution  adopted  by  the  Board  on  July  23  1946  said 
ms  submitted  October  22,  1946  (7  sheets),  (N.B.  Applic. 
19-45). 

5-41-BZ 

3pLICANT— BQvvsner,  Katz  &  Polinskv,  for  August 
Bindnm,  owner. 

^®-^ECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  garage  for  more  than  five  motor  vehicles  and 
r\tro?’S^'ne  service  station  for  a  term  of  five  years 
EMISES  AFFECTED — 68-72  North  Henry  street,  east 
side  50  ft.  south  of  Engert  avenue  (Block  2729 
Lot  20),  Borough  of  Brooklyn. 

PEARANCES— 

For  Applicant :  Samuel  Polinsky. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

E  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage .  1 

E  RESOLUTION  (786-41-BZ) 

(hereas,  this  application  under  section  21  of  the  building 
resolution,  to  permit  in  a  business  use  district,  the 
rersion  of  occupancy  of  an  existing  building  to  a  garage 
nore  than  five  (5)  motor  vehicles;  premises  68-72  North 
ry  street,  east  side,  50  ft.  south  of  Engert  avenue 
•ck  2729,  Lot  20),  Borough  of  Brooklyn,  was  granted 
ie  Board  on  March  24,  1942,  on  certain  conditions;  and 
hereas,  the  applicant  requested  an  extension  of  the 
of  variance. 

■solved,  that  the  Board  of  Standards  and  Appeals  does 
)y  amend  the  resolution  adopted  March  24,  1942,  only 
ir  as  it  has  reference  to  the  term  of  the  variance,  so 
as  amended,  this  portion  of  the  resolution  shall  read: 

‘*  *  *  granted  under  section  7f  for  a  term  of  five 

v5)  years  from  the  date  of  this  amended  resolution,  to 
>ermit  the  existing  building  to  be  occupied  as  a  non- 
torage  garage  for  not  more  than  ten  (10)  cars,  on 
ondition  *  *  * ;  that  other  than  as  amended  herein, 

he  resolution  adopted  March  24,  1942  shall  be  com- 
•lied  with  in  all  respects  and  that  a  certificate  of  occu- 
•ancy  shall  be  obtained.” 


6-BZ 

LI  CANT — Colonial  Beacon  Oil  Company,  for  Haas 
Realty  Corp.,  owner. 

IECT — Application  for  consideration — reopening  and 


approval  of  plans  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con- 
<  it  ion,  under  section  7f  of  the  zoning  resolution 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  auto 
laundry  and  lubritorium  for  a  term  of  ten  (10) 
years.  ■  v  ' 

PREMISES  AFFECTED-2018-2032  Stillwell  avenue  and 
Aoi-n  r  stree1,  northwest  corner  (Block 

APPEARANCES^’  Sh  °f  Br00klyn' 
f  or  Applicant :  Joseph  B.  Lvnch. 

For  Administration :  Samuel  L.  Becker  Dep’t  of 
A  _ _  Housing  and  Buildings. 

ACTION  Ob  BOARD— Application  reopened  and  plans  ap¬ 
proved. 

I  HE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  q 

Absent :  Commissioner  Savage  . l 

THE  RESOLUTION  (904-46-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  auto  laundry 

■  SonTc0!,3  tf,rm  of  ten  (1())  -vears>  affecting  prem¬ 
ises  2018-2032  Stillwell  avenue  and  2551-2561  86th  street 

northwest  corner  (Block  6860,  Lot  28),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  February  4  1947  on 
certain  conditions ;  and 

Whereas,  the  applicant  submitted  plans  for  approval  bv 
the  Board.  J 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
inm  .the  drawings  marked  “Received  March  3, 

y4/  (4  sheets)  as  being  substantially  in  compliance  with 

the  resolution  adopted  by  the  Board,  on  condition  that  the 
boilerroom  shall  be  separated  from  the  rest  of  the  building 
by  fireproof  construction;  that  the  wall  along  the  rear  lot 
line  may  be  reduced  to  4  feet  for  a  distance  of  6  feet  from 
86th  street  and  on  Stillwell  avenue,  instead  of  5  feet  as 
required ;  that  the  brand  signs  shall  not  extend  more  than  4 
feet  beyond  the  building  line  instead  of  5  feet  as  shown. 

253-23-BZ 

^4  I  LIC  ANT  Andrew  Palmieri,  for  Vernon  Terrace,  Inc., 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  garage  for  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 14-18  East  98th  street,  west 
side,  102  ft.  south  of  East  New  York  avenue  (Block 
.  4600,  Lots  15-23),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Andrew  Palmieri. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . ’  q 

Absent :  Commissioner  Savage  .  1 


(Remaining  minutes  of  the  meeting  of  March  11,  1947 
will  be  printed  in  the  Bulletin  of  March  25,  1947.) 


tlicants,  under  the  building  zone  resolution,  are  en- 
to  one  copy  of  Form  7NO. 

they  desire  additional  copies,  for  their  owtl  conven- 
in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1015,  Municipal  Building,  Manhattan,  at  three  cents 
each  postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


309 


RULES 


RULES  FOR  LKJUEnERS  USEO  TO  CONVERT  S°L|D  CARBON  DIOXIDE^TO  A  L  Q  D 

AND/°sect.onSc  19-9^Lo"^OF^  the  ^administrative  code 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  26,  1936 
'  EFFECTIVE  JULY  27,  1936. 


Authority: 


(262-35-SR) 


Pursuant  to  the  authority  vested  m  the  Board  of  Si lani¬ 
ards  and  Appeals  by  Section  666  of  the  New _  )  ork  City 
Charter,  for  the  carrying  into  effect  the  provisions  of  . 
lion  C  19-94.0  of  the  Administrative  Code. 


Rule  1.  Certificate  of  Approval. 


A  Certificate  of  Approval  shall  lie  obtained  by  the  manu¬ 
facturer  from  the  Fire  Chief  and  Commissioner  for  each 
type  of  liquefier  or  converter  to  be  used  for  the  conversion 
of  solid  carbon  dioxide  to  liquid  carbon  dioxide  as  in  ful 
compliance  with  these  Rules.  A  Certificate  of  Approval 
3  also  be  obtained  from  the  Fire  Chief  and  Commis¬ 
sioner  for  each  system  used  to  convert  solid  carbon  dioxide 
to  liciuid  carbon'  dioxide  for  filling  portable  cylinders  or 
other  containers  as  in  full  compliance  with  these  Rules. 


Rule  2.  Certificate  of  Fitness. 


A  Certificate  of  Fitness  shall  be  obtained  from  the  Fire 
Chief  and  Commissioner  for  each  operator  of  a  h.quefier 
system  used  to  convert  solid  carbon  dioxide  to  liquid  car¬ 
bon  dioxide  for  filling  portable  cylinders  or  other  containers. 


Rule  3.  Inspection  Test  Report. 


A  disinterested  inspection  service,  approved  by  the  Fire 
Chief  and  Commissioner,  shall  inspect  all  material  an 
workmanship  of  all  liquefiers  at  the  place  ofmanufatur 
and  shall  verify  compliance  with  these  Rules^  witness  all 
tests  and  shall  furnish  the  Fire  Chief  and  Commissioner 
with  a  test  report  as  follows :  , 

A  Test  reports  for  liquefiers,  other  than  redesigned  portable 
cylinders,  shall  show  all  information  called  for  in  para¬ 
graph  23,  I.  C.  C.  Specification  3 A,  except  as  follows. 

1  “Marks  stamped  into  shoulder  of  cylinder.  This 
shall  be  as  per  Rule  “11  Marking”  hereinafter  speci¬ 
fied.  Actual  markings  shall  be  shown  on  test  report. 

2  “Record  of  hydrostatic  tests.”  This  shall  be  as  per 
Rule  “9  Testing”  hereinafter  specified. 

3.  Statement  shall  be  furnished  that  hquefier  covered 
in  said  test  report  comply  with  these  Rules,  anc 
Certificate  of  Approval  Number  for  the  type  of 
liquefier  covered  in  said  test  report. 
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10.  Elastic  expansion  obtained  on  cylinder  before  con¬ 
version.  .  ,  ...  ,  , 

11.  Outside  diameter  and  length  of  cylinder  before  con¬ 
version.  ,  f 

12.  A  statement  that  the  above  cylinders  before  con¬ 
version  into  liquefiers  were  tested  in  a  water  jackei 
in  accordance  with  these  Rules  and  1.  C.  L.  Regu¬ 
lations  and  the  results  appear  above. 

Abatement  that  the  top  thickness,  opening  for  covei 
plate  and  distance  across  the  corner  where  the  sidj 
wall  meets  the  bottom  and  at  4o  to  the  side  wall 
was  measured  and  the  dimensions  were  found  to  con 
form  with  Rule  6,  F.  G.  H.  and  1. 

A  statement  that  after  assembly  each  hquefier  wa 
given  an  open  hydrostatic  test  to  3,000  lbs.  and  tin 
pressure  was  held  for  at  least  two  minutes  wither 
showing  a  pressure  recession  of  more  than  75  lbs. 

15  The  liquefier  was  marked  as  follows:  (bee  Rule  1 
Marking”  for  requirements.) 

16  A  statement  that  these  liquefiers  conform  to  the. 

rules,  and  that  the  type  of  liquefier  has  been  a 
proved  under  New  York  City  Fire  Department  Ce 
tificate  of  Approval  Number . 


14. 


Rule  4.  Construction  Other  Than  Sere 
Thread  Type. 


New  liquefiers  designed  for  the  purpose  of  converti 
solid  CO2  to  liquid  CO2  shall  be  constructed  of  seamle 
drawn  steel  in  accordance  with  Specifications  of  1.  L. 
governing  cylinders  for  CO2.  Closure  devices  other  th 
ferew  thread  type  shall  confortfi  with  the  following. 


The  minimum  wall  thickness  for  a  test  pressure 
3,000  lbs.  per  sq.  in.  shall  be  in  accordance  with 
following  formula: 

t  =  OD  x  P  x  .43 


Where  OD  =  Outside  diameter  of  container, 
t  =  Wall  thickness. 

P  =  3,000  lbs.  PSI.  .  .  ,  /, 

S  =  Minimum  yield  point  of  hard  steel  ( 
to  be  figured  in  excess  of  50,000  lb' 


B. 


B  Test  report  for  converted  portable  cylinders  for  hquefier 
'  use  shall  show  for  each  converted  cylinder  the  follow¬ 
ing: 

1  Liquefier  Serial  Number. 

2.  Original  number  of  cylinder  used  for  conversion. 

3.  Original  ownership  initials  of  cylinders  used  for 

4.  Original0?;  C.  C.  marking  of  cylinder  used  for  con- 

5.  Original  manufacturing  test  date  of  cylinder  used 
for  conversion,  and  name  of  original  manufacture  . 

6  Test  pressure  applied  to  cylinder  before  conversion. 

7.  Total  expansion  obtained  on  cylinder  before  con- 

8.  Permanent  expansion  obtained  on  cylinder  before 

9.  Per  cent  expansion  obtained  on  cylinder  before  con- 


c. 


D. 


F. 


G. 


H. 


The  “Top”  is  defined  as  that  portion  of  the  hque 
in  which  the  closure  device  is  installed  and  where  t 

The^mhrimum  thickness  of  the  top  before  machir 
shall  be  at  least  3}4  times  the  wall  thickness.  . 

The  minimum  thickness  of  the  top  after  machining  .  • 
be  at  least  3  times  the  wall  thickness 
The  minimum  distance  from  edge  of  the  hole 
chaped  for  the  closure  device  to  the  outside  of  wall  s< 
be  4*4  times  the  wall  thickness.  ,  i 

The  maximum  width  of  the  machined  seat  shall  no, 
more  than  l/2  times  the  wall  thickness. 

The  outside  radius  connecting  the  top  of the Q  j 
to  its  side  wall  shall  not  be  more  than  I/2  times 

wall  thickness.  .  ,«  +rw  tv,P( 

The  inside  radius  connecting  the  side  wall  to  the 
before  machining,  shall  not  be  less  than  2*4  times 

wall  thickness.  '  ,  •  r  t. 

In  lieu  of  the  requirements  as  set  forth  in  L 

inclusive  above:  insure  ' 


tforci  nn 
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RULES 


Shall  be  designed  with  a  factor  of  safety  of  not  less 
than  two  at  a  test  pressure  of  3,000  lbs.  'per  sq.  inch 

each  vnTnf  ’f  ’fi  "Tf  by  3  test  to  ^ruction  for 

“all  !1>aPve°bL!,T^d.bef0re  3  Cer,ifica,c  °f 

A  large  fillet  shall  be  provided  in  the  corner  of  the 
machined  seat  where  it  meets  the  inside  radius. 

lie  5.  Construction  Screw  Thread  Type. 

'd^'co** ‘/^epri*edi,^iir  purP°se  of  converting 

wn  steel  in  »  S°  be  cotlstructed  of  seamless 

wn  steel  in  accordance  with  specifications  of  I  C  C 

erning  cylinders  for  CO2.  Closure  device  of  the  screw 

iad  tyPe  shall  conform  with  the  following- 

’  ?iinimum  wa0  th‘ckness  for  a  test  pressure  of 

Ifdbw'S  formula S',a"  ^  aCCOrda"c<-  witl' 

t=OD  x  P  x  .43 


.  S 

W  here  OD=Outside  diameter  of  container. 
t=W'all  thickness. 

P =3,000  lbs.  PSI 

S=Mmimum  yield  point  of  hard  steel  (not 
.  to  be  figured  in  excess  of  50,000  lbs  ) 

Jf'safetv^f0^!16,  devr  Sh,a11  be  desi"ned  with  a  factor 
.atct>  of  not  less  than  4  at  a  test  pressure  of  3  000 

)s.  per  sq  in.  and  the  wall  thickness  after  cutting 
above  Sha  n0t  )C  leSS  than  that  sPecified  in  Rule  5-A 


e  6. 


Conversion  of  Portable  Cylinders 
for  Liquefier  Use. 

amless  portable  cylinders  made  to  I.  C.  C  Specifica- 

for,0aXy^e.n  or  carbon  dioxide  and  originally 
ned  and  used  for  the  transportation  of  compressed  oi¬ 
led  gases  shall  be  acceptable  for  alteration  or  conve?- 

on'diticms  °n  dl0Xlde  ll(iuefiers  only  under  the  follow- 

-.y  finders  which  have  been  in  a  fire  shall  not  be  used 
or  conversion  into  liquefiers  until  they  have  been 

^nd  reLested  a.s  specified  in  para¬ 
graph  4-3,  of  the  I.  C.  C.  Regulations. 

.ylinders  which  show  surface  dents,  or  which  fail  to 
ive  a  clear  ring  on  being  struck  with  a  hammer,  shall 
ot  be  used  for  conversion  into  liquefiers. 

\nt°  ,iq.uefiers-  each  cylinder  shall  be 
Jbmitted  to  a  hydrostatic  test  of  3,000  lbs.  pressure 

*  a  'vauer/f-,J,ack'rt  under  the  conditions  specified  in 
Sgr3  424  °f  ?e  1  C-  C  Regulations  and  the 
)tal  and  permanent  expansion  shall  be  recorded.  A 
/hmler  shall  be  condemned  when  it  leaks  or  when  the 

-rmanent  expansion  exceeds  10  per  cent  of  the  total 
tpansion. 

f  the  hydrostatic  test  in  the  water  jacket  the  net 

mSsion?Xf?nS  iKt0tal  ex5ans1!on  less  Permanent  ex- 
insion)  at  3,000  lbs.  exceeds  the  allowable  limit  given 

t^,bIe  fo[  the  tyPe  of  cylinder  involved, 
/■  hufier  shall  not  be  used  for  conversion  into  a 

rh.cf  cublc  capacity  of  a  cylinder  to  be  tested 

r  tt'u  sta,ndai;d  capacity  giveh  in  the  table 

hat  t\pe,  then  the  allowable  limit  of  elastic  expan- 
)n  will  be  varied  in  the  same  proportion. 


ipc 

oxygen 

oxvgen 

CO2 


TABLE  I. 

Cubic 

Capacity 

2,660  cu.  in. 
2,660  cu.  in. 
2,360  cu.  in. 


Elastic  Expansion 
Allowable  Limit 
170  c.c. 

170  c.c. 

150  c.c. 


"  fir A»3f!MS5 

sir 

F  fj™  SU&LS 

TABLE  IT. 

Type  Minimum 

220  ft.  oxygen  ....  Bottom  Thickness 

200  ft.  oxygen  bb  !n- 

50  lbs.  CO2  .  -66  m. 

• .  .66  m. 

TABLE  III. 

Type  Maximum 

220  ft.  oxygen  Opening  Permitted 

200  ft.  oxygen  .  %  ?n-  x  7XA  fn- 

50  lbs.  CO2  .  fA\n.x7%m. 

.  5i-kt  in.  x  6^4  in. 

TABLE  TV. 

Minimum  Thickness  across 
corner  at  Point  where  the 
outside  of  the  side  wall 
meets  the  inside  radius  of 
Type  bottom  and  at  45°  to  side 

220  ft.  oxygen  .  f/11 

200  ft.  oxygen  .  .  ff  ?n- 

50  lbs.  CO2  .  ffm- 

.  V&  in. 

G'  Jill  fmaxin?.um  width  of  the  machined  seat  for  the 
gasket  of  liquefier  shall  be  5/16  in.,  and  the  inside 
radius  connecting  this  seat  to  the  side  wall  of  the 
c\  finder  shall  not  be  less  than  yfc  in. 

H.  The  miniirfum  thickness  of  closure  plate  shall  be  5 

Pte  shall  'LalUhiCkneS/  °f  ihe  Ainder'  C The  closure 
M  permitted.  “  g  grilde  °f  b,llet  steel-  Ci>sti"SS 

I.  Before  conversion  into  a  liquefier,  the  cylinder  shall 

Zrh  3  iT  hydrostatic  test  at  the  pressure  at  which 
such  cylinder  was  originally  tested,  provided,  however 
that  no  cylinder  shall  be  converted  unless  for  its  origi- 
i  en  KVaS,teSted  to  3’°°0  lbs-  Pressure.  Such  nfw 
liquefier  ^  3  WatCr  Jacket  before  conversi°"  into  a 

Rule  7.  Spuds. 

Spuds  for  chain  connection's  or  for  reinforcing  valve  or 
pipe  connections  of  not  over  yA  in.  pipe  size  shalf  be  welded 
liquefied  treatment  at  Place  of  manufacture  of  the 


Rule  8.  Safety  Devices. 


Each  liquefier  shall  be  provided  with  two  safety  devices 
of  frangible  disc  type  attached  to  the  liquefier  at  a  poin? 
not  lower  than  6  inches  from  the  top.  The  cross  secfion 
area  of  the  discharge  channel,  or  channels  (of  the  safety 
jlevice  or  devices)  shall  be  at  least  .006  sq.  in.  for  each  25 

for  eLhQf^V  Wa!er  CaPf't/  and  00024  sq-  in-  additional 
tor  each  additional  pound  of  water  capacity.  Safety  de- 

ba™*  0rnmurC  °l,tletS  sha11  be  50  constructed 

less  2t  et7  taYf  a-  combined  total  area  of  not 

less  than  one  and  one-half  times  that  prescribed  for  the 

safety  discharge  channel  The  frangible  disc  of  the  safety 

devices  shall  be  designed  to  release  at  a  pressure  of  not 
more  than  2,000  lbs.  per  sq.  in.  pressure  ot  not 
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Rule  9.  Testing. 


Each  liquefier  after  assembly  shall  be  tested  h>  drostati 
cally  by  an  approved  independent  -'r  °sq  in 

less  than  two  minutes  to  a  pressure  °f  J.000  lbs.  per  sq 

without  showing  SnSsfactmy 

above  required  test. 


E.  When  carbon  dioxide  gas  is  conducted  through  pres¬ 
sure  reducing  valve  between  liquefier  and  point  ot  use, 
the  use  of  a  heater  will  be  permitted  but  said  heater 
shall  be  so  arranged  that  heat  may  be  applied  indi¬ 
rectly.  This  heater  shall  consist  of  a  coil  immersed  in 
water.  The  source  of  heat  shall  then  be  applied  to  the 
water  but  not  directly  to  the  coil. 


Rule  15.  Test  of  Piping. 


Rule  10.  Quinquennial  Test. 


Liquefiers  used  for  any  purpose  shall  be .retested I  aUeast 

ST-S?  =r‘°and  sLT  r £« 

the  time  and  place  of  manufacture  and  the  date  of  retest 
shall  be  stamped  thereon. 


Rule  11.  Marking. 


Each  liquefier  shall  bear  marking  as  follows : 

A.  Name  of  owner. 

B.  Serial  number. 

C.  Name  or  trade  mark  of  manufacturer. 

D.  Date  of  manufacture. 

E.  Test  pressure. 

G  Maximum  ffllng  charge  based  on  filling  to  not  more 
than  68  per  ceat  of  the  water  content  by  we.ght. 


Each  liquefier  or  battery  of  liquefiers  to  be  used  for 
the  filling  of  portable  cylinders  or  other  containers  with, 
liquid  carbon  dioxide  and  all  the  piping  connected  lereto, 
shall  be  hydrostatically  tested  in  the  presence  of  the  repre¬ 
sentatives' of  the  Fire  Chief  and  Commissioner  before 
the  solid  carbon  dioxide  is  first  put  into  the  system.  A 
hydrostatic  pressure  of  2,400  lbs.  per  sq.  in.  shall  be  main¬ 
tained  for  fifteen  minutes,  released  for  five  minutes  and 
again  applied  for  a  period  of  fifteen  minutes  without  an\ 
visible  leak  or  reduction  of  pressure.  This  test  shall  be 
repeated  at  least  every  five  years. 


Rule  12.  Filling. 


Farh  liauefier  shall  be  placed  and  used  in  a  vertical  posi- 
ti“,S  effected  while  liquefier  is  properly  secured. 


Rule  13.  Maximum  Charge. 


T  imiefiers  shall  not  be  filled  with  solid  carbon  dioxide  in 
excess  of  150  lbs.  not  in  excess  of  68  per  cent  by  weig  i 
of  the  water  capacity  of  the  liquefier.  ' 


Rule  14. 


Use  of  CO2  Systems  and  Lique¬ 
fiers. 


Rule  16.  Approval  Systems  for  Filling 
Portable  Cylinders. 


Each  liquefier  or  battery  of  liquefiers  used  for  filling 
portable  cylinders  or  other  containers  shall  be  permanently 
labeled  or' marked  showing  the  Fire  Department  Certificate 
of  Approval  Number  together  with  date  of  last  test. 


Rule  17.  Acceleration. 


Defrosting  or  acceleration  of  liquefication,  shall  be  b 
use  of  wate?  only,  the  water  shall  be  of  a  temperature  no, 
above  85°  Fahrenheit. 

Rule  18.  CO2  Portable  Cylinders. 


A  Carbon  dioxide  liquefier  converting  systems  for  filling 

A-  portable  cylinders"  shall  no.  be  used  m  any  bu.ldmg 
occupied  in  whole  or  m  part  as  a  residence  or  as  a 
multiple  dwelling,  or  as  place _  of  public ; 
in  a  building  not  used  exclusively  for  manufacturing 

B  Ex'S'in  buildings  used  exclusively  for  the  manufac- 
'  ture  of  carbon  dioxide  or  other  compressed  gases,  not 

more  than  8  liquefiers  of  a  “ax™.  Tffheaded 

fn^UL^ 

c  Liquefiers Cmay ‘be  mani folded "o^ly  by  .be  use  of  extra 
heavy  steel  or'  wrought  iron  pipe,  or  extra  heavy  seam¬ 
less  copper  or  brass  tubing,  of  not  larger  than  H  "<■ 
J  p  s  Fittings  shall  be  high  pressure  forged  steel  oi 

D  a  frangible  disc 

safety  device  of  the  same  size  and  type  as  those  pre¬ 
scribed  for  the  liquefier,  and  designed  to  release  at  a 
nressure  of  not  more  than  2,000  lbs.  per  sq.  m  In 
addition  the  liquid  manifold  shall  be  protected  by  a 
spring  safety  valve  so  set  as  to  relieve  the  pressure  at 
not  more  than  1,600  lbs.  per  sq.  in. 


A  Portable  cylinders  or  other  containers  to  be  filled  wit 
liquid  carbon  dioxide  shall  be  constructed  and  markd 
in  accordance  with  the  Specifications  of  the  Interstat 
Commerce  Commission  for  carbon  dioxide  cylmde 
and  shall  have  been  tested  within  intervals  of  n 
more  than  five  years  as  evidenced  by  offjcl^  ||iarkin 
Cylinders  not  so  constructed  and  marked  shall  not  c 

filled  with  carbon  dioxide.  .  .  ,  ; 

B  The  maximum  filling  of  liquid  carbon  dioxide, 

one  pound  allowable  variation  in  each  cylinder  sha 
not  be  over  20  lbs  for  standard  cylinders  5^ 
diameter  by  51  in.  long,  nor  over  50  Ibs^  for  standa 
cylinder  8V2  in.  in  diameter  by  51  in.  long  and  large 
No  cylinder  shall  be  filled  with  carbon  dioxide  to  mo 
than  68  per  cent  of  the  water  capacity,  by  weight,  <j 

C.  The C  amount  of  liquid  carbon  dioxide  charged  in 
portable  cylinders  or  other  containers  shall  be  dete. 
mined  by  weight  by  use  of  a  dia1  scale  having  a  m  : 
able  indicator,  and  this  weight  shall  also  be  check 
after  disconnecting  from  the  charging  line. 


Rule  19.  Existing  Installations. 


Liquefiers  or  converters  to  which  these  mksandreg 
lat inns  cannot  be  applied,  may  be  maintained  and  operate 
fapprov?rby  . he  Board  of  Standards  and  Appeals,  um. 
i„crSon>  as  are  deemed  necessary  m  the  .merest 

public  safety. 


NOTICE 


Rules  adopted  pursuant  to  the  authorization  contained 
the  Multiple^ Dwelling  Law  relating  to  fire  escapes,  fire  re- 
_ or m  cnrinklers  in  converted  dwellings  are  contained 


in  Volume  IV  of  the  Building  Laws  pubUshed  in  1946  ] 
the  City  Record.  Copies  of  the  rules  are  also  obtain. 
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OF  THE 

JOARD  OF  STANDARDS  AND  APPEALS 


DIRECTORY 

HOARD  OF  STANDARDS  AND  APPEALS 


HARRIS  H.  MURDOCK,  Chairman 
Charles  M.  Blum 
Deputy  Chief  Timothy  P.  Guinee  '  L.  -OAt  •'  Q.c  fM£ 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  -Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


Joseph  J.  Doyle,  Chief  Clerk 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 


tice— Municipal  Building,  Rooms  1000  to  lOtS.  ,  J,'  , 

:i .ei>  h  on e — W Orth  2-5600. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
filf  ‘he  ,work  ,of  >he  board,  will  be  seen 


tick  Hours  kor  Purlic — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


i  t  '  ‘  ;  ui  me  uuara,  win  De  seen 

only  between  the  hours  of  ten  in  the  morning  and  one  in 

the  afternoon — Saturdays  excepted. 


CONTENTS 


is  issue  of  the  Bulletin  contains  in  the  order  given— 

cket. 

les  Directory. 

tice  of  Hearing  Calendar. 

maining  Minutes  of  Regular  Meeting  of  March  11, 

947,  Affecting  Calendar  Number  550-45-BZ. 

8Utieo* * * S *A7°f  AR«gU!ar  Meeting,  Tuesday  Morning,  March 
*  7 8’  Affecting  Calendar  Numbers  276-42-BZ  918- 

'?7ZR72«S7  949-46-BZ,  969-46-BZ,  121-47-BZ, 

^47*pf’  ;4tB!^650-46-BZ-  848-46-BZ,  927-46-BZ, 

3-47-BZ,  116-47-BZ,  122-47-A,  651-46-A  817-45-SM 
79-46-sM,  1071-46-SA,  29-47-SA,  30-47-SM  and  74- 

JUtfL7f  ?^gUl- r  M?eting-  Tuesday  Afternoon,  March 
a1  .  ’  Affecting  Calendar  Numbers  293-43-A  1027- 
6-A,  1043-46-SA,  46-47-A,  140-47-A,  179-47-A  184- 

44A441a1'?/A’c1a9 *'47"A’  208-47-A-  258-37-A,  348-43-A 
44-44-A,  144-46-A,  547-46-A,  984-46-A,  142-47-A  442- 

34B28’ ^n’nJ11'46*62’  89-24‘BZ’  543-26-BZ, 
94^28-BZ,  446-40-BZ,  363-42-BZ,  876-46-BZ  and  49- 

i-Bl“l3A42?Bzng32Co!i5-BZ.  N“mberS  960'27-BZ-  344’ 

es  relating  to  Smoking  in  Factories,  etc. 

[eeSth?HecIaliV\  t0A  SV.bmereed  Inlets  and  Protective 
fate?dSup°plye  Apphed  to  Prevent  Contamination  of 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  'supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  18,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

230  47-A _ F  D  —321-323  3rd  avenue  and  201  East  24th 

street,  northeast  corner  (Block  905,  Lot.  1),  Borough  ot 
Manhattan,  40947-LB. 


243-47- A _ H.B.M. — 372  Broadway,  east  side,  75  ft.. south 

of  White  street  (Block  172,  Lot  5),  Borough  of  Manhattan, 
Amendment  to  Alt.  489-46. 


244-47-A— F.D.— 248-250  East  152nd  street,  south  side, 
144.47  ft.  east  of  Park  avenue  (Block  2441,  Lot  17),  Bor¬ 
ough  of  The  Bronx,  Decision  re  48030-LC. 


231-47-A— H.B.M. — 47-49  West  63rd  street,  north  side, 
58  ft.  3  in.  east  of  Broadway  (3rd  floor);  (Block  1116, 
Lot  14),  Borough  of  Manhattan,  Alt.  2640-46. 


232-47-SM — Bol-Wax  Gatket  (for  setting  Toilet  Bowls), 

manufactured  by  Sanitary  Products  Co,  Material. 


245-47-BZ _ H.B.B. — 482  Sackett  street,  south  side,  75  ft. 

west  of  Bond  street  (Buildings  A,  ,B  and  C)  ;  (Block  430 
part  of  Lot  32),  Borough  of  Brooklyn,  Alt.  434-47,  N.B 
160-47  and  N.B.  2768-46. 


233-47-BZ— H.B.M.— 225-227  Delancey  street,  south  side, 
from  Willett  street  to  Pitt  street  (Block  337,  Lot  13),  Bor- 

xt  n'  OCA 


ougli  of  Manhattan,  Amendment  to  N.B.  250-46. 


234-47-A— H.B.M.— 5-19  West  58th  street,  768  5th  ave¬ 
nue,  west  side,  from  West  58th  street  to  West  59th  street 
(Central  Park  South)  and  2-20  West  59th  street  (Block 
1274,  Lot  25),  Borough  of  Manhattan,  Amendment  to  B.N. 

81-47. 


235-47- A _ H.B.B. — 423-433  Morgan  avenue,  northwest 

corner  of  Withers  street  (2nd  floor)  ;  (Block  2868.  Lot  24), 


Borough  of  Brooklyn,  Amendment  to  Alt.  5363-46. 


236-47-BZ _ H.B.Q. — 89-14  to  89-16  101st  avenue,  south 

side,  20.5  ft.  west  of  90th.  street  (Block  9093,  Lot  9  and 
part  of  Lot  6),  Ozone  Park,  Borough  of  Queens,  Alt. 

1212-45. 


237-47-A— F.D.— 19-23  Clinton  street,  east  side,  238  ft.  2*4 
in.  north  of  Pierrepont  street  (Block  239,  Lot  20),  Borough 
of  Brooklyn,  18925-F. 


238-47-A— F.D.— 217-219  Avenue  C,  west  side,  45  ft.  10  in. 
north  of  East  13th  street  (Block  396,  Lots  34  and  35), 
Borough  of  Manhattan,  Decision  re  48109-LC. 


246-47-A— H.B.B.— 482  Sackett  street,  south  side,  75  ft 
west  of  Bond  street  (Buildings  A,  B  and  C)  ;  (Block  43C 
part  of  Lot  32),  Borough  of  Brooklyn,  Alt.  434-47  ant 

N.B.  2768-46. 


247-47-BZ _ H  B  Bx.— 1745  West  Farms  road,  southwes 

corner  of  East  174th  street  (Block  3015,  Lot  25),  Boron: 
of  The  Bronx,  N.B.  68-47. 


248-47-A _ F.D. — 1314-1316  Blondell  avenue,  cast  side,  3 

ft.  north  of  Westchester  avenue  (Block  4133,  Lot  2),  Bot 
ougli  of  The  Bronx,  35326-LF  and  Decision. 


249-47-BZ— H.B.M.— 596  Water  street  and  80^  Mon 
gomery  street,  northwest  corner  (Block  245,  Lot  47),  Boi 
ougli  of  Manhattan,  Alt.  1085-47. 


250-47-A _ H  B  M.— 9  East  91st  street,  north  side,  214 

ft.  east  of  5th  avenue  (Block  1503.  Lot  10),  Borough  - 
Manhattan,  Amendment  to  Alt.  1425-46. 


Restored  to  Calendar. 


239-47-A—F.D.— 96-20  222nd  street,  west  side,  395.37  ft. 
south  of  Jamaica  avenue  (3rd  floor)  ;  (Block  10789,  Lot 
58),  Queens  Village,  Borough  of  Queens,  Decision  re 

4277-C. 


547-46- A — H.B.Q. — 7,  9,  11,  13,  17,  19,  23,  31,  35,  37,  ? 
41  and  45  Utica  street,  east  side,  80,  100,  and  120  ft  non 
of  West  End  avenue  and  40,  120,  200,  280,  360,  400,  > 

480  and  560  ft.  south  of  West  End  avenue  (Block  900,  L 
1)  Rockaway  Point,  Borough  of  Queens  (Under  sectij 
36  General  City  Law  re  buildings  are  not  on  legally  grad 
or  mapped  streets),  N.B.  6214-46  to  N.B.  6227-46. 


240-47-A _ F.D. — 1240-1256  Broadway,  east  sidev  from 

West  31st  street  to  West  32nd  street,  43-49  West  31st 
street  and  42-52  West  32nd  street  (Block  833,  Lots  11,  15, 
17  and  67),  Borough  of  Manhattan,  41121-LF. 


876-46-BZ— H.B.M.— 175  Avenue  A  and  443  East  lb 
street,  northwest  corner  (Block  439,  Lot  37),  Borough  » 
Manhattan,  Alt.  2217-46. 


241-47-BZ — H.B.Q. — 16-23  to  16-25  Hancock  street, 
northwest  side,  245  ft.  northeast  of  Wyckoff  avenue  (Block 
3548,  Lot  97),  Ridgewood,  Borough  of  Queens,  i  t. 

3563-46. 


89-24-BZ — H .  B  .Bx. — 2227-2229  Webster  avenue  w4 
side  12018  ft.  south  of  East  182nd  street  and  2208— 
Folin  street  (Block  3143,  Lot  58),  Borough  of  The  Bro- 

N.B.  2908-23. 


694-28-BZ— H.B.Q.— 82-01  to  82-13  Queens  boulevard  < 
82-16  to  82-30  51st  avenue,  northeast  corner  (Block  - 
Lots  1  and  4),  Elmhurst,  Borough  of  Queens,  N.B.  1/ 


242-47-A— H.B.Q.— 16-23  to  16-25  Hancock  street,  north-  BZ— H  B  Q —105-02  Queens  boulevard  southw 

west  side,  245  ft.  northeast  corner  of  Wyckoff  avenue  (1st  Yellowstone  boulevard  (Block  3236,  part  of 

floor) ;  (Block  3548.  Lot  07).  Ridgewood,  Borough  of  Fbrest  Hm"  Borough  of  Queens,  Misc.  11781-46, 

OnppnR  Alt.  3563-46. 
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46-40-BZ  H.B.M. — 4439-4441  Broadway  and  700-706 
Vest  190lh  street,  southwest  corner  (Block  2180,  Lots  492 
ml  404),  Borough  of  Manhattan,  Alt.  1912-46. 


44.44-A— H.B.Bx.— 2592  Bruckner  boulevard  (Eastern 
oulevard),  south  side,  447.84  ft.  east  of  Brush  avenue 
Block  3541,  Lot  61),  Borough  of  1  he  Bronx,  Revocation 
f  Certificate  of  Occupancy  671-39. 


UOSIGJVATIONSj  H  D — Department  of  Housing  and  Buildings; 
UJ.B.- -Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 

ejar'inent  of  Housing  and  Buildings,  Manhattan;  H.B.Q. _ De- 

irtmcnt  of  Housing  and  Buildings,  Queens;  H.B.D.— Department 

Housing  and  Buddings,  Richmond;  H.B.Bx _ Department  of 

ousing  and  Buildings,  Bronx;  H.D. — Health  Department;  If  D  — 
ire  Department,  and  M.  mid  A - Dept,  of  Marine  and  Aviation 


RULES 

Last  Publication  in  Bulletin 

ended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  3,  1946— Vol.  31,  No.  49 

u  bon  Dioxide  Liquefier,  Rules. ...  Mar.  18,1947 — Vol.  32  No  11 

irtificate  of  Occupancy,  approved 

form  .  . . Dec.  28,  1943— Vol.  28,  No.  S2A 

'ncrete  Mat  Slabs,  Rules . July  13,1937 — Vol.  22,  No.  28 

ncrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . . ......  Sept.  3,  1946— Vol.  31,  No.  3* 

ncrete  Rules  (Hydrated  Lime). ..Aug.  3,1937 — Vol.  22,  No  31 

evator  Rules  . . Mar.  3,  1936*— Vol.  21,  No.  9 

ection,  Alteration.  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Bnil,dklg/l,  -•,•:••••• . Dec-  28,  1943— Vol.  28,  No.  52 A 

it  hides  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

terior  Veneering  Materials,  Rules 

on  . Sept.  10,  1946— Vol.  31,  No.  37 

•tory  Exit  Rules . Jan.  14,  1947— Vol.  32,  No.  2 

e  Alarm  Rules  (Interior) . Nov.  12,1946 — Vol.  31,  No  46 

e  Drill  Rules . . . Dec.  24,  1946— Vol.  31,  No.  52 

e  resistive,  flameproof  Materials, 

etc.,  Rules  for  Testing  of . June  25,  1946— Vol.  31,  No.  26 

e  Retarding  Rules  for  Garages, 

. -...Feb.  25,  1947— Vol.  32,  No.  8 

eproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No  15 

une  Garages,  Ruling  for . Jan.  21,1919 — Vol.  4,  No.  3 

sion  Welding  and  Gas  Cutting 

cu'eiA«  7>'  . Apr.  23,  1946— Vol.  31,  No.  17 

>  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No  14 

tchway  Protection  . June  5,  1928— Vol.  13,  No.  23 

inattng  Fibre  Board  Rules . Dec.  31,  1946— Vol.  31,  No.  53 

thyl  Chloride  Kules  for  Class  B 

and  C  Refrigerating  Systems. .  .Feb.  11,  1947— Vol.  32,  No.  6 

Burner  Rules. . Jan.  28,  1947— Vol.  32,  No.  4 

•ning  Protective  Assemblies, 

Rules  for  Inspection  of . Jan.  21,  1947— Vol.  32,  No.  3 

nt.  Varnish  and  Lacquer  Spray- 

. «eS  Mar.  1 1 ,  1947— Vol.  32,  No.  1 0 

norm  Irucks,  Specifications  for.. Nov.  24,  1936— Vol.  21  No  47 

325  U  es  /c * v. . y  ;■;•••• Au*-  3,  1937— Vol.  22,  No.'  3 1 

mbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply). Mar.  25,  1947— Vol.  32,  No.  12 

ceoure.  Rules  of . Sent  7  1937 _ Vnl  77  'Yr,  if 

rigerating  Systems,  Extract  A.C..Feb.  18,’  1947 — Vol.  32,’  No  7 

*!7  ,nT>F?c‘°r'es.  Rules  for - Mar.  25,  1947— Vol.  32,  No.  12 

£  Jw'f.8  •  ••  . . June  29,  1937— Vol.  22,  No.  26 

ctnrni  r*if  *’ Rules,; •  •  •  • : . -Tune  8,  1937— Vol.  22,  No.  23 

k  TVm-  i,  rr at|°?\,i  ReP°rtlnK-  •  -  Tune  7,  1932— Vol.  17,  No.  23 

k  T  “CkS’  nUd  ,P,!’  etc . Nov.  24’  1936- Vol.  21  No.  47 

*  c\ac«  17 Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

u  i  ss  *u^es  (Amendment  to 

Rule  505  of  Industrial  Code). .Sept.  3.  1946— Vol.  31,  No  36 


ipproved  appliances  find  materials  are  printed  in  the 
ica16111  t0  the  Bulletin  oi  April  10,  1945,  Vol.  30, 


MARCH  25,  1947,  10  A.  M. 

OTK  R  IS  HEREBY  GIVEN  of  a  public  hearing 
vdav  monnufj,  March  25,  1947,  at  10  o’clock  in  Room 

•.  Municipal  Building,  Manhattan,  on  the  following  mat- 
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864-46-BZ— Application,  November  13,  1946,  under  sec- 
lion  /t  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
pphcants  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 
.  Cornell  owners,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasolihe  service  station,  lubri- 
torium,  laundry  and  office;  premises  233-12  to  233-20  Linden 
boulevard  and  17-02  to  117-10  234th  street,  southwest  corner 

ofQueens750’  LOt  9  and  ^  °f  Lot  !)l  St-  Albans>  Borough 

929-46-BZ— Application,  November  21,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Reuben  Henri  Bowden, 
applicant,  on  behalf  of  Safeway  Stores,  Inc.,  owner  to 
permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  (5)  motor 
vehicles  to  retail  store;  premises  1016-1024  St.  Nicholas  ave- 

rm’  /*•  ^  in-  soutb  of  West  162nd  street 

(Block  2109,  Lot  81),  Borough  of  Manhattan. 

766-28-BZ— -Application  of  Sol  A.  Liebman,  applicant,  on 
tienall  of  Ida  Katz,  owner,  reopened  October  29,  1946,  under 
sections  /f  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use,  C  area  district,  the  erection  and  maintenance 
oi  a  garage  for  more  than  five  (5)  motor  vehicles,  using 
more  than  the  area  permitted;  premises  820-838  East  New 
\ork  avenue,  south  side,  120  ft.  west  of  Schenectady  ave¬ 
nue  (Block  4806,  Lot  77),  Borough  of  Brooklyn. 

373-38-BZ  -Application  of  George  H.  Colin,  applicant,  on 
behalt  of  Crew  Levick  Corporation,  owner,  reopened 
October  5,  1943,  under  sections  7c  and  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
car  laundry  and  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1401-1409  Far  Rockawav 
boulevard  amj  1149-1161  Nameoke  street,  southwest  corner 
(Block  38,  part  of.  Lot  40),  Far  Rockaway,  Borough  of 
Queens. 

646-46-BZ— Application,  August  23,  1946,  under  section  7e 
or  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  ot  Archie  Snyder,  owner,  to  permit  in  a  business 
use  district,  proposed  signs  on  marquee  projecting  more 
than  legal  distance  beyond  building  line;  premises  1586- 
,  ‘thin  avenue,  south  side,  65  ft.  west  of  Amboy  street 
(Block  3al7,  Lot  35),  Borough  of  Brooklyn. 

974-46-BZ— Application,  December  10,  1946,  under  section 
/c  or  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  John  Robert  Gorden,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  change  in  use 
from  garage  to  store,  with  store  front  more  than  required 
distance  from  intersection  abutting  a  residence  district; 
premises  516  Bay  Ridge  parkway,  south  side,  103  ft  east 
of  5th  avenue  (Block  5942,  Lot  13),  Borough  of  Brooklyn. 

69-47-BZ— Application,  January  24,  1947,  under  sections  7c 
and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Flabro  Realty  Corp.,  owner,  to 
permit  in  a  residence  and  business  use  district,  the  recon¬ 
struction  of  an  existing  gasoline  service  station,  auto 
laundry,  lubritorium  and  office,  using  more  area  and  the 
change  of  occupancy  to  gasoline  service  station,  laundry 
lubritorium,  office  and  repairs;  premises  571-581  Coney 
Island  avenue,  and  1-15  Lewis  place,  northeast  corner  (Block 
5141,  Lot  21),  Borough  of  Brooklyn. 

91-47-BZ— Application,  January  30,  1947,  under  section 
/c  of  the  zoning  resolution,  of  Alfred  H.  Eccles,  applicant, 
on  behalf  of  Einson  Freeman  Co.,  Inc.,  owner,  to  permit  in 
a  residence  use,  B  area,  district,  the  change  in  occupancy 
from  garage  to  photography  studio,  using  more  than  the 
a^a  permitted  and  without  the  required  rear  yard;  premises 

/ci  torn  t  Stre-,e,t(  n?,rth  si(le-  J71  west  of  3rd  avenue 
(Block  891,  Lot  34),  Borough  of  Manhattan. 

94-47_-BZ— Appheation,  January  31,  1947,  under  sections  7h 
and  7e  of  the  zoning  resolution,  of  Herman  Kron,  applicant 
on  behalf  of  Anndons  Inc.,  owner  (Ferris  Buick  Corp’ 
lessee),  to  permit  in  a  business  use  district,  the  display  and 
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sale  of  used  cars  and  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  with  license  plates  removed 
premises  2318-2332  Jerome  avenue  east  side,  197  ft.  north 
of  East  183rd  street  (Block  318/,  Lot  9),.  Borough  oi 
Bronx. 

401-31-BZ— Application  of  Sidney  L.  Strauss,  applicant,  on 
behalf  of  440  West  44th  Street,  Inc.,  owner,  reopened 
January  21,  1947,  under  section  7f  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  ofhce 
luhritorium  in  conjunction  with  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously  granted 
hv  the  Board)  ;  premises  624-026  Atlantic  avenue  a 

9' _ 5th  avenue,  northeast  corner  and  627  Pacific  street  (Block 

1119,  Lot  1),  Borough  of  Brooklyn. 

1.53-47- A — 382-386  Jefferson  street,  south  side,  355  ft.  east 
of  Irving  avenue  (3rd  floor)  ;  (Block  3176,  Lot  ), 
ougli  of  Brooklyn. 

154.47 - A— 2911  Barnes  avenue,  west  side,  from  Arnow 
avenue  to  Williamsbridge  road  (Block  4549,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

159-47-A — 505  Brook  avenue  and  454  East  148th  street, 
southwest  corner  (Block  2292,  Lot  37),  Borough  ’of  The 

Bronx. 

167-47-A— 2866  Park  avenue,  east  side,  90  ft.  north  of 
East  149th  street  (Block  2338,  Lot  0),  Borough  of  The 
Bronx. 

195.47- A— 2859  Exterior  street,  west  side,  474.22  ft.  north 
of  East  225th  street  (Block  3265,  Lot  31),  Borough  of  The 
Bronx. 

1033-46-SM — D.  T.  Welding  Service  275  Gallon  huel  Oil 
Storage  Tank. 

22-47-SM— Plymouth  Fire  Guard  Fabric  A. 

93-47-SM— Tuttle  &  Bailey,  Inc.  Register  with  Fusible 
Link,  Model  No.  72. 

740-46-SM— Elevator  Entrances,  Inc.  Three  Hour  Fire 
Test  Hollow  Metal  Door. 

HARRIS  H.  MURDOCK,  Chairman. 


1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters: 

221-46-BZ— Application,  March  26,  1946  under  section 
7e  of  the  zoning  resolution,  of  Raymond  Irreia,  applicant, 
on  behalf  of  A.I.S.  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  storage  of  lumber  f°r  a  term  o  t  two 
(2)  years;  premises  40-16  28th  avenue  and  28  06  41st  street, 
southwest  corner  (Block  663,  Lots  21,  22,  23  and  _4),  Long 
Island  City,  Borough  of  Queens. 

596-46-BZ— Application,  August  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ben  A.  Milner,  applicant  and 
lessee,  on  behalf  of  Hyman  Friedman  Inc.,  owner,  to  permit 
in  a  residence  use  district,  the  construction  and  maintenance 
of  a  miniature  golf  course  for  a  period  of  years;  premises 
northwest  corner  of  White  Plains  road  and  Gueilain  street 
(Block  3927,  Lot  17),  Borough  of  The  Bronx. 

92-47-BZ — Application,  January  30,  1947,  under  section 
7c  of  the  zoning  resolution,  of  Maurice  G.  Uslan,  applicant, 
on  behalf  of  Ruth  Jaeger,  owner  (Jack  Segel  lessee),  to 
permit  in  a  residence  and  , business-1  district,  the  erection 
of  a  one  story  building  to  be  used  as  an  accessory  use  (serv-j 
ice  lubrication,  minor  adjustments  and  gasoline  sei  wee  sta¬ 
tion),  to  existing  garage;  premises  156  Hendricks  avenue 
and  351  lersey  street,  southeast  corner  (Block  44,  Lots 
and  11),  Rosebank,  Borough- of  Richmond. 


MARCH  25,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  March  25,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


152-47-A — 60-64  Beaver  street,  2-6  William  street,  south¬ 
west  corner  and  107  Pearl  street  (19th  floor);  (Block  28, 
Lot  1),  Borough  of  Manhattan. 

189-47- A — 148  26th  street  (rear),  southeast  corner  of  3rd 
avenue  (Block  657,  Lot  14),  Borough  ()f  Brooklyn. 

18-47-A— 1190  Avenue  of  The  Americas  (6th  avenue), 
east  side  70  ft.  south  of  West  47th  street  (4th  floor); 
(Block  1262,  Lot  76),  Borough  of  Manhattan. 

165-47-A — 4822  Fort  Hamilton  parkway,  west  side,  20  ft. 
6  in.  north  of  49th  street  (Block  5632,  Lot  27),  Borough, 
of  Brooklyn. 

234-47-A — 768  5th  avenue,  west  side,  from  West  58th 
street  to  West  59th  street  (Central  Park  South)  5-19  West 
58th  street  and  2-20  West  59th  street  (Block  1274,  Lot  25), 
Borough  of  Manhattan. 


HARRIS  H.  MURDOCK,  Chairman. 


969-46-BZ — Application,  November  29,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  l  roskauer 


applicants,  on  behalf  of  A.B.C.  Realty  Corp.,  owner,  t< 
permit  in  a  business  use  district,  the  change  in  occupancy 
from  automobile;  showroom  and  sale  and  display  of  use< 
cars  to  automobile  showroom,  sale  and  display  of  used  car 
and  the  parking  and  storage  of  more  than  five  (5)  moto 
vehicles;  premises  225-239  Pennsylvania  avenue  and  20// 
2091  Pitkin  avenue,  northeast  corner  (Block  3/2 1,  Lots  1, 
and  38),  Boropgh  of  Brooklyn. 

918-46-BZ — Application,  November  26,  1946,  under  section 
7c  "and  21  of  the  zoning  resolution,  of  *John  P.  McGratl 
applicant,  on  behalf  of  Harhaven  Corp.,  owner,  to  permit  1 
a  residence  use,  C  area_  district,  the  extension  of  existin 
garage  for  more  than  five  (5)  motor  vehicles  and  mote 
vehicle  repair  shop,  using  more  than  the  area  permitted 
premises  98-15  Jamaica  avenue,  north  side,  88.24  ft.  east  c 
98th  street  (Block  9177,  Lot  95),  Woodhaven,  Borough  c 
Queens.  .  w  j 


928-46-BZ — Application,  November  8,  1946,  under  section  / 
of  the  zoning  resolution,  of  Sidney  C.  Koff,  for  United  Cor 
tracting  Co.,  applicant,  on  behalf  of  Guardian  Union  Coil 
owner  (Washington  Motors,  Inc.,  lessee),  to  permit  m 
business  use  district,  the  change  in  occupancy  trom  used  c; 
sales  lot  and  sheds,  closed  shelter,  and  restaurant  to  shed 
closed  shelter,  restaurant  and  the  parking  and  storage  of  mo 
than  five  (5)  motor  vehicles;  premises  4353-4361  Broadwa 
northwest  corner  of  West  186th  street  (Block  2180,  Lot  140 
Borough  of  Manhattan. 


949_46-BZ — Application,  December  4,  1946,  under  seclio 
7b  and  21  of  the  zoning  resolution,  of  John  Finseth  ai 
Philip  Freshman,  applicants,  on  behalf  of  Luigi  ♦Poll 
owner,  to  permit  in  a  residence  and  business  use  district,  t. 
extension  of  existing  store  to  existing  garage,  and  convc 
siori  of  altered  premises  to  a  restaurant  on  first  floor  a 
multiple  dwellings  on  second  and  third  floors,  using  mef 
than  the  permitted  area;  premises  8415  5th  avenue,  east  su 
87  ft.  2*4  in.  north  of  85th  street  .(Block  6027,  Lot  10-. 
Borough  of  Brooklyn.  ■  | 


APRIL  8,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  April  8,  1947,  at  10  o  clock  in  Room 


121-47-BZ — Application,  February  10,  1947,  under  section 
of  the  zoning  resolution,  of  George  J.  Shirkey,  applicant,  1 
behalf  of  Patrick  Murphy,  owner,  to  permit  in  a  reside!' 
use  district,  the  extension  of  an  existing  busines's  use  (stem 
within  the  first  floor  of  an  existing  building;  premises  10a- 
Rockaway  Beach  boulevard,  north  side,  50  ft.  west  of  Bet’ 
107th  street  (Block  647,  Lot  17),  Rockaway  Beach,  Borov 
of  Queens. 
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f:47‘A  1<;/-°6  !*°S}?''ray  Bcac!l  boulevard,  north  side, 
neStu0fnBeac  l  ,107th  street  (Block  647,  Lot  17),  Rock- 
,vay  Beach,  Borough  of  Queens. 

l^S-BZ-Application  of  James  Russell  Ashley,  applicant 
i  behalt  ot  Elmtree  Realty  Company,  owner,  reopened 
imiary  7,  1947,  lor  consideration  as  to  extension  of  term 
variance— Application,  previously  granted  on  condition, 
ider  section  /h  ot  the  zoning  resolution,  for  a  temporary 
rm  oi  years,  permitting  in  a  business  use  district,  the  park- 

thSn  five  (5)  "«*or  vehicles;  prcm- 
i  1  £»th  street,  northeast  corner  of  Broadway 

Hock  32/0,  Lot  40),  Borough  of  The  Bronx. 

1-26-BZ— Application  of  Lama  and  Proskauer,  appli- 

lv%T  iS/!  f  °!i  Kempmac  ?ealty  Corp.,  owner,  reopened 
a\  -1,  1946,  under  sections  7c  and  7i  of  the  zoning  reso- 

lon,  to  permit  in  a  residence  and  business  use  district  the 
aversion  ot  present  public  garage  for  more  than  five’ (5) 
<Previollsly panted  by  the  Board)  ;  premises 
14  to  8a-24  Rockawa\-  boulevard  and  97-13  to  97-29  8Sth 

<Block  9057' Lot  2ih 

i-W-BZ-Apphcation,  July  2,  1946,  under  sections  7e 
1/1  of  the  zoning  resolution,  of  Lama  and  Proskauer 
ihcants.  on  behalf  of  Walter  Harris,  owner,  to  permit  in 
business  use  district,  the  proposed  use  of  premises  as  an 
o  laundry,  servicing  and  repair  of  cars  in  conjunction  with 
stmg  showroom  and  the  display  and  sale  of  used  cars ; 

r  iSwS  m£uUe’  west  side>  between  14th  and 

m  ’  194-202  14th  street  and  149-155  15th  street 
lock  1041,  Lots  1  and  4),  Borough  of  Brooklyn. 

;?f-B,Zn-Ap,PliC^io1?  H^rman  Kron.  applicant,  on 
Jf  Dornhage  Realty  Co.,  Inc.,  owner  (General  Motors 
I.,  Cadillac  Division,  lessee),  reopened  October  8  1946 
er  section  7i  of  the  zoning  resolution,  to  permit  in  a  busi- 
-  u.se  district  the  change  in  occupancy  from  public  garage 
more  than  five  (5)  motor  vehicles  (previously  grantfd 
lie  Board)  to  public  garage  for  more  than  five  (5)  motor 
cles  and  motor  vehicle  repair  shop;  premises  2218-2228 

'ke  fni7x2  T?ast  !?2nd  street>  southeast  corner 

>ck  3186,  Lot  17),  Borough  of  The  Bronx. 

ilf7‘ofZM^!?liCrati0n  '0f  J°hn  Tricarico-  applicant,  on 
dt  ot  Matteo  Guanno,  owner,  reopened  September  10 

nitUI;(  Cr  j!ect.lons  7a  and  7i  of  the  zoning  resolution,  to 
nd  in  a  business  use  district,  the  extension  of  existing 

(preyio.usIy  granted  by  the  Board)) 
uses  -96; '86th  street  and  2526  McDonald  avenue  north- 
corner  (Block  7170,  Lot  37),  Borough  of TookljT 

n(f?rAfP?.liCati°n’  Januafy  10.  1946,  under  sections 

rejolut!on>  of  Henry  Nordheim, 
ranyii  kh  f  of  Clandge  Associates,  owner  (Morris 

1  in"r’  'eSSee)>  Perr?l1:  in  a  residence  use  district,  the 
*  rZ?,,  Pan7  w™  basement  apartment  to  a  business 

Grin  rsupp hes)  foT  a  £erm  of  years:  premises  1840- 
(»rand  Concourse  and  157-161  East  176th  street  north- 
corner  (Block  2801,  Lot  1),  Borough  of  The  BronT 

l6-BZ-Application  September  9,  1946,  under  section 

hilf  of  MntgvT0lUtn"'  °r!  Franc>  C  Pinto’  aPP'icant, 
unrrstrijli'/' °?  D,e  C/,lint;  Corp.,  owner,  to  permit 
rnildin  C<^d  Use’  c  a[ea  distnct,  the  extension  of  exist- 
udding  using  more  than  area  permitted;  premises '575 
242nd  street,  north  side,  95.19  ft.  west  of  Carpenter 

Bronx °Ck  5104’  L°tS  H  16,  18’  20  and  22)’  B°rough  of 


Bon"47iBfff^7fPliCation’  Ffbruary  19,  1947,  under  sec- 
n  21  of  the  zoning  resolution,  of  Andrew  T  Thomas 

ofPNewVnrPbehaIf  °f  The  Medical  Society  of  The  County 
use  B  ^ner>  lo  permit  in  a  residence  and  business 

Jiff’  B  area  district,  the  extension  of  existing  structure  by 

ind  wfthom  °tL°ne  St?ry!  USing  m°[e  than  dle  area  permitted 
1  M  m  the  required  rear  yard;  premises  167  East  69th 

I  ni  ?  R  d<7  95r  w,est  of  3rd  avenue  (Block  1404 
Dot  32),  Borough  of  Manhattan. 

149-47-A— 167  East  69th  street,  north  side,  95  ft.  west  of 
>  rc  avenue  (Block  1404,  Lot  32),  Borough  of  Manhattan. 

215o4f7't?f7ApPliCati(?n’-FebrVary  27’  1947-  under  section 
21  of  the  zoning  resolution,  of  Arthur  W.  Renander  an- 

p  u ant,  on  behalf  of  Jamaica  Savings  Bank,  owner  to  permit 

o"  aanU  additSione’m  area  distnct,.the  erection  and  maintenance 
ot  an  addition  to  existing  business  building  (bank)  usino- 

niore  than  the  area  permitted ;  premises  146-21  Jamaica  ave^ 

ill’s  ?7rthJoSo\  c?rner.  of  7utPhin  boulevard  (Block  9676 
Lots  37  and  38) ,  Jamaica,  borough  of  Queens. 

636-20-BZ— AppHciition  of  Andrew  DiCamillo,  applicant 
°nbehalf  of  Constant  Motor  Service  Corp.,  owner  (Schmidt 
|  McKeever  Motor  Sales  Corp,  lessee),  Pr4op™ed  Kb™* 
fn5’  2?47’.  under  sfct,on  7aof  the  zoning  resolution,  to  permit 

exist, bnUCrSmbn-1dnd  Un7StriCted,  -Vse  district-  the  extension  of 
existing  budding  (automobile  showroom);  previously 

437  483  ?ard  1  Premises  6502-6520  5th  avenue  and 

Bo™gh“f  BrSvS0"  6St  COr,Kr  (BI°Ck  5827'  L°‘  2 7>' 
326-44-SM— Bethlehem  Open  Web  Expanded  Steel 
£ t’bte'  0C,°ber  8’  1946  re  a™"d™"'  »f  ^solution 

437-45-SM— Bethlehem  Open  Web  Welded  Steel  Joists 
bridging6/  °Ct0ber  8’  1946  re  amendment  of  resolution  as  to 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  8,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

S  ,1947- at  2  °’clock  ™ 

ters  •’  M  Cipal  Budding-  Manhattan,  on  the  following  mat- 

893-46-A-.50  Church  street,  west  side,  block  bounded  by 
CluircR  Fulton  Dey  and  Greenwich  streets  (Block  81  Lot 

hattan HudS°n  Termina1’  Bl,ilding  B),  Borough  of  Man- 

3  "4 1  p23  Ljnden  boulevard,  northwest  corner  of 

East  45th  street  (Block  4865,  Lot  26),  Borough  of  Brooklyn. 

143-47-A—2501  Grand  Concourse,  northwest  corner  of 
Fordham  road  (3rd  and  4th  floors);  (Block  3167,  Lot  1) 
Borough  of  The  Bronx.  ’  *' 

Jfw7'^5'?59  10/ih  ayenue’  west  side.  74  ft.  1  in.  south 

f  fe  t36tbstreet  (lst  floor)  ’  ^Block  707-  Lot  33)  Bor¬ 
ough  of  Manhattan. 

984-46-A— 38-77  11th  street,  east  side,  50  ft.  north  of  40th 

B^rough'of ^Queens!  ^  ^  554>’  L°"g  Is,a"d  City' 

HARRIS  H.  MURDOCK,  Chairman. 


-BZ— AppIicati°n;  January  10,  1947,  under  section 

‘haL °f  Samue,.1^-  Meisel,  applicant, 
iait  of  Ruth  Spodek,  owner  (Nucar-U-Drive  Inc 

i’  of  3  filISin/lx  USC  d'Strict’  the  parkin&  and 

n  *  th?Lfi,v^  ip)  motor  vehicles,  for  a  term 
_  .premises  17a-177  Clinton  street,  west  side  150  ft 

lau™  S'reet  (ni0Ck  3U'  L°ts  25  a"d  B°™gh 
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APRIL  15,  1947,  10  A.  M, 

NOTTCE  IS  HEREBY  GTVEN  of  a  public  hearing 

mn  rfM,  ""Tb  if  l947'  at  10  °'clock  in  Room 

10K3,  Municipal  Building,  Manhattan,  on  the  following  mat- 

876-46-BZ— -Application  of  Charles  M.  Spindler  appli¬ 
cant,  on  behalf  of  Joseph  Halpem,  owner  (Harry  Field 
oiS|e);  re,°Pen.ed  and  restored  to  the  calendar  March  18’ 
1947— Application,  under  section  7e  of  the  zoning  resolution,’ 


CALENDAR 


to  permit  in  a  residence  use  district  a  wet  wash  laundrj,  ior 
-i  term  of  five  (5)  years  (previously  withdrawn)  ,  premises 
175  Avenue  A  and  443  East  11th  street,  northwest  corner 
(Block  439,  Lot  37),  Borough  of  Manhattan. 


491-31-SA — Superfex  Oil  Burning  Heaters  and  Heat 
Projectors  (reopened  October  22,  1?46  to  include  additional 
models  #2201,  #2001,  #2002  #2005,  #2006  #2105,  #2106, 
#2113.  #2114,  #1249,  #220o,  #1315,  and  #1316). 


U  MTTRDOCK.  Chairman. 


APRIL  15,  1947,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  April  15,  1947.  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 


103-47-A— 54-56  South  2nd  street,  south  side ,130  ft  west  of 
Wythe  avenue  (Block  2415.  Lot  19),  Borough  of  Brooklyn.' 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

(Remaining  Minutes  of  the  Meeting  of  March  11,  1947.)  A I  I  KA  j)^rNACj)I])^cant .  Alfred  A.  Lama.  ,  ' 

-to  AC  R7  K°r  Opposition:  Harold  Klorfein  Dept  ot  larks 

550-45-BZ  por  Administration :  Samuel  L.  Becker,  Dep  t  oi 

APPLICANT— Royal  Syndicate,  Inc.,  new  owner.  Housing  and  Buildings. 

SUBJECT-Application  tor  consideration— r^  a  ACTION  OF  BOARD— Laid  over  to  June  24  1947  a 

extension  of  time  to  complete— re  Application  (deci  in  A  M  -it  request  of  Board  for  further  con 

sion  of  the  borough  superintendent)  previously  ^deration 

granted  on  condition,  under  section  7e  of  the  zoning  sideration. _ 

resolution  for  a  term  of  years,  in  a  residence  use 

Ai™NT:  John  P.  McGrath,  for  Harhaven  Cor,,' 
',REMI^  SUBJECT^pplication  (decision 

ApPHAfe-  &j332E££2££s* 

S  ^1.  "keeker,  Dep't  Of  five ' 

ACTION  0?0BolRD-Alpi,,icag.ion  reopened,  subject  to  PREMISES' AFFECTED-^845  J-f “ne, 

the  vote  toreopen-  ,  r  .  .  appfara'ncfs  have"'  B°roush  °£  Quee'’S'  I 

Affirmative:  Chairman  Murdock  Comm.ss.oner  APPEARANCES-  McGrath,  Gilbert  Gab 

Blum  and  Deputy  C  htef  Gurnee  .  3  °No,Se  and  Alfred  A.  Lama.  , 

Negative.  . . . . .  ,  por  Opposition:  Carl  Swenson,  James  Lawrenc 

Absent:  Commissioner  Savage  .  1  Albert  Gohl,  J.  E.  Abernethy,  Mildred  Abe 

_  *  nethy,  Josephine  Ullrich,  Elinor  Raymoi 

-  Paula  E.  Bell,  Albert  Stout,  Edith  R.  Hurmai 

Adjourned .  4 .00  1  .M.  #  .  .  .  .  and  Tohn  I  Frey. 

Joseph  J.  Dover,  Chef  Clerk.  For  Administration Samuel  L.  Becker,  Dep’t  . 

- - -  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  8,  194/  at 
REGULAR  MEETING  A.  M.  for  inspection  by  Committee  of  Board  ai 

TUESDAY  MORNING,  MARCH  18,  1947.  decision  without  further  argument. 

•  Present:  Chairman  Murdock,  Commissioner  Blum  and  _  * - - - 

Deputy  Chief  Guinee.  .  ,  ,  ,  ,,  928-46-BZ  .  .  r 

The  minutes  of  the  regular  meetings  of  the  Board  held  APPLICANT— Sidney  C.  Koff,  for  United  Contracting  L 

on  Tuesday  morning  and  Tuesday  afternoon,  March  4,  {or  Guardian  Union  Corp.,  owner  (Washing! 

1947,  were  approved,  as  printed  in  Bulletin  10,  Volume  3Z.  Motoys,  Inc.,  lessee).  . 

SUB TECT— Application  (decision  of  the  borough  superi 
tendent)  under  section  7h  of  the  zoning  resolutic 

42  BZ  Z0NING  APPLICATIONS.  occupancy 

^APPLICANT — Lama  and  Proskauer,  for  Thomas  C.  and  ^^^“,^^1^  fndVmge  of  U 

Louis  Iervohno,  owners  ,Qa, Annli-  than  five  (5)  motor  vehicles. 

SUBJECT-Application  reopened  March  19,  1946-Appli  pR£MI^ES  AFFECTED-4353-4361  Broadway,  northw 

cation  (decision  of  the  borough  superintende  )  -  -  {  w  t  |g6th  street  (Block  2180,  Lot  14*. 

under  sectioh  7c  of  the  zoning  resolution,  to  permit  u*rner  at  of  Manhattan 

in  a  residence  use  district,  the  change  in  occupancy  AppFA^r?^ES0_  Manhatlan* 

from  a  public  garage  to  a  gasoline  service  station,  AI  EARA  L ■  .  Barney  RosenStein,  Sidney  C.  K> 

lubritorium,  auto  laundry  and  office.  ,  Uenrv  Friedman 

PREMISES  AFFECTED  81  Rapdye  an, d  632-640  Samuel  Alexander,  N.  Greenbe 

Hicks  street,  northwest  corner  (Block  363,  Lot  38),  or  ^hlefstein  and  L  Handler. 

Borough  of  Brooklyn. 
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For  Administration:  Samuel  L.  Becker,  Dep't  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1947  at  10 
,  .  .  •  for.  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


>49-46-BZ 

VPPLICAN  1—  Jolm  binseth  and  Philip  Freshman,  for 
Buigi  P o]  ho,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  21  of  the  zoning- 
resolution  to  permit  in  a  residence  and  business  use 
thstnct,  the  extension  of  existing  store  to  existing 
garage,  and  conversion  of  altered  premises  to  a 
restaurant  on  first  floor  and  multiple  dwellings  on 
Second  and  third  floors,  using  more  than  the  per¬ 
mitted  area.  F 

‘REMISES  AFFEt  TED— 8415  5th  avenue,  east  side,  87  ft. 
2%  in.  north  of  85th  street  (Block  6027,  Lot  104), 
Borough  of  Brooklyn  ' 

.PPEARANCES— 

hor  Applicant :  Philip  Freshman  and  John  Finseth. 
hor  Opposition :  William  Hayes. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Laid  over  to  April  8,  1947  at  10 
A.  M.  tor  inspection  by  Committee  of  Board  and 
decision  without  further  argument 


9-46-BZ 

« 

PPL  I  CAN  1  Lama  and  Proskauer,  for  A.B.C  Realty 
Lorp.,  owner.  '  J 

JBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution 
to  permit  in  a  business  use  district;  the  change  in 
occupancy  t  rom  automobile  showroom  and  sale  and 
display  of  used  cars  to  automobile  showroom  sale 
and  display  ot  used  cars  and  the  parking  and  storage 
more  than  five  (o)  motor  vehicles. 

'  ami  2077^0?, TfpDT225'239  Penn^lvania  avenue 
nil  °77^91  t  Pltkl?  avenue-  northeast  corner 

Brooklyn 3^21'  L°tS  5  ^  38)’  Borough  of 

3PEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Moe  Steinberg, 
b  or  Opposition:  William  Derkasch  and  Mary 
Alture. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
,„In  Board  ot  Education. 

TIOX  BOARD— Laid  over  to  April  8,  1947  at  10 

A.  M.  tor  inspection  by  Committee  of  Board  and 
decision  without  further  argument: 


-47-BZ 

PLI CANT— George  J.  Shirkey,  for  Patrick  Murphy, 
owner. 

BJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  extension 
ot  an  existing  business  use  (store)  within  the  first 
t?AfTr??ir  ot  an  ex,sting  building. 

SL.  AFFECTED — 107-06  Rockaway  Beach  boule- 
''ar.(3’  .noJt,I2  side,  50  ft.  west  of  Beach  107th  street 
(Block  64/,  Lot  17),  Rockaway  Beach,  Borough 
ot  Queens. 

pearances— 

For  Applicant :  George  J.  Shirkey. 
bor  Opposition  :  Marie  G.  Rcillv  and  J.  Cyril  O’Con¬ 
nor. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
nmv.  Housing  and  Buildings. 

O?  P0ARD— Lmd  over  to  April  8,  1947  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


39-37-BZ 

APPUCANT-Sanmel  W.  Ross  &  Co.,  for  Cross  Country 

lessee)"6  Statl°n’  Inc'’  owner  (Alden  Gas  Stations, 

SUBJECT— Application  reopened  February  25  1947  for 

Ann I'irfy  tlOU^S  exte”sion  of  term  of  variance— 
enD  nrl  "  (feclslon  f  the  borough  superintend- 
71w,’f  ti  U-ly  gran,te(!  on  colldition,  under  section 
/ii  ot  the  zoning  resolution,  for  a  temporary  term  of 

nfP?mittrlg  ln  a  l?uslness  use  district,  the  exten- 
Mon  of  a  gasoline  service  station,  so  as  to  permit  the 

vehicles  ^  St0nige  °f  in°re  than  five  (S)  motor 

1  REMISES  AFFEC I  ED— 619-641  Coney  Island  avenue, 
east  sMe,  from  Slocum  place  to  Matthews  place 

S14l  T"^  -n  n8  Ma,tthews  Place  (Block 
APPEARANCES^  M> '  B°rOUgh  of  B™°klyn. 

For  Applicant :  Samuel  W.  Ross 
bor  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  oU 
Housing  and  Buildings. 

0f  variance  extended. 

HL  EXPEND  TERM  OF  VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  .  .  3 

Negative:  .  . *  a 

Absent :  Commissioner  Savage  .  j 

THE  RESOLUTION  (39-37-BZ) 

'V™'s’  this  aPl)licati°n,  permitting  in  a  business  use 
district,  the  extension  of  an  existing  gasoline  service  stat  nn 

619  ^rCone^Ul^T  °f  a  brake  tcsting  service,  premise 
01/041  t  one}  Island  avenue,  east  side,  between  Mathews 

•ace  (B  ock°5l41  P Ar,at7hf.ws  Place  and  1-5  Slocum 
1  lace  t Block  U41  Lots  a3  and  74),  Borough  of  Brooklyn 

v\as  granted  by  the  Board  June  15  1937  0n  certain 

turns  and  the  resolution  amended  November  3,  1937-  and  ' 

Whereas,  John  J  Morro,.  for  Cross  Country Gasoline 
Station,  Inc.,  owner  (Alden  Gas  Stations,  lessee)  requested 
reopening  of  the  application  under  section  7h  of  the  zoning 
icso  ution,  to  permit  in  a  business  use  district,  the  extension 
ot  such  gasoline  service  stati.n  so  as  to  permit  for  a teT 
porary  term  of  two  (2)  years,  the  parking  and  storage  of* 
more  than  five  (a)  motor  vehicles;  and 

laiuniw  rfiqf?3  application  was  granted  by  the  Board  on 
Janua  y  6  1942,  on  certain  conditions,  the  term  of  variance 
extended  January  11,  1944,  and  January  22,  1946-  and 

Whereas  the  applicant  requested  a  further  extension  of 
the  term  ot  the  variance;  and 

\\  hereas,  this  case  was  reopened  by  vote  of  the  Board 
on  1  ibruary  2a,  1947  and  set  for  hearing  March  18,  1947  at 
JU  a.  m. ;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the r Board  of  Standards  and  Appeals,  at  its  regular  meet- 

”lg’  AParch  1947>  after  due  notice  by  publication  in  the 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Tune  15,  1937,  as 
amended  through  January  22,  1946,  only  so  far  as  it  has 
ref  erence  to  the  term  of  the  variance  to 'permit  the  parking 
and  storage  of  more  than  five  (5)  cars  under  section  7h, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 

Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  on  condition 
*  *  *  an(l  that  other  than  as  herein*  amended  the 

conditions  of  the  resolution  of  January  6,  1942,  shall  be 
complied  with  in  all  other  respects. 


57-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Kelbreit  Realty 
Corp.,  owner. 

SUBJECT — Application  reopened  July  23,  1946 — Applica¬ 
tion  (decision^  of  the  borough  superintendent) 
under  section  7c  and  21  of  the  zoning  resolution, 
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to  permit  in  a  residence  and  business  use,  C  and  F 
area  districts,  the  erection  and  maintenance  ot  a 
commercial  building,  using  more  than  the  area 

premises'11  Effected — 1 68-01  to  168-09  Hillside 
avenue  and  87-45  to  87-57  168th  street,  northeas 
corner  (Block  9&40,  Lot  1),  Jamaica,  Borough  oL 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama.  . 

For  Opposition:  H.  F.  Murway,  Adolf  von  Busch 
and  Elsie  von  Busch.  •  . 

For  Administration :  Samuel .  L.  Becker,  L)ep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

^  ^  Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  g 

Negative:  - , 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (57-46-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use,  C  and 
F  area  districts  the  erection  of  a  commercial  building  with 
exit  from  cellar  through  the  residence  district,  contrary  to 
law  and  exceeding  the  permitted  arcaatcurbieve;  prem- 
•ises-  168-01  to  168-09  Hillside  avenue,  8745-8757  168th  street, 
northeast  corner  (Block  9840,  Lot  1),  Jamaica  Borough  of 
Oueens,  was  denied  by  the  Board  on  June  4,  1946;  and 
~  Whereas,  the  applicant  requested  reopening  of  this  ap 
plication  and  consideration  under  .sections  7c  and  -1  ot  the 
zoning  resolution,  based  on  new  facts ;  and  j 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 

00 Whereas ,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  February  25,  1947,  after  due  notice  by  publication  in 
the’  Bulletin,  and  laid  over  to  March  18,  1947,  for  further 

consideration;  and  ,  • 

Whereas,  the  district  maps  accompanying  the  zoning 

resolution  show  that  Hillside  avenue  is  in 
C  and  F  area  and  Class  l*and  1}4  height  district,  168t  , 

'  street  is  in  residence  and  business  use,  G  and  F  area  and 
Class  1  and  VA  height  districts;  and  .  ,  . 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  June  27,  1946,  re  N  B.  Apphc.  2337-45, .  reads : 

“1  The  erection  of  a  commercial  building  located 
partially  within  a  residence  district  is  contrary  to  Art. 

2,  Sec.  3  of  zoning  resolution.  . 

3  Building  at  curb  level  occupies  an  area  in  excess 
of  that  permitted  in  Sec.  13(b)  of  zoning  resolution. 

^Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  101.50  ft.  frontage  by  139.31  ft.  in  depth,  irregular, 
presently  vacant;  that  it  is  proposed  to  erect  a  building 
10150  ft.  front  by  96  ft.  8  in.  in  depth,  irregular  one  story, 
H  ft  in  height,  of  Class  3  construction,  to  be  used  as  stores 
(1st  floor)  and  bowling  alleys  (cellar)  ;  that  the  cellar  will 
be  101.50  ft.  by  139.31  ft.;  that  the  residence  portion  of 
plot  on  1st  floor  will  be  unbuilt  upon  ;  and  ,  . 

Whereas,  the  applicant  contends  that 
designations  have  not  been  changed  since  1916  that  at  that 
time  the  portion  north  of  a  line  100  ft.  northerly  of  Hill¬ 
side  avenue  was  zoned  as  an  “E”  area  district  and.  was 
changed  on  May  11,  1923,  to  its  present  F  area  designa¬ 
tion;8  that  it  should  be  noted  also  that  the  regulations  for 
height  and  area  were  amended  on  December  2,  1944,  that 
the  proposed  building  will  in  effect  be  in  conformity  with 
the  other  buildings .  in  the  immediate  area;  that  adjoining 
the  site  lot  #52,  Block  9840,  there  is  a  one  story  structure, 
with  stores;  that  adjoining  these  stores  there  is  a .  -  story 
building  with  store  and  residence  and  a  one  story  structure 
at  the  8  ear  covering  the  full  depth  of  the  lot  ;  that  across 
the  street  to  the  west  Block  9839,  Lot  1  is  also  built  fu 
depth  of  the  lot;  that  the  owners  of  the  Jot^question 
respectfully  request  the  same  privileges;  that  so  far  as  the 


cellar  use,  no  possible  harm  could  come  to  adjoining  prop¬ 
erty  owners,  as  it  cannot  be  seen,  as  it  is  tar  below  the 
grade  of  168th  street;  that  the  unbuilt  upon  portion  will 
be  landscaped  and  insure  permanent  light  and  ventilation 
to  the  property  to  the  north ;  that  no  entrance  or  exits  will 
be  on  168th  street  with  the  exception  of  a  secondary  means 
of  egress  required  for  bowling  alleys,  and  which  will  be  used 
only  in  an  emergency;  that  this  exit  is  on  the  business  use 
portion  of  the  property ;  that  the  entrance  to  the  bowling  alley 
will  be  from  Hillside  avenue;  that  therefore,  in  view  of  the 
foregoing  facts,  it  is  respectfully  requested  that  this  ap¬ 
plication  be  granted;  and 

Whereas,  the  premises  and  surrounding  area  were  in 
soected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper_casc 
in  which  to  exercise  discretion  to  grant  under  section  /<.,  ,i- 
to  extension  of  use,  and  that  the  applicant  had  substantiate! 
a  basis  to  warrant  exercise  of  discretion  to  grant  undei 
section  21  of  the  zoning  resolution  as  to  extension  of  area 
and  was  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardship 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  make  a  variation  in  the  application  ot  the  use  ant 
area  regulations  of  the  zoning  resolution  and  that  the  apph 
cation  be  and  it  hereby  is  granted  under  section  7  subdivision 
c  and  21  to  permit  the  extension  into  the  residence  use  dis 
trict  only  in  so  far  as  the  sub-grade  construction  proposed  1 
concerned,  substantially  as  proposed  and  as  indicated  o 
revised  plans  marked  “Received  March  7,  1947,  3  sheet. 

on  condition  that  the  building  shall  not  exceed  a  depth  o 
95  ft  so  as  to  allow  a  passageway  within  the  business  u> 
district  to  the  rear  of  stores;  that  the  proposed  ce la 
bowling  alley  mav  be  extended  to  the  rear  lot  line  belo\ 
grade  as  proposed,  on  condition  that  retaining  walls  sha 
be  built  on  interior  lot  lines  and  on  the  street .  hne :  rt 
along  the  line  of  the  passage  for  entrance  to  the  store 
that  the  rear  yard  shall  be  filled  substantially  to  giade 
landscaped  as  proposed;  that  the  cellar  shall  be  provid 
with  a  ventilating  system  with  exhaust  within  the  busine 
use  area;  that  there  shall  be  no  vent  openings  within  t 
residence’ use  area  or  adjacent  thereto;  that  he  bowh 
allev  shall  be  of  the  noiseless  type  and  of  the  type  sinui 

to  that  installed  in  the  building  on  Lexington  avenue  at, 
46th  street,  Manhattan ;  that  in  all  other  respects  the  bin 
ing  and  occupancy  shall  comply  with  all  laws  r u  e 
regulations  applicable  thereto ;  that  all  permits  shall  be  o 
tamed  and  all  work  completed  within  one  (1)  year  from 
date  of  this  resolution. 


650-46-BZ  „  ,  .  _  . 

APPLICANT— J.  G.  L.  Mollov,  for  Sylvia  Kosenbe 

Caruth,  owner  (Max  H.  Rivkin,  lessee). 

SUBJECT— Application  (decision  of  the  borough  sup 
intendent)  under  section  7c  of  the  zoning,  rest 
tion  to  permit  in  a  residence  use  district,  - 
change  in  occupancy  from  boys’  home  (previou 
granted  by  the  Board)  to  boys’  home,  children 
day  camp  and  nursery  school 
PREMISES  AFFECTED — 99-107  (known  as  101)  Be. 
34th  street  and  34-02  Sprayview  avenue,  northv 
corner  (Block  311,  Lot  102),  Edgemere,  Boron 
of  Queens. 

appearances— 

For  Applicant :  G.  B.  Levy. 

For  Opposition:  None.  , 

For  Administration :  _  Samuel  L.  Becker,  inept 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  concm 

rT'  T_T  T7  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissiont 

Blum  and  Deputy  Chief  Guinee . 

Negative :  . ■  • . ' . 

Absent:  Commissioner  Savage- . 


THE  RESOLUTION  (650-46-BZ)  J  i 

Whereas,  J.  G.  L.  Molloy  f°r  Sylvia  Rosenburg  ai 
owner,  Max  H.  Riskin,  lessee,  filed  August  27,  1946  3 
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_ 

resWcn^c  ’i'ise  district,'  the' d',an|e  Tn^McLpancy  fafens^aEblel'l  COraply  fvith  ail  laws.  and  regu- 

sis.cK;,5vote?sK  (Elock  3i1- ,ot  ,o2>:  ^  ^  "esSuifr1  wi,hm  s,x  <«  •>- 

bv\VeTloanl  I'Shn  |l'T,'1Vf  hfd  011  tlii%  application  848-46-BZ 

ft'. ,  J  f*P".  Dorima  Corp,  owner 

“  0VCr  fr°m  '™  ‘°  ,ime  ‘°  Marc"'18’  1547  i  ‘  ^S^SMSTft  „°|  &  ^Zf'rSZ- 

\\  hkrkas,  the  district  maps  accompanying  the  zoning-  reso-  111  a  r?sidence  and  business  use,  D  area 

s^teip  S&  ,rr„ i  ^ 

"SJST  uVSSS,  irih^Srlgh'supirintndent  P«™s|fiFFECTED_NorUl  side  of  46, h  avenue  from 
lated  July  30,  1946,  re  Alt.  Applic.  1322-46,  reads :  ’  Utopia  parkway  to  172nd  street  (Block  5526,  Lots 

1.  Any  change  in  use  must  be  approved  by  B  of  St  APPEARANCFS  ‘  77 ) ,  Mushing,  Borough  of  Queens. 

26-A.  “  PreSO,t  ™  »«-««  “*»  “  «4-'  For  Appllln, :  Robert  T.  Lyons  and  J.  A.  Rhoades. 

3.  The  above  premises  located  within  t?  r?  >•  T7°r  Oppos^ion .  Charles  Hofer. 

trict  proposed  to  be  used  for  business  is  contralto  F°r  HrS?-miStra?°5 1  M$amueI  L'  Becker>  Dep’t  of 

article  2,  section  3  of  B.Z.R.”  *  18  C°ntrary  t0  ACTION  OFRoMd  Bui  din*?s- 

md .  ^  THE  VOTE _  *  Application  granted  on  condition. 

>  PlotH100Aft  fronSge'by'lis3?,5  indepth  m'wMcH  Su”,0!  '  Affi™.ative  -Chairman  Murdock,  Commissioner 

IS"  k  25  *  6  -  WCoSe'Sl  '  NegalT:  ^  ^  ^ ^ .  8 

ilass  4  construction,'  presently  used 'a°chnd‘ren's  day  AbSe"' :  C°mn"SS,0"'r  Savage  > . 1 

Sfe  bo™ :  it  is  proposed  to  use  the  premises  T™  RESOLUTION  (848-46-BZ) 

a  children  sdaj  camp,  nursery  school  and  bovs’ home- and  Whereas,  Robert  T.  Lyons  for  TWimn  rn 

uREAd’  th?  aPPllcant  contends  that  under  Cal  No  ’644  owncr-  filed  November  7  1946  an  application  ^rporatJ?n- 

~  he,d :  ra:zi- 

aces  that  Hat  - .  •  rooiPmS  houses  and  summer  resort  by  thAeBoard  of  Standards  and  Appeals  at  its  reeS  mekt- 
tyond  which  is  the  bead!  an“«e!S? thVacI-ossAelttS  Bulletin ;Cand8’  ,W/*  *"er  <toe  n0tice  by  p“bHcati°n  in  the 

SiPlill  iPsiiseig 

ilelv  two  hlnckc  f  Street  near  Edgemere  avenue  approxi-  (sg-  14-c-Zomng  Law)  Sec.  7  of  the  Zonin-  Law 

>tll'  .^'l~SisSw2d<S  at°'  s^^7^"aK  ",nsd,ct,on  of  t,K Bo:ml 

^S^£SS£l;«kiS- 

eh Tufnb  that  tbe  Board  of  Standards  and  Appeals  does  Whereas,  the  applicant  contends  that  the  nronertv  ;n 

s£SS  “  &  ft  ? nM'S?I 

i -t"  Ma^V^  “I  a  “nens.i>ry “sloi'e  b„£^f„d'°  ^  «“  ™ 

-  -  - 

ssajsss^ 

■on  tha,  al,  other  respects  the  building,  premises  he^^fK  t^feTf  & ^ 
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trict  regulations  of  the  zoning  resolution,  and  that  the  appli- 
Sn  be  and  It  hereby  is  graced  to  permtt  t he  extenaton 
of  area  to  permit  the  coverage  of  the  proposed  building  to 
exceed  the  smutted  area  under  section  14c,  on  cond,<on 
tliat  the  coverage  shall  not  exceed  one  thousand  (1,000)  tt. 
IS  excess  oVf  the  permitted  coverage  as  WWdon  plans 
filed  with  this  application  marked  Received  November  / 
1946”  2  sheets;  that  the  balance  of  the  plot,  including  the 
portion  within  the  residence  use  district  sha11  "0Lb^;bt  t 
upon-  that  the  premises  within  the  business  use  district  at 
the  rear  shall  be  cement  paved  and  the  portion  within  the 
residence  use  district  shall  be  landscaped,  and  landseaping 
shall  also  be  continued  within  the  business  use  district  adja 
cent  fo  adjoining  properties;  .bat  complete  plans  .shown g 
such  landscaping  and  arrangement  at  the  rear  shall  be  hie 
with  the  Board  for  approval  before  plans  are  filed  witl 
the  borough  superintendent ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws  rue 
and  regulations  applicable  thereto ,  that  all  permits  shall 
he  obtained  and  all  work  completed  within  one  (1)  >ear 
from  the  date  of  this  resolution. 


927-46-BZ 

APPLICANT — Edgar  J.  Moeller,  tor  Abraham  Bass, 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  B  area  district,  the 
extension  of  existing  buildings,  using  more  than  the 

area  permitted.  .  , 

PREMISES  AFFECTED— 92-94  1st  avenue  east  side 
97.1J4  ft.  north  of  East  5th  street  (Block  433,  Lots 
5  and  6),  Borough  of  Manhattan. 

APPEARA  Applicant;  E(jgar  j  Moeller,  Abraham  Bass. 

For  Opposition:  Max  Nadler,  Charles  Nadler,  Tony 
Antys  and  G.  Hoemg.  _  ,.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE  * 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  J 

Negative:  . , 

Absent:  Commissioner  Savage .  1 


at  #92;  that  there  will  be  no  change  in  the  character  of 

existing  store;  and  , 

Whereas,  the  applicant  contends  that  in  194o  the  occupant 
of  the  store  purchased  these  properties  tor  the  purpose  of 
converting  the  entire  existing  buildings  into  a  commercial 
store  and  salesroom  occupancy,  to  provide  for  the  expansion, 
of  his  business;  that  owing  to  existing  government  regula¬ 
tions  he  is  prevented  from  evicting  the  tenants  of  the  upper 
floors,  and  therefore  cannot  proceed  with  the  conversion 
work  at  the  present  time;  that  since  these  buildings  are  at 
least  60  and  probably  more  than  70  or  80  years  old,  have, 
induing  by  their  construction,  always  contained  stores  on 
the  1st  floor,  they  have  never  been  entirely  residential,  they 
would  therefore,  seem  properly  to  come  under  the  classifica¬ 
tion  of  “Mixed  Occupancy”  and  be  subject  to  Article  4, 
i >., r  C26-237  0  (3.1.5)  of  the  Administrative  Building  Lode, 
that  under  the  conditions  stated  herein,  and  the  fact  1  hat  the 
tenement  house  occupancy  will  cease  as  soon  as  the  con¬ 
templated,  conversion  can  be  made,  it  is  respect  Lilly  re- 
uuested  the  Board  grant  the  modification  asked  tor  ami 
enable  him  to  build  at  once  the  first  floor  extensions  shown 
on  the  plans  filed  (Objection  A-2  of  amendment  of  Alt 
\pplic  1729-46,  to  be  complied  with)  ;  and  I 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  -entitled  to  reliet  on  th« 
ground  of  unnecessary  hardship. 

°  Resolved,  that  the  Board  of  Standards  and  Appeals  doc 
hereby  make  a  variation  in  the  application  ot  the  area  distric 
requirements  of  the  zoning  resolution  and  that  the  applies 
tion  be  and  it  hereby  is  granted  under  section  -1  ot  th 
zoning  resolution,  to  permit  the  extension  ol  the  building  . 
94  First  avenue,  lot  6,  as  proposed  and  as  indicated  on  plan, 
filed  with  this  application  marked  ‘  Received  Novembei  L 
1946”  three  sheets,  on  condition  that  such  extension  slia 
not  ’exceed  the  height  as  proposed  and  m  no  event  . 
excess  of  13  ft.  over  the  parapet ;  that  the  existing  extei 
sion  adjoining  on  lot  5  which  was  proposed  on  such  plai 
to  be  also  extended  shall  not  be  increased  in  height  or  area 
that  in  all  other  respects  the  building  and  occupancy  sfia 
comply  with  all  laws,  rules  and  regulations .applicable  ther 
to-  that  all  permits  shall  be  obtained  and  all  work  complett 
witliin  one  (1)  year  from  the  date  of  this  resolution. 


THE  RESOLUTION  (927-46-BZ) 

Whereas,  Edgar  J.  Moeller,  for  Abraham  Bass,  owner 
filed  November  27,  1946,  an  application  under  section  21  ot 
the  zoning  resolution,  to  permit  in  a  business  use,  B  area  <ns 
trict,  the  extension  of  existing  buildings  using  more  than 
the  area  permitted,  affecting  premises  92  to  94  |st  avenue, 
east  side,  97.1)4  ft-  north  of  East  5th  street  (Block  433,  Lots 
5  and  6),  Borough  of  Manhattan,  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standard  and  Appeals  at  its  regular  meet¬ 
ing,  March  18,  1947,  after  due  notice  by  publication  in  the 

Bulletin ;  and  .  ,  „  _ 

Whereas,  the  district  maps  accompanying  the  zoning 

resolution  show  that  East  5th  street  is  in  a  business  use, 
B  area  and  Class  U/2  height  district  ;  1st  avenue  is  in  a 
business  use,  B  area  and  Class  1)4  height  district  ,  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  27,  1946,  re  Alt.  Applic.  1729-46,  reads. 

“A1  Repeat.  The  proposed  extension  contrary  to  zon¬ 
ing  resolution,  see  Sub.  B  of  Sec.  12  of  Art.  4. 

311  Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  48.6  ft.  frontage  by  100  ft.  in  depth,  on  which  are 
located  two  buildings,  21  ft.  and  27  ft.  6  in.  front  by  52  ft. 
and  56  ft.  in  depth,  five  (5)  stories,  5o  ft.  in  height,  pres- 
entlv  used  as  stores  and  multiple  dwellings ;  that  No.  vz 
has  an  extension  on  1st  floor  of  30  ft.;  that  it  is  proposed 
to  extend  both  buildings  to  rear  lot  line  leaving  existing 
court  at  #92 ;  that  the  new  extension  will  be  only  one  story, 
10  ft.  in  height;  that  there  exists  an  extension  at  present 


63-47-BZ 

APPLICANT— William  I.  Hohauser,  for  Jeron  Co.,  in'! 

SUBJECT— Application  (decision  of  the  borough  supe 
intendent)  under  section  21  of  the  zoning  resol 
tion,  to  permit  in  a  business  use,  C  area  district, 
erection  of  a  building  to  be  used  as  stores,  usn 
more  than  the  permitted  area. 

PREMISES  AFFECTED  96-33  to  96-41  Queens  bon 
vard,  northwest  corner  of  63rd  drive  (Block  2UJ 
Lots  18  and  20),  Rego  Park,  Borough  of  Queei 

A I  1  LAJ>^Vpphcant;  Joseph  V.  McKee,  Irving  Befler  a 
Joseph  Stopper. 

For  Opposition:  None.  n  ,  : 

For  Administration :  Samuel  L.  Becker,  Uep 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  conditi  ■ 
VOTE _ 

Affirmative:  Chairman  Murdock,  Commissione 

Blum  and  Deputy  Chief  Guinee . . 

Negative:  - . . .j 

Absent:  Commissioner  Savage . 


THE  RESOLUTION  (63-47-BZ) 

Whereas,  William  I.  Hohauser,  for  Jeron  Company,  L 
owner,  filed  January  22,  1947,  an  application  under  sec 
91  of  the  zoning  resolution,  to  permit  in  a  business  use- 
area  district,  the  erection  of  a  building  to  be  used  as  sto 
using  more  than  the  permitted  area,  aifecting  Prej™sej 
to  96-41  Queens  boulevard,  northwest  corner  of  63d  a 
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ueens ;  "and '  “  a"d  2°>-  Pa*  «  of  W™,  the  premises  an,  seconding  ate,  have  bee,, 

,w-  af,i'r  -  •&*  *  ttaara  ass ;«r  21  &r  r is? 

ft”  »»;'  Cta.  '  Leigl ."dikrfct  -and6  “  '"  *  kUSU*SS  STSTS?  it 

ted  December^d  °M  b°r°Ugnhc  fuPerintendent,  zoning  resolution,  to  permit  extension  in  area  as  proposed 

ted  December  26,  1946  re  N.B.  Applic.  9541-46,  reads:  a?d  as  indicated  on  plans  filed  with  this  application  marked 

J-;,, i  f,  pr°A)0fd  store  building  located  within  a  Wived  January  22  1947,”  four  sheets,  on  condition  that 
'  vs.  *,SV  p  district  occupied  an  area  in  excess  of  a  ProPer  retaining  wall  shall  be  constructed  at  the  rear  -  that 

that  permitted  under  section  13b  of  the  zone  resolution.”  f«y  windows  in  the  rear  shall  be  fireproof  and  self-closing 
,  ^at  any  windows  constructed  on  the  west  lot  line  sb-Tli 

'aHJotEA«i  f?G  gi/PllCa7  StatCS  Lhat  the  Prcm'ses  consist  S J*  fil;eproof  and  self-closing;  that  the  building 
ra  p,ot  ft-  h>4  in.  frontage  by  104  ft.,  8  in.  in  depth  ^  f.xceed  ° story  and  cellar  in  height  as  proposed 

:  r  lU,  ^  .,pi.escnt]y  vacant that  it  is  proposed  to  con-  ar>d  as  indicated ;  that  in  all  other  respects,  the  building  and 

c  a  building  83  ft.,  8J4  in.  by  104  ft.,  8  in.  in  depth  occlI.Pancy  shall  comply  with  all  laws,  rules  and  regulations 

regular)  one  story,  17  ft.,  3  in.  in  height,  of  Class  3  app  ,cabIe  ^reto;  that  all  permits  shall  be  obtained  and  all 

JbgUCfiven;to0resb-  an?  ^  St°reS;  that  *  is  contemplated  ^soL^  W'thm  °ne  (1)  year  from  the  date  of  this 

iVhereas,  the  applicant  contends  that'  the  property  is  nfiH7R7  1  '  ~ 

ated  in  a  business  “C”  area  district  and  is  bounded  on  U^-BZ 

iperty  •  ^hat  ffiebnT  T^a  ar<Uon  the  n°rth  by  vacant  APPLICANT-Farl  Harkness,  for  The  Greenwich  Savings 
Ptrt\  ,  tliat  the  opposite  side  of  Queens  Boulevard  to  the  OTTT,  Bank,  owner. 

i  h  is  occupied  by  highly  developed  business  properties  SUBJECT— Application  (decision  of  the  borough  suner 

t  he X°,^C  nUle  °f  63d  DrivC  ,0  the  cast  >s  vacant!  pendent)  under  section  21  of  the  zonffig  Sm 

inessa?ea ihirh  of.  a  hiShly  developed  tion,  to  permit  in  a  restricted  retail,  B  area  use 

rket  suwv  ml  lTW  growing  that  based  on  a  dlf™t,  the  erection  of  a  commercial  building  with 

*1  3  hi-  there  are  between  75,000  and  solld  balconies  to  fire  tower  projecting  more  than 

•0(J  persons  residing  within  a  radius  of  a  mile  oflubfect  PPT7A/rTCf™r  (4)  feet  from  f°urth  to  twelfth  stories 

,  that  it  ts  expected  with  commencement  of  new  housing  PREMISES  AFFECTED— 3-5  West  57th  street  north 

?  wi  !°n’  t1C  growth  of  Population,  interrupted  by  the  side-  125  ft-  west  -of  5th  avenue  (Block  1V3  Lots 

■h  an  grated  pace  thus  necessitating  .  PPE.  A 31-32)  Borough  „f  Manhattan  (  ^  L°tS 

-n  greater  shopping  facilities;  that  at  present  there  APPEARANCES— 

mue  Vtoa64tht0nS  a'°ng,  Q Veens  Boulevard  from  63d  For  Applicant :  Alfred  W.  Bergren  and  Arthur 

-nue  to  64th  Drive  and  there  is  a  strong  demand  Simon.  "nur 

”®.,or  additional  store  space  in  the  area;  that  For  Opposition :  None. 

of  definite  benefit  to'Vhe  neighborhood;  'I  hat  Tmther-  1  U  HotringinrBuildfngr1  L'  BCCker’  DeP>t  °f 

di^‘oSertrlrqiS“  5TKJ*  THE^  VOTEh— BOi^R^  Application  granfed  on  conditio, 

Cprevent>  tliTn  substantially  the  entire  area  of  such  Affirmative:  Chairman  Murdock,  Commissioner 

oPso  h^  *  rP°Sed  StrUCtUre  on  lot  in  Question  AT  Blum  and  Deputy  Chief  Cuiinee .  '  3 

jt'i  r  WSZ  tSrZTS  ASrcommissioner  savage:::::::::::::;;::;  ? 

of  national  %ep™taetion;t0that  ffif  property^ Cannot  THE  RESOLUTION  (116-47-BZ) 

he  stor^Tc  ■  SUch  ProsPectjve  tenants  unless  the  depth  D  Whereas,  Earl  Harkness,  for  the  Greenwich  Savings 

■ting  of  this  TnSuSri™  w-ir*  thC  ?,Cd  Plans;  that  the  February  5,  1947,  an  application  under  sectffin 

bv  bi.4-rlncc  ■  i  j  assure  the  use  of  the  prop-  21  of  th<r.  zoning  resolution,  to  permit  in  a  restricted  retail 
ent  standards  b^nts\  ln  keeP»ng  with  the  13  ,a[e^  d'strict  the  erection  of  a  commercial  building  with 

ling  will  i  c  neigbborhood ;  that  the  proposed  solid  balconies  to  fire  tower  projecting  more  than  four  feet 

■  ,nr,  1  f  constructed  under  such  conditions  as  will  f/°m  4th  >°  12th  stories,  affecting  premises  3  to  5  wS 
S’  i  nece'SI  "  S"rr0"mlinS  area ;  that  retain  57th  street  north  side,  125  ft.  west  of  Fifth  avenSe  (B1  “k 
til'll  the S?'  ■  le  con?tructed  on  the  rear  lot  .  12$  lots  31  and  32),  Borough  of  Manhattan:  and 

Mrti8- ,w- af,er  duc  "oti“ «-*«««»»  -  fe 

and  "g’las^hrlvP  b”1,ding  itself  will  be  constructed  of  ,  W^'p^-Biedistnctmapsaccompanyingthezoningreso- 
^  that  ffie  s,  at  f'1  ,S  ,hcrefofre  respectfully  sub-  Bition  show  that  West  57th  street  is  in  a  restricted  retail 
rements  of  tlie  7  °pem^nt-  °^ .  tbe  area  district  Hse>  B  area  and  Class  \y2  height  district;  Fifth  avenue  is 

d  cause  unnecessary  hardlhlpflllal",^6  Jadltion  WclTod  B  ““  ClaSS  W  h^hl  <lis- 

inj  in'C‘l™  5°  perm!t,  I'1?  construction  of  proposed  ,,  Whereas,  the  decision  of  the  borough  superintendent 
Z  with  ,h.  ance  rh  ,lle  filed  Plans  would  be  “  da'ed  7-  W7'  rc  amendment  to  N.B.  ffi 

'''Md;sc,id  Hoor  balconies  to  «re  tower  proie  ng 

0nelfhSooWd1f X,“,d  should  ftb  f|0Rm"4*"  *°  '2t"  ~  “ 

ed  m  the  interests  of  substantial  justice-  and  a"w 

-fEREAS,  consents  were  filed  for  substantially  all  Whereas  the  applicant  states  that  the  premises  consist 

to  the  side  and  immediate  rear  ;  and  Y  gLSJP1?1  5°k  ^-fr0nt  by  l00  ft‘  in  depth  on  which  are 

located  tw°  buildings,  4  stories  and  basement,  which  are  to 
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he  demolished  and  erect  a  commercial  building,  50  ft  APPEARANC  FS 

blV  ccmst  ruction^  with ^  facilities'  on"  the  tfSFaS  &  ^Srat^  ^uel  L.  Becker,  Dep‘t  of 

fl°WH?REAs"  “he  1 r  apOphLmancont0ends  °lh^  the** proposed  ACTION  OF  BOARD-Appeal  granted  on  condition.  I 

£iSro&l!"4lfte  into  thrjardTSffwest  wall  '  ‘  ‘ '  V  Affirmative  :  Chairman  Murdock,  Commissioner 

of  the  fire  tower  at  every  floor  and  projects  from  the  north  Blum  and  Deputy  Chief  C/Uinee  . 3 

wall  from  4  ft.  2  in.  at  the  4th  floor  to^ft.^5  in.  at^the  Negative^  . ^ .  ,, 

11th  and  12th  floors;  that  the  plot  is  only  50  ft.  by  1UU  It.  Absent:  Commissioner  Savage  .  1 

prolvikns°f°orr  Sased  depd^of  ^ar^rd  havTS  THE  RESOLUTION  (651 -46- A) 

siderably  reduced  floor  areas;  that  if  this  minor  variation  AS  T  .(',  L  Molloy,  for  Sylvia  Rosenberg  Carutlij 

is  not  permitted,  it  will  be  necessary  to  rearrange  the  co  August  27,  1946,  an  appeal  from  a  decision  ol 

templated  fire  towers  and  balconies  ;  that  th^- appl'cf T;  ,  ,  t  ,he  borough  superintendent,  affecting  101  Beach  34th  street, 

a  savings  ^  bcate  ,ts  branch^ce  andta.ld.ng  avenue  (Block  311.  Bo,  102, 

!2FES^,>iE 

MMiM  ira  ^  5S  by  tile  tVr^^r*. 

Rw  wLas  S“he  Boanl’deemecf  ,ha,  the  applicant  1,ad  sub-  ^A,SX«^!^',Jl'MS  X  Voony^nd  floor  ,to,‘ 

resohuion  ^  as'.oTrf  212%  * 

on  the  grounds  of  practical  difficulty  and  unnecessary  hard-  thcrc  are  two  4  ft.  wide  metal  stairs,  brick  enclosed,  equipjic 
on  pie  grouno  with  metal  self-closing  doors,  one  of  which  stair  leads 

"  Resolved  the  Board  of  Standards  and  Appeals  does  hereby  roo£  and  two  fire  escapes,  one  on  the  north  and  one  on  tli 

make  a  variation  in  the  application  of  the  area  district  re-  south  si(ie  leading  to  yard  by  stairway  with  egress  to  strep 

011  i remerits  of  the  zoning  resolution,  and  that  the  application  .  tiirough  open  gate  in  fence;  that  windows  and  doors  on  tl 
be  and  it  hereby  is  granted  under  section  21  of  the  zoning  course  0f  the  fire  escape  are  fireproof  self-closing,  and 
resolution,  to  permit  the  extension  in  area  of  fire  escape  Whereas,  Certificate  of  Occupancy  56a  was  issued  M; 
balconies  as  proposed  and  as  indicated  on  plans  filed  with  ^  192g  ul)0n  completion  of  work  under  Alt  Apphc.  261)0-2 
this  application,  marked  “Received  February  5,  1947,  five  permitting  the  use  of  the  building  as  a  boys  home;  and 
sheets  on  condition  that  in  all  other  respects  the  building  Whereas,  the  applicant  contends  that  Objection  2,  issue 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu-  the  borough  superintendent  does  not  apply  since  the  Iran 

1  at  ions  applicable  thereto;  that  all  permits  shall  he  obtained  Elding  is  ,,ot  being  used  and  is  not  ^tended  to  he  us, 

and  all  work  completed  within  one  (1)  year  from  the  date  ^  a  t  o£  the  boys’  home  nursery  school  or  cbildre 
of  this  resolution.  day  camp;  that  as  a  matter  of  fact,  toilet  facilities  wlu 

• -  -were  formerly  in  the  frame  building  have  been  removed  | 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS,  tave  SS  “£5-1 

1  ??  47  A  first  floor;  that  a  dressing  room  for  girls  has  been  co 

APPLICANT  George  J.  Shirkey,  for  Patrick  Mur„by,  ^^'Kucation  , 

SUBJEC^-App«I  from  a  decision  o,  the  borough  super-  a 

|,REM41'^^E  bUSSdSKision  of.be  borough  supe— 

fig&'fe*  - 17)- 

APPEARANCES  shtr'key.  be  incKased  'n^elght' o™  reaTthat°the  requirements  of  i 

-  Marie  G.  Reilly  and  J.  Cyril  resolution  of  the  Board  as  to  construction  adopted  un 
(VConnor  Cal.  644-26-A,  shall  be  complied  with ;  that  the  exits  a 

'  For  ^Administration  Samuel  L.  Becker,  Dep't  of  fire  e^s  as  id, own  and  as  are  —  by  that  r'SO^ 

ACTION  O^BoTrD-U  o"S  ,o  April  8.  1947  a,  ,0  ^aS'Ue  n0J  sleeping  accommodations  for  children  vne 
A.M  in  connection  with  Cal.  121-47-BZ.  the  frame  portion  of  the  but  dmg; that  W 

accommodations  in  the  frame  portion  of  the  Duiiaing 

_ _  he  used  exclusively  for  those  m  charge  of  lie  institut 

that  the  frame  portion  of  the  building  shall  be  cut  ott  v 

APPLICANT— J.  G.  L  Molloy  for  Sylvm  Rosenberg  Sedj n^- 

super-  tmn  llierew,.^  on  ttatafloor  tte  -b  .sprink.^sys, 

PREMISES'* AFFECTED— 99-107  (known  as  101)  Reach 

34th  street  and  34-02  Sprayview  avenue,  northwest  e  requ  e  1  h  ,)ermftted  under  the  zon: 

corner  (Block  311,  Lot  102),-  Edgemere,  Borough  on  tl  fa, arm  and  fire  drill  and  such  port:! 

of  Queens.  ’ 
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ijfighling  appliances  shall  he  maintained  throughout  the 
lidding  as  the  fire  commissioner  shall  direct;  that  the  re- 
uirements  ot_  the  resolution  adopted  by  the  Board  this  day 
iider  Cal.  650-46- BZ  shall  he  complied  with;  that  in  all 
her  respects  the  building  premises  and  occupancy  shall 
>mply  with  all  laws  and  rules  applicable  thereto. 


[A  ThKIALS  AM)  APPLIANCES  SUBMITTED  FOR 
APPROVAL. 

17-45-SM 

APPLICANT- — 1  he  I  el-O-Post  Co.,  Inc.,  owner. 

UBJEC  1  1  el-O-Post  (all  steel  telescopic  screw  jack 

basement  shoring  column). 

PPEARANCES — 

For  Applicant :  Homer  G.  Wolfe. 

CHON  Oh'  BOARD — Material  approved  in  accordance 
rTl,  ,  TRV™  1  die  rePort  °f  the  Committee  on  Tests. 

HE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  g 

Absent :  Commissioner  Savage  .  1 

-IF.  RESOLUTION  (817-45-SM) 

Whereas  The  I  el-O-Post  Co.,  Inc.,  owner,  filed  on 
•cember  28,  1945,  an  application  with  the  Board  of 
*t  irvr an<1  Appeals  f°r  approval  of  the  material  known 
I  el-O-Post  (all  steel  telescopic  screw  jack  basement  shor- 
column)  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  #817-45-SM 

Subject.  I  el-O-Post  (All  steel  telescopic  screw  jack 
basement  shoring  column)— Approval  of. 

I  he  Tel-O-Post  Co.,  Inc.,  of  Akron,  Ohio,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Tel-O-Post  (all  steel  telescopic  screw 
jack  basement  column)  under  the  provisions  of  Section 
126-1 78. 0.b  of  the  Administrative  Building  Code. 

Description. 

The  Tel-O-Post  all  steel  telescopic  screw  jack  base¬ 
ment  column  is  an  adjustable  post  or  support  for  perma¬ 
nently  shoring  up  floors  of  buildings.  The  Tel-O-Post 
comprises  a  base  member  and  a  cap  member  which  are 
identical,  each  having  a  raised  portion  to  hold  the  pipe 
column  and  a  hole  in  the  top  of  the  screw.  The  screw 
element  consists  of  a  heavy  screw  with  7  threads  per 
inch.  The  protruding  point  is  9/16  in.  long,  y2  in.  di¬ 
ameter  above  a  flat  seat  and  zinc  coated  hardened  steel 
washer.  The  screw  fits  into  a  threaded  nut  turned 
to  recess  into  the  telescopic  column  inches  with  an 
extended  flange  bearing  on  the  end  of  the  telescopic 
column. 

The  column  consists  of  one  2 x/2  in.  o.d.  pipe  of  120" 
minimum  gauge  which  fits  into  a  pipe  2YA  in.  o.d.  with  a 
minimum  gauge  of  .109".  Holes  57/64"  in  diameter  are 
spaced  3  inches  apart  in  the  smaller  pipe.  A  pin 
diameter  with  slots  extending  Y  inches  into  pin  for  bear¬ 
ing  surface  rests  on  larger  pipe  and  forms  a  continuous 
column  of  the  two  pipes.  Only  one  pin  is  used  in  order 
to  permit  overload  to  be  absorbed  in  the  large  pipe  to 
eliminate  the  possibility  of  buckling. 

T  P.STS. 

Tests  were  conducted  at  Columbia  University  on 
■  arc  h  ,S  1946.  Present  at  the  test  were  Commissioner 
#  M.  Blum  and  Chief  Engineer  L.  V.  Huber  of  the 
ommittee  on  Tests,  R.  J.  Arnold,  for  Columbia  Uni- 
,cLs.lty’  an<'  Homer  G.  Wolfe  of  the  manufacturers., 
the  result  of  the  test  was  as  follows: 

Compression  Tests  on  Adjustable  Columns. 

Specimens:  Two  Tel-O-Post  specimens  as  submitted 
0  these  laboratories  for  test  by  the  Tel-O-Post  Com- 


pfeces  ofT,tuhm.SPe^eVS  cons?sted  essentially  of  two 

Ld  12  LS,  f  ,  V,le  °Wer  piece  was  2-H  in.  diameter 

lower  was  2t/  *n<i  *  r  Upper  piece  telescoping  into  the 
lower  was  2j4  inch  diameter  and  11  gauge  The  upper 

fliroLS  .°f,  h?te  N  Wh  adjustment 

through  which  a  ^  inch  slotted  pin  was  inserted  this 

upper1  hhI^ of”  1C  UpPerKiedge  of  the  lower  Piece’;  the 
1 1  i  i  of,the.  assembly  was  fitted  with  a  female 
threaded  member  into  which  was  threaded  a  ]  G  inch 
na  e  member.  W  ith  a  base  plate  both  top  and  bottom 
and  the  screw  assembly  in  maximum  extended  position 
the  overall  height  of  the  column  was  86-G  in  in  w  Si 
position  the  specimen  was  tested. 

lest  Procedure:  Specimen  No.  1  was  placed  in  a 
vertical  position  m  a  600,000  lb.  Southwark-Emery  test¬ 
ing^  machine  and  loaded  to  failure 

m4S£™Cn  N°-  2  was  I'laocd  in  the  same  teslinK 
machine.  This  specimen  was  loaded  to  failure  after 
having  been  placed  3Y%  inches  out  of  plumb. 

Test  Resui.ts. 

Specimen  No.  1.  Specimen  No.  2 

]±7?lltcy  TeSt  Laboratory  Test  #73486 

^  T  .  Maximum  Load  26,400  lbs 

2?'-nnThL°ad  Character  of  Failure: 

Chirac tir^nf  pvt  '  Rearing  of  Pin,  followed 

1W  f  ,Fai,lure,:  by  bucking  of  column. 

Bearing  on  both  sides. 

Bearing  of  Pin,  fol¬ 
lowed  by  tearing  of 
lower  tube  member  at 
pin. 

Recom  mendation. 

On  the  basis  of  these  tests  the  Committee  on  Tests 
recommends  that  the  Tel-O-Post  (all  steel  telescopic 
screw  jack  basement  column)  be  approved  for  use  in 

ltZJ°rnk  CltI  m  bui!din£s  of  Class  4  construction 
not  exceeding  three  stories  in  height;  that  the  can  plate 

orte/wHlf'v  Sh?",a',S°  A  «“  each 

K  U  cWi,  •  ,in<dl  boles  for  fastening  lag  screws  or 

JO  ts  to  the  girders  and  to  the  concrete  footing ;  that  all 

work  done  shall  be  in  accordance  with  directions  of  the 

w?thUfthCeU1ner  and  a11  W?rk1sha11  be  done  in  accordance 
To  i  .  Vi  ?f ,  the  Administrative  Building 

Code  that  a  label  shall  be  attached  to  each  post  when 
installed  reading:  “Caution.  Give  one-half  turn  each 

tTon'vvalf1  r?°r  ,Sf  evel'r  Do  not  lift  door  off  founda- 
ion  wall.  Do  not  interfere  with  screw  after  installa¬ 
tion  has  been  completed.”  And  provided  further  that 

the  VlmT" bf3ria  lab,d  reading ;  “Approved  by 
Vori  r-i  of ,  Standards  and  Appeals  for  use  in  New 
\ork  City  under  Cal.  No.  817-45-SM.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 

an(j  •  Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


679-46-SM 

APPLICANT— Great  Lakes  Steel  Corp.,  Stran-Steel  Divi¬ 
sion,  owner. 

APPEARANCES-  M  BuildinS.  approval  of. 

.  For  Applicant:  Robert  Easterly. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 
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THE  VOTE  TO  APPROVE—  . 

^  \ffirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gurnee .  j* 


Negative  :  . . .  i 

Absent:  Commissioner  Savage  . . 


0 


THE  RESOLUTION  (679-46-SM) 

Whereas  Great  Lakes  Steel  Corporation,  Stran-Stee 
Division.' owner,  filed  on  August  19,  1^6  ^  application 
with  the  Board  of  Standards  and  Appeals  for  approval  ol 
the  material  known  as  Quonset  24  Building;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 


REPORT  OF  COMMITTEE  ON  TESTS. 

Re  :  Cal.  679-46-SM  February  4,  1947. 

Subject:  Quonset  24  Building,  Approval  of 

The  Stran  Steel  Division  of  the  Great  Lakes  Steel 
Corporation,  filed  an  application  with  the  Board  ot 
Standards  and  Appeals  under  the  mandatory  provisions 
of  C26-178.0.b  for  the  approval  of  their  light  weight 
fabricated  steel  building  known  as  ‘  Quonset  24  when 
designed  as  provided  for  the  Quonset  20  and  Quonst 
40  buildings  as  described  in  the  approval  granted  under 

Cal.  240-46- SM  Bulletin  #20,  Volume  31,  dated  Mat 
14  1946,  and  for  allowable  working  stresses  as  is  pro¬ 
vided  therein  for  the  specific  steel  as  is  used  in  the 

Quonset  24.  .  . 

Description 

The  Quonset  24  is  an  all-steel  building  manufac¬ 
tured  bv  the  Stran  Steel  Division  of  Great  Lakes  Steel 
Corporation  of  Detroit,  Michigan  The  form  of  cross 
section  consists  of  the  segment  of  a  circle  extending 
from  the  floor  lines  at  the  rear  of  the  building  to  a 
vertical  side  wall  having  a  height  of  about  8  ft.  so  as 
to  provide  a  building  about  24  ft.  in  width.  The  ver¬ 
tical  side  wall  framing  consists  of  steel  columns  spaced 
at  12  ft. .  centers  supporting  steel  beams  which  carrj 
the  reaction  of  the  curved  arch  ribs.  The  arrange¬ 
ment  of  the  wall  framing  is  such  that  the  space  between 
columns  may  be  closed  either  by  steel  wall  panels  or  by 
sliding  doors  at  the  option  of  the  purchaser  Buildings 
are  furnished  in  12  ft.  increments  of  lengt  • 

The  materials  used  in  the  Quonset  24  are  the  same 
as  specified  for  the  Quonset  20  (  240-46- SM),  except 
that  the  arch  ribs  are  curved  to  an  inside  radius  ot 


16  ft. 


The  structural  frame  of  the  Quonset  24  is  made  up 
of  two  principal  elements  which  are  designated  as  the 
main  frame  and  the  intermediate  rib.  1  he  arrange¬ 
ment  of  the  structural  elements  is  shown  in  rigure  1. 
The  main  frame  is  a  knee-braced  bent  supported  on  a 
concrete  foundation.  The  intermediate  rib  is  an  arch 
supported  on  the  foundation  at  the  rear  oi  the  building, 
and  on  a  girder  spanning  between  main  frames  at  the 
front.  The ‘roof  covering  is  26  gage  corrugated  steel 
sheeting. 

Intermediate  Ribs 

The  intermediate  ribs  are  assumed  as  lunged  both  at 
the  base  channel  on  the  rear  wall  and  at  the  connection  to 
the  horizontal  girder  at  the  front  wall.  • 

The  hinge  at  the  rear  wall  is  considered  to  be  a  non¬ 
yielding  support.  .  ,  ■  i 

The  hinge  connection  at  the  girder  is  considered  as 
an  elastic  support  and  a  correction  is  made  for  the 
effect  of  the  horizontal  movement  of  the  support.  1  he 
movement  is  made  up  of  two  parts :  the  horizontal  de¬ 
flection  of  the  girder  and  the  deflection  of  the  mam 
frames  supporting  the  girder. 

The  structural  action  of  the  corrugated  sheeting  is 
neglected  both  in  distributing  the  loads  to  the  arch  ribs 
and  in  the  calculation  of  rib  stresses. 

Main  Frames 

The  main  frames  consist  of  three  structural  elements : 
the  column,  arch  rib,  and  knee-brace.  The  following- 
assumptions  are  used  in  the  analysis  of  the  main  frame. 

The  column  is  assumed  as  fixed  at  the  base  and 


hinged  to  the  arch  rib  at  \he  top.  Some  error  is  mtr< 
ddced  in  assuming  full  fixity  at  the  column  base  sine 
the  base  is  probably  not  fully  fixed  at  higher  loads  bi 
a  correction  can  be  made  since  the  maximum  resistii 
moment  of  the  column  base  can  be  estimated  from  t 
results  of  the  load  test  (filed  with  application  and  to  I 
submitted  to  the  borough  superintendent  with  eacli  a 

'  The  arch  rib  is  considered  as  hinged  at  the  top  of  tl 
column  and  at  the  rear  wall.  . 

The  knee  brace  is  pinned  to  both  the  column  and  1 

circli  rib 

aiThen  horizontal  and  vertical  loads  from  the  gink 
that  support  the  intermediate  ribs  are  applied  to 
main  frames  at  the  top  of  the  columns.  I  he  pur 
loads  for  both  the  intermediate  ribs  and  main  tram 
are  applied  as  horizontal  and  vertical  components 
rectlv  to  the  arch  ribs  at  the  purlin  points.  I  he  con 
gated  sheeting  is  not  considered  in  the  calculation. 

Method  of  Analysis 

Intermediate  Ribs  .  . 

The  analysis  of  the  intermediate  ribs  involves  i 

following  operations:  .  . 

Construction  of  an  influence  diagram  for  the  nc 
zontal  component  of  the  rib  reaction  at  the  g'jder. 
Determination  of  the  reactions  for  the  specified  lo; 

ing  conditions.  , 

Calculation  of  the  bending  moments  and  normal  tor 
at  all  purlin  points  for  the  various  loading  _conditiom 
Calculation  of  unit  stresses  at  all  purlin  points 
the  specified  loadings  and  combinations  thereof. 
Analysis  of  main  frames  .  „  .  ,  t 

The  main  frames  are  twice  statically  mdetermir 
when  the  columns  are  fixed  at  the  base.  The  mom 
at  the  base  of  the  column  and  the  stress  in  the  R 
brace  are  selected  as  the  redundant  forces.  Intiuc- 
diagrams  are  constructed  for  these  two  redundant  qi 
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lilies  foi  a  unit  vertical  and  unit  horizontal  load  applied  mpnt  T<  ,  .  , 

[  at  any  point  along  the  axis  of  the  arch  rib.  attached  in  o'-1 11  ,:if  a.  blower  wheel,  Sirocco  type, 

Reco, Nation  T’-1 

I  iiiaivsk”  frj  l,la'  't e  ilnaSrials’  des‘8"  loads,  slress  ,!“t,ble  cWl“W-  The  fuel  unit  cannot  operate  "unless 

.mahsis  and  design  of  the  Quonset  24  is  the  same  as  *  ,lie  Proper  amount  of  air  is  being  induced  through  the 

i 70  dvTbed  ihc  Pv?nset  20  building,  in  Bulletin  oil  burner.  1  lie  fuel  unit  has  a  built-in  regulating  valve 

#20.  Volume  31,  clatef  May  14,  1946,  the  Committee  *  wI".ch  op.ens  °,nly  under  pressure,  preventing  oi!  from 
herein8?  recomniends  that  the  Quonset  24  as  described  Parsing  through  when  the  burner  is  not  operating  On 

herem  be  approved  on  the  same  basis  and  subject  to  die  right  side  is  the  air  intake  passage,  provided  with 

air  the  conditions  described  for  the  Quonset  20  as  ap-  a  Quitter  to  adjust  the  amount  of  air,  in  accordance 

proved  under  Cal.  #_40-46-SM  and  may  be  used  either  )v  1 1|1.  die  capacity  of  the  oil  nozzle  for  proper  combustion 

budding  C°njUnCtl0n  Wlth  a  Quonset  20  or  Quonset  40  ube‘ wbich^fh  °f-  lhc  hoV.sing  is  inserted  an  air  blast 

Duiicting.  tune  winch  is  the  intermediate  connection  between  the 

(Sgd.)  Harris  H.  Murdock,  burner  and  the  combustion  chamber.  At  the  end  of  this 

Chairman,  bJast  tube  ls  an  air  cone,  the  purpose  of  which  is  to 

Charles  M.  Blum,  JVrl ’ulate  the.  air  as  it  leaves  the  blast  tube.  Into  this 

Commissioner,  blast  tube  is  inserted  the  nozzle  assembly.  The  ignition 

Leslie  V.  Huber,  ??t  T?57hlCJi  ,is  10’000  voIt-  secondary  is  fastened 

Chief  Engineer,  ui,ie  ett  Slde  of  the  housing  under  the  electric  motor. 

■  Committee  on  Tests.  nr„c'(;  controls  consist  of  Minneapolis-Honeyweli 

,,,  piessuretrol  P404,  I  rotecto-relay  R117A  thermostTt 

i^ria?EAS’  th'S  rep°rt  recommended  the  approval  of  this  /HA  Acjuastat  °.17°  or  equal.  'The  Model  F  differs 

,bM.!hc  Boar<?  of  Standards  and  Appeals  does  6  s"llons° per  hour^Kljdd  ' TUonlT™ to  20°gal!ons 

“re  -  approve  this  material  in  accordance  with  the  above  per  hour-  g 

!port’  (  t  Inspection  and  Test. 

171-46-SA  Avpllfipb  T?«r^aS  inSpoCted  and  tested  at  1455  Blondell 

PPL ICA N T  Sunbeam  Oil  Burner  Manufacturing  Corp  sioner -Charles  M^Blum  "and  Chief* E^ginee?  LeX^V 

llBJECT— Sunbeam  Oil  Burner,  Models  E  and  T,  approval  ^ **■  Turet  of 

PPFAR  AMrrrc  ,  /  7s  burner  was  an  assembly  of  approved  parts  suit- 

1  PEARANCES-  able  tor  use  with  each  other  for  the  service  intended  as 

HTON  OT^ROARn  JAeS7Uret  approved  and  the  burner  is  provided  with  suitable  safe- 

I-i.wi  ARD7P,pIia^ce  approved  in  accordance  guards  to  prevent  abnormal  discharge  of  oil.  The  burner 

{£  VOTE  TO  APPROVE6  Committee  on  Tests.  aSwas7mbIc;<I  was  tested  for  defects  and  proper  function- 

Art'  ?  AI  P?0VE—  Tg  throughout  Us  operating  range  and  was  found  to 

-  irmatne.  Chairman  Murdock,  Commissioner  Junction  properly  as  designed  with  no  flarebacks  or  un- 

nJ  ,T:md  Depu,y  Chief  Guinee .  3  usual  carta  deposit,.  With  the  oil  cm  off  the  con- 

ivegatne  .  . . .  . .  0  trols  functioned  m  40  seconds.  All  parts  are  so  designed 

Absent :  Commissioner  Savage  .  1  as  to  maintain  alignment  and  to  permit  interchange- 

fK  RESOLUTION  (1071-46-SA)  confem  of\he  flue  gaL'wSS  °f  400  deg  ,he  C°= 

December S¥»bemA  ^  Mfg'  Corp-  owner.  filed 

iiidarrlc  anrl  a’  46,  an  application  with  the  Board  of  Recommendation 

sSLanOif  &  °MoXTs°F  and  Zf*™  k“™  /  filS'V'id  V*  r™  a'ld  «  a"<'  «* 

.VHSKras,  the  report  of  the  Committee  on  rLs  reads :  '  ft 

REPORT  OF  COMMITTEE  ON  TESTS  -Models  F  and  T  for  domestic  and  commercial  installa- 

Con  with  fuel  oil  not  heavier  than  #3  U.  S  Depart- 
Cal.  #  1071-46-SA  February  6,  1947.  "lent  of  Commerce  standard,  when  installed  in  accord- 

c  .  •  c  ,  ’  * u i c e  with  this  report  and  the  Oil  Burner  Rules  of  the 

Subject :  Sunbeam  Oil  Burner — Models  F  &  T,  Approval  Board  of  Standards  and  APPeals,  provided  the  burner 

Tlor-  ,  hears  a  label,  permanently  affixed,  reading  •  “Approved 

vplbev  tbemm,  0l'  Bun?.er  Manufacturing  Corp.  of  by  the  Board  of  Standards  and  Appeals  for  Use  m  New 

Aew  i  ork  filed  an  application  with  the  Board  of  \ork  C  lty  under  Cal.  #1071-46- SA  ” 

standards  and  Appeals  for  approval  of  the  Sunbeam  rc  i  \  u  ■  TT  ™  , 

rl  )  -tTC,  M°-dds  -F  aml  T-  unfe  the  provisions  of  (SgA)  Harns  H-  Murdock. 

'-.iKV.OAdmimstrotive  Code  and  the  Oil  Burner  Rules  ri  ,  Chairman, 

ut  the  Board  of  Standards  and  Appeals  '  Charles  M.  Blum, 

ri  .  .  ’  Commissioner, 

.  Description.  Leslie  V.  Huber, 

J  he  Sunbeam  Oil  Burner  is  a  mechanical  draft  gun  Cllief  Engineer, 

pe  oil  burner  tor  use  with  hot  water  or  steam  boilers  t  Committee  on  Tests, 

or  warm  air  furnaces  -  in  domestic  and  commercial  in-  \ v 

>tallations  with  fuel  oil  not  heavier  than  #3  U  S  Dent  ,  HKKI-AS,  this  report  recommended  the  approval  of  this 

of  Commerce  Standards.  It  consists  of  a  blower  honV-  aPp  ianfe‘ 

>ng,  properly  machined  for  alignment,  upon  which  are  i  w’s'J/‘rd-  that  the  Board  of  Standards  and  Appeals  does 
nounted  a  twelve-inch  round  base  to  properly  support  hereby  approve  this  appliance  in  accordance  with  the  above 

ihc  houang  and  equipment.  On  the  left  side  is  fastened  rep0r,• 

<l  Mange  type  electric  motor  G.E.  1/6  hp  1775  rDm  - 

WhT f  fSr  M°uel  F, and }/3>  h-P-  for  Model  T  or  equal.'  29-47-SA 

hi  the  right  side  is  fastened  a  Webster  Sunstnnrl  APPT  tta  mt  t  *  i  \*  t>  i 

^>r  equal  fuel  unit..  The  shaft  of  the  fuel  unit  and  the  ST'mFrr^i  •  J  he  Linde  Air  I  roducts  Co.,  owner. 

’haft  of  the  electric  motor  are  aligned  with  each  other  '  ^  *  LS  C  ascade  Liquid  Oxygen  System,— Linde 

md  are  so  arranged  that  they  cannot  fall  out  of  align-  wovaPof^"  rUC<  a"d  M°bl  e  Pumpm^  Unit- 
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APPEAKOTNACpphc:mt:  G.  W.  Patch,  Jr.  and  H.  C.  Stdling. 
ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the. Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  ... 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee . . . 

Negative:  . . . ‘  i 

Absent:  Commissioner  Savage  . 


THE  RESOLUTION  (29-47-SA) 

Whereas,  The  Linde  Air  Products  Co.,  owner  filed  on 
January  10,  1947,  an  application  with  the  Board  of- Standards 
and  Appeals  for  approval  of  the  appliance  known  as  Linde 
“Cascade”  Liquid  Oxygen  System— Linde  Liquid  Oxygen 
Truck  and  Mobile  Pumping  Unit;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 


REPORT  OF  COMMITTEE  ON  TESTS 

Cu  1  # 29-47-SA  February  27,1947. 

Subject — Linde  “Cascade”  Liquid  Oxygen  System- 
Linde  Liquid  Oxygen  Truck  and  Mobile  Pumping 

Unit — Approval  of  .  ..  .  ... 

The  Linde  Air  Products  Co.  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  Linde  Liquid  Oxygen  Truck  and  Mobile  Pumping 
Unit  (Linde  “Cascade”  Liquid  Oxygen  System)  under 
the  provisions  of  C19-11-0  Administrative  Code. 

Description  '  ’  * 

The  Linde  transport  trucks  and  mobile  pumping  units 
used  in  the  distribution  of  liquid  oxygen  in  New  York 
Citv  are  straight  trucks  having  two  or  three  axle?. 
These  types  of  motor  trucks  will  carry  troni  approxi¬ 
mately  500  to  1500  gallons  of  liquid  oxygen  The  liquid 
oxygen  is  carried  in  a  metal  container  fabricated  of 
Everdur  (which  is  approximately  96%  copper  and  4% 
manganese  and  silicon)  or  “Muntz  metal  (which  is 
approximately  60%  copper  and  40%  zinc).  The  design 
characteristics  for  the  various  models  of  straight  trucks 


are  as  follow  s : 

Model  ‘ 

Working 

No. 

Pressure 

* 

psi 

MPU-  60 

15 

MPU-165 

12 

MPU-  90 

12 

MPU-125 

12 

Hydrostatic 
Test  Pressure 
psi 
36 
24 
24 
24 


This  liquid  container  is  completely  surrounded  by  and 
insulated  with  non-combustible  inert  insulating  material. 
The  container  is  supported  within  an  outer  steel  casing 
by  means  of  metallic  members,  the  members  being  fast¬ 
ened  to  the  welded  steel  van  body.  .  .  , 

In  use,  the  container  on  the  transport  unit  is  filled 
with  liquid  oxygen  at  a  supply  point  and,  while  in  transit 
between  the  supply  point  and  the  delivery  point,  the 
liquid  in  the  container  is  maintained  at  atmospheric 
pressure.  No  pressure  can  build  up  on  the  liquid  oxygen 
while  in  transit  as  the  container  is  open  by  a  suitable 
vent  pipe  to  the  atmosphere.  Some  liquid  oxygen  vapor¬ 
izes  during  transit  and  is  lost  to  the  air  but  the  amount 
is  purely  nominal.  The  liquid  oxygen  container  is  pro¬ 
vided  with  suitable  safety  devices  to  prevent  any  undue 
rise  in  pressure  should  the  vent  accidentally  or 
maliciously  be  rendered  unoperative. 

The  veiit  from  the  liquid  oxygen  container  to  the 
atmosphere  consists  of  a  metal  pipe  1 J4  inch  inside 
diameter  venting  downward  at  the  right  rear  corner 
of  the  truck.  The  container  is  also  provided  with  a  lyi 
inch  Luckenheimer  safety  valve  on  a  1/4  inch  inside 
diameter  pipe,  the  safety  valve  being  set  to  open  at  the 
working  pressure  12-15  lbs.  p.s.i.  Further  protection  is 
provided  in  the  form  of  a  5  inch  diameter  bursting  disc 
set  to  rupture  at  30  to  36  lbs.  pressure  per  square  inch 
and  mounted  on  a  1/4  inch  inside  diameter  pipe. 

The  trucks  are  equipped  with  conversion  apparatus 
for  pumping  the  oxygen  to  the  desired  pressure  and 


converting  it  to  ambient  temperature  gas.  1  lie  maximum 
pressure  of  this  pumping  operation  is  governed  by  the 
recipients  into  which  the  gas  is  pumped  and  which  will 
not  exceed  a  settled  pressure  of  2200  lb.  per  square  inch 

at  70°  in  these  recipients.  _ 

The  liquid  oxygen  is  drawn  from  the  transport  con¬ 
tainer  into  a  rotary  fore-pump  which  achieves  a  pressure 
o’f  about  35  lb.  per  square  Inch  in  operation  i  he  tore- 
pump  delivers  the  liquid  oxygen  to  a  two-cylinder  single 
acting  reciprocating  pump  which  delivers  the  desired 
pressure.  The  liquid  oxygen  under  Pjesure  is  then 
vaporized  in  a  coil  type  vaporizer  heated  by  the  water 
cooling  system  of  the  truck  engine  Gaseous  oxygen 
from  the  vaporizer  is  then  delivered  to  a  connection  at 
the  rear  of  the  truck  which  is  suitably  connected  to  the 
receiving  equipment. 

The  high  pressure  side  of  the  pumping  apparatus  is 
protected  by  two  high  pressure  release  devices  consisting 
of  one  pop  type  safety  valve  set  to  open  at  2700  lb.  per 
square  inch  and  one  bursting  disc  assembly  which  wil 
rupture  at  3100  lb.  per  square  inch.  Since  these  two  de¬ 
vices  relieve  direct  to  the  atmosphere,  they  definitely 
limit  the  maximum  discharge  or  cylinder-filling  pressure 
obtainable  from  the  mobile  pumping  unit.  In  addition 
each  cylinder  of  the  high  pressure  reciprocating  pump  i 
equipped  with  a  frangible  metal  bursting  disc  wind 

relieves  directly  to  the  atmosphere. 

Liquid  oxygen  is  a  clear,  transparent  fluid  with  ; 
faintly  blue  tint.  Its  weight  is  approximately  71  lb.  pt 
cubic  foot.  When  transported  at  atmospheric  pressur 
the  temperature  of  the  liquid  is  minus  183  Centigrach 
Liquid  oxy/en  is  non-flammable  and  non-toxic. 

The  motor  truck  transport  equipment  and  mobil 
pumping  equipment  are  operated  by  individuals  who  ar 
especially  trained  by  The  Linde  Air  Products  Compan 
for  such  work.  The  equipment  is  entirely  owned  an 
maintained  by  The  Linde  Air  Products  Company. 


Inspection  and,  Test 

The  truck  and  system  were  inspected  and  tested  at  < 
installation  of  the  applicant  at  646  Frelinghuysen  Avenu 
Newark,  N.  J.  Present  at  the  test  were  Commission 
Charles  M.  Blum  and  Chief  Engineer  Leslie  V  Hub 
of  the  Committee  on  Test  Inspection,  George  Sklener 
of  the  Division  of  Combustibles  Fire  Department,  H. 
Stellin"  R.  R.  Myers,  and  E.  H.  Malcolm,  Jr.  repr 
senting  the  applicant.  The  filling,  emptying,  and  safe 
devices  were  inspected  and  operated  and  the  system  tun 
tioned  adequately  and  safely. 


Recommendation 

On  the  basis  of  the  inspection'  and  test  and  the  da 

furnished  by  applicant  the  Committee  recommends  t 

approval  of  The  Linde  Liquid  Oxygen  1  ruck  and  Mob. 
Pumping  Unit  (Linde  “Cascade”  Liquid  Oxygen  syster 
when  installed  and  operated .  as  herein  described  a| 
more  particularly  described  in  U.  S.  Patent  -363  j 
issued  November  28,  1944  provided  the  truck  bear 
label  permanently  affixed  reading  Approved  by  • 
Board  of  Standards  and  Appeals  for  transport  a. 
delivery  of  oxygen  in  New  York  City  under  C 
#29-47-SA,”  and  provided  that  the  operator  ot 
apparatus  have  a  certificate  of  fitness. 

(Sgd.)  Harris  H.  Murdock, 

,  Chairman, 

Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer 
Committee  on  To 


and 


Whereas,  this  report  recommended  the  approval  of  1 

aPSLV  that  the  Board  of  Standards  and  Appeals  '- 
hereby  approve  this  appliance  in  accordance  with  the  ar 
report. 
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30-47-SM 

BUbTfCT— /  —Il'r  LindiC  m"'  Froducls  Co--  owner. 

A1 '  1  ’1  vVaNCFS— aSCa(  °  °Xygen  Receivers>  approval  of. 

F°r  ^Ap,,|icant :  G.  W.  Patch,  |r.  and  H.  C 
Melling. 

1 10  wifhFtl  IiOARD-Jdaterial  approved  in  accordance 

mi;  vote  to  approve-  tommi,tee  on  Tesls- 

Affirmative:  Chairman  Murdock,  Commissioner 
Plum  and  Deputy  Chief  Guinee  t 

Negative:  .  ,9 

Absent:  Commissioner  Savage  . .  1 

I  HK  RESOLUTION  (30-47-SM) 

inuarv^'io^  1 047°  Lin<le,.Air  Produc,s  Co  -  owner,  filed  on 
.u  nary  10  1  447,  an  application  with  the  Board  of  Standards 

nd  Appeahs  lor  approval  of  the  material  known  as  Linde 
'  La  scad  e  Oxygen  Receivers ;  and 

|  Whereas,  the  report  of  the  Committee  on  Tests  reads: 

RKPORT  OF  COMMITTEE  ON  TEST 
j  Cal.  #30-47-SM  February  27,  1947. 

Subject— Linde  “t  ascade"  Oxygen  Receivers 

the  Linde  Air  Products  Company  of  New  York  filed 
1  aI)L1*cation  with  the  Board  of' Standards  and  Appals 
tor  approval  ol  I  he  Linde  “Cascade”  Oxygen  Receivers 

!  !in(  er  tbe  provision  ot  C19-91.0  par.  6.d  of  the  Adminis- 
I  native  Lode. 

Description 

o.Jnh™;!;!6  cade”  Oxygen  Receivers  are  seamless 
X77? '  htee  ,  cylinder^  ot  nominal  inside  diameter 
I  10/7-  inches  and  .489  inch  thick  steel  shell  weighing 
’  approximately  00  lb.  per  lineal  ft.  They  are  fabricated 

KodeCUri40Ce  V'/ith,  A’SAI  Ei  unfired  Pressure  vessel 
cede  L  140. t  with  two  )4  inch  pijie  outlets  and  with  a 

bursting  pressure  ot  10760  lb.  per  square  in.  maximum 
stress  in  steel  plate  24250  lb.  per  square  in. 
i  .  .  l  Enit  insists  of  a  number  of  these  receivers 
1  ''  Ych  are.  main  lotted  and  connected  into  a  central  con- 
l  trol  cabinet  which  is  equipped  with  valves,  pressure 
,  gages  and  regulating  apparatus.  The  pressure  is  reduced 
>  f?  :t  Predetermined  value  less  than  200  psi  and  supplies 
1  th*  P‘Pe  lme  running  to  the  customer’s  plant. 
h\,1 * *"ad(Ptlon  .{°  thf.  hl8h  Pressure  protection  represented 
Jh*  t™n8lble  dls?  sc.t  at  2750  psi  on  each  end  of 
each  recen  ei ,  protection  is  provided  on  the  low'  pressure 
system  by  safety  pressure  relief  valves  set  to' operate 

2  >-  ,  PS\v,nd  C’8"  '-'  d,scs  desisned  to  operate  at 

7,  psl-  'V.hen  the  Pressure  in  the  receivers  reaches 
He  point  ot  approximately  500  psi  the  receivers  are' 

1  nec tec Hn°r  ^  n  ‘ T °T  a  Mobi,t  Fumjting  Unit  con- 
m  .  ,  r  sultable  hl?h  Pressure  flexible  metal  tubing 

-f  'rIlar  Ttflangei  •  connect!on  supplying  the  bank 

(  •  receivers.  I  he  receivers  and  control  equipment  are 

inspected  at  frequent  intervals  and  maintained  by  trained 

personnel  ot  -1 lie  Linde  Air  Products  Company 

Qq  -r)ygf".in  the.  receivers  is  in  a  gaseous  state  and  is 

7  Parity  or  higher,  is  non-flammable,  non-toxic  and 
extremely  free  ot  water  or  water  vapor.  Because  of 
these  conditions  there  is  no  internal  corrosive  effect  on  and 
•the  receivers.  A  heavy  coating  of  “Insulmastic”  on  the 
j  or  Presents  external  corrosion  of  the  receivers  and 
r  are  in  addition,  subject  to  frequent  inspections  by 
Trained  personnel  ot  I  he  Linde  Air  Products  Company  ' 

these  vessels  are  manufactured  by  the  Hvdril  Com- 
\  SMF1?  A  authorjzed  u”dei'  the  provisions  of  the 
,A  S- ,  ‘  C°d?  t0  app  y  tbe  A-S.M.E.  Unfired  Pressure 
usstl  stamp  to  vessels  built  to  the  Code  Mill  tc^t 
reports  ot  the  material  used  are  approved  by  an  in¬ 
spector,  in  the  employ  of  an  insurance  company,  who 
•s  commissioned  by  the  National  Board  of  Boiler  and 
I  ressure  Vessel  Inspectors.  It  is  the  duty  of  this  in- 
Rr  ‘nsiKsct  the  material,  witness  tests  and  certify 
he  Manufacturers  Data  Report  form. 


w'irft,°'rIcss  tubing*  fabricated  in  accordance 
O  ;■  .(American  petroleum  Institute)  specifica- 
••  .  giade  Jo5  or  N-80  are  inspected.  Closing  of 

lm,*riS,„r,aC,CTPl'Shed  by-  the  end  to  forfi,?g 

fii  iE  f  pressing  ,t  into  a  die  to  form  the 

ffispected  ’  1  hCn  CndS  are  driUed  and  ,aPPed  ai,d 

ierLh4SmUnfiiedfPreSSL-re  vessels  or  receivers  will  he  sub- 
'  which  R  l1,""  ?!  internal  pressure  test  of  3750  psi 
•  pressure'  at  70°  E  .twc>thlrds  the  design  and  charging 

of  he  Citl  of  4.  vCC,0iai,Ke  Wlth  the  requirements 
l.  •  •  * M  ,  •  ,w  Y°rb  Administrative  Code  before 

being  installed  in  the  City  of  New  York. 

grin]?-  1*4  un  n  I'm  vfss.el  is  in  accordance  with  para- 
graphs  U-140-U-144  ot  the  A-S.M.E.  Unfired  Pressure 
Vessel  Code  and  Case  #970. 

Upon  installation  each  vessel  is  fitted  at  each  end  with 
a  rein  forced  frangible  non-ferrous  metal  disc  safety 
2750%°  adecjuale  relieving  capacity.  These  function  at 

Each  installation  is  located  out-of-doors  in  a  selected 
location,  suitably  fenced.  Increase  in  pressure  due  to 
heat  is  within  the  bursting  pressure  of  safety  disc 
.  ,c  v.ebsels  are  set  on  remiorced  concrete  supports  in 

one  another  fa  that  -they  are  separated  from 

Minre  An  •  convenience  in  inspection  and  mainte-. 

shx  v  essels  lnstallatl0n  consists  of  from  six  to  thirty  - 
Inspection  and  Test 

1  he  Oxygen  Receivers  were  inspected  and  tested  at 
an  installation  ot  the  applicant  at  646  Frelinghuysen 
avenue,  Newark,  N  J.  Present  at  the  test  were  Com¬ 
missioner  t  harles  M.  Blum  and  Chief  Engineer  Leslie 

SklcmeHk  °f  5 6 7  %mmittee  ?"  Tests,  Inspector  George 
Sklenerik  of  the  Division  ot  Combustibles  Fire  Dent 

H.  C.  Stalling  R.  R.  Myers  and  E.  hi.  Malcolm  T” 
representing  the  applicant.  The  filling,  emptying’  and 

menm  A  A™'  tOUnd  to  compIy  with  the  require- 

4  Sv  J  \V  miniS  raJ,Ve  Code  and  of  the  American 
%  ' %  tv1?*!  Engineers  for  unfired  pressure 
vessels  The  data  filed  as  to  tests  of  the  cylinders  as 
unfired  pressure  vessels  Report  CR2486  was  checked. 

Recommendation 

On  .  the  basis  of  this  inspection  and  test  and  the  data 
submitted,  I  he  Committee  on  Tests  recommend  the  ap- 

inalll  V  Linde  Cascade”  Oxygen  Receivers  whin 
installed  and  operated  m  accordance  with  this  report  and 
with  the  requirements  of  the  Administrative  Code  pro¬ 
vided  each  Receiver  bear  a  label  permanently  affixed 
reading  Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  lor  use  m  New  York  City  under  Cal.  #30-47-S.\l. 

(Sgd.)  Harris  H.  Murdock, 

,  .  Chairman, 

Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

,  Chief  Engineer, 

Committee  on  Tests. 

Whekeaes,  this  report  recommended  the  approval  of  this 
material.  • 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  nr  accordance  with  the  above 
report. 


74-47-SA 

APPLICANT— Polo  Pump  Co.  (formerly  Rystrom  Engi- 
—  neering  Co.,  Inc.),  owner. 

SUBJECT— Polo  Fuel  Oil  Pump,  Model  R-12  (formerly 
known  as  Rystrom  Fuel  Pump,  Model  R-12)  ap¬ 
proval  of.  F 

APPEARANCES— 

For  Applicant :  Murray  Walsh. 
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ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gurnee .  J 

Negative:  . , 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (74-47-SA) 

Whereas,  Polo  Pump  Co.,  owner  filed  on  January  27, 
1947,  an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  appliance  known  as Polo  Fuel  Oil  TmuP 
Model  R-12  (also  known  as  Rystrom  Fuel  Oil  1  ump,  Model 

Whereas,  the  report  of  the  Committee  on  Tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS 

February  11,  1947. 

Subject1!'  Polo  Fu’d  Oil  Pump,  Model  R-12  (also  known 
as  Rystrom  Fuel  Oil  Pump,  Model  R-12),  Approval 

The  Polo  Pump  Co.  (formerly  Rystrom  Engineering 
Co. )  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Polo  Fuel  Oil  Pump 
Model  R-12  (also  known  as  Rystrom  Fuel  Oil  Pump 
Model  R-12)  under  the  provisions  of  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 

Description 

This  pump  is  designed  for  pumping  fuel  oil  through 
pressure  type  oil  burners.  It  has  a  capacity  of  five 
■'■allons  per  hour  based  upon  a  strainer  area  ot  five 
square  inches.  This  is  a  gear  type  pump  using  steel 
hardened  gears  mounted  in  a  cast  iron  body.  Incor¬ 
porated  in  the  body  is  a  monel  metal  wire  screen  strainer 
and  a  balance  type  relief  valve  so  designed  as  to  give  a 
quick  cutoff  when  the  power  is  shut  off  to  the  oil 
burner.  The  strainer  is  made  of  a  nest  of  four  monel 
wire  screens  so  arranged  that  the  oil  must  pass  through 
all  four  screens.  Provision  is  made  for  adjustment  ot 
the  pressure  setting  of  the  relief  valve.  The  shaft  is 
sealed  against  leakage  by  a  lead  bronze  collar  on  the 
shaft  held  bv  spring  tension  against  a  chrome  plated 
lapped  seal  ring  set  in  a  synthetic  flexible  diaphragm. 
The  power  consumption  of  the  pump  is  4U-aU  Watts 
when  pumping  at  100#  per  square_inch.  The  pump  is 
designed  to  produce  a  vacuum  of  2a  inches  of  mercur\. 
The  weight  of  the  pump  is  seven  pounds.  I  he  pumps 
are  made  for  both  clockwise  and  counter-clockwise  rota¬ 
tion  to  suit  the  requirements  of  the  oil  burner.  I  he 
pump  has  been  approved  by  the  Underwriters  Labora¬ 
tories,  Guide  #300-10.2.16. 

Inspection  and  Test 

The  pump  was  inspected  and  tested  by  the  Committee 
on  Tests.  Present  were  Commissioner  Charles  M.  Blum 
and  Chief  Engineer  Leslie  V.  Huber.  The  pump  was 
found  to  function  as  designed. 

Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  data 
submitted  by  the  applicant,  the  Committee  on  1  ests 
recommends  the  approval  of  the  1  olo  Fuel  Oil  Pump, 
Model  R-12,  also  known  as  the  Rystrom  Puel  Oil  1  ump, 
Model  R-12,  when  installed  in  accordance  with  these 
specifications  herein  and  with  the  Oil  Burner  Rules  ot 
the  Board  of  Standards  and  Appeals,  provided  the  device 
bears  a  label,  permanently  affixed,  reading :  Approved 
bv  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  #74-47-SA.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  this 

'^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  abort 

report. 


Adjourned:  1:00  l’.M. 


I osei’h  J.  Doyle,  Chief  Clerk 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MARCH  18,  1947. 


Present:  Chairman  Murdock,  Commissionef  Blum  an 
Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


293-43-A 

APPLICANT — Conran  Standpipe  Co.,  for  Long  lslar 
Railroad  Co.,  owner. 

SUB  I ECT— Application  reopened  January  28,  194/  re  A] 

‘  peal  from  a  decision  of  the  borough  superintendei 
and  an  order  of  the  fire  commissioner  (previous- 

withdrawn).  _ _ 

PREMISES  AFFECTED— 121-151  Flatbush  avenue,  ea 
side  from  Hanson  place  to  Atlantic  avenue  ai 
2-27  Hanson  place  (Block  2001,  Lot  1),  Borou; 
of  Brooklyn. 

APPEARANCES-  Si 

For  Applicant:  William  K  Conran.  ; 

For  Administration:  1  hemas  A.  Larkin,  rr 

Dep’t.  I  j 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . 

Negative :  Chairman  Murdock,  Commissioner 

'  Blum  and  Deputy  Chief  Guinee  . ’ 

Absent :  Commissioner  Savage  . | 

THE  RESOLUTION  (293-43-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  t. 
fire  commissioner,  affecting  premises  121-151  hlatbr 
avenue  east  side,  from  Hanson  place  to  Atlantic  avenue  a. 
2-27  Hanson  place  (Block  2001,  Lot  1),  Borough  of  Broo 
lyn,  was  withdrawn  on  July  20,  1943,  alter  discussion;  ; 

Whereas,  the  applicant  requested  a  reopening  and  relic 
ing  of  the  appeal,  based  on  a  decision  of  the  borough  sup 
intendent  and  an  order  of  the  fire  commissioner;  and 
Whereas,  this  appeal  was  reopened  by  vote  of  the  Bo; 
on  January  28,  1947,  subject  to  usual  procedure,  < 

,  Whereas,  the  decision  of  the  borough  superintend! 
dated  December  16,  1946,  on  Misc.  Applic.  11117-46  rea 
“2.  The  Fire  Dept,  states  that  there  is  no  record 
an  approval  for  a  standpipe  system  at  the  above  pr< 
ises.  The  records  of  this  dept,  indicate  the  same,  the 
fore  Sec.  16.16  of  the  Adm.  Code  does  not  apply.  M 
standpipe  system  comply  fully  with  Article  17  ot 
Adm.  Code.” 

Whereas,  the  applicant  now  contends  that  plans  as 
quested  by  the  Board  have  been  filed  with  the  Departn 
of  Housing  and  Buildings  under  Misc.  Applic.  111174 
that  this  building  was  erected  under  an  act  of  the  SI 
Legislature  in  the  year  1897,  which  act  provided  for 
filing  of  plans  with  the  departments  of  the  city  of  Bro 
lyn ;  that  it  is  thus  understandable  that  the  Fire  Departn 
and  Department  of  Housing  and  Buildings  of  the  Cite 
New  York  would  not  have  any  plans  on  file ;  that  t 
contended  that  Section  16.16  of'  the  Administrative  C 
applies  and  that  the  owner  is  therefore  not  require*1 
comply  with  Article  1  and  Article  1-D  of  Fire  Departn 
order  9731-LF  issued  November  25,  1942  and  Items  3  a: 
of  Order  16901-LF  issued  by  the  fire  commissioner  Ms 
21,  1946;  and 
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\\  hekeas  order  16901-LF  issued  by  the  fire  commissioner 
March  21,  1946  reads: 

"1;  Replace  missing  valve  wheels  at  all  hose  outlets, 
bection  09-161.0  Administrative  Code. 

2.  Provide  approved  2]/2"  hose  sufficient  to  cover  area 

!'iQSnbllt,n0t  tG  exceed  125 '  at  cach  outlet.  Section 
L  19-161.0  Administrative  Code. 

3.  Standpipe  fire  line  system  should  be  Cross- 
connected.  Section  09-161.0  Administrative  Code 

4.  Water  supply  for  the  standpipe  fire  line  system 
should  be  provided  unless  the  Superintendent  of  Build- 

waives  or  modifies  these  requirements.  Section  09- 
161.0  Administrative  Code. 

Note .  The  Administrative  Code  provides  that  at 
least  once  in  five  years  every  required  standpipe  system 
shall  he  subjected  to  a  hydrostatic  pressure  test  and  to 
a  How  test  to  demonstrate  its  suitability  for  Fire  Depart¬ 
ment  use. 
and ; 

•  .  XyHEK^S’  OP™”1  of  the  Boai'd*  die  provisions  of 

Section  06-1436.0  (16.16)  as  to  existing  standpipe  systems 
do  not  apply  inasmuch  as  there  is  no  record  of  approval  by 
| the  superintendent  of  buildings  or  the  fire  commissioner;  that 
there  appears  to  he  good  reason,  as  evidenced  by  the  decision 
1  ot  the  fire  commissioner,  that  there  should  he  an  adequate 
standpipe  system  maintained. 

i  Rl'f°l*vd’  lbal  *be  decision  of  the  borough  superintendent 
dated  December  16,  1946  on  Misc.  Applic.  11117-46  be  and 
it  hereby  is  affirmed  and  the  decision  of  the  fire  commissioner 
as  to  order  16901-LF  is  hereby  affirmed  and  the  appeal  be 
and  it  hereby  is  denied. 

1027-46- A  . 

APPLICANT— Charles  M.  Spindler,  for  W.  S.  Realty 
Corp.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AF  FECI  ED— 133-135  West  100th  street,  north 
SKie  32o  ft.  west  of  Columbus  avenue' (Block  1855 

\PPE ARANCES— r°Ugh  °f  Manhattan- 

For  Applicant :  Joseph  C.  Hans. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

rHE1  VOTE  B0ABD—Appeal  granted  on  condition. 

Affirmative  .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  q 

Absent :  Commissioner  Savage  .  1 

FHE  RESOLUTION  ( 1027-46- A) 

Whereas,  Charles  M.  Spindler  for  W.  S.  Realty  Corp., 
nvner,  filed  December  12,  1946,  an  appeal  from  a  decision 
v  t  e,Z0Ush  superintendent,  affecting  premises  133-135 
freet,  north  side  325  ft.  west  of  Columbus 
enue  (Block  1855,  Lot  18),  Borough  of  Manhattan;  and 
vnhpreas  the  deasion  of  the  borough  superintendent, 
‘ated  November  20,  1946,  Alt.  Applic.  1659-46,  reads: 

labor  law  mCanS  °f  egress  are  inadequate  as  per  §270 

6.  The  enclosure  of  the  existing  stairway  to  be  of 
nd  **  nour  fire  rating  with  \1/  hour  fireproof  doors.” 

Whereas  the  applicant  states  the  building  is  4  stories 

t  Is  'A  ”  WS?/9  ft-  in‘  b-v  100  ft-  11  ^  area 

st  floor,  4)  ft.  7J4  in.  by  90  ft.  in  area  at  typical  floor, 

t  Llass  1  construction;  erected  1925,  located  in  a  business 

~ri„£/r^a  ani<LPasS„1^  lleight  district.  and  used  and 
SnU  iSI?C£  1946~ ce!lar-  storage  of  rubber  products,  no 
rnU,wi  9  h°°r’  shlPPing  receiving  and  storage  of  rubber 
.1  cts’  4  Persons;  2nd  floor,  showroom  and  storage  of 
looer  products,  3  persons;  3rd  floor,  manufacturing  and 
S  ri!bber  Products,  10  persons;  4th  floor,  manufac- 
‘  ‘n/  an,d  storage,  rubber  products,  10  persons,  and  pro- 
>sed  to  be  used  and  occupied  as  follows:  cellar,  same;  1st 
r’  st°rage,  showroom,  office  and  shinning  of  rubber 


products,  2  persons;  2nd  floor,  storage  and  showroom  for 
rubber  products,  3  persons;  3rd  floor,  manufacturing  and 
storage  ot  rubber  products,  10  persons;  4th  floor,  manu- 
laeturmg  and  storage  of  rubber  products,  10  persons;  and 

.  Certlhca,te  of  Occupancy  18728,  issued  Decem¬ 

ber  7  1932  Permits  the  use  of  the  building  as  a  garage  for 
mole  than  five  motor  vehicles  throughout  and  certifies  the  live 
load  capacity  to  be  120  lbs.  on  each  floor ;  and 
Whereas  the  applicant  states  that  the  building  is  equipped 
with  one  3  ft.  8  in  wide  steel  stairs,  enclosed  in  3  in.  con¬ 
crete  on  metal  lath,  equipped  with  fireproof  self-closing 
doors  and  leading  from  the  roof  bulkhead,  directly  to  the 
street  and  one  fire  escape  at  the  rear,  leading  to  the  roof 
by  stair  and  to  the  yard  by  stair,  with  egress  to  the  street 

‘lough  fireproof  passage;  that  windows  and  doors  on  the 
course  of  the  fire  escape  are  fireproof  self-closing;  that  the 
adjoining  building  to  the  west  is  15  ft.  lower  and  that  the 
plot  to  the  east  is  vacant ;  and 

Whereas,  Violation  6511  issued  October  15,  1946  was 
oi  changing  occupancy  from  a  garage  to  a  factory,  contrary 
to  approved  Alt.  Application  1659-46,  without  obtaining  a 
certificate  of  occupancy ;  and 

Whereas,  Alt.  Applic.  1659-46  was  filed  to  install  toilets 
m  the  existing  garage  building ;  and 

Whereas,  the  applicant  contends  that  the  two  existing 
stairways  comply  with  the  law  in  all  respects  except  as  to 
enclosure;  that  the  type  of  manufacturing  and  the  area  to 
be  used  for  manufacturing  will  comply  with  the  require¬ 
ments  of  the  zoning  resolution ;  that  the  front  stairs  is  en¬ 
closed  in  Zy2  m.  solid  partition,  consisting  of  concrete  on 
wire  lath,  equipped  with  3  ft.  8  in.  fireproof  doors;  that  the 
rear  stairway  is  an  exterior  steel  stairs  protected  by  a  6  ft 
fireproof  passageway  midway  between  the  1st  and  2nd  floors 
and  connecting  directly  with  the  front  stair  hall  by  direct 
egress  to  the  street ;  that  all  doors  leading  to  the  rear  stairs 
are  fireproof  and  all  windows  opening  thereon  are  steel  sash 
glazed  with  wire  glass ;  that  the  building  is  fireproof 
tliiougliout,  the  gasoline  storage  system  will  he  discontinued 
and  sealed  to  the  satisfaction  of  the  fire  department  and 
an  approved  interior  fire  alarm  system  will  be  installed* 
that  all  other  provisions  of  the  labor  law  will  be  complied 
with;  that  the  elimination  of  the  garage  use  and  the  gaso- 
me  storage  system  will  reduce  the  hazard;  that  there  will 
fie  an  exit  within  less  than  50  ft.  of  any  point  on  any  floor 
Kesolved  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic-  1659-46,  be  and  it  hereby  is  modified 
ami  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
tlipt  the  exits  trom  the  building  shall  be  maintained  as  pro¬ 
posed  and  as  indicated  on  plans  filed  with  this  appeal  marked 
received  March  11,  1947,”  4  sheets;  that  the  building  shall 
not  be  increased  in  height  or  area;  that  the  number  of  per¬ 
sons  on  each  floor  of  the  building  shall  not  exceed  that  per- 
mitted  J.y  the  primary  means  of  exit;  that  the  fireproof 
passageway  from  the  rear  stair  to  the  primary  means  of  exit 
as  indicated,  shall  be  maintained ;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  any  windows  on  the  side  lot  line 
constructed  contrary  to  the  resolution  of  the  Board  adopted 
on  June  6,  1926,  under  Cal.  No.  227-1926,  shall  be  fireproof, 
glazed  with  wire  glass  and  not  openable;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


1043-46-A 

A I  PLILAN  I  — -Arthur  F.  Winter,  for  195  Broadway  Corp., 
owner  (F.  W.  Woolworth  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 176- 1B4  Fulton  street,  20-24 
Dey  street  and  4a-51  Church  street,  east  side,  from 
Hilton  to  Dey  streets  (basement)  ;  (Block  80,  Lot 
4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Chester  A.  Arthus  and  Arthur  F. 
•  Winter. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
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ACTION  OF  BOARD — Appeal  granted  on  condition.* 

THE  VOTE—  .  , ,  ,  ,  ...  .  .  „ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

•  Negative:  .  V 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (1043-46-A) 

Wherkas,  Arthur  F.  Winter,  for  195  Broadway  Coriu, 
owner  (F.  W.  Woolworth  Co.,  lessee),  filed  December  20, 
1946,  an  appeal  from  an  order  and  a  decision  of  the  nre 
commiss:oner,  affecting  premises  176-184  Fulton  street,  -0-24 
Dev  street  and  45-51  Church  street,  east  side  from  Fulton 
to  Dey  streets  (basement)  ;  (Block  80,  Lot  4),  Borough  ot 
Manhattan ;  and 

Whereas,  Order  39173-LF,  issued  by  the  fire  commis¬ 
sioner  August  27,  1946,  reads:  .  .  .  . 

‘‘1  Provide  an  approved  wet  automatic  sprinkler 
system  in  the  cellar,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Ch.  26,  Art.  16, 

Adm.  Code.  ' 

\  stairway  leading  from  the  cellar  to  the  1st  story, 
in  the  northwest  corner,  near  the  Fulton  street  side  will 
be  accepted  in  lieu  of  the  sprinkler  system  ordered  above. 

Plans  to  be  filed  with  and  approved  by  the  Depart¬ 
ment  of  Housing  and  Buildings  before  work  is  com¬ 
menced.  09-161.0  Adm.  Code.” 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
tire  commissioner  dated  November  26,  1946,  and 

Whereas,  the  applicant^tates  that  the  building  is  2  stories 
(28  ft.)  in  height;  155  ft.  6  in.  by  108  ft  1  in  and  71  ft. 

3  in.  in  area,  of  Class  3  construction;  erected  1934;  located  in 
an  unrestricted  use,  B  area  and  Class  21/ 2  height  district, 
used  and  occupied  since  1940:  cellar,  sales  room  and  machine 
room,  200  persons;  1st  floor,  salesroom,  400  persons;  2nd 
boor,  stock  room-kitchen  office,  6  persons;  that  the  building 
is  equipped  with  an  approved  standpipe  system,  four  interior 
stairs,  3  ft.  8  in.  wide  and  wider,  of  iron  with  cement  treads, 
enclosed  in  terra  cotta  partitions,  equipped  with  fireproof 
self-closing  doors  and  lead  to  the  roof  bulkhead  and  directly 
to  the  street  and  one  stairway  leading  to  the  adjoining  tele- 

phone  building;  and  7 

Whereas,  Certificate  of  Occupancy  26276,  issued  June  2/, 
1940,  upon  completion  of  Alteration  3459-1938,  permits  the 
use  and  occupancy  of  the  building  as  follows :  Cellar  sales 
floor, -200  persons;  1st  story,  sales  floor,  400  persons,  100  lbs. 
live  load  per  sq.  ft. ;  2nd  floor,  stock  room,  office,  kitchen 
and  girls’  room,  6  persons,  120  lbs.  live  load,  and 

Whereas,  the  applicant  contends  the  building  is  only  two 
stories  high  and  is  of  ordinary  construction  with  the  excep¬ 
tion  of  the  entire  1st  floor  and  the  easterly  26  ft.  second 
floor  portion  on  Fulton  street,  which  are  concrete  construc¬ 
tion ;  that  the  building  fronts  on  Fulton,  Church  and  Dey 
streets;  that  in  the  basement  area  “F”,  there  is  a  public  lunch 
counter  along  the  westerly  wall  and  the  rest  of  the  sales 
area  is  used  for  display  and  standard  merchandise  counters; 
that  there  are  two  standpipes,  one  in  the  northeasterly  corner 
and  the  other  in  the  stair  tower  on  the  westerly  side;  that 
in  addition,  there  are  32  fire  pails  throughout  the  area,  that 
from  this  basement  area  to  the  1st  floor  there  are  two  grand 
staircases,  one  6  ft.  6  in.  wide  and  the  other  8  ft.  wide,  one 
terminating  directly  behind  one  of  the  store  entrances  on 
Dev  street  and  stairway  marked  “B”,  leads  directly  to  the 
main  lobby  of  the  Telephone  Building  and  thence  to  Fulton 
street;  that  stairway  “A”  is  fireproof  enclosed  and  leads 
directly  to  grade  on  Church  street  and  also  runs  to  the 
roof;  that  the  freight  elevator  runs  from  the  basement  to 
the  second  floor;  that  area  marked  “G”  is  used  for  storage 
bv  other  tenants  and  is  sealed  off  by  terra  cotta  walls  and 
fire  doors;  areas  marked  “H”  and  “I”  are  refrigeration 
machine  rooms ;  that  the  entire  basement  sales  area  is 
mechanically  ventilated  and  air  conditioned  ;  that  the  stock- 
room  for  receiving  and  storing  6f  merchandise  is  not  located 
in  the  basement  or  the  first  floor;  that  these  areas  are  used 
for  public  sales  purposes  only ;  that  the  standpipe  system  was 
approved  by  the  Fire  Department  and  will  be  maintained 


to  its  satisfaction  and  such  portable  fire-fighting  appliances 
will  be  maintained  throughout  as  the  fire  commissioner  shall 
direct  -  that  the  exits  as  described  will  be  maintained. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  39173-LF,  Item  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  an  additional  stair,  leading  directly  from  Fulton  street 
to  the  cellar,  shall  be  installed  as  indicated  on  revised  p  ans 
filed  with  this  appeal  marked  “Received  March  17  1947; 
that  the  existing  means  of  access  to  the  cellar  shall  not  be 
reduced  ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws  and  rules  applicable  thereto. 


46-47-A 

APPLICANT — Benjamin  Saltzman,  Borough  Superintend¬ 
ent  1  )epartment  of  Housing  and  Buildings. 

OWNER  OF  PREMISES— 97  Associates,  Inc.  (Margaret 
Residences,  Inc.,  lessee). 

SUBJECT— Application  for  revocation  ot  Certificate  ot  Oc¬ 
cupancy  #110641-44. 

PREMISES  AFFECTED— 91-99  Columbia  Heights  and  1-9 
Orange  street,  northeast  corner  (Block  219,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES—  ,  xr  .  „ 

For  Applicant:  Benjamin  Saltzman,  Morris  Hanncs 

and  Russell  J.  Dunachie. 

For  Opposition:  Nelson  Olcott,  Paul  V  indels  aiul 
Harry  M.  Prince.  , 

For  Administration  :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings.  j 

ACTION  OF  BOARD— Appeal  placed  on  reserve  calendar. 

THE  RESOLUTION  (46-47-A) 

Whereas,  Benjamin  Saltzman,  Borough  Superintendent, 
Department  of  Housing  and  Buildings,  Borough  of  Brooklyn, 
filed  January  16,  1947,  an  application  for  a  revocation  ol 
Certificate  of  Occupancy  110641-44,  issued  to  91-99  Columbia 
Heights  and  1-9  Orange  street,  northeast  corner  (Block  2FJ, 
Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  the  97  Associates,  Inc.  is  stated  by  the  borougli 
superintendent  to  be  the  owner ;  and 

Whereas,  the  last  owner  of  record  as  shown  by  the 
records  of  the  Office  of  the  City  Register,  County  ot  Kings 

is  Ely  DePuy ;  and  ...  ..  ,  . 

Whereas,  due  notice  of  this  hearing  was  mailed  to  tne 
owner  of  record  and  to  the  owner  as  stated  by  the  applicant, 

Whereas,  Certificate  of  Occupancy  110641  issued  June  20, 
194F,  classifies  the  construction  of  the  building  as  brick  am 
frame  and  classifies  its  occupancy  as  Class  “A”  heretofore 
erected  existing  and  permits  its  use  as  follows:  Cellai 
storage,  kitchen  etc.;  1st  floor,  office,  reception  room  am 
dining  room,  125  persons;  2nd  and  3rd  floors,  10  apartment- 
each;  4th  floor,  12  apartments;  5th  floor,  10  apartments,  6th 
7th  and  8th  floors,  11  apartments  each;  9th  and  d Oth  floors 
10  apartments  each;  11th  floor,  penthouse,  solarium;  total 
Hotel,  office,  reception  room,  dining  room  and  9a  apartments 
Class  “A”  Multiple  Dwelling  heretofore  erected,  existing 

Whereas,  the  applicant  contends  that  this  building 
erected  under  N.B.  Permit  650  in  1889,  which  application  n 
connection  with  this  permit  was  approved  July  22,  lo»v. 
that  the  specification  filed  therewith  shows  in  answer  1 
Question  2  it  was  stated  that  the  building  was  to  be  used  as ; 
tenement  for  thirty-nine  (39)  families;  that  the  propg 
classification  of  this  building  according  to  the  dehmtio 
under  Section  4,  subdivision  11  of  the  Multiple  Dwelling  La\\ 
is  an  old  law  tenement,  as  attested  to  by  the  subject  matte 
stated  in  principal  point  #1  ;  that  as  this  building  was  erectej 
in  1889,  which  is  prior  to  April  12,  1901,  this  becomes  an  o 
law  tenement;  that  Certificate  of  Occupancy  #110641  wa 
issued  June  20,  1944  as  a  Class  “A”  Multiple  Dwelling 
heretofore  erected— existing,  which  is  an  improper  classjl 
cation  in  accordance  with  the  foregoing;  that  this  certifica 
was  based  on  Alteration  Permit  9732-28  which  was  filed 
remove  the  wood  doors  and  openings  betw-een  “9o  Co  I  mum 
Heights  (should  be  97)  and  56  Willow  street,  and  re-insta 
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automatic  closing  fire  doors;  that  the  plans  filed  with  this 
permit  do  not  give  any  information  as  to  the  arrangement  of 
rooms  or  any  other  necessary  data  for  the  purpose  of  deter¬ 
mining  compliance  with  the  Multiple  Dwelling  Law  ;  and  any 
certificate  issued  is  in  error ;  that  it  is  to  he  noted  that  97 
Columbia  Heights  is  an  eleven  story  building  and  56  Willow 
street  is  a  three  story  and  basement  building,  each  containing 
its  own  stairway;  and 

Whereas,  the  applicant  has  filed  copy  of  Exit  Order  92 
issued  November  18,  1946,  which  reads: 

In  accordance  with  the  provisions  of  Section  C26- 
2/6.0  of  the  Administrative  Code  of  the  City  of  New 
York,  you  are  hereby  ordered  to  provide  proper  means 
ol  egress  and  exit  facilities  from  the  structure  at  the 
above  location  as  follows  : 

A  Alter  all  banks  of  existing  fire  escapes  containing 
vertical  ladders  so  as  to  conform  to  the  type  de¬ 
scribed  in  Section  145  of  the  Multiple  Dwelling 
Law  and  Department  Rules  and  Regulations  on 
fire  escapes.  Provide  a  clear  passageway  at  least 
three  feet  wide  extending  from  foot  of  each  fire 
escape  located  at  the  East  and  North  sides  of  this 
building  to  street,  and  enclose  that  portion  within 
building  with  materials  meeting  the  one-hour  fire 
test. 

^  J  rovide  two  means  of  egress  from  each  suite  of 
rooms  arranged  so  that  the  2nd  means  of  egress 
does  not  pass  through  the  primary  means  of 
egress. 

C— Remove  obstructions  from  easterly  interior  stair¬ 
way  and  provide  adequate  illumination  throughout 
this  stairway;  remove  rubbish  from  westerly  stair 
on  12th  floor. 

D — Provide  exit  signs  with  letters  8"  height  over  all 
exits  and  directional  signs  where  necessary  to  in¬ 
dicate  location  of  exit  on  all  floors. 

E  Provide  lights  off  a  separate  circuit  over  all  exits 
and  directional  signs. 

h  Remove  devices  which  keep  all  exit  doors  to  stair¬ 
way  and  passageway  on  first  floor  in  an  open 
position  and  arrange  these  doors  to  be  self¬ 
closing.” 

id 

Whereas,  the  report  of  a  Committee  of  the  Board  which 
as  read  at  this  hearing,  reads  as  follows  : 

i  •  • 

REPORT  OF  COMMITTEE. 


i>  ...  XT  March  14,  1947. 

He:  (  al.  No.  46-47-A 

Premises  91-99  Columbia  Heights,  N.E.  Cor 
.Orange  Street,  Brooklyn.  “The  Margaret”, 
us  appeal,  filed  by  the  Borpugh  Superintendent,  is 
tor  revocation  of  Certificate  of  Occupancy  #110  641 

issued  June  20,  1944,  on  the  ground  that  it  was  issued 
in  error.  t 

Erected  under  N.B.  650  of  1889,  with  the  approval  of 
the  Department  of  Health,  which  at  that  time  adminis¬ 
tered  the  Tenement  House  Law,  the  building  contained 
apartments,  each  with  a  kitchen.  Under  the  law  it 
t'us  a  tenement  house.  If  the  kitchens  were  installed, 
ttiey  were  later  removed,  probably  around  1894,  as  later 
records  indicate  no  apartment  kitchens  and  an  increase 
m  the  number  of  apartments  to  95.  Without  apartment 
cooking  tacihties,  the  building  no  longer  came  under 
the  lenement  House  Law.  In  1929  it  was  restbred 
under  the  Multiple  Dwelling  Law  to  the  jurisdiction  of 
the  1  enement  House  Department  and.  subject  to  classi- 
ficat'on  either  as  a  Class  A  or  Class  B.  In  1935  it  was 
classified  by  the  Tenement  House  Department  as  a 
(Heretofore  Erected  Existing)  Class  A  .Multiple  Dwell¬ 
ing.  Since  1894  or  thereabouts  to  date  The  Margaret  has 
been  operated  as  an  apartment  hotel,  leasing  furnished 
apartments  as  a  rule  for  permanent  residence  purposes, 
there  have  at  all  times  been  certain  hotel  services  in¬ 
cluding  a  dining  room  for  the  tenants  and  for  transient 
accommodation.  In  the  opinion  of  the  Committee,  the 
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classification  as  a  (heretofore  erected  existing)  Class  A 
is  correct. 

No  basic  structural  changes  have  occurred  over  the 
\eais  except  the  addition  of  one  story  and  construction 
ol  a  roof  solarium,  constructing  five  sets  of  fire  escapes, 
.lading  bathrooms  and  trunk  rooms,  removing  first  floor 
apartments  to  increase  size  of  dining  room,  all  in  1894 
I  he  former  private  3-story  house  at  56  Willow  Street 
was  connected  by  a  bridge  in  1909  to  add  to  dining 
a-o-Wv-f5'  n  .3,  extensive  repairs  were  made  costing 
cnec  jSSltated  hy  a  fire-  In  1928,  under  Permit 
vWn  ’  “re  do°rs  wcre  constructed  to  cut  off  the  No  56 
Willow  Street  budding.  This  alteration  is  the  basis  for 
the  issuance  of  Certificate  of  Occupancy  No.  110  641 
under  the  authority  of  Section  C26-183.0  of  the  Building 
Code  on  June  20,  1944,  sixteen  years  later. 

1  he  Margaret  is  an  eleven-story,  non-fireproof  build- 
mg;  J\°.  .->6  Willow  Street  is  a  three-story,  non-fireproof 
building;  No.  89  Columbia  Heights,  operated  in  con¬ 
junction  with  The  Margaret,  is  a  six-story,  non-fire- 
pi  oot,  former  old  law  tenement,  having  a  Certificate  of 
Occupancy  as  a  hotel ;  Nos.  52  and  54  Willow  Street  are 
frame,  3-story  buildings,  operated,  it  is  understood,  in 
conjunction  with  The  Margaret  but  not  directly  con- 
nected  except  that  there  is  a  passage  for  fire  exit  from 
!  he  Margaret  through  No.  52  Willow  Street;  Nos.  52 
IT-ii  haoVe  selmrate  Certificates  of  Occupancy;  No.  56 
Widow  Street  is  presumably  included  in  C.  of  O. 
#110,641.  There  is  no  record  of  a  previous  Certificate 
of  Occupancy.  None  was  required  until  under  Local 
Law  29  of  1942  a  Certificate  was  required  due  to  public 
assembly  occuPancy.  Permit  #375-44  permitted  such 
occupancy  of  the  dining  room.  Application  for  a  Cer¬ 
tificate  ol  Occupancy  was  then  filed,  based  on  permit 
issued-No.  9732  of  1928  and  B.N.  Permit  No.  6798  of 
v  i  elevator  enclosures.  Certificate  of  Occupancy 
No.  110,641  was  thereafter  issued  on  June  20,  1944. 

The  Board  is  aware  of  the  decision  of  the  Court  of 
Appeals  in  Matter  of  Edwards  vs.  Murdock  but  believes 
that  the  requirements  of  Section  301  of  the  Multiple 
Dwelling  Law  as  to  issuance  of  a  Certificate  of  Occu¬ 
pancy  or  Compliance  are  still  in  force  and  are  separate 
and  distinct  from  the  provisions  of  Sections  C26-181-188 
<9  the  Building  Code  for  a  Certificate  of  Occupancy  and 
that  both  Certificates  are  required  for  a  Multiple 
Dwelling,  However,  in  view  of  the  expressed  willing¬ 
ness  of  the  owners  to  comply  with  the  pending  orders 
and,  it  is  assumed,  such  other  work,  if  any,  as  may  be 
required  to  make  the  building  safe  as  far  as  possible 
under  the  lequirements  of  law,  the  Committee  recom- 
111  ends  ^at  the  status  of  Certificate  of  Occupancy  No. 
110,641  be  held  in  abeyance  until  the  building  is  made  to 
conform  to  the  requirements  of  the  Multiple  Dwelling 
Law  and  the  Building  Code,  and  that  thereafter  a  super-, 
seding  Certificate  of  Occupancy,  bearing  the  endorse¬ 
ment  required  by  the  General  Resolution  of  the  Board, 
ol  the  Housing  Division  and  the  Fire  Commissioner  be 
issued  by  the  Borough  Superintendent. 

Among  the  defects  in  present  Certificate  of  Occupancy 
No.  110,641  are: 

the  Division  of  Housing 
646,  paragraph  2,  of  the 


1.  No  certification  of 
required  by  Section 
Charter. 

2.  No  certification  of 
required  by  Section 
Charter. 


the  Fire  Commissioner  as 
646,  paragraph  f,  of  the 


3.  Reference  to  3-story  rear  building,  presumably  No. 
a6  Willow  Street,  causes  doubt  as  to  whether  the 
Certificate  includes  it  or  not.  It  should  be  covered 
by  a  separate  Certificate  as  are  No.  89  Columbia 
Heights  (the  classification  of  which  should  be 
reviewed)  and  Nos.  52  and  54  Willow  Street. 

4.  Description  of  building  as  “brick  and  frame”  should 
be  corrected.  There  appears  to  be  no  “frame”  con¬ 
struction.  The  classification  should  be  “non- 
fireproof”. 

a.  Certificate  should  be  based  on  an  application,  with 
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which  are  filed  sufficient  plans  so  that  reports  of 
inspections,  certifications  of  departments  and 
agencies  having  jurisdiction  can  be  recorded  and 
filed  with  such  application,  providing  the  basis  for 
the  issuance  of  the  Certificate.  If  a  Certificate  of 
Occupancy  is  issued,  combining  the  requirements  of 
Sect'on  'C26-183.0  and  184.0  and  Section  301  of  the 
Multiple  Dwelling  Law,  the  Certificate  should  bear 
the  endorsement  stamp  of  the  Housing  Division,  as 
required  by  General  Resolution  of  the  Board 
adopted,  amending  Cal.  No.  40-32-GR,  on  Marcb-1, 
1941,  to  the  effect  that  in  the  case  of  a  Multiple 
*  Dwelling,  a  Certificate  of  Occupancy  when  issued 
shall  also  bear  an  endorsement  reading:  Hus 

Certificate  shall  also  be  considered  a  Certificate  ot 
Compliance  under  Section  30b  of  the  Multiple 
Dwelling  Law”.  In  view  of  the  amendment  to 
Section  301  in  1041,  the  above  should  read  “*  *  * 
Certificate  of  Compliance  or  Occupancy  under 
Section  301  *  * 

6  Wording  at  bottom  of  Certificate  appearing  to  con¬ 
fuse  the  classifications  should  be  eliminated,  con- 
fining  the  record  of  classification  to  its  proper  loca- 

lion  as  provided.  . ,  , 

7.  Complete  information  as  to  zoning  should  be 

recorded. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Timothy  P.  Guinee, 

Committee. 


140-47-A 

APPLICANT— Arthur  Jovis,  for  Jean  Logan  Platt,  Ched- 
sey  Platt,  Felicia  Andrade,  Ruth  H.  Ross,  Josephine 
Holst-Knudsen  and  Sophia  Rosenblum,  owners 
(Cosmo  Hotels  Corp.,  lessees). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  and  a  decision  of  the  borough 
superintendent.  , 

PREMISES  AFFECTED— 125-131  Chambers  street  and 
99  West  Broadway,  northeast  corner  (Block  14a, 
Lot  12),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Arthur  Jovis.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings  and  Peter  Maher,  lire 
Dep’t. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . u 

Negative :  Chairman  Murdock,  Commissioner 

"Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (140-47-A) 

Whereas,  Arthur  Tovis,  for  lean  Logan  Platt,  Chedsey 
Platt,  Felicia  AndrAde,  Ruth  H.  Ross,  Josephine  Holst- 
Knudsen  and  Sophia  Rosenblum,  owners  (Cosmo  Hotels 
Corp.,  lessee),  filed  February  17,  1947,  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner  and  a  decision 
of  the  borough  superintendent,  affecting  premises  12b- 131 
Chambers  street  and  99  West  Broadway,  northeast  coinei 
(Block  145,  Lot  12),  Borough  of  Manhattan;  and 
Whereas,  Order  40552-LF  issued  by  the  fire  commis¬ 
sioner,  December  18,  1946,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem,  with  local  alarm  throughout  the  building,  having 
at  least  one  source  of  water  sunnly. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Housing  and  Buildings  before  work  on 
such  system  is  commenced.  Sec.  26,  Art.  16,  Adm. 
Code  &  09-161.0  A.C.” 

Whereas,  the  decision  of  the  fire  commissioner,  dated 

Tanuarv  24,  1947,  reads:  .  .  . 

“In  reply  to  your  request  for  reconsideration  on  item  l 


of  Order  40552-LF,  you  are  advised  that  the  matter  lias 
been  under  consideration,  and  in  view^  of  the  nonfire- 
proof  construction,  open  stairway  and  the  fact  that  no 
provisions  have  been  made  to  protect  all  cellars  and  I 
the  stores  on  the  first  story,  your  request  has  been 
denied.” 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  14,  1947,  on  amendment  to  ^ldg.  Notice 

3487-46,  reads:  .  .  „  ..  ~  . 

“Proposed  changes  do  not  conform  with  hxit  t  Jruer 
7-46.  Sprinklers  in  accordance  with  MDL  Sec.  187  not, 
acceptable— must  be  in  accordance  with  Article  16 
Building  Code.” 

and  .  »  ,  .  . 

Whereas,  the  objections  issued  by  the  borough  super¬ 
intendent,  dated  February  10,  1947,  which  objections  are 
those  denied  by  the  decision  of  the  borough  superintendent 

above  quoted  are :  .  ,  r  „  , 

“1.  Exits  inadequate  under  Section  6.1. a  Code  in¬ 


volve  the  following :  . 

a.  Provide  2  means  of  egress  from  said  upper  floor 

6.I.2.2.3.  *  _  n  n  , 

b.  Enclosure  of  stairs  to  comply  with  6.4. 1.3.1  Lode 

c.  Doors  to  lead  in  a  continuous  enclosure  to  street 

6.4.1.11  Code.  .  , ,  x  ,  j 

e.  Access  to  fire  escape  (if  acceptable)  show  another 

means  of  egress  not  acceptable. 

f.  Fire  escapes  to  comply  with  6.7.1  Code.  J 

6.  Windows  on  course  of  fire  escape  to  be  firepiootl 

10.4.5.  Code.  .  ,  ,  . 

“1.  cont.  h.  Provide  handrails  on  other  side  ot  stair 


— 6.4.1.12  Code. 


6.4.1.8.1  Code.  , 

j.  Provide  proper  directional  exit  signs. 

2.  Public  corridors  to  be  constructed  of  1  hr. -as, 
semblies.  All  doors  on  same  to  be  *n-  Bp.s.c.  10.8.j 
Code.” 


Whereas,  Exit  Order  7-46,  issued  by  the  borough  super 

intendent  reads:  .  , 1 

“Exits  consisting  of  one  unenclosed  stairway  and  sui 
standard  fire  escapes  are  inadequate  for  the  safety  0 

the  occupants.  .  . 

1—  Enclose  the  interior  stairway  from  cellar  to  roc 

with  fire-resisting  material. 

2 —  Provide  a  standard  fire  escape  on  each  front  c 
building  in  place  of  existing  sub-standard  fire  escape 
having  an  unobstructed  passageway  leading  to  fire  e:> 

capes  on  each  floor.  .  , 

3 —  Provide  proper  exit  signs  and  red  lights  to  ind 

cate  all  exits.” 

Whereas,  Certificate  of  Occupancy  *#10450  issued  D 
cember  23,  1925,  on  completion  of  work  under  Alt  Appli 
1126-25,  permits  the  use  of  the  building  as  a  hotel  from  2r| 
to  7th  stories,  inclusive  with  35  persons  per  floor ,  and 
Whereas,  the  applicant  states  the  building  is  /  storM 
(70  ft.)  in  height,  100  ft.  by  76  ft.  in  area,  Class  3  co 
struction  erected  about  1860,  located  in  an  unrestricted  us! 
B  area  and  Class  2j4  height  district;  used  and  occupied  sin 
1875  as  a  hotel,  35  persons  per  floor,  with  stores  on  trie  il 
floor,  with  a  total  occupancy  of  the  1st  floor  of  1/fi  person 
that  the  building  is  equipped  with  an  interior  fire  alar 
system  one  5  ft.  wide  interior  wood  stairs  enclosed  in  fin 
on  two  sides  and  stud  lath  and  plaster  one  side,  leadn 
directly  to  the  street  and  provided  with  a  ladder  and  scut,, 
to  the  roof;  that  this  stair  enclosure  is  proposed  to 
equipped  with  one-hpur  test  self-closing  fireproot  door, 
that  it  is  also  proposed  to  install  a  new  fire  escape  on  fi 
interior  court,  west  side,  extending  to  the  roof  by  stair  af 
to  the  street  by  sprinkler  protected  passage ;  and 

Where \s,  the  applicant  contends  that  the  building  appa 
entlv  consisted  of  two  7-story  and  one  6-story  structures  aJ 
were  combined  about  1875  into  one  building  having  c- 
stairwav  with  corridors  and  public  hall  on  each  floor  czj 
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ni^jIuTfto;  ilmt  a  certificate  of  occupancy  was  issued  in 
1  O,  permitting  the  use  of  the  premises  in  accordance  with 
the  present  occupancy;  that  Exit  Order  7-46  was  issued 
June  12,  1946;  that  the  Dept,  of  Housing  and  Buildings  has 
no  authority  to  issue  such  an  order ;  that  nevertheless  the 
owner  voluntarily  agreed  to  provide  certain  safeguards  for 
the  occupancy  of  the  building  in  case  of  fire;  that  the  Dept 
of  Housing  and  Buildings  concurred  in  the  owner’s  proposal 
uu!  accordingly  Building  Notice  3487-46  was  filed  and  ap- 
oroved  by  the  Department  as  complving  with  Exit  Order 
a  sprinkler  plan  was  also  filed  as  an  adjunct  to 
Jits  wilding  notice;  that  the  sprinkler  plan  was  approved 
ov  the  plan  examiner  and  authorization  for  cloth  prints 
sMied  ;  that  a  copy  of  this  sprinkler  plan  in  the  usual  course 
>t  procedure  was  submitted  to  the  fire  department ;  that  the 
ire  department  not  only  refused  to  approve  the  plan  but 
irevailed  upon  the  Dept,  of  Housing  and  Buildings  to  re- 
,  e  former  approval  of  the  building  notice  and  sprinkler 
“i™1.  Ixith  the  Fire  Department  and  Dept,  of  Housing 
'n(1  Bl5lldinRs  now  order  a  complete ‘sprinkler  system  under 
Vrt.  16  of  the  Administrative  Code;  that  such  orders  are 
;ot  only  an  unreasonable  hardship  on  the  lessee,  but  are 
njust,  unreasonable  and  capricious  and  neither  the  Fire 
department  or  the  Dept,  of  Housing  and  Buildings  have 
'nv  authority  to  issue  such  orders ;  that  Sec.  4  par  5  of 
ic  Multiple  Dwelling  Law  states :  “A  ‘Class  B’  multiple 
welling  shall  be  deemed  to  include  and  shall  include  hotels  . 

:  that  Sec.  C  26-2.0  Adm.  Code  states:  “This  title 
aes  not  provide  presumptively  for  matters  that  are  contained 
i  the  Multiple  Dwelling  Law  *  *  *”;  that  the  prem- 

aYT'I  ni,  tlp!e  dwelling  and  the  provisions  contained  in 
'e  M  D.I  bar  the  presumptive  application  of  the  Building 
ode  or  Section  C26-276.0  thereof;  that  Section  13  of  the 
Multiple  Dwelling  Law  reads:  “But  except  as  otherwise  ex- 
-essly  required  in  sections  25  and  33  of  this  chapter,  nothing 
this  chapter  shall  be  construed  to  require  any  change  in 
■instruction,  use  or  occupancy  of  any  *  *  *  nonfireproof 
itej  ;  that  Section  646,  paragraph  4  of  the  Charter  states 
part,  A  certificate  of  occupancv  shall  certify  that  such 
aiding  or  structure  conforms  to  all  laws,  rules,"  regulations  * 
id  orders  applicable  to  it  *  *  that  section  646, 

ragraph  g  of  the  Charter  states  in  part,  “Every  certifi- 
te  of  occupancy  shall  unless  and  until  set  aside  or  vacated 
he  and  remain  binding  and  conclusive  up  all  agencies 
<  Miners  ol  the  City  and  shall  be  and  remain  binding  as 
all  matters  therein  set  forth  and  no  order,  direction  or 
quirement  at  variance  therewith  shall  be  made  or  issued 
any  agency  or  officer  of  the  City  *  *  *  or  any  com- 

ssioner,  board  officer  or  member  thereof”;  that  "section 
1  of  the  M.D.L.  states  “Such  a  certificate  *  *  *  may 
re  bed  upon  by  every  person  who  in  good  faith  purchases 
multiple  dwelling  *  *  *  Whenever  any  person  has  so 
lied  upon  such  certificate,  no  claim  that  such  dwelling  had 
t  prior  to  the  issuance  of  such  certificate,  conformed  in 
respects  to  the  provisions  of  this  chapter  shall  be  made 
a!nst.,fuch  Person,  or  against  the  interests  of  such  person 
*  ;  and 

Whereas,  the  applicant  further  contends  that  the  building 
■nplies  with  all  laws,  applicable  thereto;  that  no  officer  or 

‘Tz°innr  ras,  any  authnrity  to  apply  Section  C26-276.0 
,  U-J61:0  °f  the  Adm.  Code;  that  the  application  of  the 
ler  of  the  hire  Department  and  Dept,  of  Housing  and 
tidings  would  be  an  invasion  of  the  owner’s  rights  under 
-tion  301  oi  the  M.D.L. ;  that  notwithstanding  the  appli- 
1  .s  contention  herein  lie  offers  to  make  the  improvements 
em  before  referred  to,  that  such  improvements  comply 
n  all  reasonable  requirements  for 'the  safety  of  the  build- 
l*  occupants ;  that  the  proposed  improvements  comply 
h  the  spirit  and  intent  of  Sections  C26-276.0  and  C19- 161.0 
the  Administrative  (  ode;  that  requirements  over  and  be- 
such  Proposed  improvements  are  merely  an  expression 
tne  panic  and  hysteria  engendered  by  the’  recent  Atlanta 
istcr  ;  that  by  reason  of  the  interior  brick  walls  and  fire 
>rs.  the  building  .will  be  divided  into  three  fire  areas,  so 
■  ,,n  '  event  of  fire  in  any  one  of  them,  the  occupants 
i  nave  direct  access  to  an  adjoining  area  through  sprinkler 
tccted  halls  and  can  then  escape  from  the  building  by 


whichever  means  of  egress  offers  the  greater  safety;  that 
tne  Proposed  alteration  provides  means  of  escape  which  arc 
m  effect  horizontal  exits  at  each  floor;  that  the  main  stair¬ 
way  is  in  the  center  section  of  the  building,  which  is  sepa¬ 
rated  from  the  other  sections  by  masonry  walls  and  fire 
doors  and  the  entire  section  protected  throughout  by  sprin- 
ffeis,  that  all  public  halls  have  access  to  two  means  of 
egress,  so  that  if  one  is  blocked,  the  other,  separated  by  fire 
walls,  is  available;  that  the  Dept-  of  Housing  and  Buildings 
ii  tie  hire  Department  have  no  authority  to  require  a 
sprinkler  system  under  Art.  16  or  to  require  changes  in  the 
construction,  use  or  occupancy  of  the  building;  and 
Whereas,  the  applicant  stated  that  carpets  in  halls  have 
paper  cushion  in  part  of  the  building;  that  probably  invola- 
tile  oil  has  been  used  heretofore  as  insecticide;  however 
such  use  has  been  discontinued  and  water  solution  DDT 
or  other  water  solution  insecticide  will  be  used  hereafter- 
that  there  are  a  few  drapes  in  public  hall  which  are  not 
inflammable;  that  walls  in  public  hall  are  stud  partitions 
plastered  both  sides,  except  where  brick  walls  are  shown  on 
plans;  that  walls  and  ceiling  on  7th  floor  are  painted  with 
tiat  paint  and  walls  on  lower  floors  painted  with  enamel 
and  ceilings  with  flat  oil  paint ;  that  doors  on  all  upper  floors 
aic  1/4  in  wood  panel  doors;  that  the  doors  on  2nd  to  6th 
i  Moors,  inclusive,  have  pivoted  fan  lights ;  that  windows  and 
all  trimming  are  wood;  that  window  glazing  is  plain  glass- 
iat  elevator  doors  are  fireproof  and  have  wire  glass  paries ; 
that  pubhc  halls  are  ventilated  by  means  of  windows  and 
•s  Mights,  the  latter  being  metal  and  wireglass;  that  all 
stores  have  metal  ceilings  except  one  which  has  paneled 
Lelotex  ceiling;  that  the  bulkhead  to  the  roof  is  constructed 
ol  studs,  plaster  inside  and  metal  outside  and  has  skylights' 
that  there  are  existing  skylights  in  the  roof  of  the  exten¬ 
sion  at  interior  court,  which  are  not  shown  on  the  plan  • 
however,  the  ceiling  under  this  roof  is  shown  to  be  fire- 
letarded,  hence  these  skylights  will  be  removed  and  open¬ 
ings  closed ;  and 

Whereas,  the  premises  were  inspected  throughout  by  a 
Committee  of  the  Board. 

Rcsoli’cd,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  and  decision  of  the  borough  superintendent  be  and 
they  hereby  are  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied.  J 

179-47-A 

APPLICANT— George  A.  Boehm,  for  Board  of  Education, 
City  of  Nevv  York,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 307-325  Hoyt  street,  347-391 

1  resident  street,  northeast  corner  and  388-432  Union 
f™1  (p-  S-  32);  (Block  437,  Lots  1,  6-10  inch, 
12-29  inch  52-5a  inch,  57-60  inch,  and  Lot  62), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  P.  Purnell  and  Carlton  I 
Benson. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

tuImiahm!7  board — Appeal  granted  on  condition, 
lnli  V O  1  E — 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

N egative :  .  . 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (179-47-A) 

Whereas  George  A.  Boehm,  for  Board  of  Education  of 
the  City  of  New  York,  owner,  filed  Februa'ry  28,  1947,  an 
appeal  from  a  decision  of  the  borough  superintendent  aff'ect- 
1I1Si  Hoyt  street,  347-391  President  street 

ry8-432  Union  street  (Block  437,  Lots  1,  6  to  10,  12  to 
29,  a2  to  55,  57  to  60  and  62)  ;  (Public  School  32),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  26,  1947,  on  Fuel  Oil  Application  12009-46 
reads :  ’ 

“1.  Each  hoiler  must  be  connected  to  a  separate  flue 


335 


MINUTES 


and 


as  per  Rule  12  of  the  CM  Burner  Rules  of  the  Board 
of  Standards  and  Appeals.” 


Whereas,  the  applicant  states  that  '^P/XIsAf fta 
will  be  3  stories  (44  ft.  7  in.)  in  height,  187  ft.  by  185  ft.  2  n. 
and  238  ft  6  in.  in  area  at  1st  floor,  187  ft.  by  185  it.  -  in. 
in  area  at  tvpical  floor,  of  class  1  construction  located  on  a 
lot  200  ft  by  450  ft.  in  area,  in  a  business  and  unrestricted 
use  A  area  and  class  D/4  height  district  and  used  as  an 
elementary  school  and  partially  equipped  with  a  one  source 
sprinkler  system  and  an  approved  interior  hre  alarm  system 
will  be  installed  and  fire  drills  will  be  maintained,  that 
there  are  four  3  ft.  8  in.  wide  fireproof  stairs  equipped  .with 
hollow  metal  self-closing  doors,  leading  directly  to  the 
street  three  of  which  will  lead  to  the  roof ;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to  erec 
a  medium  temperature  chimney  flue  for  one  boiler  and  a 
similar  flue  for  two  boilers;  that  the  breeching  from  one 
boiler  equipped  with  a  fully  automatic  type  of  oil  burner 
wi  be  connected  to  one  flue  and  the  breeching  from  two 
boilers  equipped  with  a  semi-automatic  type  oil  burner  will 
be  connected  to  the  other  flue;  that  these  boilers  will  be  at 
all  times  under  the  supervision  of  a  competent  and  9uabfied 
operator;  that  the  estimated  temperature  at  point  of  entrance 
to  the  chimney  is  about  500  degrees;  that  the  boilers  will 
be  onerated  simultaneously  at  times;  and 

Whereas,  the  applicant  contends  that  if  compliance  with 
the  Oil  Burner  Rules  (12.1)  were  adhered  to,  it  would 

require  three  individual  flues.  . 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Fuel  Oil  Application  12009-46  Objection  1  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  an  condition  that  in  all  other  respects,  the  installa¬ 
tion  shall  meet  the  requirements  of  the  Oil  B”rne^.^lle®  ’ 
that  proper  dampers  shall  be  installed  in  the  breechings  as 
may  be  required  by  the  borough  superintendent. 


; 


I84.47.A 

\pp]  R  ANT — McDowell  Sprinkler  Corp.,  for  F.dor  Hold¬ 
ing  Corp.,  owner  (Vendome  Lingerie  Co.,  and  Solid 

Container  Co.,  lessees).  ,  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . 

PREMISES  AFFECTED — 177-18 — 104th  avenue,  south 
side,  120  ft.  east  of  177th  street  (Block  10332, 
Lot  6),  Jamaica,  Borough  of  Qpeens. 

APPEARANCES—  T  .  tV  , 

For  Applicant:  H.  T.  Witter  and  J.  A.  Dorf. 

For  Administration:  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . .  3 

Absent :  Commissioner  Savage  .  1 


basement  stories,  of  wood  construction,  fire  retarded,  ed 
closed  in  concrete  block  partitions,  equipped  with  P/S  hour 
self-closing  firqproof  doors  and  leading  directly  to  the  street, 
that  a  ladder  and  scuttle  to  the  roof  is  provided;  and 
Whereas,  the  applicant  contends  that  the  building  is  only 
14,100  sq.  ft.  in  area,  faces  on  one  street  and  is  of  1  lass  3 
construction;  that  the  actual  construction  is  better  than 
ordinary  Class  3;  that  the  basement  construction  conforms 
to  Class  2  and  the  main  supports  are  heavy  steel  girders; 
that  the  roof  over  the  1st  floor  is  gypsuin  plank,  supported 
on  exposed  steel  members  with  heavy  girders  as  the  main 
support ;  that  the  same  owner  owns  additional  area  on  all 
sides,  except  the  street  front  consisting  of  25  it  area  at 
the  east  side,  a  20  ft.  area  at  the  west  side  and  6  ft.  along 
the  south  side;  that  there  are  approximately  50  windows 
openipg  into  the  basement  and  an  equal  number  opening 
into  the  1st  floor;  that  these  windows  will  be  available  tor 
fire  department  use  in  fighting  a  fire;  that  there  are  n\c 
exits  from  the  building;  that  it  is.  proposed  to  equip  the 
building  with  a  one  source  wet-pipe  automatic  sprinkler 
system,  taking  its  supply  from  the  8  in.  main  on  104th  ave¬ 
nue  and  to  equip  the  system  with  a  standard  local  alarm, 
a  central  station  valve  alarm  system  and  a  special  building  j 
signal  box;  that  the  city  main  is  dead-ended  Lb  ft.  beyond 
the  point  from  which  the  sprinkler  system  will  he  teu»  that 
thc  total  distance  from  the  connection  into  the  building  to 
the  8  in  circulating  main  on  177th  street  is  approximately 
200  ft.  and  the  main  on  104th  avenue  will  be  connected 
through  to  make  it  a  circulating  main  at  some  future  date; 
that  there  are  two  taps  for  domestic  supply  beyond  the  pro¬ 
posed  sprinkler  system;  one  is  2  in.  and  one  1/4  in.  in  size; 
that  these  should  prevent  any  collection  of  sediment  suffi¬ 
cient  to  interfere  with  the  operation  of  the  sprinklers;  that 
the  pressure  on  the  104th  avenue  main  is  69  lbs.  static,  60 
lbs.  residual  with  440  gallons  per  minute  flowing  and  64 
lbs  with  824  gallons  per  minute  flowing;  that  this  is  much 
stronger  than  the  standard  city  connection  supply ;  it  is 
therefore  requested  that  the  requirement  for  a  2-sourec 
•sprinkler  system  be  waived  and  that  a  one  source  system 
be  accepted,  due  to  the  better  than  normal  construction,  the 
open  spaces  around  the  building,  the  numerous  windows  and 
exits  and  the  exceptionally  strong  water  supply  and  espe¬ 
cially  in  view  of  the  fact  that  a  central  station  valve  alarm 

service  will  be  maintained.  ,  . 

Resolved,  that  the  decision  of  the  borough  superintendent^ 
acting  on  Misc.  Applic.  12640-46,  Objection  1,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


THE  RESOLUTION  (184-47-A) 

Whereas,  McDowell  Sprinkler  Corp.,  for  Edor  Holding 
Corp  owner  (Vendome  Lingerie  Co.  and  Solid  Container 
Co,  lessees),  filed  March  3,  1947,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  premises  177-18 
104th  avenue,  south  side,  120  ft.  east  of  177th  street  (Block 
10332  Lot  6),  Jamaica,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  7,  1947,  on  Misc.  Applic.  12640-46,  reads: 

“1  Plan  showing  one  source  denied.  Two  source 
required  as  her  Building  Code.” 

^Whereas,  the  applicant  states  the  building  is  two  stories 
(?7  ft  )  in  height;  150  ft.  byr  94  ft.  in  area,  of  Class  3  con- 
struct  ion ;  erected  1946;  located  in  an  unrestricted  use  L) 
area  and  Class  1  height  district,  now  vacant;  proposed  to 
be  used  and  occupied  as  follows:  basement,  manufacturing 
paper  boxes,  20  persons;  1st  floor,  manufacturing  lingerie, 
100  persons;  that  the  building  is  equipped  with  a  one- source 
sprinkler  system,  two  interior  3  ft.  8  in.  stairs  from  1st  to 


191-47-A 

APPLICANT— A.  H.  Salkowitz,  for  Fanny  V.  James,, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 833-837  Manida  street  west 
side,  293.69  ft.  north  of  Lafayette  avenue  (Block 
2740,  Lots  92  and  93),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  A.  H.  Salkowitz.  f 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ^ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . j 

Negative:  . . 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (191-47-A) 

Whereas,  A.  H.  Salkowitz,  for  Fanny  V.  James,  ownei 
filed  March  4,  1947,  an  appeal  from  a  decision  of  the  boroug 
superintendent,  affecting  premises  833-837  Manida  streei 
west  side,  293.69  ft.  north  of  Lafayette  avenue  (Block  2/-H 
Lots  92  and  93),  Borough  of  The  Bronx;  and  * 

Whereas,  the  decision  of  the  borough  superintenden 
dated  March  3,  1947,  on  Alt.  Applic.  33-47,  reads: 

“1.  Proposed  conversion  of  this  non-fireproof  buna 
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jiitr,  which  is  more  than  20  ft.  in  height,  to  a  public  use, 
’t  ,s  contrary. to  Section  4.2.1  of  the  Building  Code. 

-.  1  ro\  ide  two  stairways  remote  from  each  other, 

enclosed  in  three  hour  partitions  and  bnilt  of  incom- 
hustible  materials,  as  per  Sections  6.1.2.4,  6.4.1.8.1  and 
6.4. 1.7.1- of  the  Building  Code,  respectively  ” 
tnd 

\\  hereas,  the  applicant  states  that  the  premises  consist 
>t  a  plot  .->0  ft.  front  by  100  ft.  in  depth,  located  in  an 
inres"  icted  use,  B  area  and  Class  \]/2  height  district,  upon 
vlnch  there  exists  two  2-story  buildings  each  20  ft.  by  70  ft. 
n  area,  of  Class  3  construction ;  erected  1908;  that  833 
danida  street  is  used  and  occupied  as  follows:  cellar,  boiler 
oom  and  storage;  1st  floor,  nursing  home,  10  bed’s;  2nd 
.oor  nursing  home,  10  beds,  pursuant  to  Certificate  of 
Jccupancy  26.  issued  September  16,  1936;  that  837  Manida 
treet  is  occupied  as  a  two  family  dwelling  and  proposed 
o  oe  used  and  occupied  as  a  nursing  home  on  the  1st  and 
£cond  stories  with  hoiler  room,  storage  and  kitchen  in  the 
ellar,  tot.il  occupancy  ot  the  two  buildings  combined  will 
c  two  persons  in  the  cellar,  23  persons  on  the  1st  floor  and 
*’<'rs9r}s  on  the  2nd  floor;  that  the  buildings  when  com- 
med  will  have  two  36  in.  wide  wood  stairs  with  fire  retarded 
air  enclosure,  equipped  with  fireproof  self-closing  doors 
fading  directly  to  the  street  and  provided  with  ladders 
id  scuttle  to  the  roof  and  one  steel  stairway  from  2nd 
oor  rear  to  the  yard  by  stair ;  and 

\\  hereas,  tlie  applicant  states  that  there  is  a  masonry 
irtv  wall  bet  YY^een  both  buildings;  that  the  floor  area  when 
imbined  will  be  2,800  sq.  ft.' per  floor;  that  the  property 
ices  twb  streets,  Manida  street  on  the  front  and  Barretto 
xeet  at  the  rear ;  that  833  Manida  street  has  been  occupied 
nee  1  as  a  nursing  home  pursuant  to  certificate  of 
xupancy  issued  September  16,  1936,  and  is  subject  to 
Tiodic  inspections  by  the  Department  of  Hospitals;  that 
,e  adjoining  837  Manida  street  is  an  exact  reverse  duplicate 
premises  833  Manida  street  as  far  as  construction  height 
id  arrangement  of  rooms,  except  that  837  Manida  street 
is  been  occupied  solely  as  a  two  family  dwelling  -  and 
\  hereas,  the  applicant  contends  that  both  buildings  meet 
ith  and  comply  with  all  rules  and  regulations  governing 
2  establishment  and  maintenance  of  private  proprietary 
irsing  homes  and  convalescent  homes  for  chronic  patients 
required  by  the  Department  of  Hospitals;  and 
VVhereas,  the  applicant  contends  as  to  Objection  1,  issued 
the  borough  superintendent  that  the  total  height  from 
rb  to  high  .point  of  roof  is  27  ft.  3  in.;  that  the  1st  floor 
VV  in-  above  curb  and  the  finished  2nd  floor  is  only 
1 1.  above  curb ;  that  the  20  ft.  height  regulation  for  non- 
-proof  buildings  comes  on  the  center  of  the  2nd  story 
or  height;  and  contends  as  to  Objection  2  that  each  build- 
t  has  an  individual  stair,  proposed  to  be  enclosed  in  2  by  4 

st^airtI!{onsicovered  rth  rock  lath  and  1  in-  ^Psum 

; ter  both  sides  or  to  be  rock  wool -filled;  that  doors  to 
irs  v\,n  be  self-closing,  fireproof,  one  hour  test;  that  the 

-w  i  °Pr-  W1  ,  be  Provided  with  access  to  two  sets  of 
o.  stairs,  plus  a  rear  exit  to  the  existing  44  in.  steel 
erior  stainvay  leading  to  Barretto  street  in  the  rear- 
it  in  view  of  the  tremendous  need  for  this  type  of  private 
sing  home  it  is  requested  that  the  Board  permit  the 
e™UnX  uufsing  home  use  to  the  adjoining 
.es  837  Manida  street  and  permit  the  issuance  of  a 

mi21silL‘1?;P».nCyi,f0r  such  "sc  <°r  ‘he  combined 
miscs  ro3  to  837  Manida  street. 

Wwd  that  the  decision  of  the  borough  superintendent, 

ltl/uPl,1,Cu3-347’  Objection  1,  be  and  it  hereby 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
.that  the  building  shall  not  be  increased  in  height 

a.Si°  °bje<;,inn  2-  that  the  proposed  enclosed  exits 
indicated  on  plans  filed  with  this  appeal  marked 
-  eived  March  4  1947.”  5  sheets,  shall  be  maintained; 

dil  cU  kr’  the  new,  °Pening  as  shown  between  the 
dings  shall  be  protected  with  a  fire  door  in  accordance 

L  <UiTirmie,ntS,  f°i  a  Party  walJ:  that  one  dumb 
sha11  be  blocked  off  at  each  floor  level  as  proposed 

therlUTtb  W‘T,tervha11  have  fireproof  self-closfng  doors 
the  shaft  walls,  if  not  constructed  of  gypsum  block, 


shaH  lx.  uni.stiucted  in  accordance  with  the  requirements  of 
the  Building  Code  for  dumb  waiters  with  not  less  than 
;;‘"pmgyPS,Uni.  block  ,or  terra  cotta  block ;  that  the  sprinkler 
.  „  ,  ;  W  IC1  "iay  he  fed  from  the  domestic  water  supply, 
«  ;,Lt  •  installed  111  the  cellar  kitchen  area  with  heads 
'.  c,  1,1 .accordance  with  the  requirements  for  sprinkler 
sy. stems;  that  such  sprinkler  system  shall  be  extended,  having 
5  on  a  vertical  riser  within  the  dumb  waiter 

S  all  rnmilt!"  *1.  °  u^  resi,CC'S’  the  building  and  occupancy 
.hal!  comph  with  all  laws,  rules  and  regulations  applicable 

thereto ,  that  such  portable  fire  fighting,  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct. 


199-47-A 

APPUCANT—Pmil  Friedman,  for  773  Realty  Con,„  owner 
(DuffY  s  Tavern,  B.  Young  Infant’s  Wear  Co..  Inc. 

CTTRTrrr'T'  •\Iaster(Ta,t  Auto  Seat  Covers  Inc.,  lessee). 
MJBJhC  I— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  1 

1‘RF.MISES  AFFECTKD-769-773  Coney  Island  avenue 
(771-773  displaved),  east  side,  187  ft.  6%  in.  south 
of  Cortelyou  road  (Block  5153,  Lot  61),  Borough  of 
Brooklj-n. 

APPEARANCES— 

For  Applicant :  Paul  Friedman  and  M  J  HenleY- 
h or  Administration:  Samuel  L.  Becker  Dep’t  of 
.  Housing  and  Buildings. 

THE* VOTeT  B0ARD_~AfTeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  ...  I 

Negative :  .  "  '  0 

Absent:  Commissioner  Savage . .  ..  1 

THE  RESOLUTION  (199-47-A) 

'  panl  Friedman,  for  773  Realty  Corp.,  owner 

( Duffys  lavern,  B.  Young  Infant’s  Wear  Co.,  Inc  and 
Mastercraft  Auto  Seat  Covers,  Inc.,  lessees),  filed  March  5 
1V4/,  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent,  affecting  premises;  769-773  (771-773  displayed)  Coney 
Island  avenue,  east  side,  187  ft.  6^  in.  south  of  Cortelyou 
road  (Block  .~>Li3,  Lot  61),  Borough  of  Brooklvn  ;  anil 

i  ;  LH^RuAS'  th?  dec!sion  of  the  borough  superintendent, 
dated  February  6,  1947,  on  Alt.  Applic.  3749-45,  reads: 

“•1.  Bldg,  was  erected  after  Oct.  1st,’ 1913  Fxits 
should  comply  with  sect.  270  of  Labor  Law. 

2.  All.  floors  to  be  adequate  for  120  lbs.  per  sq  ft 
hveload.  (1st  fl.  is  good  for  120  lbs.  per  sq.  ft.;  2nd 
H.  is  good  for  60  lbs.  per  sq.  ft.  INeload  )” 

and 

\\  hereas,  the  applicant  states  the  building  is  two  stories 
in  height,  40  ft.  U/8  in.  by  74  ft.  10  in.  in  area,  of  Class  3 
.  construction,  located  on  a  lot  40  ft.  l->6  in.  by  84  ft;  10  in 
in  area,  Class  3  construction,  erected  in  1 920,  located  in  a 
nisiness  use,  C  area  and  Class  lRj  height  district  and  used 
and  occupied  since  1943,  as  follows :  Cellar,  ordinary  stor¬ 
age ;  1st  floor,  stores;  2nd  floor,  showroom  and  manufactur¬ 
ing  of  clothing,  5  persons;  proposed  to  be  used  and  occupied: 
Cellar,  same;  1st  floor,  manufacturing  children’s  wear,  stor¬ 
age,  shipping  room  and  office,-  5  persons,  and  bar  and  grill 
(restaurant)  48  persons;  2nd  floor,  manufacturing  auto¬ 
mobile  seat  covers,  storage,  shipping  room  and  office,  30 
persons;  that  the  building  is  equipped  with  one  4  ft.  6  in 
wide  wood  stairs,  wood  enclosed,  equipped  -with  wood  doors, 
Yvhich  are  not  self-closing,  stairhall  leads  directly  to  the 
street;  that  a  ladder  and  scuttle  to  roof  is  provided,’ fdso  one 
fire  escape  at  the  rear,  extending  to  the  yard  by  stairs,  with 
egress  to  the  street  through  premises  abutting  to  the  rear- 
that  adjoining  buildings  to  the  north  and  south  are  3  stories 
in  height ;  and 

Whereas,  Certificate  of  Occupancy  issued  to  these  premi- 
ses  September  19,  1933,  No.  71885,  permits  the  use  and  occu- 
nancy  as  follows:  Cellar,  ordinary  storage;  1st  floor,  stores; 
2nd  floor,  stores,  showroom,  clothing  manufacturing,  not  OY'er 
5  employees  and  states  the  livcload  capacitv  of  1st  and  2nd 
floors  to  be  120  lbs. ;  and 
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Whereas  the  applicant  contends  exits  from  second  floor 
consist  of  a  4  ft  6  in.  wide  frame  stairway  to  the  street  and  a 
fit  8  in.  wide  door  at  the  rear,  leading  to  an  existing  iron 
staircase,  which  leads  to  a  rear  yard  40  ft  m  wid  h  and 
10  ft.  in  depth  and  egress  from  this  yard  is  bv  a  3  ft.  \\  e 
gate  in  the  rear  fence,  leading  to  the  property  abutting  at  the 
'rear  400  Stratford  road,  the  owner  of  which  has  filed  an 
affidavit  authorizing  the  me  of  that  Presses  for  OgresS 
tliat  although  Certificate  of  Occupancy  71883  certifies  that 
the  second  floor  has  an  approved  capacity  of  120  IDs  per 
square  foot  liveload,  the  current  examination  of  pUns  has 
resulted  in  the  filing  of  objection  by  the  B°rough  Superin 
tendent  to  the  effect  that  the  floor  is  only  good  for  60  lbs. 
p.s.f. ;  that  it  is  proposed  to  change  the  occupancy  of  the 
first  floor  from  stores  to  bar  and  grill  (restaurant)  48  per¬ 
sons,  and  inanufacture,  storage  shipping  room  and  office  f 
children’s  wear,  15  persons  and  to  change  the  use  of  the  2nd 
floor  from  stores,  show  room,  clothing  manufacture  with  not 
more  than  five  employees  to  the  manufacturing  storage, 
shipping  and  offices  for  automobile  seat  covers  with  an  occ 
pancy  of  thirty  persons;  that  the  area  of  both  floors  to  te¬ 
nsed  for  manufacturing  is  less  than  the  area  of  the  lot ,  tha 
windows  opening  on  the  iron  stair  are  fireproof,  glazed  with 
wire  glass  windows;  that  the  fire  escape  is  protected .  from  the 
duct  opening  by  a  damper  operating  on  a  fusible  ink  t  a 
the  front  stair  will  be  fire-retarded  equipped  with  a  fire¬ 
proof,  self-closing  door  at  the  2nd  floor  level,  that  e 
diagrams  filed  with  this  appeal  show  the  location  of  .the 
machines  to  be  operated  on  the  2nd  floor  as  well  as  the 
weights  and  the  manner  in  which  their  weights  are  sprta .  , 
that"  the  proposed  iron  staircase  at  the  rear  leading  to  btr.it 
ford  road,  via  the  rear  yard  and  the  proposed  fire-retarde< 
staircase  at  the  front  leading  to  Coney  Island  avenue,  afford 
adequate  egress  for  the  thirty  persons  who  occupy  the  second 
floor;  that  the  existing  bar  and  grill  on  portion  of  the  1  J 
floor  does  not  constitute  a  fire  hazard,  as  the  ^upancy  of 
the  2nd  floor  is  a  daytime  occupancy  during  weekdays,  while 
the  occupancy  of  the  restaurant  approaches  the  maximi  n 
occupancy  requested  only  on  evenings  and  weekends  that 
die  sewing  machines  operated  on  the  2nd  floor  do  not  con¬ 
stitute  a  concentrated  load  which  would  create  a  dangerous 
condition;  that  the  machines  are  mounted  on  tables  supported 
by  four  legs  which  are  2  ft.  9  in.  apart  m  width  and  4  ft 
•mart  in  length,  so  that  each  part  of  machines  plus  tables  and 
operators  weighing  25  lbs.  per  machine,  25  lbs.  per  table, 
1?0  lbs  ,ier  operator  or  400  lbs.  maximum,  take  up  11  square 
feet  of  floor  area  or  a  unit  rate  of  36  lbs.  per  square  foot  on 
a  floor  good  for  60  lbs.  per  sq.  ft.  . 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Lafiot 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applie.  3749-45  and  that  the  appeal  he  and  it  hereby  is 
aranted  as  to  objection  1,  on  condition  that  the  building  shall 
not  he  increased  in  height  or  area  and  shall  otherwise  comply 
with  the  requirements  of  section  270  of  the  Labor  Law,  that 
the  enclosure  around  the  primary  means  of  exit  shall  be  made 
fire-retarded  with  fireproof  self-closing  doors  as  shown  and 
us  proposed;  that  the  soffit  under  the  stair  leading  to  the 
second  floor  shall  be  fire  retarded;  that  a  second  means  o I 
exit,  consisting  of  a  rear  fire  escape  with  exit  through  the 
vard  of  adjoining  premises,  shall  be  maintained ;  that  per¬ 
mission  to  cross  the  adjoining  premises  sbaH  be  filed  with 
the  borough  superintendent;  as  to  objection  2  that  the 
lb  load  per  superficial  foot  for  the  second  floor  may  be 
accepted,  provided-  the  second  floor  is  used  only  as  proposed 
and  no  machines  are  installed  except  sewing  machines  in 
connection  with  work  tables  as  indicated  on  plans  filed  with 
this  appeal;  that  this  variance  shall  continue  only  so  long  as 
such  arrangement  is  continued,  all  as  shown  on  plans  filed 
with  this  appeal  marked  “Received  March  5,  1947,  seven 
sheets-  that  such  portable  fire-fighting  appliances  shall  be 
maintained  throughout  the  building  as  the  fire  commissioner 
shall  direct;  that  the  cellar  of  #771  Coney  Island  avenue 
shall  be  used  for  the  oil  burner  only  and  no  material  shall 
be  stored  or  other  uses  permitted;  that  the  ceiling  of  this 
cellar  shall  be  fire  retarded. 


208-47- A 

APPLICANT— Kitzler  and  Nurick,  for  James  F.  Campbell, 
owner  (Charles  Pendarvis,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  „  ,  .  • 

PREMISES  AFFECTED — 13-15  Frost  street  north  side, 
125  ft.  east  of  Union  avenue  (Block  2/Ji,  Lot  -K>), 
Borough  of  Brooklyn. 

APPEARANCES—  _ T  ,  ,  .  r.  . 

For  Applicant:  Henry  J.  Nurick  and  Charles 

Pendarvis.  r  _  .  ~  r 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . jj 

Negative:  . . : - ; . . .  . 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (208-47- A)  i 

Whereas,  Kitzler  and  Nurick  for  James  F.  Campbell, 
owner  (Charles  Pendarvis,  lessee),  filed  March  6,  1  47,  an 
appeal  from  a  decision  of  the  borough  superintendent,  abat¬ 
ing  premises  13-15  Ffost  street,  north  side,  125  ft  east  of 
Union  avenue  (Block  2731,  Lot  45),  Borough  of  Brooklyn; 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
March  6,  1947,  on  Alt.  Applie.  676-46,  reads: 

“3  The  change  in  use  from  a  business  building  to 
a  motor  vehicle  repair  shop  of  this  frame  building  is 
contrary  to  the  Bldg.  Code  Sect.  2.1.3.5  and  Sect.  4.1.2. 

*'11  Whereas,  the  applicant  states  that  the  building  is  1  story 
(13  ft.)  in  height,  50  ft.  by  49  ft.  10  in.  m  area  of  class 
4  construction,  erected  in  1895,  located  on  a  lot  a0  ft.  bj 
100  ft  in  area  in  an  unrestricted  use,  1>  area  and  class  i A 
-  height  district;  used  and  occupied  since  December  1  145  as  a 
motor  vehicle  repair  shop;  tfcat  no  change  in  use  or  occu¬ 
pancy  is  proposed ;  and 

Whereas,  the  applicant  contends  that  the  building  is  one 
storv  located  on  the  rear  half  of  the  lot  with  a  one  stor\ 
frame  extension  on  the  west  side,  extending  into  the  roni 
half  of  the  lot;  that  the  balance  of  the  front  halt  of  the  lot  i. 
vacant;  that  section  2.1.3.5  provides  that  a  new  use  may  no 
he  inconsistent  with  the  use  permitted  by  the  last  certificaU 
of  occupancy;  that  no  certificate  of  occupancy  has  beet 
issued;  that  the  proposed  use  is  not  inconsistent  with  tl 
previous  use  which  was  from  1923  to  194 5  for  the :  mam.  ac: 
lure  and  re-cutting  of  steel  files;  that  section  2.1. 3.5  turthe 
provides  that  a  new  use  must  conform  to  the  laws  governin; 
building  construction;  that  since  the  building  in  question 
only  2700  sq.  ft.  in  area  and  the  roof  and  main  struct  ur.  | 
supports  of  the  building  are  of  heavy  timber  and  since  tl. 
area  of  the  building  is  only  27%  of  the  area  permitted  for 
class  6  structure,  it  is  felt  that  the  proposed  use  would 
be  a  hazard;  that  the  records  of  the  Department  of  Houu 
and  Buildings  indicate  that  a  shop  existed  on  this  lot 
1892-  that  in  1895  N.B.  Permit  855-9a  was  approved  for 
construction  of  a  wagon  shed  and  the  application  imhca 
that  there  was  a  building  at  the  rear  of  the  lot,  used  V 
grinding  files;  that  in  1902  Alt.  Applie.  996-02  was  approve 
for  horseshoeing  shop  and  blacksmith;  that  /  .  cl’P 

1358-24  was  approved  to  repair  the  roofs  of  the  frame  bu j 
ing  at  which  time  the  present  owner  was  occupying  the  prem 
set  to  manufacture  steel  files;  that  Art  12  of  Chapter  19-75 
of  the  Administrative  Code  permits  the  proposed  use  in 
frame  building,  provided  the  frame  walls  are  properly  h 
retarded;  that  it  is  proposed  to  comply  with  this  requireme 
and  to  cover  all  exterior  exposed  walls  with  26  gauge 
gated  metal;  that  the  building  is  equipped  with  a  spnnkl 
system  which  ^  connected  to  the  system  in  the  buildings 
the  north  under  the  same  ownership  and  now  used  oy 
owner  in  the  manufacture  of  steel  fibs.  j 

Resolved,  that  the  decision  of  the  borough  superintend 
on  Alt.  Applie.  676-46,  Objection  3  be  and  it  hereby  : is  moi\ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted 
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ditmn  that  ihe  building  shall  not  be  increased  in  height  or 
area;  that  tiie  exterior  of  the  building  shall  be  covered  with 
metal  as  proposed  and  the  roof  shall  be  of  tar  and  pitch 
jr  the  equivalent ;  that  no  inflammable  material  shall  be  stored 
within  the  yard  space;  that  such  portable  .fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
"rect ;  that  this  variance  shall  continue  only  so  lon°-  as  the 
unlding  is  occupied  as  proposed  and  as  indicated  on  plans 
ded  with  this  appeal  marked  “Received  March  6  1947”  two 
dieets.  •  ’  ’ 


158-37-A 

|\PPL1CAX  1— Edge  water  Rest,  Department  of  Hospitals 
#40,  for  James  G.  Coffin,  owner. 
ijUBJEC  1  Application  for  consideration — reopening  and 
amendment  of  resolution— re  appeal  from  a  decision 
ot  the  borough  superintendent  (previously  granted 
on  condition). 

'REMISES  AFFECTED — 35-55  223rd  street,  northeast 
corner  of  37th  avenue  (Block  6192,  Lot  60),  Bay- 
side,  Borough  of  Queens. 

Appearances— 

hor  Applicant :  Mrs.  J.  B.  Stevens. 

For  Administration:  'Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

.Cl ION  Oh  BOARD — Appeal  reopened  and  resolution 
amended. 

HE, VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative  :  \ . 0 

Absent:  Commissioner  Savage  .  1 

HE  RESOLUTION  (258-37-A) 

|  Whereas,  this  appeal  from  a  decision  of  the  commis- 
oner  ot  buildings  affecting  premises  35-55  223rd  street 
>rt beast  corner  of  37th  avenue  (Block  6192,  Lot  60)’ 

aiy  7irA^r0Ugh  of  Queens>.  ,was  granted  by  the  Board 
I?  y.  ’  on  certain  conditions,  for  a  temporary  term 

tlir£?  inVear,s’  term  9 1  ^ie  variance  extended  on 
ll^'n  7?  ,  r  ?n(  ^ie  resolution  amended  on  September 
.  1943,  and  July  11,  1944;  and 

W  hereas,  on  January  14,  194/,  the  term  of  variance  was 
nher  extended  for  a  term  of  five  (5)  years  and  the  reso- 
Hon  was  further  amended;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 

[e  resolution. 

'Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  the  resolution  adopted  on  July  7,  1937  as 
bended  through  January  14,  1947,  so  as  amended,  the  reso- 
ion  shall  read  : 

i  -i*r  *  ?  that  the  decision  of  the  commissioner  of 

buildings  be  and  it  hereby  is  modified  and  that  th& 
appeal  be  and  it  hereby  is  granted  to  permit  the  premises 
under  appeal  to  be  occupied  as  a  nursing  home  for  aged 
people,  on  condition  that  such  patients  shall  be  housed 
only  on  the  1st  and  2nd  floors  of  the  building;  that  the 
ceiling  throughout,  including  the  cellar,  shall  be  fire  re¬ 
tarded  by  means  of  applying  sheet  rock  or  its  equivalent ; 
that  the  door  leading  to  the  cellar  shall  be  fireproof, 

J  self-closing;  that  there  shall  be  Constructed  on  the  ex¬ 
terior  of  the  house  at  the  northerly'  end  a  fire  escape  with 
;  stair  construction  leading  directly  to  the  ground ;  that 
this  fire  escape  shall  have  connections  on  the  2nd  floor 
trom  the  easterly  porch  and  the  northerly  porch;  that 
9  permit  shall  be  obtained  for  the  proposed  use  from  the 
department  of  Hospitals;  that  the  number  of  patients 
occupying  the  1st  floor  and  2nd  floor  shall  not  exceed 
AJ  on  the  1st  floor  and  14  on  the  2nd  floor;  that  the 
i  Jrd  floor  may  be  occupied  as  an  apartment  by  the 
essee;  that  the  number  of  persons  in  the  cellar  serving 
me  building  shall  not  exceed  five  (5)  ;  that  the  2nd 
floor  porch  may  be  enclosed,  provided  the  enclosure 
ot  such  porch  does  not  invalidate  any  required  exit; 
that  sprinkler  heads  shall  be  installed  in  the  main  stair- 
ball  as  would  be  required  under  the  Multiple  Dwelling  - 


Law  for  a  converted  multiple  dwelling  occupancy;  that 
such  sprinkler  heads  -  may  be  fed  from  the  domestic 
water  line  of  the  building;  that  this  variance  shall  be 
tor  a  term  of  five  (5)  years  from  January  14,  1947. 

iesolved  further,  that  the  sprinkler  heads  hereinbefore 
required  may  be  installed  in  locations  as  indicated  on 
revised  plans  marked  ‘Received  March  5,  1947,’  three 
sheets  and  that  other  than  as  herein  amended, 

the  provisions  of  the  resolution  of  January  14,  1947  shall 
be  complied  with  (Misc.  Applic.  732-47)  ” 


348-43-A 

Qmi>k^mNT~?-OC°!ly-Vacuuni  0il  C°.,  Inc.,  owner. 
oUDjhtl  Application  for  consideration — reopening  and 
extension  of  term  of  variance— re  Appeal  from  an 
order  of  the  fire  commissioner  as  to  packing  and 
storing  of  combustible  mixtures  (previously  granted 
on  condition). 

APPEARANCES— 

,  For  Applicant :  Herbert  C.  Smyth,  Jr. 

ACT  ION  OF  BOARD — Appeal  reopened  and  term  of  vari¬ 
ance  extended. 

™E  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
v  AKI  AN  CD — 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

•  Negative :  . ’  . .  q 

Absent :  Commissioner  Savage  .  l 

THE  RESOLUTION  (348-43-A) 

Whereas,  Socony- Vacuum  Oil  Company,  Inc.,  owner 
filed  on  July  8,  1943,  an  appeal  from  a  decision  of  the  fire 
commissioner,  relating  to  the  packaging  in  glass  containers 
ot  the  following  combustible  mixtures;  Mobilgioss,  Mobil 
•i  re- W fix  Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry  Clean¬ 
er:  Tavern  Liquid  Wax,  Tavern  Dry  Cleaner,  Sanilac  Liquid 
Wax,  Sanilac  Penetrating  Finish,  Sanilac  Super  Sealer 
Sanilac  Floor  Dressing,  Tavern  Floor  Wax  (paste),  Sanilac 
I  aste  Wax,  Mobilwax  (hard),  which  are  the  subject  of 
I  ermit  No.  B-355-295  issued  by  the  Division  of  Com¬ 
bustibles,  Fire  Department,  Brooklyn;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  July  f 
2/,  1943,  on  certain  conditions;  and 
Whereas,  the  time  was  extended  on  May  9,  1944  July 
17,  1945,  February  5,  1946  and  July  23,  1946;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  27,  1943  as  amended 
through  July  23,  1946,  to  permit  for  a  term  of  six  (6) 
months  from  the  date  of  this  amended  resolution,  the  pack¬ 
aging  of  the  following  products:  Mobilgioss,  Mobil  Pre- 
Wax  Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner, 
Tavern  Liquid  Wax,  Tavern  Dry  Cleaner,  Sanilac  Liquid 
Wax,  Sanilac  Penetrating  Finish,  Sanilac  Super  Sealer  and 
Sanilac  Floor  Dressing,  as  proposed  in  glass  bottles  of 
approximately  one  gallon  capacity  and  for  the  solid  materials 
in  glass  bottles  of  approximately  one-half  gallon  capacity,  as 
manufactured  by  the  Owens-Illinois  Company  and  the  Olean 
Glass  Company,  subject  to  permit  by  the  fire  commissioner, 

No.  B-355-295  and  in  accordance  with  the  applicant’s  pro¬ 
posal;  that  this  variance  is  granted  for  a  term  of  six  (6) 
months  from  the  date  of  this  amended  resolution,  with  the 
understanding  that  the  use  of  glass  bottles  will  be  terminated 
sooner  if  metal  cans  can  be  made  available,  -and  also  on  con¬ 
dition  that  the  flashpoint  of  none  of  these  products  shall  be 
lower  than  105  deg.  F. 

744-44-A 

APPLIC  AN  1 —Colonial  Beacon  Oil  Company,  lessee,  for 
Robitzek  Investing  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  anil 
restoration  to  the  calendar  by  order  of  the  Court — 
re  appeal  from  a  decision  of  the  borough  superin¬ 
tendent— re  revocation  of  Certificate  of  Occupancy 
671-39. 


MINUTES 


PREMISES  AFFECTED— 2592  Bruckner  boulevard  (East¬ 
ern  boulevard),  south  side,  447.84  ft.  east  of  Brush 
avenue  (Block  5541,  Lot  61),  Borough  of  ihe 
Bronx. 

APPEARANCES—  t  ,  _  y—  -p, 

For  Applicant:  Joseph  B.  Lynch,  James  F.  Dwyer 

and  Harry  H.  Chambers  f 

For  Administration:  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings  and  Harold  Klorfein, 

Dep’t  of  Parks.  .  ,  . 

ACTION  OF  THE  BOARD— Appeal  reopened,  restored  to 
the  calendar  and  granted  on  condition,  in  accordance 
•  wtili  the  order  of  the  Court.  rMn4n 

THE  VOTE  TO  REOPEN,  RESTORE  TO  CALENDAR 

\nd  grant  on  condition— 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee . 

Negative:  . . .  . 

Absent :  Commissioner  Savage  . . 


THE  RESOLUTION  (744-44-A) 

Whereas,  Colonial  Beacon  Oil  Company,  lessee,  tor  Ro- 
bitzek  Investing  Corporation,  owner,  filed  December  22,  1944, 
an  appeal  fr,om  a  decision  of  the  borough  superintendent, 
affecting  2592  Bruckner  (Eastern)  Boulevard,  south  side, 
447.84  it.  east  of  Brush  avenue  (Block  ba41,  Lot  61),  Bor 

ough  of  The  Bronx;  and  .  .  ,  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  27,  1944  on  F.P.  Applic.  70-44,  reads. 

‘‘Gasoline  Station  including  tanks  and  pumps  per¬ 
mitted  under  C.  O.  671-1939  from  which  all  gasoline 
storage  tanks  and  pumps  were  removed,  cannot  be  law¬ 
fully  restored  under  Article  2,  Section  4,  Subdivision  46 
of  the  Zoning  Resolution.  '  . 

NOTE:  C.O.  671-39  was  approved  May  24  1934 
This  C.O.  was  based  on  N.B.  249-38  which  was  ap¬ 
proved  July  18,  1938.  N.B.  249-38  is  now  missing. 

Use  district  was  changed  to  “Business  district  by 
amendment  dated  July  24,  1938.  Records  are  in  bolder 
B-5541,  Lots  42-44.” 

‘U  Whereas,  the  applicant  states  the  building  is  72  ft.  by  26 
ft  in  area,  one  story  (14  ft.  6  in.)  in  height,  Class  3  con¬ 
struction;  erected  in  1939;  located  in  a  business  use,  B  area 
and  Class  V/2  height  district  and  permitted  to  be  used  under 
Certificate  of  Occupancy  671-39  as  a  gasoline  service  station, 
auto  repair  shop,  storage  and  parking  of  more  than  hve 
motor  vehicles,  which  use  was  suspended  May  1942 ;  and 
Whereas,  it  is  proposed  to  reopen  this  gasoline  service 
station  and  re-install  six  underground  550  gallon  gasoline 
tanks  and  dispenser  pumps,  together  with  the  necessary  piping 

as  originally  permitted;  and  .  _ , 

Whereas,  the  applicant  contends  that  this  is  an  appeal 
from  a  decision  of  the  borough  superintendent,  refusing  per¬ 
mission  to  re-install  certain  underground  tanks  and  connect¬ 
ing  equipment;  that  the  basis  of  the  denial  is  that  the  gaso¬ 
line  service  station  had  been  abandoned  in  May,  1942,  and 
could  not  be  restored  because  of  the  provisions  of  Art.  2, 
Section  4,  subdiv.  46  of  the  Zoning  Resolution ;  that  Certifi¬ 
cate  of  Occupancy  671-39  stated  that  the  premises  were  in 
an  unrestricted  use  district;  that  the  district,  however,  was 
changed  July  24,  1938  to  a  business  use  district;  that  the 
borough  superintendent  was  in  error ;  that  there  never  was 
an  abandonment  of  the  use ;  that  at  most  there  was  mere  y 
a  suspension  of  such  use;  that  the  applicant  •entered  into 
possession  of  the  gasoline  service  station  in  May,  1939  and 
remained  therein  until  March  or  April  1942  when  because 
of  the  repressive  effects  of  W.P.B.  Order  L70,  it  suspended 
operation  of  the  gasoline  service  station  and  advised  the 
owner  it  was  no  longer  liable  for  rent;  that  subsequently  the 
lessee  removed  the  pumps  and  tanks;  that  thereafter  the 
owner  commenced  an  action  for  rent  and  the  lessee  as  de¬ 
fendant,  asserted  two  grounds:  that  the  W.P.B.  order  con¬ 
stituted  a  restriction  upon  the  use  of  the  premises,  mm 
second,  that  Certificate  of  Occupancy  671-39  was  “validly 
issued;  that  subsequently  Unsafe  Building  Violation  817-42 
was  placed  upon  the  premises  and  the  lessee  boarded  up  the 


windows  and  other  places  in  and  about  the  p ionises  and 
such  violation  was  removed;  that  at  present  there  still  re¬ 
mains  a  gasoline  service  station  constructed  under  N.B 
Applic.  249-38;  that  the  only  equipment  necessary  to  resume 
operation  arc  the  underground  tanks  and  dispensing  pumps, 
that  the  action  of  the  lessee  in  removing  the  tanks  in  1942 
provoked  by  the  extraordinary  war  conditions  arid  as  ? 
necessary  step  in  connection  with  its  defense  to  the  ren 
action,  do  not  constitute  an  abandonment  of  the  premise: 
and  the  use  thereof  as 'a  gasoline  service  station;  and 
Whereas,  the  premises  have  been  inspected  by  a  com 
mittee  of  the  Board;  and 

Whereas,  the  Board  found  that  the  records  indicate  tha 
the  permit  issued  under  N.B.  249-1938  became  voided  upoi 
the  taking  effect  of  the  change  of  use  zoning  on  July  24 
1938;  that  construction  work  done  thereafter  was  unlawfu 
and  should  not  have  been  permitted  in  the  absence  ot 
Zoning  Variance;  that  since  these  facts  have  been  brougli 
to  the  attention  of  the  Board  during  the  consideration  o 
this  appeal,  Certificate  of  Occupancy  671-1939  issued  Ma 
25,  1939,  should  be  revoked;  that  upon  taking  this  action  th 
appeal  to  review  the  decision  of  the  Borough  Superintendei 
should  be  dismissed  as  academic;  and 

Whereas,  the  resolution  adopted  by  the  Board  on  Jul 
24,  1945  read  as  follows: 

“ Resolved ,  that  the  Board  of  Standards  and  Appea 
does  hereby  reifoke  Certificate  of  Occupancy  671-.. 
issued  by  the  borough  superintendent  and  it  hereby  di 
viisscs  that  portion  of  the  appeal  relating  to  the  revie 
of  the  action  of  the  borough  superintendent, „  datt 
November  27,  1944,  acting  on  F.P.  Applic.  70-44. 

and 

Whereas  the  action  of  the  Board  was  subject  to  Cou 
review,  under  which  the  Board  was  sustained  by  Mr  Justi 
Sehreiber  at  Special  Term  Supreme  Court  (N  Y.  La 
Journal  January  24,  1946)  and  reversed  by  Appellate  Dn 
sion  First  Department  (N.  Y.  Law  Journal  March  1, ■  1944 
and  by  Court  of  Appeals  (N.  Y.  Law  Journal  Octc*-- 
1946) ;  and 

Whereas,  the  Court  of  Appeals  remitted  the  matter 
Special  Term  for  issuance  of  final  order;  and 

Whereas,  order  issued  by  Mr.  Justice  Koch  signed  F( 
l-uary  27,  1946,  states  in  part: 

“Ordered  that  the  respondent-appellants  be  and  th 
herebv  are  directed  to  grant  the  application  of  t; 
petitioners-respondents,  to  install  six  underground  5: 
gallon  tanks  and  dispensing  pumps,  together  with  neo 
sary  piping.”  1 

Resolved,  that  the  decision  of  the  borough  superintend!, 
on  FP  Applic.  70-44  dated  November  27,  1944  be  and. 
herebv  is  modified  and  that  the  appeal  be  and  it  hereby ■ 
(/ranted  on  'condition  that  the  number  of  storage  tanks  sw 
not  exceed  six  (6>  550  gallon  tanks  and  the  dispense 
pumps  shall  not  exceed  four  (4)  in  accordance  with  ■ 
order  of  the  Court  dated  February  27,  1927  and  that  ■ 
Certificate*  of  Occupancy  No.  671-39  shall  be  reinstated 
accordance  with  the  order  of  the  Court. 


144-46-A 

APPLICANT— Cornell  University  Medical  College— N. 
Hospital  Association,  owner. 

SUBJECT— Application  for  consideration— reopening  ’[ 
amendment  of  resolution— re  appeal  from  an  or 
of  the  fire  commissioner  (previously  granted 
condition) . 

PREMISES  AFFECTED— 1300  York  avenue,  east  s- 
from  East  68th  to  East  70th  streets,  1st  and 
floors,  Bldg.  E,  (Block  1480,  Lot  1),  Borough 
Manhattan. 

APPEARANCES—  T  t  u 

For  Applicant:  Alexander  C.  Laubach. 

For  Administration:  Samuel  L.  Becker,  Dep 
Housing  and  Buildings. 


MINUTES 


X?tTE  t0  REOPEN  and  amend  RESOLU- 

1  ION — 

Allirinativ’c:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  ...  3 

Negative  :  . 0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (144-46-A) 

;  Whekkas,  Cornell  University  Medical  College,  N.  Y 
lospital  Association,  owner,  filed  February  16,  1946  an 
l|’l  .  tr?I!Lav  order  of  the  fire  commissioner,  affecting 
i  renrses  1300  \  ork  avenue,  east  side,  from  East  68th  street 
/’  7<?th  street,  1st  and  2nd  floors,  Bldg.  E.  (Block  1480, 

Lot  1),  Borough  of  Manhattan;  and 

1  Whereas,  Order  44100-LC  issued  by  the  fire  commissioner 
lanuary  17,  1946  reads: 

“Before  a  permit  may  be  issued  to  you  for  the  storage 
and  use  of  inflammable  liquids,  the  following  must  be 
done  : 

1.  Remove  cylinders  of  liquid  chlorine  and  discontinue 
storage  and  use  of  same.  Sec.  C19-95.0  d  6 

2.  Discontinue  the  storage  and  use  of '  hydrogen, 
mdrogen  sulphide,  sulphur  dioxide  and  phosgene  gases 
as  such  storage  and  use  creates  a  grave  fire  risk  and  is 
against  the  interest  of  public  safety.  Sec  09-110” 

nd 

Whereas,  the  applicant  states  that  the  building  is  5 
n^>ieS/  w/  °*  Class  1  construction,  erected  in 

M-,  located  in  an  unrestricted  use  A  area  class  2  height 
istnct  and  used  and  occupied  since  erection  as  follows: 
dlar— -storage ;  basement— storage  and  laboratories — 6  per- 
>ns ,  1st  floor  laboratories  and  offices — 20  persons  j  2nd 
oor— laboratories  and  classroom— 25  persons;  3rd  floor— 
.boratories  and  classroom — 6  persons ;  4th  floor — labora- 
iries  and  office— 10  persons;  5th  floor— laboratories— 10 
rsons;  that  the  building  is  equipped  with  a  standpipe  sys- 
m,  interior  fire  alarm  system  and  fire  drills  are  maintained; 
iiat  there  are  four  interior  stairs  and  two  fire  towers,  38  in 
ale.  ot  hreproof  construction  from  roof  bulkhead  direct  to 
reet;  and 

I  Whereas,  the  applicant  contends  that  the  chemicals  in 
lestion  are  essential  in  research  work  and  for  the  teaching- 
medical  students  in  the  Department  of  Biochemistry;  that 
ese  ate  common  laboratory  chemicals  used  throughout  the 
:y  in  various  teaching  and  research  institutions;  that  they 
e  under  the  supervision  of  a  highly  trained  staff  and  are 
ndled  with  utmost  care  and  all  safety  devices  and  factors 
e  employed ;  that  only  small  quantities  of  the  materials  in 
lestion  ai  e  kept  on  hand  and  the  number  of  containers 
tually  in  use  consist  of  the  following: 

Chlorine  2  cylinders  8  lb.  each 

Hydrogen  sulfidq  2  cylinders  6^2  lb.  each 

Hydrogen  sulfide  2  cylinders  20  lb.  each 

Sulfur  dioxide  1  cvlinder  100  lb. 

Phosgene  1  cylinder  10  lb. 

Hydrogen  2  cylinders  1  lb.  each 

U  the  compressed  gases  are  kept  in  the  chemical  labora- 
ies  in  which  they  are  used  and  not  more  than  one  of  these 
enucals  is  in  use  in  the  same  room  at  a  given  time;  that 
more  dangerous  gases  are  in  small  cylinders  which  are 
fit  in  salety  hoods  available  in  the  laboratories ;  that  where 
re  is  danger  of  escape  of  the  gas,  the  whole  procedure 
carried  out  within  a  hood  with  forced  draft  to  carry  all 
nes  to  the  outside  air;  that  only  qualified  chemists  handle 
chemicals  in  question ;  that  if  not  permitted  to  use  these 
micals,  the  work  in  the  laboratories,  both  teaching  and 
earch,  must  cease;  and 

A  hl re  vs,  on  May  21,  1946,  this  appeal  was  granted  by 
Board  on  certain  conditions;  and 

\  hkreas  the  applicant  requested  an  amendment  of  the 
"ution,  lor  permission  to  keep  on  the  premises  one  (1) 
mder  ot  propane  gas,  42  lbs. 

^ ('solved,  that  the  Board  of  Standards  and  Appeals  does 
reto  amend  lhe  resolution  of  May  21,  1946,  by  adding 

that  in  addition  to  the  gases  heretofore  permitted,  there 
may  be  one  (1)  cylinder,  42  lbs.  of  propane  gas.” 


547-46-A 

APPLICANT— Richard  P.  Charles,  for  Rockaway  Point 
Development  Corp.,  owner  (Rockaway  Operating 
Co.,  lessee). 

SUBJECT  Appeal  from  decisions  of  the  borough  super- 

PR  without  prejudice). 

1  REM 1 SES  AFFECTED— 7,  9,  11,  13,  17,  19,  23,  27,  31, 
7^,7,  41,  45  Utica  street,  east  side,  40  ft.,  80  ft., 

fVJ?orth  ot  West  End  avenue,  40,  120,  200,  280 
360.  400  440,  480  and  560  ft.  south  of  West  End 
avenue,  (Block  900,  Lot  1),  Rockaway  Point,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Richard  P.  Charles. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
,  Housing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  ^ . 0 

Absent :  Commissioner  Savage . ........!  1 


984-46-A 

APPLICANT— Conrad  Forclle  of  Brown  and  Matthews 
Inc.,  tor  1  ressed  and  Welded  Steel  Products  Co 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  REMISES  AhFECTED — 38-77  lltli  street,  east  side,  '50 
ft.  north  of  40th  avenue  (Block  473,  Lots  553  and 

\PPE  -FRANCES— ISland  Qt3’  Borough  of  Queens- 
For  Applicant:  Conrad  Forelle. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC1IOX  OF  BOARD— Laid  over  to  April  8,  1947  at  2 
P.  M.,  for  applicant  to  file  complete  plans. 


142-47-A 

NT— Empire  State  Inc.,  owner. 

SUBJECT  -Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  REMISES  AFFECTED — -350  5th  avenue,  west  side,  from 
West  ,33rd  to  West  34th  streets,  1-29  West  33rd 
street  and  2-20  West  34th  street  (1st  floor)  ;  (Block 
85o,  Lots  19-28  inclusive  and  41-54  inclusive),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  Heller,  D.  U.  Rasanan  and 
C.  L.  Brown. 

For  Administration:  Samuei  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  TION  Oh  BOARD — Laid  over,  no  date  set. 


ZONING  APPLICATIONS 


442-42-B  Z 

APPLICANT— Henry  C.  Brockman,  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning- 
resolution,  permitting  in  a  residence  use  district, 
the  reconstruction  and  extension  of  an  existing 
gasoline  service  station. 

I  REMISES  AhFECTED — 2001-2011  Cropsey  avenue  and 
8799-8815  20th  avenue,  northeast  corner  (Block  6422, 
Lot  5),  Borough  of  Brook^n. 
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APPEARANCES 

For  Applicant:  Joseph  B.  Lynch.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  g 

Negative:  . .  .  . . . .  i 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (442-42-BZ) 

Whereas*  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  recon¬ 
struction  and  extension  of  an  existing  gasoline  service  sta¬ 
tion,  affecting  premises  2001-2011  Cropsey  avenue  and 
8799-8815  20th  avenue,  northeast  corner  (Block  6442,  not 
5)  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
September  29,  1942,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  19,  1943,  January  23,  194a  and 

1 'whereas,  the  applicant  requested  a  further  extension  for 

^ResoM  that  Ptht'  Board  of  Standards  and  Appeals .does 
hereby  amend  the  resolution  adopted  September  29,  1942  as 
amended  through  January  22,  1946,  only  so  far  as  it  has 
reference  to  the  time  within  which  to  obtain  permits  ai 
complete  the  work,  so  that  as  amended  this  portion  of  the 

K. solution  shal  v*ew  Qf  statement  by  applicant  that 

plans  have  been  approved  by  the  Department  of  Hous¬ 
ing  and  Buildings,  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution. 


640-45-BZ  ,  _  T,  .  , 

APPLICANT — Jacob  Lubroth,  for  Jacob  S.  Kaminski , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Apphcaticm  (decision 
of  the  borough  superintendent)  previously  grantee 
on  condition  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  an  unrestricted,  C  area  district, 
the  extension  of  an  existing  building  to  occupe  tl  e 
full  area  of  the  lot  on  the  first  floor. 

■pPTTWTSFS  \FFECTED— 60-77  Myrtle  avenue,  north  side, 
m  ft west  of  Fresh  Pond  Road  (Block  3538,  Lot 
55),  Ridgewood,  Borough  of  Queens. 
APPEARANCES—  ,  ..  .  . 

For  Applicant :  Samuel  Mantel 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  ,  . 

\CTION  OF  BOARD — Application  reopened  and  time  ex- 

THE  VOTFedTt)  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissionei 
Blum  and  Deputy  Chief  Guinee .  ^ 

Negative:  . .- . . .  i 

Absent:  Commissioner  Savage  . 

THE  RESOLUTION  (640-45-BZ) 

Whereas,  this  application  under  ^®21c0^g 
resolution  to  permit  in  an  unrestricted  use,  C  area  aistncj 

theextension  of  an  ex, sting  building  1  °1 

area  on  the  first  floor;  premises:  60-77  Myrtle  avenue  non. 
•i(.  ?08  ft  ^est  of  Fresh  Pond  road  (Block  3o38,  Lot  5b), 
Ridgewood;  Borough  of  Queens  was  granted  by  the  Board 
on  \nril  2,  1946,  on  certain  conditions  ,  and 

Whereas,  the  resolution  was  amended  on  June  18,  1946 , 

^Whereas,  the  applicant  requested  an  extension  of  time  to 

SSKSSflSt  swiss 


611-46-BZ 

APPLICANT— Charles  M.  Spindler,  for  Leading  Cleaner 
and  Dyers  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  an< 
amendment  of  resolution— re  Application  (de 
cision  of  the  borough  superintendent)  previous! 
granted  on  condition,  under  section  7c  of  the  zonim, 
resolution,  permitting  in  a  residence  use,  D  are; 
district,  the  extension  of  an  existing  dry  cleanin; 
establishment,  using  more  than  the  area  permitted. 
PREMISES  AFFECTED— 1 147-1155  Lorraine  avenm 
northwest  corner  of  Pine  street  (Block  4484,  Lot 
27,  28,  30  and  32),  Borough  of  Brooklyn. 

APPEARANCES—  „  T 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Samuel  L.  Becker,  Dep  t  c 
Housing  and  Buildings.  ,  . 

ACTION  OF  BOARD— Application  reopened  and  resoiutic 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLl 
TION _ 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee . 

Negative:  . ■ . 

Absent:  Commissioner  Savage  . 

THE  RESOLUTION  (611-46-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zonii 
resolution,  permitting  in  a  residence  use,  D  area  district, 
extension  of  an  existing  dry  cleaning  establishment ,  us 
more  than  the  area  permitted,  affecting  premises  1147-1 
Lorraine  avenue,  northwest  corner  of  Pine  street  (Bio 
4484  Lots  27,  28,  30  and  32),  Borough  of  Brooklyn,  i* 
granted  by  the  Board  on  November  19,  1946,  on  certain  co 

^YYhe’reas,  the  applicant  requested  an  amendment  of  t 

rt Resolved,  that  the  Board  of  Standards  and  APPeals  & 
hereby  amend  the  resolution  of  November  19,  1946,  so  tr 
as  amended,  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appe. 
does  hereby  make  a  variation  in  the  application  o t  t 
use  district  regulations  of  the  zoning  resolution  and  ti¬ 
the  application  be  and  it  hereby  is  granted  under  seen* 
7c  thereof,  to  permit  the  extension  of  use  as  Pr0P?s. 
and  as  indicated  on  revised  plans  marked  Kecei  i 
March  4,  1947,’  three  sheets,  as  passed  upon  by  t. 
borough  superintendent  under  Alteration  Applica 
3385-46,  on  the  date  of  December  30,  1946,  on  condtL 
that  the  building  shall  be  of  the  area  and  height  , 
arrangement  as  indicated  on  such  plans;  that  all  smpp; 
and  receiving  shall  be  at  the  rear  of  the  budding 
the  north  as  indicated  on  such  plans;  that  the  sp-< 
along  Pine  street  for  a  width  of  8  ft.  8  in.  shown- 
remain  vacant  shall  be  landscaped ;  and  that  there  s  ; 
be  constructed  along  the  interior  lot  lines  to  the  n 
a  masonry  wall  or  steel  fence  of  the  steel  picket  t  > 
or  woven  wire  fence  of  the  anchor  post  type  no 
than  6  ft.  in  height,  with  proper  and  substantial  g<- 
at  the  entrance  thereto,  near  Pine  street;  that  such  o 
area  shall  be  surfaced  with  concrete  or  asphalt  or  v 
clean  cinders  or  clean  gravel  and  treated  with  a  bin 
and  properly  rolled;  that  such  portable  fire-fig"' I 
appliances  shall  be  maintained  as  the  fire  commissi 
‘  shall  direct;  that  this  variance  shall  continue  only 
long  as  the  building  is  used  as  herein  proposed,  i 
in  all  other  respects,  the  building  and  occupancy  s 
comply  with  all  laws,  rules  and  regulations  appnc 
thereto;  that  all  permits  shall  be  obtained  and  all 
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completed  within  one  (1)  year  from  the  date  of  this 
amended ^resolution ;  zvttlidrawn  as  to  objection  4  issued 
August  20,  1946  as  to  extension  in  coverage  area  ” 


-24-BZ 


’PLICANT— Wilson,  Mangan  and  Gregg,  for  A  G 
-Miller,  owner. 

IBJhC  1— Application  for  consideration — reopening  and 

amendment  of  resolution  as  to  proposed  new  use _ 

,ro  A.PPli^tion  (decision  of  the  superintendent  of 
buildings)  previously  granted  on  condition,  per¬ 
mitting  m  a  business  use  district  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles. 


EM  I  SIS  Abb  EC  I  ED— 2227-2229  Webster  avenue,  west 
r  ft  s,outh  of  182nd  streel  and  east  side 

"\Ln  ft-  ,southJ?f  I82nd  street  (Block  3143,  Lot 
atS),  Borough  of  The  Bronx. 

PEARANCES— 

For  Applicant:  John  Gregg. 

For  Administration:  Samuel 
Housing  and  Buildings. 

1  ION  Ob  BOARD — Application 
usual  procedure. 


L.  Becker,  Dep’t  of 
reopened,  subject 


to 


b.  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock, 

T  Blum  and  Deputy  Chief  Guinee 

Negative:  . 

Absent:  Commissioner  Savage 


Commissioner 


3 

0 

1 


26-BZ 

PLICANT— George  H.  Colin,  for  Crew  Levick  Corpora- 

-iiv-m11’  °wn.^r>  Qd'es  Service  Oil  Company,  lessee. 

1 — Application  for  consideration — reopening  and 
amendment  of  resolution  re  additional  use— Applica¬ 
tion  (decision  of  the  borough  superintendent)  previ¬ 
ously  granted  on  condition  under  sections  7c  and  21 
ot  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  alteration  and  extension  of  an  acces- 
sory  building  and  also  the  relocation  of  pumps  on  a 
gasoline  service  station. 

rMISES  AbbECTE'b — 105-02  Queens  boulevard,  south- 
west  corner  of  Yellowstone  boulevard  (Block  3236 

'EARANCFS—  1)1  F°reSt  H’11S’  Borough  of  Queens.’ 
bor  Applicant :  A.  P.  Emanuele. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

’  T  Housing  and  Buildings. 

ION  Ob  BOARD — Application  reopened,  subject  to 
usual  procedure. 

;  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  q 

Absent :  Commissioner  Savage . 1 


8-BZ 

LICTv?,T-(7harles  M-  Spindler,  for  Estate  of  Pietro 
Inc.  and  Edmond  Baisley,  owners. 

Cl— Application  for  consideration — reopening  under 
section  7a,  7c  and  21  to  consider  extension  in  area 
and  construction  of  new  building  on  an  existing 
gasoline  station — re  Application  (decision  .of  the 
borough  superintendent)  previously  denied  under 
section  21  of  the  zoning  resolution  for  a  smaller 
plot. 

MISES  AFbEClED — 82-01  to  82-13  Queens  boule- 
vard  and  82-16  to  82-30  51st  avenue,  northeast  corner 
(Block  la42,  Lots  1  and  4),  Elmhurst,  Borough  of 
Queens. 

FRANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


ACTION  OF  BOARD— Application  reopened,  subject 
_  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee 

Negative:  . 

Absent:  Commissioner  Savage 


to 


3 

0 

1 


446-40-BZ 


APPLICANT  Arthur  H.  Haaren,  for  Kesbec,  Incorpo¬ 
rated,  owner.  1 

SUBJ EC  I  Application  for  consideration — reopening  and 
amendment  of  resolution— Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution 
permitting  the  extension  of  an  existing  gasoline 
service  station  to  include  the  parking  and  storage 
of  more  than  five  motor  vehicles  for  a  term  of  two 


PREMISES  EFFECTED — 4439.4441  Broadway  and  700- 
oioa  TSt  190th  street>  southwest  corner  (Block 
APPFARANCES  ^  ^  494 ^ ’  Borough  of  Manhattan. 


For  Applicant:  James  McCoker. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  TON  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

.Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  q 

Absent :  Commissioner  Savage .  1 


363-42-BZ 

APPLICANT — Henry  Nordh^im,  for  Estate  of  Jennie 
A  dee,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  three  (3)  motor  vehicles. 

PREMISES  AFFECTED — 650  Thwaites  place,  south  side, 
from  Olinville  avenue  to  Barker  avenue,  2224 
Barker  avenue  and  2211  Olinville  avenue  (Block 
4338,  Lots  12,  20,  22,  24,  27,  29,  31  and  33),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim,  Morris  H.  Wert- 
kin  and  Sam  Berkowitz. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN—  "  * 

Affirmative  :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage .  1 


876-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Joseph  Halpern 
(Harry  Field),  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent)  under  section  7e  of 
the  zoning  resolution,  to  permit  in  a  residence  use 
district,  a  wet  wash  laundry  for  a  term  of  five 
(5)  years. 

PREMISES  AFFECTED — 175  Avenue  A  and  443  East  11th 
street,  northwest  corner  (Block  439,  Lot  37), 
Borough  of  Manhattan. 
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APPEARANCES—  ,  r  „ 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  ,  ( 

ACTION  OF  BOARD— Application  reopened  and  set  toi 
hearing  on  April  15,  1947  at  10  A.  M. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  ** 

Negative:  . . . .  , 

Absent:  Commissioner  Savage . 


49.47.  BZ 

APPLICANT— Charles  M.  Spindler,  for  2613  8th  Avenue 
Corporation,  owner  (Robert  Berkoff,  lessee). 

SUB  I ECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term 
of  five  (5)  years,  a  wet  wash  laundry.  . 
PREMISES  AFFECTED — 2613  8th  avenue,  west  side,  32 
ft.  5  in.  north  of  West  138th  street  (Block  2042, 
Lot  13),  Borough  of  Manhattan. 

APPEARANCES—  _  „ 

For  Applicant:  Joseph  C.  Haus 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  Ob'  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissionei 
Blum  and  Deputy  Chief  Guinee .  3 

Negative:  ........ . . .  1 

Absent:  Commissioner  Savage  . 


Adjourned:  4:30  P.  M. 


'  Joseph  J.  Doyle,  Chief  Clerk. 


trict,  the  erection  and  maintenance  of  a  garage  for  more 
than  five  motor  vehicles,  affecting  premises  1816  Boston 
road,  east  side,  109.88  ft.  south  of  East  176th  street  and 
1819  Vyse  avenue  (Block  2991,  Lot  52),  Borough  of  The 
Bronx  was  granted  by  the  Board  on  January  24,  1928,  on 

certain  conditions ;  and  ,  . 

Whereas,  on  June  25,  1946,  the  resolution  was  amended 

to  permit  the  change  of  occupancy  to  garage  for  more  than 
five  motor  vehicles  on  the  first  floor  and  manufacturing 

(25%)  on  the  second  floor;  and  r  ,  , 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution  to  increase  the  use  of  the  second  floor  to 

Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  24,  1928, 
as  amended  through  June  25,  1946,  only  so  far  as  it  has 
reference  to  the  amount  of  space  on  the  2nd  floor  to  bt 
permitted  to  be  used  for  factory  purposes,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read . 

“*  *  *  that  in  the  event  the  building  is  constructed 
in  strict  accordance  with  the  resolution  and  the  approva 
of  plans,  and  the  owner  desires  to  occupy  the  second 
floor  for  factory  purposes  as  passed  upon  by  the  bor¬ 
ough  superintendent  under  Alt.  Applic.  50-46,  that  such, 
occupancy  of  the  second  floor  may  be  permitted  on 
conditio/that  not  more  than  50%  of  such  floor  shah 
be  used  for  factory  purposes  and  the  first  floor  of  build 
ing  continued  as  a  garage;  that  if  the  budding  was  am 
structed  with  two  floor  levels  and  the  lower  level,  re 
'/erred  to  herein  as  the  first  floor,  is  technically  a  base 
meat  the  requirements  of  this  resolution  as  amended 
shall  govern;  that  the  existing  exits  shall  be  mat ntamei 
and -scuttles  to  the  roof  shall  be  maintained 
rung  ladders  leading  thereto;  that  each  scuttle  shall  b, 
equipped  with  an  easy  opening  device  that  exl™n* 
ramps  to  the  street  may  be  retained,  but  shall  not  h 

deemed  legal  exits.” 


*  CORRECTION 


The  minutes  of  the  meeting  of  the  .Board  of  Standards 
and  Appeals  held  on  February  4,  1947,  as  they  appeared  in 
Bulletin  No.  6,  No.  32,  are  hereby  corrected  to  read  as 

follows : 


960-27-BZ  ...  .  A 

APPLICANT— Sharf  and  Hellenbrand,  for  Alfred  Am- 
brogi  and  Jacqueline  Garola,  owners. 

SUBTECT— Applicatiorf  for  consideration— reopening  and 
amendment  of  resolution  re  Application  (decision  o 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  and  business  use  district, 
the  change  of  occupancy  from  garage  for  more  than 
five  motor  vehicles,  to  garage  for  more  than  five 
motor  vehicles  on  1st  floor  and  manufacturing 
(25%)  *on  second  floor. 

tjut-attcpc  AFFFCTED— 1816  Boston  road,  east  side, 

1  1W88  ft  souill  of  East  176,1,  street  and  1819  Vyse 

avenue  (Block  2991,  Lot  52),  Borough  of  The 

Bronx. 

APPEARANCES—  c,  , 

For  Applicant:  Edward  Sharf.  r 

For  Administration :  Samuel  L.  Becker,  Dep  t  o 
Housing  and*  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu- 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION _  •  • 

•  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative : 


♦  « 


*  Correction— The  words  inserted  in  italics,  starting  wit 
line  30  of  the  resolution. 


THE  RESOLUTION  (960-27-BZ) 

Whereas,  this  application,  under  se business  us'e^di?- 
resolution,  permitting  in  a  residence  and  business  use  dis 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standan 
and  Appeals  held  on  January  7,  1947,  as  they  appeared 
Bulletin  No.  2,  No.  32,  are  hereby  corrected  to  read 

follows : 

344-33-BZ  f  ...  .  .  Q.a 

APPLICANT— Lama  and  Proskauer,  for  Nicholas  Sea 

SUBJECT— Application  reopened  December  10,  1946.A 
consideration  as  to  amendment  of  resolution 
Application  (decision  of  the 

ent),  previously  granted  on  condition,  under  sect  o 
7a  and  7c  of  the  zoning  resolution,  permitting  in 
residence  use  district,  the  erection  and  maintenan 

PREMISES 

??Bnl0«  WLo4S87ed  K^ough 

Brooklyn. 

APPEARANCES—  ,  .  T  „ 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None.  .  n..>t 

For  Administration:  Samuel  L.  Becker,  Dept; 
Housing  and  Buildings  and  Harold  Klort  ( 
Dept,  of  Parks. 

ATTTON  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION-  .  . 

Affirmative:  Chairman  Murdock,  Commission 
Blum  and  Deputy  Chief  Guinee  . 

Negative:  . •  . . . 

Absent :  Commissioner  Savage  . 

344 


MINUTES 


IE  RESOLUTION  (344-33-BZ) 

Vhkkeas,  on  February  23,  1934,  the  Board  granted  on 
(I  ion  t lie  application  (decision  of  the  borough  superin- 
Llent)  under  sections  7 a  and  7c  of  the  zoning  resolution 
mining  m  a  residence  district,  the  erection  and  mainten- 
e  ot  a  recreation  center;  premises  1048-1072  Ocean  park- 
,  west  side,  380  feet  south  of  Avenue  1  ( Block  5493 
s  870  and  872),  Borough  of  Brooklyn ;  and  ’ 

■r  here  a s,  on  March  20,  1934,  the  plans  were  approved 
n  accordance  with  resolution  adopted  by  the  Board  -  and 
WIEreas,  on  July  16,  1935,  the  Board  reopened  the  appli- 
lon,  subject  to  the  usual  procedure;  and 

>  hereas,  on  October  15,  1935,  the  Board  amended  the 
Million  as  to  the  selling  of  refreshments;  and 
Lhereas,  on  April  20,  1937,  the  Board  reopened  the 
neat  ion  and  amended  the  resolution  of  October  15  1935 
"n't ting  the  words,  “and  that  no  alcoholic  beverages  shall 
erved  other  than  beer  and  light  wines;  that  in  all  other 
ects  the  resolution  adopted  by  the  Board  October  15 
K  snail  be  complied  with”;  and 

|  hereas,  on  December  10,  1946,  the  Board  reopened  the 
scat  ion,  subject  to  the  usual  procedure,  waiving  new 
[ographs  and  list  of  new  owners  and  notice  to  owners 
[permitting  two  publications  in  the  Bulletin,  at  the  request 
lie  applicant  who  desired  to  enclose  the  roofed  porch 
ss  lh<;  emire  front  of  the  building,  by  constructing 
wen  the  masonry  piers,  a  steel  sash  and  glass  block 
1  lie  proposed  amendment  was  set  for  hearing  January 
47,  at  10  A.  M.,  and  J 

hereas,  the  decision  of  the  borough  superintendant, 

1  October  31,  946,  on  Alt.  Applic.  3817-46,  reads: 

l.  1  roposed  construction  within  the  30'  statutory 
setback  on  Ocean  Parkway  is  contrary  to  Chapter  12, 
sec.  532-11.0  of  the  Adm.  Code. 

i  Note :  1  he  Dept,  of  Parks  has  disapproved  the  pro¬ 

posed  construction  within  the  30'  setback.” 

hereas,  a  communication  dated  December  9,  1946  from 
Department  of  Parks  stated  it  approves  the  proposed 
ruction  within  the  30  feet  setback,  subject  to  approval 
e  Department  of  Housing  and  Buildings  and  all  other 
lepartments  where  required;  and 
HEREAS,  the  applicant  contends  that  the  premises  are 
ntly  improved  with  a  2)4  brick  structure  and  tennis 
S’  m  fr“C.tur?  measuring  84  feet  front  by  approxi- 
\  1—  ft.  8  in.  in  depth,  irregular  in  shape;  that  across 
.nt ire  front  1S  a  M  ft.  roofed  dining  porch,  which  is 
on  all  sides;  that  it  is  the  intention  of  the  owners  to 
w  i  ns  porch  by  constructing  between  the  masonry  piers, 
sash  and  glass  block  base,  so  that  the  porch  can  be 

,V  ™rnte5.!im,e;  [hat  the  present  P°rch  is  located 
t  ie  30  ft.  setback;  that  no  other  alteration  is  proposed; 

‘  he  building  will  not  be  enlarged  in  width,  depth  or 
’  mat  tins  proposal  will  in  no  way  affect  this  particu- 
•cation  on  Ocean  Parkway,  as  directly  to  the  south  is 
■letery  and  the  northerly  portion  of  the  plot  is  improved 
Hennis  courts. 

oh'cd,  that  the  Board  of  Standards  and  Appeals  does 
)  uhoen  r  ™utl0n  adopted  February  23,  1934,  as 

i,  Mm'S  »°’  aPProving  plans  marked  “Received 
!  ,  and  further  amended  through  April  20 

by  adding  thereto: 

*  *  *  that  the  open  roofed  porch  as  shown  on  plans 
Emitted  and  approved  on  March  20,  1934,  may  be 
lclosed  with  storm  windows  and  screens  as  permitted 

>  the  Lomm.ss'oner  of  Parks  in  letter  dated  December 

•«r»46,  readin&  as  follows  : 

,8mUHSUia t0  you[ .  request  and  subject  to  a  sketch 
ibm.tted  by  you,  which  is  on  file,  permission  is  hereby 
anted  to  enclose  your  present  existing  open  porch 
tn  storm  windows  and  screens,  subject  to  the  follow- 
g  conditions : 

1—  That  all  storm  windows  and  screens  erected  to 
'close  the  open  porch  shall  be  removable  and  their 
•nnanently1  COnshtute  Perrniss'on  to  enclose  the  porch 

2—  That  the  enclosure  of  the  porch  with  storm  win¬ 


dows  or  screens  shall  not  constitute  permission  to  utilize 

the  porch  for  other  than  its  present  use. 

llus  permit  is  granted  pursuant  to  the  Codes  and 

Regulations  of  the  Department  of  Parks,  and  subject 

R nil  r  appr°val  ,°f  the  Department  of  Housing  and 

sdia  ldhpSnh^eTtS.  fr°m  any  other  Cify  departments 
snail  be  obtained  where  required. 

rf^nlty;,CioVia-IOn  fr0m  the  terms  of  this  permit  will 
result  in  the  immediate  cancellation  of  same 

1  his  permit  is  granted  without  fee.” 


*  CORRECTION 

I  he  minutes  of  the  meeting  of  the  Board  of  Standards 

Bollam1’ No  X  N,"  ,2bruary;18'  ,W7'  “  Speared  in 

Mows:  8'  N  32'  are  llereb)'  corrected  to  read  as 

283-42-BZ 

APPLICANT— Walter  I.  Lansing,  lessee,  for  Hortense  G 
Badman,  owner. 

SUBJECT— Application  reopened  December  17,  1946  — 
pplication  (decision  of  the  borough  superintend¬ 
ent)  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  parking  and 

PRFAfTCPQaS4\°rcrTL'Txliai]r,'five  (5)  motor  vehicles. 

REMISES  AFFEC1  ED— 222-228  East  34th  street,  south 
side,  247  ft.  2  in.  west  of  2nd  avenue  (Block  914 

APPEARANCES—^8  ^  ^  B°r0l,gh  of  Manhattan. 

For  Applicant :  Harry  G.  Frankel  and  W  I  Lans¬ 
ing. 

P or  Opposition:  J.  C.  Tepper,  James  Hughes,  and 
Harold  klorfein,  Triborough  Bridge  and  Tun¬ 
nel  Authority. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

THE  VOTF— B0ARD— ^ Application  granted  on  condition. 

Affirmative:  Commissioners  Savage  and  Blum 

and  1  )epufy  Chief  Guinee  .  3 

Negative:  .  . q 

Vote  Reserved :  Chairman  Murdock  .  1 

THE  RESOLUTION  (283-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution  to  permit  in  a  residence  use  district,  for  a  term 
of  two  (2)  years,  the  transient  parking  of  more  than  five  (5) 
motor  vehicles ;  premises  222-228  East  34th  street,  south 
S‘de>  An  •  eas-t  Third  avenue  (Block  No.  914,  Lot  Nos. 
46  to  49  inclusive),  Borough  of  Manhattan,  was  denied  bv 
vote  of  the  Board  on  July  7,  1942;  and 
Whereas,  this  application  was  again  denied,  after  con¬ 
sideration  under  new  facts,  on  May  14,  1946 ;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  further  consideration  under  new.  facts;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  17,  1946  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  February  18,  1947,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  34th  street  is  in  residence  and 
business  use,  B  area  and  Class  1)4  height  districts-  2nd 
avenue  is  in  business  use,  B  area  and  Class  W2  height  dis¬ 
tricts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  31,  1946,  re  Alt.  Applic.  2277-46,  reads: 

“1.  The  use  or  occupancy  of  'the  premises  located 
within  a  Residence  use  area,  ‘B’  district,  for  parking 
and  storage  of  more  than  five  motor  vehicles  is  con” 
trary  to  Art.  II  Sec.  3  Zoning  Resolution.” 

,  *  Correction  The  classification  of  the  permitted  proposed 
building,  changed  from  class  III  to  class  IV,  in  line  81  of 
the  resolution. 


345 


minutes 


and 


Whereas  the  applicant  states  that  the  premises  consist  of 
a  plot  88  ft.’  frontage  by  98  ft.  in  depth,  trregular  presently 
vacant-  that  it  is  proposed  to  use  the  vacant  lot  for 
narking  and  storage  of  more  than  five  motor  vehicles ;  and 
'  Whereas,  the  applicant  contends  that  permissiontooper- 
ate  a  parking  lot  as  proposed  would  serve  he  nublic  con 
venience  and  necessity;  that  as  the  result  of  recent  trends 
toward  reducing  street  parking  facilities  as  evidenced  by 
the  Mayor’s  recent  policy,  actual  parking  facilities  pi  esen  > 
i„  existence  are  inadequate  to  serve  the  public  need  and  con¬ 
venience-  that  the  parking  problem  m  the  area  involved  is 
nrcSentlv’  acute  and  proposed  parking  lot  would  reduce  such 
'oblem  considerably ;  that  the  proposed  parking  lot  is  loca- 
cd  neTr a business' as  well  as  a  residential  area,  requiring 
parking  facilities ;  that  immediately  adjacent  to  the  proposed 
ot  i  the  furniture  firm  of  Peck  &  Hills;  close  by  is  located 
be  Empire  State  building  and  .be  Fifth  Avenue  shoppmg 
listrict,  all  of  which  increase  the  parking  needs  in  this  area , 


SUB  TECT — Application  (decision  of  the  borough  suiierin- 
'  J  '  tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  and  unrestricted  use  dis¬ 
trict  the  change  of  occupancy  from  garage  (not 
more  than  four  cars  and  light  storage)  to  rug 
cleaning  and  light  storage.  '  .  j 

PREMISES  AFFECTED — 212  Evergreen  avenue  south 
side,  70  ft.  east  of  Willoughby  avenue  (Block  3206, : 
Lot  16),  Borough  of  Brooklyn. 

A  PPEAR  ANCES— ~nt .  A  g  Mongiello>  M.  Shapiro  and 

J.  Palermo.  ■  J 

For  Opposition:  J.  A.  Weil.  T 

For  Administration  :  bred  Dahlem,  Dep  t  of  Hous-j 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

IHK  X  Affirmative:  Chairman  Murdock,  Commissioners 

-  ’  ^  -y  Chief  ( ituneeJ .  m 


and 


Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  committee  of  the  Board;  and 

Whereas  the  Board  deemed  that  this  was  a  proper  case 
in  wK  to  exercise  discretion  to  grant  under  section  /, 

S,K  Oia/  t?eeBrrdlfrSmda0Ss  and  Appeals  does 
hefeliv  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the ;  apphea^on 
be  and  it  hereby  is  granted  under  section  7h  thereof  tor  a 
term  of  two  (2)  years,  to  permit  the  premises  to  be  oc¬ 
cupied  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  condition  that  the  plot  shall  be  leveled 
SibsSJfaiiv  to  the  grade  of  East  34th  street  and  shall  be 
surfaced  with  clean  gravel  or  steam  cinders  or  other  suit 
able  material  and  properly  treated  with  ^  ^phalBc  bmder 
nrnvide  a  reasonably  impervious  surface  and  suriace 
drainage  •  that  there  shall  be  erected  on  the  interior  lot  lines 
where  Avails  of  adjoining  buildings  do  not  occur  a  substantia 
woven  wire  fence  of  the  chain  link  type  with  anchored  steel 
uosts  to  a  height  of  not  less  than  6  ft.,  as  indicated  on 
plans  filed  with  this  application  marked  “Received  Novem- 
her  30  1946”  two  sheets;  that  along  the  street  building 

line  a’ wrought  iron  picket  fence  shall  be  erected  on  a 
masonry  SseS  not  less  than  3  ft.  in  height  for  a  total  hagh 
of  6  ft  except  for  one  entrance  not  over  14  ft.  in  width 
with  a  curb  cut  opposite  of  similar  width ;  that  proper  aisles 
shall  be  maintained  at  all  times  for  easy  entrance  and  exit 
Bn  during  the  term  of  this  permit  the  premises  shall  be 
occupied  for  no  other  use  and  there  shall  be  no  servicing  of 
motor  vehicles ;  that  proper  bumpers  shall  be  maintaine 
to  prevent  injury  to  fences  and  adjoining  walls  of  build 
that  no  buildings  shall  he  erected  thereon  ex- 
cept  that  there  may  be  erected  a  class  IV  building  not  over 
om>  storv  in  height  and  not  over  100  sq.  ft.  in  area  to  uc 
used  solely  as  office  and  shelter  for  the  attendant ;  that  such 
•  table  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  no  use  shah  be  made 

of  the  vacant  lot  of  a  different  owner  adjoining  #«  or  any 

of  the  rear  vards  on  lot  53  or  lots  10,  11,  13  or  la,  tnat  n 
simis  shall  be  erected  or  maintained  on  the  premises  except 
that  there  may  be  one  sign  attached  to  the  fence  and  not 
exlending  beyond  the  building  line  for  advertising  the  park¬ 
ing  and  storage  use  and  the  price  charged  for  washing,  not 
exceeding  15  sq  ft  in  area  and  not  illuminated;  that  all  pe 
mbs  shall  be  obtained  and  all  work  completed  within  three 
(3)  months  from  the  date  of  this  resolution. 


Savage  and  Blum  and  Deputy 


Negative 


0 


THE  RESOLUTION  (320-45-BZ) 

Whereas,  A.  S.  Mongiello,  for  Joseph  Palermo,  owner, 
filed  May  25,  1945,  an  application  under  section  21  of  tin 
zoning  resolution,  to  permit  in  a  business  and  unrestricted 
use  district  the  change  of  occupancy  from  garage,  not  mon 
titan  four  cars  and  light  storage  to  rug  cleaning  and  ligln 
storage  of  rugs,  affecting  premises  212  Evergreen  avenue 
soutli  side,  70  ft.  east  of  Willoughby  avenue  (Block  3206 

Lot  16),  Borough  of  Brooklyn;  and  .  . 

Whereas,  a  public  hearing  was  held  on  tins  application 
hy  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing.  May  14,  1946,  after  due  notice  by  publication  m  tin 

Bulletin  of  the  Board;  and  .  ’ 

Whereas,  the  district  maps  accompanying  the  zone  re< 
lution  show  that  Evergreen  avenue  and  Willoughby  aventt 
are  in  business  and  unrestricted  use  B  area  and  class  1/ 

hC,WHEREASfCtthe' decision  of  the  borough  superintenden 
dated  Mav  21,  1945  on  Alt.  Appltc.  3672-44  reads: 

“1  'Proposed  laundry  for  rugs,  within  a  business  \y 
district  is  contrary  to  Art.  2,  Sec.  a-7  of  the  Zonin 
Resolution.” 

an Whereas,  the  applicant  states  that  the  premises  consi 
of  a  plot,  25  ft.  frontage  by  75  ft  m  depth,  on  which 
located  a  building  25  ft.  front  by  75  ft.  in  depth,  2  store 
23  ft  in  height,  of  class  3  construction ;  that  it  is  proposed 
use  the  first  floor  for  rug  cleaning;  the  second  floor  f 

light  storage  of  rugs;  and  , 

Whereas,  the  applicant  contends  that  the  present  leg 
occupancy  is:  1st  floor— garage  for  not  more  than  4  car. 
2nd  floor-light  storage;  that  the  present  illegal  occupan 
1st  floor — rug  cleaning;  2nd  floor — storage  of  rugs , 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
oJ  Anneals  held  on  May  14,  1946,  as  they  appeared  in 
Bulletin  No.  21,  Vol.  31,  are  hereby  corrected  to  read  as 

follows : 

320-45-BZ  '  T  ,  _  , 

APPLICANT _ A.  S.  Mongiello,  for  Joseph  1  alermo, 


IS*.  1SI  noor — rug  uctuung  ,  o  y 

the  premises  is  a  two  story  brick  and  frame  building  ai 
two  men  are  employed;  that  the  building  is  now  about  10 
in  unrestricted  district  and  the  balance  in  business;  that 
chemical  or  gases  of  any  type  are  used  in  the  proces.  , 
cleaning  rugs;  water  and  soaps  are  used  exclusively,  I 
if  the  present  legal  occupancy  is  maintained,  rental  from 
building  will  not  pay  for  the  upkeep;  and 

Whereas,  the  premises  and  surrounding  area  were 
spected  by  a  Committee  of  the  Board;  and  • 

Whereas,  a  decision  has  been  tiled  as  to  the  adjoini 
building  at  1239  Myrtle  avenue  (Block  3206,  Lot  20), 
first  floor  of  which  is  connected  to  the  premises  by  a  d 
and  are  used  in  conjunction  therewith  for  drying  rugs  at 
they  are  cleaned  at  212  Evergreen  avenue  (Alteration 

45  objection  dated  May  3,  1946)  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  c 
in  which  to  exercise  discretion  to  grant  under  section  /,  s 
division  e  of  the  zoning  resolution. 


*  Correction— The  address  -“439”  Myrtle  avenue,  chan:! 
tn  “1239”  Mvrtle  avenue  in  lines  43  and  58  of  resolute 


owner. 
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MINUTES 


Rewired  that  the  Board  of  Standards  and  Appeals  does 
reby  make  a  variation  in  the  application  of  the  use  dis- 
ct  regulations  ot  the  zoning  regulation  and  that  the  appli- 

P?  term 'ot  fi  PT- ?  ,S  <jra"ted  under  section  7e  thereof 
hve  -vears  lo  Permit  the  premises  at  212 
ergreen  avenue  to  be  occupied  as  proposed,  on  condition 
it  tins  building  and  the  adjoining  connected  building  occu¬ 


pied  lor  the  drying  of  rues  at  123Q  „  in 

nl v  with  all  toL  '  i  s  1  iV(>i  tie  avenue  shall  com- 

tlnt  nortahl  ' fi  S’ -c”  lCS-  and  regulations  applicable  thereto- 


RULES 


RULES  RELATING  TO  SMOKING  INPROTECTED  PORTIONS  OF  FACTORIES,  AND 

11N  ^"LLIAL  CLASSES  OF  OCCUPANCIES 

Adopted  by  the  Board  of  Standards  and  Appeals  August  13  iqir  Jr  l •  o 

^ers  conferred  upon  the  Board  by  Section  718-a,  Subsfctfons  /  an  tnK6  September  9,  1918,  under  the 
the  Labor  Law  (Old  Section  83c).  and  ^  (Old  Charter)  to  supplement  Section  283 

[Cal.  1262-18-SR] 


bor  Law 

tion  283.  Smoking. 

No  person  shall  smoke  in  a  factory.  A  notice  of  such 
ubition  stating  the  penalty  for  violation  thereof  shall  be 
posted  in  every  entrance  hall,  elevator,  stairhall  and 
n  ot  a  tactory  in  English,  and  in  such  other  languages  as 
hre  commissioner  of  the  city  of  New  York  in  such  city 
elsewhere  the  commissioner  shall  direct. 

The  board  in  its  rules  may  permit  smoking  in  protected 
ions  ot  a  tactory  or  in  such  classes  of  occupanies  where 
ts  opinion  the  safety  of  the  employees  will  not  be  en¬ 
tered  thereby.  The  fire  commissioner  of  the  city  of  New 
k  in  such  city  and  elsewhere  the  commissioner  may  issue 
111  accordance  with  rules  adopted  by  the  board 
1  he  lire  commissioner  of  the  city  of  New  York  in  such 
and  elsewhere  the  commissioner  shall  enforce  this  section. 

e  1.  Permit. 

)  Prohibition.  No  person  shall  smoke,  or  carry  a 

iCIg?r  ,°r  c'Sarette  in  any  factory  as  defined  in 
"  V  ^ection  2,  of  the  State  Labor  Law,  nor  in  any 

°?  °  *  ffC?ry’  ™lthin  the  City  of  New  York,  except 
ich  protected  portions  or  special  classes  of  occupancies 
e  specified  in  Rule  2  of  these  rules,  and  then  only 
he  ^ssuance  of  a  permit  by  the  Administrative  official 
sliall  be  the  joint  and  several  duty  of  the  owner  and 
ie  lessee  or  lessees  of  the  building  containing  such  fac- 

ifC,t,°ries.  t(?  c*use  to  be  Posted  in  each  and  every 
nee  hall,  stair  hall  or  room  throughout  the  building  as 
as  in  every  elevator-car,  in  English,  and  also  in  such 
anguage  or  languages  as  the  administrative  official 

es  violation1101106  °f  SUCh  prohibition>  and  the  Penalty 

’  r^lvP|iCao°n'  APPbeation  for  such  permit  shall  be 

in  'k/r  bie  owner  of  the  building  on  suitable  blank 
°.  ,e  furnished  by  the  administrative  official. 

Time  Limit.  Such  permit  shall  be  for  a  definite 

evTdraf'XCeed,n^  °ne  year’  and  sha11  not  be  renewed 
expirahon  nn,,]  a  reinspection  of  the  premises  for 

'S-Sued  has  been  made  for  the  purpose  of  deter- 
g  nether  existing  conditions  warrant  a  renewal. 

SSffr,  The  ,permit  sha11  state  the  conditions 

n  sitb  ?  Ht°UrS  between  which,  and  the  place  or 

bis  nermit  Pk  f/T  Wrher€  smoking  may  be  permitted, 

a.s  E  •  hfk’  rC  framed  and  kept  P°sted  «'*>  a  con¬ 
ns  Placej  in  the  factory. 


^ev°cation.  Violation  of  any  of  the  conditions 

peeffied  in  the  permit,  in  addition  to  incurring  such  pen 

cause  £orXPereSCrtd  A  lawl  sha"  be  Ml 

live  official  pr,ll  hCu  0n  0f  S“ch  permit  by  ,hc  administra- 
tne  official,  and  shall  not  again  issue  a  permit  for  the  same 

premises  until  at  least  one  year. has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

•  ^  Factories  engaged  in  the  manufacture  of  dears 
cigarettes,  or  smoking  tobacco,  when  necessary  forS  the 
efficient  conduct  of  the  business,  provided  thaffi  7 

(1)  No  smoking  other  than  that  for  sampling 
lesLn&  and,  experimental  purposes  is  carried  on. 

•  bucb.  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
c  rest  ot  the  building  by  fireproof  or  fire- 
par.tR1,ons-  with  all  openings  therein  pro- 
le«  n  b\ seEclosmg  fire  doors,  and  further,  un¬ 
less  the  building,  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

..)  SVcb  chemical  fire  extinguishers  as  the  ad- 
mi™stratlve  official  may  direct  are  installed 

(4;  All  waste  paper  and  other  inflammable 

tacles  matena  S  are  deposited  in  fireproof  recep- 

occupancies°rieS  deV°ted  entirely  to  one  of  the  following 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works  • 

1-orge  shops; 

Foundries  ; 

Iron  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting ; 

Stone  or  monumental  works; 
provided  that  in  any  case  : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad- 
mimstrative  official  may  direct  are  installed; 

(J)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep- 


jo  one  copy  of  Form^Nof  resolutIon>  are  en’  °f /' ^°ard  of  Standards  and  Appeals, 

hey  desire  additional  copies  for  their  nwn  rnn»m  ?  °  8’  Muniflpal  Building,  Manhattan,  at  three  cents 

m  notifying  projicrty  owners,  they^may° obtain °such  Z t ^  *°  b''ad<kd  **  a"'  ^3-“ 
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RULES 


RULES  relative  to  submerged and  PROTE^Tnm  methods 

»?  am  ,s“cff,Yc  assa  k 

ACCORDANCE  WITH  SECTION [666 ^  ^  AS  AMENDED  SEPTEMBER  10, 
1939,  AS  AMENDED  DECEMBER  4,  942,  |££ggTIVE  OCTOBER  7,  1946. 

W  ’  Rule  7.  Bidets-Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  l'^'iiDicd 

Water  supply  connection  to  bed  pan  washers  or  similar 

aooaratus  shall  be  equipped  with  an  approved  vacuum 

breakerand  check  valve  the  latter  located  between  the 
ureaKci  nuu  _ Wttfpr  snnnlv  to  bed  nan 


(835-38-SR) 

A  Pursuant  to  the  authority  vested  in  the  BoardofStanT 
ards  and  Appeals  by  Section  666,  paragraph  2  of 
York  City  Charter  pertaining  to  Sectlo^%£2^M;!;U’C’ 
and  C26-1277,0h.  of  the  Administrative  building 

tnrPc  nr  oc  otherwise  specifically  provided  . 

r,  el  Each  fixture  with  submerged  inlets  shall  be  mde- 

^  r^nTr  TdeSTe  WSlUJ 

on  fire  fighting  equipment  are  excepted. 

'rMimimm 

?SSw£€Sffi£££3 

heating  apparatus.  y  having  an  independent  cold 
such  preheattng  devme  supply  hue 

water  supply  line  snail  nave  L  _  located 

SIM?  lEhes'a^tfhi-gfteS'elevatlon  o,  the 

boiler.  v 

^pLh^&  with  g— r  inlets 

supplied  ^rectly  or  in^irecth^  an  app'roVed  vacuum 

EryJe^he  sSpSfy  Vnot  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

■"  BalkoTks  ‘conlroUinjT  water  su^  to  suctkm,  Tgtvr 

above  'uHlcd ' |m  of  tlmtank  excepting  thatjn 

roof  tanks  equipped  with  ,  the  Water  supply 

one  commercial  diameter  ,th.g0  inches  above  the 

pipe,  the  ballcock  may  be  overflow  and 

highest  elevation  of  ‘he  overflow  pipe.  tanks 

SfiS  bPe"diSre?.ly  connected  to  a  dramage^ystem,  nof- 

ra^teASSS"*  Code  for  Conner- 

tion  to  a  leader. 

RUlDi;ecfwa!ere7uppl, ,  connections  «  ^terilUers  a^ 
prohibited,  except  such  equipment  s  app  waste 

S  -nS  directly  with  any 

drainage  system. 

R”Uecf  jojgg^  ?£ 

siphons  or  simda^appara  us  ^  ^  for  this  type  of 

SISus  shali  no,'  connect  directly  with  any  drainage 
system. 


breaker  and  check  valve,  ine  lcmci  .  , 

fixture  aid  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 

g°B ed' *pa n  Ta sh e r's  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8 


2  o.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purpose; 
to  sump,  well  or  similar  type  pumps  when  permitted  b 
the  Department  of  Water  Supply,  Gas  and  Electricit. 
shall  be  connected  to  the  inlet  side  of  the  pump  and  b 
emiinoed  with  an  approved  vacuum  breaker  and  checl 
valve^he  check  valve  to  be  located  between  the  pump  an. 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  coolin 
nurnoses  shall  be  equipped  with  an  approved  check  valv 
fo  prevent  possible  back  flow  of  ammonia  or  other  refr.^ 
erant  from  defective  condenser  coils  or  jackets,  except 
such  installations  where  the  water  supp  y  piping  is  ei 
firelv  outside  of  the  piping  or  tank  containing  the  refnf 
erant  and  two  independent  wall  thicknesses  of  me , 
separate  the  refrigerant  from  the  city  water  supply.  R 
fngeration  units  containing  more  than  twgjy.  P0ljnds  / 
refrigerant  shall  be  provided  with  an  additional  saf 
guard  in  the  form  of  an  approved  relief  give  instalk 
the  outlet  side  of  the  check  valve,  such  relief  val 
kgincr  set  at  five  pounds  above  the  maximum  water  pre, 
™aU.«  point  of  installation -  Creel  « 

is  prohibited  under  Section  C26-1223.0  Admimstrau 

Building  Code.  .  ^  ,  _it 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalt 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tab  e 
equipment  shall  have  no  direct  watg  supply  connect 
Hose  used  with  such  equipment  shall  terminate  at  least 
mches  It  any  point  front  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

'nii-prt  water  supply  to  dishwashing  and  laun  ry  n 

and  the  fixture.  The  vacuum  breaker  shall  be  locate 
least  4"  above  the  highest  elevation  of  the  machine. 
Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  whg  peggted  by 
Department  of  Water  Supply,  Gas  and  Electricity,  to 
tank  or  apparatus  containing  any  chemical  shah  ^ 
equipped  with  an  approved  vacuum  breaker  an 
valve  located  between  the  vacuum  breaker  and  the  tank) 

apparatus. 

Rule  13.  Steam  Tables.  .  f  f 

Steam  tables  used  exclusively  for  the  warming  of ^ 
stuffs  and  provided  with  a  water  supp  i  {  , 

least  one  inch  above  the  overflow  outlet :  the  aureV0t  ip, 
at  least  four  times  that  of  the  water  suppip  i 
shall  be  equipped  with  an  approved  horizontal  swing 
va1vp  in  the  Welter  supply  piping.  .  .  •  i 

Where  elevation  of  the  water  supply  piping  i 
than  one  inch  above  the  overflow  outlet,  or  when  the  ; 
o i  the  overflow  outlet  is  less  than  four  times  that 
supply  piping,  the  water  supply  piping  sh «U  be  ej “'I 
5th  "an  approved  vacuum  breaker  located  at  least 
inches  above  the  maximum  overflow  level  ot  tne 
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Address  all  communications  to  the  Chairman 
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Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  artd  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  March  25,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

251- 47-A _ H.B.M. — 749  Broadway,  west  side,  83  ft.  south 

of  East  8th  street  (2nd  to  5th  floors)  ;  (Block  548,  Lot  57), 
Borough  of  Manhattan,  Amendment  to  Alt.  410-47. 

252- 47-BZ— H.B.M.— 208-214  West  23rd  street,  south 
side,  100  ft.  west  of  7th  avenue  (Block  772,  Lot  56),  Borough 
of  Manhattan,  Alt.  239-47. 

253- 47-A _ H.B.M. — 208-214  West  23rd  street,  south  side, 

100  ft.  west  of  7th  avenue  (1st  floor)  ;  (Block  772,  Lot  56), 
Borough  of  Manhattan,  Alt.  239-47. 

2 54.47- A — H.B.Bx. — 3649  3rd  avenue,  west  side,  525  ft. 
north  of  East  169th  street  (Block  2910,  Lot  57),  Borough  of 
The  Bronx,  Decision  re  48625-LC. 

255- 47-SM — Durastone  Faced  and  Backing  Blocks,  manu¬ 
factured  bv  Durastone  Face  Products  Inc.,  Material, 

256- 47-A — F.D. — 456  Kent  avenue  (rear),  west  side,  560 
ft.  south  of  South  8th  street  (1st  floor,  Buildings  C  and  E)  ; 
(Block  2143,  Lot  1),  Borough  of  Brooklyn,  5053-LC  and 

Decision. 


265-47-A— H.B.M.— 21  East  63rd  street,  north  side,  70  ft. 
west  of  Madison  avenue  (Block  1378,  Lot  14)4),  Borough 
of  Manhattan,  (4th  floor)  ;  Amendment  to  Alt.  299-47. 


266- 47- A — H.B.Q. — 38-12  29th  street,  west  side,  71.31  ft. 
south  of  38th  avenue  (2nd  and  3rd  floors)  ;  (Block  385,  Lot 
18),  Long  Island  City,  Borough  of  Queens,  Alt.  206-47. 

267- 47-A— H.B.M.— 2  Washington  Square  North,  north 
side,  28  ft.  west  of  University  place  (Block  550,  Lot  2), 
Borough  of  Manhattan,  Alt.  382-47. 

268- 47-SA— Rogers  Conditioners  (Air  Conditioners), 
Models  SC-300,  SC-500,  SC-750  and  SC-1000,  Appliance. 


269-47-BZ— H.B.Bx. — 3191-3195  Bainbridge  avenue,  west 
side,  125  ft.  north  of  East  206th  street  (Block  3335,  Lots 
175  and  176),  Borough  of  The  Bronx,  N.B.  73-47. 


270- 47- A — F.D. — 82  (102-110)  Beach  62nd  street,  north¬ 
east  corner  of  Boardwalk  (JBlock  354,  Lot  1),  Arveme 
Borough  t>f  Queens,  19054-LF. 

271- 47-A — F.D. — 505-513  Atlantic  avenue,  and  28-44  (3( 
displayed),  3rd  avenue, .west  side,  from  State  street  to  At 
lantic  avenue  (Block  179,  Lot  27),  Borough  of  Brooklyn 
18801-LF  and  Decision. 


257- 47-GR— General  resolution  re  Alternate  Test  Method 
as  to  Walls,  Columns,  Floors  and  other  building  members 
under  fire  exposure  conditions  as  covered  by  Art.  II  (Fire- 
Resistive  Construction),  Sub.  Art.  I  (Fire  Resistive  Mate¬ 
rials),  Classification  and  Use  of  fire- resistive  materials, 
Group  1  to  Group  16,  inclusive. 

258- 47-SM — Village  Cement  Block  Corp.,  Cement  and 
Cinder  Blocks,  Type  VC-BC,  manufactured  by  Village 
Cement  Block  Corp.,  Material. 

259- 47- A _ H.B.B. — 276  Nostrand  avenue  and  82-90  Kos¬ 

ciusko  street,  southwest  corner  (Block  1783,  Lot  49),  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  3453-46. 

260- 47-A _ F.D. — 176-184  Fulton  street  and  45-51  Church 

street,  east  side,  from  Fulton  street  to  Dey  street  and  20-24 
Dey  street  (Block  80,  Lot  4),  Borough  of  Manhattan, 
50602-LC. 


272-47-A— F.D.— 115-119  West  58th  street,  north  side,  12.' 
ft.  west  of  6th  avenue  (Block  1011,  Lot  25),  Borough  o 
Manhattan,  41279-LF  and  41280-LF. 

Restored  to  Calendar. 

798-46-A — H.B.M. — 39-41  East  50th  street,  north  side,  25 
ft.  east  of  Madison  avenue  (Block  1286,  Lots  31  and  131) 
Borough  of  Manhattan,  Amendment  to  Alt.  2034-46. 

1-27-BZ— H.B.Bx.— 1124  Gun  Hill  road,  south  side,  fror 
Yates  avenue  to  Boston  road  (Block  4614,  Lot  36),  Boroug 
of  The  Bronx,  Amendment  to  Alt.  456-35. 


DESIGNATIONS:  II. II. — Department  of  Housing  and  Budding 

H.il.TI _ Department  of  Housing  and  Buildings,  Brooklyn;  H JI.M^ 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.t*,.— u 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.  Pepartme 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department;  F.D. 
Fire  Department  and  M.  and  A.— Dept,  of  Marine  and  Aviatio 


261- 47-SM— QRS  Official  No.  400,  Interior  Flameproof¬ 
ing  Compound,  manufacured  by  QRS  Neon  Corp.,  Material. 

262- 47- A — F.D. — 935  Courtlandt  avenue,  west  side,  250  ft. 
north  of  East  162nd  street  (Block  2409,  Lots  92  and  93), 
Borough  of  The  Bronx,  Decision  re  48209-LC. 

263- 47-A— H.B.Q— 114-38  196th  street,  west  side,  54.25  ft. 
north  of  114th  drive  (Block  3457,  Lot  38),  St.  Albans, 
Borough  of  Queens,  Alt.  3457-46. 

264- 47-BZ — H.B.B. — 1245  Surf  avenue  and  2901-2941 
Stillwell  avenue,  northeast  corner  (Block  7266,  Lot  270), 
Borough  of  Brooklyn,  Sign  Applic.  2-47. 


*  RULES 

Last  Publication  In  Bullet 

Blended  Cements,  Rules  for  Testing  No  4,, 

and  TTqp  of  .  Dec.  3,1946 — Vol.  .1 1 ,  no.  S 

Carbon  Dioxide  Liquefier,  Rules...  Mar.  18,1947 — Vol.  32,  No. 

C'r“foCrm'  .0,..O“T,,C!r:.*,?!^.n«.  28,  1943-Vol.  28.  No.  S 

Concrete  Flat  siabs.  Rules . July  13,  1937— Vol.  22,  No.  2 

Concrete  Masonry  Units.  Rules  for 

Manufacture,  Testing  and  Use  ^  ^  194fi_V„|.  31.  No.  3< 

Concrete’  Rules  (Hydrated  Lime)  . . .  Aug.  3,  1937— Vol.  22,  No. 

Elevator  Rules  . . . Mar.  3,  1936— Vol.  21,  No. 

Erection,  Alteration.  Repair,  Ex- 

S!S5.h  a.nJ  Dem0,:,.i?n.  *  ncc.  28,  1943  Vol.  28,  *.  * 

Exit  Rules  (Revolving  Doors) . Line  IS,  1937— Vol.  22,  No. 

Extermr  Veneering  Materials.  Hules  ^  ^  m6_Vol.  31>  No.  3 

Factory  Exit  Rules . Jan-  1 L  1947  \  ol  3- ■  ‘  ^ 

Fire  Alarm  Rules  (Interior) . Nov.  12.1946 — Vol.  31,  N. 
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l.n*( 

ire  Drill  Rules . Dec. 

ue  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

ire  Retarding  Rules  for  Garages, 

etc . Apr. 

•reproof  Wood,  Testing  of . Apr. 

raine  Garages,  Ruling  for . Jan. 

usion  Welding  and  Gas  Cutting 

Kules  . Apr. 

is  Shut-Off  Rules....' . Apr. 

atcliway  Protection  . June 

sulating  Fibre  Board  Rules . Dec. 

ethyl  Chloride  Rules  for  Class  B 
and  C  Refrigerating  Systems. .  .Feb. 

I  Burner  Rules . Apr. 

>ening  Protective  Assemblies, 

Rules-  for  Inspection  of . Jan. 

lint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Mar. 

atform  Trucks,  Specifications  for.. Nov. 

umbing  Rules  . Aug. 

umbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

ocedure,  Rules  of . Sept 

•friperating  Systems,  Extract  A.C..Feb 

noking  in  Factories,  Rules  for _ Mar. 

irinkler,  Rules  . Tune 

andpipe  Fireline  Rules . Tune 

ructural  Alterations,  Reporting.  .  .  Tune 

nk  Trucks,  Fuel  Oil,  etc . Nov. 

nk  Trucks,  Gasoline,  etc . Nov! 

ire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Sept. 


IMiltHcii  I  Ion  In  Itnllftln 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 


1,  1947— 

13,  1937- 
21,  1919- 

23,  1946- 
7,  1925— 
5,  1928- 
31,  1946- 


Vol.  32,  No.  1 3 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 

-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  53 


11,  1947— Vol.  32,  No.  6 

I,  1947— Vol.  32,  No.  13 

21,  1947— Vol.  32,  No.  3 

II,  1947— Vol.  32,  No.  10 
24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 


25,  1947- 

7,  1937- 
18,  1947- 
25,  1947- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  32, 

-Vol.  22, 
-Vol.  32, 
-Vol.  32, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  12 
No.  36 
No.  7 
No.  12 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
i  pplement  to  the  Bulletin  of  April  10,  1945  Vol  30 
1).  15A. 


APRIL  8,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
\esday  morning,  April  8,  1947,  at  10  o’clock  in  Room 
3,  Municipal  Building,  Manhattan,  on  the  following  mat- 

li-46-BZ— -Application,  November  1,  1946,  under  sections 
and  /i  ot  the  zoning  resolution,  of  Elvira  Pizzo,  applicant 
d  owner,  to  permit  in  a  business  use  district,  a  gasoline 
ing  station,  motor  vehicle  repair  shop  and  sale  of  used 
;s ;  premises  90  Withers  street,  south  side,  77.2  ft.  west  of 
mard  street  (Block  2742,  Lot  17),  Borough  of  Brooklyn. 

Application,  March  26,  1946,  under  section 
ot  the  zoning  resolution,  of  Raymond  Irrera,  applicant, 
behalt  of  A.I.S.  Realty  Corp.,  owner,  to  permit  in  a  busi- 
s  use  district,  the  storage  of  lumber  for  a  term  of  two 
years;  premises  40-16  28th  avenue  and  28-06  41st  street 
Uhvvest  corner  (Block  663,  Lots  21,  22,  23  and  24),  Long 
;nd  City,  Borough  of  Queens. 

C46-BZ  Application,  August  16,  .1946,  under  section 
ot  the  zoning  resolution,  of  Ben  A.  Milner,  applicant  and 
■  ee,  on  behalf  of  Hyman  Friedman  Inc.,  owner,  to  permit 
1  residence  use  district,  the  construction  and  maintenance 
i  miniature  golf  course  for  a  period  of  years;  premises 

'  ,  eoLS,orTner  °i  White  Plains  road  and  Guerlain  street 

■ock  3927,  Lot  17),  Borough  of  The  Bronx. 

47-BZ— Application,  January  30,  1947,  under  section 
-d  the  zonmg  resolution,  of  Maurice  G.  Uslan,  applicant, 
behalf  of  Ruth  Jaeger,  owner  (Jack  Segel,  lessee),  to 
.nit  in  a  residence  and  business-1  district,  the  erection 
one  story  building  to  be  used  as  an  accessory  use  (serv- 
^lubrication,  minor  adjustments  and  gasoline  service  sta- 
to  existing  garage;  premises  156  Hendricks  avenue 
1  J  Jersey  street,  southeast  corner  (Block  14,  Lots  9 
M),  Rosebank,  Borough  of  Richmond. 

:  46-BZ— Application,  November  29,  1946.  under  sec- 
/t  of  the  zoning  resolution,  of  Lama  and  Proskauer 
icants,  on  behalt  of  A.B.C.  Realty  Corp.,  owner,  to 
'it  in  a  business  use  district,  the  change  in  occupancy 


from  automobile  showroom  and  sale  and  display  of  usfed 
cats  lo  automobile  showroom,  sale  and  display  of  used  cars 
and  the  parking  and  storage  of  more  than  five  (5)  motor 
7noiCpS.i  premises  225-239  Pennsylvania  avenue  and  2077- 
iAuJ  n  avenue  northeast  corner  (Block  3721,  Lots  1  5 
and  38),  Borough  of  Brooklyn. 

918-46-BZ— Application,  November  26,  1946,  under  sections 
/c  and  21  of  the  zoning  resolution,  of  John  P.  McGrath, 
applicant,  on  behalf  of  Harhaven  Corp.,  owner,  to  permit  in 
a  residence  use,  C  area  district,  the  extension  of  existing 
garage  tor  more  than  five  (5)  motor  vehicles  and  motor 
\encle  repair  shop,  using  more  than  the  area  permitted- 
prenuses  98- 1 5  Jamaica  avenue,  north  side,  88.24  ft.  east  of 

Queens  (B‘ lock  9177 -  Lot  95)>  Woodhaven,  Borough  of 

928-46-BZ— Application,  November  8,  1946,  under  section  7e 
ot  the  zoning  resolution,  of  Sidney  C.  Koff,  for  United  Con¬ 
tracting  Co.,  applicant,  on  behalf  of  Guardian  Union  Corp 
owner  (Washington  Motors,  Inc.,  lessee),  to  permit  in  a 
msiness  use  district,  the  change  in  occupancy  from  used  car 
sales  lot  and  sheds,  closed  shelter,  and  restaurant  to  sheds 
closed  shelter,  restaurant  and  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles;  premises  4353-4361  Broadway 
northwest  corner  of  West  186th  street  (Block  2180,  Lot  140) 
Borough  of  Manhattan. 

949-46- BZ  Application,  December  4,  1946,  under '  sections 

pi  r  p  the  ZOnJ"g  resoluti°n,  of  John  Finseth  and 
Rhilip  t reshman,  applicants,  on  behalf  of  Luigi  Pollio 
owner,  to  permit  in  a  residence  and  business  use  district  the 
extension  of  existing  store  to  existing  garage,  and  conver- 
sion  of  altered  premises  to  a  restaurant  on  first  floor  and 
multiple  dwellings  on  second  and  third  floors,  using  more 
than  the  permhted  area;  premises  8415  5th  avenue,  east  side, 
87  ft.  2%  in  north  of  85th  street  (Block  6027,  Lot  104) 
Boiough  of  Brooklyn.  ' 

12 1- 47-BZ— Application,  February  10,  1947,  under  section  7c 
of  the  zoning  resolution  of  George  J.  Shirkey,  applicant,  on 
beha  f  of  Patrick  Murphy,  owner,  to  permit  in  a  residence 
use  district  the  extension  of  an  existing  business  use  (store) 
\vithm  the  first  floor  of  an  existing  building;  premises  107-06 
Rockaway  Beach  boulevard,  north  side,  50  ft.  west  of  Beach 

of^QueenT1  (BI°ck  647,  Lot  17)’  R°ckaway  Beach,  Borough 

122- 47-A--107-06  Rockaway  Beach  boulevard,  north  side, 

a°w£  W7’ Lot  17>.  Rod,: 

127-38-BZ— Application  of  James  Russell  Ashley,  applicant 

January1  7  *194?  R-<l?Ity  .Company’  owner,  reopened 

January  7,  1947,  tor  consideration  as  to  extension  of  term 

unrlir^T6- 71?P  rCat.IOn’  Previous]y  panted  on  condition, 
°n  7h  °f-  the  Z.0ninf  resolution,  for  a  temporary 
term  of  years,  permitting  in  a  business  use  district,  the  park- 

!segs  UK  ?nTxv  °^u  tHan  five  <J5)  motor  Nicies;  Prem- 

(Rlorfi  ^fi Ut  CSi  ,?m7  hpStreet’  tnorJheast  corner  of  Broadway 
(Block  3270,  Lot  40),  Borough  of  The  Bronx. 

^;?6-B?T^pB-ion  of  Lama  and  Proskauer,  appli- 

Mav  21  i&If  °ft  KemPr?iac  Realty  Corp.,  owner,  reopened 
May  21  1946,  under  sections  7c  and  7i  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  present  public  garage  for  more  than  five  (5) 
(Previously  granted  by  the  Board)  ;  premises 
OD-14  to  85-24  Rockaway  boulevard  and  97-13  to  97-29  85th 

Bmough  UotfhQuteeCn°srner  ^  LOt  21)’  Woodhaven, 

Sie^e-BZ-AppHcation,  July  2,  1946,  under  sections  7e 
a"d,.7'  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Walter  Harris,  owner,  to  permit  in 
a  business  use  district,  the  proposed  use  of  premises  as  an 
auto  laundry,  servicing  and  repair  of  cars  in  conjunction  with 

n^nciS^V^om,und  the  display  and  sale  of  lIsed  cars; 
premised  525-539  4th  avenue,  west  side,  between  14th  and 
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15th  streets,  194-202  14th  street  and  149-155  15th  street 
(Block  1041,  Lots  1  and  4),  Borough  of  Brooklyn. 


682-26-BZ— Application  of  Herman  Kron,  apphcant,  on 
behalf  of  Dornhage  Realty  Co  Inc.,  owner  (General  Motors 
Corp.  Cadillac  Division,  lessee),  reopened  October  8,  1940, 
under  section  7i  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  in  occupancy  from  public  garage 
for  more  than  five  (5)  motor  vehicles  prevtomlv  granted 
by  the  Board)  to  public  garage  for  more  than  five  (5)  moto 
vehicles  and  motor  vehicle  repair  shop;  premises  2218-2228 
Jerome  avenue  and  2  East  182nd  street^  southeast  corner 
(Block  3186,  Lot  17),  Borough  of  The  Bronx. 


154.47-A— 2911  Barnes  avenue,  west  side,  from  Arnow 
avenue  to  Williamsbridge  road  (Block  4,i49,  Lot  1),  Bor-i 
ough  of  The  Bronx. 

167-47-A— 2866  Park  avenue,  east  side,  90  ft.  north  oi 
East  149th  street  (Block  2338,  Lot  0),  Borough  of  The 
Bronx. 

195-47-A— 2859  Exterior  street,  west  side,  474.22  ft.  nortf 
of  East  225th  street  (Block  3265,  Lot  31),  Borough  of  Tin 
Bronx. 

181-47- A — 55-33rd  street,  northwest  corner  of  3rd  avenu. 
(4th  floor — Building  9)  ;  (Block  679,  part  of  Lot  1),  Borougl 
of  Brooklyn. 


748-27-BZ — Application  of  John  J.  Tricarico,  applican  , 
behalf  of  Matteo  Guarino,  owner,  reopened  Septembe  , 
1946  under  sections  7 a  and  7i  of  the  zoning  resolution 
permit  in  a  business  use  district  the  extensionof  existing 
gasoline  service  station  (previously  granted  by  the  Board)  , 
premises  2965  86th  street  and  2526  McDonald  avenue,  nort 
wesTcorner  (Block  7170,  Lot  37),  Borough  of  Brooklyn. 


1464-39-GR— Reopening  and  amendment  of  General  Reso 
lution — re  Approval  of  Inspection  Agencies  under  rule 
adopted  by  the  Board  under  Calendar  1139-39-SR  additio 
of  the  inspection  agency,  Ilia  E.  Hobart,  1  rolessional  F.r 


gineer 


24-46-BZ— Application,  January  10,  1946^  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
apphcant,  on  behalf  of  Claridge  Associates,  owner  (Morns 
W  Morain,  lessee),  to  permit  in  a  residence  use  district  th 
change  in  occupancy  from  basement  apartment  to  a  business 
office  (dental  supplies)  for  a  term  of  years ;  premises  1840- 
1844  Grand  Concourse  and  157-161  East  J/6tfh  ®tree^-  " 
east  corner  (Block  2801,  Lot  1),  Borough  of  The  Bronx. 


326-44-SM — Bethlehem  Open  Web  Expanded  Ste< 
joists  (reopened  October  8,  1946  re  amendment  of  resolutio 
as  to  bridging). 

437-45-SM— Bethlehem  Open  Web  Welded  Steel  Joisi 
(reopened  October  8,  1946  re  amendment  of  resolution  as  1 

bridging).  HARRIS  H.  MURDOCK,  Chairma 


639-46-BZ— Application,  September  9,  1946^  under  section 
21  of  the  zoning  resolution,  of  Francis  C.  Pinto,  applica  t, 
on  behalf  of  Mt.  Vernon  Die  Casting  Corp.,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of  exist' 
ing  budding  using  more  than  area  permitted;  premises  575 
Fast  242nd  street,  north  side,  95.19  ft.  west  of  Carpenter 
avenue  (Block  5104,  Lots  14,  16,  18,  20  and  22),  Borough  of 
The  Bronx. 


27-47-BZ— Application,  January  10,  1 lx9r47-/r  Hndl er  f*1®? 

7h  of  the  zoning  resolution,  of  Samuel  W.  Meiseb  applicant, 
on  behalf  of  Ruth  Spodek,  owner  (Nucar-U-Drive,  Inc 
lessee),  to  permit  in  a  business  use  district  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  a  term 
of  vears-  premises  175-177  Clinton  street,  west  side,  150  ft. 
south  of  Grand  street  (Block  313,  Lots  25  and  26),  Borough 
of  Manhattan. 


148-47-BZ— Application,  February  19,  1947,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Andrew  J.  Thomas, 
applicant,  on  behalf  of  The  Medical  Society  of  The  County 
of  New  York,  owner,  to  permit  in  a  residence  and  business 
use  B  area  district,  the  extension  of  existing  structure  by 
the  addition  of  one  story,  using  more  than  the  area  Permitted 
and  without  the  required  rear  yard  ;  premises  167  East  69tti 
street,  north  side,  95  ft.  west  of  3rd  avenue  (Block  1404, 
Lot  32),  Borough  of  Manhattan. 

I49.47.A— 167  East  69th  street,  north  side,  95  ft.  west  of 
3rd  avenue  (Block  1404,  Lot  32),  Borough  of  Manhattan. 

175-47-BZ— Application,  February  27,  1947,  under  section 
21  of  the  zoning  resolution,  of  Arthur  W.  Renander,  ap¬ 
plicant,  on  behalf  of  Jamaica  Savings  Bank,  owner,  to  permit 
in  a  business  use,  C  area  district,  the  erection  and 
of  an  addition  to  existing  business  building  (bank)  using 
more  than  the  area  permitted;  premises  146-21  Jamaica  ave¬ 
nue  northwest  corner  of  Sutphin  boulevard  (Block  9676, 
Lots  37  and  38),  Jamaica,  Borough  of  Queens. 


636-20-BZ — Application  of  Andrew  DiCamillo,  applicant, 
on  behalf  of  Constant  Motor  Service  Corp.,  owner  (Schmidt 
&  McKeever  Motor  Sales  Corp.,  lessee),  reopened  February 
25  1947,  under  section  7 a  of  the  zoning  resolution,  to  permit 
in  a  business  and  unrestricted  use  district,  the  extension  o 
existing  building  (automobile  showroom)  ;  previously 
granted  by  the  Board;  premises  65°2-6520  5th  avenue  and 
437-483  66th  street,  northwest  corner  (Block  582/,  Lot  2/;, 
Borough  of  Brooklyn. 


APRIL  8,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearin 
Tuesday  afternoon,  April  8,  1947,  at  2  o’clock  m  Roc 
1013,  Municipal  Building,  Manhattan,  on  the  following  m. 

ters : 

176-47- A— 308-312  West  30th  street,  south  side,  136 
west  of  8th  avenue  (Block  753,  Lot  48),  Borough  of  Ms 
hattan. 

893-46-A — 50  Church  street,  west  side,  block  bounded 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81  1 
D;  (Hudson  Terminal,  Building  B),  Borough  of  M. 

haltan.  X 

123-47-A— 623  Linden  boulevard,  northwest  corner 
East  45th  street  (Block  4865,  Lot  26),  Borough  of  Brook! 

143-47-A-2501  Grand  Concourse  northwest  corner  , 
Fordham  road  (3rd  and  4th  floors)  ;  (Block  3167,  Lot 
Borough  of  The  Bronx.  X  , 

i  58-47- A — 455-459  10th  avenue,  west  side,  74  ft.  1  in  so 
of  West  36th  street  (1st  floor)  ;  (Block  707,  Lot  33),  E, 
ough  of  Manhattan. 

984-46-A— 38-77  11th  street,  east  side  50  ft.  north  o f  L 
avenue  (Block  473,  Lots  553  and  554),  Long  Island  C 
Borough  of  Queens. 

196-47-A— 121  St.  Marks  place,  north  side  55  ft.  wesi 
AveYiue  A  (1st  floor)  ;  (Block  436,  Lot  36),  Borougli 
Manhattan.  J 

243-47-A — 372  Broadway,  east  side,  75  ft.  south  of  W 
street  (Block  172,  Lot  5),  Borough  of  Manhattan. 

250-47-A — 9  East  91st  street,  north  side,  214  7  ft.  eas 
5th  avenue  (Block  1503,  Lot  10),  Borough  of  Manhattan 

265-47-A — 21  East  63rd  street,  north  side  70  ft  wes 
Madison  Avenue  (4th  floor)  ;  (Block  1378,  Lot  14/0, 
cgh  of  Manhattan.  R  MURD0CK  chAr, 


APRIL  15,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  het 
Tuesday  morning,  April  15,  1947,  at  10  oclocv  in 
1013,  Municipal  Building,  Manhattan,  on  the  following 

ters : 
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364-46-BZ — Application,  November  13,  1946,  under  sec- 
1011  /I  of  the  zoning  resolution,  of  Lama  and  Proskauer 
ipphcants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  lames 
\.  Cornell,  owners,  to  permit  in  a  business  use  district,  the 
reel  ion  and  maintenance  of  a  gasoline  service  station  lubri- 
orium,  laundry  and  office;  premises  233-12  to  233-20  Linden 
loulevard  and  117-02  to  117-10  234th  street,  southwest  corner 
Block  12/50,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
>f  Queens. 

66-28-BZ— Application  of  Sol  A.  Liebman,  applicant,  on 
;>ehal t  of  Ida  Katz,  owner,  reopened  October  29,  1946,  under 
:ections  7f  and  21  of  the  zoning  resolution,  to  permit  in  a 
usiness  use,  l  area  district,  the  erection  and  maintenance 
.f  a  garage  for  more  than  five  (5)  rilotor  vehicles,  using 
lore  than  the  area  permitted;  premises  820-838  East  New 
ork  avenue,  south  side,  120  ft.  west  of  Schenectady  ave- 
ue  (Block  4806,  Lot  77),  Borough  of  Brooklyn. 

74-46-BZ— Application,  December  10,  1946,  under  section 
ic  ot  the  zoning  resolution,  of  Lama  and  Proskauer,  appli- 
ants,  on  behalf  of  John  Robert  Gorden,  owner,  to  permit 
i  a  residence  and  business  use  district,  the  change  in  use 
:rom  garage  to  store,  with  store  front  more  than  required 
jistance  from  intersection  abutting  a  residence  district; 
remises  516  Bay  Ridge  parkway,  south  side,  103  ft  east 
f  5th  avenue  (Block  5942,  Lot  13),  Borough  of  Brooklyn. 

^7  application,  January  24,  1947,  under  sections  7c 
id  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
pplicants,  on  behalf  of  Flabro  Realty  Corp.,  owner,  to 
-rmit  in  a  residence  and  business  use  district,  the  recon- 
f  ruction  of  an  existing  gasoline  service  station,  auto 
undry,  lubritorium  and  office,  using  more  area  and  the 
lange  of  occupancy  to  gasoline  service  station,  laundry 
bntorium,  office  and  repairs;  premises  571-581  Coney 
land  avenue,  and  1-15  Lewis  place,  northeast  corner  (Block 
41,  Lot  21),  Borough  of  Brooklyn. 

[-47-BZ  Application,  January  30,  1947,  under  section 
of  the  zoning  resolution,  of  Alfred  H.  Eccles,  applicant, 

1  behalf  ot  Einson  breeman  Co.,  Inc.,  owner,  to  permit  in 
i  residence  use,  B  area,  district,  the  change  in  occupancy 
om  garage  to  photography  studio,  using  more  than  the 
ea  permitted  and  without  the  required  rear  yard;  premises 
m  street,  north  side,  171  ft.  west  of  3rd  avenue 

dock  891,  Lot  34),  Borough  of  Manhattan. 

-47-BZ  -Application,  January  31,  1947,  under  sections  7h 
ii  zon'n&  resolution,  of  Herman  Kron,  applicant, 

behalf  of  Anndons  Inc.,  owner  (Ferris  Buick  Corp., 
isee)_,  to  permit  in  a  business  use  district,  the  display  and’ 
e  of  used  cars  and  the  parking  and  storage  of  more 
1,1  five  (a)  motor  vehicles  with  license  plates  removed; 
emises  2318-2332  Jerome  avenue,  east  side,  197  ft.  north 
East  183rd  street  (Block  3187,  Lot  9),  Borough  of  The 
onx. 

1 6-46- BZ— -Application  of  Charles  M.  Spindler,  appli- 
|.it,  on  behalf  of  Joseph  Halpern,  owner  (Harry  Field, 
i7C  a  re5?Per!ed  and  restored  to  the  calendar  March  18, 

,  Application,  under  section  7e  of  the  zoning  resolution, 
permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
erni  of  five  (5)  years  (previously  withdrawn);  premises 
iye.nJJe  A  and  443  East  11th  street,  northwest  corner 
lock  439,  Lot  37),  Borough  of  Manhattan. 

4-28-BZ— -  Application  of  Lama  and  Proskauer,  appli- 
1  s.  on  behalf  of  Sinim  Molding  &  Manufacturing  Indus- 
,-’s.  Inc.,  owner,  reopened  October  29,  1946,  under  section 
the  zoning  resolution,  •  to  permit  in  a  business  use,  C 
district,  the  conversion  of  occupancy  from  public 
?.ge  (previously  granted  by  the  Board)  to  factory,  ex- 
/Png  area  permitted;  premises  6702-6706  3rd  avenue  and 

'limn  stre,et-  southwest  corner  (Block  5849,  Lots  37 
1  40),  Borough  of  Brooklyn. 

46'P?i~^PI^lication’  January  9,  1946,  under  sections 
and  21  of  the  zoning  resolution,  of  Alden  B.  MacNeil, 


applicant,  on  behalf  of  Fred  Loguidice,  owner,  to  permit  in 

wifilnmTb  USC’  D  iarea  district’  the  erection  of  a  building 
without  the  required  rear  yard,  and  without  the  required  side 

yard  ,  premises  139-15  and  139-17  109th  avenue,  north  side, 
44  ft.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
Jamaica,  Borough  of  Queens. 

23-46-A  -139-15  and  139-17  109th  avenue,  north  side,  144 
t.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
Jamaica,  Borough  of  Queens. 

71 1-46-BZ— Application,  September  23,  1946,  under  sec- 
tion  7e  of  the  zoning  resolution,  of  Cornelius  G.  DeLoca,  ap¬ 
plicant,  on  behalf  of  140  Riverside  Drive,  Inc.,  owner,  to 
permit  in  a  residence  use  district,  a  business  use  (sale  of 
stationary,  candy,  cigars,  newspapers  and  magazines),  for  a 
term  of  years ;;  premises  140-147  Riverside  drive,  east  side, 
from  West  86th  to  West  87th  streets,  351-359  W'est  86th 
street  and  348-352  West  87th  street  (Block  1248,  Lot  1), 
Borough  of  Manhattan.  ' 

802-46-BZ— Application,  October  23,  1946,  under  sections 
/e  and  7c  of  the  zoning  resolution,  of  Albert  W.  Lewis,  ap- 
plicant,  on  behalf  of  Ernest  St.  John  Mann,  owner  (Gulf 
UU  Corp  lessee)  to  permit  in  a  residence  and  business  use 
district,  the  demolition  of  existing  building  and  the  erection 
ot  a  new  bui  ding  using  a  greater  area  for  the  gasoline  serv¬ 
ice  station  than  is  presently  used;  premises  158-01  Union 
Ao^1inpike’  northeast  corner  of  Parsons  boulevard  (Block 
6831,  part  of  Lot  1),  Flushing,  Borough  of  Queens. 

936-46-BZ— Application,  December  2,  1946,  under  section 
21  of  the  zonmg  resolution,  of  Steve  Zedlovich,  applicant,  on 
Delialt  ot  Anna  Zedlovich,  owner,  to  permit  in  a  residence 
jSe’  .  area  district,  the  alteration  to  existing  one  family 
dwelling  to  two  (2)  family  dwellings  without  the  required 
yards;  premises  14-77  Clintonville  street,  east  side,  35  91  ft 
north  of  Cross  Island  parkway  (Block  4717,  part  of  Lot  4) 
Whitestone,  Borough  of  Queens. 

62-47-BZ— Apphcation,  January  21,  1947,  under  section 
7d  °f  zoning  resolution,  of  James  E.  Casale,  applicant, 
on  behalf  of  Beatrice  D.  Maroney,  owner,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from  store  on 
nrst  door,  offices  on  second  floor  and  apartments  on  third 
to  sixth  floors  to  restaurant  on  first  floor  and  rear  half  of 
second  floor,  offices  in  front  half  and  apartments  on  third  to 
sixth  floors;  premises  120-122  East  86th  street,  south  side, 
118  It.  west  of  Lexington  avenue  (Block  1514,  Lot  61) 
Borough  of  Manhattan. 

104-47-BZ— Apphcation,  January  30,  1947,  under  section 
2L  of  the  zoning  resolution,  of  George  G.  Miller,  applicant, 
on  behalf  of  Margaret  Demuth,  owner  (Irving  Feder,  lessee), 
to  permit  in  a  business  use,  C  area  district,  the  erection  and 
maintenance  of  a  building,  using  more  than  the  area  permit- 
ted;  premises  3509  Jerome  avenue,  west  side,  180.44  ft.  south 
of  Gunhill  road  (Block  3324B,  Lot  142),  Borough  of  The 
Bronx. 

491-31-SA— Superfex  Oil  Burning  Heaters  and  Heat 
I  fetors  (reopened  October  22,  1946  to  include  additional 
models  #2201,  #2001,  #2002,  #2005,  #2006  #2105  #2106 
#2113,.  #2114,  #1249,  #2205,  #1315  and  #1316).’  *  ’ 

55-47-SM— Kohler  Co.  Chromium  Plated  Brass  Sink,  Lava¬ 
tory  or  Bath  Trap,  Model  K-9030. 

?,76^4'SM~Unjted  States.  Gypsum  Company’s  2"  Solid 
kocklath  and  Plaster  Partition  (reopening  and  amendment 
of  resolution). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  15,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 
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103-47-A— 54-56  South  2nd  street,  south  side,  130  ft  west  of 
Wythe  avenue  (Block  2415,  Lot  19),  Borough  of  Brooklyn. 

189-47- A— 148  26th  street  (rear),  southeast  corner  of  3rd 
avenue  (Block  657,  Lot  14),  Borough  of  Brooklyn. 

186-47-A— 56-60  East  59th  street,  south  side,  125  ft.  west 
of  Park  avenue  (Hotel  Nassau);  (Block  1294,  Lot  4-), 
Borough  of  Manhattan. 

165-47-A— 4822  Fort  Hamilton  parkway,  west  side,  20  ft. 
6  in.  north  of  49th  street  (Block  5632,  Lot  27),  Borough 
of  Brooklyn. 


547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31  35  37,  39  41 
and  45  Utica  street,  east  side,  40,  80  and  120  ft.  north  of 
West  End  avenue  (Block  900,  Lot  1),  Rockaway  Point, 
Borough  of  Queens  (under  section  36,  General  City  Law  re 
buildings  not  on  legally  graded  or  mapped  streets)  ;  (re¬ 
opened  March  18,  1947;  previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  22,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  22,  1947,  at  10  o  clock  in  Room 

1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter : 

1-27-BZ— Application  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Intershire  Investors  Inc.,  owner,  reopened 
March  25  1947,  for  consideration  as  to  extension  of  term  of 
variance  ’(expired 'by  limitation)— Application,  previously 
granted  on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion  for  a  term  of  ten  (10)  years,  permitting  in  a  business 
use  district,  the  alteration,  and,  also  the  permanent  use  oi  a 
gasoline  service  station  (previously  granted  by  the  Board 


under  section  7f  of  the  zoning  resolution,  for  a  temporary 
period)  ;  premises  1124  Gun  Hill  road,  south  side,  from  ^ates 
avenue  to  Boston  road  (Block  4615,  Lot  36),  Borough  of  The 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  22,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
.  Tuesday  afternoon ,  April  22,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

207-47-A— 271-277  Beach  19th  street  and  19-09  Plain- 
view  avenue,  southwest  corner  (Block  134,  Lot  40),  bar 
Rockaway,  Borough  of  Queens. 

234-47-A — 768  5th  avenue,  west  side,  from  West  58th 
street  to  West  59th  street  (Central  Park  South)  5-19  West 
58th  street  and  2-20  West  59th  street  (Block  1274,  Lot  25), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  29,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  29,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

152-47-A— 60-64  Beaver  street,  2-6  William  street,  south¬ 
west  corner  and  107  Pearl  street  (19th  floor)  ;  (Block  28, 
Lot  1),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  25,  1947. 

Present:  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Guinee.  . 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  March  11, 

1947  were  approved,  as  printed  in  Bulletin  11,  Volume  3_. 


For  Administration :  Samuel  L.  Becker,  Dep  t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  la,  194/  a, 
1(1  A.  M.  for  inspection  by  Committee  of  Board  an 
decision  without  further  argument. 


ZONING  APPLICATIONS. 

766-28-BZ 

APPLICANT— Sol  A.  Liebman,  for  Ida  Katz,  owner. 
SUBJECT— Application  reopened  October  29,  1946— Appli¬ 
cation  (decision  of  the  borough  .  superintendent) 
under  sections  7f  and  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles,  using  more  than  the  area 

permitted.  '  , 

PREMISES  AFFECTED— 820-838  East  New  York  avenue, 
south  side,  120  ft.  west  of  Schenectady  avenue 
(Block  4806,  Lot  77),  Borough  of  Brooklyn. 

APPEARANCES—  .  ,  TT  „  c  , 

For  Applicant:  Sol  A.  Liebman  and  H.  C.  Balo- 

mon.  . 

For  Opposition:  Sam  Pasternack,  Domenico  Alesi, 
Rose  Donenfeld  and  Max  Gottesman. 


864-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Daniel  A.  Cor 
nell,  Jr.  and  James  A.  Cornell,  owners.  . 

SUBJECT— Application  (decision  of  the  borough  supern 
tendent)  under  section  7f  of  the  zoning  resolutio 
to  permit  in  a  business  use  district,  the  erection  at 
maintenance  of  a  gasoline  service  station,  lubr 
torium,  laundry  and  office. 

PREMISES  AFFECTED— 233-12  to  233-20  Linden  boul 
vard,  and  117-02  to  117-10  234th  street,  southwe 
corner  (Block  12750,  Lot  9  and  part  of  Lot  1 
St.  Albans,  Borough  of  Queens.  I 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  James  A.  torn' 
and  Daniel  A.  Cornell,  Jr.  j  . 

For  Opposition :  Harold  Klorfein,  Dep  t  of  Part 
For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  15,  194/ 
10  A.  M.  for  further  consideration. 
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74-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Jolm  Robert  Gor- 
den,  owner. 

»EC1 -Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  perm  it  in  a  residence  and  business  use  district, 
the  change  in  use  from  garage  to  store,  with  store 
tront  more  than  required  distance  from  intersection 
abutting  a  residence  district. 

I\ PAUSES  AFFF.C  1  ED — 516  Bay  Ridge  parkway,  south 
side,  103  ft.  east  of  5th  avenue  (Block  5942,  Lot  13), 
Borough  of  Brooklyn. 

TP  EA  RAN  CES — 

For  Applicant:  Alfred  A.  Lama  and  John  R.  Gor- 
den. 

For  Opposition :  •  George  E.  McMullen,  Patrick 
Lepore,  Katherine  Ignasruh,  Mrs.  P.  Nielson 
Margaret  W.  Oliver  and  Patrick  Liport. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
i  Housing  and  Buildings. 

CTION  OF  BOARD— Laid  over  to  April  15,  1947  at 
10  A.  M.  for  inspection  by  Committee  of  Board 
and  decision  without  further  argument. 


-47-BZ 

3PLK  AN  1 — Lama  and  Proskauer,  for  F'labro  Realty 
Lorp.,  owner. 

. BJ EC  T— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7i  of  the  zoning 
resolution*  to  permit  in  a  residence  and  business  use 
district,  the  reconstruction  of  an  existing  gasoline 
service  station,  auto  laundry,  lubritorium  and  office, 
using  more  area  and  the  change  of  occupancy  to 
gasoline  service  station,  laundry,  lubritorium,  office 
and  repairs. 

EMISES  AF  FECI  ED — 571-581  Coney  Island  avenue, 
and  1-15  Lewis  place,  northeast  corner  (Block  5141,’ 
Lot  21),  Borough  of  Brooklyn. 

pea ranges— 

For  Applicant :  Alfred  A.  Lama  and  Michael  F'lax. 
oi  Opposition!  Irving  Klein,  F.  H.  Van  Houten, 
A.  Ziellie,  Mrs.  A.  Cervone,  Rev.  Ignatz 
Bababran,  L.  Molinari,  Bertha  Levine,  Gussie 
Greenberg,  Mary  Cretarolo,  Edward  W.  Rose 
Oliver  E.  Allard,  A.  Fiore  and  others. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

HON  OF  BOARD— Laid  over  to  April  15,  1947  at 
10  A.  M.  for  inspection  by  Committee  of  Board 
and  decision  without  further  argument. 


7-BZ 

3LICAN  1 — Alfred  H.  Eccles,  for  Einson  Freeman  Co., 
Inc.,  owner. 

INJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  B  area  district,  the 
change  in  occupancy  from  garage  to  photography 
studio,  using  more  than  the  area  permitted  and 
without  the  required  rear  yard. 

AFFECTED — 155  East  35th  street,  north  side, 
171  ft.  west  of  3rd  avenue  (Block  891,  Lot  34) 
Borough  of  Manhattan. 

’EARANCES— 

For  Applicant:  Alfred  H.  Eccles,  John  P.  Fox, 
Albert  Halpern  and  George  H.  Greb. 

For  Opiiosition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

?F*,rB?ARD~Laid  over  to  April  15-  1947  at 
1U  A.  M.  for  inspection  by  Committee  of  Board :  ap¬ 
plicant  to  file  revised  plans. 


94-47-BZ 

A ppLI CANT— Herman  Kron,  for  Anndons,  Inc.,  owner 

Cirmcrft18  rU1Ck  C°rp  -  IeSSee)- 

'  Ui5JFCT— Apphcation  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7 h  and  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
display  and  sale  of  used  cars  and  the  parking  and 
.storage  of  more,  than  five  (5)  motor  vehicles  with 
license  plates  removed. 

1  REMISES  A  EE  EC1  E.D— 2318-2332  Jerome  avenue,  east 

t  dfo!9oft'  no,rth  ,°,i,Last  183rd  street  (Block  3187, 

%  ,  Lot  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  Kron,  John  E.  Gannon, 
Jacob  Solomon,  Peter  J.  McCoy  and  J.  Ferris. 
For  Opposition :  Bernard  Solomon,  Francesco  San¬ 
ger  and  Henrietta  Ferrone. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
„  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1947  at 
1U  A  M  for  inspection  by  a  committee  of  the 
Board  and  tor  decision  without  further  argument' 
applicant  to  obtain  correct  decision  from  the  bor¬ 
ough  superintendent  as  to  an  open  sales  lot  instead 
ot  parking  and  storage.  A  sales  car  lot  has  been 
determined  by  the  Court  as  not  parking  or  storage 
( Scharhn  vs.  the  Board  and  Aaron  Bring  vs  the 
Board). 


373-38-BZ 

APPLICANT— George  H.  Cohn,  for  Crew  Levick  Corpo¬ 
ration,  owner. 

SUBJECT— Application  reopened  October  5,  1943— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7c  and  7f  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubri¬ 
torium,  car  laundry  and  the  parking  and  storage 
miru,r°  "lore  than  five  (5)  motor  vehicles. 

I  REMISF.S  AFFECTED— 1401-1409  Far  Rockaway  boule- 
vard  and  1149-1161  Nameoke  street,  southwest  cor- 
ner  (Block  38,  part  of  Lot  40),  Far  Rockaway 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  Mosher  and  Alden  J 
Brown. 

For  Opposition  :  Saul  B.  Bradie. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  withdrawn  for  appli¬ 
cant  to  file  correct  plans  based  on  a  new  decision 
of  the  borough  superintendent. 

1  HE  VOTE  TO  WITHDRAW— 

Affirmative .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  . 0 


547-20-BZ 

APPLICANT — Reuben  H.  Bowden,  for  Safeway  Stores, 
Inc.,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
rescindment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
certain  condition,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  extension 
of  an  existing  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 1016-1024  St.  Nicholas  avenue 
east  side,  81  ft.  iy2  in.  south  of  West  162nd  street 
(Block  2109,  Lot  81),  Borough  of  Manhattan. 
APPEARANCES —  . 

For  Applicant :  Reuben  H.  Bowden,  C.  Bruce  Fleere 
and  Edward  B.  Dennison. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD— Application  reopened  and  rcsolu- 

THE  VOTE TOREOPEN  AND  RESCIND  RESOLU¬ 
TION  OF  OCTOBER  19,  1920—  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  “ 

Negative:  . 


THE  RESOLUTION  (547-20-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit  partly  in  a  business  district  and  partly  in  a  residence 
district  the  extension  in  area  of  an  existing  garage  for  more 
than  five  motor  vehicles,  affecting  premises  1016  St  .Nicholas 
avenue,  Borough  of  Manhattan  was  granted  by  the  Boaid  on 
October  19,  1920  on  certain  conditions ;  and 

Whereas  an  application  to  permit  the  change  m  occu¬ 
pancy  f™m  garage  for  more  than  five  (5)  motor  vehicles 
to  retail  store  was  granted  by  the  Board  this  day,  March  , 

1947  Cal.  929-46-BZ.  ,  ,  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  resolution  adopted  October  19,  1920,  and 
that  the  garage  use  therein  permitted  shall  be  discontinued 
in  view  of  the  action  by  the  Board  in  granting  the  use  of 
the  building  as  constructed  therein  for  store  use  under  Cal. 
No.  929-46-BZ. 


401-31-BZ 

APPLICANT— Sidney  L.  Strauss,  for  446  West  44th  Street, 

Inc.,  owner.  in.-  .  ,• 

SUBJECT— Application  reopened  January  21,  194/— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  office  qnd 
lubritorium  in  conjunction  with  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  Board).  _ 

PREMISES  A F F E CTED — 624- 626  Atlantic  avenue,  9-5th 
avenue,  northeast  corner  and  627  Pacific  street 
(Block  1119,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition:  None.  c 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  g 

Negative:  . - . . . •••• . 


THE  RESOLUTION  (401-31-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  624-626 Atlantic 
avenue,  9  Fifth  avenue,  northeast  corner,  and  62/  Bacitic 
street  (Block  1119,  Lots  1  and  64),  Borough  of  Brooklyn, 
was  granted  by  the  Board  April  2,  1940,  on  certain  condi¬ 
tions,"  time  to  obtain  permits  and  complete  \vork  extended 
February  4,  1941,  April  14,  1942  and  June  22,  1943;  and 
Whereas,  on  April  4,  1944  the  term  of  the  variance  was 
extended,  and  time  to  obtain  permits  and  complete  the  work 

was  further  extended  ;  and  ,  , 

Whereas,  the  term  of  variance  was  further  extended  on 

September  17,  1946;  and  c,  , 

Whereas,  Sidney  L.  Straus  for  446  West  44th  Street, 
Inc.,  owner,  requested  reopening  of  this  application  and  con¬ 
sideration  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  erection  and  maintenance  oi  a 
gasoline  service  station,  office  and  lubritorium,  in  addition  to 
parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  624-626  Atlantic  avenue  and  9  Fifth  ave¬ 
nue,  northeast  corner  and  627  Pacific  street  (Block  1119,  Lot 
1),  Borough  of  Brooklyn;  and  >  ..  ... 

Whereas,  a  public  hearing  was  held  on  this  application 


by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  25,  1947,  after  due  notice  by  publication  in  the 

Bulletin ;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  is  in  business  and  un¬ 
restricted  use,  C  area  and  Glass  V/2  and  2  height  districts; 
5th  avenue  is  in  a  business  use,  B  area  and  C  lass  -  height 
district  •  Pacific  street  is  in  business  and  unrestricted  use,  B, 
area  and  Glass  V/2  and  2  height  districts;  and  K 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  8,  1946,  re  N.B.  Applic.  258-46,  reads: 

“1.  Gasoline  service  station,  office  and  lubritoriuni  in 
a  business  district  is  contrary  to  Sec.  4a  sub.  46  of  the 
Zoning  Resolution.’* 

and  -  ,  , 

Whereas,  the  applicant  states  that  the  premises  consist 

of  a  plot  200  ft.  frontage  by  65  ft..  4  in.  and  80  ft  in  depth* 
irregular,  presently  used  as  a  parking  lot  and  dinei  ,  that 
it  is  proposed  to  erect  a  building  40  ft.  front  by  26  ft.  111 
depth  one  story,  13  ft.,  in  height,  to  be  used  as  office,  lubri¬ 
torium  as  accessory  to  proposed  gasoline  service  station 
that  it  is.  also  proposed  to  continue  the  parking  and  storagi 
of  more  than  five  (5)  motor  vehicles,  and  .  , 

Whereas,  the  applicant  contends  that  the  prat  direct!} 
abuts  storage  yard  of  the  Long  Island  Railroad  and  is  tin 
onlv  plot  in  Block  1119  other  than  that  occupied  by  the  rail 
road  •  that  all  streets  which  converge  to  subject  property  ar 
heavily  trafficked  to  the  point  where  subject  plot  is  prac 
tically  isolated  and  a  hazard  to  pedestrians  to  reach  this  plot 
that  the  area  is  normally  what  is  found  in  a  railroad  ternuna 
and  in  general  is  surrounded  by  industrial  buildings,  mea 
packing  plants,  warehouse,  etc.;  that  this  plot  cannot  readil 
be  developed  with  a  conforming  use  due  to  its  location  an 

practical  isolation  ;  and  -  • 

Whereas,  the  premises  and  surrounding  area  were  11 

spected  by  a  committee  of  the  Board  ;  and 

Whereas, 'the  Board  deemed  that  this  was  a  pro]>er  cai- 
in  which  to  exercise  discretion  to  grant  under  section  . 
subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  make  a  -variation  in  the  application  of  the  u$e  distri. 
regulations  of  the  zoning  resolution,  and  that  the  applicant 
be  and  it  hereby  is  granted  under  section  7f  thereof,  toi 
term  of  ten  (10)  years,  to  permit  in  addition  to  the  parku 
and  storage  use  as  permitted  by  the  Board  under  ,h>s  ca 
endar  number  by  amended  resolution  adopted  by  the  Boai 
on  April  2,  1940  as  extended  September  17,  1946  tor  tv 
years,  the  northerly  portion  of  the  premises  to  be  occupit 
as  a  gasoline  service  station  substantially  as  indicate!  1 
revised  plans  marked  “Received  March  5,  194/.  two  shee, 
and  permitting  also  the  continuation  of.tbe  diner  as  them, 
shown ;  that  the  accessory  building  shall  not  exceed  one  sto 
in  height  and  shall  be  of  the  arrangement  and  design  as  im. 
cated  thereon  and  shall  in  all  other  respects  comply  with  t 
requirements  of  the  building  code;  that  pumps  erected  sh; 
not  exceed  two  (2)  pumps  along  the  Atlantic  avenue  troi 
age  and  two  (2)  pumps  along  the  Fifth  avenue  frontage 
thereon  indicated,  and  erected  not  nearer  than  10  tt.  to  t 
street  building  line ;  that  the  number  of  5b0  gallon  gasoli, 
storage  tanks  shall  not  exceed  six ;  that  in  addition  to  t 
curb  cuts  hereinbefore  permitted  for  access  to  the  preim: 
for  parking  and  storage  there  may  also  be  constructed  t' 
curb  cuts  not  exceeding  20  ft.  in  width  each,  as  tindica 
on  such  plans  on  Fifth  avenue ;  that  at  the  intersection 
Atlantic  avenue  and  Fifth  avenue  there  shall  be  construct 
a  block  of  concrete  not  less  than  1  ft.  in  height  and  extendi, 
for  a  distance  of  not  less  than  5  ft.  along  either  street  Din¬ 
ing  line;  that  any  signs  erected  shall  be  restricted  to  a  p 
manent  sign  attached  to  the  accessory  building  and  the :  si i 
in  connection  with  the  diner  and  the  illuminated  globes  t 
the  pumps  and  the  sign  advertising  the  parking  and  stor.- 
use  as  hereinbefore  permitted;  that  in  addition  there  ma>: 
a  post  standard  near  the  intersection  of  Atlantic  avenue  4 
Fifth  avenue  within  the  building  line  for  advertising  sot 
the  brand  of  gasoline  on  sale;  that  such  sign  may  ext. 
beyond  the  building  line  for  a  distance  of  not  over  •+ 
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and  may  be  illuminated;  that  the  entire  area  shall  be  paved 
las  required  lor  the  parking  lot  use  and  similarly  for  the 
space  to  be  occupied  tor  the  gasoline  service  station;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  no  additional  building 
•shall  be  erected  other  than  the  existing  diner  and  the  pro¬ 
posed  accessory  building;  that  in  view  of  the  permitted  use 
the  one  story  building  hereinbefore  permitted  as  an  office  and 
shelter  for  the  attendant  shall  not  be  constructed;  that  a 
woven  wire  fence  as  shown  and  proposed  shall  be  maintained 
along  the  interior  lot  line  and  along  Pacific  street  and  Fifth 
avenue  for  the  distance  as  indicated ;  that  alj  permits  shall  be 
(obtained  and  all  work  completed  within  one  year  from' the 
date  of  this  resolution. 


546-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Archie  Snyder, 


owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  proposed  signs’ 
on  -marquee  projecting  more  than  legal  distance 
beyond  building  line. 

REMISES  AFFECTED  1586-1588  Pitkin  avenue,  south 
si_de,  60  ft.  west  of  Amboy  street  (Block  3517,  Lot 
3o),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Frank  E.  Varriale,  William  Ziff 
and  Joseph  Simon. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

^blON  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 

HE  RESOLUTION  (646-46-BZ) 

\\  hereas,  Lama  &  Proskauer  for  Archie  Snyder,  owner, 
led  August  23,  1946,  an  application  under  section  7e  of 
ie  zoning  resolution,  to  permit  in  a  business  use  district 
-oposed  signs  on  marquee  projecting  more  than  legal  dis- 
:Qceiv  ,y?nd  the  buiIding  line,  affecting  premises  1586  to 
m  V1™"  aYenue,  south  side,  65  ft.  west  of  Amboy  street 
Mock  3a  17,  Lot  3a),  Borough  of  Brooklyn;  and 
Whereas  a  pubbe  hearing  was  held  on  this  application 
the  Foard  of  Standards  and  Appeals,  at  its  regular  meet- 

7,  vr31  c  1  -E  1947,  after  due  notice  by  publication  in  the 
ulletin ;  and 

<nln.vEASi  the  ,maPs  accompanying  the  zoning 

solution  show  that  Pitkin  avenue  and  Amboy  street  are 
a  business  use,  C  area  and  class  1  height  district;  and 
WHEREAS,  the  decision  of  the  borough  superintendent 
•ted  August  21,  1946  on  B.  N.  Applic.  1259-45  reads: 

1  ro posed  signs  on  marquees  within  a  business  use 
district,  projecting  more  than  l'-6"  beyond  bldg,  line 

Resolution*”  ‘°  Ar''  2’  SeCt'  4a  and  49  o£  ,he  ZoninS 

d 

\\  here  as,  the  applicant  states  that  the  premises  consist  of 
PJS,  P*™*#  }y  ?°  ft-  S  in.  in  depth,  on  which  is 
,Hei  *  b“lld.inS  35  ft.  front  by  90  ft.  5  in.  in  depth,  2 
„n.  ’  f.  tl-.  m  beiglF,  of  class  3  construction;  that  it  is 
oposed  to  install  marquee  signs  at  the  entrance  of  the 
-mises ;  and 

\.\  hereas,  the  applicant  contends  that  the  first  floor  is 
.uned  as  a  store,  the  2nd  floor  as  a  Chinese  restaurant; 

‘  U  1S  l)roJ>osed,  to  install  at  the  entrance  of  the  premises 
larquee  sign,  this  sign  to  be  removed  from  1625  Pitkin 
'l  ero  5etp,r,emises  previously  occupied  by  the  present 

s  nnmf  .  the  mar9uee  at  such  location 

■vio,.  ,bered  ^H  74- 1945 ;  that  the  premises  in  question  was 
I  £  y  ,c.0"structed  to  occupy  restaurant  on  the  2nd  floor 
'  tor  which  a  marquee  was  installed  but  later  removed; 
e  operator  was  compelled  to  move  from  his  old  loca- 


1'°"  fuTe  to  fa£l  th^  the  Premises  could  not  comply  with 

,(  >  2r:Kth^  the  irect}?.n  ,of  this  sign  is  important 

ype  of  business;  that  Pitkin  avenue  has  many  signs 

‘vvlvTffrqfeoS  and  t  ie  ?.ranting  of  this  application  will  in  no 
affect  the  surrounding  area;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

\  hereas,  under  Cal.  637-45-A  the  Board  denied  permis- 
s mn  to  erect  the  marquee  itself  on  November  20,  1945;  and 
Y\  hereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  tor  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7e  of  the  zoning  resolution. 

be  tIKt  tbe  decisi°n  ofJ  the  borough  superintendent 

R  hereby  is  alprmed  and  ,hat  the  aM,lica‘i°n 


929-46-BZ 

APPLICANT— Reuben  Henri  Bowden,  for  Safeway  Stores 
inc.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district 
tie  change  in  occupancy  from  garage  for  more  than 
lmotor  vehicles  to  retail  store. 

I  REMISES  AFFECTED— 1016-1024  St.  .Nicholas  avenue, 

’  S,ldoinn  in-  south  of  West  162nd  street 

APPEARANCES—  ^  81  ^  Borough  of  Manhattan. 

h°r  Applicant:  Reuben  H.  Bowden,  C.  Bruce 
bleere  and  Edward  B.  Dennison. 

For  Opposition:  None. 

•For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

THE1  VOTE— B0ARD~ApPliCati°n  granted  on  condition. 

Affirmative  .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  . q 

THE  RESOLUTION  (929-46.-BZ) 

Whereas,  Reuben  Henri  Bowden,  for  Safeway  Stores 
Inc  owner,  filed  November  21,  1946,  an  application  under 
section  /c  of  the  zoning  resolution,  to  permit  in  residence 
and  business  use  districts  the  change  in  occupancy  from 
garage  for  more  than  five  motor  vehicles  to  retail  store  • 
a  ccting  premises  1016  to  1024  St.  Nicholas  avenue,  east 

?lde,01  s  71/2  in'  south  of  West  162nd  street  (Block  2109 
Lot  81 ) ,  Borough  of  Manhattan  ;  and 

1  Public  hearing  was  held  on  this  application 

•>y  *  ifr  °?rc!  °*  Standards  and  Appeals,  at  its  regular  meet- 
U?g’  .  arch  4.  1947,  after  due  notice  by  publication  in  the 
ml  etin,  and  laid  over  to  March  25,  1947,  at  the  request  of 
the  applicant ;  and 

\\  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  St.  Nicholas  avenue  is  in  a  business  use  B 
area  and  Class  \l/2  height  district;  West  162nd  street  is’ in 
residence  and  business  use,  B  area  and  Class  W2  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  13,  1946,  re  Alt.  Applic.  1943-46,  reads: 

L  This  building  is  partly  in  a  business  and  partly 
m  a  residence  use  district.  .Proposal  to  change  use  in 
the  residence  portion  for  retail  store  is  contrary  to 
Sec.  3,  Art.  II,  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  137  ft.,  9-11/16  in.  frontage  by  112'  ft.  8^4  in  in 
depth,  on  which  is  located  a  building  137  ft.,  9-11/16  in. 
front  by  112  ft.  8 '/2  in.  deep,  one  story,  16  ft.  in  height,  of 
Class  3  construction,  formerly  used  as  a  garage;  that  it  is 
proposed  to  remodel  and  occupy  the  premises  as  a  retail 
store;  that  there  will  be  no  structural  changes  except  that  a 
new  front  will  be  installed;  and 

V  hereas,  the  applicant  contends  that  the  original  vari¬ 
ance  was  granted  for  use  as  garage  under  Cal.  290-16-BZ 
on  December  5,  1916;  that  a  second  variance,  547-20-BZ  for 
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extension  in  area  of  existing  garage  was  approved ;  that  it  is 
now  proposed  to  remodel  and  occupy  the  premises  as  a  retail 

St<WHEREAS.  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 

section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  the  existing  building  as 
permitted  under  Cal.  No.  547-20-BZ  on' October  19,  1920,  as 
a  garage  to  be  occupied  as  proposed  for  conforming  use 
within  the  business  use  district  extending  into  the  ^sutence 
use  district,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  there  shall  be  no  windows 
on  the  interior  or  rear  lot  lines ;  that  any  existing  windows 
in  such  walls  shall  be  blocked  up  with  approved  masonry, 
that  no  skylights  shall  be  constructed  within  twenty  feet  of 
the  rear  wall;  that  any  skylights  now  existing  closer 
than  20  feet  shall  be  removed  and  blocked  up  with  approved 
construction ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  r.egu f'V 
applicable  thereto;  that  such  portable  fire-fightmg  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  .  shall 
direct;  that  no  additional  cellar  shall  be  constructed  in  the 
building  other  than  the  cellar  space  formerly  used  for  the 
heating  system  of  the  garage,  which  is  to  be  left 
that  all  tanks  and  other  equipment  in  connection  with  the 
former  storage  of  gasoline  and  oil  shall  be  removed  fro 
the  premises ;  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  six  months  from  the  date  ot  this 
resolution. 


153-47-A 

APPLICANT— The  Automotive  Specialty  Corp.,  owner 
SUBJECT— Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 382-386  Jefferson  street  south 
side,  355  ft.  east  of  Irving  avenue  (3rd  floor)  ; 
(Block  3176,  Lot  21),  Borough  of  Brooklyn. 

APPEARANCES— nf  =  £  Fogd  and  Morris  Meyer 

For  Administration:  E.  A.  Meyer,  b ire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 


154-47- A 

APPLICANT— Charles  Axelrod,  Inc.,  owner 

SUBJECT — Appeal  from  an  order  and  a  decision  re  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 291 1  Barnes  avenue,  west  side. 

from  Arnow  avenue  to  Williamsbridge  road  (Block 
4549,  Lot  1),  Borough  of  The  Bronx. 

APPEARANCES—  a  ,  , 

For  Applicant :  Charles  Axelrod. 

For  Administration :  E.  A.  Meyer,  Fire  Dep  t 

ACTION  OF  BOARD — Laid  over  to  April  8,  1947  at  1U 
A.M.  at  request  of  applicant. 


THE  VOTE—  ■  ,  J  _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . 3 

Negative :  . u 


THE  RESOLUTION  (153-47-A) 

Whfreas  The  Automotive  Specialty  Corporation,  owner, 
filed  February  13.  1947  an  appeal  from  an  order  and  decision 
of  the  fire  commissioner,  affecting  premises  382-389  Jetterson 
street,  south  side,  355  ft.  east  of  Irving  avenue  3rd  floor 
(Block  3176,  Lot  21),  Borough  of  Brooklyn ;  and  • 
Whereas,  Order  4746LC  issued  by  the  fire  commissioner 
November  22,  1946  and  repeated  in  a  decision  ot  the  hre 
commissioner  dated  January  17,  1947  reads. 

‘'You  are  hereby  notified  that  an  inspection  ot  the 
above  premises,  used  to  store  &  use  Lacquers,  I  hinners, 
etc.,  shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued  : 


Forthwith 


1.  Discontinue  the  further  storage  and  use  ot 
hydrogen  as  such  use  creates  a  fire  hazard  andis.' 
against  the  interest  of  public  safety.  C  19-11.0,  Ad¬ 
ministrative  Code.” 


167-47-A  i  tv 

APPLICANT— Anna  Di  Donato,  lessee,  for  Frank  Di 

Donato,  owner.  ,  4  _ 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 2866  Park  avenue  east  side  90 
ft.  north  of  East  149th  street  (Block  2338,  Lot  5), 
Borough  of  The  Bronx. 

APPEARANCES—  .  _ T  • 

Fpr  Applicant :  Charles  A.  Nesi.  , 

For  Administration:  E.  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Laid  over  to  April  8,  1947  at  10 
A.M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


195-47-A 

APPLICANT— Antonio  Giordano,  owner. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 2859  Exterior  street  west  side, 
474.22  ft.  north  of  East  225th  street  (Block  3265, 
Lot  31),  Borough  of  The  Bronx. 

APPEARANCES—  a  . 

For  Applicant :  Charles  A.  Nesi.  ( 

For  Administration:  E.  A.  Meyer,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1947  at  10 
A.M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  argument. 


Whereas,  the  applicant  states  that  the  building  is  3  stories 
43  ft.  in  height,  50  ft.  by  90  ft.  in  area,  of  class  3  construc¬ 
tion,  erected  in  1912,  located  on  a  lot  50  ft  by  100  ft.  in 
area,  in  an  unrestricted  use  A  area  class  1  height  district, 
and  used  and  occupied  since  1926  as  follows:  basement- 
metal  stamping  and  boiler  room — 10  persons;  1st 
manufacturing  metal,  cabinets— 6  persons;  2nd  floor— otmc 
and  shipping — 18  persons  ;  3rd  floor— assembling  automotive- 
specialties— 50  persons;  that  the  building  is  equipped  with  a- 
one  source  sprinkler  system  in  spray  and  dip  room  only; 
that  there  is  one  inferior  stairs  and  one  fire  tower,  each 
wide,  of  steel  and  concrete,  enclosed  in  brick,  equipped  wit  i 
fireproof  self-closing  doors  and  leading  from  roof  bulkhead 
direct  to  street  and  one  fire  escape  at  rear  leading  to  root  by 
stairs  with  egress  from  its  lowest  termination  through  nre 
passage  in  court  to  streA ;  that  windows  and  doors  on  the 
course  of  the  fire  escape  are  fireproof,  self-closing ;  that  the 
adjoining  building  to  the  west  is  approximately  52  tt.  ir- 
height  and  15  ft.  in  height  on  the  east  side and 

Whereas,  the  applicant  contends  that  it  manufacture: 
distributor  breaker  contact  arms  for  use  on  automobiles 
that  in  the  process  of  manufacture  a  tungsten  disc  is  spot 
welded  to  the  breaker  arm ;  that  in  order  to  prevent  oxida 
tion  and  to,  secure  a  perfect  weld,  it  is  necessary  to  us* 
hydrogen;  that  the  hydrogen  is  applied  under  one  poun< 
pressure  and  is  constantly  burning  at  the  point  of  operation 
that  this  has  been  used  for  over  20  years  without  acciden 
that  no  other  method  is  known  to  the  applicant  to  we 
these  contacts  satisfactorily  than  the  use  of  hydrogen ;  a”' 
Whereas,  the  applicant  states  that  the  application  is  o, 
permission  to  maintain  five  (5)  cylinders  of  hydrogen, 

cu.  ft.  pressure  each.  .  .  * 

Resolved,  that  the  decision  of  the  fire  commissioner  as  i 
Order  4746LC  be  and  it  hereby  is  modified  and  that  tn 
appeal  be  and  it  hereby  is  granted  on  condition  that  m 
more  than  five  (5)  cylinders  of  hydrogen  with  a  capacu 
of  approximately  100  cu.  ft.  each  shall  be  stored  on 
premises;  that  such  cylinders  may  be  stored  on  the  tnu 
floor  in  the  spaces  indicated  on  plans  filed  with  this  appe 
marked  “Received  February  13,  1947,”  five  sheets ;  that  tn 
shall  be  maintained  as  may  be  required  by  the  fire  comnu 
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-  — 

sionor  and  to  his  satisfaction;  that  ventilation  in  such  hydro¬ 
gen  storage  area  shall  be  maintained  consisting  either  of  an 
open  louvre  in  the  adjacent  window  or  a  loose  skylight  in 
the  root  directly  over  as  may  be  required  by  the  fire  com¬ 
missioner. 


7 

i 


SO  gallons 


159-47-A 

APPLICANT— J.  Sarsfield  Kennedy,  for  Hygrade  Casket 
Corporation,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
i  nre  commissioner. 

.1  REMISES  Abb  EC  I  ED — 505  Brook  avenue  and  454  East 
148th  street,  southwest  corner  (Block  2292  Lot  37 j 
Borough  of  The  Bronx. 

APPEARANCES — 

For  Applicant :  J.  Sarsfield  Kennedy  and  William 
r.  Kratzer. 

For  Administration :  E.  A.  Mever  Fire  Den’t 
rHE^  VOTE-  B0ARD— Appeal  granted  on  condition.  ’ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

egative  i  .  q 

'HE  RESOLUTION  (159-47-A) 

V  hereas,  J.  Sarsfield  Kennedy,  for  Hygrade  Casket  Cor- 
oration  owner,  filed  an  appeal  from  an  order  and  a  decision 
-V£C  "^  commissioner  affecting  505  Brook  avenue  and 
■i4  East  148th  street,  southwest  corner  (Block  2292,  Lot  37) 
orough  of  The  Bronx;  and  ", 

Whereas,  Order  49760-LC,  issued  by  the  fire  commis- 
oner  January  13,  1947,  and  repeated  in  a  decision  of  the 
re  commissioner  dated  February  20,  1947,  reads : 

“E  Discontinue  storage  of  more  than  50  gallons  of 
volatile  inflammable  oil  in  the  building  without  a  buried 
system. 

•  a'  Dlsc°ntl"ue  storage  of  more  than  5  gallons  volatile 
inflammable  oil  on  any  floor  above  the  first  ” 

id 

Whereas  the  applicant  states  that  the  buildings  are  5  and 
stories,  ))  ft.  by  215  ft.  in  area,  60  and  63  ft.  in  height,  of 
ass  3  construction  ;  erected  1900;  located  in  a  business  use 
a/ea;  Uass  height  district  and  used  and  occupied  since 
oo  basement,  manufacturing  caskets,  16  persons;  1st  floor 
■Her  room  and  manufacturing  caskets,  6  persons ;  2nd  floor,’ 
Hoors  manufacturing  caskets,  1  person  on  the  2nd, 
on  the  3rd,  12  on  the  4th  and  15  on  the  5th;  that  no 
ange  in  use  or  occupancy  is  proposed;  that  the  building 
equipped  with  a  one  source  sprinkler  system  throughout 

Ihi".  fiPPrSV-n  intenor.  fir?  alarm  system  and  regular 
}  re  drills  are  maintained,  and  an  approved  stand- 
>e  system  is  installed;  that  the  building  is  provided  with 
e  stairway  in  the  front  section  (Section  A)  and  one  in 
-  rear  section  (Section  B),  each  3  ft.  8  in.  wide  of  wood 
instruction,  retarded,  equipped  with  fireproof  self- 
>smg  doors  and  leading  from  roof  bulkhead  direct  to  street 
wo  fire  escapes  in  Section  A  and  one  in  Section  B 
l?  ™of  by  ladder  and  to  street  by  counterbalanced 
aer,  that  windows  and  doors  on  the  course  of  the  fire 
apes  are  fireproof  self-closing;  that  the  building  to  the 
j  is  3  and  6  stories  and  to  the  south  one  story  in  height  ; 

Whereas,  the  applicant  contends  that  the  fireproof  vault 
,.y  13  ft-  ir?  ar,ea>  located  on  the  top  floor,  is  capable 
Holding  about  12  drums  of  material  and  is  the  subject  of 
■re  Department  permit ;  that  one  drum  of  material  is  used 
r?oms.  each  day  and  it  would  therefore  be 
-Sf  t0  buUy  T,  sma11  quantities;  that  the  following 
tEe  plant ^°mbUStlb  eS  ^  necessary  for  efficient  operation 

Lacquers 
1  drum  of  Gloss 


“  Flat 

Primer  sealer 


Thinner 


Lacquers 

1  drum  of  Savasol,  # 4 ,  Turps  or  Benzine, 
this  type  of  material  is  used  in  the  Paint 
ept.  only.  Savasol  was  used  because 
1  urps  and  Benzine  were  not  available  dur¬ 
ing  the  war. 

1  drum  of  alcohol.  This  is  used  in  mixing  1 
stains,  colors  and  in  the  Polishing  Dept  \  50  &a!,ons 
Varnishes  '  } 

1  drum  of  shellac 


200  gallons 


1  drum  of  gloss  rubbing 
1  drum  of  flat 
1  drum  sealer 

that  all  of  these  materials  are  kept  in  the  vault  except  the 
amounts  used  each  day ;  that  the  materials  are  placed  in 
0  gallon  pressure  tanks  in  the  spray  rooms  and  none  is 
exposed  other  than  what  might  be  in  a  5  gallon  can  being 
transferred  from  vault  to  pressure  tanks. 

that  the  order  of  the  fire  commissioner,  Order 
4  760-EC,  be  and  it  hereby  is  modified,  and  that  the  appeal 
De  and  it  hereby  is  granted  on  condition  that  the  materials 
as  proposed  shall  be  stored  within  the  fireproof  vault  ap- 
proved  by  the  borough  superintendent,  on  the  fifth  floor  where 
indicated  on  plan  filed  with  this  appeal  marked  “Received 
February  24,  1947,”  1  sheet,  on  condition  that  the  windows 
m  such  space  on  the  course  of  the  fire  escape  shall  be  blocked 
with  approved  masonry;  that  the  room  shall  be  ventilated 
by  a  vent  through  the  roof;  that  the  sprinkler  system 
throughout  the  building  and  within  the  fireproof  (vault) 
room  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner;  that  the  amount  of  storage  of  paints  and 
other  materials  as  approved  shall  not  exceed  the  quantities 
as  herein  proposed;  that  any  Savasol  or  benzine  that  is 
taken  from  such  room  shall  be  removed  by  means  of  a 
pump  as  approved  by  the  Factory  Mutual  Laboratories,  or 
Underwriters  Laboratories,  and  only  in  approved  five  (5) 
gallon  safety  cans ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto ;  that  a  raised  sill  at  least  6  inches  in 
leight  shall  be  maintained  at  door  to  paint  storage  (vault) 
room. 


200  gallons 


MATERIALS  SUBMITTED  FOR  APPROVAL 

740-46-SM 

APPLICANT — Elevator  Entrances  Inc.,  owner. 
SUBJECT— Elevator  Entrances  Inc.,  3  Hour  Test  Hollow 
Metal  Door,  approval  of 

APPEARANCES— 

.  .  •^'or  Applicant:  Howard  W.  Schwartz. 

AC  I  ION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Test. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  C  hairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  . .  q 

THE  RESOLUTION  (740-46-SM) 

Whereas,  Elevator  Entrances,  Inc.  owner,  filed  on  Octo- 
ber  4,  1946,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Elevator 
Entrances,  Inc.  3  Hour  Test  Hollow  Metal  Door;  and 
Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

_  January  2,  1947 

Re:  Cal.  740-46-SM.  ’* 

Subject:  Elevator  Entrances,  Inc.  Three  Hour  Fire  Test 
Hollow  Metal  Door,  Approval  of. 

Elevator  Entrances,  Inc.  of  New  York  City  filed  an 
application  with  I  lie  Board  of  Standards  and  Appeals 
for  approval  of  Elevator  Entrances,  Inc.  3-hour  fire  test 
Hollow  Metal  Door  under  the  provisions  of  C26-178.0.b 
and  C26-610.0. 

Description 

The  door  is  a  single  panel  flush  type  hollow  metal 
door  3  0  x  7  0  high  by  thick.  Hung  in  a  metal 
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combined  frame  and  buck.  Both  flush- pane  surface 
sheets  and  door  stiles  are  made  from  #18 1  U.  i>.  btd. 
ea  steel  sheets  of  furniture  stock  quality  he  interior 
vertical  ribs  are  made  from  #16  U.  S.  Sid.  ga.  steel: 
space  bars  are  %"  x  Ya"  ;  frame,  top  and  bottom  door 
channels  and  lock  reinforcements  in  door  are  made  irom 
#14  u  S  Std.  ga.  steel.  Hinge  reinforcements  are 
made  from  3/16"  x  W  formed  steel  bars  1  ^  long ! 
top  and  bottom  channels  are  reinforced  with  3/10  x 
1  i/"  steel  bars  near  either  side  of  door  to  receive  tapped 
holes  for  attachment  of  end  skids  for  painting  protec- 
tion.  The  flush  panel  sheets  are  tightly  interlocked  to 
both  door  stiles  throughout  entire  height  of  the  door 
and  the  vertical  ribs  are  projection-welded  on  3  centeis 
to  the  interior  of  both  front  and  rear  panel  sheets 
throughout  entire  height  of  the  door  between  the  top 
and  bottom  channels.  The  top  and  bottom  channels  are 
spot-welded  to  both  panels  and  stiles  at  front  and  rear 
on  approximately  2"  centers.  Wall  anchors  for  frame 
are  made  from  #16  U.  S.  Std.  ga.  steel  3  wide  \2 
long  with  Vs"  x  1"  iamb  and  flange  anchors,  3  anchors 
to  each  jamb.  Wall  anchors  are  corrugated  or  per¬ 
forated  to  suit  masonry  joints.  All  spaces  throughout  the 
entire  interior  of  the  door  are  completely  filled  with 
asbestos  cellboard.  *4"  vent  holes  are  located  m  both  top 
and  bottom  channels  on  6"  centers. 


Inspection  and  Test 

Inspection  and  test  of  this  door  was  made  at  the  Pro- 
texol  Testing  Laboratory  at  Kenilworth,  N  I.  m  the 
presence  of  Commissioner  Charles  M.  Blum,  Chief  Fngi- 
neer  L.  V.  Huber,  representing  the  Board  and  H.  V\ . 
Schwartz  and  W.  E.  Corneck  of  the  manufacturers, 
Carl  F.  Hartman,  Frederick  A.  Hartman,  Kollm  L. 
Bastress  and  assistants  of  the  laboratories. 

The  test  was  as  follows  : 

General.  The  purpose  of  this  test  was  to  determine 
the  fire  resistant  performance  of  a  hollow  metal  door 
designed  for  the  protection  of  openings  in  hre :  walls  in 
accordance  with  Sections  C26-660.0  and  C26-663.0,  b  of 
the  Administrative  Buildmg  Code  when  subjected  to 
the  three  hour  fire  and  hose  stream  tests  for  opening 
protective  assemblies  prescribed  in  Section  C26-6  0.U, 
b  and  c  (Fire  Tests  of  Opening  Protective  Assemblies) 
and  C26-586.0  (Hose  Stream  Test)  of  the  New  York 
Citv  Building  Code. 

Description  of  Test  Sample.  -The  test  sample  con¬ 
sisted  of  a  single  paneled  flush  type  hollow  metal  door 
3'0"  wide,  7 ' 0 "  high  and  IH"  thick,  hung  in  a  metal 
combined  frame  and  buck.  The  assembly  was  set  in 
the  masonry  of  the  test  furnace  front  with  the  door 
swinging  toward  the  fire.  It  was  tested  as  dehvere  y 
the  submitter,  a  copy  of  whose  details  and  specifications 
is  attached  to  this  report. 

Clearances.  The  door  was  hung  with  the  following 
.clearances:  Top,  Vs"  at  center  A"  at  hinge  side  and 
t/"  at  lock  side;  Sides,  lock  A"  hinge  %  Bottom,  * 
at  hinge  side,  Ya"  at  center  and  Ys"  at  lock  side.  The 
Simplified  Practice  Recommendations  ot  the  U.  fc. 
Department  of  Commerce  and  American  Society  for 
Testing  Materials  Specification  C  152-41  provide  for 
clearances  of  3/32"  at  sides,  A"  at  top  and  A  at  bot¬ 
tom.  In  the  present  case  the  upper  corner  of  the  door 
on  the  lock  side  when  closed  was  in  contact  with  the 

^^Hardrvare.  The  door  was  hung  on  one  and  one  half 
pairs  of  loose  pin  butts  4/4"  high  and  4  wide,  located 
oi/"  43"  and  76"  from  the  bottom.  It  was  provided 
with’  a  Corbin  Mortise  Lock  3'  4 54"  from  the  bottom 
to  the  center  of  the  latch  which  had  a  throw  of  %  . 

Test  Furnace.  The  test  furnace  is  a  fire  brick  struc- 
ture  approximately  10 '0"  wide,  2'0  deep  and  12  0 
high  with  a  swinging  door  having  a  rough  opening  o- 
X  93"  in  which  the  test  sample  was  set. 

Gas  is  supplied  to  the  heating  burners  through  a  mani¬ 
fold  at  the  back  of  the  furnace  with  suitable  controls 


for  regulating  the  temperatures  in  the  combustion  cham¬ 
ber  The  required  number  chromel-alumel  thermo¬ 
couples  is  provided  for  the  determination  of  furnace 
temperatures  and  temperatures  on  the  unexposed  face  of 
the  test  sample.  Six  ports  in  the  sides  of  the  furnace 
facilitate  observations  within  the  furnace  on  the  exposed  | 

face  of  the  test  sample.  .  f 

Temperatures.  The  temperature  within  the  test  fur¬ 
nace  was  raised  in  accordance  with  the  standard  tm*- 
temperature  curve  prescribed  in  Section  C  26-579.0  of 
the  Administrative  Building  Code  and  readings  were 
taken  from  the  ten  14  gauge  chromel-alumel  thermo¬ 
couples  at  intervals  of  5  and  10  minutes.  The  tempera¬ 
tures  on  the  unexposed  face  of  the  sample  were  observed 
by  means  of  3  similar  couples.  Couple  No.  la  was  placed 
at  the  center  of  the  door,  No.  13  at  the  center  o  the 
bottom  half  and  No.  14  at  the  center  of  the  top  half 
Observations.  The  test  was  started  at  11.54  -  •  • 
The  weather  was  clear  and  warm  with  the  outside  ther¬ 
mometer  reading  72  deg.  F.  and  a  variable  northeasterly 
wind  blowing  at  an  average  rate  of  1.78  M.  V.  n. 

Within  2  minutes  after  lighting  the  furnace  the  side 
of  the  door  on  the  unexposed  face  drew  away  about  /a 
from  the  stops  between  hinges  and  between  the  latch 
bolt  and  top  and  bottom.  At  90  minutes  this  deflection 
had  increased  to  about  Ya  but  no  further  change  was  I 
observed. 

Immediately  following  the  start  of  the  test  a  series 
of  sharp  reports  was  heard,  continuing  for  several  min¬ 
utes,  and  the  metal  sheet  forming  the  exposed  face  of 
the  sample  started  to  buckle  at  about  15  minutes.  A 
conspicuous  bulge  in  this  sheet  developed  near  the  lou 
and  persisted  for  nearly  all  of  the  remainder  of  the  fire 

^At^minutes  the  entire  exposed  face  was  buckled,  It 
would  appear  that  expansion  of  the  exposed  face  broke 
the  spot  welds  securing  it  to  the  interior  stiffeners  and 
permitted  the  distortion  which  was  observed. 

No  smoke  or  flame  passed  through  the  assembly  dur¬ 
ing  the  fire  exposure  period,  and  except  for  the  buckling 
of  the  exposed  face,  there  was  no  change  in  the  condi-  ^ 
tion  of  the  sample. 

The  gas  was  shut  off  from  the  furnace  at  3  hours 
0  minutes,  5  seconds,  the  furnace  door  was  opened  ant 
the  standard  hose  stream  applied  for  33  seconds. 

The  entire  test  period  extended  for  3  hours,  5  minutes 
30  seconds.  At  the  conclusion  of  the  hose  stream  tes 
the  lock  was  released  and  the  door  swung  open.  ih< 
lock  side  of  the  door  was  observed  to  have  a  final  detlec 

tion  of  1(4"  in  its  height.  .  .  . 

Test  Data.  The  data  secured  during  this  test  is  sub 
mitted  in  tabular  form.  Table  I  gives  furnace  tern 
peratures  and  table  IT  temperatures  under  the  pads  oi 
the  unexposed  face  of  the  test  sample. 


Recommendations 


On  the  basis  of  these  tests  and  data,  The  Commit te 
on  Tests  recommends  the  approval  of  the  Elevator  br 
trances,  Inc.  3  hour  fire  door  when  constructed  and  hun 
as  provided  herein.  This  approval  is  for  use  as  an  oper 
ing  protective  assembly  in  closed  shafts  under  Us 
638.0, b,  and  as  a  protection  of  openings  in  fire  wai 
tinder  C26-660.0  and  as  an  opening  protective  assemDt 
in  fireproof  partitions  under  the  Multiple  Dwelling  La 
which  requires  an  assembly  having  a  fire  protective  ratm 
of  one  hour  and  as  an  opening  protective  assembly  it 
all  openings  requiring  a  lower  fire  protective  rating. 

Hose  Stream  Test.  At  the  end  of  the  fire  exposui 
the  sample  was  subjected  to  the  standard  hose  strea 
test  for  one  minute.  The  hose  stream  was  delivered 
a  distance  of  20  feet  and  with  h  nozzle  pressure  o 
pounds  per  square  inch.  The  stream  was  deliver! 
through  three  50- foot  lengths  of  2 }4"  hose  connected 
a  street  hydrant.  The  water  pressure  was  adjusted  . 
47  pounds  per  square  inch  at  the  hydrant  to  produce 
required  pressure  through  a  smooth  bore  nozz 
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TABLE  I 


Record  of  furnace  Temperatures  Degrees  Fahrenheit 


Duration  of 
Fire  Mins. 

Standard 

Tem¬ 

peratures 

Test 

Averages 

l 

5 

1000 

974 

960 

10 

1300 

1292 

1240 

15 

1400 

1337 

1305 

20 

1458 

1435 

1440 

25 

1507 

1505 

1480 

30 

1550 

1542 

1500 

35 

1580 

1587 

1490 

40 

1607 

1630 

1560 

45 

1633 

1628 

1610 

50 

1656 

1667 

1620 

55 

1678 

1662 

1630 

60 

1700 

1674 

1630 

70 

1735 

1736 

1680 

80 

1761 

1780 

1720 

90 

1786 

1789 

1730 

100 

1807 

1811 

1760 

110 

1828 

1834 

1800 

120 

1850 

1843 

1800 

130 

1862 

1860 

1840 

140 

1875 

1877 

1820 

150 

1887 

1886 

1840 

160 

1900 

1907 

1860 

170 

1912. 

1934 

1880 

180 

1925 

1953 

1900 

Temperatures  as  recorded  by  Thermocouples 


920 

970 

950 

1000 

1100 

1250 

1290 

1290 

1207 

1300 

1350 

1360 

1290 

1420 

1450 

1460 

1490 

1450 

1470 

1550 

1390 

1540 

1530 

1580 

1300 

1580 

1610 

1590 

1360 

1610 

1630 

1620 

1560 

1630 

1650 

1660 

1580 

1630 

1660 

1690 

1580 

1620 

1680 

1620 

1600 

1650 

1680 

1680 

1620 

1730 

1760 

1750 

1630 

1790 

1790 

1770 

1630 

1820 

1820 

1810 

1740 

1810 

1820 

1830 

1700 

1850 

1850 

1850 

1820 

1870 

1850 

1860 

1810 

1890 

1870 

1890 

1800 

1880 

1880 

1890 

1770 

1920 

1890 

1950 

1830 

1940 

1910 

1970 

1900 

1960 

1910 

1990 

1900 

1970 

1930 

1990 

6 

7 

8 

9 

10 

1000 

1010 

950 

1000 

980 

1260 

1320 

1300 

1500 

1370 

1340 

1360 

1290 

1390 

1470 

1510 

1450 

1480 

1490 

1360 

1580 

1530 

1530 

1570 

1400 

1620 

1590 

1600 

1610 

1460 

1680 

1630 

1660 

1660 

1670 

1750 

1680 

1710 

1710 

1670 

1680 

1600 

1650 

1680 

1560 

1710 

1680 

1680 

1710 

1710 

1680 

1720 

1630 

1700 

1760 

1740 

1730 

1690 

1700 

1740 

1780 

1830 

1710 

1730 

1770 

1860 

1860 

1750 

1790 

1840 

1820 

1850 

1780 

1800 

1830 

1850 

1850 

1820 

1820 

1810 

1890 

1890 

1810 

1850 

1850 

1880 

1880 

1850 

1830 

1790 

1900 

1890 

1840 

1850 

1820 

1890 

1950 

1850 

1870 

1940 

1930 

1970 

1850 

1860 

1880 

1940 

1920 

1890 

1920 

1890 

1970 

1980 

1910 

1920 

1920 

1970 

1990 

1940 

1920 

2020 

TABLE  II 


Record  of  Temperatures  on  Unexposed  Surface  of 
Sample  Degrees  Fahrenheit 


. 

Time 
•  Mins. 


a 


10 

f-  15 
20 
25 
'  30 


35 

40 

45 

50 

55 

60 


70 

80 

90 

100 

110 

120 

130 

140 

150 

160 

170 

180 


Transmitted  Temperatures 
Thermocouples 


13 

14 

15 

Ave. 

70 

70 

70 

70 

125 

140 

110 

125 

170 

170 

170 

170 

220 

200 

230 

217 

330 

280 

340 

317 

440 

390 

440 

423 

580 

480 

530 

530 

660 

540 

620 

607 

790 

590 

690 

690 

820 

620 

720 

720 

830 

640 

720 

730 

820 

680 

760 

753 

840 

760 

830 

810 

880 

820 

850 

850 

910 

830 

860 

867 

910 

830 

880 

873 

930 

850 

900 

893 

940 

860 

910 

'  903 

970 

890 

940 

933 

970 

900 

950 

940 

960 

890 

930 

927 

980 

900 

950 

943 

1000 

930 

970 

967 

1010 

950 

990 

983 

It  is  further  recommended  that  all  opening  protective 
assemblies  manufactured  and  labelled  under  this  approval 
i  s .  Jj  comply  with  the  Rules  of  the  Board  for  Inspection 
j  01  (Opening  Protective  Assemblies. 


(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1033-46-SM 

APPLICANT— Carl  Davey  and  John  W.  Truxall,  d/b/a 
U.  I.  Welding  Service,  owner. 

SUBJECT  D.  T.  Welding  Service,  275  Gallon  Fuel  Oil 
Storage  Tank,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

At  1  ION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Test 
THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative  :  . '  ’  “  '  *  q 

THE  RESOLUTION  (1033-46-SM) 

WhEREAS,  Carl  Davey  and  John  W.  Truxall,  d/b/a  D  T 
V\  elding  Service,  owner,  filed  on  December  19,  1946’  an 
application  with  the  Board  of  Standards  and  Appeals’  for 
approva1  ot  the  material  known  as  D.  T.  Welding  Service 
27n  Gallon  Fuel  Oil  Storage  Tank;  and 

Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

T.  _  ,  February  18,  1947 

Re:  Cal.  1033-46-SM 

Subject :  D.  T.  Welding  Service  275  Gallon  Fuel  Oil 
^  Storage  Tank,  approval  of. 

The  D.  T  Welding  Service  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
D.  F  Welding  Service  275  Gallon  Fuel  Oil  Storage 
1  ank  under  the  provisions  of  the  Oil  Burner  Rules  of 
the  Board  of  Standards  and  Appeals. 

Description 

The  tanks  are  constructed  of  No.  10  U.  S  gauge  com¬ 
mercial  grade  hot  rolled  steel.  The  heads  are  dished 
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offset.  The  tanks  have  one  lateral  welded  ^  ^1*  one 
inch  lap  The  dimensions  are  63  inches  long  4-  inches 
high  by  26  inches  wide  and  weighing  375  lbs.  ^thout 
0lug  and  legs.  The  tanks  are  provided  with  four  2 A 
diameter  holes  on  top  for  2  inch  flanged  steel  forgngs 
threaded  to  receive  pipe  connections  and  a  $4  inch  fee 
coupling  welded  into  head  at  bottom.  There  are  four 
fron  support  lugs  tapped  to  receive  the  legs.  The  tanks 
can  be  set  either  vertical  or  horizontal. 


Inspection  and  Test 

A  sample  tank  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  at  448  Sackman  Street  Brooklyn,  N.  Y. 
Present  at  the  test  were  Commissioner  Charles  M.  Blum 
and  Chief  Engineer  Leslie  V.  Huber  of  the  Committee 
on  Tests;  Carl  Davey  and  J.  Truxall  represented  the 
applicant.  The  tank  was  subjected  to  an  Mraufcc  test 
and  successfully  met  the  requirements  of  Rule  1U.J1  ot 
the  Oil  Burner  Rules.  Details  of  construction,  work¬ 
manship  and  protection  of  steel  were  found  to  comply 
with  the  Rules  of  the  Board. 


Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  that  the  D.  T.  Welding  Service  27 
Gallon  Fuel  Oil  Storage  Tank  be  approved  for  use  in 
fuel  oil  installations  in  New  York  City,  when  constructed 
in  conformity  with  the  details  of  this  report  and  draw¬ 
ings  filed  with  this  application,  but  nothing  herem  shal 
be  deemed  to  waive  any  requirements  of  the  Oil  Burner 
Rules  of  the  Board.  It  is  further  recommended  that  all 
welding  conform  to  the  Fusion  Welding  and  Gas  Cutting 
Rules  of  the  Board  and  that  the  permanent  affixed  plate 
required  by  Rule  5.3.2  of  the  Oil  Burner  Rules  in  addi¬ 
tion  to  the  wording  therein  shall  have  the  following 
wording:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  Use  in  New  York  City  under  Cal.  1033- 

^  (Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


22-47-SM 

APPLICANT— Emmett  J.  Driscoll,  for  Turner  Halsey  Co., 
Agent  (Plymouth  Fabrics,  Inc.,  owner). 

SUBJECT — Plymouth  Fire  Guard  Fabric  A,  approval  of. 

APf>EARANCES-nt;  Emme(t  j  Dr.scol)  and  Harold 

Perrine. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Test. 

THE  VOTE  TO  APPROVE— 

'  Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gurnee .  4 

Negative  . 


-  REPORT  OF  COMMITTEE  ON  TEST 

February  10,  1947. 

Re :  Cal.  22-47-SM  _  .  .  A  , 

Subject:  Plymouth  Fire  Guard  Fabric  A. 

Plymouth  Fabrics  Company,  Inc.  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  material  known  as  Plymouth  Fire  Guard  Fabric 
A,  under  the  provisions  of  Sec.  C26-191.0  and  C26-721.0.D 
of  the  Administrative  Building  Code  and  the  rules  of 
the  Board  of  Standards  for  Tests  of  Fire-Resistive, 
Flameproof  Materials,  such  as  Textiles,  Paper  and  simi¬ 
lar  Materials  and  Adhesives,  used  for  decorative  pur¬ 
poses,  and  treated  acoustical  draperies,  carpets  and  simi¬ 
lar  materials  for  use  in  places  of  public  assembly  and 
special  occupancy  structures. 


Description. 

This  material  is  a  fire  resistive,  decorative  fabric, 
constructed  of  “Fiberglas”  and  cotton.  The  cotton  con¬ 
tent  being  treated  and  completely  impregnated  with  a 
fire  resisting  solution  before  weaving.  The  chemical 
treatment  is  of  the  durable  type  of  dame  retardant  com¬ 
pound  and  is  a  composition  of  chlorinated  rubber  latex, 
ammonium  oxide  pigments  and  a  resin  binder  to  which 
proper  catalyst  has  been  added. 


Inspection  and  Test. 

Fabric  submitted  for  test  purposes  was  tested  at  the 
Better  Fabrics  Testing  Bureau,  Inc ,  New  York  in  the 
presence  of  Commissioner  Charles  M.  Blum,  Chief  Engi- 
Leslie  V.  Huber,  E.  Driscoll  of  Turner  Hake, 
Company  and  Inspector  Maher  of  the  Division  of  Fire 
Prevention  of  the  Committee  on  Tests.  These  test 
were  conducted  in  accordance  with  the  Rules  of  the 
Board.  The  following  are  the  results: 

Types  and  Identification  “Fire  Guard,  ’  Fiberglas  an< 
-  --  •  ■  ^  Treated  Cotton. 


of  Materials  Submitted 
Fabric  “A" 
Methods  of  Test: 


Note  1:  The  whip  test  wa 
done  on  only  one  sample. 
Note  2:'  The  samples  o 
Material  “A”  were  sub 
jected  to  a  temperature  o 
158  degrees  Fahrenheit  fo 
five  minutes  before  flam 
tests  were  conducted. 


Results  of  Flame  Tests. 


Fabric  A 

Flashing 

Duration 
of  Flame 

Length 

Test  1 

None 

.None 

Test  2 

None 

None 

Test  3 

None 

None 

Width 

Test  1 

None 

None 

Test  2 

None 

None 

Test  3 

None 

None 

*  Glow  confined  to  charred  area  only. 

Duration 
of  Glow 


10  second: 
12  second: 
17  second 


11  second 
10  second 
6  second 


Evaluation  of  Test  Results. 

Tests  of  the  material  show  it  to  meet  the  flame  resi: 
ance  requirements  in  respect  to  flashing,  flaming  a) 
glowing,  in  accordance  with  test  methods  outlined  by  t 
Board  of  Standards  and  Appeals,  City  of  New  York. 


THE  RESOLUTION  (22-47-SM) 

Whereas,  Emmett  J.  Driscoll,  f or  Turner  Halsey  Co 
agent  (Plymouth  Fabrics,  owner),  filed  on  January  J ^47, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  Plymouth  Fire  Guard 

^Whereas,’  the* report  of  the  Committee  on  Test  reads: 


Recommendation. 

On  the  basis  of  the  foregoing  data,  the  Commiti- 
on  Tests  recommends  the  approval  of  Plymouth  f  ■ 
Guard”  Fabric  A  under  the  provisions  of  C26-m.lH 
use  under  C26-721.0.b  of  the  Administrative  Buildi. 
Code  and  the  Rules  of  the  Board  of  Standards  a i 

Appeals  for  Tests  of  Fire-Resistive  Flameproof  Mx 

rials,  such  as  Textiles,  Paper,  Similar  Materials  * 
Adhesives  used  for  Decorative  Purposes  and  irea 
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Acoustical  Draperies,  Carpets  and  Similar  Materials  for 
use  in  places  of  Public  Assembly  and  Similar  Occupancy 
Structures  adopted  unddr  Cal.  294-40-SR,  provided  that 
f  c  1  Pac,ka&e  or  ^le  ot  these  materials  is  marked  or 
fAPProYedby  the  Board  of  Standards  and 
Appeals  tor  use  in  New  York  City  under  Cal.  22-47-SM.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Res,  bed,  that  the  Board  of  Standards  and  Appeals  does 
report  apprOVe  tbis  matena.1  in  accordance  with  the  above 


13-47-SM 

[APPLICANT — Tuttle  and  Bailey,  Inc.,  owner. 

SUBJECT—  Tuttle  and  Bailey  Inc.,  Ventilating  Register 
with  fusible  Link,  Model  No.  72  approval  of 
APPEARANCES — 

For  Applicant:  None. 

\C1  ION  OF  BOARD— Material  approved  in  accordance 
with  tne  report  ot  the  Committee  on  Test 
HE  VOTE  TO  APPROVE— 

Affirmative;  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee  . .  3 

Negative:  • . j . . .  q 

'HE  RESOLUTION  (93-47-SM) 

Tuttle  and  Hailey,  Inc.,  owner,  filed  on  Janu- 
$  l1’  19;7’  an  application  with  the  Board  of  Standards 
t  d  Appeals  for  approval  of  the  material  known  as  Tuttle 
nd  Bailey  I nc.  Ventilating  Register  with  Fusible  Link, 
lodel  No.  72;  and 

*  Whereas,  the  report  of  the  Committee  on  Test  reads: 
REPORT  OF  COMMITTEE  ON  TEST. 

Re:  Cal.  93-47-SM  Febn,ary  7'  1947' 

1  Sl,l’V  ;i  \?i‘¥yj,!sc-  Ventilating  Register  with 
I  usible  Link  Model  $72 — Approval  of. 

I  uttle  and  Bailey,  Inc.,  filed  an  application  with  the 
£°ard  of  Standards  and  Appeals  for  approval  of  the 
I  uttle  and  Ladey,  Inc.  Ventilating  Register  with  Fusible 
Link  under  the  provisions  of  C26- 178.0b  Administrative 

Dwelling  CI°aw  ^  Sectl0n  107>  para-  2-  sub-  e>  Multiple 
•  Description. 

1  he  Tuttle  and  Bailey,  Inc.  Ventilating  Register  with 
I  usible  Link  is  a  metal  box  fastened  in  wall  with  screws 
or  bo  ts  and  contains  a  series  of  multiple  louvres  which 
operate  by  hand  lever  for  projecting  through  face  of 
steel  grille.  On  the  rear  of  the  register  is  attached  a 

f  iVnnj10n  Spn£g  Wlth  fusible  link-  At  a  temperature 
ot  160  degrees  F.  the  fusible  link  melts,  releasing  the 
spring  which  snaps  shut  the  multiple  louvres  The 

SXs'of  Csd'to  C54.'°  ^  Carb0"  Wi'h  3  R°ckwe" 

Inspection  and  Test. 

aT1Lsample  of.  the  Ventilating  Register  was  inspected 
and  tested  at  the  office  of  the  Board  in  the  presence  of 
ommissmncr  Charles  M.  Blum  and  Chief  Engineer 
Leslie  V  .  Huber  of  the  Committee  on  Tests  and  Frank 
Aeunzig,  representing  the  manufacturer.  The  register 
:  was  found  to  function  as  designed. 

Recommendation. 

On  the  basis  of  this  inspection  and  test  the  Committee 
on  Jests  recommends  that  the  Tuttle  and  Bailey,  Inc. 


Ventilating  Register  with  Fusible  Link  Model  #72  of 
specifications  and  construction  as  described  herein  and 
in  sizes  in  no  event  less  than  required  by  Sect.  107,  par. 

fn  Nb'  e,vMttlr:-e  Dw,ellmg  Law,  be  approved  for  use 
Y°£-Cltyi  wherever  permitted  is  required  by 
aw  on  condition  that  the  Ventilating  Register  bear  a 
label  permanently  affixed,  reading:  “Approved  by  the 

a,r!,ntrSS!a#93-n47-S^alS  f°r  in  NeW  York 

(Sgd.)  Harris  H.  Murdock, 

'Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 

„  ,  ,  Committee  on  Test. 

hJ?*U°  Ved’  that  Board  o£  Standards  and  Appeals  does 
report  aPPr°Ve  thlS  matenal  in  accordance  with  the  above 


Adjourned:  1:40  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  25,  1947. 

Present:  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Guinee. 


257-47  GR  GENERAL  RESOLUTION 

SUBJECT-GENERAL  RESOLUTION:  re  Alternate 
Test  Method  as  to  Walls,  Columns,  Floors  and 
other  building  members  under  fire  exposure  condi- 

Art'  H— FIRE  RESISTIVE 
c-  Sub'Ar.t-  I— FIRE-RESIS¬ 
TIVE  MATERIALS — Classification  and  Use  of 
fire-resistive  materials,  Group  1  to  Group  16,  in- 
c  usive  Sec.  C26o71.0  to  C26-608.0,  inclusive 
APPEARANCES— 

b  or  Administration :  Samuel  L.  Becker,  Dep’t  of 
‘  Housing  and  Buildings.. 

AC  1  ION  Oh  BOARD — General  Resolution  adopted 
THE  VOTE  TO  ADOPT  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief,  Guinee  3 

Negative:  .  . q 

'THE  RESOLUTION  (257-47-GR) 

Whereas,  C26-609.0  provides  for  an  alternate  test  method 
tor  the  above  materials,  permitting,  such  test  to  be  conducted 
undei  the  specifications  of  A.S.T.M,  Designation  :  C19-26T  * 
and 

W  hereas,  the  Board  has  power  to  supersede  the  A.S.T.M 
specifications  by  a  later  A.S.T.M.  specification  when  adopted 
by  the  American  Society  for  Testing  Materials  under  Sec¬ 
tion  C-26-189.0,c ;  and 

Whereas  such  A.S.T.M.  specification— A.S.T.M.  Desig¬ 
nation  :  C19-26T— was  amended  and  designated  as  AS  T  M 
Designation:  09-41  in  1941  ;  '  ' 

Resolved ,  that  the  Board  does  hereby  declare  AST  M 
Designation:  C19-26T  in  Section  C26-609.0  (10.1.17)’  is 
superseded,  so  that  such  Section  will  read  as  follows : 

Group  17 

Alternative  Test  Method. 

(10.1.17).  §C  26-609.0.  Alternative  Test  Method — As 
an  alternative  method  of  testing,  the  standard  fire  test 
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specifications  of  the  A.S.T.M.  Designation  :C19-41,' may  the  ' 


boused  so  far  ^applChe  when  tests  are  made  by  a 
laboratory  of  recognized  national  reputation  exc ept  hat 
the  maximum  temperature  tolerance  permitted  shall  be 
seven  and  one-half  percent. 


maintained  wiui  unc  icucuu  ^  - 

tenant  on  the  2nd  floor,  having  an  occupancy  that  is  not 
deemed  extra-hazardous  by  the  fire  commissioner ;  that  in  all 
other  resects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

18-47- A 

APPLICANT— Samuel  W.  Rose,  for  Bricklop  Realty  Co., 
owner  (Minifilm  Camera  Exchange,  lessee). 
SUBJECT _ Appeal  from  a  decision  of  the  borough  super m- 

PREMISESeAFFECTED-1190  Avenue  of  The  Americas 
(6th  avenue),  east  side,  /0  ft.  south  of  West  4/1 
street  (4th  floor)  ;  (Block  1262,  Lot  76),  Borough 
of  Manhattan. 

ApI  EA^ANCEScant  Samud  w  Rqss  anj  George  Strowe 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  “ 

Negative:  . . 


285-43-A 


APPLICANT— Plough  Sales  Corp.,  owner.  .  B 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Appeal  from  a  deci¬ 
sion  of  the  fire  commissioner  re  Packaging  ot  in¬ 
flammable  mixture  known  as  “Multi-Dry  Cleaner 
in  2  oz.,  6  oz.  and  12  oz.  glass  bottles  (capacity  oi 
same  not  in  conformity  with  Admin.  Code  Specifica¬ 
tions)  ;  (previously  granted  on  condition).  , 

APPEARANCES— 

For  Applicant :  Vincent  Hussion. 

ACTION  OF  BOARD— Appeal  reopened  and  term  ot  van- 

THE  VOTEeTORE®PEN  AND  EXTEND  TERM  01 

VARIANCE—  .  J  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . 

Negative:  . 


THE  RESOLUTION  (18-47-A) 

Whereas,  Samuel  W.  Ross,  for  Bricklop  Rea  t>  o., 
owner  (Minifilm  Camerg  Exchange,  lessee),  hied  December 
31  1946,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  :  1190  Avenue  oi  Americ 
C6ih  avenue)  east  side,  70  ft.  south  of  West  4/th  street 
(4th  floor)  ;  (Block  1262,  Lot  76),  Borough  of  'Manhattan ; 

a” Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  17,  1947,  on  Bldg.  Notice  3224-46,  reads 

“1.  Storage  of  inflammable  film  not  permitted  in  a 

building  which  is  ....... 

(a)  nonfireproof  and  over  3  stories  m  height, 

(b)  not  equipped  with  an  approved  sprinkler  system. 

C19-1 17.0  Admin.  Co.de.” 

^ h W h erea s ,  the  applicant  states  the  building  is  4  stones  (46 
ft.)  in  height,  20  ft.  by  75  ft.  in  area  at  1st  floor,  20  ft.  by 
50  6  ft  in  area  at  typical  floor,  Class  3  construction,  located 
in  a  retail  use,  B  area  and  Class  l  U  height  district,  erecte 
prior  to  1913,  used  and  occupied  since  194o  .  Cdlar  storage 
and  boiler  room;  1st  floor,  store,  4  persons,  2nd  floor,  office 
4  persons  ■  3d  floor,  same ;  4th  floor,  office,  film  storage  and 
winding  room,  4  persons  •  that  the  building  is  equipped  with 
one  3  ft  6  in.  wide  fireproof  stairs  from  the  top  stop, 
directly  to  the  street,  with  fireproof  self-closing  doors  and  a 

scuttle  and  ladder  to  the  roof ;  and  .... 

Whereas,  the  applicant  contends  that  Building  Not  c 
3224-46  was  filed  for  the  installation  of  an  approved  type 
cabinet  for  the  storage  of  film ;  that  since  the  building  is 
stories  high  but  only  46  feet  in  height  and  since  there  are 
fireproof  stairs  and  the  cabinet  for  film  storage  will  be  pro¬ 
vided  with  a  sprinkler  head  and  since  thestorageofa  small 
quantity  of  film  on  premises  is  necessary  for  the  business  ot 
the  camera  and  film  store  on  the  1st  floor ;  it  is  requested  he 
application  be  granted,  to  erect  the  approved  type  cabinet  for 

storage  of  film  on  the  4th  floor.  .  , 

Resolved,  that  the  decision  of  the  borough  superintendent, 
actimr  on  B  N  3224-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  amount  of  film  to  be  stored  within  the 
proposed  and  approved  cabinet  on  the  fourth  floor  ^  s^°Wg 
on  plan  filed  with  this  appeal  marked  Received  January  8 
1947”  'shall  not  exceed  50  lbs.;  that  a  sprinkler  head  sha 
be  installed  within  the  cabinet  as  required  for  an  approved 
cabinet  and  such  sprinkler  head  may  be  fed  from  the  house 
water  supply ;  that  this  variance  shall  continue  only  so  long 
as  Se  buildffig  is  not  increased  in  height  or  area  and  is 


THE  RESOLUTION  (285-43-A) 

Whereas,  Plough,  Inc.,  owner,  filed  on  June  10  194. 
an  appeal  from  a  decision  of  the  fire  commissioner  relatin 
to  the  packaging  of  Mufti  Dry  Cleaner  in  glass  bottles;  an 
Whereas,  the  decision  of  the  fire  commissioner  date 

May  28,  1943,  reads  :  .  . 

“In  reply  to  your  communication  oi  May  zotn, 
please  be  advised  that  your  request  to  package  inflan 
mable  mixture  known  as  ‘Mufti  l  leaner  in  glass  coi 
tainers  is  hereby  denied  for  the  reason  that  the  Mut 
Cleaner  is  an  inflammable  mixture  having  a  flashpoii 
below  32  deg.  F.  and  Section  Cl 9-58.0  of  Chapter  19  < 
the  Administrative  Code  of  the  City  of  New  Yoij 
requires  mixtures  having  a  flashpoint  below  80  deg. 
to  be  put  up  in  airtight  screwtop  cans  or  other  a 
proved  containers  containing  no  more  than  1-  ounce 
and  bearing  the  proper  caution  requirement  and  a  I 
the  words,  ‘For  Domestic  and  Household  Use  oolely 
a  Cleaning  Fluid.”1 

^Whereas,  the  applicant  contends  that  it  is  proposed 
package  Mufti  dry  cleaner  in  glass  bottles  of  the  Bost 
round  type  in  2,  6  and  12  oz.  sizes,  as  manufactured  by  t 
Owens-Illinois  Glass  Company  and  as  indicated  on  drawin. 
Nos  A7230,  A7232  and  A7227,  filed  with  this  appeal  a 
marked  “Received  August  16,  1943”;  that  each  bottle  will  : 
equipped  with  a  metal  screw  cap  and  space  left  for  c 
pansion;  that  bottles  will  be  pacl^d  in  200-lb.  test  c< 
rugated  containers  with  separators  between  bottles,  in  acco 
ance  with  the  requirements  of  the  Interstate  Comme 
Commission;  that  it  is  impossible  to  obtain  screw  cap  (j 
for  packaging  this  material  and  it  is  therefore  necessary 
resort  to  glass  containers  for  the  duration  and  tor 

months  thereafter  ;  and  , 

Whereas,  the  applicant  has  filed  a  copy  of  laborat 
report  indicating  that  the  flashpoint  of  Mufti  Dry  Clea 

is  below  32  deg.  F. ;  and  .  ,  t~  r 

Whereas,  the  product  is  now  permitted  by  the  hire 
missioner  to  be  stored  and  sold  in  metal  containers  un; 

Certificate  643 ;  and  ,  g. 

Whereas,  this  appeal  was  granted  by  the  Board  on  . 
tember  28,  1943,  on  certain  conditions,  for  a  term  of  six 

months ;  and  .  ,  ,  f  . 

Whereas,  the  term  of  the  variance  was  extended  fi 

time  to  time,  the  last  such  extension  having  been  grantee 

February  20,  1945  ;  and  , 

Whereas,  the  applicant  requested  a  further  extension 

the  term  of  variance.  .  Molc  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  <• 
hereby  amend  the  resolution  adopted  on  September  28,  i 
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!  amended  February  20,  1945,  so  that  as  amended,  the  reso- 

tion  will  read : 

I  Resolved,  that  the  decision  ol  the  fire  commissioner 
!  dated  May  28,  1943,  be  and  it  hereby  is  modified  and 
that  the  apjieal  be  and  it  hereby  is  granted  on  condition 
to  permit  the  product  to  be  stored  and  sold  in  glass 
bottles  of  the  type  described,  in  2,  6  and  12  oz.  sizes; 
that  such  bottles  shall  be  labeled  in  accordance  with 
-the  requirements  of  the  Administrative  Code  and  to  the 
satisfaction  of  the  fire ' commissioner ;  that  this  permit 
shall  be  for  a  term  of  two  (2)  months  from  the  date  of 
•  this  amended  resolution,  pending  the  filing  of  an  applica¬ 
tion  by  the- Owens-Illinois  Glass  Company  for  test  of 
;  the  bottles;  that  each  bottle  shall  be  marketed  in  a 
'  separate  carton  and  when  shipped  separate  cartons 
shall  be  packed  in  a  shipping  carton.” 


5-44-A 

JPL1CANT — Samuel  Cohen,  for  China  Institute  in 
America,  owner. 

ffiJECT  Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

'EMISES  AFFECTED — 125  East  65th  street,  north  side, 
130  ft.  west  of  Lexington  avenue  (Block  1400,  Lot 
11),  Borough  of  Manhattan. 
fPEARANCES — 

For  Applicant:  Samuel  Cohen. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
I  Housing  and  Buildings. 

•TION  OF  BOARD — Appeal  reopened  and  resolution 
amended.  * 

[E  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 
1  ION — 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 

E  RESOLUTION  (239-44-A) 

Vhereas,  this  appeal  from  a  decision  of  the  borough 
erintendent,  affecting  premises  125  East  65th  street,  north 
',  130  ft.  west  of  Lexington  avenue  (Block  1400,  Lot  11), 
ough  of  Manhattan,  was  granted  by  the  Board,  on  May 
944,  on  certain  conditions ;  and 

vhereas,  the  applicant  requested  an  amendment  of  the 

>lution. 

esolved,  that  the  Board  of  Standards  and  Appeals  does 
Irby  amend  the  resolution  adopted  on  May  9,  1944,  by 
ing  thereto : 

*  *  *  that  in  the  event  the  owner  desires  to 

occupy  the  two  rear  rooms  on  the  fourth  floor  for  office 
purposes  as  permitted  on  the  lower  floors,  that  such 
use  may  be  permitted,  provided  the  occupancy  is  not 
more  than  8  persons,  and  that  the  balance  of  the  fourth 
floor  shall  be  occupied  as  herein  permitted  and  in  all 
other  respects,  the  requirements  of  the  resolution  shall 
l  be  complied  with.” 


46-A 

PLICANT. — Walter  D.  Binger,  for  15  East  91st  Street 
Corp.,  owner. 

jJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

iMISES  AFFECTED — 15  East  91st  street,  north  side, 
55  ft.  west  of  Madison  avenue  (Block  1503,  Lot 
14),  Borough  of  Manhattan. 
dEARANCES— 

For  Applicant:  Edward  Frailer  and  Benjamin  R. 
Janoff. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


At  1ION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

theyote  to  reopen  and  amend  RESOLU- 

1  ION — 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  ^ 

THE  RESOLUTION  (506-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  15  East  91st  street,  north 
side,  5o  ft.  west  of  Madison  avenue  (Block  1*503,  Lot  14), 
Borough  of  Manhattan,  was  granted  by  the  Board,  on  July 
16,  1946,  on  certain  conditions;  and 

\\  hereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1946,  so 
that  as^  amended,  the  resolution  will  read: 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  amendment  to  N.B.  Applic.  278-45,  Objec¬ 
tions  A14  and  A15,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  Celotex  shall  be  laid  in  mastic  on  the  concrete 
arch  and  the  wood  floor  laid  upon  the  Celotex  in  mastic, 
all  as  indicated  on  drawing  filed  with  this  appeal  marked 
received  July  1,  1946,  as  revised;  that  the  Celotex  shall 
make  a  close  fit  a-gainst  all  walls  and  shall  be  continuous ; 
that  such  Celotex  shall  be  flameproofed  as  approved  by 
the  Board  under  Cal.  No.  258-40-SM ;  that  such  mastic 
as  is  used  shall  have  a  high  melting  point  so  as  not  to 
be  affected  by  the  proposed  under-floor  heating  system. 

Resolved  further,  that  in  the  event  the  Celotex  herein¬ 
before  permitted  to  be  used,  cannot  be  obtained  and  the 
owner  desires  to  substitute  J.  M.  Insulating  Boards  as 
approved  for  certain  uses  under  Cal.  No.  1207-40-SM, 
and  of  a  thickness  of  one-half  inch,  that  such  substitu¬ 
tion  may  be  made  on  condition  that  in  all  other  respects, 
the  requirements  of  this  resolution  shall  be  complied 
with.” 


798-46-A 

APPLICANT — Margoon  &  Salo,  for  Finland  Home  Corp., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment— re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  (previously  granted  on  con¬ 
dition). 

PREMISES  AFFECTED — 39-41  East  50th  street,  north 
side,  250  ft.  east  of  Madison  avenue  (Block  1286, 
Lots  31  and  131),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Maurice  W.  Salo. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  : . .  o 


152-47-A 

APPLICANT — New  York  Cotton  Exchange,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 60-64  Beaver  street,  2-6  Wil¬ 
liam  street,  southwest  corner  and  107  Pearl  street 
(19th  floor)  ;  (Block  28,  Lot  1),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  John  S.  V.  Kilmartin. 

For  Administration :  Peter  Maher,  Fire  Dept. 

ACTION  OF'  BOARD — Laid  over  to  April  29,  1947  at  2 
P.  M.  at  request  of  applicant’s  representative. 
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165-47-A 

APPLICANT— Rand  Stores,  Inc,  and  Bartley,  Realty  Cor¬ 
poration.  Owner  of  premises:  Geto  Realties  Corp., 
(Owner  listed  by  City  Collector,  Eve  Brecher)  ; 
(Staaten  Cleaners,  lessees). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  „  . 

PREMISES  AFFECTED — 4822  Fort  Hamilton  parkway, 
west  side,  20  ft.  6  in.  north  of  49th  street  (Block 
5632,  Lot  27),  Borough  of  Brooklyn. 

APPEARANCES—  .  „  ^  „  ,  T  T  •  i 

For  Applicant:  William  G.  Pullen  and  J.  Lincoln 

Morris.  „  ,  ,  .  ,, 

For  Opposition :  Stanley  Goldstein,  Murray 

Brechcr,  Isadore  Paul  and  Jack  Haskett.  ( 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  (  0 

ACTION  OF  BOARD — Laid  over  to  April  15,  1947,  at  Z 
P.  M.  for  further  consideration. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  01 

VARIANCE—  , 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . 

Negative:  . 


189-47-A 

APPLICANT — Alfred  E.  Camardella,  for  Joseph  Camar- 
della,  owner  (Anthony  Piano,  lessee).  _ 

SUBJECT — Appeal  from  an  order  and  a  decision  ot  the  hre 

commissioner.  .  .  ., 

PREMISES  AFFECTED — 148  26th  street  (rear)  south¬ 
east  corner  of  3rd  avenue  (Block  657,  Lot  14),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES—  ,  ^  _  ... 

For  Applicant :  Alfred  E.  Camardella. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep  t. 
ACTION  OF  BOARD— Laid  over  to  April  15,  1947  at  2 
P.  M.  for  an  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


THE  RESOLUTION  (330-36-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zonin 
resolution,  permitting  in  a  business  use  district,  for  a  ten 
of  two  years,  the  parking  and  storage  of  more  than  fi\ 
motor  vehicles,  affecting  premises  141-147  East  48th  stree 
north  side,  110  ft.  east  of  Lexington  avenue  (Block  130. 
Lots  24,  25,  26  and  27),  Borough  of  Manhattan,  was  grant* 
by  the  Board  on  January  12,  1937,  on  certain  conditions;  ar. 

Whereas,  the  term  of  variance  was  extended  from  tin 
to  time,  the  last  such  extension  having  been  granted  t 
the  Board  on  March  27,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  < 

the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  amend  the  resolution  adopted  on  January  1-,  1J37, 
amended  through  March  27,  1945,  only  so  far  as  it  h; 
reference  to  the  term  of  the  variance,  so  that  as  amende 
•this  portion  of  the  resolution  shall  read. 

“ Granted  under  section  7h  for  a  term  ot  two  (. 
years  from  the  date  of  this  amended  resolution,  to  p€ 
mit  the  premises  to  be  occupied  for  parking  and  stc 
age  of  more  than  five  motor  vehicles,  on  condttt 
*  *  *  and  that  other  than  as  herein  am  ended,  t 

conditions  of  the  resolution  of  January  12,  1  ^37, 
amended  thru  March  27,  1945,  shall  be  complied  wi. 
and  that  a  new  certificate  of  occupancy  shall  be  o 
tained.” 


234-47-A 


APPLICANT — Harry  M.  Prince,  for  Hilton  Hotels  Corp., 
owner  (Plaza  Hotel).  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . ,  r 

PREMISES  AFFECTED— 768  5th  avenue,  west  side  from 
West  58th  street  to  West  59th  street  (Central  Park 
South)  5-19  West  58th  street  and  2-20  West  59th 
street  (Block  1274,  Lot  25),  Borough  of  Manhattan. 

APPEARANCES—  ,  T  .  „ 

For  Applicant:  Harry  M.  Prince  and  John  H. 

Sherry. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  22,  1947  at  2 
P.  M.  for  further  consideration. 


ZONING  APPLICATIONS. 

330-36-BZ 

APPLICANT — Samuel  Rosenblum,  for  Shelton  Holding 
Corp.,  owner.  .  .  , 

SUBTECT _ Application  for  consideration— reopening  .  and 

extension  of  term  of  variance — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  for  a  term  of  two  years,  permitting  in  a  busi¬ 
ness’  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 141-147  East  48th  street  north 
side  110  ft.  east  of  Lexington  avenue  (Block  13U3, 
Lots  24,  25,  26  and  27),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum.  , 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  ot 
variance  extended. 


1199-38-BZ 

APPLICANT— Edward  Malloy,  for  Emma  Mattern, 
General  Guardian  of  Gertrude  Mattern,  owner. 

SUBJECT— Application  for  consideration— reopening  i 
extension  of  term  of  variance — Application  (de 
sion  of  the  borough  superintendent)  previou 
granted  on  condition,  under  section  7h  of  the  zon 
resolution,  permitting  in  a  residence  use  district, 
a  term  of  two  years,  the  parking  and  storage 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 341-343  West  53d  street^ no; 
side  275  ft.  east  of  Ninth  avenue  (Block  1044,  h 
11  and  12),  Borough  of  Manhattan. 

APPEARANCES- 

For  Applicant:  Joseph  1.  Sullivan. 

For  Administration:  Samuel  L.  Becker,  Uept 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term 

THE  VOT EnTOeREOPEN  AND  EXTEND  TERM 

UAffirmadve:  Chairman  Murdock,  Commission* 

Blum  and  Deputy  Chief  Gurnee  . 

Negative:  . 


THE  RESOLUTION  (1199-38-BZ) 

Whereas,  this  application,  permitting  in  a  residence 
district,  for  a  term  of  two  years,  the  parking  and  sto 
of  more  than  five  motor  vehicles,  affecting  premises  34 
West  53rd  street,  north  side,  27b  ft.  e*st,°^,^,11”t.t 
(Block  1044,  Lots  11  and  12),  Borough  of  Manhattan 
granted  by  the  Board  on  May  9,  1939,  on  certain  cond.tu 

^Whereas,  the  resolution  was  amended  and  the  tern 
variance  extended  on  April  15,  1941,  March  9,  1943 

Wh  ere  A  s!  ^th  e  applicant  requested  a  further  extensioi 

the  term  of  the  variance.  ,  .  « 

Resolved,  that  the  Board  of  Standards  and  Appeals  j 
hereby  amend  the  resolution  adopted  on  May  9  P » 
•amended  through  March  13,  1945,  only  so  far  as  it  has  re 
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ce  to  the  term  of  the  variance,  so  that  as  amended,  that 
rtion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
j ears  from  the  date  of  this  amended  resolution,  to  per- 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition-  *  *  *  and  that  other  than  as 
I  cin  amended,  the  conditions  of  the  resolution  adopted 
May  9,  1939  shall  be  complied  with,  and  that  a  certificate 
ot  occupancy  shall  be  obtained.” 


-39-BZ 


’PLICANT — Edward  Malloy,  for  Townsend  L.  Connor, 
l£ur^  investing  Co.  and  Gertrude  Ederle,  owners.’ 

IJJJEC1  Application  for  consideration — reopening  and 
extension  of  term  of  variance— Application  '"(deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

EMISES  Ah  FECTED — 331-339  West  53d  street,  north 
side,  390  ft.  west  of  Eighth  avenue  (Block  1044, 

.nT- a  l'7’  illusive),  Borough  of  Manhattan. 

PEARANCES — 


For  Applicant:  Joseph  T.  Sullivan. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
[  Housing  and  Buildings. 

1TION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


"variance  reopen  AND  extend  term  OF 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . .  q- 


E  RESOLUTION  (31-39-BZ) 

Whereas,  this  application,  permitting  in  a  residence  use 
irict,  tor  a  term  of  two  years,  the  parking  and  storage 
more  than  five  motor  vehicles,  affecting  premises  331- 
f  West  53rd  street,  north  side,  390  ft.  west  of  Eighth 
nue  (Block  1044,  Lots  13  to  17,  inclusive),  Borough 
Manhattan,  was  granted  by  the  Board  on  April  4,  1939, 
icertain  conditions;  and 

/hereas,  the  resolution  was  amended  and  the  term  of 
ance  extended  on  April  15,  1941  and  the  term  of  variance 
further  extended  on  March  9,  1943,  and  March  13, 

>;  and 

■/hereas,  the  applicant  requested  a  further  extension  of 
i  term  of  variance. 

e solved,  that  the  Board  of  Standards  and  Appeals  does 
-by  amend  the  resolution  adopted  April  4,  1939,  only  so 
as  it  has  reference  to  the  term  of  the  variance,  so  that 
amended,  this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  condition  *  *  *  and  that  other  than  as 
herein  amended,  the  condition  of  the  resolution  of 
April  4,  1939,  shall  be  complied  with,  and  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained.” 


140-BZ 

t-'TICANT — Lama  and  Proskauer,  for  Dominick  Sal- 

.  zone,  owner. 

pJECT — Application  for  consideration-^reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  utider  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

EMISES  AFFECTED — 125-127  Carroll  street,  north 
side,  129  ft.  west  of  Henry  street  (Block  349,  Lot 
32),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

™  wyT?TTA^T?P  REOPEN  AND  EXTEND  TERM  OF 

V  AM  AJ\  LL — 

Affii  rnalive .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  . .  ’  q 

THE  RESOLUTION  (309-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
l  esolution,.  permitting  in  a  residence  use  district  for  a  term 
ot  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  125-127  Carroll  street 
??fthDSKe’  }29rft-  west  of  Henry  street  (Block  349,  Lot 
3_),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
tebruary  11,  1941,  on  certain  conditions;  and 

■.  HER,E^  r’  the  term  of  variance  was  extended  on  April  13 
1943  and  March  6,  1945,  and  the  applicant  requested  a  fur¬ 
ther  extension  of  the  term  of  variance. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  11  1941, 
as  amended  through  March  6,  1945,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  as  amended,  this 
portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  known  as  Lot  32  with  a  frontage  of 
50  ft.  to  be  occupied  for  the  parking  and  storage  of 
more  than  5  motor  vehicles,  on  condition  *  *  *  and 
that  other  than  as  herein  amended,  the  conditions  of 
the  resolution  of  February  11,  1941  shall  be  complied 
with  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained.” 


342-40-BZ 


APPLICANT— Raymond  Irrera,  for  Selvin  Realty  Co.  and 
Mol)ie  Sprecher,  owners. 

SL  EJECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  "(deci¬ 
sion  of  the  acting  borough  superintendent)  pre¬ 
viously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  partly  in  residence 
and  partly  in  business  use  districts,  the  parking  and 
storage  of  more  than  five  motor  vehicles  for  a 
term  of  two  years. 

PREMISES  AFFECTED — 42-02  31st  avenue,  31-15  42nd 
street,  southeast  corner  and  east  side  of  42nd 
street,  97.5  ft.  south  of  3lst  avenue  (Block  692,  Lots 
36,  37,  40  and  part  of  51),  Astoria,  Borough  of 
Queens.  •  . 

APPEARANCES— 


For  Applicant:  Raymond  Irrera. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  • .  q 


THE  RESOLUTION  (342-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles,  affect¬ 
ing  premises  42-02  31st  avenue,  31-15  42nd  street,  southeast 
corner  and  east  side  of  42nd  street,  97.5  ft.  south  of  31st 
avenue  (Block  692,  Lots  36,  37,  40  and  part  of  51 X,  Astoria, 
Borough  of  Queens,  was  granted  by  the  Board  on  February 
9,  1943,  on  certain  conditions;  and 


367 


MINUTES 


Whereas,  on  February  29,  1944,  time  was  extended  to 
obtain  permits  and  complete  the  work;  and 

Whereas,  the  resolution  was  amended  on  March  28,  1V++ ; 

Whereas,  the  term  of  variance  was  extended  on  Febru¬ 
ary  20,  1945;  and  ,  ,  ,  ,  :  f 

Whereas,  the  applicant  requested  a  further  extension  ot 

the  term  of  the  variance. 

Resolved,  that  the  Board*  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  9,  1948, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  as  amended,  this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7 h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  and  that  other  than  as 

herein  amended,  the  conditions  of  the  resolution  of  reb- 
ruary  9,  1943,  shall  be  complied  with  and  that  a  certm- 
cate  of  occupancy  shall  be  obtained  (Misc.  Applic.  d08o- 
42).” 


1213-40-BZ 

APPLICANT— Frank  S.  Parker  &  Associates,  for  605 
West  51st  Street  Corp.,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7g  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  district, 
the  erection  of  a  two-story  garage  and  repair  shop 
(within  200  ft.  of  a  public  park)  for  more  than  five 
motor  vehicles  for  a  term  of  twenty  years. 
PREMISES  AFFECTED— 727-731  11th  avenue  west  side, 
50  ft  254  in.  south  of  West  52nd  street  (Block  1099, 
Lots  32,  33  and  34),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  S.  G.  Feldman.  ,  ' 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  reopened  and  time  ex- 

THE  VOTE' TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  ^ 

THE  RESOLUTION  (1213-40-BZ) 

Whereas,  this  application  under  section  7 g  of  the  zoning 
resolution,  to  permit  in  an  unrestricted  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a 
o-arage  for  more  than  five  motor  vehicles  and  also,  as  a 
motor  vehicle  repair  shop »  the  plot  in  question  being  located 
within  200  ft.  of  a  public  park,  affecting  premises  727-731 
Eleventh  avenue,  west  side,  50  ft:  2j4  in.  south  of  West 
52nd  street  (Block  1099,  Lots  32,  33  and  34),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  April  2,  1946,  on 

certain  conditions ;  and  . 

Whereas,  the  applicant  requested  an  extension  of  time  in 
which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  2,  1946,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

■  “Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  Variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7g  thereof  for  a  term  of  twenty  years,  to  permit  the 
erection  of  the  building  as  proposed  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and  under  section  7i 
as  a  motor  vehicle  repair  shop,  to  be  used  as  proposed  in 
connection  with  the  adjoining  garage  occupied  by  the 
Gottfried  Baking  Company  and  as  indicated  on  plans 
filed  with  this  application  marked  “Received  October  18, 
1945,”  three  sheets,  on  condition  that  the  building  shall 


not  exceed  two  stories  in  height ;  that  in  all  other  n 

spects  the  building  and  occupancy  shall  comply  with  a 
laws,  rules  and  regulations  applicable  thereto ;  that  i 
view  of  statement  by  applicant  that  plans  have  been  file 
with  and  approved  by  the  borough  superintendent,  a 
permits  shall  be  obtained  and  all  work  completed  withi 
one  year  from  the  date  of  this  amended  resolution.” 


811-45-BZ 

APPLICANT— Nathan  Messinger,  for  Public  Servii 
Hosiery  Stores,  Inc.,  lessee;  Annie  Applebaui 
owner. 

SUBJECT— Application  for  consideration— reopening  ai 
extension  of  time  to  complete — Application  (dec 
sion  of  the  borough  superintendent)  previous 
granted  on  condition  under  section  21  of  the  zonii 
resolution  permitting  in  a  business  and  business 
use,  C  area  district,  the  extension  of  existing  buil 
ing  to  occupy  more  of  lot  at  curb  level  than  is  pe 
mitted. 

PREMISES  AFFECTED— 172  Richmond  avenue,  we 
side,  55  ft.  north  of  Harrison  street  (Block  10/ 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Nathan  Messinger.  JB 

For  Administration:  Samuel  L.  Becker,  Dep’t 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  tii 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . 

Negative :  . 


THE  RESOLUTION  (811-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoni 
resolution,  to  permit  in  business  and  business  1  use,  C  ar 
districts,  the  extension  of  an  existing  building  to  occi 
more  of  lot  at  curb  level  than  is  permitted;  premises: 
Richmond  avenue,  west  side,  55  feet  north  of  Harrison  str 
(Block  1077,  Lot  51),  Port  Richmond,  Borough  of  Richmo 
was  granted  by  the  Board  on  May  7,  1946,  on  certain  0 

ditions ;  and  .  . 

Whereas,  the  applicant  requested  an  extension  of  tune 
which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d 
•hereby  amend  the  resolution  adopted  May  7,  1946,  only 
far  as  it  has  reference  to  obtaining  permits  and  complet 
of  work,  so  that  as  amended,  this  portion  of  the  resolut 
shall  read  * 

“*  *  *  that  all  permits  required  shall  be  obtai 

and  all  work  completed  within  one  year  from,  the  < 
of  this  amended  resolution.” 


1-27-BZ 

APPLICANT— Lama  and  Proskauer,  for  Intershire  Inv 
ors,  Inc.,  owners. 

SUBJECT— Application  for  consideration— reopening 
extension  of  term  of  variance— Application  (a 
sion  of  the  commissioner  of  buildings)  previo 
granted  on  condition  under  section  21  of  the  zoi 
resolution,  permitting  in  a  business  use  district, 
alteration  and  temporary  use  of  a  gasoline  ser 
station  for  a  term  of  ten  years. 

PREMISES  AFFECTED— 1124  Gun  Hill  road  south  j 
from  Yates  avenue  to  Boston  road  (Block  1 
Lot  36),  Bor.ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep 
Housing  and  Buildings.  ,  | 

ACTION  OF  BOARD — Application  reopened  and  set 
hearing  on  April  22,  1947  at  10  A.  M. 
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MINUTES 


E  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 


ou  rued  :  4 :00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 

-  . 

*  CORRECTION 

he  minutes  of  the  meeting  of  the  Board  of  Standards 
Appeals  held  on  March  4,  1947,  as  they  appeared  in 

letin  No.  10,  No.  32,  are  hereby  corrected  to  read  as 

jws : 

144-A 

PLICANT— Eugene  Schoen  and  Sons,  for  600  Fourth 
Avenue  Corp.,  owner  (Marine  Electric  Corp., 
lessee). 

1JECT — Application  reopened  February  18,  1947 — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  >  (previously  granted  on  condition). 

•A1ISES  AFFECTED — 1 71  -1 7th  street,  north  side,  140 
ft.  west  of  4th  avenue  (Block  627,  Lot  47  and  part 
of  Lot  38),  Borough  of  Brooklyn. 

PEARANCES — 

For  Applicant :  Harry  Schoen. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ION  OF  BOARD. — Resolution  amended. 

|£  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


t  RESOLUTION  (106-44-A) 

[hereas,  this  appeal  from  a  decision  of  the  borough 
Irintendent,  affecting  premises  602-608  4th  avenue,  north- 
t  corner  of  17th  street  (Block  627,  Lots  38,  39,  40,  41, 
4,  43  and  46),  Borough  of  Brooklyn,  was  granted  by 
Board  on  hebruary  23,  1944,  on  certain  conditions;  and 
rHEREAS,  the  applicant  requested  reopening  of  this  appli- 
!n  and  consideration  of  a  new  proposal,  and  a  new  de¬ 


cision  of  the  borough  superintendent,  affecting  premises 
'  street,  north  side,  140  ft.  west  of  7th  avenue  (Block 
6^7  Lot  47  and  part  of  Lot  38),  Borough  of  Brooklyn;  and 
Whereas,  this  appeal  was  reopened  February  18,  1947 
subject  to  the  usual  procedure;  and 

i  ^  hereas,  the  decision  of  the  borough  superintendent 
dated  December  30,  1946  on  Alt.  Applic.  5230-46  reads : 

1.  Resubmit  to  B.  S.  A.’s  all  changes  to  existing 
structure  for  their  consideration.  See  B.S.A.  Appl. 
#  106-44-A.” 

and 

Whereas,  the  applicant  states  that  it  is  proposed  to  in¬ 
crease  the  area  of  the  structure  to  include  lots  38,  39,  40,  41, 
43,  44,  45,  46  and  47 ;  that  the  building  will  comprise  16,000 
sq.  1 1. ,  100  ft.  2l/g  in.  by  159  ft.  8  in.  in  size  fronting  on  three 
streets;  that  the  proposed  construction  will  be  class  1 
throughout;  that  the  structure  will  cover  100%  of  the  plot; 
that  the  portion  of  the  building  consisting  of  two  stories' 
will  represent  26%  of  the  gross  plot  area;  and 

W  hereas,  the  applicant  contends  that  the  proposed  new 
structure-  is  intended  for  use  for  storage  and  manufacture 
of  electrical  parts  and  for  offices  in  conjunction  with  the 
•business;  that  in  view  of  the  fact  that  the  proposed  con¬ 
st  luction  will  be  class  1  throughout,  that  the  entire  building 
will  be  under  a  single  ownership,  it  is  requested  that  the 
Board  amend  the  resolution  adopted  February  23,  1944  so  as 
to  eliminate  the  condition  that  there  be  no  increase  in -height 
or  area  of  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  23,  1944,  In- 
adding  thereto : 

*  *  that  jn  event  the  owner  desires  to  extend 

the  building  as  herein  proposed  and  passed  upon  by 
the  Building  Superintendent,  under  Alt.  Applic.  5230-46, 
objection  1,  such  extension  in  area  and  height  may  be 
permitted,  covering  the  open  yard,  on  condition  that  in 
all  other  respects  the  resolution  adopted  by  the  Board 
February  23,  1944,  as  to.  exits,  shall  be  complied  with 
and  the  exit  to  the  south  along  17th  street  shall  be  main¬ 
tained  as  shown  on  plans  filed  with  this  application 
marked  ‘Received  January  29,  1947’,  ( 1  sheet )  ;  that 
no  cellar  shall  be  constructed  under  the  proposed  one- 
story  addition.” 


*  Correction — Reference  to  the  plans  filed  with  this  appli¬ 
cation,  changed  from  “(2  sheets)”  to  “( 1  sheet)”  in  line  48 
of  the  resolution. 


NOTICE 


THE  BUILDING  LAWS 
[New  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY 
TJMES,  consisting  of  matters  affecting  or  relating  to  t 
'ructures  and  buildings  in  the  City  of  New  York;  includin 
i  CODE.  ELEVATOR  RULES.  THE  NEW  YORK 
A  CITY  OF  NEW  YORK  ;  the  MULTIPLE  DWELL 
1  and  building  and  construction  rules  and  regulations  adop 

These  volumes  are  now  ON  SALE  at  the  office  of  the  S 
LDING,  MANHATTAN.  NEW  YORK  7,  N.  Y.  Th 
),  single  volumes  each  containing  certain  parts  of  the  abo 

Checks  for  $3  or  more  must  be  certified. 


OF  NEW  YORK  ARE  published  in  FOUR  SEPARATE 
ie  construction,  maintenance,  alteration,  demolition  or  removal 
g  excerpts  from  the  STATE  LABOR  LAW,  the  PLUMB- 
CITY  CHARTER,  the  complete  BUILDING  CODE  OF 
ING  LAW,  the  STATE  PLASTERING  LAW,  various  local 
fed  by  various  City  and  State  agencies. 

upervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
e  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15  by 
ve  deser  bed  laws,  $1.50  (by  mail  $1.60). 


ELECTRICAL  CODE  ON  SALE 

inn'eSf  °J  '  rmE1DCtnCal  !?r£Ie  °Lt!ie  °f  J?ew.  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribution 
ion  of  the  City  Record  Office,  Room  2213,  Mumrpal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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CASES  FILED  AND  PENDING  1946 


Filed  1946 

A 

BZ 

s 

SA 

JANUARY  . 

29 

25 

0 

3 

Restored  . 

1 

11 

0 

0 

FEBRUARY  .... 

41 

25 

0 

2 

Restored  . 

2 

12 

0 

1 

MARCH  . 

43 

18 

0 

5 

Restored  . 

4 

13 

0 

0 

APRIL  . 

41 

27 

0 

5  i 

Restored  . 

7 

14 

•  0 

2 

MAY  . 

42 

34 

0 

3 

Restored  . . 

4 

15 

0 

0 

JUNE  . . 

40 

36 

0 

18 

Restored  . . 

5 

7 

0 

0 

JULY  . 

34 

29 

0 

3 

Restored  . 

4 

16 

0 

0 

AUGUST  . 

17 

20 

0 

2‘ 

Restored  . 

0 

0 

0 

0 

SEPTEMBER  .. 

29 

47 

0 

3 

Restored  . 

4 

8 

0 

9 

OCTOBER  . 

39 

51 

0 

11 

Restored  . 

3 

22 

1 

1 

NOVEMBER  ... 

33 

49 

0 

3 

Restored  . 

5 

5 

0 

2 

DECEMBER  . . . 

53 

73 

0 

20 

Restored  . 

2 

11 

2 

2 

SM 

SR 

M’L 

T’L 

GR.  T’L 

11 

0 

79 

147 

.  • 

8 

0 

0 

20 

167 

18 

0 

103 

189 

.  . 

2 

0 

0  ‘ 

17 

206 

5 

0 

82 

153 

.  . 

2 

0 

0 

19 

172 

15 

0 

122 

210 

.  . 

0 

0 

0 

23 

233 

9 

0  • 

115 

203. 

.  . 

3 

0 

0 

22 

225 

9 

0 

84 

187 

• 

1 

0 

0 

13 

200 

8 

0 

110 

184 

•  •  „ 

3 

0 

0 

23 

207 

5 

0 

0 

44 

.  . 

0 

0 

0 

0 

44 

14 

0 

96 

189  * 

.  . 

2 

0 

0 

23 

212 

21 

0 

146 

268 

.  .  ■ 

3 

0 

0 

30 

298 

9 

0 

9 

4 


0 

0 

0 

0 


73 

0 


bb 

0 


167 

12 

210 

21 


179' 


231 


TOTAL  . 

482  ’• 

568 

3- 

95 

161 

0 

1065 

2374 

2374 

PENDING 

Dec.  31,  1945... 

96 

137 

2 

160 

• 

330 

4 

0 

729 

729 

GRAND  TOTAL 

578. 

705 

5 

255 

‘491 

4 

1065 

3103 

3103 

DISPOSITION 

1946 

JANUARY  . 

39 

25 

0 

3 

4 

0 

•  79 

150  • 

FEBRUARY  .... 

29 

29 

0 

5 

9 

0 

103 

175 

. .  . 

MARCH  . 

33 

29 

0 

4 

12 

0 

82 

160 

485 

APRIL  . 

38 

28 

0 

8 

11 

0 

122  . 

,  207 

MAY  . 

48 

31 

0 

2 

9 

0 

115 

205 

JUNE  . 

43 

42 

0 

3 

9 

0 

84 

181 

593 

JULY  . 

92 

67 

0 

6 

14 

0 

110 

289 

*  * 

AUGUST  ...*... 

0 

0  ^ 

0 

0 

0 

0 

0 

0 

435 

SEPTEMBER  .. 

21 

27 

0 

0 

2 

0 

96 

146 

OCTOBER  . 

43 

40 

1 

0 

7 

0 

146 

237 

NOVEMBER  ... 

39 

51 

0 

3 

7 

0 

73 

173 

578 

DECEMBER  . . . 

26 

57 

0 

2 

28 

0 

55 

168 

TOTAL  ..".... 

451 

426 

1 

36  , 

112 

0 

1065 

2091 

2091 

PENDING 

Dec.  31,  1946... 

127 

279 

4 

219 

379 

4 

0 

1012 

1012 

Code:  A— Appeals  from  Administrative  Decisions.  BZ— Applications  under  Zoning  Resolution.  S— Application  for  Variations  ot  Labor 
SA— Applications  for  Approval  of  Appliances.  SM— Applications  for  Approval  of  Materials.  SR— Applications  for  Adop 

Rules.  M’L — Miscellaneous  Docket. 
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DOCKET 

Lses  pending  December  31,  1945 .  729 

^ses  filed  up  to  December  31,  194b .  1086 

I  stored  to  Docket  .  223 

Miscellaneous  Applications 

[quests  to  reopen . .  550 

I  quests  to  amend . .  g5 

[quests  to  rescind .  2 

[quests  for  extension  of  time . <. .  87 

quests  for  extension  of  permit. . .  221 

quests  for  approval  of  plans-. .  10 


Total  .  3103 

-posed  of  .  2091 

,;es  pending  December  31,  1946 . * .  1012 


DISPOSITION  OF  CASES 

Withdrawn  . 

Dismissed  . 

Denied  . 

•Granted  . 

Granted  on  condition  . 

Appliances  approved  . ‘  ‘  ’ '  ‘ 

Appliances  dismissed,  disapproved  or  withdrawn 

Materials  approved  . 

Materials  dismissed,  disapproved  or  withdrawn ! 

Miscellaneous  Actions 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted . 

Requests  to  rescind  granted  . 

Requests  for  extension  of  time  granted . 

.Requests  for  extension  of  permit  granted 

Plans  approved  . 

Requests  withdrawn  or  dismissed  *  *  '  ' 

Total  . 


MONEYS  RECEIVED 


120 

27 

124 

5 

602 

30 

6 

95 

17 


617 

14 

85 

2 

87 

221 

10 

29 


2091 


ASCRIPTIONS 
’o  Bulletin  ........ 

[ash  Sales  . 

’d  to  City  Treasurer 


1st  QUARTER 
$332.50 
239.25 


2nd  QUARTER 

$255.00 

374.56 


3rd  QUARTER 

$197.50 

213.09 


4th  QUARTER 
$290.00 
296.47 


TOTAL 

$1075.00 

1123.37 


$571.75  $629.56  $410.59 


$586.47  $2198.37 


REVIEW  FROM  19  16 


■  Cases 

Restored 
&  M’l 

Total 
to  Dis- 

Pending 

Previous 

With,- 

^ar 

Filed 

Actions 

pose  of 

Year 

drawn 

>16 

502 

32 

534 

0 

39 

>17 

2620 

35 

2655 

•  15c 

291 

>18 

1734 

160 

1894 

1232 

803 

>ly 

1005 

73 

1078 

70 

105 

>20 

793 

114 

907 

90 

.  84 

>21 

1720 

176 

1896 

90 

102 

>22. 

1575 

405- 

1980 

389 

171 

>23 

1562 

308 

1870 

435 

149 

>24 

1540 

415 

1955 

627 

173 

'25 

1350 

335 

1685 

598 

140  ' 

'26 

1147 

403 

1550 

743 

193 

'll 

1357 

575 

1932 

459 

168 

>28 

988 

467 

1455 

669 

230 

>29 

765 

508 

1273 

506 

177 

’30 

k  760 

523 

1283 

392 

175 

'31 

623 

645 

1268 

417 

103 

32 

33 

631 

641 

1272 

344 

158 

389 

648 

1037 

261 

54 

34 

368 

584 

952 

212 

'  47 

35 

365 

718 

1083 

163 

40 

36 

,37 

393 

683  . 

1076 

176 

59 

629 

691 

1320 

179 

43 

38 

1230 

720 

1950 

326 

96 

39 

1552 

934 

2486 

480 

121 

40 

1235 

1043 

2278 

713 

138 

41 

1116 

1148 

2264 

879 

122 

42 

915 

•  1018 

1933 

922 

163 

43 

638 

1050 

1688 

699 

146 

44 

753 

1075 

1828 

566 

119 

45 

823 

1099 

1922  • 

639 

159 

46 

1086 

1288  ' 

2374 

729 

120 

1 

32164 

18514 

50678 

14141 

4688 

Disposed  of  as  follows : 


Dis- 

Cases 

Granted, 

M’l 

Total 

Pending 

missed 

Denied 

etc. 

Actions 

Cases 

Dec.  31st 

64 

59 

204 

32 

398 

136 

154 

241 

838 

35 

1559 

1232 

666 

418 

1009 

160 

3056 

70 

47 

271 

594 

41 

1058 

90 

'  100 

233 

457 

33 

907 

90 

296 

337 

827 

35 

1597 

389 

195 

262 

1025 

281 

1934 

435 

189 

193 

928 

219 

1678 

627 

194 

290 

1003 

324 

1984 

598 

129 

203 

793 

275 

1540 

743 

85 

289 

864 

403 

1834 

459 

137 

261 

679 

477 

1722 

669 

107 

312 

585 

384 

1618 

506 

62 

190 

518 

440 

1387 

392 

38 

215 

379 

451 

1258 

417 

44 

184 

471 

539 

1341 

344 

22 

159 

492 

524 

1355 

261 

34 

144 

312 

542 

1086 

212 

51 

162 

248 

493 

1001 

163 

14 

122 

305 

589 

1070 

176 

18 

103 

330 

563 

1073 

179 

14 

120 

409 

587 

1173 

326 

19 

153 

910 

618 

1796 

480 

66 

244 

1010 

•812 

2253 

713 

33 

200 

851 

890 

2112 

879 

43 

205 

852 

999 

2221 

922 

59 

275 

746 

913 

2156 

699 

69 

105 

562 

939 

1821 

566 

47 

92 

562 

935 

1755 

639 

40 

129 

573 

931 

1832 

729 

27 

147 

732 

1065 

2091 

1012 

3063 

6318 

20068 

15529 

49666 

15153 

IOSEPH  J.  DOYLE,  Chief  Clerk. 
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RULES 


OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 


Adopted  by  the  Board  of  Standards  and  Appeals  June 
15  1934,  Amended  July  12,  1935,  January  28,  1936,  De.- 
cember  4,  1936,  and  July  1,  1941. 


(Superseding  Fuel  Oil  Rules  adopted  by  the  Boaid 
of  Standards  and  Appeals,  November  6  1919; 

amended  January  6,  1922;  January  18,  19-4,  No¬ 
vember  3,  1926;  September  11,  1928;  January  11, 
1929;  March  20.  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932  and  November 
4  1932. 

’  Authority :  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 


Rule  1.  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  lork 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 


Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms  . 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

.  2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals^ 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS:  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS:  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories,  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tank 
without  underground  piping  connections  are  buil 
on  bases  above  the  surface  of  the  earth,  sue 
storage  tanks  shall  be  grounded  at  two  (2)  point 
180°  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  cor 
nection  shall  be  of  copper  not  smaller  tha 
No.  6  (.162")  A.W.G.  wire,  or  pipe  nt 
less  than  one-half  inch  ($*")  in  diamete 

2.10.2  One  end  of  conductor  shall  be  permanent] 
and  electrically  bonded  to  tank.  1  he  oth< 
end  shall  be  "bonded  to  a  ground  conne 
tion  consisting  of  a  water  pipe  or  a  ro 
pipe,  or  plate  having  a  surface  area  of  n 
less  than  one  hundred  and  ninety  (19( 
square  inches,  buried  in  moist  earth  not  le 
than  two  feet  (2')  below  the  surface  of  tl 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  t 
fill  pipe  terminal  and  the  fill  pipe  connection 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  04)  inch  plaster  boards,  or  s 
bestos  boards,  or  three-eighths  04)  in 
gypsum  wall  boards  weighing  not  less  th 
16  pounds  per  square  yard  with  point 
joints  covered  with  No.  26  U.  S.  gar 
«heet  metal  with  one  (1)  inch  lapped  sea 
nailed  to  the  wood  beams  when  spaced  t 
more  than  sixteen  (16)  inches  on  cente 
or  nailed  to  furring  strips  when  the  fl< 
beams  are  spaced  more  than  sixteen  (1. 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  04)  >> 
asbestos  boards  laid  with  tight  Stagge 
joints  and  nailed  to  the  beams,  when  spa 
not  more  than  sixteen  (16)  inches  on  c 
tecs,  or  nailed  to  furring  strips  when 
floor  beams  are  more  than  sixteen  ( 

•  inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  th 
pounds  per  square  yard,  attached  to  furr 
strips  and  plastered  with  Portland  cerr 
mortar  at  least  three-quarters  04)  > 
thick. 

2.12.4  Note — All  fire  retarding  material  to  be 
plied  as  required  in  rules  for  fire  retarc 
material  of  the  Board  of  Standards 
Appeals. 


2.13  GROUND:  An  electrical  conductor  haying  caj 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  bu: 
installations  for  industrial  purposes. 


2.15  OTL:  Any  liquid  mixture,  substance  or  compc 
derived  from  petroleum,  including  kerosene 
fuel  oil  as  defined  in  C19-2.0  of  the  Adminis 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  devia 

eluding  burners,  oil  burning  heaters,  internal  c 
bust  ion  engines  used  for  heatjng,  power  or  c 
purposes  designed  for  and/or  using  oil  as  del 
in  these  rules.  «,  1 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  m 
by  which  the  level  of  the  oil  in  a  storage  tank 
be  indicated. 


2.18  OVERFLOW  PIPE:  A  pipe  which  convey: 
gravity,  the  oil  from  the  maximum  level  o 
•  auxiliary  tank  to  the  storage  tank  or  from 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  ft  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original-  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2J4)  parts  sand  and 
nve  (5)  parts  of  course  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
tor  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE-:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
budt  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

lie  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS 12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


Society  for  Testing  Materials  Method 
u-y3-36)  and  marketed  under  the  following  com¬ 
mercial  grades: 

Range  Oil 
No.  1  Fuel  Oil 

No.  2  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main-' 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  -an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 

.  equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust. 
The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked,  or  riveted  and  welded.  Flanges  or 
other  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 
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5  1  3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less : 

Tanks  36  in.  in  diameter  and  less— 4  in¬ 
shell,  V\  in.  heads.  ....  .  ,, 

Tanks  37  to  72  in.  in  diameter— J* 

shell,  5/16  in.  heads. 


in. 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 


5.1.4 


shell  in.  heads.  ,  . 

Tanks  over  120  in.  in  diameter  to  be  of 
U  in.  steel  and  to  be  stiffened  by  angle 
rings  of  equivalent  members  so  as  to  retain 
tjieir  cylindrical  form. 

All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  ts  not  greater 
than  the  diameter  of  the  tank.  Dished  hea 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  rect¬ 
angular  tanks. 

5.b. 5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 

exceed  a  pitch  as  follows:  _  . 

In  shell  in-  thick,  M  in.  in  diameter 

rivets  2*4  in.  pitch.  . 

In  shell  5/16  in.  thick,  H  m-  m  diameter 

rivets  2)4  in.  pitch.  ,  .  .  . 

In  shell  V&  in.  thick,  M  in.  in  diameter 

9lZ  in  nitrVi 


5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  )4  of  an  inch  in 
diameter  and  spaced  not  more  than 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of.  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  pf  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  i  ivet 
lines  on  these  members  must  not  be.  in 
excess  of  twenty- four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the.  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty- four 
(24)  inches  center  to  center,  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  ^ot 
manufacturers  Standard  10  gauge  (.134  ). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quartei 
inch  (M")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  o 
red  lead  protected  by  hot  tar,  asphaltum,  oi 
other  equivalent  rust-resisting  material.  A1 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosit; 
less  than  500  sec.  Saybolt  Universal  at  100  r 
need  not  have  manholes;  where  used  for  sue! 
oils  the  manhole  covers  shall  be  bolted  an 
made  gastight ;  where  used  for  oils  having 
viscosity  greater  than  500  sec.  Saybolt  Uni 
versal  at  100°  F.  (No.  5  or  No.  6  Commer 
cial  Standard  grades)  shall  have  manhol 
covers  bolted  or  otherwise  secured  to  tli 
tanks  and  kept  hydrostatically  tight  at  a 
times. 

A  A  Vertical  Storage  Tanks  Over  1,000  Gallor 
Capacity  Located  Outside  of  Building  Abo\ 
Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildinj 
above  ground  shall  be  built  of  steel  plat' 
of  the  quality  required  for  cylindrical  tank 

5.4.2  The  minimum  thickness  of  shell  or  botto 
plates  shall  be  M  inch  and  the  minimu 
thickness  of  roof  plates  V%  inch. 

The  thickness  of  shell  plates  shall  be  hgun 
in  accordance  with  the  following  formal' 

P  x  r  x  F 

t  equals - — 

TxE 

P  .equals  head  pressure  at  bottom  of  rii 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  poun 
per  square  inch  (55,000  pounds  per  squ? 
inch). 

E  equals  efficiency  of  vertical  joint  in  ri 
under  consideration  (calculations  to 
based  on  formulas  as  given  in  Bulletin  1 


374 


RULES 


5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
ap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 


where  the  enclosure  has  a  capacity  equal  to 
the  tank;  and  for  each  additional  10  feet  or 
traction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
o  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 


5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  tci  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
m  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

le  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  proyided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4").  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  -  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and,  of  dimension  not  less  than  fifteen  inches 
05")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  %"  in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 


6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
eai  th  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base- 
rnent  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  tinje  of  installation,  shall' 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resistjng  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  oi 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  %"  in  thickness. 
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6  4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1)4)  tank  diameters  and  in  n0. 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks,  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule : 

If  distant  25  feet  from  line  , 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 

If  distant  30  feet .  24,000  (j 

If  distant  40  feet .  36,000  (< 

If  distant  50  feet .  « 

If  distant  60  feet .  60,000  ( 

If  distant  75  feet .  96,000  ^ 

fppt  nr  more  100.000 


6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1)4)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  ()4)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay,  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth ; 
free  'from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (1)4)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 


6.4.3  All  above*  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red-,  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 


6.5  Tanks  Located  Along  Line  of  Subways. 

6  5  1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as-  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 


Rule  7.  Piping. 

7 . 1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7  1  2  Only  new  standard  full-weight  iron,  steel  o 
brass  pipe,  or  new  extra-heavy  copper  bras 
or  aluminum  alloy  tubing,  properly  markei 
and  duly  approved,  may  be  used.  Drawi 
metal  tubing  when  used  for  conveying  oi 
shall  be  adequately  protected.  Such  tubin’ 
unless  protected  against  mechanical  injur 
shall  be  used  only  in  the  same  room  i 
which  the  burner  is  installed.  Drawn  tul 
ing  when  used  in  domestic  installations  sha 
be  not  less  than  three-eighths  inch  04" 
inside  diameter  up  to  shut-off  valve  at  burnc 
Soldered  connections  are  prohibited. 

7  1.3  Overflow  pipes  where  installed  shall  not  l 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  tl 
discharge  line  from  an  oil  pump  a  relit 
valve  shall  be  installed  in  the  discharge  hi 
between  the  pump  and  the  first  shut-o 
valve. 

7  2  2  Oil  preheaters  shall  be  of  approved  type  ai 
provided  with  a  relief  valve  to  prevent  exce 
sive  oil  pressure.  Oil  preheaters  shall  not  I 
installed  in  the  steam  or  water  space  of  tl 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  n 
more  than  one  and  one-half  (1)4)  times  t 
maximum  working  pressure  of  the  systei 
The  discharge  from  relief  valves  shall 
returned  to  storage  tank  or  to  the  supj 
line.  There  shall  be  no  shut-off  valve  in  t 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  tr; 
and  drainage  to  the  tank,  shall  be  provn 
for  each  storage  tank.  The  lower  end 
the  vent  pipe  shall  not  extend  through  l 
top  of  the  storage  tank  more  than  one  ir 
(1").  Cross  connection  between  vent  pipe  a 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  desigi 
to  hold  the  same  grade  of  oil,  is  install 
vent  pipes  may  be  run  into  a  main  beat 

7.3.2. 1  The  area  of  the  header  and  common  v 
shall  be  equal  to  the  sum  of  the  areas  of 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  o 
quarter  inches  (1)4”)  in  diameter  for  st 
age  tanks  up  to  1,100  gallons  capacity  <( 
not  less  than  two  inches  (2")  in  diann 
for  storage  tanks  of  1,100  gallons  and  m< 
Vents  for  auxiliary  storage  tanks  shall 
be  less  than  )4  inch  in  diameter  and  may 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weatl 
proof  hoods  and  shall  terminate  outside 
building  not  less  than  two  feet  (2  )  hi 
any  building  opening  and  *not  less  than 

*  feet  (2')  nor  more  than  twelve  feet  (1 

above  the  fill  pipe  terminal,  except  as  may 
otherwise  approved  by  the  Board.  v\ 
such  openings  are  fixed  and  constructed 
incombustible  materials  they  shall  not 
deemed  openings  within  the  intent  of  this  i: 
If  the  vent  pipe  terminal  is  not  visible  t, 
the  fill  pipe  terminal  location,  a  one-inch  ( 
line  shall  be  connected  to  tank  and  Sj 
parallel  the  fill  pipe  and  terminate  at  the' 
,  pipe  terminal  with  unthreaded  end..  Such 

tale  lines  shall  be  provided  with  a  check  v 
set  to  prevent  flow  of  surface  water  to  s 
age  tank. 
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7.4  Fill  Pipes. 


7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  nil  pipe  shall  he  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro- 

t  vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  .pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 

.  terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
snail  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1-  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or  elec¬ 
tric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 

e  8.  Valves  and  Control  of  Oil  Flow. 

El  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  he  pro'- 
Y‘ded  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  hne,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furc* 

*ll)ndred  aad  twenty-two  degrees  Fahrenhei. 
(1ZZ  h.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  .Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub- 
initted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner _  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

,8.4  A  remote  control  shall  be  provided  whereby  the 
flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 

legibly  labeled  “Remote  Control  for  Oil  Burner” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burnys  such-  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supp  y 
j! 4.1. .  q  rnmmnn  driver. 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation 
Rule  6.5.1. 


m 


Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9  1  -All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device  lest 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6)  , 

gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  hire 
Commissioner. 

10.1.2  Application  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  ot 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
CO->  content  of  the  flue  gas  by  actual  test 
of  "the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10  2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  'a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dw^lings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 

exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage, 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installation? 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  nc 
tests  shall  be  required  for  installations  it 
occupancies  not  specifically  mentionei 
herein.  *  I 

10.3.2  Storage  tanks  of  more  than  two  hundiet 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  o 
leakage  when  subjected  to  a  hydrostati 
test  with  water  or  oil  as  follows: 

10.3.2.1  Oval,  obround,  rectangular  am 
specially  shaped  storage  tank 
and  piping  connected  thereto 
twenty-five  (25)  pounds  pe 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  an 
piping  connected  thereto,  nft 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for 
period  of  thirty  minutes.  Whe 
oil  is  used  there  shall  be  no  fit 
or  flame  in  the  room  or  rooms  i 
which  the  test  is  being  conducte; 
All  tests  shall  be  conducted  in  tl 
presence  of  a  representative  <; 
the  Fire  Commissioner,  flhecoi 
tractor  shall  furnish  all  necessa: 
equipment  for  conducting  test 
Such  test  may  be  made  with  ( 
in  freezing  weather  for  tan 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  weldir 
shall  have  all  oil  removed  and  shall 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used 
provided  for  in  these  rules,  shall  be  a 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transf 
pump  to  a  burner  subjected  to  a  pressi 
in  excess  of  50  lbs.  per  sq.  inch,  shall 
tested  for  a  pressure  of  1^2  times  t 
working  pressure. 

10  4  Fee  for  Permit  and  Test  of  Storage  Tanks  a> 

Piping. 

10.4.1  When  application  for  permit  is  made,; 
provided  for  in  Rule  10. 1,  a  fee  cover, 
the  permit  shall  be  paid  in  accordance  w  i 
the  schedule  given  in  the  Administrate 
Code. 

Rule  11.  Inspection  oflnstallationsWi ; 

Not  More  Than  Six  (6)  Galloi 
Storage  Capacity. 

11  1  All  installations  of  burners  with  not  more  til 

six  (6)  gallons’  storage  capacity  except  \v 

such  installations  are  made  in  dwellings  snail 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 

ule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler  heater 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
tie  smoke  pipe  at  the  point  where  it  enters  the 
tlue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 


145  fsT  fi?r-  beiifa?  b°iler  or  furnace  and  within  five 
structS. .  3  d,rectlons  shal1  be  of  fireproof  con- 

14  6  SL«rnofg„odteviC'S  d^signed  for  inflation  wWl 

storage  of  not  more  than  six  (6)  gallons  shall  be 

to  the  floor’ set  uvel>  and  the  fl°°r 

eneath  the  stoves  or  any  such  heating  devirec 

feme1;  A  a  Sh,idd  of  **  asbes^s  or  equiva- 
ent  extending  at  least  twelve  inches  (12")  beyond 

le  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner Q  Ap 

ageVaendSfi  fit03?8  °,n'y  ShaI1  be  used  for  the  *£?- 
age  and  filling  of  oil  containers.  The  fuel  oil  used 

Nor  2  fSo,,bUrrS-r?1,a"  be  ra"<?e  oil  or  No.  l  or 
01  'n  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  he  name  of  the  person  to  whom  this  burner  is 
stalled^  he  address  of  the  Premises  where  in- 

14'7  ,mffrtherh  W1 rK°ri  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


lie  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 

'lie  14.  Fire  Protection. 


<rE : 


In  order  that  the  intent  of  Local  Law  No  145  be 
carried  out,  Section  C26-693.0,  sub.  d  par  ‘  1  2  3 
is  superseded  by  the  following: 


i  The  clear  distance  between  smoke  pipe  connections 
ot  any  boilers,  furnaces  or  other  heating  apparatus 
to  Hues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  indies,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  _by  *4  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securdy  fastened  from  the  ceiling  with  substan- 
tial  hangers  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 


4.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furnaces  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

L3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5’)  of  heating  ap¬ 
paratus;  except  where  same  is  protected  by  fire 
retarding  material. 

1.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 


Rule  15.  Instruction  Cards  and  Certifi¬ 
cate  of  Fitness. 


15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons’ 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  an- 
proved  by  the  Board  of  Standards  and  Appeals 
for  dllt°n  t0  f  1C  instruct’on  card  herein  provided 


15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
a“e(F  May  1,  1941,  under  the  provisions  of  C-26- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  to  May  1 
1941  carrying  an  endorsement  reading  “Oil  Burn¬ 
ers  ’  shall  not  be  required  to  obtain  such  certificate 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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fire  retarding  rules  for  garages,  etc. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 
30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 


(16)  inches  on 


Rule  1  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

™  C  motor  vehicle*  repair  shops  and  oil  selling  stations 
any  material  or  form  of  constractior .  Aall  be  deemed  fire- 
retarding  within  the  meaning  of  Section  LZ6-Zo4.U,  ot  i 
tending  code,  .hat  resists  the  action  of  A™' 
when  subjected  to  a  continuous  fire  for  decrees 

average  temperature  of  seventeen  hundred  (1700)  degrees 
F^renhenfthout  the  passage  of  flame i  and  with  a  max- 
inrum  temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire,  ine  point  at 

•  i  temoerature  of  a  transmitted  heat  is  measuied 

shall  he  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction  dne  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  no 
hundred  t,  .  )  f  When  in  the  form  of  floor  con- 

thee  a(rea  mlr  test  shall  be  not  less  than  two 
.  hundred  ’  (200)  square  feet  and  the  least  dimension  si 

b °  1 ) u r i n s' ^ t he & fir e^th e  floor  construction  shall  support  the 
r  .  i  'i  r„r  which  it  is  designed  and  after  the  fire^  shall 
safely  sustain  twice  the  designed  live  load  with  a 
deflection  of  not  more  than  one  two-hundredths  (1/200) 

part  of  the  span. 

Fide  2  Wood  Joisted  Floor  Construction.  Wood 

ioisted  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages 
momT  vehicle  repair  shops  or  oil  selling  .stations  when  he 
l  ea  ns  are  protected  on  the  upper  and  under  sides  with  the 
fi r e- r  e  t  a r d i ng°  ma t e r i al s  specified  in  rules  for  floor  and 
ceiling  coverings. 


Rule  3  Floor  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  ^,firfreta^^s  °n 
tbu  covering  of  the  upper  sides  of  wood  floor  beams  n 
oisted  floor®  construction  in  non-fireproof  bu.ldmgs  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven  eights  (Vs)  '  inch  wood  underflooring 

protected  with  a  membrane  of  two‘Plynn^^1rfpr(2i/?f 
covered  with  not  less  than  two  and  one-half  UAJ 
inches  of  1  :2}4  :5  concrete  or  better,  reinforced  wit 
not  less  than  one-fourth  (V)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2/2)  inches  of  1 .2:4  concrete 
annlied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  Psides  for  a  distance  of  three  inches  from 

the  top. 


Rule  4  Ceiling  Covering.  Any  one  of  the  following 

forms  of  Construction  shall  be  accepted  as  f £ 

the  covering  of  the  undersides  of  wood  floor  beams  m 
joisted  floor  construction  in  non-fireproof  buildings  used  a* 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 


(a)  One-half  (l/>)  inch  plaster  boards, _  or  three 
eighths  (Vs)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
( 1 )  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)^  inches  on  centeis,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers, 


(b)  Two  thicknesses  of  one-quarter  04)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(V)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehi¬ 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  .in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat 

Rule  6.  Openings  in  Fire-Retarding  Floors  Pipes 

or  conduits  which  pass  through  floors  shal  be  fitted  will 
metal  thimbles  and  made  watertight  for  a  height  of  threi 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  column 

in  non-fireproof  buildings  required  to  be  fire-retarded  shal 
be  protected  with  fire-retarding  materials  specified  lor  ceil 
ing  coverings  in  these  rules,  or  with  any  of  the  material 
accepted  in  fireproof  construction;  except  that  an  air  spac 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  n 
jury  the  fire-retarding  protection  on  columns  shall  t 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  wit 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  built 

ings  required  to  be  fire-retarded  shall  be  protected  with  tl 
fire-retarding  materials  specified  for  ceiling  coverings 
these  rules,  or  with  any  of  the  materials  aceptable  in  fir 
proof  construction ;  except  that  an  air  space  need  no 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  ai 
vertical  shafts  in  non-fireproof  business  buildings  hereaft. 
converted  to  be  used  as  garages,  motor  vehicle  repair  sho 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  p« 
titions  continued  through  the  non-fireproof  floor  constr 
tion,  and  when  unfilled  wood  stud  partitions  are  used 
space  between  the  floor  beams  shall  be  fire-stopped  w 
incombustible  materials.  All  openings  in  such  Partit 
shall  be  protected  with  acepted  metal-covered  fire  dot 
or  windows.  Wherever  necessary -  for  .  protection  agai 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  he  ; 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  b.  gat 
metal.  Any  one  of  the  following  forms  of  partitions  si 
he  accepted  for  the  enclosure : * 

(a)  Two  by  four  inch  wood  studs,  spaced  not  m 
than  sixteen  (16)  inches  on  centers,  covered  both  si 
with  metal  lath  weighing  not  less  than  three  Pound^ 
square  yard,  attached  to  furring  strips  and  plaste 
with  Portland  cement  mortar  at  least  three-quart 

(44)  of  an  inch  thick;  ,  ,  ,  .  _ 

(b)  Two  by  four  inch  wood  studs  placed  not  m 
than  sixteen  (16)  inches  on  centers,  covered  bot&  si 
with  seven-eighths  (Vs)  inch  wood  sheathing  one-r 
(V)  inch  plaster  boards  with  pointed  joints  and  No 
U  "S.  gauge  sheet  metal  with  one-inch  lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  n 
than  sixteen  (16)  inches  on  centers,  covered  both  s 
with  seven-eights  (V)  inch  wood  sheatlu  g, 
thicknesses  of  one-quarter  (%)  inch  asbestos  bo. 
laid  with  tight  staggered  joints  and  jacketed  wit 
16TJ.  S.  gauge  metal  on  the  garage  side  to  a  fleign 

five  (5)  feet;  .  ,  ,  t  r 

(d)  Two  by  four  inch  wood  studs  spaced  not 

than  sixteen  "(16)  inches  on  centers,  filled  in  so 
between  the  studs  with  four  inches  of  approve 
proof  materials  and  covered  on  both  sides  with  m 

U.  S.  gauge  metal ;  .• 

(e)  Existing  wood  stud,  lath  and  plaster  paf  ’ 
covered  on  the  garage  side  with  No.  26  U.  >.  R 
sheet  metal  with  one  inch  lapped  seams. 
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lis  issue  of  the  Bulletin  contains  in  the  order  given — 
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lies  Directory. 

atice  of  Hearing  Calendar. 


•tracts  from  the  Administrative  Code  of  the  City  of 
New  York,  Relating  to  Refrigerating  Systems. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 


10  A.  M.  to  1  P.  M. 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 


No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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New  Cases  Filed  up  to  April  1,  1947. 

Cal  No.  Dept.  Premises  Affected. 

273-47-BZ _ H.B.M. — 161-167  West  64th  street,  north  side, 

174  ft.  east  of  Amsterdam  avenue  (Block  1136,  Lot  8),  Bor 
ough  of  Manhattan,  Alt.  479-46. 


274  47-BZ _ H  B  Bx.— 2508-2510  Eastchester  road,  east  side, 

75  ft.  north  of  Mace  avenue  (Block  4481,  Lot  17),  Borough 
of  The  Bronx,  Alt.  1113-46. 


I.xibI  Publlrnlioii  In  BulIHlii 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 
0f  . Sept. 

Concrete  Rules  (Hydrated  Lime)...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  ot 
Buildings  ............. . 1)ec- 

Exit  Rules  (Revolving  Doors) ......  lune 

Exterior  Veneering  Materials,  Rules 

nn  . Sept 


3,  1946 — Vol.  31,  No.  3f> 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943 — Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 


.Tan. 

.Nov. 


275-47-SM — Tiberi  Cement  Block,  manufactured  by  Angelo 
Tiberi,  Material. 


Factory  Exit  Rules . •••■ 

Fire  Alarm  Rules  (Interior) . Nov. 

Fire  Drill  Rules . •  •  - - ....Dec. 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 


10,  1946— Vol.  31,  No.  37 
14,  1947— Vol.  32,  No.  2 
12,  1946 — Vol.  31,  No.  46 
24,  1946 — Vol.  31,  No.  52 


25,  1946  —  Vol.  31,  No.  26 


Fireproof  Wood,  Testing  of . ^''r 

Frame  Garages,  Ruling  for.  ...... -Jan. 

Fusion  Welding  and  Gas  Cutting 

Gas  Shut-Off  Rules . ^ 'r. 

Hatchway  Protection  . . Lu"e 

Insulating  Fibre  Board  Rules - ••L,ec- 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .heb. 

Oil  Burner  Rules . . . •••?••  Al>r- 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  Jan. 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . . y  AuK‘ 

Plumbing  Rules  (Submerged  Inlets, 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of.... .  •••  -Sept. 

Refrigerating  Systems,  Extract  A-C..  Apr. 

Smoking  in  Factories,  Rules  for - Mar. 

Sprinkler,  Rules  . |une 

Standpipe  Fireline  Rules. . .  . . . . June 

Structural  Alterations,  Reporting.  ..  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc. . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


Apr. 


276-47-A _ H  B.B.— 1673  43rd  street,  north  side,  175  ft.  west 

of  17th  avenue  (Block  5380,  Lot  56),  Borough  of  Brooklyn, 

Alt.  5o4-47. 


277-47-BZ — H.B.M. — 2850  8th  avenue,  264-272  West  152nd 
street,  southeast  corner  and  49  Macombs  place  (Block  2037, 
part  of  Lot  1),  Borough  of  Manhattan,  Alt.  4/6-47. 


278-47- A — H.B.Bx. — 711  Tilden  street,  north  side,  72  ft 
cast  of  Gun  Hill  road  (Block  4659,  Lot  85),  Borough  of 
The  Bronx,  Alt.  937-46.’ 


279-47-SA— Hamilton  Electric  Clothes  Dryer,  Model  600E, 
Appliance. 


280-47-SA— Hamilton  Gas  Clothes  Dryer,  Model  700G, 
Appliance. 


1,  1947— Vol.  32,  No.  13 
13,  1937— Vol  22.  No.  15 
21,  1919 — Vol  4.  No.  3 


23.  1946— Vol  31,  No.  17 
7  1925 — Vol.  10,  No.  14 
5,  1928— Vol  13.  No.  23 
31,  1946 — Vol.  31,  No.  53 


11  1947— Vol.  32,  No.  6 
!,  1947— Vol.  32,  No.  13 


21,  1947— Vol.  32,  No.  3 


11,  1947— Vol.  32,  No.  10 
24  1936 — Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


25,  1947— Vol.  32,  No.  12 

7,  1937 — Vol.  22.  No.  36 

8,  1947— Vol.  32,  No.  14 
25,  1947 — Vol.  32,  No.  12 
29  1937— Vol.  22.  No.  26 

8;  1937 — Vol.  22.  No.  23 
7  1932— Vol.  17.  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936 — Vol.  21,  No.  47 


3  ]046 — Vol  31.  No  36 


281-47-SA — Coraire  Warm  Air  Furnace,  Model  85-S-HB 
and  X-85-SHB,  Appliance. 


Approved  appliances  and  materials  are  printed  in  tl 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  3 
No.  15A. 


282-47- A— H.B.Q.— 122-21  142nd  place  (Kaiser  avenue), 
east  side,  193.28  ft.  north  of  Rockaway  boulevard  (Block 
12038  Lot  2),  South  Ozone  Park,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of  mapped 
street— 123rd  (Maple)  avenue),  Alt.  2350-46. 


283  47-A _ FD — 295  10th  avenue,  and  501-503  West  27th 

street,  northwest  corner  (Block  699,  Lot  30),  Borough  of 
Manhattan,  40939-LF  and  Decision. 


APRIL  8,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GTVEN  of  a  public  hearii 
Tuesday  morning,  April  8,  1947,  at  10  o  clock  in  > 
1013,  Municipal  Building,  Manhattan,  on  the  following  m. 
ters: 

839-46-BZ— Application,  November  1,  1946,  under  sectio 
7f  and  7i  of  the  zoning  resolution,  of  EWira  Pizzo,  appbca 
and  owner,  to  permit  in  a  business  use  district,  a  gasol  ; 
selling  station,  motor  vehicle  repair  shop  and  sale  o 
cars ;  premises  90  Withers  street,  south  side,  772  it  wesu 


284-47-BZ — H  B.M.-242  West  20th  street,  south  side,  223 
ft.  east  of  8th  avenue  (Block  769,  Lot  61),  Borough  of 
Manhattan,  Amendment  to  Alt.  1631-41. 


IHCS1GN  ATIONSi  ESSg: 


,  r  .  men,  „f  .nd  Building.  Brooklyn,  H ABM.— 

!!;;  "nem'of  H«*»* 

ni  llniicimr  Iiml"’inRuiklings,  Richmond;  II.il. Hx.— 


s i&s, 


D8eptle“Ti«.BS  "-bop,  “of  Morin,  and  Avinfion. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing  1946_Vol.  31,  No.  49 

and  Use  of ..........  -  •  •  •  •  M  '  to’  1947 — Vol.  32,  No.  1 1 

Carbon  Dioxide  Liquefier,  Rules.  ...Mar.  is,  w 

Certificate  of  Occupancy,  approved  2g  1Q43_Vol  28  No  52A 

form  - -  -  ••  •  •  v,  ‘, . Tniv  13’  1937 — Vol.  22,  No.  28 

Concrete  Flat  Slabs,  Rules . July  u. 


SaKS  (Block  2742,  Lot  17) ,  Borough  of  Brookl; 

221-46-BZ— Application,  March  26,  1946  under  sect 
7e  of  the  zoning  resolution,  of  Raymond  Irrera  appnc< 
on  behalf  of  A.I.S.  Realty  Corp  owner,  to  permit  in  a  Ill¬ 
ness  use  district,  the  storage  of  lumber  for  ;i  ’cy  '  str 
C9)  vears-  premises  40-16  28th  avenue  and  28-06  41st  stt 
southwest  corner  (Bloek  663.  Lots  21.  22.  23  and  24).  U 
Tsland  City,  Borough  of  Queens. 

596-46-BZ— Application,  August  16,  1946,  under  sect 
7e  of  the  zoning  resolution,  of  Ben  A.  Milner,  apphea  _ 
lessee  on  behalf  of  Hyman  Friedman  Inc.,  owner,  to  per 
in  a  residence  use  district,  the  construction  and  maintena- 
of  a  miniature  golf  course  for  a  period  of  y«Jrsj  P  , 
northwest  corner  of  White  P  lams  road  and  Guerla.n  st 
(Block  3927,  Lot  17),  Borough  of  The  Bronx. 
92-47-BZ— Application,  January  30,  1947,  under  sec'j 
7c  of  the  zoning  resolution,  of  Maurice  G  Cslan  app 
on  behalf  of  Ruth  Jaeger,  owner  (Jack  Segel  lessee J 
permit  in  a  residence  and  business-1  district,  the  erec. 
of  a  one  story  building  to  be  used  as  an  accessory  use  U 
ice,  lubrication,  minor  adjustments  and  gasoline  service 
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ion),  to  existing  garage;  premises  156  Hendricks  avenue 
ml  3a  1  Jersey  street,  southeast  corner  (Block  44,  Lots  9 
nd  11),  Rosebank,  Borough  of  Richmond. 

69-46-BZ— Application,  November  29,  1946,  under  sec- 
on  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer 
■  pphcants,  on  behalf  of  A.B.C.  Realty  Corp.,  owner,  to 
'ermit  in  a  business  use  district,  the  change  in  occupancy 
rom  automobile  showroom  and  sale  and  display  of  used 
ars  to  automobile  showroom,  sale  and  display  of  used  cars 
nd  the  parking  and  storage  of  more  than  five  (5)  motor 
chicles;  premises  225-239  Pennsylvania  avenue  and  2077- 
091  Pitkin  avenue,  northeast  corner  (Block  3721,  Lots  1  5 
nd  38),  Borough  of  Brooklyn. 

18-46-BZ  Application,  November  26,  1946,  under  sections 
c  and  21  of  the  zoning  resolution,  of  John  P.  McGrath, 
pplicant,  on  behalf  of  Harhaven  Corp.,  owner,  to  permit  in 
residence  use,  C  area  district,  the  extension  of  existing 
arage  tor  more  than  five  (5)  motor  vehicles  and  motor 
ehicle  repair  shop,  using  more  than  the  area  permitted; 
[remises  98-15  Jamaica  avenue,  north  side,  88.24  ft.  east  of 
3th  stieet  (Block  9177,  Lot  95),  Woodhaven,  Borough  of 
)ueens. 

28-46-BZ  Application,  November  8,  1946,  under  section  7e 
t  the  zoning  resolution,  of  Sidney  C.  Kofi,  for  United  Con- 
acting  Co.,  applicant,  on  behalf  of  Guardian  Union  Corp. 
.vner  (Washington  Motors,  Inc.,  lessee),  to  permit  in  a 
jsiness  use  district,  the  change  in  occupancy  from  used  car 
lies  lot  and  sheds,  closed  shelter,  and  restaurant  to  sheds, 
osed  shelter,  restaurant  and  the  parking  and  storage  of  more 
tan  five  (5)  motor  vehicles;  premises  4353-4361  Broadway 
orthwest  corner  of  West  186th  street  (Block  2180  Lot  140) 
orough  of  Manhattan. 


19-46-BZ  Application,  December  4,  1946,  under  sections 
)  and  M  of  the  zoning  resolution,  of  John  Finseth  and 
Inlip  Freshman,  applicants,  on  behalf  of  Luigi  Pollio 
■vner,  to  permit  in  a  residence  and  business  use  district,  the 
•  tension  of  existing  store  to  existing  garage,  and  conver- 
3n  o  altered  premises  to  a  restaurant  on  first  floor  and 
ultiple  dwellings  on  second  and  third  floors,  using  more 
a'Y 'he  Permitted  area;  premises  8415  5th  avenue,  east  side, 
it.  2 y8  in  north  of  85th  street  (Block  6027,  Lot  104) 
orough  of  Brooklyn.  ' 


’l-^-BZ—AppHcafjon,  February  10,  1947,  under  section  7c 
the  zoning  resolution,  of  George  J.  Shirkey,  applicant,  or 
ha  t  ot  1  atnek  Murphy,  owner,  to  permit  in  a  residenci 

itlnn'  nC  hfflXtenSr°n  °f  an  existing  business  use  (store) 
rkn«i  R  ?Tr  °,{  ar\existinS  building;  premises  107-06 
ockavvay  Beach  boulevard,  north  side,  50  ft.  west  of  Beach 

Queens^  E1°ck  Lot  17)-  R°ckaway  Beach,  Borough 


f7±  107'06  R^kaway  Beach  boulevard,  north  side 
j  - ''est  of  Beach  107th  street  (Block  647,  Lot  17),  Rock 
,ay  Beach,  Borough  of  Queens. 

i°/  J,anie;s.  Russe11  Ashley,  applicant 
nuarv  7  mi? ^tiee  Ref  ty  .Company,  owner,  reopene* 
A7,  ?r  9onsideratl°n  as  to  extension  of  tern 
der  s‘ert;n77tPP hfCaoIOn’  Previously  granted  on  condition 
m  of  vl  7h  °£.  tbe  z.oninS  resolution,  for  a  temporal 
,  a  ,  y  ars-  Permitting  in  a  business  use  district,  the  park 

•s  193  tHan  6ve  (5)  motor  chicles;  prem 

ilock  3270 VT It  S?thDStreet’ Lnorftheast  corner  of  Broadwa- 
ock  J270,  Lot  40),  Borough  of  The  Bronx. 

L*s26'f?r^rPplic^tion  of  Lama  and  Proskauer,  appli 
ay  ?i  °j  Kempmac  Realty  Corp,,  owner,  reopenec 

ion  to  r9!  ’  ^nder  SCC^°nS  7c  and  7i  of  the  zoning  reso- 
iversionPof  nl  “*  a,  res'dcnce  and  business  use  district,  the 
-tor  vehiHfcPz  n-  pU,bhc  garage  for  more  than  five  (5) 
14  to  85  74  £Prev>ously  granted  by  the  Board)  ;  premise; 
cei  ^  Roc^away  boulevard  and  97-13  to  97-29  85th 

roi'wHf QueenV"  (B'°Ck  9°57'  ^  21>’ 


516-46-BZ— -Application,  July  2,  1946,  under  sections  7e 
and  /i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Walter  Harris,  owner,  to  permit  in 
a  business  use  district,  the  proposed  use  of  premises  as  an 
auto  laundry,  servicing  and  repair  of  cars  in  conjunction  with 
existing  showroom  and  the  display  and  sale  of  used  cars ; 
piemises  525-539  4th  avenue,  west  side,  between  14th  and 

/o  1  iStrienM’  T194'2?2  Hth  street  and  149-155  15th  street 
(Block  1041,  Lots  1  and  4),  Borough  of  Brooklyn. 

682-26-BZ— Application  of  Herman  Kron,  applicant,  on 
behalf  of  Dornhage  Realty  Co.,  Inc.,  owner  (General  Motors 
Worp.,  Cadillac  Division,  lessee),  reopened  October  8,  1946, 
under  section  7i  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  in  occupancy  from  public  garage 
or  more  than  five  (5)  motor  vehicles  (previously  granted 
by  the  Board)  to  public  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop;  premises  2218-2228 

/r[iOIrie  and  2  Rast  182nd  street,  southeast  corner 

(Block  3186,  Lot  17),  Borough  of  The  Bronx. 


748-27-BZ-— Application  of  John  J.  Tricarico,  applicant,  on 
of  Matteo  Guarino,  owner,  reopened  September  10, 
1946,  under  sections  7a  and  7i  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  extension  of  existing 
gasoline  service  station  (previously  granted  by  the  Board)  ; 
premises  296a  86th  street  and  2526  McDonald  avenue,  north¬ 
west  corner  (Block  7170,  Lot  37),  Borough  of  Brooklyn. 

24-46-BZ  Application,  January  10,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
aPP: licant,  on  behalf  of  Claridge  Associates,  owner  (Morris 
W.  Morain,  lessee),  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  basement  apartment  to  a  business 
?oi(5e^'<£enta£  suPPbes)  for  a  term  of  years;  premises  1840- 
1844  Grand  Concourse  and  157-161  East  176th  street,  north¬ 
east  corner  (Block  2801,  Lot  1),  Borough  of  The  Bronx. 

639-46-BZ — Application,  September  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Francis  C.  Pinto,  applicant, 
on  behalf  of  Mt.  Vernon  Die  Casting  Corp.,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of  exist¬ 
ing  building  using  more  than  area  permitted;  premises  575 
East  242nd  street,  north  side,  95.19  ft.  west  of  Carpenter 
avenue  (Block  5104,  Lots  14,  16,  18,  20  and  22),  Borough  of 
The  Bronx. 


27-47-BZ  Application,  January  10,  1947,  under  section 
7h  of  the  zoning  resolution,  of  Samuel  W.  Meisel,  applicant, 
on  behalf  of  Ruth  Spodek,  owner  (Nucar-U-Drive,  Inc., 
lessee),  to  permit  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  for  a  term 
of  years;  premises  175-177  Clinton  street,  west  side,  150  ft 
south  of  Grand  street  (Block  313,  Lots  25  and  26),  Borough 
of  Manhattan. 


148-47-BZ— Application,  February  19,  1947,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Andrew  J.  Thomas, 
applicant,  on  behalf  of  The  Medical  Society  of  The  County 
of  New  York,  owner,  to  permit  in  a  residence  and  business 
use,  B  area  district,  the  extension  of  existing  structure  by 
the  addition  of  one  story,  using  more  than  the  area  permitted 
and  without  the  required  rear  yard;  premises  167  East  69th 
street,  north  side,  95  ft.  west  of  3rd  avenue  (Block  1404, 
Lot  32),  Borough  of  Manhattan. 


149-47-A — 167  East  69th  street,  north  side,  95  ft.  west  of 
3rd  avenue  (Block  1404,  Lot  32),  Borough  of  Manhattan. 

175-47-BZ — Application,  February  27,  1947,  under  section 
21  of  the  zoning  resolution,  of  Arthur  W.  Renander,  ap¬ 
plicant,  on  behalf  of  Jamaica  Savings  Bank,  owner,  to  permit 
in  a  business  use,  C  area  district,  the  erection  and  maintenance 
of  an  addition  to  existing  business  building  (bank)  using 
more  than  the  area  permitted ;  premises  146-21  Jamaica  ave¬ 
nue,  northwest  corner  of  Sutphin  boulevard  (Block  9676, 
Lots  37  and  38),  Jamaica,  Borough  of  Queens. 

636-20-BZ— Application  of  Andrew  DiCamillo,  applicant, 
on  behalf  of  Constant  Motor  Service  Corp.,  owner  (Schmidt 
&  McKeever  Motor  Sales  Corp.,  lessee),  reopened  February 
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25  1947.  under  section  7a  of  the  zoning  resolution,  to  permit 
in  a  business  and  unrestricted  use  district,  the  extension  of 
existing  building  (automobile  showroom)  ;  previously 
granted  by  the  Board;  premises  6502^52°  5th  avenue  and 
437-483  66th  street,  northwest  corner  (Block  382/,  Lot 
Borough  of  Brooklyn. 

154.47. A — 2911  Barnes  avenue,  west  side,  from  Arnow 
avenue  to  Williamsbridge  road  (Block  4549,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

167-47-A — 2866  Park  avenue,  east  side,  90  ft.  north  of 
East  149th  street  (Block  2338,  Lot  5),  Borough  of  The 
Bronx. 


195-47-A— 2859  Exterior  street,  west  side,  474.22  ft.  north 
of  East  225th  street  (Block  3265,  Lot  31),  Borough  of  The 
Bronx. 


181-47- A — 55-33rd  street,  northwest  corner  of  3rd  avenue 
(4th  floor— Building  9)  ;  (Block  679,  part  of  Lot  1),  Borough 
of  Brooklyn. 


229-47-A— 256  Boerum  street  (250  displayed),  south 1  side 
499  ft.  9/4  in.  east  of  Bushwick  avenue  (Block  3U82,  Lot 
29),  Borough  of  Brooklyn. 


238-47-A— 217-219  Avenue  C,  west  side,  45  ft.  north  of 
East  13th  street  (Block  396,  Lots  34  and  3d),  Borough  o 
Manhattan. 


244-47- A— 248-250  East  152nd  street,  south  side,  144.47 
ft.  east  of  Park  avenue  (Block  2441,  Lot  17),  Borough  of 
The  Bronx. 


254-47-A— 3649  3rd  avenue,  west  side,  525  ft.  north  of 
East  169th  street  (Block  2910,  Lot  57),  Borough  of  The 
Bronx. 


196-47-A — 121  St.  Marks  place,  north  side,  55  ft.  west  oi 
Avenue  A  (1st  floor);  (Block  436,  Lot  36),  Borough  oi 
Manhattan. 

243-47-A— 372  Broadway,  east  side,  75  ft.  south  of  Whiti 
street  (Block  172,  Lot  5),  Borough  of  Manhattan. 

250-47-A — 9  East  91st  street,  north  side,  214.7  ft.  east  0 
5th  avenue  (Block  1503,  Lot  10),  Borough  of  Manhattan. 

265-47-A — 21  East  63rd  street,  north  side,  70  ft.  west  0 
Madison  Avenue  (4th  floor)  ;  (Block  1378,  Lot  14/4),  Bor 
ough  of  Manhattan. 

297-45-A— 10-12  East  Van  Cortlandt  avenue,  south  sid< 
?9  ft  6  in  west  of  Villa  avenue  (Block  3322,  Lot  29),  Bor 
ough  of  The  Bronx  (reopened  January  28,  1947). 

9-47-A _ 93-99  Irving  place  and  1057  bulton  street,  north 

east  corner  (Block  1993,  Lot  11),  Borough  of  Brooklyn. 

227-47-A — 935-943  3rd  avenue  and  201  East  56th  strec 
northeast  corner  (Block  1330,  Lots  1,  2J 4,  3  and  4),  Boroug 
of  Manhattan. 

235-47-A — 423-433  Morgan  avenue,  northwest  corner  < 
Withers  street  (2nd  floor)  ;  (Block  2868,  Lot  24),  Boroug 
of  Brooklyn. 

251-47-A — 749  Broadway,  west  side,  83  ft.  south  of  Ea 
8th  street  (2nd  to  5th  floors)  ;  (Block  548,  Lot  57),  Bo 
ough  of  Manhattan. 

267-47-A — 2  Washington  Square  North,  north  side,  28 
west  of  iJniversily  place  (Block  550,  Lot  2),  Borough 

Manhattan.  HARRIS  H.  MURDOCK,  Chair  mi 


1464-39-GR— Reopening  and  amendment  of  General  Reso¬ 
lution— re  Approval  of  Inspection  Agencies  under  rules 
adopted  by  the  Board  under  Calendar  1139-39-SR.  addition 
of  the  inspection  agency,  Ilia  E.  Hobart,  Professional  En¬ 
gineer. 

326-44-SM — Bethlehem  Open  Web  Expanded  Steel 
Toists  (reopened  October  8,  1946  re  amendment  of  resolution 
as  to  bridging). 

437-45-SM— Bethlehem  Open  Web  Welded  Steel  Joists 
(reopened  October  8,  1946  re  amendment  of  resolution  as  to 

bridging).  _  . 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  8,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  8,  1947,  at  2  o  clock  in  Room. 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

176-47-A— 308-312  West  30th  street,  south  side,  136  ft. 
west  of  8th  avenue  (Block  753,  Lot  48),  Borough  of  Man¬ 
hattan. 

893-46-A — 50  Church  street,  west  side,  block  bounded  by 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
n  ;  (Hudson  Terminal,  Building  B),  Borough  of  Man¬ 
hattan. 

123-47- A— 623  Linden  boulevard,  northwest  corner  of 
East  45th  street  (Block  4865,  Lot  26),  Borough  of  Brooklyn. 

i43.47.A_ 2501  Grand  Concourse,  northwest  corner  of 
Fordham  road  (3rd  and  4th  floors)  ;  (Block  3107,  Lot  1), 
Borough  of  The  Bronx. 

158-47-A — 455-459  10th  avenue,  west  side,  74  ft.  1  in.  south 
of  West  36th  street  (1st  floor)  ;  (Block  707,  Lot  33),  Bor¬ 
ough  of  Manhattan. 

984-46-A— 38-77  11th  street,  east  side,  50  ft.  north  of  40th 
avenue  (Block  473,  Lots  553  and  554),  Long  Island  City, 
Borough  of  Queens. 


APRIL  15,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  heari 
Tuesday  morning,  April  15,  1947,  at  10  o  clock  in  Roc 
1013,  Municipal  Building,  Manhattan,  on  the  following  m 
ters : 

864-46-BZ— Application,  November  13,  1946  under  s> 
tion  7f  of  the  zoning  resolution,  of  Lama  and  I  roskau 
applicants,  on  behalf  of  Daniel  A  Cornell,  Jr.  and  Jan 
A.  Cornell,  owners,  to  permit  in  a  business  use  district 
erection  and  maintenance  of  a  gasoline  service  station  lu 
torium,  laundry  and  office;  premises  233-12  to  233-20  Line 
boulevard  and  117-02  to  117-10  234th  street,  southwest  cor 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borot 
of  Queens. 

766-28-BZ — Application  of  Sol  A.  Liebman,  applicant, 
behalf  of  Ida  Katz,  owner,  reopened  October  29,  1946,  un 
sections  7f  and  21  of  the  zoning  resolution,  to  permit  i 
business  use,  C  area  district,  the  erection  and  mamtena 
of  a  garage  for  more  than  five  (5)  motor  o'^u'fc  < 
more  than  the  area  permitted ;  premises  820-838  Last  i 
York  avenue,  south  side,  120  ft.  west  of  Schenectady  < 
nue  (Block  4806,  Lot  77),  Borough  of  Brooklyn. 

974-46-BZ— Application,  December  10,  1946,  under  sec 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ai 
cants,  on  behalf  of  John  Robert  Gorden,  owner,  to  pel 
in  a  residence  and  business  use  district,  the  change  in 
from  garage  to  store,  with  store  front  more  than  requ 
distance  from  intersection  abutting  a  residence  disti 
premises  516  Bay  Ridge  parkway,  south  side,  103  tt 
of  5th  avenue  (Block  5942,  Lot  13),  Borough  of  Brool 


69-47-BZ— Application,  January  24,  1947,  under  section 
and  7 i  of  the  zoning  resolution,  of  Lama  and  I  roskt 
applicants,  on  behalf  of  Flabro  Realty  Corp.,  ownci 
permit  in  a  residence  and  business  use  district,  the  re 
struction  of  an  existing  gasoline  service  station, 
laundry,  lubritorium  and  office,  using  more  area  and 
change  of  occupancy  to  gasoline  service  station,  laut 
lubritorium,  office  and  repairs;  premises  d/1-d 
Island  avenue,  and  1-15  Lewis  place,  northeast  corner  U 
5141,  Lot  21),  Borough  of  Brooklyn. 
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CALENDAR 


1-47-BZ-A;, plication,  January  30,  1947,  under  section 
c  of  the  zoning  resolution,  of  Alfred  H.  Eccles,  applicant, 
n  beli.df  ol  Linson  breeman  Co.,  Inc.,  owner,  to  permit  in 
residence  use,  B  area,  district,  the  change  in  occupancy 
rom  garage  to  photography  studio,  using  more  than  the 
rea  permitted  and  without  the  required  rear  yard;  premises 

|  St.reneh  n°rlh  su'e’  171  ft-  west  of  3rd  avenue 
Block  891,  Lot  34),  Borough  of  Manhattan. 

M7-BZ-Application,  January  31,  1947,  under  sections  7h 
nd  /e  of  the  zoning  resolution,  of  Herman  Kron,  applicant, 
ti  belialt  of  Anndons  Inc.,  owner  (Ferris  Buick  Corp 
ssce),  to  permit  in  a  business  use  district,  the  display  and 
ile  ot  used  cars  and  the  parking  and  storage  of  more 
tan  hve  (a)  motor  vehicles  with  license  plates  removed; 

,! cm ises  25  8-2332  Jerome  avenue,  east  side,  197  ft  north 

ronxSt  183rC  StrCet  (B1°Ck  3187,  Lot  9)’  BorouSh  of  The 

76-46-BZ— Application  of  Charles  M.  Spindler,  appli- 
int,  on  behalf  of  Joseph  Halpern,  owner  (Harry  Field 
u7C  \  re.open.ccl  and  restored  to  the  calendar  March  18’ 
47  Application,  under  section  7e  of  the  zoning  resolution’ 

'  permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
term  of  five  (5)  years  (previously  withdrawn)  ;  premises 

BlodT^Q6  TAoia^7'i44p  East,nt,h  ®treet|  northwest  corner 
dock  439,  Lot  37),  Borough  of  Manhattan. 

9-28-BZ— Application  of  Lama  and  Proskauer  aooli- 
nts,  on  belialt  of  Simm  Molding  &  Manufacturing  Indus- 
es  Inc.,  owner,  reopened  October  29,  1946,  under  section 
of  the  zoning  resolution,  to  permit  in  a  business  use,  C 
•ea  district,  the  conversion  of  occupancy  from  public 
.rage  (previously  granted  by  the  Board)  to  factory  ex- 
Tgf  PfH^'tted ;  premises  6702-6706  3rd  avenue  and 

vl'ani  r  let’  southwest  corner  (Block  5849,  Lots  37 
jd  40),  Borough  of  Brooklyn. 

Application,  January  9,  1946,  under  sections 
■  and  of  the  zoning  resolution,  of  Alden  B.  MacNeil 

busfnes  °n  behnlf  °f  Fred  Loguidice,  owner,  to  permit  in’ 
nm  .h,  f ’  -D  frea  dlstrJct-  the  erection  of  a  building 
!  jO.ut  the  required  rear  yard,  and  without  the  required  side 
i  ,4  P^e™lses  139-15.  and  139-17  109th  avenue,  north  side, 

inakrCrLgh'o/Sen?1^  ^  L°‘S  2'°  ““  211>. 

'n(!iand  139~17  109th  avenue>  north  side,  144 
tast  of  139th  street  (Block  10068,  Lots  210  and  211) 
hiaica,  Borough  of  Queens.  ’ 

^^-Application,,  September  23,  1946,  under  sec- 
•ant  1  k  ^"'"g/esolution,  of  Cornelius  G.  DeLoca,  ap- 
mh’in  nbeHa  f  °f  140  Elverside  Drive,  Inc.,  owner,  to 
t irina !•  v  »  r«,der?ce  use  district,  a  business  use  (sale  of 
m  n/y’  dy’  Clg?rs’  newspapers  and  magazines),  for  a 
\xiy^al^*  i^r^m^ses  140-147  Riverside  drive  east  side 

"et  Wt°\VVefSta77i?1  StreCtS’  35 1-359  West  86th’ 

street  (Block  1248>  Lot 

iJd"7rZn7uPPliCati°n’  October  23,  1946,  under  sections 
ant  1 L£eu°n!%  resoIu^Ion-  of  Albert  W.  Lewis,  ap- 
Corn  lbehalf  ?f  Erne.st.St-  John  Mann,  owner  (Gulf 
rict  tbi  SPee)i-5°  Perrmit  -In-a  ^siclence  and  business  use 
i  new  bm-fc  9°  °f  ex,sting  building  and  the  erection 
s  at7nn  4  g-USmg  a  greater  area  for  the  gasoline  serv- 
•nnike  n^tv  15  Presently  used;  premises  158-01  Union 
;1  Mrt  of  T^n  mrntr  of  Parsons  boulevard  (Block 
’  part  of  Lot  0,  Flushing,  Borough  of  Queens. 

-46-BZ— Applicati°n(  December  2,  1946,  under  section 

’.If  of  ZA„nf  /if, '“I0?'  of  S,eve  Z'dtovich,  applicant,  on 
E  area  J  ? lo.Ylch-  owner,  to  penmt  in  a  residence 
'lling  o  twn  /5  ’  fhe  -fIte,ratl°n  to  existing  one  family 

Is;  premises  14277frr'  fy  dl^1I,ngs  without  the  required 
|  ,  premises  14-77  Chntonville  street,  east  side,  35.91  ft. 

'..estont  Borotgh^TQSi1510*  ^  ^  ° ‘  L°*  4)' 


7d'n7f' qZ~ARPlicatio,n’  January  21,  1947,  under  section 

o  behalf  -niRngtreS°1UtV0IiV°f  James  E’  Casale-  applicant, 
on  behalf  oi  Beatrice  D.  Maroney,  owner,  to  permit  in  a 

firSsfflSrUSoen>SnCt’  thC  Ch,an#e  in  occuPancy  from  store  on 
u  ?°fl  odlces  on  second  floor  and  apartments  on  third 
to  sixth  floors  to  restaurant  on  first  floor  and  rear  half  of 

^nnd<l  °°r’  offices.  in  D001  half  and  apartments  on  third  to 
18  ft  we,;  Pfenr11Se^  120'122  East  86th  street>  south  side! 

BoroughTftM°a£„hLaetS;g,0n  aVem'e  <B1°Ck  ,5M-  Lot  6I>. 

104-47-BZ-Application,  January  30,  1947,  under  section 
2  %  ?,°?ing  resolution,  of  George  G.  Miller  applicant 

on  behalf  of  Margaret  Demuth,  owner  (Irving  Fed’erjessee)’ 
to  permit  in  a  business  use,  C  area  district,  the  erection  and 
mamtenance  of  a  building,  using  more  than  the  area  permit- 
ted,  premises  3509  Jerome  avenue,  west  side,  180  44  ft  south 

Bronx"  "  (B1°Ck  3324B’  Lot  142)-  Bor°ugh  of  The 

491-31-SA— Superfex  Oil  Burning  Heaters  and  Heat 
I  rejectors  (reopened  October  22,  1946  to  include  additional 

55-47-SM— Kohler  Co.  Chromium  Plated  Brass  Sink  I  ava 
tory  or  Bath  Trap,  Model  K-9030.  ’ 

f,76'44'fM~U"jted  States  Gypsum  Company’s  2"  Solid 
of  dotation).  r  titi0"  <reoreninE  and  amendment 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
inn  M  IS,  1947,  at  2  o'clock  in  Room 

ters*  M  pal  Buildmg,  Manhattan,  on  the  following  mat- 

103-47-A— 5-1-56  South  2nd  street,  south  side,  130  ft.  west  of 
Wythe  avenue  (Block  2415,  Lot  19),  Borough  of  Brooklyn 

189-47-A— 148  26th  street  (rear),  southeast  corner  of  3rd 
avenue  (Block  657,  Lot  14),  Borough  of  Brooklyn. 

186-47-A— 56-60  East  59th  street,  south  side,  125  ft  west 
of  lark  avenue  (Hotel  Nassau);  (Block  1294,  Lot  42) 
Borough  of  Manhattan.  '' 

165-47-A-— 4822  Fort  Hamilton  parkway,  west  side  20  ft 

of 'Brooklyn!  ^  (Bl0Ck  5632,  Lot  27)’  B°rough’ 

547-46--^7>  9’  U>  l3>  17>  19>  23,  27,  31,  35,  37,  39,  41 
a”d  45  Utlca  street  east  side,  40,  80  and  120  ft.  north  of 

Boro Lwf  nenUe  (/B  Tk  900’.  Lot  Rockaway  Point, 
Borough  of  Queens  (under  section  36,  General  City  Law  re 

buildings  not  .on  legally  graded  or  mapped  streets)  -  (re¬ 
opened  March  18,  1947;  previously  withdrawn).  { 

HARRIS  H.  MURDOCK,  Chairman. 
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APRIL  22,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

inn  S’  *lr'1  22,  1947,  at  10  o’clock  in  Room 

tors  •’  Municipa  Bui*ding,  Manhattan,  on  the  following  mat- 

1-27-BZ— Application  of  Lama  and  Proskauer,  applicants, 

Miroh1?/  io47Irtershl1^  ,Inv?stors  !nc.,  owner,  reopened 
March  25,  1947,  for  consideration  as  to  extension  of  term  of 

variance  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion  for  a  term  of  ten  (10)  years,  permitting  in  a  business 
use  district,  the  alteration,  and,  also  the  permanent  use  of  a 
gasoline  service  station  (previously  granted  by  the  Board 
under  section  /f  of  the  zoning  resolution,  for  a  temporary 


period)  ;  premises  1124  Gun  Hill  road,  south  side,  from  Yates 
avenue  to  Boston  road  (Block  4615,  Lot  36),  Borough  of  The 
Bronx. 


360-35-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Mary  Guagenti,  owner  (Harry  Wein¬ 
stein  lessee),  reopened  December  17,  1946,  under  sections 
7c  and  7i  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  reconstruction  and  extension  of  an  existing 
gasoline  service  station,  to  include  auto  laundry,  lubritoriurn, 
office  and  motor  vehicle  repair. shop  (previously  granted  by 
the  Board)  ;  premises  2549-2557  Coney  Island  avenue  and 
1001-1011  Gravesend  Neck  road,  northeast  corner  (block 
7371,  Lots  68  and  70),  Borough  of  Brooklyn. 


877-39-BZ— Application  of  L.  J.  and  G.  A.  Shapiro, 
applicants,  on  behalf  of  Max  Kahn,  owner,  reopened  Febru¬ 
ary  4,  1947,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the  installa¬ 
tion  of  an  additional  boiler  and  the  construction  and  main¬ 
tenance  of  a  new  boiler  room ;  premises  1055-1065  Wi _cl 
street,  north  side,  140  ft.  west  of  11th  avenue  and  1(X)2- 
1064  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 


717-46-BZ — Application,  October  1,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Fairview  Realty  Corp.,  owner,  to  permit 
in  a  business  use  district,  the  proposed  reconstruction  and 
extension  of  existing  gasoline  service  station  lubritoriurn 
and  auto  laundry ;  premises  104-01  to  104-09  Atlantic  avenue, 
and  93-11  to  93-15  104th  street,  northeast  corner  (Block 
9313,  Lot  60),  Flushing,  Borough  of  Queens. 


106-47-BZ— Application,  February  3,  1947,  under  section 
7e  of  the  zoning  resolution,  of  Nathaniel  C.  baxe,  applicant, 
on  behalf  of  Hyman  Bramson,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  super¬ 
market  to  super-market  and  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  25-Oo  to  2o-0/  Seagirt  avenue, 
south  side,  45.85  ft.  west  of  Beach  25th  street  (Block  296, 
Lot  57),  Edgemere,  Borough  of  Queens.  ■  j 

203-47-BZ— Application,  March  5,  1947,  under  section  71 
of  the  zoning  resolution,  of  Adolph  Mertin,  applicant,  on 
behalf  of  Florence  Bock,  owner  (Herman  Karp,  lessee),  tc 
permit  in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station  and  lubritoriurn  with  ar 
entrance  more  than  required  distance  from  the  intersection 
premises  1072-1090  East  35th  street,  west  side,  and  17b 
1727  Flatbush  avenue,  east  side  and  intersection  of  Avenui 
J,  Flatbush  avenue  and  East  35th  street  (Block  7n98,  Lo 
40),  Borough  of  Brooklyn. 

438-46-SA — Kaiser  Dishwasher,  Models  DeLuxe  am 
Standard. 

163-47-SM— Kaiser— Fleetwings  Inc.  Syphon  Breaker.  , 
829-46-SM— Burn-Rite  Anti-Syphon  Valve,  Model  No.  ! 
96-47-SM — A.  L.  Eastmond  Welding  Service  275  Gallo 
Fuel  Oil  Storage  Tank. 


HARRIS  H.  MURDOCK,  Chairmu 


871-46-BZ — Application,  October  2,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  William  Gold  and 
John  J.  McNamara,  applicants,  on  behalf  of  B.K.R.  Hold¬ 
ing  Corp.,  owner,  to  permit  in  a  residence  and  business  use, 
C  and  D  area  district,  the  erection  of  a  building  to  be  used 
as  a  motion  picture  theatre  and  stores,  using  more  than  the 
area  permitted;  premises  97-05  Queens  boulevard  97-01  o 
97-07  64th  road,  northwest  corner  and  97-22  to  9/-Z8  64th 
avenue  (Block  2091,  Lots  1,  4,  16  and  18),  Woodside,  Bor¬ 
ough  of  Queens. 


APRIL  22,  1947,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public _  hear ir' 
Tuesday  afternoon,  April  22,1947,  at  2  o  clock  in  Roo 
1013,  Municipal  Building,  Manhattan,  on  the  following  ma 

ters : 


1014-46-BZ — Application,  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  appli¬ 
cant,  on  behalf  of  Oceanic  Lumber  Corp.,  owner  (Dason 
Equipment  Corp.,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more  than 
five  (5)  motor  vehicles,  to  woodworking  shop  (manutac- 
turing  cabinets)  for  a  term  of  years;  premises  1537  Bergen 
street,  north  side,  100  ft.  east  of  Schenectady  avenue  (Block 
1348,  ’Lot  78),  Borough  of  Brooklyn. 


207-47- A — 271-277  Beach  19th  street  and  19-09  Plai 
view  avenue,  southwest  corner  (Block  134,  Lot  4U),  h 
Rockaway,  Borough  of  Queens. 

234-47-A— 768  5th  avenue,  west  side,  from  West  58 
street  to  West  59th  street  (Central  RarkSonth)  ,5-19W( 
58th  street  and  2-20  West  59th  street  (Block  1274,  Lot  2. 
Borough  of  Manhattan. 

airnu 


HARRIS  H.  MURDOCK,  Cha 


APRIL  29,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hear 


40-47-BZ — Application,  January  15,  1947,  under  sections 
7b  and  21  of  the  zoning  resolution,  of  Cafiero  and  Lacerenza, 
applicants,  on  behalf  of  Julia  Di  Mattina,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy  from 
multiple  dwelling  to  proposed  extension  of  existing  store 
and  multiple  dwelling;  premises  164  Union  street  south  side, 
94.9  ft.  east  of  Hicks  street  (Block  343,  Lot  11),  Borough 
of  Brooklyn. 


nr.iv£.Di  dive.1.  d. 

Tuesday  afternoon,  April  29,  1947,  at  2  o  clock  in 
1013,  Municipal  Building,  Manhattan,  on  the  following  m 


ter 


152-47-A — 60-64  Beaver  street,  2-6  William  street,  sou 
west  corner  and  107  Pearl  street  (19th  floor);  (Block  ■ 
Lot  1),  Borough  of  Manhattan. 


HARRIS  H.  MURDOCK,  Chaim ■ 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appe, 
Room  1018,  Municipal  Building,  Manhattan,  at  three so 
each— postage  to  be  added  if  the  forms  are  forwarded 
mail. 
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EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK 

RELATING  TO  REFRIGERATING  SYSTEMS 


General  Provisions 

}C19-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
■hapter  the  following  terms  shall  respectively  be  deemed 
o  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
vhich  a  refrigerant  is  circulated  for  the  purpose  of  ex- 
racting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen- 
rator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 
.pparatus,  pipes,  vessels,  or  other  parts,  containing  refrig- 

rant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig- 
rant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
ooled  by  the  refrigerant  is  circulated  to  the  substance  or 
pace  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
sed  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
readied,  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
ydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
urn  or  explode  when  mixed  with  certain  proportions  of 

ir. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
;  located  a  refrigerating  system  .containing  refrigerant,  but 
ot  including  expansion  coils  when  located  in  cold  storage 
Dorns  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
3^),  the  product  of  which  and  the  test  pressure,  con¬ 
futes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
raws  the  refrigerant  from  the  low  pressure  or  low  tem- 
erature  side  of  the  system  and  discharges  it  into  the  high 
ressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
isponsive  mechanism  for  automatically  stopping  the  oper- 
ion  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
ffrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
ipture  member,  fusible  plug  or  other  approved  device  for 
Sieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
r  other  means  to  automatically  relieve  pressure  in  excess 
f  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
loture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
drigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig- 
ant  constructed  to  conform  to  the  regulations  of  the 
Uerstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
ie  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
aeration. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
dy  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
mperature  fusible  member  for  the  relief  of  pressure. 

C26-235.0.  Definitions. 

(a)  Public  Buildings.  Public  buildings  are  structures 
parts  of  structures  in  which  persons  congregate  for 
vie,  political,  educational,  religious  or  recreational  pur¬ 
ges,  or  in  which  persons  are  harbored  to  receive  medical, 
writable  or  other  care  or  treatment,  or  in  which  persons 
e  held  or  detained  by  reason  of  public  or  civic  duty,  or 


for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings  lecture  halls,  churches,  assembly  halls,  lodge 
rooms  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo- 
1 1Cfi  \  rCt>  10^jSes’  s^tions,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others 
office  buildings,  factory  buildings,  salesrooms  (stores)’ 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets’ 
central  station  power  plants  and  electric  sub-stations. 

Bonds  and  Fees. 

§C19-24.0.  Fees  and  Permits. 


Applicants  for  permits  under  the  provisions  of 
ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems: 

Class  A  systems  . 

Class  B  systems  . 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  . 

Class  C  systems  containing  six  pounds  or 
less  of  refrigerant  . 

Refrigerating  Systems 


this  chap- 

$20.00 

10.00 

5.00 

1.00 


C19-  96.0.  Permits. 

C26-214.0.  Supervision. 

Cl 9-  97.0.  Classification. 

C19-  98.0.  Permissible  locations. 

CJ 9-  99.0.  Refrigerating  machinery  rooms  and  ventilation. 
C19-100.0.  Open  flames  and  electrical  equipment. 

C19-101.0.  Testing. 

09-102.0.  Piping. 

C19-103.0.  Safety  devices. 

C19-104.0.  Size  of  safety  devices. 

09-105.0.  Location  and  discharge  of  safety  devices. 
09-106.0.  Operating  precautions. 

09-107.0.  Equipment  diagrams. 

§C19-96.0.  Permits. 


(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
be  unlawful  to  maintain  or  operate  a  refrigerating  system 
without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Commissioner  issued  under  date  of 
May  20,  1946,  as  amended  through  December  6,  1946,  the 
following  instructions  to  inspectors: 

1.  That  the  refrigerants  dichlorodifluoromethane.  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CCL*FS, 
dichlorotetrafluoroethane  (“F-114”)  GCLaF*,  monofluorotri- 
chloromethane  (“F-ll”)  CFCLS,  dichloromonofluoromethane 
known  as  (F-21)  CHCL2F,  monochlorodifluoromethane 
known  as  (F-22)  CHCLFs  and  trichlorotrifluoroethane 
known  as  (F-113)  C2CL3F8  are  non-flammable  and  non¬ 
irritant,  unless  otherwise  hereinafter  provided,  and  shall  be 
regulated  in  accordance  with  the  provisions  of  Article  18 


/ 
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of  Chapter  19  of  the  Administrative  Code  of  the  City  of 
New  York;  EXCEPT: 

(a)  When  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
then  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

(b)  That  systems  containing  more  than  six  (6)  lbs. 

of  F-21  or  F-113  be  confined  to  separate  machinery 
rooms  in  accordance  with  Section  C19-99a,  Adminis¬ 
trative  code.  _  ■ 

2.  That  refrigerating  systems  employing  F-ll;  F-12 ;  F- 
21;  F-22 ;  F-113  or  F-114  are  restricted  to  parts  of  a  build¬ 
ing  so  specified  in  Section  C19-98.0  (b)  for  refrigerants 
other  than  non-irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  used  for  air  conditioning  are  re¬ 
stricted  to  the  indirect  method  except  that  the  direct  method 
may  be  used  in  parts  of  a  building  so  specified  in  Section 
C19-98.0  (b)  for  refrigerants  other  than  non-irritant  and 
non-flammable. 

4.  Except  as  otherwise  provided  in  these  rules,  refriger¬ 
ating  systems  employing  F-ll;  F-12;  F-21;  F-22;  F-113; 
or  F-114;  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
any  building,  provided  that,  Class  “C”  hermetically  sealed 
unit  systems  containing  not  more  than  four  pounds  of  F-12 
may  be  installed  and  maintained  where  such  systems  do  not 
obstruct  any  means  of  egress. 

5.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
2\;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  hospital,  unless  the  entire  system  is  confined  in  a 
fireproof  machinery  room,  used  for  no  other  purpose,  and  in 
which  no  open  flame  shall  be  employed,  except  that  the 
Class  “C”  system  containing  not  more  than  10  pounds  of 
F-ll  ;  F-12;  F-22;  F-114;  or  not  more  than  six  (6)  pounds 
of  F-21  or  F-113  may  be  used  in  a  diet  kitchen  which  shall 
be  cut  off  from  the  rest  of  the  building  by  a  tight  fitting 
self-closing  door  or  doors  and  provided  with  a  window  or 
windows  to  the  outside  air.  All  open  flames,  and/or  ap¬ 
paratus  for  producing  an  open  flame,  in  diet  kitchens  where 
these  refrigerants  are  used  shall  be  vented  to  the  outside 
air  as  hereinafter  required  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 

21 ;  F-22;  F-113  or  F-114  may  be  installed  or  maintained  in 
a  hospital  private  room,  having  tight  partitions  and  tight 
fitting  self-closing  door  or  doors  and  where  not  more  than 
two  persons  are  helpless  and/or  given  medical  treatment, 
provided  there  is  no  open  flame  and/or  apparatus  for  pro¬ 
ducing  an  open  flame  in  such  room  and  when  the  system 
contains  not  more  than  10  pounds  of  F-ll;  F-12;  F-22;  F- 
114;  or  not  more  than  six  (6)  pounds  of  F-21  or  F-113 
and  except  that  portable  oxygen  tents  containing  a  hermeti¬ 
cally  sealed  refrigerating  system  with  a  hermetically  sealed 
lubricating  arrangement  employing  not  more  than  two 
(2)  pounds  of  F-12  may  be  used  in  the  wards  of  hospitals 
provided  that  / 

(a)  the  electrical  equipment  of  such  unit  shall  con¬ 
form  with  the  requirements  of  the  Department  of  Water 
Supply,  Gas  and  Electricity  and  a  statement  to  that 
effect  has  been  filed  with  the  Fire  Commissioner ; 

(b)  while  such  unit  is  in  operation  there  is  an  at¬ 
tendant  present  and  there  is  no  open  flame  in  the  ward ; 
and 

(c)  when  the  unit  is  not  in  use,  it  shall  be  stored  in 
a  separate  fireproof  room  provided  with  tight-fitting 
self-closing  fire  door  and  with  a  window  to  the  outside 
air. 

(d)  No  person  shall  be  permitted  to  smoke  in  any 
room  or  enclosed  space  where  such  unit  is  operated, 
stored  or  maintained. 

7.  That  a  refrigerating  system  employing  F-ll;  F-12; 
F-21 ;  F-22;  F-113;  or  F-114;  shall  not  be  installed  or  main¬ 
tained  in  a  theatre  or  motion  picture  theatre  unless  the 
entire  system  is  confined  in  a  fireproof  machinery  room, 
used  for  no  other  purpose,  and  in  which  no  open  flame  or 
apparatus  to  produce  such  open  flame  shall  be  employed, 
except  that,  Class  “C”  systems  containing  not  more  than 
ten  pounds  of  F-ll;  F-12;  F-22;  or  F-114;  or  not  more 
than  six  pounds  of  F-21 ;  or  F-113,  may  be  installed  in  a 
rest  room,  smoking  room  or  lounging  room,  provided 
that  in  such  rooms  no  open  flame  or  apparatus  to  produce 


such  open  flame  shall  be  employed,  and,  except  tha 
Class  “C”  hermetically  sealed  unit  systems  containing  n< 
more  than  four  pounds  of  F-12  may  be  installed  and  mail 
tained  in  a  theatre  or  motion  picture  theatre  provided  r 
open  flame  or  apparatus  to  produce  such  open  flame  sha1 
be  employed  in  the  section  of  such  theatres  where  sue 
systems  are  maintained  and  provided  further  that  sue 
systems  shall  not  obstruct  any  means  of  ingress  to  e 
egress  from  such  theatres.  . 

8.  That  a  refrigerating  system  employing  F-ll  ;  F-12;  1 
21 ;  F-22;  F-113  or  F-114,  when  used  in  a  room  or  rooms 
wWh  there  is  an  open  flame  or  apparatus  to  produce  sin 
open  flame,  such  open  flame  and/or  apparatus  shall  be  pr 
vided  with  a  hood  and  independent  mechanical  ventilation 
arranged  as  to  convey  all  the  products  of  combustion 
the  outside  of  the  building.  This  provision  shall  apply  on 
to  diet  kitchens  of  hospitals  and  to  Class  “C”  systems 
schools,  churches,  dance  halls,  court  rooms,  police  statior 
jails,  asylums,  subways,  passenger  depots,  rooms  openii 
into  passenger  depots  and/or  subways  and  such  other  plac 
as  are  deemed  by  the  Fire  Commissioner  necessary  in  t 
interest  of  public  safety. 

9.  That,  except  for  Class  “C”  systems  located  in  roor 

in  which  no  open  flame  or  apparatus  to  produce  such  flar 
shall  be  employed  containing  not  more  than  ten  pounds 
refrigerant,  each  refrigerating  machinery  room  in  any  buil 
ing  in  which  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114 
used,  shall  be  maintained  vapor-tight  and  provided  wi 
tight  fitting,  self-closing  doors,  in  accordance  with  Secti 
C19-99.0  (a).  .  J 

10.  That  each  refrigerating  machinery  room  in  whu 
F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114  is  used,  shall  : 
adequately  ventilated  directly  to  the  outside  air  in  accordar: 
with  Section  C19-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  s: 
terns  employing  F-ll;  Fr12;  F-21;  F-22;  F-113  or  F-l 
shall  be  included  in  Section  C19-101.0  as  follows: 


Refrigerant 
F-ll 
F-12 
F-21 
F-22 
F-113 
F-114 


Column  No.  1 
25 
180 
50 
300 
12 
60 


Column  No.  2 
15 
120 
'20 
170 
12 
30 


Column  Nc! 
15  . 
135 
35 
230 
12 
30 


12.  That  the  size  of  pressure  relief  valves  for  syste; 
in  which  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114  is  em¬ 
ployed,  shall  be  as  follows: 


Capacity  of  System 
Up  to  30  tons 
30  to  60 
60  to  100 
100  to  175 
175  to  250 
250  to  450 
450  to  900 


Number  Required 
One  Yz  inch 
One  V4  “ 

One  1-  “ 

One  1*4  inches 
One  U/2  “ 

One  2 
Two  2 


or 


13.  That  the  storage  of  F-ll:  F-12;  F-21;  F-22;  F- . 
F-114  shall  conform  with  Section  C19-106.0  (c)  -5  :f 

other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  ' 
Refrigerating  Code  not  so  mentioned,  shall  be  complied  w;i 

15.  That  refrigerating  systems  employing  F-ll;  F-12 
F-114,  installed  prior  to  May  19,  1932,  shall.be  inspect! 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opini 
of  the  Fire  Commissioner,  the  installations  are  of  a  m 
hazardous  character,  a  permit  may  be  issued.  Installatii 
which  have  been  made  in  hospitals,  theatres,  asylums  it 
places  of  public  assembly  shall  be  made  to  comply  strut 
with  these  rules. 


§C26-214.0.  Refrigeration  System  Opera¬ 
tors;  Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in 
building  any  refrigerating  system  containing  more  t- 
fifty  (50)  pounds  of  refrigerant  except  under  the  Jj 
sonal  supervision,  direction  or  control  of  either  a  c 
licensed  engineer  or  a  person  who  has  obtained  a  certind 
of  qualification  from  the  superintendent  to  operate  sue 
system.  Where  the  system  contains  two  hundred.  (2 
pounds  or  less  of  refrigerant  and.  is  fully  automatic, 
one  qualified  operator  will  be  required. 
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b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
■  he  building  or  exhibition  hall  any  Class  C  system  per^ 
ted  for  exhibition  or  demonstration  purposes  except 
er  the  personal  supervision,  direction  or  control  of  either 
ulv  licensed  engineer  or  a  person  who  has  obtained  a 
,:ificate  of  qualification  from  the  superintendent  to  oper- 
;  such  a  system. 

c)  .  Upon  receipt  of  such  certificate  the  applicant  ihere- 
shall  pay  an  annual  license  fee  as  follows :  For  the 

ial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro- 
id  application  for  such  renewal  he  made  within  thirty 
s  prior  to  the  expiration  of  such  certificate.  Any  such 
ificate  may  be  revoked  or  suspended  for  cause  at  any 
i  by  the  superintendent. 

19-97.0.  Classifications. 

a)  The  total  amount  of  refrigerant  common  to  a  sys- 
operating  through  one  or  more  evaporators,  shall  be 

sidered  the  capacity  of  the  system  and  determine  its 

s. 

b)  AC  lass  A  system  is  a  system  containing  one  thou- 
i  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
ty  (30)  tons  capacity  or  over. 

c)  A  Class  B  system  is  a  system  capable  of  less  than 

ty  (30)  tons  capacity,  or  containing  less  than,  one  thou- 
l  (1,000)  pounds  of  refrigerant  and  more  than  amounts 
vided  for  in  a  Class  C  system. 

id)  A  Class  C  system  is  a  system  containing  not  more 
i  twenty  (20)  pounds  of  refrigerant. 

19-98.0.  Permissible  Locations. 

a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
ys terns  in  any  public  building  as  defined  by  subdivision  a 
section  C26-235.0  of  the  code,  until  plans  have  been  filed 
i  and  approved  by  the  fire  commissioner,  and  no  re- 
erant  shall  be  placed  in  the  system  until  a  permit  has 
l  obtained  from  the  fire  commissioner. 

b)  The  direct  method  of  refrigeration  shall  not  be 

1 .  in  any  building,  whether  or  not  a  permit  is  required 

installation  therein,  outside  of  the  refrigerating  ma- 
lery  room  except  in  buildings  used  exclusively  for  ice 
:ing  or  for  refrigerating  purposes,  or  when  such  method 
ot  carried  above  the  first  floor  in  business  buildings,  or 
he  business  sections  of  business  buildings  provided  the 
re  system  is  confined  to  one  floor  in  the  space  occupied 
i  single  tenant,  or  in  the  business  section  of  a  residence 
ding  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
ze  building  occupied  by  not  more  than  two  families,  or 
iny  building  provided  a  non-irritant  and  non-flammable 
igerant  is  used.  The  provisions  of  this  subdivision  shall 
apply  to  a  building  in  which  installation  was  made  prior 
December  13,  1927. 

:)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir- 
.ting  system  that  will  generate  flammable  vapor  at  a 
perature  below  100  degrees  Fahrenheit  when  tested  in 
'agliabue  open  cup  tester,  and  no  refrigerant  shall  be 
1  as  a  brine. 

d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
em  using  ammonia  in  any  building  above  the  first  floor 
1  unless  such  building  is  used  exclusively  for  ice  making 
efrigerating  purposes.  The  provisions  of  this  subdivision 
1  not  apply  to  a  building  in  which  installation  was  made 
r  to  December  13,  1927. 

“)  Systems  on  demonstration  in  exhibition  halls  shall 
limited  to  the  unit  type  containing  not  more  than  ten 
)  pounds  of  refrigerant. 

f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
lation  system  employing  an  irritant  or  inflammable 
igerant  in  or  on : 

The  stairways,  halls,  lobbies,  entrances,  exists  or  audi- 
iims  of  any  building; 

Dance  halls,  court  rooms,  police  stations,  jails,  sub- 
s,  theatres,  or  motion  picture  theatres ; 

Waiting  or  public  rooms  in  a  railroad  passenger  depot 
ooms  opening  directly  therein  ; 

Rooms  opening  directly  into  a  subway,  or  theatre, 
notion  picture  theatre,  or  where  persons  are  detained 
:on  fined ; 

A  school,  unless  the  refrigerating  system  is  used  ex- 
ively  for  instruction  or  research  purposes ; 

A  hospital  or  asylum  in  which  persons  are  confined 
jiven  medical  treatment  or  helpless.  Unless  otherwise 


required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion.  I  he  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals,  schools,  or  laboratories,  and  when 
located  in  rooms  shut  off  from  the  rest  of  the  building  by 
tight  partitions  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

(s)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  pr  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and.  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§C1 9-99.0.  Refrigeration  Machinery  Rooms 
and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

1..  All  refrigerating  machinery  rooms  in  which  an  irritant 
refrigerant  is  used  shall  be  maintained  vapor-tight  except 
that  all  doors  which  open  to  other  parts  of  the  building 
shall  only  be  required  to  be  self-closing  and  close  fitting, 
and  shall  be  kept  closed  at  all  times,  except  during  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 
of  vapor  to  other  parts  of  the  building  shall  be  vapor- 
tight  and  kept  closed.  No  opening  from  elevator  shafts 
shall  be  permitted  in  the  refrigerating  machinery  room. 
This  provision,  however,  shall  not  apply  to  dumbwaiter 
shafts  the  door  openings  of  which  are  protected  with  self¬ 
closing  fire  doors  or  to  a  system  containing  'less  than  six 
(6)  pounds  of  refrigerant.  Closets  solely  contained  within 
and  opening  only  into  the  refrigerating  machinery  room 
shall  be  considered  as  part  of  the  room  in  which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery  room 
of  any  system  shall  be  independently  provided  with  means 
for  adequate  ventilation  to  the  outer  air.  The  ventilation 
shall  consist  of  a  window  or  windows  opening  directly  to 
the  open  air,  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room.  . 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
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accessible  and  located  outside  of  the  refrigerating  machinery 

room. 

4.  : 


Pounds  of 
Refriger¬ 
ant  in 
System 


Mechan¬ 
ical  Cu. 
Ft.  per 
Minute 
Discharge 


Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 
Ft.  Duct  Opposite 
*  Side 


Area 


Window  Area 
in  Sq.  Ft.  for 
One  side 
Only 


Up  to 


A 

..  20 
50 
100 
150 
200 
250 
300 
400 
500 
600 
700 
800 
900 
1,000 
1,250 

1.500 
1,750 
2,000 

2.500 
3,000 
4,000 
5,000 
6,000 
7,000 
8,000 
9,000 
10,000 
12,000 
14,000 
16,000 
18,000 
20,000 
25,000 
30.000 
35,000 
40.000 
45,000 


B 

150 
250 
400 
550 
680 
800 
900 
1,100 
1,275 
1,450 
1,630 
» 1,800 
1,950 
2,050 
2,350 
2,800 

3.150 

3.500 

4.150 

4.500 

6,000 

7.500 
9,000 

10.500 
12,000 
13,000 
14,000 
17,000 
19,000 
22,000 
24,000 

26.500 
33,000 
39,000 
44,000 
51,000 
56,000 


C 

4 

4 

4 

24 

4 

l 

1 

14 

14 

14 

14 

2 
2 
2 

24 

24 

3 

34 

4 

4  4 
6 


74 

9 

104 


12 

13 

14 
17 
19 
22 
24 
26 
33 
39 
44 
51 
56 


D 

1 

14 

2 

24 

3 

34 

4 

44 

5 

6 

64 

7 

74 

8 
9 
11 

124 

14 

16 

18 

24 

30 

36 

42 

48 

52 

56 

68 

75 
86 
92 
100 
121 
142 
155 
176 
190 


E 
6 
12 
16 
19 
25 
29 
32 
38 
42 
45 
48 
51 
55 
59 
68 
78 
87 
95 
113 
130 
167  - 
204 
241 
278 
315 
342 
360 
425 
470 
540 
580 
630 
760 
870 
940 
1,060 
1,120 


b.  Electrical  equipment.  .  . 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  ar 
emergency  switch  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  « 
switch  located  outside  of  the  refrigerating  machinery  roon 
where  it  can  be  quickly  reached  and  operated  in  case  o 

'  °2  \Vhere  the  operating  mechanism  in  any  system  i 
dependent  upon  electricial  control,  such  control  in  a  pressur- 
limfting  device  shall  be  on  a  closed  circuit.  Nothing  heren 
contained  shall  require  a  hand  reset  on  an  automatic  typ| 
of  refrigerating  machine. 

§C19-101.0.  Testing. 


Every  part  of  any  refrigerating  system,  except  pressur 
gauges  and  control  mechanism  shall  be  tested  to  at  lea. 
The  following  pressures:  Class  A  and  B  systems  contai 
g  over  fifty  (50)  pounds  of  refrigerant  shall  be  test* 
kffer installation  and  proved  tight  before  being  operate 
A  dated  declaration  of  such  test,  signed  by  the  tester,  sh. 
be  posted  in  the  machinery  room.  ~  , 


Col.  1 


Refrigerant 


High 

Pressure 

Side 


Carbon  dioxide  .  ]>500 

Ethane  .  ^ 

Ammonia  . 

Propane  . 

Methyl  chloride  . 

Sulphur  dioxide  . 

Iso-butane  . 

Butane  . 

Ethyl  chloride  . 

Dichloromethane  . 

Dichloroethylene  . 

Trichloroethylene  . 


300 

250 

155 

135 

90 

75 

30 

12 

12 

12 


Col.  2 

Col.  3 

Low  Pressure  Side 

A 

'With 

Without 

Safety 

Safety 

Valves 

Valves 

750 

1,000 

520 

760 

150 

225 

115 

175 

80 

120 

100 

100 

45 

70 

35 

50 

15 

25 

12 

12 

12 

12 

12 

12 

§C19-102.0.  Piping. 


'  Note-Door  openings  leading  di^T^the^  open  air  shall 
beNc°onsid?r0e0d  e0QPuivafin.  ,o  wmdow.  for  r«>u, remen, s 
specified  in  cohtmns  D  an  ^  bl«  refrigerant 

is  employed  as  the  refrigerant  no  ventilation  shall  be 

qU6re<In  lieu  of  mechanical  means  °cZ?A*sy£zm 
frigerating  machinery  rooms  where  a  Class  A  syMen^o 
("Icicq  P  svstem  using  ammonia  is  installed,  a  w  ° 

may  be  S  which  shall  consist  of  a  sprinkler  system 

d w5h  the main  holse'supply  or  other  assured  source 
from  which  a  —  w* pressure  ^f JoMessJhan 

twenty  P°''f.\J>e"^uca0r'tr'"iC  va,ve  or  valves  at  all  times, 
cry  room 


jr  *  vw.... 

§C19-100.0.  Open  Flames  and  Electrical 

Equipment. 

a.  Open  flames.  ,  .  A 

No  fire-flame  or  arc  light  will  be  permitted  in  aC^sA 
or  B  refrigerating  machinery  room  in  which  a  flamma 
refrigerant  is  used. 


a.  Piping.  .  . 

1  All  piping,  liquid  receivers  or  vessels  conta*ni"f 
refrigerant  shall  be  supported  on  or  by  strong  and  dun 
materials.  This  provision  shall  not  apply  to  Class  c, 

St2latThe  arrangement  of  stop  valves  relief  devices, 
other  limila  devices,  when  used  shall  be  as  shown  on 
diagram  for  Class  A  and  B  systems  in  section  C19-1 

0l  ^1  e Every  system  which  may  be  charged  after  installs 
shall  have  the  charging  connection  located  on  its  low  I 

SUrC'  b.  Gauge  glasses 

Liquid  level  gauge  glasses  except  thQseof  the  bufl 
fitnp  oVioll  have  automatic  closing  shut-ott  valves  anu 
Classes  shall  be  adequately  protected  against  injury 
slotted  metal  casings. 

§C19-103.0.  Safety  Devices. 

a  Construction  and  setting.  . 

1  Pressure  relief  valves,  pressure  limiting  devices 
rupture' members  shall  be  set  to  Prevent  the  pressure 
exceeding  the  test  pressure.  The  pressure  at  wan 
device  is  set  to  function  shall  be  indicated  there°  ; . 
section  C19-101.0  of  the  code,  columns  1  and  2  of  tab 

2  Fusible  plugs  shall  relieve  the  pressure  at  a  tern 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1  It  shall  be  unlawful  to  locate  a  stop  valve  betw 
ni-essure  relief  device  or  pressure  limiting  device  an 
nart  of  the  system  protected  thereby,  unless  two  pn 
belief  devices  of  required  size  are  used,  and  so  arr 
Sat  only  one  pressure  relief  device  can  be  cut  off  (• 

TaassVS'stem  iTwhich  no  stop  valves  an 
a  •  „£££  the  nressure  will  equalize  throughoi 

system  wtA  prS^  imposing  "element  is  not  m 
a«on  may  be  protected  by  only  one  pressure  rehef 
located  on  the  high  pressure  side. 
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c.  Ammonia  mixer. 

The  low  pressure  side  of  a  Class  A  ammonia  system 
1  be  provided  with  a  hand-operated  valve  for  discharg- 
the  ammonia  into  water  through  a  mixer  to  the  sewer 
ase  of  emergency. 

The  ammonia  mixer  shall  be  constructed  of  steel  and 
1  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
)  pounds  per  square  inch. 

It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
rgency  discharge  line,  except  for  the  manually-oper- 
[  valve  discharging  into  the  water  and  ammonia  mixer, 
there  may  be  one  stop  valve  located  inside  the  building 
repair  purposes  only.  This  valve  shall  be  sealed  open 
labeled  “Keep  Open.’’ 

The  manually  operated  pressure  relief  valve  shall  be 
ted  in  a  locked  box  which  can  be  opened  by  members 
he  Fire  Department  by  means  of  a  Fire  Department  key. 
:  door  of  the  box  shall  be  on  the  public  thoroughfare 
•  of  the  building  in  an  easily  accessible  location  and  not 
than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
ve  the  sidewalk  level.  The  box  shall  be  permanently 
led  with  letters  of  not  less  than  one  (1)  inch  reading 
r  Fire  Department  Use  Only.”  The  relief  valve  shall 
labeled  “Ammonia.”  A  sign  shall  be  posted  within  the 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

A  single  standard  three  (3)  inch  fire  department 
nection  shall  be  provided  through  which  the  necessary 
er  may  be  supplied  to  the  mixer.  The  fire  department 
nection  shall  be  located  near  the  box  and  not  less  than 
iteen  (18)  inches  or  more  than  twenty- four  (24)  inches 
ve  the  sidewalk  level  and  shall  be  permanently  labeled 
ing  letters  not  less  than  one  (1)  inch  high  reading  “To 
monia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
n  reaching  the  fire  department  connection  shall  be  in- 
led  in  the  water  line  between  the  fire  department  con- 
ion  and  the  water  and  ammonia  mixer. 

The  fire  department  shall  have  sole  use  of  the  mixer 
supply  the  necessary  water. 

In  systems  using  over  twenty-seven  thousand  (27,000) 
nds  of  ammonia  there  shall  be  provided  one  additional 
er  and  ammonia  mixer  for  each  twenty-seven  thousand 
,000)  pounds  of  ammonia  or  fraction  thereof  so  used 
•xcess. 

.  The  ammonia  mixer  and  its  connection  for  a  Class  A 
tem  shall  conform  to  the  diagram  in  section  09-107.0 
the  code. 

19-104.0.  Size  of  Safety  Devices. 

a)  The  size  of  pressure  relief  valves  shall  be  as  foi¬ 
st 


.  CO2  and  Other 

Capacity  Ethane,  No.  Refrigerants 

of  System _ Req.,  Size  No.  Reg.,  Size 


to  30  tons  .  1  ~y2"  1 — y2" 

to  60  tons  .  l—y2"  \—y4" 

to  100  tons  .  1— y2"  1—1" 

to  175  tons  .  \—y2"  1—1  %" 

to  250  tons  .  1— y4"  l—iy2" 

to  450  tons  .  1—1"  1—2" 

to  900  tons  .  2—2" 


b)  Where  rupture  members  are  permitted  and  used,  the 
livalent  area  of  the  relief  valve  specified  must  be  pro- 

ed. 

,c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
1  on  all  Class  B  systems  of  the  hermetically  sealed  cont¬ 
usion  type  containing  not  more  than  fifty  (50)  pounds 
refrigerant.  The  free  discharge  opening  shall  be  one- 
teenth  (1/16)  inch  in  diameter. 

'19-105.0.  Location  and  Discharge  of 
Safety  Devices. 

a.  Location. 

\  pressure  limiting  device  shall  be  provided  on  the  high 
assure  side  of  each  water-cooled  refrigerating  system 
Raining  more  than  six  (6)  pounds  of  refrigerant.  A 
assure  relief  valve  shall  be  provided  on  the  high  pres- 
'e  side  of  each  water-cooled  refrigerating  system  con¬ 
ning  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
dl  not  be  necessary  to  discharge  the  refrigerant  to  the 
tside  air  or  water  tank  from  any  such  refrigerating  sys¬ 


tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 

b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
System  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 
hereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 

valve  in  C02  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
off  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing  fifty 
(50)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  abnormal  outside  temperature  such  as 
that  generated  in  a  fire,  they  may  burst  due  to  the  expan¬ 
sion  of  the  refrigerant,  shall  be  protected  by  a  pressure 
relief  device. 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  09-107.0  of  the 
code. 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the  dis¬ 
charge  from  relief  valves  must  be  conducted  to  the  outside 
atmosphere  or  into  that  part  of  the  low  pressure  side  pro¬ 
tected  by  the  mixer  as  specified  in  subdivision  C,  of  section 
09-103. 0  of  the  code.  If  it  is  discharged  to  the  outside 
atmosphere  it  must  be  piped  above  the  roof  or  not  less  than 
12  feet  above  the  grade.  The  discharge  pipe  shall  be  not 
less  than  the  size  of  the  relief  valve  outlet.  The  discharge 
from  more  than  one  relief  valve  may  be  run  into  a  common 
header,  the  area  of  which  shall  be  equal  to  the  area  of  the 
pipes  connected  thereto.  The  outlet  orifice  shall  be  turned 
downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  C19-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  (J/g)  of  No.  11  U.  S. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (^4)  the  height.  The  tank  shall 
have  a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  refriger¬ 
ant  other  than  ammonia  is  used,  the  discharge  from  relief 
valves  shall  be  to  the  atmosphere  as  specified  for  Class  A 
ammonia  systems.  Carbon  dioxide  may  be  discharged  into 
the  room  if  the  same  contains  at  least  10  cubic  feet  of 
capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
C19-107.0  of  the  code. 

§C19-1Q6.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 

pheric  pressure,  there  shall  be  provided  at  least  two  helmets 
or  masks.  * 

2.  In  a  Class  B  system  in  which  more  than  fifty  (50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  let¬ 
ters  not  less  than  one  and  one-half  inches  (1J4  )  high, 
designating  the  part  and  refrigerant  contained  therein. 

2  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name _  at  least 
854"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 

on  the  name  plate.  .  ,  „  ,  x  . 

3.  The  following  information  shall  be  posted  in  Class  A 
and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box;  (c)  The  name,  address  and  telephone  num- 
ber  of  physician  to  be  called  in  case  of  emergency ;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  01 

emergency.  ,  . 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 

such  refrigerant.  , 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system.  . 

3  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  "fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 

of  a  Class  B  system.  .  ,  ,  . 

4  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 

machinery  room.  .  .  ^ 

5  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6.  When  the  refrigerant  is  withdrawn  from  a  system  it 
shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  Tt  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only  dur¬ 
ing  period  of  charging  or  withdrawing  the  refrigerant. 

§C1 9-1 07.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 


to  osTvoa  term 09  ^ 


Penalties. 

§C19-152.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  April  8,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

283- 47- A — F.D. — 295  10th  avenue  and  501-503  West  27th 
street,  northwest  corner  (Block  699,  Lot  30),  Borough  of 
Manhattan,  40939-LF  and  Decision. 

284- 47-BZ — H.B.M. — 242  West  20th  street,  south  side,  223 
ft.  east  of  8th  avenue  (Block  769,  Lot  61),  Borough  of  Man¬ 
hattan,  Amendment  to  Alt.  1631-41. 

285- 47-A — F.D. — 476  Broome  street,  north  side,  50  ft.  east 
of  Wooster  street  and  62  Wooster  street  (6th  floor)  ;  (Block 
486,  Lots  1  and  36),  Borough  of  Manhattan,  50402-LC  and 

Decision. 

286- 47-SM— Frank  Iovino  Concrete  Block,  manufactured  by 
Frank  Iovino,  Material. 

287- 47-SM— United  Cast  Stone  Co.  Cast  Stone  Step,  manu¬ 
factured  by  United  Cast  Stone  Co.,  Material. 

288- 47-BZ— H.B.Q.— 138-18  to  138-30  101st  avenue,  south 
side,  158  ft.  7  in.  east  of  Remington  street  (Block  10018,  Lots 
7,  9,  11  and  12),  Jamaica,  Borough  of  Queens,  Alt.  432-47. 

289- 47-A— F.D.— 100-116  Park  avenue,  west  side,  from  East 
40th  to  East  41st  street  and  58  East  41st  street  (Block  1275, 
Lots  27  and  43),  Borough  of  Manhattan,  41336-LF. 

290- 47-BZ— H.B.M.— 178-184  West  102nd  street,  south  side, 
100  ft.  east  of  Amsterdam  avenue  (Block  1856,  Lots  57  and 
60),  Borough  of  Manhattan,  Alt.  308-47. 

291- 47-BZ— H.B.B.— 519-521  Remsen  avenue,  east  side,  340 
ft.  north  of  Church  avenue  (Block  4687,  Lot  29),  Borough 
of  Brooklyn,  Alt.  4719-46. 


292- 47-A—F.D.— 41-69  Clark  street,  92-100  Henry  street, 
46-82  Pineapple  street  and  101-121  Hicks  street,  entire  block 
(Block  231,  Lot  1),  Borough  of  Brooklyn,  19060-F  and 
Decision. 

293- 47-BZ—H.B.M.— -766-768  10th  avenue  and  463  West 
52nd  street,  northeast  comer  (Block  1062,  Lots  1  and  2), 
Borough  of  Manhattan,  Alt.  498-47. 

294- 47-A— H.B.Q.— 174-03  Hovendon  road,  northeast  corner 
of  Somerset  street  (Block  9967,  Lot  71),  Jamaica  Estates, 
Borough  of  Queens,  N.B.  85-47. 

295- 47-SM — Concrete  Block  Production  Co.,  Cement  and 
Cinder  Blocks,  manufactured  by  Concrete  Block  Production 
Co.,  Material. 

296- 47-SM — General  Building  Block  Corp.,  Cinder  Blocks, 
manufactured  by  General  Building  Block  Corp.,  Material. 


297-47-A— H.B.B.— 1368-1378  St.  Johns  Place  (1368-1376 
displayed),  south  side,  150  ft.  east  of  Schenectady  avenue 


(basement)  ;  (Block  1384,  Lots  16,  18  and  20),  Borough 
Brooklyn,  Alt.  4417-46,  Alt.  4418-46  and  Alt.  459-47.  ■ 


298- 47-A — F.D. — 347  Lorimer  street  and  48-50  Mesev 
street,  southwest  corner  (Block  3049,  Lot  29),  Borough 
Brooklyn,  18003-LF  and  Decision. 

299- 47-BZ — H.B.Q. — Blocks  bounded  by  73rd  avenue,  U 
street,  Horace  Harding  boulevard  and  Peck  avenue  (Fi 
Meadow  Houses)  ;  (Blocks  5712-5716,  7075-7077,  7080-7 
7092-7094,  7098-7105,  7114-7122,  5723  and  7138-7146,  Lots 
Flushing,  Borough  of  Queens,  N.B.  836-47  to  N.B.  91C 
inclusive. 


300-47-A— H.B.Q.— Blocks  bounded  by  73rd  avenue,  1 
street,  Horace  Harding  boulevard  and  Peck  avenue  (F 
Meadow  Houses);  (Blocks  5712-5716,  7075-70/7,  7080-/ 
7092-7094,  7098-7105,  7114-7122,  5723  and  7138-7146,  Lots 
Flushing,  Borough  of  Queens,  N.B.  836-47  to  N.B.  91( 
inclusive  (Under  sections  35  and  36,  General  City  Lav 
buildings  not  facing  legal  street  and  in  bed  of  ma; 
streets). 


301- 47-A — H.B.M. — 691  Columbus  avenue,  east  side,  F 
1  in.  north  of  West  93rd  street  (Block  1207,  Lot  60}4  (If 
Borough  of  Manhattan,  Alt.  2683-46  and  Amendment. 

302- 47- A— H.B.Q.— 14  Beach  46th  place,  west  side,  12 
south  of  Edgemere  avenue  (Block  332,  Lot  34),  Edger 
Borough  of  Queens  (Under  section  35,  General  City  La' 
bed  of  mapped  street — Beach  46th  place),  Alt.  3230-46. 

303- 47- A — F.D. — 220  India  street,  south  side,  225  ft. 
of  Oakland  street  (1st  floor)  ;  (Block  2542,  Lot  16), 
ough  of  Brooklyn,  Decision  re  5380-C. 

304- 47-SA— International  Combustion  Corp.  Oil  Bi 
Series  60  and  70,  Appliance. 

305- 47-A — H.B.M. — 1  Washington  Square  North,  nortl 
corner  of  University  place  (Block  550,  Lot  1),  Borou; 
Manhattan,  Alt.  513-47. 

306- 47-A — H.B.B. — 630  Grand  avenue,  west  side,  10 

north  of  Prospect  place  (Block  1154,  part  of  Lot  24), 
ough  of  Brooklyn,  Revocation  of  Certificate  of  Occu 
116358-47.  j 

Restored  to  Docket.  < 

510-45-A— H.B.Q. — 36-40  37th  street,  west  side,  341 
north  of  37th  avenue  (Block  1216,  Lot  43),  Long 
City,  Borough  of  Queens,  Misc.  1534-45. 

434-46- A— F.D.— 19-29  Rockwell  place,  east  side,  1 
south  of  DeKalb  avenue  (Block  2095,  Lot  10),  Borov 
Brooklyn,  6835-C.  J  j 

2-45-SA — Asco  Valves  (Automatic  Control  for  Spray 
Equipment),  Appliance. 

1484-39-SM— Champion  Welding  Electrodes,  Types 
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il  2  (AWS  E  6012)  and  Blue  Devil  (AWS  E  6010), 
mfactured  by  The  Champion  Rivet  Co.,  Material. 


-39-BZ — H.B.Q. — 97-01  to  97-09  Northern  boulevard  and 
1  to  32-59  97th  street,  northeast  corner  (Block  1427, 
38),  Corona,  Borough  of  Queens,  Alt.  3499-46. 


'-BZ — H.B.B. — 113-125  Hamilton  avenue  and  306-314 
umbia  street  northwest  corner  (Block  362,  Lot  1),  Bor- 
h  of  Brooklyn,  N.B.  15077-36. 


„  ,  .  .  _  1-nut 

Refrigerating  Systems,  Extract  A.C..Apr. 
Smoking  in^Factories,  Rules  for.... Mar. 

June 
June 
lune 
Nov. 
Nov. 


Sprinkler,  Rules  . 

Standpipe  Fireline  Rules . 

Structural  Alterations,  Reporting 

Tank  Trucks,  Fuel  Oil,  etc . 7 

Tank  Trucks,  Gasoline,  etc . 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept 


Publication  1 

8,  1947— Vol. 
25,  1947— Vol. 
29,  1937— Vol. 
8,  1937— Vol. 
7,  1932— Vol. 
24,  1936— Vol. 
24,  1936— Vol. 


n  Bulletin 

32,  No.  14 
32,  No.  12 
22,  No.  26 
22,  No.  23 
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Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


18-BZ — H.B.M. — 238-246  East  35th  street,  south  side,  100 
vest  of  2nd  avenue  (Block  915,  Lots  38-42),  Borough  of 
lhattan,  Alt.  2177-46. 


■40-BZ — H.B.Bx. — 103  Bruckner  boulevard  (formerly 
457  East  133rd  street),  north  side,  195  ft.  west  of  Brown 
e  (Block  2278,  Lots  64  and  69),  Borough  of  The  Bronx, 
endment  to  Alt.  960-39. 


•45-BZ — H.B.B. — 2359-2381  Bedford  avenue,  east  side, 
ft.  3lA  in.  south  of  Lott  street  and  160-174  Lott  street 
)-170  displayed),  west  side,  200  ft.  south  of  Tilden  avenue 
Dck  5135,  Lots  23-27  and  Lot  53),  Borough  of  Brooklyn, 
354-47. 


,LGN^TIONS8  H*B* — Department  of  Housing  and  Buildings; 
.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
.rtinent  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De- 
nent  of  Housing  and  Buildings,  yueens;  H.B.Il.— Department 
lousing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 

hng  and  Buildings,  Bronx;  H.D — Health  Department;  F.D _ 

Department,  and  M.  and  A.— Dept,  of  Marine  and  Aviation. 


RULES 

Last  Publication  in  Bulletin 

ded  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

on  Dioxide  Liquefier,  Rules. ...  Mar. 
ficate  of  Occupancy,  approved 

form  . Dec. 

rete  Flat  Slabs,  Rules . July 

rete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

M  . Sept. 

rete  Rules  (Hydrated  Lime)  . . .  Aug. 

itor  Rules  . Mar. 

lion,  Alteration.  Repair,  Ex¬ 
cavation  for  ana  Demolition  of 

Buildings  . Dec. 

Rules  (Revolving  Doors)  ....  4 .  June 
nor  Veneering  Materials,  Rules 

,n  . . Sept. 

>ry  Exit  Rules . Jan. 

Alarm  Rules  (Interior) . Nov. 

Drill  Rules . Dec. 

resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Retarding  Rules  for  Garages, 

:tc-  , . ' . Apr. 

'roof  Wood,  Testing  of . Apr. 

ie  Garages,  Ruling  for . Jan. 

>n  Welding  and  Gas  Cutting 

Rules  . Apr. 

5hut-Off  Rules. . . Apr. 

hway  Protection  . June 

ating  Fibre  Board  Rules . Dec. 

>1  Chloride  Rules  for  Class  B 
ind  C  Refrigerating  Systems. .  .Feb. 

durner  Rules. . Apr. 

ing  Protective  Assemblies, 

,,  I?r  Inspection  of .  Apr. 

•  Varnish  and  Lacquer  Spray- 

"8  Rules . Mar. 

orm  Trucks,  Specifications  for.. Nov. 

“!n8  Rules  . Aug. 

king  Rules  (Submerged  Inlets; 

,rotective  Methods  to  Prevent 
-Ontamination  of  Water  ‘Supply). Mar. 
dure,  Rules  of . ....Sept. 
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APRIL  15,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  April  15,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

864-46-BZ — Application,  November  13,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 
A.  Cornell,  owners,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  laundry  and  office;  premises  233-12  to  233-20  Linden 
boulevard  and  117-02  to  117-10  234th  street,  southwest  corner 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
of  Queens. 

766-28-BZ — Application  of  Sol  A.  Liebman,  applicant,  on 
behalf  of  Ida  Katz,  owner,  reopened  October  29.  1946,  under 
sections  7f  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use,  C  area  district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5)  motor  vehicles,  using 
more  than  the  area  permitted;  premises  820-838  East  New 
York  avenue,  south  side,  120  ft.  west  of  Schenectady  ave¬ 
nue  (Block  4806,  Lot  77),  Borough  of  Brooklyn. 

974-46-BZ — Application,  December  10,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  John  Robert  Gorden,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  change  in  use 
from  garage  to  store,  with  store  front  more  than  required 
distance  from  intersection  abutting  a  residence  district; 
premises  516  Bay  Ridge  parkway,  south  side,  103  ft.  east 
of  5th  avenue  (Block  5942,  Lot  13),  Borough  of  Brooklyn. 

69-47-BZ— Application,  January  24,  1947,  under  sections  7c 
and  7 i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Flabro  Realty  Corp.,  owner,  to 
permit  in  a  residence  and  business  use  district,  the  recon¬ 
struction  of  an  existing  gasoline  service  station,  auto 
laundry,  lubritorium  and  office,  using  more  area  and  the 
change  of  occupancy  to  gasoline  service  station,  laundry, 
lubritorium,  office  and  repairs;  premises  571-581  Coney 
Island  avenue,  and  1-15  Lewis  place,  northeast  corner  (Block 
5141,  Lot  21),  Borough  of  Brooklyn. 

9 1-47-BZ— Application,  January  30,  1947,  under  section 
7c  of  the  zoning  resolution,  of  Alfred  H.  Eccles,  applicant, 
on  behalf  of  Einson  Freeman  Co.,  Inc.,  owner,  to  permit  in 
a  residence  use,  B  area,  district,  the  change  in  occupancy 
from  garage  to  photography  studio,  using  more  than  the 
area  permitted  and  without  the  required  rear  yard ;  premises 
155  East  35th  street,  north  side,  171  ft.  west  of  3rd  avenue 
(Block  891,  Lot  34),  Borough  of  Manhattan. 

94-47-BZ— Application,  January  31,  1947,  under  sections  7h 
and  7e  of  the  zoning  resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Anndons  Inc.,  owner  (Ferris  Buick  Corp, 
lessee),  to  permit  in  a  business  use  district,  the  display  and 
Stile  of  used  cars  and  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  with  license  plates  removed; 
premises  2318-2332  Jerome  avenue,  east  side,  197  ft.  north 
of  East  183rd  street  (Block  3187,  Lot  9),  Borough  of  The 
Bronx. 

876-46-BZ  Application  of  Charles  M.  Spindler,  appli- 


3,  1946— Vol.  31,  No.  49 
18,  1947— Vol.  32,  No.  11 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 

14,  1947— Vol.  32,  No.  2 

12,  1946— Vol.  31,  No.  46 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

1,  1947— Vol.  32,  No.  13 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

11,  1947— Vol.  32,  No.  6 

I,  1947— Vol.  32,  No.  13 

15,  1947— Vol.  32,  No.  15 

II,  1947— Vol.  32,  No.  10 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


25,  1947— Vol.  32,  No.  12 
7,  1937— Vol.  22,  No.  36 
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cant,  on  behalf  of  Joseph  Halpern,  owner  (Harry  Field, 
lessee),  reopened  and  restored  to  the  calendar  March  lo, 
1947 — Application,  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years  (previously  withdrawn)  ;  premises 
175  Avenue  A  and  443  East  11th  street,  northwest  comer 
(Block  439,  Lot  37),  Borough  of  Manhattan. 

899-28-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Simm  Molding  &  Manufacturing  Indus¬ 
tries,  Inc.,  owner,  reopened  October  29,  1946,  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business  use,  C 
area  district,  the  conversion  of  occupancy  from  public 
garage  (previously  granted  by  the  Board)  to  factory,  ex¬ 
ceeding  area  permitted ;  premises  6702-6706  3rd  avenue  and 
274-284  67th  street,  southwest  corner  (Block  5849,  Lots  37 
and  40),  Borough  of  Brooklyn. 

22- 46-BZ— Application,  January  9,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Alden  B.  MacNeil, 
applicant,  on  behalf  of  Fred  Loguidice,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
without  the  required  rear  yard,  and  without  the  required  side 
yard;  premises  139-15  and  139-17  109th  avenue,  north  side, 
144  ft.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
Jamaica,  Borough  of  Queens. 

23- 46-A— 139-15  and  139-17  109th  avenue,  north  side,  144 
ft.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
Jamaica,  Borough  of  Queens. 

711-46-BZ— Application,  September  23,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Cornelius  G.  DeLoca,  ap¬ 
plicant,  on  behalf  of  140  Riverside  Drive,  Inc.,  owner,  to 
permit  in  a  residence  use  district,  a  business  use  (sale  of 
stationary,  candy,  cigars,  newspapers  and  magazines),  for  a 
term  of  vears ;  premises  140-147  Riverside  drive,  east  side, 
from  West  86th  to  West  87th  streets,  351-359  West  86th 
street  and  348-352  West  87th  street  (Block  1248,  Lot  1), 
Borough  of  Manhattan. 

802-46-BZ— Application,  October  23,  1946,  under  sections 
7e  and  7c  of  the  zoning  resolution,  of  Albert  W.  Lewis,  ap¬ 
plicant,  on  behalf  of  Ernest  St.  John  Mann,  owner  (Gulf 
Oil  Corp.,  lessee),  to  permit  in  a  residence  and  business  use 
district,  the  demolition  of  existing  building  and  the  erection 
of  a  new  building  using  a  greater  area  for  the  gasoline  serv¬ 
ice  station  than  is  presently  used;  premises  158-01  Union 
Turnpike,  northeast  corner  of  Parsons  boulevard  (Block 
6831,  part  of  Lot  1),  Flushing,  Borough  of  Queens. 

936-46-BZ— Application,  December  2,  1946,  under  section 
21  of  the  zoning  resolution,  of  Steve  Zedlovich,  applicant,  on 
behalf  of  Anna  Zedlovich,  owner,  to  permit  in  a  residence 
use,  E  area  district,  the  alteration  to  existing  one  family 
dwelling  to  two  (2)  family  dwellings  without  the  required 
yards;  premises  14-77  Clintonville  street,  east  side,  35.91  ft. 
north  of  Cross  Island  parkway  (Block  4717,  part  of  Lot  4), 
Whitestone,  Borough  of  Queens. 

62-47-BZ— Application,  January  21,  1947,  under  section 
7d  of  the  zoning  resolution,  of  James  E.  Casale,  applicant, 
on  behalf  of  Beatrice  D.  Maroney,  owner,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from  store  on 
first  floor,  offices  on  second  floor  and  apartments  on  third 
to  sixth  floors  to  restaurant  on  first  floor  and  rear  half  of 
second  floor,  offices  in  front  half  and  apartments  on  third  to 
sixth  floors;  premises  120-122  East  86th  street,  south  side, 
118  ft.  west  of  Lexington  avenue  (Block  1514,  Lot  61), 
Borough  of  Manhattan. 

104-47-BZ — Application,  January  30,  1947,  under  section 
21  of  the  zoning  resolution,  of  George  G.  Miller,  applicant, 
on  behalf  of  Margaret  Demuth,  owner  (Irving  Feder,  lessee), 
to  permit  in  a  business  use,  C  area  district,  the  erection  and 
maintenance  of  a  building,  using  more  than  the  area  permit¬ 
ted  ;  premises  3509  Jerome  avenue,  west  side,  180.44  ft.  south 
of  Gunhill  road  (Block  3324B,  Lot  142),  Borough  of  The 
Bronx. 

204-47- A— 79-01  to  79-11  Rockaway  Beach  boulevard  and 


177-199  Beach  79th  street,  southwest  corner  (1st  floor) 
(Block  615,  Lot  30),  Rockaway  Beach,  Borough  of  Queens 


491-31-SA— Superfex  Oil  Burning  Heaters  and  Hea 
Projectors  (reopened  October  22,  1946  to  include  additions 
models  #2201,  #2001,  #2002,  #2005,  #2006.  #2105,  #210( 
#2113.  #2114,  #1249,  #2205,  #1315,  and  #1316). 


55-47-SM— Kohler  Co.  Chromium  Plated  Brass  Sink,  Lavs 
tory  or  Bath  Trap,  Model  K-9030. 


476-44-SM — United  States  Gypsum  Company’s  2"  Soli 
Rocklath  and  Plaster  Partition  (reopening  and  amendmet 

of  resolution).  „ 

HARRIS  H.  MURDOCK,  Chairmen 


APRIL  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearin 
Tuesday  afternoon ,  April  15,  1947,  at  2  o’clock  in  Rooi 
1013,  Municipal  Building,  Manhattan,  on  the  following  ma 
ters : 

103-47-A— 54-56  South  2nd  street,  south  side,  130  ft.  west  < 
Wythe  avenue  (Block  2415,  Lot  19),  Borough  of  Brookly 

189-47-A— 148  26th  street  (rear),  southeast  corner  of  3i 
avenue  (Block  657,  Lot  14),  Borough  of  Brooklyn. 

186-47-A— 56-60  East  59th  street,  south  side,  125  ft.  we 
of  Park  avenue  (Hotel  Nassau)  ;  (Block  1294,  Lot  42 
Borough  of  Manhattan.  i 

165-47-A — 4822  Fort  Hamilton  parkway,  west  side,  20  : 
6  in.  north  of  49th  street  (Block  5632,  Lot  27),  Borouj 
of  Brooklyn. 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  ■ 
and  45  Utica  street,  east  side,  40,  80  and  120  ft.  north 
West  End  avenue  (Block  900,  Lot  1),  Rockaway  Poii' 
Borough  of  Queens  (under  section  36,  General  City  Law 
buildings  not  on  legally  graded  or  mapped  streets)  ;  (i 
opened  March  18,  1947;  previously  withdrawn). 

724-46- A — 697  Forest  avenue,  north  side,  211  ft.  west 
Bement  avenue  (attic)  ;  (Block  168,  Lot  60),  West  Brig 
ton,  Borough  of  Richmond. 

255-42-S — 358  East  145th  street,  south  side,  91.41  ft.  east 
3rd  avenue  (Block  2306,  Lot  66),  Borough  of  The  Bro 
(reopened  March  11,  1947). 

787-46-A — 220  East  46th  street,  south  side,  223  ft.  east 
3rd  avenue  (Block  1319,  Lot  40^4),  Borough  of  Manhatl 
(reopened  March  4,  1947). 

798-46-A — 39-41  East  50th  street,  north  side,  250  ft.  east 
Madison  avenue  (Block  1286,  Lots  31  and  131),  Borou 
of  Manhattan  (reopened  March  25,  1947).  , 

197-47-A — 150  Beach  31st  street  and  30-15  Lewmay  ro 
southeast  corner  (Block  302,  Lot  30),  Edgemere,  Boror 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairm 


APRIL  22,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hear 
Tuesday  morning,  April  22,  1947,  at  10  o’clock  in  Rc 
1013,  Municipal  Building,  Manhattan,  on  the  following  tr 

ters : 

1-27-BZ — Application  of  Lama  and  Proskauer,  applicai 
on  behalf  of  Intershire  Investors  Inc.,  owner,  reope 
March  25,  1947,  for  consideration  as  to  extension  of  terrr. 
variance  (expired  by  limitation) — Application,  previoi 
granted  on  condition,  under  section  21  of  the  zoning  res< 
tion,  for  a  term  of  ten  (10)  years,  permitting  in  a  busir 
use  district,  the  alteration,  and,  also  the  permanent  use  c 
gasoline  service  station  (previously  granted  by  the  Be 
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nder  section  7f  of  the  zoning  resolution,  for  a  temporary 
eriod)  ;  premises  1124  Gun  Hill  road,  south  side,  from  Yates 
venue  to  Boston  road  (Block  4615,  Lot  36),  Borough  of  The 

!ronx. 

50-35-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
es  on  behalf  of  Mary  Guagenti,  owner  (Harry  Wein- 
cin,  lessee),  reopened  December  17,  1946,  under  sections 
c  and  7i  of  the  zoning  resolution,  to  permit  in  a  business 
se  district,  the  reconstruction  and  extension  of  an  existing 
asoline  service  station,  to  include  auto  laundry,  lubritorium, 
dice  and  motor  vehicle  repair  shop  (previously  granted  by 
le  Board)  ;  premises  2549-255 7  Coney  Island  avenue  and 
101-101 1  Gravesend  Neck  road,  northeast  corner  (Block 
571,  Lots  68  and  70),  Borough  of  Brooklyn. 

77-39-BZ— Application  of  L.  J.  and  G.  A.  Shapiro, 
tplicants,  on  behalf  of  Max  Kahn,  owner,  reopened  Febru- 
ry  4,  194 7,  under  section  7c  of  the  zoning  resolution,  to 
-rrnit  in  a  residence  and  business  use  district,  the  installa- 
on  of  an  additional  boiler  and  the  construction  and  main- 
nance  of  a  new  boiler  room;  premises  1055-1065  63rd 
reet,  north  side,  140  ft.  west  of  11th  avenue  and  1062- 
)64  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 

7-46-BZ— Application,  October  1,  1946,  under  section 
:  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli- 
ints,  on  behalf  of  Fairview  Realty  Corp.,  owner,  to  permit 
a  business  use  district,  the  proposed  reconstruction  and 
itension  of  existing  gasoline  service  station,  lubritorium 
id  auto  laundry ;  premises  104-01  to  104-09  Atlantic  avenue, 
d  93-11  to  93-15  104th  street,  northeast  corner  (Block 
13,  Lot  60),  Flushing,  Borough  of  Queens. 

1-46-BZ — Application,  October  2,  1946,  under  sections 
and  21  of  the  zoning  resolution,  of  William  Gold  and 
•hn  J.  McNamara,  applicants,  on  behalf  of  B.K.R.  Hold- 
?  Corp.,  owner,  to  permit  in  a  residence  and  business  use, 
and  D.  area  district,  the  erection  of  a  building  to  be  used 
a  motion  picture  theatre  and  stores,  using  more  than  the 
ea  permitted;  premises  97-05  Queens  boulevard,  97-01  to 
-07  64th  road,  northwest  corner  and  97-22  to  97-28  64th 
enue  (Block  2091,  Lots  1,  4,  16  and  18),  Woodside,  Bor- 
gh  of  Queens. 

14-46-BZ — Application,  December  16,  1946,  under  sec- 
■n  7e  of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  appli- 
it,  on  behalf  of  Oceanic  Lumber  Corp.,  owner  (Dason 
[uipment  Corp.,  lessee),  to  permit  in  a  residence  use  dis- 
ct,  the  change  in  occupancy  from  garage  for  more  than 
e  (5)  motor  vehicles,  to  woodworking  shop  (manufac- 
"ing  cabinets)  for  a  term  of  years;  premises  1537  Bergen 
eet,  north  side,  100  ft.  east  of  Schenectady  avenue  (Block 
18,  Lot  78),  Borough  of  Brooklyn. 

■47-BZ— Application,  January  15,  1947,  under  sections 
and  21  of  the  zoning  resolution,  of  Cafiero  and  Lacerenza, 
plicants,  on  behalf  of  Julia  Di  Mattina,  owner,  to  permit 
a  residence  use  district,  the  change  in  occupancy  from 
lltiple  dwelling  to  proposed  extension  of  existing  store 
1  multiple  dwelling;  premises  164  Union  street,  south  side, 

9  ft.  east  of  Hicks  street  (Block  343,  Lot  11),  Borough 
Brooklyn. 

)-47-BZ — Application,  February  3,  1947,  under  section 
of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  applicant, 
behalf  of  Hyman  Bramson,  owner,  to  permit  in  a  resi¬ 
de  use  district,  the  change  in  occupancy  from  super- 
rKet  to  super-market  and  wet  wash  laundry,  for  a  term 
five  (5)  years;  premises  25-05  to  25-07  Seagirt  avenue, 
tn  side,  45.85  ft.  west  of  Beach  25th  street  (Block  296, 

1  57),  Edgemere,  Borough  of  Queens. 

-47-BZ— Application,  March  5,  1947,  under  sections  7A 
1 '[  °f  the  zoning  resolution,  of  Adolph  Mertin,  applicant, 
behalf  of  Florence  Bock,  owner  (Herman  Karp,  lessee), 
permit  in  a  business  use  district,  the  erection  and  main- 
wce  of  a  gasoline  service  station  and  lubritorium  with 
entrance  more  than  the  permitted  distance  from  the 
rsection;  premises  1072-1090  East  35th  street,  west  side, 


aic^A  1715-1727  Flatbush  avenue,  east  side  and  intersection 
of  Avenue  J,  Flatbush  avenue  and  East  35th  street  (Block 
7598,  Lot  40),  Borough  of  Brooklyn. 

166-47-A — 424-446  East  159th  street,  south  side,  150  ft.  west 
of  Elton  avenue  (Block  2380,  Lot  16),  Borough  of  The 
Bronx. 

438-46-SA — Kaiser  Dishwasher,  Models  DeLuxe  and 
Standard. 

163-47-SM — Kaiser — Fleetwings  Inc.  Syphon  Breaker. 

829-46-SM— Burn-Rite  Anti-Syphon  Valve,  Model  No.  5. 

96-47-SM— A.  L.  Eastmond  Welding  Service  275  Gallon 
Fuel  Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  22,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  22,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

207-47-A — 271-277  Beach  19th  street  and  19-09  Plain- 
view  avenue,  southwest  comer  (Block  134,  Lot  40),  Far 
Rockaway,  Borough  of  Queens. 

234-47-A— 768  5th  avenue,  west  side,  from  West  58th 
street  to  West  59th  street  (Central  Park  South),  5-19  West 
58th  street  and  2-20  West  59th  street  (Block  1274,  Lot  25) 
Borough  of  Manhattan. 

266-47-A — 38-12  29th  street,  west  side,  71.31  ft.  south  of  38th 
avenue  (2nd  and  3rd  floors);  (Block  385,  Lot  18),  Long 
Island  City,  Borough  of  Queens. 

223-47-A — 219-21  to  222-01  141st  avenue,  north  side,  216  ft 
east  of  219th  street  (Block  13144  (3750),  Lot  100  (97)  and 
Block  13143,  Lot  85),  Laurelton,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  29,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  29,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  :  * 

681-26-BZ  Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Kempmac  Realty  Corp.,  owner,  reopened 
May  21,  1946,  under  sections  7c  and  7i  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  present  public  garage  for  more  than  five  (5) 
motoi  vehicles  (previously  granted  by  the  Board)  ;  premises 
85-14  to  85-24  Rockaway  boulevard  and  97-13  to  97-29  85th 
street,  southeast  corner  (Block  9057,  Lot  21),  Woodhaven 
Borough  of  Queens. 

748-27-BZ— Application  of  John  J.  Tricarico,  applicant,  on 
behalf  of  Matteo  Guarino,  owner,  reopened  September  10, 
1946,  under  sections  7 a  and  7i  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  extension  of  existing 
gasoline  service  station  (previously  granted  by  the  Board)  ; 
premises  2965  86th  street  and  2526  McDonald  avenue,  north¬ 
west  corner  (Block  7170,  Lot  37),  Borough  of  Brooklyn. 

694-28-BZ— Application  of  Charles  M.  Spindler,  applicant 
on  behalf  of  Estate  of  Pietro  DiMaio,  Inc.,  and  Edmond 
Baisley,  owners,  reopened  March  18,  1947,  under  sections 
7a,  _  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  district,  the  extension  of  an  existing  gasoline 
service  station,  to  include  lubritorium,  auto  laundry,  office 
and  accessory  sales  (previously  denied  by  the  Board  on 
Lot  number  1)  ;  premises  82-01  to  82-13  Queens  boulevard 
and  82-16  to  82-30  51st  avenue,  northeast  corner  (Block 
1542,  Lots  1  and  4),  Elmhurst,  Borough  of  Queens. 
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550-45-BZ—  Application  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Royal  Syndicate  Inc.,  owner,  reopened  March 
1 1 ,  1947,  under  section  7c  of  the  zoning  resolution,  to  permit 
in ’a  residence  use  district,  the  change  in  occupancy  on  1st 
and  2nd  floors  to  showroom  and  manufacturing  from  bakery 
and  factory  (previously  granted  by  the  Board)  ;  premises 
248-252  West  18th  street,  south  side,  100  ft.  east  of  8th 
avenue  (Block  767,  Lot  68),  Borough  of  Manhattan. 

673-46-BZ— Application,  September  4,  1946,  under  sections 
7c  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Bryant  Real  Estate  Co.,  Inc.,  owner 
(Sterman  Brothers,  lessees),  to  permit  in  a  business  use 
district,  the  reconstruction,  extension  and  enlargement  of 
an  existing  gasoline  service  station,  to  include  office,  auto 
laundry,  'lubritorium  and  motor  vehicle  repair  shop; 
premises  143-17  to  143-19  Hillside  avenue  and  87-56  to 
87_64  144th  street,  northwest  corner  (Block  9701,  Lot  31), 
Jamaica,  Borough  of  Queens. 

962-46-BZ— Application,  December  6,  1946,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  William  S.  Worrall, 
Jr.,  applicant,  on  behalf  of  Cord  Meyer  Development  Co., 
owner  (Seminole  Garage,  lessee),  to  permit  in  a  residence 
use,  E  area  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  and  the  erection  of  a  business 
building  within  ten  feet  of  the  building  line ;  premises 
73-07  to  73-19  112th  street,  72-76  to  72-90  113th  street,  and 
112-01  to  112-31  75th  avenue,  north  side,  from  112th  to 
113th  streets  (Block  2252,  part  of  Lot  2),  Forest  Hills, 
Borough  of  Queens. 

998-46-A— 73-07  to  73-19  112th  street,  72-76  to  72-90  113th 
street,  and  112-01  to  112-31  75th  avenue,  north  side,  from 
11 2th  to  113th  streets  (Block  2252,  part  of  Lot  2),  Forest 
Hills,  Borough  of  Queens. 

6-47-BZ— Application,  January  6,  1947,  under  section  21  of 
the  zoning  resolution,  of  Koch  and  Wagner,  applicants,  on 
behalf  of  M.  H.  Renken  Dairy  Co.,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  increase  in  area 
at  second  floor,  using  more  than,  the  area  permitted , 
premises  205-10  to  205-26  Jamaica  avenue,  southeast 
corner  of  Francis  Lewis  (Cross  Island)  boulevard  (Block 
10834.  Lots  31  and  33),  Hollis,  Borough  of  Queens. 

21-47-BZ— Application,  January  8,  1947,  under  section  7f  of 
the  zoning  resolution,  of  Edgar  J.  Moeller,  applicant,  on 
behalf  of  Trustees  of  Columbia  University,  in  the  City  of 
New  York,  owner,  to  permit  in  a  business  use  district,  the 
extension  and  rebuilding  of  an  existing  gasoline  service 
station  and  the  parking  of  more  than  five  (5)  motor 
vehicles,  for  a  term  of  years;  premises  1900-1910  Broadway, 
53  West  63rd  street,  northeast  corner  and  60  West  64th 
street  (Block  1116,  Lots  11  and  53),  Borough  of  Manhattan. 

34-47-BZ— Application,  January  14,  1947,  under  section  21 
of  the  zoning  resolution,  of  William  Hyman,  applicant,  on 
behalf  of  Van  Wyck  Development  Corp.,  owner,  to  permit 
in  a  residence  use,  F  area  district,  two  (2)  one  family 
dwellings  without  the  required  side  yards;  premises  133-14 
and  133-16  140th  street,  west  side,  50.53  ft.  north  of  134th 
avenue,  and  northwest  corner  of  140th  street  and  134th 
avenue  (Block  12084,  Lot  152),  Ozone  Park,  Borough  of 
Queens. 

177-47-BZ— Application,  February  28,  1947,  under  sections  7b 
and  7c  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Walter  Vanderveer,  owner  (Anthony 
Stesnev  and  Edward  Korth,  lessees),  to  permit  in  a  residence 
and  retail  use  district,  the  extension  of  existing  gasoline 
service  station,  to  house  a  lubritorium  and  car  washing 
bay;  premises  92-01  to  92-09  Metropolitan  avenue  and 
69-61  to  69-69  Alderton  street,  northeast  corner  (Block 
3179,  Lot  75),  Forest  Hills,  Borough  of  Queens. 

187-47-BZ— Application,  March  3,  1947,  under  section  21  of 
the  zoning  resolution,  of  Toseph  Mathieu,  applicant,  on 
behalf  of  Church  of  Sts.  Simon  and  Jude  (Rev.  Raymond 
J  Costello,  Pastor),  owner,  to  permit  in  a  residence  and 
business  use,  D  area  district,  the  erection  and  maintenance 
of  an  extension  to  existing  school  building,  for  additional 


classes  and  an  auditorium,  without  the  required  rear  ya 
premises  284-308  Avenue  T,  south  side,  from  Lake  sti 
to  Van  Sicklen  streets  (Block  7102,  Lot  1),  Borough 
Brooklyn. 

233-47-BZ— Application,  March  11,  1947,  under  section 
of  the  zoning  resolution,  of  Comprehensive  Omnibus  Go, 
applicant  and  lessee,  on  behalf  of  The  City  of  New  Y< 
owner,  to  permit  in  a  retail  and  business  use  district, 
erection  and  maintenance  of  a  building,  to  be  used  a 
non-storage  garage  for  more  than  five  (5)  motor  vehic 
premises  225-227  Delancey  street,  south  side,  from  Wil 
street  to  Pitt  street  (Block  337,  Lot  13),  Borough 
Manhattan.  ' 

1326-39-SA — Tokheim  Gasoline  Dispensing  Pump,  Mo 
39-L-HR  and  39-WNC-L-HR  (reopened  March  4,  19- 

985-46-SA— Preferred  Horizontal  Rotary  Oil  Burner.  * 

47 -47-SA— Holland  Oil  Burner,  Model  P  2. 

95-47-SA— Whale  Oil  Burner,  Afodel  P75-3. 

117-47-SA— Wayne  Computing  Gasoline  Meter  Pu 
Model  100- A.  i: 

249-46-SM — Rixson  Uni-Check  (for  interior  doors).  1 

505-46-SM— Prestigiacomo  Co.,  Inc.  Concrete  Units  I 
ment  Blocks  and  Cinder  Blocks).  .  j  t 

HARRIS  H.  MURDOCK,  Chain 


APRIL  29,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  her 
Tuesday  afternoon,  April  29,  1947,  at  2  o’clock  in  R 
1013,  Municipal  Building,  Manhattan,  on  the  following 

ters :  I  *: 

152-47-A— 60-64  Beaver  street,  2-6  William  street,  so 
west  corner  and  107  Pearl  street  (19th  floor)  ;  (Blocl 
Lot  1),  Borough  of  Manhattan. 

198-47-A — 146  Beach  31st  street,  east  side,  60  ft.  soul 
Lewmay  road  (Block  302,  Lot  27),  Edgemere,  Boroug, 
Queens. 

HARRIS  H.  MURDOCK,  Chair 

\ 


MAY  6,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  lie; 
Tuesday  morning,  May  6,  1947,  at  10  o’clock  in  I 
1013,  Municipal  Building,  Manhattan,  on  the  following 
ters : 

8-37-BZ— Application  of  Lama  and  Proskauer,  applic 
on  behalf  of  South  Brooklyn  Savings  Bank,  owner 
opened  April  8,  1947,  for  consideration  as  to  extensic 
term  of  variance — Application,  previously  granted  on 
dition,  under  section  21  of  the  zoning  resolution,  perm 
partly  in  a  business  use  and  partly  in  an  unrestricte< 
district,  the  erection  and  maintenance  of  a  gasoline  sc 
station  for  a  term  of  ten  (10)  ydars;  premises  11 
Hamilton  avenue  and  306-314  Columbia  street,  norC 
corner  (Block  362,  Lot  1),  Borough  of  Brooklyn. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of 
liam  street  and  26  Cedar  street  (basement);  (Bloc 
Lot  19),  Borough  of  Manhattan. 

367-46- A— 119-121  5th  avenue  and  1-3  East  19th  el 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Bo 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East1 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  L 
Borough  of  Manhattan. 

943-46-A — 706  West  181st  street,  and  4251-4259  L 


398 


CALENDAR 


,  southwest  corner  (Block  2176,  Lot  133),  Borough  of 
hat  tan. 

7-A — 230  Park  avenue,  southwest  cornet*  of  East  46th 
:t  (st  floor)  ;  (Block  1300,  Lot  1),  Borough  of  Man- 
in. 

47-A — 2859  Exterior  street,  west  side,  474.22  ft.  north 
'ast  225th  street  (Block  3265,  Lot  31),  Borough  of  The 

IX. 

47-A — 217-219  Avenue  C,  west  side,  45  ft.  north  of 
.  13th  street  (Block  396,  Lots  34  and  35),  Borough  of 
hattan. 

47-A — 248-250  East  152nd  street,  south  side,  144.47 
ast  of  Park  avenue  (Block  2441,  Lot  17),  Borough  of 
Bronx. 

47-A — 3649  3rd  avenue,  west  side,  525  ft.  north  of 
:  169th  street  (Block  2910,  Lot  57),  Borough  of  The 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  6,  1947,  2  P.  M. 

NOIICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  6,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

143-47-A — 2501  Grand  Concourse,  northwest  corner  of 
Fordham  road  (3rd  and  4th  floors);  (Block  3167,  Lot  1), 
Borough  of  The  Bronx. 

9-47-A — 93-99  Irving  place  and  1057  Fulton  street,  north¬ 
east  corner  (Block  1993,  Lot  11),  Borough  of  Brooklyn. 

219-47-A — 123  Beach  29th  street,  west  side,  140  ft.  south  of 
Lewmay  road  (Block  301,  Lot  38),  Edgemere,  Borough  of 
Queens. 

218-47-A— 115  Beach  29th  street,  west  side,  220  ft.  south  of 
Lewmay  road  (Block  301,  Lot  42),  Edgemere,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  8,  1947. 

■esent :  Chairman  Murdock,  Commissioners  Blum  and 
nert  and  Deputy  Chief  Guinee. 

le  minutes  of  the  regular  meetings  of  the  Board  held 
'uesday  morning  and  Tuesday  afternoon,  March  18,  1947, 
Tuesday  morning  and  Tuesday  afternoon,  March  25, 
,  were  approved  as  printed  in  Bulletins  12  and  13, 
ime  32. 


ZONING  APPLICATIONS 

26- BZ 

’LICANT — Lama  and  Proskauer,  for  Kempmac 
Realty  Corp.,  owner. 

>JECT — Application  reopened  May  21,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent) 
under  sections  7c  and  7i  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  conversion  of  present  public  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted 
by  the  Board). 

iMISES  AFFECTED— 85-14  to  85-24  Rockaway 
boulevard  and  97-13  to  97-29  85th  street,  southeast 
corner  (Block  9057,  Lot  21),  Woodhaven,  Borough 
of  Queens. 

5EARANCES — 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  N.  Malafy,  R.  Stone,  Rose  Beri- 
locoma,  F.  Osip,  Blanche  Karpenski  and  Mat¬ 
thew  Zagrola. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

HON  OF  BOARD— Laid  over  to  April  29,  1947  at  10 
A.  M.  for  applicant  to  file  revised  plans. 


27-BZ 

^LICANT — John  J.  Tricarico,  for  Matteo  Guarino, 
owner. 

1JECT — Application  reopened  September  10,  1946 — 
Application  (decision  of  the  borough  superintend¬ 
ent)  under  sections  7 a  and  7i  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the 
extension  of  existing  gasoline  service  station  (pre¬ 
viously  granted  by  the  Board). 


PREMISES  AFFECTED — 2965  86th  street  and  2526  Mc¬ 
Donald  avenue,  northwest  corner  (Block  7170,  Lot 
37),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1947  at  10 
A.  M. ;  applicant  to  file  revised  plans. 


636-20-BZ 

APPLICANT — Andrew  DiCamillo,  for  Constant  Motor 
Service  Corp.,  owner  (Schmidt  &  McKeever  Motor 
Sales  Corp.,  lessee). 

SUBJECT — Application  reopened  February  25,  1947, — 
Application  (decision  of  the  borough  superintend¬ 
ent)  under  section  7a  of  the  zoning  resolution,  to 
permit  in  a  business  and  unrestricted  use  district, 
the  extension  of  existing  building  (automobile 
showroom)  ;  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 6502-6520  5th  avenue  and  437- 
483  66th  street,  northwest  corner  (Block  5827,  Lot 
27),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Andrew  DiCamillo. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  .  o 

Not  Voting:  Commissioner  Kleinert  .  1 

THE  RESOLUTION  (636-20-BZ)  * 


Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  erection  of  a  series  of  buildings  to  be  used  as  a 
series  of  individual  garages,  premises  437-483  66th  street, 
and  6502-6520  Fifth  avenue,  Borough  of  Brooklyn,  was 
granted  by  the  Board  January  4,  1921,  on  certain  conditions; 
the  resolution  amended  January  20,  1925,  November  4,  1936 
and  September  30,  1941 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  a  further  amendment  of  the  resolution;  and 
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Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  25,  1947,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  8,  1947,  after  due  notice  by  publication  in  the 

Bulletin;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  5th  avenue  is  in  a  business  use,  C  area 
and  Class  V/a  height  district ;  66th  street  is  in  a  business  use, 
C  area  and  Class  1J4  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  13,  1947,  re  Alt.  Applic.  5543-46,  reads: 

“1.  Proposed  extension  of  auto  sales  room  located 
on  plot  within  a  business  use  district  adjoining  non- 
conforming  use  on  other  portions  of  same  plot  pievi- 
ously  considered  by  Bd.  of  Stds.  &  Appeals  under  Cal. 
636-20-BZ  violates  Sect.  4a,  Art.  II,  zoning  resolution. 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  189  ft.  4  in.  front  by  592  ft.  2  in.  in  depth  irregu¬ 
lar,  on  which  is  located  a  building  36  ft.  10  in  front  by 
51  ft.  in  depth,  one  story,  14  ft.  in  height,  of  Class  3  con¬ 
struction,  presently  used  as  an  automobile  salesroom  and 
5-car  garage  at  the  northwest  corner;  that  it  is  proposed 
to  extend  present  indoor  auto  salesroom  now  located  on 
northwest  corner  of  5th  avenue  and  66th  street;  that  it  will 
be  extended  15  ft.  10  in.  to  the  north  and  will  be  extended 
to  the  west  by  eliminating  one  of  the  present  individual 
garages,  one  story,  14  ft.  in  height,  of  Class  3  construction , 

^Whereas,  the  applicant  contends  that  the  proposed  use 
of  the  new  extension  does  not  violate  the  zoning  resolution, 
but  said  salesroom  is  a  conforming  use  and  part  of  a  group 
of  buildings  on  the  same  plot ;  and 

Whereas,  the  premises  and  surrounding  area  were 

inspected  by  a  committee  of  the  Board 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  4,  1921, .  as 
amended  by  resolutions  adopted  through  Septemoer  30,  1941, 

by  adding  thereto :  .  . 

“that  in  the  event  it  is  desired  to  enlarge  the  existing 
automobile  salesroom  building  now  located  on  the  north¬ 
west  corner  of  5th  avenue  and  66th  street,  as  indicated 
on  revised  plans  marked,  ‘Received  February  7,  1947 
(2  sheets)  and  as  passed  upon  by  the  borough  superin¬ 
tendent  under  Alteration  Application  5543-46  objection 
1  such  building  may  be  extended  as  proposed  provided 
the  use  is  maintained  as  proposed  as  an  indoor  motor 
vehicle  salesroom,  on  condition  that  such  portable  hre- 
fiehting  equipment  shall  be  maintained  as  the  hre  com¬ 
missioner  shall  direct,  and  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto.” 


682-26-BZ  t 

APPLICANT— Herman  Kron,  for  Dornhage  Realty  Co., 
Inc.,  owner  (General  Motors  Corp.,  Cadillac  Divi¬ 
sion,  lessee).  ..  .  r 

SUB  TECT— Application  reopened  October  8,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7i  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  change  in  occupancy 
from  public  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to  pub¬ 
lic  garage  for  more  than  five  (5)  motor  vehicles 
and  motor  vehicle  repair  shop, 

PREMISES  AFFECTED — 2218-2228  Jerome  avenue  and 
2  East  182nd  street,  southeast  corner  (Block  3180, 
Lot  17),  Borough  of  The  Bronx. 

For  Applicant:  Herman  Kron  and  William  Hage- 
dorn. 

For  Opposition:  None.  .  - 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 


THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  . 

Negative:  . . . 

Not  Voting:  Commissioner  Kleinert  . 


THE  RESOLUTION  (682-26-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  t 
permit  in  a  business  use  district  the  erection  and  maintenanc 
of  a  garage  for  more  than  five  motor  vehicles,  affectin 
premises  2218  Jerome  avenue,  southeast  corner  of  Eas 
182nd  street  (Block  3186,  Lot  17),  Borough  of  The  Brom 
was  granted  by  the  Board  on  May  8,  1928,  on  certain  coi 
ditions ;  and 

Whereas,  plans  were  approved  on  February  18,  1  '30,  an 
the  resolution  amended  on  July  20,  1938;  and  ^ 

Whereas,  the  applicant  requested  reopening  of  this  appl 
cation  and  an  amendment  of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Boat 
on  October  8,  1946,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  apphcatic 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  mee 
ing,  April  8,  1947,  after  due  notice  by  publication  in  tl 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zonn 
resolution  show  that  Jerome  avenue  is  in  a  business  use, 
area  and  Class  1  %  height  district;  East  182nd  street  is 
residence  and  business  use,  B  area  and  Class  1J4  heig 

districts;  and  . 

Whereas,  the  decision  of  the  borough  superintendei 
dated  August  8,  1946,  re  amendment  to  Alt.  Applic.  481-4 
reads * 

“4.  Remove  Violation  Zone  85-46  as  a  motor  vehic 
repair  shop  may  not  be  maintained  in  a  business  distri 
(Sec.  4  zone  resolution.)” 


ana  .  , 

Whereas,  the  applicant  states  that  the  premises  cons 

of  a  plot,  148  ft.  frontage  by  100  ft.  in  depth,  on  which 
located  a  building  148  ft.  front,  100  ft.  in  depth,  2  stori 
25  ft.  in  height,  of  Class  1  construction,  presently  used  i 
a  garage  for  more  than  five  (5)  motor  vehicles;  that  it; 
proposed  to  use  the  present  garage  to  include  repairs  > 

automobiles;  and  .... 

Whereas,  the  applicant  contends  that  the  building 
erected  in  1928  under  approval  of  the  Board  under  C. 
682-26-BZ ;  that  the  present  application  is  for  an  extensn 
of  the  use  of  the  garage  premises  so  as  to  include  a; 
auto  repair,  automobile  salesroom  and  the  sale  of  auto  par; 
that  this  integral  use  will  be  known  as  the  Cadillac  mot 
car  division,  and  the  General  Motors  Corporation,  is  > 
lessee  of  the  premises ;  that  the  original  resolution  of  } 
Board  did  not  mention  the  wording  repair  shop  in  additT 
to  public  garage,  and  the  Building  Department  is  pronibi 
under  the  zoning  resolution  to  extend  the  use  aforem 
tioned;  that  therefore  it  is  respectfully  requested  that  < 
Board  consider  this  application  and  permit  the  use  uni 
authority  vested  in  it  by  Section  7e  and  7i  of  the  zon,f 

resolution ;  and  .  . 

Whereas,  the  premises  were  inspected  by  a  Committee 

the  Board.  .  ,  .  ,  ,, 

Resoh/ed,  that  the  Board  of  Standards  and  Appeals^ 
hereby  amend  the  resolution  adopted  on  May  8,  1928, i 
amended  through  July  20,  1938,  by  adding  thereto. 

*  *  *  that  in  the  event  the  building  is  occupies 

an  indoor  salesroom  garage  and  service  station  for  i 
Cadillac  Motor  Car  Division  of  the  General  Mo 
Corporation  and  it  is  desired  to  maintain  a  servii, 
department  on  the  2nd  floor  front,  as  passed  upoifi 
the  borough  superintendent  under  Alt.  Applic.  481. 
Objection  4,  such  additional  use  may  be  permitted ' 
condition  that  the  repair  work  shall  be  limited  to  s 
as  can  be  done  by  hand  tools  only;  that  there  sha, 
no  spray  painting,  no  acetylene  welding  and  no 
or  anvil  shall  be  used;  that  the  repair  work  sliau 
restricted  solely  to  the  cars  dealt  in  by  the  agency  ,  ■ 
the  permission  hereinbefore  granted  for  the  inslam 
of  gas  pumps  within  the  building  shall  be  restric  e 
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the  existing  gasoline  pumps  now  installed  at  the  south¬ 
erly  end  of  the  building,  eliminating  the  ones  permitted 
at  the  northerly  end ;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  throughout  the  building 
as  the  fire  commissioner  shall  direct;  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  thereto 
shall  be  complied  with,  including  the  requirements  of 
this  resolution  as  amended;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


J7-38-BZ 

PPLICANT — James  Russell  Ashley,  for  Elmtree  Realty 
Company,  owner. 

URJECT — Application  reopened  January  7,  1947,  for  con¬ 
sideration  as  to  extension  of  term  of  variance — 
Application  (decision  of  the  borough  superintend¬ 
ent),  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  for  a  temporary  term 
of  years,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

REMISES  AFFECTED — 195-201  West  237th  street, 
northeast  corner  of  Broadway  (Block* 3270,  Lot  40), 
Borough  of  The  Bronx. 

PPEARANCES — 

For  Applicant :  James  R.  Ashley. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Term  of  variance  extended. 

HE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 

,  Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Not  Voting:  Commissioner  Kleinert .  1 

HE  RESOLUTION  (127-38-BZ) 


V  hereas,  this  application  under  section  7h  of  the  zoning 
solution,  permitting  in  a  business  use  district,  the  parking 
id  storage  of  more  than  five  motor  vehicles,  for  a  term 
two  years,  affecting  premises  195-201  West  237th  street, 
mheast  corner  of  Broadway  (Block  3270,  Lot  40),  Bor- 
lgh  of  The  Bronx,  was  granted  by  the  Board,  on  May  24, 
38,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  Sep- 
mber  10,  1940  and  September  15,  1942;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
e  term  of  variance,  which  had  expired  by  time  limitation; 

id 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
i  January  7,  1947  and  set  for  hearing  on  April  8,  1947 

10  A.  M. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
r  the  Board  of  Standards  and  Appeals,  at  its  regular 
eeting,  April  8,  1947,  after  due  notice  by  publication  in 
e  Bulletin  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■reby  amend  the  resolution  adopted  on  May  24,  1938,  as 
nended  through  September  15,  1942,  only  so  far  as  it  has 
lerence  to  the  term  of  the  variance,  so  that  as  amended, 
•s  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition 
*  *  *  that  other  than  as  herein  amended,  the  conditions 
of  the  resolution  of  May  24,  1938,  shall  be  complied 
with  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


-46-BZ 

PPLICANT — Henry  Nordheim,  for  Claridge  Associates, 
owner  (Morris  W.  Morain,  lessee). 

JBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 


resolution,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  basement  apartment  to 
a  business  office  (dental  supplies)  for  a  term  of 
years. 

PREMISES  AFFECTED — 1840-1844  Grand  Concourse  and 
J,o7-161  East  176th  street,  northeast  corner  (Block 

APPEARANCES-’'  B°r0Ugh  °£  The  Bronx- 
For  Applicant :  None. 

For  Opposition:  Max  Seltzer. 

*  For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (24-46-BZ) 

Whereas,  Henry  Nordheim,  for  Claridge  Associates, 
owner  (Morris  W.  Morain,  lessee),  filed  January  10,  1946, 
an  application  under  sections  7e  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  basement  apartment  to  a  business  office 
(dental  supplies)  for  a  term  of  years;  premises  1840-1844 
Grand  concourse  and  157-161  East  176th  street  northeast 
corner  (Block  2801,  Lot  1),  Borough  of  The  Bronx;  and 
.  Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  Board  of  Standards  and  Appeals,  at  its 
regular  meeting,  April  8,  1947,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin;  and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Grand  Concourse  is  in  a  residence 
use,  B  area  and  Class  1}4  height  district;  East  176th  street 
is  in  a  residence  use,  B  area  and  Class  1%.  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  13,  1945,  re  Alt.  Applic.  652-45,  reads: 

“A-l.  Proposed  alteration  to  form  a  dental  supply 
office  in  existing  cellar  apartment*  of  six  story  and 
cellar  non-fireproof  Class  A  multiple  dwelling  (New 
Law  Tenement)  in  a  residence  district,  is  contrary  to 
Article  2,  Section  3  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  136.92  ft.  frontage  by  135.86  ft.  in  depth,  on  which 
is  located  a  building  121  ft.  3  in.  front  by  131  ft.  2  in.  in 
depth,  6  stories  (65  ft.)  in  height,  of  Class  3  construction, 
used  as  a  Class  A  multiple  dwelling;  that  it  is  proposed  to 
legalize  the  use  of  one  of  the  basement  apartments  as  an 
office  for  dental  supplies;  and 

Whereas,  the  applicant  contends  that  in  this  case  a 
basement  apartment  was  leased  to  M.  W.  Morain  who 
carries  on  a  dental  supply  business  operating  as  Morain 
Dental  Supplies;  that  he  needed  an  office  for  his  line,  and 
as  office  building  space  on  the  Grand  Concourse  is  extremely 
scarce,  it  seemed  to  him  that  the  basement  apartment  in 
this  building  was  quite  suitable  for  his  purpose  and  par¬ 
ticularly  since  he  also  resides  on  the  6th  floor  of  the 
building;  that  he  could  not  conduct  this  type  of  business 
in  a  store,  as  it  would  not  have  a  professional  aspect  to 
dentists  and  manufacturers  representatives,  who  may  call 
at  his  place;  that  there  are  no  signs  displayed  on  the  out¬ 
side  of  the  building,  nor  any  signs  on  the  windows  and 
no  window  display  of  any  wares,  so  that  there  is  no  out¬ 
ward  sign  of  what  the  occupancy  is  in  this  apartment; 
that  to  enter  this  apartment  there  is  a  doorway  near  the 
southerly  end  of  the  building,  affording  access  to  only  the 
two  apartments  “A”  and  “B”;  that  the  “B”  apartment  is 
the  one  concerned  in  this  application;  that  this  apartment 
was  a  2-room  suite  until  a  partition  was  removed  so  as 
to  make  one  large  room  and  a  small  office  space  for  book¬ 
keeping;  that  the  lessee  claims  that  while  some  dentists 
call  for  their  supplies,  most  of  the  trade  is  carried  on 
through  personal  canvas  of  dental  offices  and  that  he  only 
maintains  the  establishment  to  have  an  address  and  a  small 
place  to  store  supplies;  that  the  office  is  only  open  from 
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,  a  «. ».  p «  -  ““,irs  <Z"5xs  s  stt  s!«“A,fc"taE“ 

are  answered  in  his  apartment  on  the  6th  £°°-^'  Q  “1.  Proposed  additional  use,  storage  of  hunk 

SftrfjftTtetoil  : Xffrom  the5>jec«jon  within  a  busing  use  district,  is  contrary  to  Sec.  4  c 

filed  herewith,  it  may  be  noted  that  there  is  no  objection  Zoning  Resolution.  ^:l 

to  this  type  of  occupancy  in  a i  mu^ple  ^  Whereas,  the  applicant  states  the  premises  consist  of 

such  occupancy  violates  zoning,  rest  net  lons^anU  on  tnat  mn 'ft.  front  by  101.25  ft.  in  depth  (irregular)  c 

issue,  this  request  CthkTSrtment  du’e  C  a  business  which  is  located  a  one-story  metal  building,  formerly  use 

SSHSfeffiS  E£if li; — ‘ -  R 

inviewof  the'foregoing^favorSjle^rtton  wiU<b^appreciated ;  ^  2-car  garage  at’ 

uoon  inspection  the  committee  of  the  Board  now  used  as  a  shelter  for  employees;  that  the  site 
Where  s,  p  P  .  j  d  been  occupied  for  about  completely  fenced  in  and  contains  two  14  ft.  gates  on  41 

™aSJ  at  present  and  found  signs  on  the  windows  street,  installed  there  to  eliminate  interference  with  trafl 

anSrl'  the  interior  a  large  quantity  of  merchandise  and  on  the  avenue,  which  is  the  busier  street  ;  that  the  type  « 
dr  1  •  and  Q  y  lumber  to  be  stored  is  wood  beams  and  posts  of  vano 

Wh^s  the  Record  shows  no  permit  to  allow  such  sizes  used  in  construction  of  buildings;  that  in  apphcair 
,  •  ,'s  ’  r  :.  „  residence  use  district  and  indicates  opinion  this  constitutes  a  conforming  use,  that  individuc 

therefore  ifSSJ  ££ 

be  ShfndthC  0WMr  toS  on  toth  sireets^s 

no^beE^rmi?edBtoabde  withdrawn'  but'  thafaX  should  Jhahh^Lwfjide  wlsTo  be^alnted  ^enhance8  ; 

^e\\^i^AS  nthe8Bo£U'da  deemed^thaf^here  was  no  justifica-  Whereas,  on  May  23,  1939,  under  Cal.  153-39- BZ  t; 
.•  for  the ’exercise  of  discretion  to  grant  a  zoning  variance  Board  permitted  under  section  7h  of  the  zoning  resolutu* 

Her section  7 ubdivWon  e  or  section  21  of  the  zoning  the  packing  and  storage  of  more  than  five  (5)  mo 
under  section  /,  suuuivib  vehicles  for  a  term  of  two  years,  affecting  these  premisi; 

rcsS that  the  decision  of  the  borough  superintendent  and  .  ,  ,  - 

■  c'  nn  'Alt  Annlic  652-45  objection  A-l,  be  and  it  Whereas,  the  term  of  variance  was  extended  for  a  te: 

hereby  is  affirmed  and  that  the ’application  be  and  it  hereby  0f  two  years  from  February  24,  1943;  and 

hereby  is  ajprmea  anu  ff  Whereas,  the  term  of -variance  for  the  packing  a. 

is  aemea.  storage  of  more  than  five  (5)  motor  vehicles  expired 

February  24,  1945;  and  1A7,  • 

'rry  a  a  R7  Whereas,  the  records  indicate  that  B.  N.  1076  v. 

APPLICANT  Raymond  Irrera.  for  A.I.S.  Realty  Corp..  ^ 

SUBJECT^, ^decision  of  the  ^hfcL^S ' 

ptJa  in  a  business  -  «the  storage  of  Z 

t> t > T- AT T C A FfV C T E If  40  1 6  28th  avenue  and  28-06  window  frame,  sash,  sheet  rock  and  other  building  maten 

PREMISES  ^E™°^°Corner  (Block  663,  Lots  21,  but  not  including  the  storage  of  lumber  which  is  the  sub 
J  9V  ’a  24)  Long  Wand  City,  Borough  of  of  this  application ;  and 

22 >  23  and  44; ,  J-ong  j.  Whereas,  the  premises  and  surrounding  area  were,] 

ATvmrA§AexrrTTc:_  spected  by  a  committee  of  the  Board;  and  . 

APPEARANCES  r  j  Trrera  Whereas,  the  Board  deemed  that  there  was  no  justifi 

For  Applicant .  .  ^  ‘ '  tion  for  the  exercise  of  its  discretion  to  grant  a  zon 

For  A  ,  L  Becker,  Dep’t  of  variance  under  section  7e  of  the  zoning  resolution. 

For  Administration  Samu  .  Resolved,  that  the  decision  of  the  borough  superintend 

ArTTnM  housing: d  AopHcadon  denied  dated  March  18,  1946  on  Misc.  Applic  1076-45,  object, o: 

ACTF vnT°TFTBn°rRANT  '  be  and  it  hereby  is  affirmed  and  that  the  application  be  \ 

THE  .7 . .  0  it  hereby  is  denied. 

Negative:  Chairman  Murdock,  Commissioner  - - 

°Blum  and  Deputy  Chief  Gurnee  . .  516-46-BZ 

Not  Voting:  Commissioner  einer  .  APPLICANT— Lama  and  Proskauer,  for  Walter  Hai 

THE  RESOLUTION  (221-46-BZ)  Realty  Corp  SUBJECT^Application  (decision  of  the  borough  supc 

Whereas,  Raymond  Irrera  for  .A;  J;n  „nder  sJc tion  7e  tendent)  under  sections  7e  and  7i  of  the  zo:- 

owner,  filed  March  26,  1946,  an  application  tm  district  resolution,  to  permit  in  a  business  use  district,  I 

of  the  zoning  resolution  to  permit  in  a  business  use  aismc^  proposed  use  of  premises  as  an  auto  laundry,  s 

the  storage  of  lumber  for  a  term  of  two  (  )  >  ‘  ’  th  st  icing  and  repair  of  cars  in  conjunction  with  exH 

ises :  40-16  28th  avenue  and  28-06  41st  street,  ^orthwe  showroom  and  the  display  and  sale  of  used  - 

corner  (Block  663,  Lots  21,  22,  23  and  24),  Long  lsu  PREMISES  AFFECTED— 525-539  4th  avenue,  west  • 

City,  Borough  of  Queens;  and  annlication  between  14th  and  15th  streets,  194-202  14th  s- 

Whereas,  a  public  hearing  was  held  tm  tins ’  and  149-155  15th  street  (Block  1041,  Lots  1  and 

by  the  Board  of  Standards  and  Appeals,  at  i  s  regular  me*  Cough  of  Brooklyn, 

ing  March  11,  1947  and  laid  over  to  Apr  ,  >  APPFARANCES _ 

due  notice  bv  publication  in  the  Bulletin;  and  •  ^  '  For  Applicant:  Alfred  A.  Lama,  Walter  H: 

Whereas,  the  district  maps  accompany  ing  the  zoning  Eli  Harris 

resolution  show  that  28th  avenue  is  in  business  use  B  area  Fof  opp0sition ;  Rev.  Joseph  Fanan  Johm 

and  Class  V/4  height  districts;  41s1tI/stJ^7  sd  Sd  Kearney,  E.  Rosen,  Max  Ehrlich,  A.  Shea- 

and  business  use  B  area  and  Class  1*4  height  districts,  ana 
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Vincent  Jachorowski,  Louise  Garcke  and  Alice 
T.  Pray. 

For  Administration:  Samuel  L.  Becker,  Dcp’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

:TION  OF  BOARD — Application  granted  on  condition. 
{F.  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert,  and  Deputy  Chief  Guinee.  4 

Negative: . . . . .  0 

IE  RESOLUTION  (S16-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Walter  Harris, 
ner,  filed  July  2,  1946  an  application  under  section  7e  of 
zoning  resolution,  to  permit  in  a  business  use  district, 
proposed  use  of  premises  as  an  auto  laundry,  servicing 
1  repair  of  cars  in  conjunction  with  an  existing  showroom 
1  the  display  and  sale  of  used  cars,  affecting  premises 
-539  4th  avenue,  west  side,  between  14th  and  15th  streets, 
1  194-202  14th  street  and  149-155  15th  street  (Block  1041, 
>  1  and  4),  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
,  April  8,  1947,  after  due  notice  by  publication  in  the 
lletin;  and 

Vhereas,  the  district  maps  accompanying  the  zoning 
olution  show  that  4th  avenue  is  in  a  business  use,  B  area 
l  class  1^2  height  district;  14th  street  is  in  residence  and 
iness  use,  B  area  and  class  1 height  districts;  15th 
jet  is  in  a  business  use,  B  area  and  class  \y2  height 
:rict;  and 

Vhereas,  the  decision  of  the  borough  superintendent 
ed  June  24,  1946  on  N.  B.  Applic.  975-46  reads  : 

“1.  Proposed  use  of  premises  located  within  a  busi¬ 
ness  use  district,  for  auto  laundry  servicing  and  repair 
of  cars  (in  conjunction  with  existing  auto  showroom) 
and  display  and  sales  of  used  cars  violates  Art.  II, 
Sec.  4a — #15,  #29  Zoning  Resolution.” 

Vhereas,  the  applicant  states  that  the  premises  consist 
a  plot,  200  ft.  frontage  by  97  ft.  10x/2  in.  in  depth 
regular)  on  which  is  located  a  building  51  ft.  front  by  83 
in  depth,  one  story,  35  ft.  in  height ;  that  it  is  proposed 
use  the  balance  of  the  plot  for  the  display  of  used  cars, 
l  repairs  and  servicing  of  automobiles  owned  by  the 
rator  of  the  automobile  agency ;  that  no  outside  work  is 
)e  done ;  and 

Vhereas,  the  applicant  contends  that  the  premises  are 
sently  improved  with  a  one  story  and  cellar  brick  building 
d  for  automobile  showroom  and  sales  and  storage  build- 
;  that  this  use  became  effective  on  September  27,  1944  for 
ich  C.O.  111185  was  issued  temporarily  for  one  year, 
ocable  at  the  option  of  the  borough  superintendent, 
ause  of  the  fact  that  the  alteration  could  not  be  com- 
ted  at  that  time  due  to  the  lack  of  materials ;  that  if  this 
dication  is  granted,  all  of  the  old  work  called  for  under 
.  4540-1940  will  be  completed  and  a  permanent  C.O. 
ained;  that  the  premises  are  enclosed  with  an  iron  fence 
1  only  one  15  ft.  curb  cut  is  requested  on  4th  avenue; 
t  all  temporary  wood  fences  existing  will  be  removed  and 
laced  with  iron  fences;  and 

Vhereas,  the  applicant,  at  the  hearing,  withdrew  the 
dication  as  to  outdoor  servicing  and  repairing ;  and 
Vhereas,  the  premises  and  surrounding  area  were 
^•ected  by  a  committee  of  the  Board ;  and 
Vhereas,  the  Board  deemed  that  this  was  a  proper  case 
which  to  exercise  discretion  to  grant  under  section  7, 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
eby  make  a  variation  in  the  application  of  the  use  district 
illations  of  the  zoning  resolution,  and  that  the  application 
and  it  hereby  is  granted  under  section  7e  thereof,  to 
mit  the  portion  of  the  plot  unbuilt  upon  to  be  occupied 
dy  for  the  sale  of  used  cars  on  condition  that  there  shall 
no  servicing  of  any  nature,  repairing  or  parking  of  cars 
such  portion  of  the  unbuilt  upon  plot ;  that  the  plot  shall 
leveled  substantially  to  the  grade  of  surrounding  streets 


and  shall  be  surfaced  with  clean  gravel  or  steam  cinders 
treated  with  a  binder  and  properly  graded  and  rolled  to 
provide  surface  drainage;  that  all  buildings  and  material 
now  on  such  portion  of  the  plot  shall  be  removed  and  none 
of  such  material  or  buildings  restored ;  that  a  brick  wall 
not  less  than  6  ft.  in  height  shall  be  constructed  along  the 
interior  lot  line  where  indicated  on  plans  filed  with  this 
application  marked  “Received  July  2,  1946,”  two  sheets;  that 
elsewhere  on  the  interior  lot  lines  through  to  14th  street 
there  shall  be  constructed  a  woven  wire  fence  of  the  anchor 
post  type  not  less  than  6  ft.  in  height ;  that  a  similar  fence 
shall  be  erected  along  the  14th  street  building  line ;  that  such 
fences  shall  rest  on  a  concrete  base;  that  the  existing  fence 
along  the  4th  avenue  building  line  may  be  continued  if  placed 
in  good  repair  and  continued  through  to  14th  street;  that 
the  entrance  to  the  premises  shall  be  restricted  to  the  exist¬ 
ing  entrance  as  shown  adjacent  to  the  existing  salesroom 
building  with  curb  cut  opposite  not  exceeding  15  ft. ;  that 

no  signs  shall  be  erected  except  such  signs  as  may  be  per¬ 

mitted  under  thte  zoning  resolution  advertising  the  sale  of 
used  cars  dealt  in  by  the  agency  occupying  the  indoor  sales¬ 
room  on  the  plot;  that  there  shall  be  no  sale  or  business 
carried  on  during  the  time  church  services  are  being  con¬ 
ducted  in  the  adjacent  churches;  that  the  salesroom  building 
shall  be  maintained  in  accordance  with  the  lawful  require¬ 
ments  and  a  certificate  of  occupancy  shall  be  obtained 

therefor  as  well  as  the  use  herein  permitted  for  the  sale 

of  used  cars;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


596-46-BZ 


APPLICANT — Ben  A.  Milner,  for  Hyman  Friedman,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the 
construction  and  maintenance  of  a  miniature  golf 
course  for  a  term  of  years. 

PREMISES  AFFECTED — Northwest  corner  of  White 
Plains  road  and  Guerlain  street  (Block  3927,  Lot 
17),  Borough  of  The  Bronx. 

APPEARANCES— 


For  Applicant:  B.  A.  Milner. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  . 0 

Not  Voting:  Commissioner  Kleinert  .  1 


THE  RESOLUTION  (596-46-BZ) 

Whereas,  Ben  A.  Milner,  for  Hyman  Friedman,  Inc., 
owner,  Ben  A.  Milner,  lessee,  filed  August  16,  1946,  aa 
application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  construction  and 
maintenance  of  a  miniature  golf  course  for  a  period  of  years, 
affecting  premises  northwest  corner  of  White  Plains  road 
and  Guerlain  street  (Block  3927,  Lot  17),  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  8,  1947,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  White  Plains  road  is  in  residence  and 
business  use,  D  area  and  Class  1  height  districts ;  Guerlain 
street  is  in  a  residence  use,  D  area  and  Class  1  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  18,  1947,  re  B.  N.  Applic.  77-47,  reads : 

“1.  Proposed  miniature  golf  course  in  a  residence 
district  is  contrary  to  Section  3  of  the  zoning  resolu¬ 
tion.” 
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and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  frontage  by  100  ft.  in  depth,  presently 
vacant;  that  it  is  proposed  to  use  the  premises  as  a  minia¬ 
ture  golf  course;  that  there  will  be  no  buildings  erected 

and  no  excavating  or  filling  in;  and 

Whereas,  the  applicant  contends  that  for  many  years 
the  premises  were  in  a  business  zone ;  that  the  street  in 
question  (White  Plains  road— 100  ft.  in  width)  now  has 
a  business  section  which  is  directly  opposite  the  site  wJ Inc  1 
is  the  subject  of  this  appeal;  that  on  April  26,  1945,  the 
Planning  Commission  revised  the  zoning  of  this  area, 
placing  White  Plains  road  in  a  residence  district,  apparently 
unknown  to  many  of  the  property  owners  affected;  that 
as  a  matter  of  fact,  the  owner  who  leased  the  property 
for  the  purpose  described  above,  was  unaware  that  a  zoning 
change  had  taken  place;  that  upon  applicants  discharge 
from  the  Service  in  March,  he  felt  that  the  erection  of 
an  outdoor  miniature  golf  course  would  possibly  bring  many 
hours  of  diversion  and  enjoyment  to  the  people  of  tin 
vicinity,  even  as  it  did  many  years  ago;  that  applicant 
leased  the  property  and  converted  it  from  a  dirty,  gaibage 
strewn,  unguarded,  rat  infested  eyesore  to  a  clean,  orderly, 
fenced  off  play  area;  that  after  the  work  had  procecded 
almost  to  completion  and  after  more  than  $1100  had  been 
put  into  the  project,  the  Housing  and  Building  Department 
informed  applicant  that  the  area  had  been  rezoned  and 
they  could  not  authorize  or  approve  the  use  of  the  premises 
for  the  purposes  intended;  that  it  is  therefore,  respectfu  y 
requested  that  this  appeal  be  granted  for  a  temporary  term 
toQ enable  the  applicant  to  recover  at  least  the  money  he 

invested  in  it;  and  ,  ^  „  • 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  e,  of  the  zoning  resolution 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  wake  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  on  condition  that  the  premises  shall  be  main¬ 
tained  substantially  as  proposed  and  as  indicated  on  plans 
filed  with  this  application  marked  Received  February  4, 
1947”  for  use  as  a  miniature  golf  course;  that  no  building 
shall  be  erected  on  the  site;  that  the  existing  billboard  shall 
be  removed ;  that  the  fencing  shall  be  on  the  building  line 
unless  permitted  to  be  continued  beyond  the  building  line 
as  now  erected  by  the  borough  president;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (5) 
months  from  the  date  of  this  resolution. 


639-46-BZ 

APPLICANT — Francis  C.  Pinto,  for  Mt.  Vernon  Die  Cast¬ 
ing  Corp.,  owner.  _  ,  ,  , 

SUBTECT — Application  (decision  of  the  borough  superin- 
‘  tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district,  the 
extension  of  existing  building  using  more  than  area 

PREMISES^ AFFECTED — 575  East  242nd  street,  north 
side  95.19  ft.  west  of  Carpenter  avenue  (Block 
5104,  Lots  14,  16,  18,  20  and  22),  Borough  of  The 
Bronx. 

APPEARANCES-^  Frands  c  pint0_  LeWis  P.  Held 
and  Thomas  J.  Walker. 

For  Opposition :  M.  Blinder,  George  Yunge,  ary 
A.  Dunne  and  Kathryn  M.  Dunne. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  .... 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE-t.ve;  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative: . 


THE  RESOLUTION  (639-46-BZ) 

Whereas,  Francis  C.  Pinto  for  Mt.  Vernon  Die  Castin 
Corporation,  owner,  filed  September  9,  1946,  an  apphcatio< 
under  section  21  of  the  zoning  resolution,  to  permit  in  ® 
unrestricted  use,  C  area  district  the  extension  ol  an  existin 
building  using  more  than  the  area  permitted,  at  ectin 
premises  559  to  575  East  242nd  street  (575  East  242n 
street  displayed),  north  side,  95.19  ft.  west  of  Carpente 
avenue  (Block  5104,  Lots  14,  16,  18,  20,  22),  Borough  c 

The  Bronx;  and  .  ! 

Whereas,  a  public  hearing  was  held  on  this  .applicative 
by  the  Board  of  Standards  and  Appeals,  at  its  regul; 
meeting,  April  8,  1947,  after  due  notice  by  publication  in  tl 

Bulletin ;  and  .  .  . 1 

Whereas,  the  district  maps  accompanying  the  zonn 
resolution  show  that  East  242nd  street  is  in  residence  a. 
unrestricted  use  C  area  and  class  1  height  districts,  Carpe 
ter  avenue  is  in  a  residence  use,  C  area  and  class  1  lieig 

Whereas,  the  decision  of  the  borough  superintendei 
dated  October  28,  1946  on. Alt.  Applic.  376.45  reads: 

“1.  Area  of  proposed  extension  exceeds  60 Jo  ot  t 
unused  portion  of  the  lot,  which  is  contrary  to  Article. 
Section  13  of  the  Zoning  Resolution. 

:U1  Whereas,  the  applicant  states  that  the  premises  consist 
a  plot,  250.66  ft.  frontage  by  98.77  ft  m  depth  (irregula 
on  which  is  located  two  buddings .93  99  ft.  and  26.3  ft c 
bv  98.4  ft.  in  depth,  one  story,  15  ft.  in  height,  of  clas. 
construction,  presently  used  as  a  factory  manufacturing  <. 
castings  -  that  it  is  proposed  to  erect  an  addition  to  the  exi 
tag  Sing  81  ft.  854  in.  front  by  ?8.48.ft  deep  .rregubt 
two  stories  and  basement,  35.8  ft.  in  height,  of  class  1 
struction;  that  a  loading  platform  will  be  constructed  on  1 
west  side  of  new  extension,  27  ft.  4«  m.  front  by  50  ft. 
depth,  with  a  storage  space  behind  platform  4o  ft.  7  l  . 

deoth  both  covered  by  a  roof  ;  and  .  .  . 

Whereas  the  applicant  contends  that  the  original  pro 
ises  consisted.1  of  a  plot  99.99  ft.  by  98.77  ft.  deep  up 
which  was  erected  in  1944  a  one  story  and  part  cellar  br. 
fireproof  building ;  that  in  1945  lots  20  and  22  were  purcha  : 
and  a  one  story  fireproof  addition  was  erected  onpart 
lot  20;  that  it  is  now  proposed  to  erect  on  the  unoccur 
part  of  lot  20  and  lot  22  a  two  story  and  cellar  brick :  ac 
[ion-  that  this  addition  will  connect  with  the  present  j 
story  building  on  the  East  242nd  street  side  and  the  Wg) 
two  story  brick  building  on  Pearl  street,  thereby  fornun 
complete'  single  structure ;  that  since  the  property  abuts 
railroad  property  and  Pearl  street  does  not  run  throug 
Fast  24?nd  street,  it  is  proposed  to  run  the  cellar  n  o 
to  the  of  &  side  lot  line;  that  this  cellar  area 

ectin-  beyond  the  main  wall  of  the  structure  will  be  u 
for  storage*  and  a  loading  platform;  that  while  it  J 
appear  as&a  one  story  building  due  to  the  street  grac  e 
EMt  242nd  street  side  it  is  mainly  below  the,lev®l.° 
railroad  bed  and  the  level  of  Pearl  street  on  the  other  ; 
sides-  that  the  roof  of  this  area  will  appear  as  an  ■ 
roof  terrace  at  the  completion  of  the  final  grading  ai  P 
in°  that  it  is  the  intention  of  the  applicant  to  improve 
area  w  ta  an  attractive  building  ;  that  the  present  but  dtngr 
at  present  inadequate  for  their  immediate  needs  thei 

necessitating  this  proposed  addition ;  that  due  to  j  , 

aSf4^ 

i-Proven; 

Sdeteentt0oMhi<m^o1ntagr, taw  indt\rktaSede«tat 

SSISS  Oilcan,  badi 
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ntiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
ler  section  21  of  the  zoning  resolution,  as  to  area,  and  is 
refore  entitled  to  relief  on  the  grounds  of  unnecessary 
•dship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
eby  make  a  variation  in  the  application  of  the  area  district 
illations  of  the  zoning  resolution,  and  that  the  application 
and  it  hereby  is  granted  to  permit  the  extension  of  area 
proposed  and  as  indicated  on  plans  filed  with  this  applica- 

I  marked  “Received  March  3,  1947,  4  sheets,  on  condition 
t  the  building  shall  not  be  increased  in  height  or  area  and 

II  be  substantially  as  indicated  on  such  plans;  that  all 
mits  shall  be  obtained  and  all  work  completed  within  one 
•  year  from  the  date  of  this  resolution. 


-46-BZ 

'PLICANT — Elvira  Pizzo,  owner. 

BJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
gasoline  service  station,  motor  vehicle  repair  shop 
and  sale  of  used  cars. 

EMISES  AFFECTED — 90  Withers  street,  south  side, 
77.2  ft.  west  of  Leonard  street  (Block  2742,  Lot  17), 
Borough  of  Brooklyn. 

PEARANCES— 

For  Applicant :  Louis  Riger  and  S.  Pizzo. 

For  Opposition  r  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TION  OF  BOARD — Application  granted  on  condition. 
EVOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative : .  0 

Not  Voting:  Commissioner  Kleinert .  1 


E  RESOLUTION  (839-46-BZ) 

Vhereas,  Elvira  Pizzo,  owner,  filed  November  1,  1946 
application  under  sections  7f  and  7i  of  the  zoning  resolu- 
i,  to  permit  in  a  business  use  district  a  gasoline  selling 
ion,  motor  vehicle  repair  shop  and  sale  of  used  cars, 
cting  premises  90  Withers  street,  south  side,  77.2  ft. 
t  of  Leonard  street  (Block  2742,  Lot  17),  Borough 
Brooklyn;  and 

/hereas,  a  public  hearing  was  held  on  this  application 

the  Board  of  Standards  and  Appeals,  at  its  regular 

•ting,  April  8,  1947,  after  due  notice  by  publication  in 

Bulletin;  and 

.'hereas,  the  district  maps  accompanying  the  zoning 
•lution  show  that  Withers  street  is  in  business  and 
istricted  use,  B  area  and  class  V/t.  height  districts ; 
nard  street  is  in  a  business  use,  B  area  and  class  V/2. 
fit  district ;  and 

.’hereas,  the  decision  of  the  borough  superintendent 

d  October  31,  1946  on  N.  B.  Applic.  1216-46  reads: 

“1.  Proposed  gasoline  selling  station,  motor  vehicle 
repair  shop  and  sale  of  used  cars,  within  a  business 
use  district  is  contrary  to  Art.  2,  Sect.  4a- 15,  2a  and 
46  of  the  Zoning  Resolutions.” 

.’hereas,  the  applicant  states  that  the  premises  consist 
1  plot,  47  ft.  10  in.  frontage  by  100  ft.  in  depth  (irregu- 
presently  used  as  material  yard  and  for  the  storage  of 
ding  materials ;  that  it  is  proposed  to  erect  a  building 
ft.  front  by  25  ft.  in  depth,  one  story,  13  ft.  in  height, 
lass  3  construction,  to  be  used  as  gasoline  selling  station, 
itorium  repairs,  auto  laundry,  office  and  sales  room ;  and 
•  hereas,  the  applicant  contends  that  it  is  proposed  to 
olish  all  existing  structures  and  construct  a  modern 
onry  building  measuring  24  ft.  by  25  ft.,  to  house  a 
fine  service  station,  lubritorium  with  minor  repairs,  auto 
dry,  office  and  sales  room  and  necessary  tanks  and 
ps,  with  planting  as  shown  on  plan  filed  with  this 
ication;  that  this  proposal  will  in  no  way  affect  the 
ounding  area  inasmuch  as  the  balance  of  this  block 


is  improved  with  non-conforming  uses;  that  since  Meeker 
boulevard  is  now  a  main  automobile  thoroughfare,  this 
site  becomes  suitably  adaptable  for  gasoline  service  sta¬ 
tion  and  automobile  repairs;  that  there  is  within  the  im¬ 
mediate  vicinity  three  gas  stations,  one  in  Block  2741,  lot 
19,  one  in  block  2737,  lot  11  and  one  in  block  2738,  lot  5; 
that  the  proposed  gas  station  is  being  made  for  the  son  of 
the  applicant  who  is  an  honorably  discharged  war  veteran 
who  before  the  war  was  engaged  in  the  same  business  and 
was  forced  upon  his  entry  into  the  army  to  give  up  his 
place  of  business ;  that  since  there  is  a  shortage  of  gas 
stations  and  garages  at  the  present  time,  this  will  be  his 
only  opportunity  to  go  back  into  the  business  for  which  he 
is  suited  and  in  a  neighborhood  in  which  he  formerly  oper¬ 
ated  and  is  known;  and 

Whereas,  the  premises  has  a  frontage  of  approximately 
23  feet  in  the  business  use  area  and  approximately  25  feet 
in  the  unrestricted  use  area ;  and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  sections  7c 
and  7i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  sections  7c  and  7i  thereof, 
for  a  term  of  ten  (10)  years,  to  permit  the  premises  to  be 
occupied  as  proposed  for  a  motor  vehicle  repair  shop  on 
condition  that  the  building  as  proposed  and  as  indicated 
on  plans  filed  with  this  application  marked,  “Received 
November  1,  1946,”  three  sheets,  shall  be  of  the  size  and 
arrangement  and  design  as  indicated  thereon;  that  the  bal¬ 
ance  of  the  premises  shall  be  left  vacant;  that  adequate 
fences  shall  be  maintained  on  the  interior  lot  lines ;  that 
there  shall  be  no  gasoline  service  station  constructed ;  that 
the  curb  cut  to  the  premises  from  Withers  street  shall  not 
exceed  15  ft.  in  width  and  no  curb  cut  shall  be  nearer  than 
5  ft.  to  the  side  lot  lines  as  extended;  that  the  plot  where 
not  occupied  by  the  proposed  building  shall  be  leveled  sub¬ 
stantially  to  the  grade  of  the  street  and  shall  be  surfaced 
with  tarvia  or  equivalent  paving  as  proposed;  that  no  signs 
shall  be  erected  except  that  such  signs  may  be  permitted 
complying  with  the  requirements ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 


918-46-BZ 

APPLICANT — John  P.  McGrath,  for  Harhaven  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residense  use,  C  area 
district,  the  extension  of  existing  garage  for  more 
than  five  (5)  motor  vehicles  and  motor  vehicle 
repair  shop,  using  more  than  the  area  permitted. 
PREMISES  AFFECTED — 98-15  Jamaica  avenue,  north 
side,  88.24  ft.  east  of  98th  street  (Block  9177, 
Lot  95),  Woodhaven,  Borough  of  Queens. 
APPEARANCES: 

For  Applicant :  John  P.  McGrath. 

For  Opposition :  Allan  G.  Gohl. 

For  Administration :  Samuel  L  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion.. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Not  Voting:  Commissioner  Kleinert  .  1 


THE  RESOLUTION  (918-46-BZ) 

Whereas,  John  P.  McGrath  for  Harhaven  Corp.,  owner, 
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filed  November  26,  1946,  an  application  under  sections  7c 
and  21  of  the  zoning  resolution,  to  permit  in  a  residence 
use  C  area  district,  the  extension  of  existing  garage  lor 
more  than  five  motor  vehicles  and  motor  vehicle  repair 
shop,  using  more  than  the  area  permitted  affecting  pmn- 
ises  98-15  Jamaica  avenue,  north  side,  88.24  ft.  east  of  78th 
street  (Block  7199,  Lot  95),  Woodhaven,  Borough  of 

'^Whereas,  a  public  hearing  was  held  in  this  applica¬ 
tion  by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  March  18,  1947,  after  due  notice  by  publication 
in  the  Bulletin,  and  laid  over  to  April  8,  1947  for  inspection 
by  a  Committee  of  the  Board  and  decision  without  further 

arWHEREAs!nthe  district  maps  accompanying  the  zoning 
resolution  show  that  Jamaica  avenue  is  m  business  and 
unrestricted  use,  C  area  Class  VA  height  distncts,  98th 
street  is  in  residence  and  unrestricted  use,  C  area  and  Class 

\VA  height  districts;  and  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  25,  1946,  re  Alt.  Applic.  7922-34,  reads . 

“1.  The  extension  of  repair  shop  &  public  garage 
into  a  residence  district  is  contrary  to  article  2  section  5 
of  Zone  Resolution. 

2.  Proposed  extension  exceeds  the  permitted  area 
for  a  C  district  which  is  contrary  to  section  13  of  Zone 
Resolution.” 

^Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  65.39  ft.  frontage  by  214  ft.  in  depth  (irregular) 
on  which  is  located  a  building  50  ft.  8  m.  front  by  118  ft. 
in  depth,  one  story  13  ft.,  m  height,  of  Class  3  construction 
presently  used  as  a  public  garage  and  motor  vehicle  repair 
shop  and  servicing  of  new  automobiles ;  that  it  is  proposed 
to  erect  an  extension  61  ft.  by  94  ft.  in  depth,  one  s  ory, 

13  ft.  in  height,  of  Class  3  construction  to  be  used  in  con¬ 
junction  with  existing  facilities  and  also  for  the  parkin-, 
and  storage  of  more  than  five  motor  vehicles ;  and  . 

Whereas,  the  applicant  contends  that  the  premises  are 
persently  improved  with  a  1-story  masonry  structure  used 
as  a  public  garage,  auto  repair  and  servicing  i ^wauto- 
mobiles ;  that  the  structure  measures  50  ft.  8  m.  .  front  by 
approximately  116  ft.  2  in.;  that  the  owners  intend  to 
construct  an  addition  to  the  present  garage  measuring 
approximately  61  ft.  by  94  ft.  in  depth;  that  phns  for  this 
proposed  addition  were  approved  by  the  Dept,  of  Housin., 
and  Buildings  under  Alt.  7422-1934;  that  due  to  changing 
conditions  at  that  time,  this  alteration  was  not  erected  that 
the  property  is  presently  zoned  unrestricted  for  a  depth  o 
100  ft.  north  of  Jamaica  avenue  and  the  remainder  of  the 
site  is  in  a  residence  use  district ;  that  m  i916  all  th 
property  was  zoned  unrestricted  and  on  February  8,  1935 
the  portion  north  of  a  line  100  ft  north  of  Jamaica  avenue 
was  changed  to  residence  use;  that  the  unbuilt  portion  o 
the  plot  runs  along  a  railroad  embankment  to  the  east  and 
to  the  west  are  the  rear  yards  of  buildings  facing  98th 
street-  that  the  remainder  of  this  property  could  not  be 
utilized  for  a  conforming  use  owing  to  its  physical  layout , 
that  even  though  no  actual  permit  was  issued  for  parking 
and  storage  of  cars  on  this  portion  of  the  plot,  same  has 
been  carried  on  since  the  erection  of  the  garage  as  the 
entire  plot  was  previously  zoned  as  unrestricted ;  that  lg  i 
and  ventilation  of  surrounding  properties,  will  not  be 
affected,  as  the  roof  of  the  proposed  extension  and  of  the 
existing  garage  is  lower  than  the  embankment  of  the  L.  I. 

Railroad  to  the  east;  and  . 

Whereas,  the  premises  and  surrounding  area  were  m- 

snected  bv  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution  as  to  extension  of 
use  and  that  the  applicant  had  substantiated  a  basis  unde 
section  21  of  the  zoning  resolution  as  to  extension  of  area, 
and  was,  therefore,  entitled  to  relief  on  the  grounds  of 
nractical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 


area  district  requirements  of  the  zoning  resolution,  and  th; 
the  application  be  and  it  hereby  is  granted  under  sectioi 
7c  and  21  thereof,  to  permit  the  extension  of  use  and  are 
substantially  as  proposed  as  a  non-storage  garage  in  coi 
nection  with  existing  storage  garage  and  repair  shop  undi 
the  same  control,  and  as  indicated  on  plans  filed  with  tli 
application  marked  ‘‘Received  November  26,  1946,  tv 
sheets,  on  condition  that  the  floor  of  the  building  shall  n< 
be  higher  than  the  existing  floor  in  the  front  building  ai 
that  the  building  shall  not  exceed  12  ft.  in  height  from.  su< 
floor  to  the  underneath  side  of  the  roof  beams  and  in  r 
event  higher  than  16  ft.  above  curb  at  Jamaica  avenue;  th 
the  proposed  boiler  room  shall  not  be  constructed  as  inc 
cated  but  if  a  boiler  room  is  desired  same  shall  be  co 
structed  toward  the  easterly  side  of  the  existing  buildin; 
that  the  existing  driveway  shall  be  cement  paved;  that 
proper  retaining  wall  shall  be  maintained  along  the  ea: 
erly  lot  line;  that  there  shall  be  no  windows  in  the  pr 
posed  extension  along  the  interior  lot  lines ;  that  no  sig 
shall  be  constructed  on  such  extension;  that  the  rear  coi, 
may  be  constructed  to  provide  an  emergency  means  of  e: 
by  means  of  a  ladder  to  the  roof;  that  any  skyligh 
erected  shall  be  not  nearer  than  20  ft.  to  the  side  lot  li: 
to  the  west;  that  such  portable  fire-fighting  appliances  shi 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  I 
permits  shall  be  obtained  and  all  work  completed  with 
one  (1)  year  from  the  date  of  this  resolution. 


928-46-BZ  • 

APPLICANT— Sidney  C.  Koff,  for  United  Contract. 
Co.,  for  Guardian  Union  Corp.,  owner  (Washu 
ton  Motors,  Inc.,  lessee). 

SUBJECT— Application  (decision  of  the  borough  super 
tendent)  under  section  7b  of  the  zoning  resoluti: 
to  permit  in  a  business  use  district,  the  cha: 
in  occupancy  from  used  car  sales  lot  and  she 
closed  shelter,  and  restaurant  to  sheds,  clc 
shelter,  restaurant  and  the  parking  and  stor 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 4353-4361  Broadway,  non 
west  corner  of  West  186th  street  (Block  2| 
Lot  140),  Borough  of  Manhattan. 

APPEARANCES-  . 

For  Applicant:  B.  Rosenstem  and  S.  C.  Kot 
For  Opposition:  S.  Alexander,  Leslie  Hat 
and  David  Deutsch. 

For  Administration :  Samuel  L.  Becker,  Dep  fj 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condit 

THE  VOTE—  w  _ 

Affirmative:  Chairman  Murdock,  Commission! 

Blum  and  Deputy  Chief  Guinee . 

Negative:  . . ••••. . 

Not  Voting:  Commissioner  Kleinert . 

THE  RESOLUTION  (928-46-BZ)  II 

Whereas,  Sidney  C.  Koff  for  United  Contracting  C 
pany,  Guardian  Union  Corporation,  owner,  Washini 
Motors,  Inc.,  lessee,  filed  November  8,  1946,  an  apphty 
under  section  7e  of  the  zoning  resolution,  to  permit 
business  use  district,  the  change  in  occupancy  irom 
car  sales  lot  and  sheds,  closed  shelter  and  restauran 
sheds,  closed  shelter,  restaurant  and  the  parking 
storage  of  more  than  five  (5)  motor  vehicles  after 
premises  4353  to  4361  Broadway  northwest  corner  of 
186th  street  (Block  2180,  Lot  140),  Borough  of  Manha  • 

^Whereas,  a  public  hearing  was  held  on  this  apphei 
bv  the  Board  of  Standards  and  Appeals,  at  its  ret; 
meeting,  March  18,  1947,  after  due  notice  by  public 
in  the  Bulletin,  and  laid  over  to  April  8,  1947  for  inspe 
by  a  Committee  of  the  Board  and  decision  without  tu 

argument;  and  .  ,  t 

Whereas,  the  district  maps  accompanying  the  « 
resolution  show  that  Broadway  is  in  a  business  us 
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ea  and  Class  \%  height  district;  West  186th  street  is 
residence  and  business  use,  B  area  and  Class  1J4  height 
stricts;  and 

Whereas,  die  decision  of  the  borough  superintendent, 
ted  November  8,  1946,  re  Alt.  Applic.  1781-46,  reads: 

“1.  A  storage  or  parking  lot  for  more  than  five 
motor  vehicles  is  not  permitted  in  a  business  use 
district,  zoning  resolution,  Article  II,  Para.  4(a)  (15).” 
d 

Whereas,  the  applicant  states  that  the  premises  consist 
a  plot,  155  ft.  frontage  by  100  ft.  in  depth,  on  which 
located  a  building  16  ft.  front  by  19  ft.  in  depth,  one 
Dry,  11  ft.  in  height,  of  Class  3  construction,  presently 
ed  as  a  shelter  and  an  open  shed  16  ft.  by  120  ft.,  that 
ere  is  also  a  14  ft.  by  31  ft.  one  story  brick  stand  used 
a  restaurant;  that  it  is  proposed  to  use  the  plot  for 
e  parking  and’  storage  of  more  than  5  motor  vehicles; 
d 

Whereas,  the  applicant  contends  that  the  retention  of 
e  plot  of  ground  in  question  used  in  accordance  with 
e  existing  certificate  of  occupancy,  namely  as  a  used  car 
les  lot,  sheds  and  closed  shelter,  work  a  hardship  due 
the  plot  being  vacant  because  of  the  shortage  of  used 
rs  at  present  and  for  the  past  four  years;  that  inasmuch 
there  is  a  great  shortage  of  parking  space  and  since 
i  space  in  question  could  be  appropriately  used  in  such 
way  as  to  contribute  toward  the  relief  of  the  present 
rking  problem  without  affecting  the  surrounding  property, 
is  respectfully  requested  that  a  variation  be  granted 
der  Article  II,  Paragraph  4(a)  15  of  the  zone  resolu- 
;n,  under  the  authority  vested  in  the  Board  by  Article  II, 
.ragraph  7f ;  and 

Whereas,  the  premises  and  surrounding  area  were 
!;pected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
which  to  exercise  discretion  to  grant  under  section  7, 
Ddivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  make  a  variation  in  the  application  of  the  use 
trict  regulations  of  the  zoning  resolution,  and  that  the 
plication  be  and  it  hereby  is  granted  under  section  7h 
:reof,  to  permit  the  plot  to  be  occupied  for  the  parking 

I  storage  of  more  than  five  (5)  motor  vehicles  in  substi- 
ion  for  the  existing  use  as  a  sales  car  lot  on  condition 
.t  all  existing  structures  on  the  premises  shall  be  removed 
:ept  the  restaurant  building  at  the  corner  of  Broadway 
i  186th  street ;  that  all  signs  attached  thereto  shall  be 
noved  except  such  signs  as  may  be  lawfully  permitted 
vertising  the  restaurant  use;  that  the  existing  signs  and 
:lter  erected  in  connection  with  the  former  use  as  a 
es  car  lot  shall  be  entirely  removed  including  the  existing 
oden  building ;  that  the  plot  shall  be  leveled  substantially 
the  grade  of  Broadway  and  shall  be  surfaced  with 

am  cinders,  clean  gravel  or  other  suitable  material  and 
ated  with  a  binder  and  properly  rolled  to  provide 
face  drainage;  that  along  the  interior  lot  lines  where 
Wings  do  not  occur  there  shall  be  erected  a  substantial 
;ce  which  may  be  tight  wood  boarding  and  kept  painted ; 
t  along  the  street  building  line  of  Broadway  and  West 
»th  street  there  shall  be  erected  a  woven  wire  fence  not 
s  than  6  ft.  in  height;  that  entrance  to  the  property  shall 
from  West  186th  street  as  proposed  and  as  indicated 
h  curb  cut  opposite  not  exceeding  15  ft.;  that  there 
y  be  erected  near  the  entrance  a  new  one  story  frame 
lding  to  be  occupied  solely  as  an  office  and  shelter  for 
attendant  provided  such  building  is  not  over  one  story 
height  and  not  over  100  sq.  ft.  in  area;  that  a  sign 
ertising  the  parking  and  storage  use  and  rates  charged 
y  be  maintained  attached  to  the  fence  provided  such 
n  does  not  exceed  fifteen  square  feet  in  area,  is  not 
minated  and  does  not  extend  beyond  the  building  line; 
t  such  portable  fire-fighting  appliances  shall  be  main- 
red  as  the  fire  commissioner  shall  direct;  that  all  permits 

II  be  obtained  and  all  work  completed  within  six  (6) 
nths  from  the  date  of  this  resolution  and  a  new  certifi- 
e  of  occupancy  shall  be  obtanied. 


949-46-BZ 

API  LICANT  John  Finseth  and  Philip  Freshman,  for 
Luigi  Pollio,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district,  the  extension  of  existing  store  to  exist¬ 
ing  garage,  and  conversion  of  altered  premises  to 
a  restaurant  on  first  floor  and  multiple  dwellings  on 
second  and  third  floors,  using  more  than  the  per¬ 
mitted  area. 

PREMISES  AFFECTED — 8415  5th  avenue,  east  side,  87 
ft.  2 ys  in.  north  of  85th  street  (Block  6027,  Lot 
104),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  Finseth  and  Philip  Freshman. 
For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Blum  and  Deputy  Chief  Guinee .  3 

Negative: .  q 

Not  Voting:  Commissioner  Kleinert .  1 

THE  RESOLUTION  (949-46-BZ) 


Whereas,  John  Finseth  and  Philip  Freshman  for  Luigi 
Pollio,  owner,  filed  December  4,  1946  an  application  under 
section  7b  and  21  of  the  zoning  resolution,  to  permit  in 
residence  and  business  use  districts  the  extension  of  existing 
store  to  existing  garage,  and  conversion  of  altered  premises 
to  a  restaurant  on  first  floor  and  multiple  dwellings  on 
second  and  third  floors,  using  more  than  the  permitted  area 
premises  8415  5th  avenue,  east  side,  87  ft.  2jg  in.  north  of 
85th  street  (Block  6027,  Lot  104),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  18,  1947,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  April  8,  1947  for  inspection  by 
a  Committee  of  the  Board  and  decision  without  further  argu¬ 
ment;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  5th  avenue  is  in  a  business  use,  C  area  and 
class  1J4  height  district;  85th  street  is  in  residence  and 
business  use,  C  area  and  class  1J4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  November  4,  1946  on  Alt.  Applic.  4362-46  reads: 

“8.  Proposed  alteration  of  converting  present  3  car 
garage  on  rear  of  lot  which  is  located  partly  in  a  busi¬ 
ness  and  residential  C  area  district  is  contrary  to  Article 
2,  Section  3  for  business  use.  Proposed  new  extension 
for  business  use  exceeds  area  allowed  for  “C”  district 
and  is  contrary  to  Article  4,  section  13b.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  19  ft.  7)4  in.  frontage  by  143  ft.  in  depth  (irregu- 
lar)  on  which  is  located  a  building  19  ft.  7)4  in.  front, 
50  ft.  7  in.  in  depth,  occupied  as  a  store  and  two  family 
dwelling;-  that  there  is  a  one  story  cement  block  building 
in  the  rear  of  the  lot  (used  as  a  3  car  garage)  18  ft.  8  in. 
by  55  ft.  in  depth ;  that  a  yard  7  ft.  3  in.  by  18  ft.  8  in. 
separates  the  front  building  from  the  rear;  that  it  is  pro¬ 
posed  to  erect  a  one  story  extension  over  the  center  yard 
in  order  to  connect  both  buildings,  to  be  used  as  toilet  rooms, 
closets  and  connecting  passage  with  proposed  kitchen 
(garage)  and  main  dining  room  of  restaurant;  that  the 
upper  two  stories  are  to  be  converted  into  a  multiple  dwell¬ 
ing,  two  families  on  the  2nd  and  3rd  floors  each,  a  total  of 
four  families;  that  the  existing  extension  will  be  used  as 
a  private  dining  room  at  the  extreme  easterly  or  rear  end 
and  the  central  portion  for  a  kitchen  and  portable  oven  in 
connection  with  the  proposed  restaurant  use ;  and 

Whereas,  the  applicant  contends  that  these  premises  were 
acquired  by  the  present  owner  about  8  months  ago,  not 
through  choice  but  rather  as  a  matter  of  survival  insofar 
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as  his  business  existence  was  concerned;  that  he  is  presently 
located  in  the  adjoining  premises,  84-09,  having  started  there 
11  years  ago  in  the  restaurant  business  and  his  present 
landlord  refused  to  renew  his  lease  expiring  February  194/ 
on  the  grounds  that  he  intended  to  convert  the  premises  to 
his  own  use;  that  the  extreme  easterly  portion  or  rear  ot 
the  one  story  extension  invades  the  residential  zone  by 
approximately  15  ft.  at  the  north  lot  line  and  8  ft.  at  the 
southerly  lot  line  by  the  width  of  the  lot  (approximately 
214  sq.  ft.  in  area)  starting  at  the  district  boundary  line  ot 
100  ft.  back  from  the  building  line  on  5th  avenue ;  that  in 
order  to  effect  a  practical  use  of  the  property  for  the  pur¬ 
poses  contemplated  it  is  necessary  that  the  open  space 
between  the  front  and  rear  buildings  be  built  up  and  con¬ 
nected;  that  the  proposed  use  of  that  portion  of  the  one 
story  building  in  the  residential  area  as  a  private  dining 
room  is  in  itself  residential  in  character  and  will  in  no  way 
be  detrimental,  depress  or  depreciate  the  adjoining  struc¬ 
tures;  that  the  existing  adjoining  extensions  all  along  the 
block  are  used  for  business  purposes;  that  all  extensions 
face  and  enjoy  a  common  right  of  way  at  the  extreme  rear 
of  the  easterly  end  of  the  lots  leading  direct  to  84th  and 
85th  streets ;  that  the  proposed  addition  between  front  and 
rear  buildings,  7  ft.  3  in.  by  18  ft.  8  in.,  will  not  deprive  this 
building  or  any  adjoining  building  of  light  or  ventilation 
and  at  the  same  time  remove  a  constant  source  of  troub  e 
as  a  refuse  dump ;  that  the  owner  has  acquired  a  reputation 
as  a  good  restaurant  man,  always  conducted  his  business  in 
a  clean  and  wholesome  manner  and  has  a  steady  clientele , 
that  the  present  physical  condition  of  the  property  cannot 
be  used  for  the  purpose  of  a  restaurant  without  effectin0 
the  changes  proposed ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  commitee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section 
7,  subdivision  c,  of  the  zoning  resolution  as  to  use  and  that 
the  applicant  had  substantiated  a  basis  under  section  21 

t0  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  sections  7c  and  21  thereof, 
to  permit  the  extension  of  use  as  proposed  within  the  exist¬ 
ing1^  building  formerly  occupied  as  a  garage  on  condition 
thft  the  building  shall  not  be  further  increased  m  height  or 
area-  that  the  yard  space  in  the  rear  shall  not  be  used  for 
restaurant  purposes;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto  that  all  permits  shall  be  obtained  and  all  work- 
completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


969-46-BZ  a  u 

APPLICANT — Lama  and  Proskauer,  for  A.  B.  C.  Fealty 

SUBTECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  resolu¬ 
tion  to  permit  in  a  business  use  district,  the  change 
in  occupancy  from  automobile  showroom  and  sale 
and  display  of  used  cars  to  automobile  showroom 
sale  and  display  of  used  cars  and  the  parking  a 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 225-239  Pennsylvania  avenue 
and  2077-2091  Pitkin  avenue,  northeast  corner 
(Block  3721,  Lots  1,  5  and  38),  Borough  of 
Brooklyn. 

APPEARANCES—  .  T 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  William  Derkasch.  ,  , 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  .... 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  w  .  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . 

Negative:  . •  • : . . . , 

Not  Voting:  Commissioner  Klemert . 

THE  RESOLUTION  (969-46-BZ) 

Whereas,  Lama  and  Proskauer  for  A.B.C.  Realty  Corj 
owner,  filed  November  29,  1946,  an  application  under  sectio 
7f  of  the  zoning  resolution,  to  permit  in  a  business  use  db 
trict  the  change  in  occupancy  from  automobile  showrooi 
(outdoor)  sale  and  display  of  used  cars  to  automobi 
showroom  (outdoor)  sale  and  display  of  used  cars  and  tl 
parking  and  storage  of  more  than  five  (5)  motor  vehicle 
premises  225  to  235  Pennsylvania  avenue  and  2077  to  20l 
Pitkin  avenue  northeast  corner  (Block  3721,  Lots  1,  5  ar 
38),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatu 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  mee 
ing  March  18,  1947,  after  due  notice  by  publication  in  t 
Bulletin,  and  laid  over  to  April  8,  1947,  for  inspection  I 
a  Committee  of  the  Board  and  decision  without  furth 

argument;  and  . 

Whereas,  the  district  maps  accompanying  the  zoni! 
resolution  show  that  Pennsylvania  avenue  is  in  a  busine 
use,  C  area  and  Class  1  height  district;  Pitkin  avenue 
in  a  business  use,  C  area  and  Class  1  height  district,  a 
Whereas,  the  decision  of  the  borough  superintende 
dated  November  13,  1946,  re  Alt.  Applic.  3014-46,  reads : 

“1.  The  storage  of  more  than  5  motor  vehic 
within  business  use  district  is  contrary  to  Art.  II,  Sec. 
para.  15  zone  resolution. 

2.  The  display  and  sales  of  used  cars  in  an  or 
lot  within  business  use  district  is  contrary  to  Arti 
II,  Sec.  4,  Para.  15  zone  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  cons 
of  a  plot,  250  ft.  frontage  by  125  ft.  in  depth,  irregular, 
which  is  located  a  one  story  masonry  building,  30  it. 
100  ft.  at  the  southwest  portion  of  plot  used  as  an  au 
mobile  salesroom;  that  the  balance  of  the  lot  is  used  as 
automobile  sales  lot  parking  of  not  more  than  hve 
cars ;  that  it  is  proposed  to  use  the  unbuilt  upon  port 
of  the  lot  for  the  sale  and  display  of  used  cars  and 
parking  and  storage  of  more  than  five  (5)  motor  velnd 

^Whereas,  the  applicant  contends  that  the  premises  ■ 
presently  enclosed  with  a  woven  wire  fence  7  ft.  6  in.  h 
facing  Pennsylvania  avenue  and  the  rear  lot  lines  are 
closed  with  a  wood  board  fence  9  ft.  high;  that  B1 
3737  Lot  21  is  improved  with  a  gasoline  service  staij 
granted  by  the  Board  under  Cal.  706-29-BZ;  that  then, 
a  decided  need  for  parking  facilities  in  this  immediate  3 
as  the  majority  of  the  garages  located  on  Pitkin  avenue 
the  west  have  been  converted  to  factories ;  that  the  prem 
will  be  under  the  direct  supervision  of  the  owners  who 
representatives  of  DeSota  and  Plymouth  automobiles; 

Whereas,  the  premises  and  surrounding  area  were 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  • 
in  which  to  exercise  discretion  to  grant  under  sectioi 
subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
herebv  make  a  variation  in  the  application  of  the  use 
trict  regulations  of  the  zoning  resolution,  and  that  the 
plication  be  and  it  hereby  is  granted  under  section  7f  the 
to  permit  the  premises  where  unbuilt  upon  to  be  occu 
for  the  sale  of  new  and  used  motor  vehicles  dealt  u 
the  agency  maintaining  the  indoor  showroom  and  the  p 
ing  and  storage  of  more  than  five  (5)  motor  vehicle? 
condition  that  the  premises  shall  be  arranged  substant 
as  indicated  on  plans  filed  with  this  application  ma 
“Received  November  29,  1946,”  two  sheets ;_  that  no  < 
tional  building  shall  be  erected  on  the  premises  other  ' 
the  present  building  occupied  as  an  indoor  automobile 
room  and  restaurant;  that  the  existing  two  car  r 
garage,  grease  lift  and  existing  wood  fences  shall  D< 
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ioved;  that  there  shall  be  erected  on  the  interior  lot  lines 
substantial  woven  wire  fence  not  less  than  6  ft.  in  height; 
lat  a  similar  fence  shall  be  erected  along  the  street  build- 
ig  line  of  Pitkin  avenue  and  Pennsylvania  avenue  where 
te  building  does  not  occur  of  similar  height ;  that  entrances 
lall  be  restricted  to  the  one  existing  from  Pitkin  avenue 
ith  a  curb  cut  not  over  15  ft.  in  width  and  one  from 
.ennsylvama  avenue  not  over  12  ft.  in  width;  that  proper 
ites  shall  be  maintained  at  such  openings  in  the  fences; 
at  all  signs  shall  be  in  accordance  with  the  zoning  resolu- 
jn  and  all  signs  not  in  accordance  therewith  shall  be 
moved;  that  the  premises  where  not  occupied  by  the 
iowroom  and  restaurant  building  shall  be  leveled  substan- 
Uly  to  the  grade  of  surrounding  streets  and  shall  be  sur¬ 
ged  with  clean  gravel  or  steam  cinders  and  treated  with 
binder  and  graded  to  provide  surface  drainage;  that  all 
xmits  shall  be  obtained  and  all  work  completed  within 
x  (6)  months  from  the  date  of  this  resolution. 


-47-BZ 

PPLICANT— Samuel  W.  Meisel,  for  Ruth  Spodek,  owner 

•  (Nucar-U-Drive,  Inc.,  lessee). 

JBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  for 
a  term  of  years. 

REMISES  AFFECTED — 175-177  Clinton  street,  west  side 
150  ft.  south  of  Grand  street  (Block  313,  Lots  25 
and  26),  Borough  of  Manhattan. 

PPEARANCES — 

For  Applicant :  Samuel  W.  Meisel  and  Joseph 
Mauskapf. 

For  Opposition :  Chas.  L.  Borck. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
1  Housing  and  Buildings. 

iflE  VOTE?  B(^ARD— ^ Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Not  Voting:  Commissioner  Kleinert .  1 

IE  RESOLUTION— (27-47-BZ) 

A  hereas,  Samuel  W.  Meisel  for  Ruth  Spodek,  owner 
'  ucar-U-Drive,  Inc.,  lessee)  filed  January  10,  1947  an  ap- 
l:ation  under  section  7h  of  the  zoning  resolution,  to  permit 
‘a  ausmcss  use  district  the  parking  and  storage  of  more 
n  five  (5)  motor  vehicles  for  a  term  of  years,  affecting 
[  mises  175  to  177  Clinton  street,  west  side,  150  ft.  south  of 
md  street  (Block  313,  Lots  25  and  26),  Borough  of  Man- 
tan  ;  and 

trHEr>EAS’j a  Pu^c  faring  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

■  April  8,  1947,  after  due  notice  by  publication  in  the 

•etui;  and 

\  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
on  show  that  Clinton  and  Grand  streets  are  in  a  business 
B  area  and  class  lp2  height  district;  and 
V  hereas,  the  decision  of  the  borough  superintendent 
ed  Januai;y  13>  1947  on  Alt.  Applic.  2416-46  reads: 

L  Ihe  occupancy  of  premises  in  a  Business  District 
as  parking  and  storage  for  motor  vehicles  is  prohibited 
by  Sec.  4a- 15,  Zoning  Resolution.” 

^  hereas,  the  applicant  states  that  the  premises  consist 
.  plot,  oO  It.  frontage  by  100  ft.  in  depth,  presently  vacant; 

•  it  is  proposed  to  use  the  vacant  lot  for  the  parking  and 
age  of  motor  vehicles  which  are  owned  by  the  lessee- 

■  it  is  proposed  to  erect  an  office  10  ft.  by  10  ft.,  9  ft.  in 
;nt;  that  the  cars  are  rented  as  a  “Drive  Yourself”  plan; 

•  hereas,  the  applicant  contends  that  it  is  proposed  to 
I  re  Prem>ses  as  an  exclusive  parking  space  for  more 

nve  motor  vehicles  and  conduct  a  business  of  renting 


“Drive  Yourself”  cars  of  which  there  are  42;  that  not  all  the 
CarSuW1|  ?ar^e<^  at  the  same  time  as  many  are  in  use 
much  of  the  time;  that  these  cars  will  be  stored  on  the  open 
lot  at  the  above  premises ;  that  the  applicant  has  been  in 
business  for  five  years  and  at  195  Clinton  street  for  a  little 
more  than  one  year  and  as  there  are  no  garages  in  this 
vicinity  the  applicant  is  compelled  to  leave  cars  on  the  street 
so  as  to  be  ready  for  immediate  call ;  that  the  office  building 
to  be  erected  will  be  10  ft  by  10  ft.,  of  frame  constructs? 
and  will  be  erected  four  feet  from  the  building  line;  and 

Whereas,  the  proposed  use  is  for  parking  only,  as  no 
charge  will  be  made  for  safekeeping  (storage)  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 

m ,  V-  •  •  tc?  e^ercIse  discretion  to  grant  under  section  7 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years,  to  permit  the  premises  as  proposed 
to  be  occupied  for  the  parking  of  more  than  five  (5)  cars 
on  condition  that  the  cars  so  parked  shall  be  solely  those 

Hi  by  ,lhfe  1®““  m  the  business  of  drive-yourself  plan; 
that  the  plot  shall  be  levelled  substantially  to  the  grade  of 
Clinton  street  and  shall  be  surfaced  with  steam  cinders,  clean 
gravel,  and  treated  with  an  asphalt  binder  and  properly  rolled 
and  graded ;  that  on  the  interior  lot  lines  and  street  building 
line  there  shall  be  constructed  and  maintained  a  woven  wire 
fence  of  the  chain  link  type  not  less  than  6  ft.  in  height  con¬ 
tinuously  except  for  one  entrance  as  indicated  to  Clinton 
street  not  oyer  10  ft.  in  width  with  a  curb  cut  opposite  of  not 
over  15  ft  in  width;  that  during  the  term  of  this  permit  the 
premises  shall  be  occupied  for  no  other  use  and  no  building 
shall  be  erected  thereon  except  there  may  be  erected  a  build¬ 
ing  as  an  office  and  shelter  for  the  attendant  which  may  be  of 
irame  erected  near  the  entrance  and  not  over  one  story  in 
height  and  not  over  100  sq.  ft.  in  area ;  that  no  signs  shall  be 
erected  on  the  premises  except  there  may  be  one  sign  attached 
to  the  fence  not  exceeding  15  sq.  ft.  in  area,  not  extending 
beyond  the  building  line  and  which  shall  be  unilluminated 
advertising  the  rental  of  cars  and  the  prices  charged ;  that 
such  portable  fire  fighting  appliances  shall  be  maintained  as 
the  hre  commissioner  shall  direct ;  that  ample  aisles  shall  be 
maintained  at  all  times  between  rows  of  cars  to  permit  ready 
exit  and  entrance ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 


92-47-BZ 

APPLICANT  Maurice  G.  Uslan,  for  Ruth  Jaeger,  owner 
(Jack  Segal,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution 
to  permit  in  a  residence  and  business-1  use  district, 
the  erection  of  a  one  story  building  to  be  used  as 
an  accessory  use  (service,  lubrication,  minor 
adjustments  and  gasoline  service  station),  to  exist¬ 
ing  garage. 

PREMISES  AFFECTED — 156  Hendricks  avenue  and  351 
Jersey  street,  southeast  corner  (Block  44,  Lots  9 

a  151317  a  P°rough  °f  Richmond. 

APPEARANCES— 

For  Applicant:  Maurice  G.  Uslan. 

For  Opposition :  William  N.  Reidy. 

For  Administration:  Samuel  L.  Becker  Dep’t  of 
Housing  and  Buildings. 

THEI(VOTE— 0ARD_ ApPliCati°n  granted  on  condition. 

Affirmative;  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative  i  . q 

Not  Voting:  Commissioner  Kleinert  l 


409 


MINUTES 


THE  RESOLUTION  (92-47-BZ) 

Whereas  Maurice  G.  Uslan  for  Ruth  Jaeger  owner 
(Jack  Segai,  lessee)  filed  January  30,  1947  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  in 
residence  and  business  1  use  districts,  the  erection  of  a  one 
story  building  to  be  used  as  an  accessory  use  (service 
lubrication,  minor  adjustments  and  gas°bne  sejV-Cf  Statl°?.p 
to  existing  garage,  affecting  premises  156  Hendricks  avenue 
and  351  lersey  street,  southeast  corner,  (Block  44,  Lots  ) 

and  11)  Borough  of  Richmond;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  lts  regular 
meeting,  March  11,  1947,  after  due  notice  by  publication 
in  the  Bulletin  and  laid  over  to  April  8,  1947  for  inspection 
by  a  Committee  of  the  Board  and  decision  without  furthei 

‘U  Whereas”  the  district  maps  accompanying  the  zoning 
resolution  show  that  Hendricks  avenue  is  in i  a  rg^ence 
and  business  1  use  D  area  and  class  1  height  district , 
Jersey  street  is  in  a  business  1  use,  D  area  and  class  1 

hC Whereas!0  the  decision  of  the  b°rou8b  superintendent 
dated  January  29,  1947  on  N.B.  Applic.  169-46  reads. 

“1.  The  erection  of  this  1  story  building  to  be  used 
as  a  garage  for  accessories  and  minor_  adjustments, 
lubritorium  and  gasoline  service  station  is  in  a :  Busi¬ 
ness- 1  use  district  and  lot  extends  into  a  Residentia 
Use  district  which,  is  contrary  to  Art.  II,  Sec.  4a- (46) 
and  Art.  II,  Sec.  3  of  amended  Zone  Resolution. 

^Whereas,  the  applicant  states  that  the  premises  consist 
nf  a  nlot  25  ft  frontage  by  100  ft.  in  depth  (irregular) 
on  which'  is  located  a  buWg  28  ft  front  by  24  ft  6m.  » 
depth  (triangular)  one  story  13  ft.  in  height,  of  class  3 
construction  that  it  is  proposed  to  erect  a  one  story  build¬ 
ing  25  ft.  front  by  100  ft.  in  depth  (irregular)  one  story, 

12  ft.  6  in.  in  height,  of  class  3  construction,  to  be  used  as 
an  accessory  building  to  existing  garage;  and  . 

Whereas,  the  applicant  contends  that  the  lessee  has  - 
creased  his  clientele  and  requires  additional  space  for  the 
proper  handling  of  the  lubrication  and  minor  adjustment 
business;  that  in  order  to  provide  shelter  for  himself  and 
his  workmen  in  inclement  weather .  he  proposes  to  build  a 
one  story  masonry  building  located  on  lot  11  adjacent  t 
present  one  story  accessory  building ;  that  the  new  building 
will  be  located  on  the  front  part  of  the  lot  which  is  in 

a  business  zone;  and  . 

Whereas,  the  premises  and  surrounding  area  were  m- 

snected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  c,  of  the  zoning  resolution 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulation  of  the  zoning  resolution  and  that  the  app  - 
cation  be  and  it  hereby  is  granted  under  section  7c  tbere°f; 
to  permit  the  extension  of  use  as  proposed  and  as  indicated 
on  revised  plans  marked  Received  January  8,  1947,  2 
sheets,  on  condition  that  the  building  shown  thereon  shall 
be  located  back  from  Hendricks  avenue  at  least  30  ft.  as 
indicated  and  removed  at  least  3  ft.  from  the  adjoining  lot 
line  to  the  west;  that  this  building  shall  be  occupied  only 
for  the  greasing  of  cars  and  for  minor  adjustments  but 
not  for  general  motor  vehicle  repairing ;  that  there  shall  be 
erected  along  Hendricks  avenue  a  brick  wall  not  less  than 
6  ft  in  height,  or  a  woven  wire  fence  of  the  chain  link 
type'  not  less  than  6  ft.  in  height,  for  a  distance  of  not  less 
than  25  ft.  from  the  proposed  wall  as  indicated  on  such 
plan  running  at  right  angles  to  Hendricks  avenue  to  he 
proposed  building;  that  there  shall  be  no  openings  in  the 
wall  of  the  proposed  building  to  the  west ;  that  a  door  may 
be  constructed  from  such  proposed  building  into  the  existing 
one  storv  office  building;  that  no  additional  curb  cuts  shall 
be  constructed  on  Hendricks  avenue  other  than  those  now 
existing;  that  such  portable  fire  fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that 
the  rear  portion  of  Lot  11  under  the  same  ownership  shall 


be  left  vacant  and  unused ;  that  all  permits  shall  he  obtained 
and  all  work  completed  within  one  (1)  year  ,  that  no  addi 
tional  gasoline  pumps  or  tanks  shall  be  installed  other  thai 
those  in  the  locations  now  existing  (Plan  shows  incorrect 
locations  of  pumps)  ;  that  all  permits  shall  be  obtained  an 
all  work  completed  within  one  (1)  year  from  the  date  o 
this  resolution. 


121-47-BZ 


APPLICANT— George  J.  Shirkey,  for  Patrick  Murphy 

SUBJECT— Application  (decision  of  the  borough  superir 
tendent)  under  section  7c  of  the  zoning  resolutioi 
to  permit  in  a  residence  use  district,  the  extensio 
of  an  existing  business  use  (store)  within  tl 
first  floor  of  an  existing  building. 

PREMISES  AFFECTED— 107-06  Rockaway  beach  boul< 
vard,  north  side,  50  ft.  west  of  Beach  107th  stre' 
(Block  647,  Lot  17),  Rockaway  Beach,  Borough  <j 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  1 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative :  . 


THE  RESOLUTION  (121-47-BZ) 

Whereas,  George  J.  Shirkey  for  Patrick  Murphy,  own 
filed  February  10,  1947  an  application  under  section  7c 
the  zoning  resolution  to  permit  in  a  residence  use  disti 
the  extension  of  an  existing  business  use  (store)  wit! 
the  first  floor  of  an  existing  building,  affecting  premi 
107-06  Rockaway  Beach  boulevard,  north  side,  50  ft.  w 
of  Beach  107th  street  (Block  647,  Lot  17),  Rockav 
Beach,  Borough  of  Queens;  and 
Whereas,  when  this  case  was  called  for  public  heari 
there  was  no  appearance  for  the  applicant,  although  he  i 

duly  notified.  .  , 

Resolved,  that  this  application  be  and  it  hereby  is  < 
missed  for  lack  of  prosecution. 


148-47-BZ 

APPLICANT— Andrew  J.  Thomas,  for  The  Medical 
ciety  of  The  County  of  New  York,  owner. 

SUBJECT— Application  (decision  of  the  borough  supe 
tendent)  under  section  21  of  the  zoning  resolut 
to  permit  in  a  residence  and  business  use,  B  i 
district,  the  extension  of  existing  structure  by 
addition  of  one  story,  using  more  than  the  ; 
permitted  and  without  the  required  rear  yard. 

PREMISES  AFFECTED— 167  East  69th  street  north  .<] 
95  ft.  west  of  3rd  avenue  (Block  1404,  Lot 
Borough  of  Manhattan. 

APPEARANCES—  „  ,  .  .  , 

For  Applicant:  Humphrey  Nolan  and  Andre1 

Thomas. 

For  Opposition :  David  N.  Fields.  j 

For  Administration:  Samuel  L.  Becker,  Dep 
of  Housing  and  Buildings.  J 

ACTION  OF  BOARD— Application  granted  on  condi 

THE  VOTE —  .  , 

Affirmative:  Chairman  Murdock,  Commission*- 
Blum  and  Kleinert  and  Deputy  Chief  Guir 
Negative: . 


THE  RESOLUTION  (148-47-BZ)  ’ 

Whereas,  Andrew  J.  Thomas,  for  The  Medical  Sc 
of  The  County  of  New  York,  owner,  filed  Februar 
1947,  an  application  under  section  21  of  the  zoning  resoii 
to  permit  in  residence  and  business  use,  B  area  district. 
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xtension  of  existing  structure,  by  the  addition  of  one  story, 
sing  more  than  the  area  permitted  and  without  the  required 
ear  yard,  affecting  premises  167  East  69th  street,  north  side 
a  ft.  west  of  3rd  avenue  (Block  1404,  Lot  32),  Borough  of 
fanhattan ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
’g.  April  8,  1947,  after  due  notice  by  publication  in  the 

ulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
ition  shows  that  East  69th  street  is  in  residence  and  busi- 
ess  use.  B  area  and  Class  V/2  height  districts;  3rd  avenue 
.  in  a  business  use,  B  area  and  Class  1  y2  height  district; 

id 

Whereas,  the  decision  of  the  borough  superintendent 
ited  January  20,  1947,  re  Alt.  Applic.  2689-46,  reads : 

“3-  Additional  story  should  not  occupy  more  than 
,  65%  of  area  of  lot,  Sec.  12(b)  zone  resolution. 

5.  Rear^  yard  required  to  start  at  curb  level  Sec. 
17(b)  zoning  resolution  and  not  more  than  65%  of 
vacant^rea^  of  lot  should  be  occupied  by  first  story,  Sec. 

id 


Whereas,  the  applicant  states  that  the  premises  consist 
a  plot  2j  ft.  frontage  by  100  ft.  5  in.  in  depth,  on  which 
located  a  building  25  ft.  front  by  80  ft.  in  depth,  3  stories, 

*  ^  8  in.  in  height,  of  Class  3  construction;  that  it  is 
oposed  to  add  one  extra  story  to  the  existing  3-story 
aiding,  with  elevatpr,  penthouse  and  stair  roof  bulkhead 

extend  above  roof  as  required;  that  the  new  structure 
ill  be  25  ft.  front  by  98  ft.  11  in.  on  the  1st  floor,  80  ft. 
depth  on  2nd,  3rd  and  4th  floors,  50  ft.  11  in.  in  height,  of 
lass  1  construction,  to  be  used  as  a  medical  society  head- 
larters ;  that  it  is  also  proposed  to  raise  the  roof  to  existing 
:ight  of  rear  extension  in  the  northeast  corner  (10  ft.  bv 
ft.  6  in.)  ;  and 

Whereas,  the  applicant  contends  that  the  fourth  story 
3uld  be  identical  in  coverage  to  the  existing  3rd  story 
lich  covers  74.3%  of  the  lot ;  that  the  proposed  total  cover- 
;e  of  the  4th  floor  within  the  residence  district  is  72.8% ; 
thin  the  business  district  it  is  79.66% ;  that  the  adjacent 
ddings  both  east  and  west  of  the  subject  building  extend 
the  rear  at  least  as  far  as  the  proposed  new  4th  story  of 
■e  subject  building  and  their  roofs  are  approximately  at 
e  same  level  as  the  proposed  new  4th  story  roof  of  the 
bject  building;  that  although  rear  yard  at  approximate 
rb  level  is  only  18  in.  deep  across  the  back  of  the  lot,  this 
ndition  has  persisted  since  the  original  construction  in 
08;  that  to  create  a  rear  yard  now  under  the  present 
ning  resolution  would  involve  extreme  hardship  financially, 
a  would  leave  the  structure  unsuitable  for  its  presently 
ended  purpose  as  medical  society  headquarters;  that  the 
esent  rear  yard  at  the  level  of  the  1st  story  roof  exceeds 
-  requirements  of  Section  12(a)  (as  shown  dotted  on 
lall  blue  print  longitudinal  section  of  plan)  ;  that  applicant 
oposes  to  remove  the  hazardous  gasoline  and  oil  storage 
.ice  and  facilities  at  the  northwest  rear  corner  of  the 

•  isting  building,  and  to  extend  this  space  vertically  to  the 
isting  first  story  roof  in  order  to  create  an  important  and 
:essary  conference  room;  that  this  removal  of  hazard  is 
vantageous  to  the  neighborhood,  and  the  small  increase  in 
'iage  (approximately  6.5  ft.  x  10  ft.  x  5  ft.)  is  not  damag- 
4  to  adjacent  properties;  that  the  proposed  changes  will  in 
:t  improve  the  appearance  of  the  rear  of  the  building;  that 
:phcant  pleads  for  reversal  of  this  objection  as  an  advan¬ 
ce  to  adjacent  owners,  as  well  as  the  Medical  Society, 
ner  of  the  subject  property;  and 

A  hereas,  the  premises  and  surrounding  area  were  in- 
:  ‘Cted  by  a  committee  of  the  Board ;  and 
whereas,  the  board  deemed  that  the  applicant  had  sub- 
!ntiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
|  ier  section  21  of  the  zoning  resolution,  as  to  area,  and  is 
1  refore  entitled  to  relief  on  the  grounds  of  practical  diffi- 
*y  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
!'eby  make  a  variation  in  the  application  of  the  area  dis- 
t  regulations  of  the  zoning  resolution  and  that  the 


application  be  and  it  hereby  is  granted  under  section  21,  to 
permit  the  extension  in  area  as  proposed  and  as  indicated 
on  Pjans  filed  with  this  application  marked  “Received  Febru¬ 
ary  iy,  1947,  6  sheets,  on  condition  that  the  building  shall  not 
be  increased  further  in  height  or  area;  that  this  variance 
s  lall  continue  only  as  long  as  the  building  is  occupied  for 
the  conforming  use  as  determined  by  the  Borough  Super¬ 
intendent  as  proposed;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto,  other  than  as  modified  by  the  Board 
under  Cal.  149-47-A;  that  the  existing  use  of  the  building 
in  Part  as  a  garage  shall  be  discontinued  and  at  no  time 
restored;  that  all  equipment  in  connection  with  (storage  of 
gasoline  shall  be  removed  from  the  premises;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


175-47-BZ 

APPLICANT — Arthur  W.  Renander,  for  Jamaica  Savings 
Bank,  owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
erection  and  maintenance  of  an  addition  to  exist¬ 
ing  business  building  (bank)  using  more  than  the 
area  permitted. 

PREMISES  AFFECTED — 146-21  Jamaica  avenue,  north¬ 
west  corner  of  Sutphin  boulevard  (Block  9676, 

APPEARANCES1*1  ^amaica’  BorouSh  of  Queens. 

For  Applicant :  Arthur  W.  Renander. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
iriR  VUIR — 

Affirmative :  Chairman  Alurdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

THE  RESOLUTION  (175-47-BZ) 

Whereas,  Arthur  W.  Renander  for  Jamaica  Savings 
ank,  owner,  filed  February  27,  1947  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use,  C  area  district  the  erection  and  maintenance  of  an 
a  dition  to  existing  business  building  (bank)  using  more 
than  the  area  permitted,  affecting  premises  146-21  Jamaica 
avenue  northeast  corner  of  Sutphin  boulevard  (Block  9676 
Lots i  37  and  38) ,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
rpeeting  April  8,  1947,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Jamaica  avenue  and  Sutphin  boulevard 
are  in  a  business  use,  C  area  and  class  V/2  height  district  - 
and  ’ 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  29,  1947  on  Alt.  Applic.  77-47  reads: 

“L  Area  of  lot  occupied  by  proposed  new  addition 
exceeds  that  permitted  by  sec.  13  (b)  of  the  Zone 
JLaw. 
and 

\\  hereas,  the  applicant  states  that  the  premises  consist  of 
a  pffit  47  ft.  6%  in.  frontage  by  113  ft.  10J6  in.  in  depth 
(irregular)  0"  which  !S  located  the  existing  bank  building, 
ft  W  754  in.  front  by  105  ft.  8  in.  in  depth  (irregular), 

if  f/V?oxhe-lght%°f  CaS!  \  ,construction;  that  on  the  new 
lot  (#38)  is  a  3  story  brick  building  which  is  to  be  de¬ 
molished;  that  it  is  proposed  to  erect  a  one  story  addition 
£  the  ex^stmg  bank  building  making  the  new  building 
46  ft.  2,4  in.  front  by  105  ft.  8  in.  in  depth  irregular,  one 
story  (and  mezzanine)  33  ft.  in  height,  of  class  1  con¬ 
struction;  and 

Whereas,  the  applicant  contends  that  shortly  after  the 
bank  building  was  erected  a  serious  condition  developed 
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because  of  the  over-crowding  not  only  during  daytime  bank¬ 
ing  hours  but  also  during  evening  banking  hours  and  the 
situation  became  so  critical  that  additional  police  Pr0!e^‘ 
tion  became  necessary ;  that  in  October  1941  the  premises 
adjoining  to  the  west,  Lot  38,  were  purchased  for  the  pu  - 
pose  of  extending  the  bank  building  so  as  to  cover  both 
lots:  that  the  war  intervened,  however,  prohibiting  making 
the  planned  improvements  at  that  time;  that  at  the  time 
the  premises  were  acquired  the  zoning  resolution  permitted 
the  erection  of  a  one  story  building  over  the  entire  area 
of  the  lots  which  are  the  subject  of  this  application ,  that 
on  December  2,  1944  the  zoning  resolution  was  amended 
so  as  to  prohibit  the  erection  of  a  building  on  the  entire 
area  of  the  lot;  that  after  consultation  with  bank  archi¬ 
tects  and  engineers  it  was  found  that  to  comply  with  t  e 
zoning  resolution  as  to  area  would  be  most  unsatisfactory 
not  only  to  the  public  but  to  the  employees  serving  the 
public  and  for  this  reason  application  was  made  to  the 
Department  of  Housing  and  Buildings  for  use  of  the  entire 
area  of  Lot  38,  which  application  was  denied;  that  the 
proposed  addition  will  not  prove  a  hardship  to  adjoining 
property  owners  and  will  not  be  detrimental  to  the  public 
health  and  safety;  that  the  building  immediately  adjoining 
to  the  north  and  known  as  lot  35  extends  to  the  rear  line 
of  the  building  on  tax  lot  40  and  known  as  146-15  Jamaica 
avenue,  leaving  after  the  proposed  addition  only  a  small 
vacant  space  in  the  rear  of  the  building :  at .146-17  Jamaica 
avenue,  known  as  lot  39 ;  that  the  building  at  146- 
Jamaica  avenue  is  being  used  as  a  bar  and  grill  and  t  e 
rear  space  is  being  used  for  the  storage  of  beer  cases,  etc. ; 
that  there  is  no  means  of  access  at  the  present  time  to  the 
existing  space  in  the  rear  of  building  at  146-19  Jamaica 
avenue,  known  as  lot  38,  or  to  the  premises  m  the  rear  o 
the  building  at  146-17  Jamaica  avenue,  the  same  being 
entirely  shut  off  by  existing  buildings;  that  a  survey  of  all 
the  buildings  to  the  north  covering  from  90-10  to  90-bU 
Sutphin  boulevard  show  that  the  said  premises  have  been 
improved  by  buildings  which  cover  the  entire  area  of  the 
lots  with  the  exception  of  a  small  areaway  in  the  rear  ot 
approximately  10  ft.  wide  to  which  there  is  no  present 
access  and  which  alley  or  rear  yard  serves  only  as  a  catch¬ 
all  for  waste  and  debris;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  ,  , 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  as  to  area,  and 
is  therefore  entitled  to  relief  on  the  grounds  of  unnecessary 

^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21,  to  per¬ 
mit  the  extension  of  area  as  proposed  and  as  indicated  on 
plans  filed  with  this  application  marked  “Received  February 
27  1947,”  on  condition  that  the  building  shall  not  be  further 
increased  in  height  or  area  and  in  all  other  respects  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  resolu¬ 
tion. 


238-47-A 

APPLICANT— Nesi  Paper  Stock  Co.,  lessee  (Rose  and 
Barbara  Nesi  and  Anna  Derrico,  owners). 
SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner.  . 

PREMISES  AFFECTED— 217-219  Avenue  C  west  side, 
45  ft.  north  of  East  13th  street  (Block  396,  Lots 
34  and  35),  Borough  of  Manhattan. 
APPEARANCES—  xT  . 

For  Applicant :  Charles  A.  Nesi. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep  t 
ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at  1( 
A.  M.  for  inspection  by  Committee  of  the  Board. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 


244-47- A 

APPLICANT— Rose  O’Dierno,  owner.  .  j 

SUBJECT— Appeal  from  an  order  and  a  decision  of  thi 
fire  commissioner. 

PREMISES  AFFECTED— 248-250  East  152nd  street,  soutl 
side  144.47  ft.  east  of  Park  avenue  (Block  2441,  Lo 
17),  Borough  of  The  Bronx. 

APPEARANCES—  a  xt  . 

For  Applicant :  Charles  A.  Nesi.  ( 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at  1 
A.  M.  for  inspection  by  Committee  of  the  Board. 


254-47-A 

APPLICANT— David  Marcus,  lessee,  for  Jasab  Realt 
Corp.,  owner.  .  .  ,  ,  , 

SUBJECT— Appeal  from  a  decision  re  an  order  ot  the  tu 
commissioner. 

PREMISES  AFFECTED— 3649  3rd  avenue,  west  side,  5. 
ft.  north  of  East  169th  street  (Block  2910,  Lot  57 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  A.  Nesi. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at 
A.  M.  for  inspection  by  Committee  of  the  Board. 


695-44-A 


195-47-A 

APPLICANT— Antonio  Giordano,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2859  Exterior  street,  west  side, 
474.22  ft.  north  of  East  225th  street  (Block  3265, 
Lot  31),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Charles  A.  Nesi.  ( 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at  10 
A.  M.  for  further  consideration.  Premises  have 
been  inspected  by  a  Committee  of  the  Board. 


APPLICANT— Uddeholm  Company  of  America,  Inc.,  le 
see,  for  Gair  Realty  Corp.,  owner. 

SUBJECT— Application  for  consideration— reopening  ai 
extension  of  variance — re  Appeal  from  an  order 
the  fire  commissioner,  previously  granted  on  corn 
tion  for  a  temporary  term  of  one  (1)  year. 
PREMISES  AFFECTED— 98  Front  street,  south  side 
ft.  1  in.  west  of  Adams  street  (Block  51,  Lot  1/ 
Borough  of  Brooklyn. 

APPEARANCES—  _  ,  _  .  T  a 

For  Applicant:  Otto  H.  Olson  and  Nils  O.  Lotlec< 
For  Administration:  Edwin  A.  Meyer,  Fire  Dei 
ACTION  OF  BOARD — Appeal  reopened  and  term  of  va 
ance  extended.  „„„ ,  , 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  ( 

VARIANCE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioner: 

Blum  and  Kleinert  and  Deputy  Chief  Guinei 
Negative:  . 


THE  RESOLUTION— (695-44-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  comrr 
sioner,  affecting  premises  98  Front  street,  south  side,  51 
1  in.  west  of  Adams  street  (Block  51,  Lot  17),  Borough 
Brooklyn,  was  granted  by  the  Board,  on  January  23,  L 
on  certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended,  ana 
resolution  was  amended  on  April  2, 1946 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  api 
and  a  further  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d 


412 


I 


MINUTES 


iereby  amend  the  resolution  adopted  April  2,  1946,  only  so 
ar  as  it  has  reference  to  the  term  of  the  variance,  so  that 
s  amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  that  this  variance  shall  be  for  one  (1)  year 
from  the  date  of  this  amended  resolution ;  *  *  *” 


22-47-A 

APPLICANT — George  J.  Shirkey,  for  Patrick  Murphy, 
owner. 

iUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

‘REMISES  AFFECTED — 107-06  Rockaway  Beach  boule¬ 
vard,  north  side,  50  ft.  west  of  Beach  107th  street 
(1st  floor)  ;  (Block  647,  Lot  17),  Rockaway  Beach, 
Borough  of  Queens. 

,PPEAR  AN  CES — 

For  Applicant:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

vCTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

HE  VOTE  Tp  DISMISS— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

HE  RESOLUTION  (122-47-A) 

Whereas,  George  J.  Shirkey,  for  Patrick  Murphy,  owner, 
led  February  10,  1947  an  appeal  from  a  decision  of  the 
trough  superintendent,  affecting  premises  107-06  Rockaway 
each  boulevard,  north  side,  50  ft.  west  of  Beach  107th 
reet  (Block  647,  Lot  17),  Rockaway  Beach,  Borough  of 
ueens ;  and 

Whereas,  when  this  case  was  called  for  public  hearing, 
ere  was  no  appearance  for  the  applicant,  although  he  was 
lly  notified. 

Resolved,  that  this  appeal  be  and  it  hereby  is  dismissed 
>r  lack  of  prosecution. 


►9-47-A 

PPLICANT — Andrew  J.  Thomas,  for  The  Medical  So¬ 
ciety  of  the  County  of  New  York,  owner. 

JBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

REMISES  AFFECTED — 167  East  69th  street,  north  side, 
95  ft.  west  of  3rd  avenue  (Block  1404,  Lot  32), 
Borough  of  Manhattan. 

PPEARANCES — 

For  Applicant:  Humphrey  Nolan  and  Andrew  J. 
Thomas. 

For  Opposition :  David  N.  Fields. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

BE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

TE  RESOLUTION  (149-47-A) 

Whereas,  Andrew  J.  Thomas  for  The  Medical  Society 
the  County  of  New  York,  owner,  filed  February  19,  1947, 
appeal  from  a  decision  of  the  borough  superintendent, 
ecting  167  East  69th  street,  north  side,  95  ft.  west  of  3rd 
enue  (Block  1404,  Lot  32),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
ted  January  23,  1947,  on  Alt.  Applic.  2689-46,  reads: 

“6.  Two  stairs,  with  a  min.  width  of  3  ft.  8  in.  en¬ 
closed  in  3  hr.  partitions  with  1 hr.  s.c.  doors  and 
adequate  stair  capacity  for  number  of  persons  deter¬ 
mined  by  floor  area  should  be  provided,  Secs.  6. 1.2.2. 3, 
6.4.1. 1,  6.4. 1.8.1,  6.I.2.3.  B.C.  Doors  from  stairs  to  street 
should  swing  in  direction  of  egress.  Stair  landings 
should  not  exceed  area  specified  in  Sec.  6.4. 1.3  B.C.” 


and 

Whereas,  on  February  4,  1947,  reconsideration  of  this  ob¬ 
jection  was  denied  by  the  borough  superintendent ;  and 

Whereas,  the  applicant  states  the  building  is  4  stories,  50 
ft.  11  in.  in  height;  25  ft.  by  98  ft.  11  in.  in  area  at  1st  floor; 
2p  ft.  by  80  ft.  in  area  at  typical  floor,  of  fireproof  construc¬ 
tion  ;  erected  1908 ;  located  in  a  residence  and  business  use  B 
area,  Class  1J4  height  district  and  used  and  occupied  since 
1908 — cellar,  boiler  room  and  storage,  1  person;  1st  floor, 
2-car  garage;  2nd  floor,  employee  apartments,  8  persons; 
3rd  floor,  storage  2  persons;  and  proposed  to  be  used  and 
occupied:  cellar,  boiler  room  and  storage,  1  person;  1st  floor, 
office  and  conference  rooms,  24  persons;  2nd  floor,  office,  10 
persons;  3rd  floor,  conference  rooms,  10  persons;  4th  floor, 
conference  room,  dining  room,  caretakers  apartment,  24 
persons;  that  the  building  is  equipped  with  one  3  ft.  8  in. 
wide  steel  stairs  with  terrazzo  treads  to  2nd  floor  and  3  ft. 
wide  above,  enclosed  in  4  in.  t.c.  block,  plastered  both  sides, 
equipped  with  kalamein  self-closing  doors  and  leading  to 
street  through  lobby  vestibule  and  to  roof  bulkhead ;  and 

Whereas,  the  applicant  contends  that  the  building  is  of 
Class  1  construction ;  that  the  wood  floors  are  set  in  mastic 
on  concrete  arch;  that  the  kitchen  equipment  is  entirely  of 
metal ;  that  only  closet  shelving,  telephone  booths,  flush  panel 
doors,  stair  hand  rail,  and  such  minor  items  are  of  wood; 
that  the  maximum  occupancy  would  be  small ;  that  the  occu¬ 
pancy  will  consist  of  members  of  the  medical  profession ;  that 
stairs  are  enclosed  in  4  in.  t.c.  equipped  with  1  y2  hour  doors 
and  are  excessive  in  size  to  meet  usage  requirements  and  to 
gain  light  from  the  court;  that  the  stair  is  of  greater  capacity 
than  necessary  for  the  proposed  number  of  occupants ;  that 
although  stair  does  not  lead  direct  to  street  it  is  close  to 
entrance;  that  egress  is  possible  from  roof  bulkhead  over 
adjoining  roofs  and  in  view  of  the  fact  that  the  building 
has  been  laid  out  with  due  consideration  for  the  safety  of 
the  occupants  and  that  strict  adherence  to  the  code  will  result 
in  unnecessary  hardship,  it  is  requested  that  the  Board 
reverse  objection  6  issued  by  the  borough  superintendent; 
and 

Whereas,  the  premises  and  area  were  inspected  by  a  Com¬ 
mittee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2689-46,  Objection  6,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  arrangement  of  the  building  shall  be  sub¬ 
stantially  as  proposed  and  as  indicated  on  plans  filed  with 
zoning  application  148-47-BZ,  and  on  the  further  condition 
that  windows  in  the  interior  court  to  the  west  shall  be  fire¬ 
proof  and  self-closing;  that  the  number  of  persons  within 
the  building  shall  not  exceed  the  number  stated;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto,  other  than 
as  modified  by  the  Board  under  Cal.  148-47-BZ;  that  all 
doors  leading  to  stair  halls  and  stairs  shall  swing  in  the 
direction  of  exit. 


154-47-A 

APPLICANT — Charles  Axelrod,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  re  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 2911  Barnes  avenue,  west  side, 
from  Arnow  avenue  to  Williamsbridge  road  (Block 
4549,  Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (154-47-A) 

Whereas,  Charles  Axelrod,  Inc.,  owner,  filed  February 
14,  1947  an  appeal  from  an  order  and  decision  of  the  fire 
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commissioner  affecting  premises  2911  Barnes  avenue,  west 
side  between  Arnow  avenue  and  Williamsbridge  road,  cellar 
(Block  4549,  Lot  1 ) ,  Borough  of  The  Bronx ;  and 
Whereas,  when  this  case  was  called  for  public  hearing, 
there  was  no  appearance  for  the  applicant,  although  he  was 

^Resolved,  that  this  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


maintained  throughout  the  premises  as  the  fire  commissioner 
shall  require;  and  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  iegulations 
applicable  thereto. 


181-47-A 


167-47-A 

APPLICANT — Anna  Donato,  lessee,  for  brank  DiDonato, 


owner.  ,  ,  _  .  . 

SUBJECT — Api eal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2866  Park  avenue,  east  side,  90 
ft.  north  of  East  149th  street  (Block  2338,  Lot  5), 
Borough  of  The  Bronx. 

APPEARANCES—  . 

For  Applicant:  Charles  A.  Nesi. 

For  Administration:  Edwin  A.  Meyer,  hire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

rp  J  j  p  y  Q  fp  p* 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
N  egative :  . 


APPLICANT— Lama  and  Proskauer,  for  Bush  Terminal 
Buildings  Co.,  owner  (Gabriel  Century  Wood  Heel 
Co.  lessee)  • 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner.  , 

PREMISES  AFFECTED— 55  33rd  street,  northwest  corner 
of  3rd  avenue  (4th  floor— Building  9) ;  (Block 
679,  part  of  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama.  ( 

For  Administration:  Edwin  A.  Meyer,  Fire  Dept 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  „  J  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . * 


THE  RESOLUTION  (167-47-A) 

Whereas,  Anna  DiDonato,  lessee  for  Frank  DiDonato, 
owner,  filed  February  26,  1947,  an  appeal  from  an  order  o 
the  fire  commissioner,  affecting  premises  2866  Park  avenue, 
east  side,  90  ft.  north  of  149th  street  (Block  2338,  Lot  5), 

1  Whereas,' ‘“order  No.  50096-LC,  issued  by  the  fire  com¬ 
missioner,  January  27,  1947,  reads :  , 

“Before  a  permit  may  be  issued  for  the  storage  ayid 
sale  of  combustible  fibre  the  following  must  be  done. 

\  Provide  an  approved  type  fire  extinguishing  sys¬ 
tem  as  for  instance  a  sprinkler  system.” 

^Whereas,  the  applicant  states  that  the  building  is  one 
storv  14  ft.  in  height;  28  ft.  by  59  ft.  m  area,  of  Class  4 
construction;  erected  1905,  on  a  lot  77.58  ft.  by  91-21  ft  in 
area,  in  an  unrestricted  use  A  area,  Class  V/2  height  district, 
and  used  and  occupied  since  1920;  cellar,  baling  and  storage 
of  rags  and  paper,  1  person;  1st  floor,  baling  and  storage  of 

rags  and  paper,  2  persons ;  and  ,  ,  , 

Whereas,  the  applicant  contends  that  she  has  been  the 
occupant  of  these  premises  under  a  Fire  Department  permit 
for  over  27  years  and  for  15  years  prior  to  that  time  the 
premises  were  occupied  for  the  same  business  ;  that  during 
the  applicant’s  occupancy  there  have  been  no  changes  in  the 
structure  or  increase  in  fire  hazards ;  that  the  action  of  t  e 
Fire  Department  in  refusing  to  issue  a  permit  for  the  business 
conducted  on  the  premises  for  the  past  42  years  is  arbitrary 
and  is  not  based  on  any  change  in  use  or  occupancy  or 
increase  in  fire  hazard;  that  the  building  is  frame,  metal 
covered  on  the  exterior  and  has  metal  lined  walls  and  ceiling , 
that  the  cellar  is  constructed  of  stone  and  concrete  masonry ; 
that  there  are  large  doors  on  the  street  front  on  the  north 
side  of  the  building  which  may  be  used  to  enter  the  1st  floor , 
that  the  cellar  may  be  entered  by  a  door  7  ft  6  in.  wide  and 
8  ft.  high,  thus  making  any  location  in  the  building  readily 
accessible ;  that  aisles  are  maintained ;  that  sand  pails  are 
located  throughout  the  premises ;  that  to  require  the  sprinkler 
svstem  would  place  an  unreasonable  burden  upon  the  appli¬ 
cant  in  view  of  the  high  cost  at  the  present  time;  and 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  and  while  the  committee  recognized  the  hazardous 
type  of  occupancy,  it  deemed  the  sprinkler  system  should  not 
be  required  as  long  as  the  building  is  more  or  less  isolated 
and  provided  it  is  maintained  with  proper  portable  tire- 

fighting  appliances.  .  .  .  , 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  50096-LC  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  as  to  objection  1  on 
condition  that  such  portable  fire-fighting  appliances  shall  be 


THE  RESOLUTION  (181-47-A) 

Whereas,  Lama  and  Proskauer,  for  Bush  lerminal 
owner  Gabriel  Century  Wood  Heel  Company,  lessee,  file 
February  17,  1947,  an  appeal  from  an  order  and  decisioi 
of  the  fire  commissioner  affecting  55  33rd  street,  northwes 
corner  3rd  avenue  (Block  679,  Part  of  Lot  1),  (Bus 
Terminal  Building  No.  9,  4th  floor)  Borough  of  Brooklyn, 

Whereas,  Order  1630-LC,  issued  by  the  fire  commissione 
February  1,  1946,  and  repeated  in  a  decision  of  the  hr 
commissioner  dated  February  10,  1947,  reads .  , 

“With  reference  to  your  application  dated  DecemDe 
4,  1945,  for  a  permit  to  store  nitro-cellulose  products  1 
the  above  location,  this  department  is  without  powe 
to  grant  such  a  permit  for  the  following  reasons: 
C-19-110-b  prohibits  the  storage  of  mtro-cellulos 

Subdivision  7 — In  any  building  where  paints  an 

lacquers  are  stored.  , .  , .  .  n 

Subdivision  9— Where  materials  of  a  highly  intian 
mable  nature  (celluloid)  are  manufactured  in  a  portic 
of  a  building,  above  the  nitro-cellulose  occupancy  < 
in  any  case,  where 'more  than  6  people  are  employed  < 
likely  to  congregate  at  any  one  time,  if  the  storage  < 
nitro-cellulose  products  exceeds  100  lbs. 

1  You  are,  therefore,  ordered  to  reduce  the  storaj, 
of  nitro-cellulose  products  to  40  lbs.  for  which  no  pern 
is  required  where  work  is  done  on  celluloid  does  n 
require  the  use  of  drills,  saws  or  heat  to  be  used 
working,  cutting  or  shaping  the  nitro-cellulose  produc 

Whereas,  the  applicant  states  that  the  building  is  s 
stories,  78  ft.  in  height;  200  ft.  4  in  by  590  ft  m  area 

Class  1  construction;  erected  1916;  located  in  an  . 
restricted  use  C  area,  Class  l/2  height  district,  and  us 
and  occupied  as  follows :  basement,  storage  of  wine  ai 
olives,  1  person ;  1st  floor,  manufacturing  tissue  paper,  1 
persons;  2nd  floor,  winery,  100  persons ;  3rd  floor  wine 
and  olive  packing,  100  persons;  4th  floor,  manufactur  ; 
face  powder  and  wood  heels;  5th  floor,  manufactu  ■ 
envelopes,  100  persons;  6th  floor,  manufacturing  wood  he 
and  jam  canning,  100  persons;  that  no  change  m  us 
cupancy  is  proposed;  that  the  building  is  equipped  with 
2  source  sprinkler  system  and  approved  standp  p  >  . 
and  approved  interior  fire  alarm  system  and  regular  mont 
fire  drills  are  maintained;  that  there  are  three  3  ft 
wide  fireproof  stairs,  from  roof  bulkhead  direct  to  str 

^Whereas,  the  applicant  contends  that  the  tenant  occup: 
the  portion  of  the  4th  floor  as  indicated  on  plans  hied 
this  ^appeal  for  attaching  formed  celluloid  to  wooden  ■ 
for  ladies’  shoes,  which  wooden  heels  are  Pr°fur^  2 
where;  that  it  is  proposed  to  install  a  4  ft.  6  in.  by 
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in.  by  4  ft.  8  in.  high  celluloid  storage  cabinet  of  approved 
vpe  to  comply  with  the  requirements  of  the  Administrative 
iode;  that  each  section  will  be  used  to  store  150  lbs.  with 
total  of  300  lbs.  of  shaped  celluloid  which  is  applied  on 
,-ooden  heels;  that  only  such  celluloid  as  is  necessary  for 
le  day’s  work  will  be  removed  from  the  cabinet;  that  the 
ntire  lighting  in  the  room  where  the  celluloid  will  be 
tored  is  rigid  steam  construction  with  vaporproof  bulbs; 
lat  the  switch  within  the  room  is  sparkproof  and  the  main 
witch  controls  located  outside  of  the  room. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
)rder  1630-LC  be  and  it  hereby  is  modified  and  that  the 
ppeal  be  and  it  hereby  is  granted  as  to  objection  1,  on 
ondition  that  the  amount  of  celluloid  on  the  premises  shall 
ot  exceed  three  hundred  (300)  pounds  and  shall  be  stored 
s  proposed  in  an  approved  cabinet  with  a  sprinkler  head 
nd  vented  to  the  exterior  and  located  within  a  fireproof 
oom,  as  shown  on  plan  filed  with  this  appeal,  marked 
Received  February  17,  1947”  (2  sheets)  ;  that  only  such 
dluloid  as  is  necessary  for  daily  use  shall  be  maintained 
utside  the  cabinet ;  that  containers  with  water  and  proper 
ner  shall  be  maintained  for  waste  which  shall  be  removed 
com  the  premises  daily;  that  the  process  of  attaching  the 
)rmed  celluloid  to  the  wooden  heels  shall  be  conducted  in 
manner  satisfactory  to  the  fire  commissioner ;  and  that 
i  all  other  respects  the  building  and  occupancy  shall  comply 
ith  all  laws,  rules  and  regulations  applicable  thereto. 


’9-47-A 

PPLICANT — Saul  Goldsmith,  for  John  Chernow,  owner. 
UBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

REMISES  AFFECTED — 256  Boerum  street  (250  dis¬ 
played),  south  side,  499  ft.  9J4  in.  east  of  Bushwick 
avenue  (Block  3082,  Lot  29),  Borough  of  Brook¬ 
lyn. 

PPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dept. 
CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

HE  RESOLUTION  (229-47-A) 

Whereas,  Saul  Goldsmith  for  John  Chernow,  owner, 
ed  March  11,  1947,  an  appeal  from  an  order  of  the  fire 
immissioner,  affecting  premises  256  Boerum  street  (250  dis- 
ayed)  south  side,  499  ft.  9J4  in.  east  of  Bushwick  avenue 
Block  3082,  Lot  29)  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  acting  on 
rder  5983-C,  issued  February  14,  1947,  reads : 

“1.  You  are  hereby  notified  that  Fire  Department 
Permit  #B-388290,  expiring  November  24,  1947,  and 
authorizing  the  storage  of  wool  clippings,  on  above 
premises,  is  revoked  pending  compliance  with  the  fol¬ 
lowing. 

2.  Provide  an  approved  fire  extinguishing  system,  on 
above  premises  as  approved  by  the  Fire  Commissioner, 
C19-159.0,  Administrative  Code.” 

id 

Whereas,  the  applicant  states  that  the  building  is  one 
:>ry,  12  ft.  in  height ;  25  ft.  by  38  ft.  6  in.  in  area,  of  Class 
construction ;  erected  1900 ;  located  in  an  unrestricted  use, 
area,  Class  V/2  height  district,  and  used  and  occupied  since 
12  as  follows:  1st  floor,  storage  and  sorting  of  wool 
ppings,  1  person;  that  no  change  in  use  or  occupancy  is 
oposed ;  and 

Whereas,  the  applicant  contends  that  the  building  is  lo- 
ted  at  the  rear  of  the  premises  and  is  frame,  one  story, 
ft.  by  38  ft.  6  in.;  that  the  ceiling  is  fire  retarded  with 
"  plaster  boards  and  26  gauge  metal ;  that  there  is  an  exit 
or  at  the  front;  that  there  is  a  two  story  one  family 
inie  dwelling  at  the  front  of  the  lot  occupied  by  the  owner 
d  operator  of  the  business  at  the  rear;  that  the  house¬ 


keeping  conditions  are  good ;  that  the  rear  building  in  ques¬ 
tion  was  erected  at  least  47  years  ago  and  has  been  oper¬ 
ated  as  at  present  since  1912 ;  that  there  is  a  letter  from  the 
hire  Department  on  file  with  the  borough  superintendent 
under  B.  No.  682-42  qualifying  the  first  permit  for  wool 
clipping  storage  at  these  premises ;  that  in  view  of  the  small 
quantity  of  wool  clippings  and  the  area  of  the  building,  it 
is  requested  that  the  Board  permit  the  omission  of  the  in¬ 
stallation  of  the  sprinkler  system ;  and 

Whereas,  C.  9.  105170  issued  April  22,  1942  under 
B.  N.  682-42  permits  the  use  of  the  building  for  the  storage 
and  sorting  of  rags  (two  tons  in  bales  and  100  lbs.  loose)  ; 
and 

Whereas,  the  applicant  has  filed  a  copy  of  permit  21182 
issued  by  the  fire  commissioner  November  24,  1917  permit¬ 
ting  the  storage  of  three  tons  of  wool  and  cotton  clippings 
and  a  copy  of  permit  309439  issued  by  the  fire  commissioner 
November  19,  1945  permitting  the  storage  of  three  tons  of 
wool  clippings. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
order  #5983-C  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
amount  of  wool  clippings  stored  shall  not  exceed  a  total  of 
three  (3)  tons;  that  such  portable  fire-fighting  extinguishers 
of  the  type  as  may  be  required  by  the  fire  commissioner 
shall  be  maintained  on  the  premises;  that  no  windows  shall 
be  constructed  in  the  side  walls  other  than  those  now  exist¬ 
ing  toward  the  east ;  that  the  building  shall  not  be  increased 
in  height  or  area  and  shall  not  be  used  for  any  use  other 
than  as  herein  proposed;  and  shall  be  maintained  as  pro¬ 
posed  to  the  satisfaction  of  the  fire  commissioner. 


MATERIALS  SUBMITTED  FOR  APPROVAL 
326-44-SM 

APPLICANT — Bethlehem  Steel  Co.,  owner. 

SUBJECT — Bethlehem  Open  Web  Expanded  Steel  Joists 
(reopened  October  8,  1946  re  amendment  of  resolu¬ 
tion  as  to  bridging.) 

APPEARANCES— 

For  Applicant :  Floyd  D.  Kennedy. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (326-44-SM) 

Whereas,  the  Bethlehem  Steel  Company,  owner,  filed  on 
June  2,  1944,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the 
Bethlehem  Open  Web  Expanded  Steel  Joists;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
July  11,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  8,  1946 ;  and 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
REPORT  OF  COMMITTEE  ON  TEST 

March  12,  1947. 

Cal.  # 326-44-SM 

Subject:  Bethlehem  Open  Web  Expanded  Steel  Joists, 
Amendment  of  Resolution  as  to  Bridging 
Under  date  of  July  11,  1944,  the  Board  of  Standards 
and  appeals  approved  the  Bethlehem  Open  Web  Ex¬ 
panded  Steel  Joists  with  a  channel  bridging  strut  3/, 
web  and  9/16"  flange  area  .109  sq.  in.  Request  is  now 
made  for  approval  of  J4"  #18  gauge  box  channel  bridg¬ 
ing  and  7/16"  x  #16  gauge  channel  bridging  at¬ 
tached  to  joists  with  #7  gauge  wire  clips. 
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Inspection  and  Test 

The  Administration  Building  Code  Requirement  C26- 
519.0.C.  reads: 


Load  transfer  required  .  . ,  .  ,  .  , 

-bridging  shall  be  rigid  in  character  and 


capable  of  transmitting  directly  at  least  500  lbs. 
from  each  joist  to  the  two  adjoining  joists  at  each 
line  of  bridging. 


Tests  were  conducted  at  the  Bethlehem  Steel  Com¬ 
pany,  Pottstown  Works,  Pottstown,  Pa.  in  the  presence 
of  Commissioner  Chas.  M.  Blum  and  Chief  Engineer 
L.  V.  Huber  of  the  Committee  on  Tests  and  t.  u. 
Kennedy  and  other  representatives  of  the  Company. 

The  tests  were  as  follows : 


W  #18  Gauge  Box  Channel  Bridging 

The  test  panel  consisted  of  three  joists,  designated 
hereinafter  as  A,  B  and  C;  B  being  the  middle  loaded 
joist.  Joists  A  and  C  were  16  8  long  and  joist  B, 
14' 8"  long.  The  joists  were  type  SJ81,  8  in  depth 
mounted  on  a  structural  frame  composed  of  18  WP 
supporting  beams  16 '0"  apart  in  the  clear  and 
side  beams.  The  length  of  bearing  of  the  joists  on  the 
18"  WF  beams  was  4"  and  the  joists  were  connected 
to  the  supports  by  means  of  welds  l'r  long  on  each  side 
of  the  bearing  plate.  One  end  of  the  middle  joist  B 
rested  on  an  18"  WF  beam  while  the  other  end  was 
supported  by  a  row  of  H"  #18  gauge  box  clia™^ 
bridging  located  approximately  at  the  third  point  of  the 
span.  Simulated  bridging  was  provided  from  joists  A 
and  C  to  the  side  beams.  At  the  other  third  point  of 
the  span  the  top  .chords  of  the  joists  were  braced  later¬ 
ally  by  means  of  1  x  l/8  straps,  this  bracing  being 
incapable  of  transferring  vertical  load.  A  wooJei? 
ing  platform,  centered  on  the  line  of  channel  bridging, 
was  laid  on  top  of  and  clamped  to  joist  B.  By  this 
arrangement,  loads  placed  on  the  platform  were  trans¬ 
mitted  directly  to  the  adjoining  joists  A  and  C,  through 
the  channel  bridging.  The  two  side  beams  were  held 
in  position  by  welding  structural  angles  to  the  top 
flanges  at  mid-span  and  to  the  bottom  flanges  at  t  e 
third  points  of  the  span.  These  angles  were  shimmed 

out  to  clear  the  joists.  ,  _  ,  ,  , 

The  loading  material  consisted  of  boxes  of  welding 
wire,  the  weight  of  which  was  checked  as  being  52  lbs 
each.  Loads  and  deflections  of  joists  A  and  C  at  the 
line  of  channel  bridging  were  observed  and  recorded  as 

follows : 


LOADS  AND  DEFLECTIONS  (inches) 
Loads  Joist  A  J°IST  c 


Lbs. 

0 

260 

520 

728 


Reading  Deflection  Reading  Deflection 

e  49  5.50 

5.48  0.06  5.56  0.06 

5.55  0.13  5.62  0.12 

Failure 


0.06 

0.13 


The  bridging  is  required  to  transmit  at  least  500  lbs. 
from  the  loaded  joist  to  the  two  adjoining  joists  whereas 
a  maximum  load  of  624  lbs.  was  actually  transmitted. 


Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Test  recommends  the  amendment  of  the  resolution 
adopted  by  the  Board  July  11,  1944  to  permit  the  type 
of  bridging  proposed  herein  in  lieu  of  that  specified  in 
the  resolution  of  July  11,  1944;  that  in  all  other  respects 
the  resolution  of  July  11,  1944  shall  be  complied  with. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test 


Resolved,  that  the  Board  of  Standards  and  Appeals  doe; 
hereby  amend  the  resolution  of  July  11,  1944,  in  accordana 
with  the  above  report. 


437-45-SM 

APPLICANT— Bethlehem  Steel  Co.,  owner 

SUBTECT — Bethlehem  Open  Web  Welded  Steel  Joists  (re 
opened  October  8,  1946  re  amendment  of  resolution 
as  to  bridging). 

APPEARANCES— 

For  Applicant :  Floyd  D.  Kennedy. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee 
Negative: . 


THE  RESOLUTION  (437-45-SM) 

Whereas,  the  Bethlehem  Steel  Co.,  owner  filed  on  Jul 
3  1945,  an  application  with  the  Board  of  Standards  an 
Appeals  for  approval  of  the  material  known  as  Bethlehei 

Open  Web,  Welded  Steel  Joists;  and 

Whereas,  this  material  was  approved  by  the  Board  o. 
Tuly  24,  1945,  on  certain  conditions ;  and  ,  . 

Whereas,  the  applicant  requested  an  amendment  ot  tl 

rL  Whereas,  this  case  was  reopened  by  vote  of  the  Boar 

on  October  8,  1946 ;  and  .  , 

Whereas,  the  report  of  a  Committee  on  Test  reads. 


The  bridging  is  required  to  transmit  at  least  500  lbs. 
from  the  loaded  joist  to  the  two  adjoining  joists  whereas 
a  maximum  load  of  720  lbs.  was  actually  transmitted. 

7/16"  X  #16  Gauge  Channel  Bridging 

In  this  test  the  fi’  #18  gauge  Box  Channel  Bridging 
was  removed  and  replaced  by  7/16  x  /4 
Bridging  with  Bridging  Clips,  all  other  features  of  the 
test  panel  remaining  unchanged.  Loads  and  deflections 
(Egoists  A  and  C  It  the  line  of  channel  bridging  were 
observed  and  recorded  as  follows  . 


REPORT  OF  COMMITTEE  ON  TEST 

March  12,  1947. 

Cal.  # 437-45-SM  ,  0  ,  T  • 

Subject:  Bethlehem  Open  Web  Welded  Steel  Jois 
Amendment  of  Resolution  as  to  Bridgmg 
Under  date  of  July  24,  1945  the  Board  of  Stanfa 
and  Appeals  approved  the  Bethlehem  Open  Web  Weld 
Steel  Joists  with  a  channel  bridging  strut  web  a 
9/16"  flange  area  .109  sq.  in.  Request  is  now  made  t 

approval  of  3^"  #18  gauge  box  channel  bridging  a, 

7/16"  x  #16  gauge  channel  bridging  attached 
joists  with  #7  gauge  wire  clips. 


Inspection  and  Test  .  j 

The  Administration  Building  Code  Requireme 
C26-519.0.C.  reads: 


Load  transfer  required 

-bridging  shall  be  rigid  in  character  l 


LOADS  AND  DEFLECTIONS  (inches) 

Loads  Joist  A  Joist  B 

Lbs  Reading  Deflection  Reading  Deflection 

n  c  42  5.50 

260  5.50  0.08  5  56 

520  5.55  0.13  5.63 

624  Failure 


" _ DriUglllg  snau  uv.  ...  ~ - -  .. 

capable  of  transmitting  directly  at  least  5UU  ii 
from  each  joist  to  the  two  adjoining  joists  at  ea 

line  of  bridging. 


Tests  ^re  cSu-^Tthe  Bethlehem  Steel  Co; 
pany,  Pottstown  Works,  Pottstown,  Pa-  (.nthe  P  ree; 
of  Commissioner  Chas.  M.  Blum  and  < Chief !  Engm< 
L.  V.  Huber  of  the  Committee  ™  lests  *nd  K 
Kennedy  and  other  representatives  of  the  Compa  y 
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The  tests  were  as  follows : 

Y"  #18  gauge  Box  Channel  Bridging 

The  test  panel  consisted  of  three  joists,  designated 
hereinafter  as  A,  B  and  C;  B  being  the  middle  loaded 
joist.  Joists  A  and  C  were  16 ' 8"  long  and  joist  B, 
14 ' 8"  long.  The  joists  were  type  SJ81,  8"  in  depth 
mounted  on  a  structural  frame  composed  of  18"  WF 
supporting  beams  16'0"  apart  in  the  clear  and  10"  WF 
side  beams.  The  length  of  bearing  of  the  joists  on  the 
18  WF  beams  was  4"  and  the  joists  were  connected 
to  the  supports  by  means  of  welds  1"  long  on  each  side 
of  the  bearing  plate.  ^  One  end  of  the  middle  joist  B 
rested  on  an  18"  WF  beam  while  the  other  end  was 
supported  by  a  row  of  Y"  #18  gauge  box  channel 
bridging  located  approximately  at  the  third  point  of  the 
span.  Simulated  bridging  was  provided  from  joists 
A  and  C  to  the  side  beams.  At  the  other  third  point  of 
the  span  the  top  chords  of  the  joists  were  braced  later¬ 
ally  by  means  of  1  x  %  straps,  this  bracing  being 
incapable  of  transferring  vertical  load.  A  wooden  load¬ 
ing  platform,  centered  on  the  line  of  channel  bridging, 
was  laid  on  top  of  and  clamped  to  joist  B.  By  this 
arrangement,  loads  placed  on  the  platform  were  trans¬ 
mitted  directly  to  the  adjoining  joists  A  and  C,  through 
the  channel  bridging.  The  two  side  beams  were  held 
in  position  by  welding  structural  angles  to  the  top 
flanges  at  midspan  and  to  the  bottom  flanges  at  the 
third  points  of  the  span.  These  angles  were  shimmed 
out  to  clear  the  joists. 

The  loading  material  consisted  of  boxes  of  welding 
wire,  the  weight  of  which  was  checked  as  being  52  lbs. 
each.  Loads  and  deflections  of  joists  A  and  C  at  the 
line  of  channel  bridging  were  observed  and  recorded  as 

follows : 


LOADS  AND  DEFLECTIONS  (inches) 


Loads 

Joist  A 

Joist  C 

Lbs. 

Reading  Deflection 

Reading 

Deflection 

0 

5.42 

5.50 

260 

5.48  0.06 

5.56 

0.06 

520 

5.55  0.13 

5.62 

0.12 

728 

Failure 

The  bridging  is  required  to  transmit  at  least  500  lbs. 
from  the  loaded  joist  to  the  two  adjoining  joists  whereas 
a  maximum  load  of  720  lbs.  was  actually  transmitted. 
7/16"  x  Y"  #16  Gauge  Channel  Bridging 
In  this  test  the  Y"  #18  gauge  Box  Channel  Bridging 
was  removed  and  replaced  by  7/16"  x  Y"  Channel 
Bridging  with  Bridging  Clips,  all  other  features  of  the 
test  panel  remaining  unchanged.  Loads  and  deflections 
of  joists  A  and  C  at  the  line  of  channel  bridging  were 
observed  and  recorded  as  follows : 


LOADS  AND  DEFLECTIONS  (inches) 


Loads 

Joist  A 

Joist  B 

Lbs. 

Reading  Deflection 

Reading 

Deflection 

0 

5.42 

5.50 

260 

5.50  0.08 

5.56 

0.06 

520 

5.55  0.13 

5.63 

0.13 

624 

Failure 

The  bridging  is  required  to  transmit  at  least  500  IDs. 
from  the  loaded  joist  to  the  two  adjoining  joists  whereas 
a  maximum  load  of  624  lbs.  was  actually  transmitted. 


Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  amendment  of  the  resolution 
adopted  by  the  Board  July  24,  1945  to  permit  the  type 
of  bridging  proposed  herein  in  lieu  of  that  specified  in 


the  resolution  of  July  24,  1945 ;  that  in  all  other  respects 
the  resolution  of  July  24,  1945  shall  be  complied  with. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  24,  1945,  in  accordance 
with  the  above  report. 


URJNRRAL  RESOLUTION 

1464-39-GR 

APPLICANT  Ilia  E.  Hobart,  Professional  Engineer! 
o  u  rsj  c-Ll  Reopening  and  amendment  of  General  Resolu¬ 
tion  re  Approval  of  Inspection  Agencies  under 

i VVnS  by  the  Board  under  Calendar 

TT  r  ^rT  addition  of  the  inspection  agency,  Ilia  E. 
Hobart,  Professional  Engineer. 
APPEARANCES— 

For  Applicant:  Ilia  E.  Hobart. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

DEVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affiimative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee'.  4 
N  egative : .  q 

TPIE  RESOLUTION  (1464-39-GR) 

Whereas,  this  general  resolution,  approving  certain  appli- 
cants  as  approved  inspection  agencies,  was  adopted  by  the 
Board  December  18,  1939,  and  the  resolution  amended  from 
time  to  time  for  the  purpose  of  including  additional  names 
as  approved  inspection  agencies ;  and 
Whereas,  Ilia  E.  Hobart,  Professional  Engineer,  re¬ 
quested  a  reopening  and  amendment  of  the  general  resolu¬ 
tion,  for  consideration  by  the  Board,  for  the  inclusion  of 
his  name  as  an  approved  inspection  agency ;  and 
Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 


Re :  Cal.  No.  1464-39-GR. 


March  23,  1947. 


Subject.  Opening  Protective  Assembly  Inspection 
Agencies,  Addition  of  the  Inspection  Agency  Ilia  E 
Hobart,  Professional  Engineer. 

Ilia  E.  Hobart,  Professional  Engineer,  New  York 
State  License  No.  10648,  of  81  Beekman  Avenue  Mt 
Vernon,  New  York,  filed  March  10,  1947  a  request  for 
consideration  as  an  approved  inspection  agency  under 
the  Roles  for  the  Inspection  of  Opening  Protective 
Assembhes.  He  proposes  that  the  work  of  inspection 
will  be  personally  performed  by  him. 

The  Committee  on  Tests  has  reviewed  the  qualifica¬ 
tions  and  experience  of  the  applicant  and  on  the  basis 
of  these  data  recommends  that  Ilia  E.  Hobart  Pro- 
fessional  Engineer,  License  No.  10648,  of  81  Beekman 
Ave.,  Mt.  Vernon,  New  York,  be  approved  as  an  inspec¬ 
tion  agency  under  the  provisions  of  the  Rules  of  the 
Board  of  Standards  and  Appeals  on  the  Inspection  of 
Opening  Protective  Assemblies,  Cal.  No.  1139-39-SR 
and  that  such  approval  by  the  Board  shall  remain*  in 
force  until  rescinded  by  the  Board  and  that  all  inspec¬ 
tion  shall  be  made  personally  by  the  applicant. 

(Sgd.)  Harris  H.  Murdock, 
y  Chairman, 

Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 
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Resolved,  that  the  Boat'd  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  18,  1939, 
as  amended  through  April  9,  1946,  so  as  to  include  the 
approval  of  Ilia  E.  ‘Hobart  as  an  approved  Inspection 

Agency. 


Adjourned:  1 :20  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  April  8,  1947. 


Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 


financial  hardship,  since  it  would  be  necessary  to  break  ui 
existing  offices  and  waiting  rooms,  causing  additiona 
expense  in  reconstructing  and  redecorating  same. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  amend  the  resolution  of  June  12,  1945,  by  adding 
thereto : 

“that  as  to  objection  10,  in  connection  with  the  decisioj 
of  the  borough  superintendent  on  Alt.  Applic.  16945 
objection  dated  December  5,  1946,  the  fire  escape  a 
hereinbefore  required  and  as  proposed,  shall  have  ; 
gooseneck  ladder  to  the  roof ;  that  in  the  stairhal 
there  shall  be  a  double  rung  ladder  leading  to  a  roo 
scuttle  which  shall  be  equipped  with  an  easy  openin; 
device.”  9  I 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


297-45-A 

APPLICANT— Industrial  Installations  Corp.,  for  North 
American  Instrument  Co.  Inc.,  owner. 

SUBJECT— Application  reopened  January  28,  1947— re 

Appeal  from  a  decision  of  the  borough  superin- 

PREMISE^  AFFECTED— 10-12  East  Van  Cortlandt 
avenue,  south  side,  29  ft.  6  in.  west  of  Villa  avenue 
(Block  3322,  Lot  29),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Moritz  Simon 
For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  (.uinee  4 
Negative:  . . 


984-46-A 

APPLICANT— Conrad  Forelle  of  Brown  and  Matthew: 
Inc.  for  Pressed  and  Welded  Steel  Products  Co 


owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  supei. 
intendent. 

PREMISES  AFFECTED— 38-77  11th  street,  east  side,  5 
ft.  north  of  40th  avenue  (Block  473,  Lots  55. 
and  554),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Conrad  Forelle. 

For  Administration:  Samuel  L.  Becker,  Dep’t  c 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners. 

Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 


THE  RESOLUTION  (297-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  10-12  East  Van  Cortlandt 
avenue,  south  side,  29  ft.  6  in.  west  of  Villa  avenue  (Block 
3322  Lot  29),  Borough  of  The  Bronx,  was  granted  by 
Board  on  Tune  12,  1945,  on  certain  conditions  and 
Whereas,  the  applicant  requested  an  amendment  oi  the 
resolution,  based  on  a  recent  decision  of  the  borough  super- 

in \Vhereas,  this  appeal  was  reopened  by  vote  of  the  Board, 
on  January  28,  1947,  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  5,  1946  on  Alt.  Applic.  169-4.,  reads. 

“10.  Since  there  is  safe  egress  from  the  roof  oi  this 
building,  stairway  must  lead  to  roof,  as  per  Sec.  2/U 
of  the"  Labor  Law,  Rule  II  of  the  B.S.A.  Factory 
Exit  Rules,  and  B.S.A.  Resolution  297-45-A. 

^Whereas,  the  applicant  requests  the  Board  to  amend 
the  resolution  adopted  June  12,  1945  and  grant  relief  from 
objection  10  issued  by  the  borough  superintendent  December 

5  1946  on  the  following  grounds :  that  the  borough  super 
intendent’s  contention  that  safe  egress  exists  from  roof 
is  not  valid,  since  the  adjoining  building  is  a  garage  and 

has  no  stairs,  scuttle,  fire  escape  or  any ^ver  me^nshaffo^" 
ing  egress  to  the  street;  that  m  addition  to  the  two 
required  legal  means  of  egress,  there  exists  a  ramp  12  ft 

6  in.  in  width  with  a  grade  of  20%  which  is  now  used  b> 
most  employees  as  a  means  of  egress;  that  the  occupancy 
of  the  second  floor  will  be  primarily  for  office,  storage, 
packaging,  shipping,  etc.  with  a  normal  fcu^cy°{  *en 
persons  and  a  maximum  occupancy  of  20  persons,  that 
at  no  time  will  there  be  more  than  six  persons  engaged  in 
manufacturing  on  the  second  floor;  that  although  the 
application  was  approved  in  error  by  the  borough  superin 
tendent  the  owner  has  accepted  such  approval  in  good 
faith  and  constructed  the  primary  means  of  egress  in 
accordance  with  approved  plan;  that  to  require  the  owne 
at  this  time  to  provide  a  stair  to  roof  would  entail  undue 


THE  RESOLUTION  (984-46-A)  f 

Whereas,  Conrad  Forelle  of  Brown  &  Matthews,  In 
for  Pressed  and  Welded  Steel  Products  Co.,  owner,  fil 
December  11,  1946,  an  appeal  from  a  decision  of  the  be 
ough  superintendent,  affecting  premises  38-77  11th  stre 
east  side,  50  ft.  north  of  40th  avenue  (Block  473,  Lc 
553  and  554),  Long  Island  City,  Borough  of  Queens;  ai 
Whereas,  the  decision  of  the  borough  superintendei 
dated  March  4,  1947,  on  Alt.  Applic.  2352-46  reads : 

“1.  Two  exits  from  second  floor,  leading  direc 
to  street  not  provided,  as  required  by  Sec.  270  Lab 
Law.” 

Whereas,  the  applicant  states  that  the  building  erect: 
in  1940,  will  be  2  stories  (26  ft.)  in  height,  125  ft.  by  ■ 
ft  and  98  ft.  in  area  at  1st  floor,  25  ft.  by  85  ft.  in  an 
at  2nd  floor,  of  class  3  construction,  located  m  an  unrestricl 
and  business  use,  B  area  and  Class  2  height  district  a 
used  and  occupied  since  1940  on  the  first  floor  tor  n 
manufacture  of  metal  products  with  an  occupancy  ot  ^ 
persons ;  proposed  to  be  extended  in  area  and  height  a 
used  and  occupied  as  follows:  1st  floor — manufacture 
metal  products— 11  persons;  2nd  floor— storage  of  me 
products— 2  persons;  that  the  building  is  equipped  with 
one  source  sprinkler  system,  one  3  ft.  8  in.,  wide  staj 
with  steel  pan  and  concrete  treads,  enclosed  in  4  in.  ce 
crete  block  and  equipped  with  Y  hour  fireproof  sc- 
closing  door,  leading  directly  to  the  street  and  will  • 
provided  with  a  scuttle  and  ladder  to  the  roof;  an<L 
Whereas,  the  applicant  contends  that  the  building  is  ( 
story,  8750  sq.  ft.  in  area,  which  it  is  proposed  to  enla  < 
by  the  addition  of  a  two  story  unit  approximately  & 
front  by  98  ft.  in  depth  on  the  ground  floor  and  to, 
front  by  85  ft.  in  depth  on  the  second  floor;  that  the  im¬ 
posed  two  story  alteration  will  be  constructed  of  masoi 
walls,  steel  floor  and  roof  framing  and  process  conci 
floor  and  roof  planks;  that  it  is  proposed  to  install 
approved  automatic  sprinkler  system  in  the  entire  ai 
including  the  existing  portion  and  the  proposed  extern 
that  it  is  proposed  to  provide  a  second  means  ot  enf 
from  the  second  floor  area  by  installing  a  door  leao. 
on  to  the  roof  of  the  one  story  portion;  that  the  area 
the  second  floor  will  be  2100  sq.  ft.  and  its  use 
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or  storage ;  that  in  view  of  the  nature  of  the  construction, 
lie  fire  protection  provided  by  the  sprinkler  system,  the 
act  that  the  area  in  question  is  small  and  the  proposed 
(ccupancy  is  storage,  it  is  requested  that  permission  be 
.ranted  to  use  the  exit  to  the  one  story  roof  as  a  second 
leans  of  egress. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  Labor 
.aw,  as  cited  in  a  decision  of  the  borough  superintendent 
n  Alt  Applic.  2352-46,  Objection  1,  and  that  the  applica- 
on  be  and  it  hereby  is  granted  on  condition  that  the 
rimary  means  of  exit  as  to  the  proposed  second  story 
s  indicated  on  plans  filed  with  this  appeal  marked  “Received 
ipril  3,  1947,”  three  sheets,  shall  be  maintained  sub- 
antially  as  indicated  thereon  and  that,  in  addition,  the 
;condary  means  of  exit,  consisting  of  a  door  toward  the 
ortli  of  such  second  story  addition  shall  be  maintained, 
•ading  to  the  existing  roof  from  which  safe  exit  to  the 
reet  may  be  obtained  by  entrance  into  the  adjoining 
uilding;  that  the  doors  to  such  adjoining  building  under 
he  same  control,  shall  be  maintained  in  openable  condition 

all  times  during  business  hours;  that  in  all  other  respects, 
le  building  and  occupancy  shall  comply  with  all  laws,  rules 
id  regulations  applicable  thereto. 


13-47-A 

PPLICANT — Lama  and  Proskauer,  for  Theodore  Rosen¬ 
berg,  owner. 

JBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

REMISES  AFFECTED — 623  Linden  boulevard,  north¬ 
west  corner  of  East  45th  street  (Block  4865,  Lot 
26),  Borough  of  Brooklyn. 

PPEARANCES — 

For  Applicant:  Alfred  A.  Lama  and  B.  Rosenberg. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

STION  OF  BOARD— Appeal  granted  on  condition. 

BE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

BE  RESOLUTION  (123-47-A) 

Whereas,  Lama  and  Proskauer,  for  Theodore  Rosenberg, 
ner,  filed  February  6,  1947,  an  appeal  from  a  decision  of 
i-  borough  superintendent,  affecting  premises :  623  Linden 
ulevard,  northwest  corner  of  East  45th  street  (Block  4865, 
>t  26),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
ted  February  4,  1947  re  Alt.  Applic.  5471-46,  reads: 

“1.  Proposed  use  of  Class  3  nonfireproof  structure  in 
excess  of  20  ft.  for  nursing  home  (hospital)  violates 
Sec.  4.2.1  Bldg.  Code. 

;  3.2.  Present  stair  exit  violates  Sec.  6.4. 1.1  Bldg.  Code.” 

Whereas,  the  applicant  states  that  the  building  is  2-stories, 

J  attic  (28  ft.)  in  height,  56  ft.  by  25  ft.  in  area  at  1st 
or,  38  ft.  by  25  ft.  in  area  at  typical  floor,  Class  3  con¬ 
ation,  located  in  residence  use,  D  area  and  Class  1*4 
ght  district,  erected  in  1923  for  a  one-family  dwelling  and 
o-car  accessory  garage ;  proposed  to  be  occupied :  Cellar, 
linarv ;  1st  floor,  nursing  home,  15  persons;  2nd  floor, 
•sing  home,  13  persons ;  attic,  floor  help’s  quarters,  4  per¬ 
is;  that  there  is  a  two-car  accessory  garage  in  the  rear; 
t  the  building  is  equipped  with  one  3  ft.  wide  wood  stairs, 
losed  in  partitions  'of  wood  and  plaster,  equipped  with 
od  doors  which  are  not  self-closing,  this  stair  leads  to 
cet,  but  not  to  roof,  that  one  stair  is  proposed  on  the 
erior  at  the  north  side,  extending  to  the  yard  by  iron 
irs,  with  egress  to  the  street  through  a  court;  that  win¬ 
's  and  doors  on  the  course  of  the  fire  escape  will  be  fire- 
of.  .''Clf-closing  and 

\  hereas,  Certificate  of  Occupancy  25746,  issued  May  10, 

4,  upon  completion  of  work  under  Permit  5116-23,  per- 
s  the  use  of  the  building  as  a  one  family  dwelling;  and 


Whereas,  the  applicant  contends  that  it  is  proposed  to 
convert  the  building  to  a  nursing  home  on  the  1st  and  2nd 
floors  only,  the  attic  will  be  used  as  bedrooms  for  nurses 
and  for  the  help;  that  the  building  has  one  center  hall  with 
main  stairway  constructed  3  ft.  wide,  leading  directly  to  the 
attic  floor;  that  it  is  proposed  to  install  sprinklers  in  the 
stair  hall  enclosure  up  to  the  2nd  floor  and  in  addition,  con¬ 
struct  a  new  3  ft.  wide  outside  iron  balcony  and  stairway 
from  the  second  floor  to  a  side  yard,  which  leads  directly 
to  East  45th  street ;  that  the  building  will  comply  in  all 
other  respects  with  all  Jaws,  rules  and  regulations  governing 
the  proposed  use;  and 

Whereas,  the  premises  were  inspected  bv  a  committee  of 

the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  5471-46,  Objections  1  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  shall  be  occupied  substantially  as  proposed  and 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  February  6,  1947,”  seven  sheets,  and  shall  be  main¬ 
tained  to  the  satisfaction  of  the  Department  of  Hospitals; 
that  the  cellar  ceiling  shall  be  fire-retarded  and  the  door  to 
the_  cellar  shall  be  made  self-closing  and  reasonably  tight- 
fitting  ;  that  a  sprinkler  system  shall  be  installed  as  proposed, 
meeting  the.  requirements  for  a  building  occupied  as  a  con¬ 
verted  multiple  dwelling;  that  no  patients  shall  be  permitted 
above  the  second  story;  that  the  fire  escape  proposed  at  the 
northerly  end  of  the  building  shall  be  maintained ;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  and  that  a  new  certificate  of 
occupancy  shall  be  obtained  superseding  certificate  of  occu¬ 
pancy  now  in  force. 


-Sidney  Daub,  for  Jack  Martin  Auto  Sales, 


158-47-A 

APPLICANT- 

Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 455-459  10th  avenue,  west  side, 
74  ft.  1  in.  south  of  West  36th  street  (1st  floor)  ; 
(Block  707,  Lot  33),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant :  Sidney  Daub. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative: .  q 


THE  RESOLUTION  (158-47-A) 

Whereas,  Sidnay  Daub,  for  Jack  Martin  Auto  Sales  Inc., 
owner,  filed  February  20,  1947,  an  appeal  from  a  decision’ 
of  the  borough  superintendent,  affecting  premises  455-459 
10th  avenue,  west  side,  74  ft.  1  in.  south  of  West  36th 
street  (1st  floor);  (Block  707,  Lot  33),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  29,  1947,  re  Alt.  Applic.  635-46,  reads: 

“1.  Proposed  to  use  first  floor  as  show  room  and 
repair  shop  and  2nd  floor  for  garage  would  require  bldg, 
to  be  of  fireproof  construction  as  per  Sec.  42  1  Bid" 
Code.” 

and 

Whereas,  the  applicant  stales  that  the  building  is  two 
stories  57  ft.  in  height,  74  ft.  by'  100  ft.  in  area,  Class  3 
construction,  erected  in  1882,  located  in  an  unrestricted  use, 
A  area  and  Class  2  height  district ;  used  and  occupied  since 
1946:  Cellar,  storage  and  boilerroom ;  1st  floor,  automobile 
showroom,  18  persons ;  proposed  to  be  used  and  occupied  : 
Cellar,  same;  1st  floor,  automobile  showroom  and  motor 
vehicle  repair  shop,  18  persons;  2nd  floor,  non-storage  garage 
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and  offices,  18  persons;  that  the  building  is  equipped  with 
two  interior  3  ft.  wire  fireproof  stairs,  extending  from  the 
2nd  story  to  the  street,  equipped  with  fireproof,  self-closing 

doors;  and  ,  ,  ,  .  ,. 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1882  as  a  church  and  later  altered  to  be  used  as 
a  mission ;  that  the  building  is  now  used  for  automobile 
showroom  on  the  first  floor  and  automobile  repair  shop  in 
conjunction  with  the  showroom  and  on  the  second  floor  for 
non-storage  garage  and  offices ;  that  it  is  proposed  to 
reconstruct  the  second  story  of  steel  supports  and  reinforced 
concrete  and  concrete  the  floor,  thus  separating  the  1st  story 
from  the  2nd  by  fireproof  construction;  that  the  building 
will  be  provided  with  two  fireproof  stairways,  enclosed  from 
2nd  story  to  1st  story  with  entrance  halls  directly  to  the 
street ;  that  the  Board  is  requested  to  accept  the  wood  root 
construction  over  the  2nd  story,  consisting  of  wood  trusses 
and  wood  roof  beams;  that  the  building  will  be  occupied 
by  passenger  motor  vehicles  sold  and  serviced  on  the  prem- 

Whereas,  the  building  was  inspected  by  a  Committee  of 

^Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt  Applic.  635-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  alteration  shall  be  in  substantial  compliance 
with  revised  plans  marked  “Received  April  2,  1947  six 
sheets ;  that  the  entire  first  floor  over  both  the  excavated  and 
unexcavated  portions  shall  be  made  fireproof  and  the  exist¬ 
ing  wood  floor  beams  and  wood  floors  shall  be  completely 
removed;  that  at  the  opening  in  the  rear  of  the  first  floor 
to  the  ramp,  the  closure  shall  be  a  rolling  steel  shutter 
instead  of  swinging  doors;  that  the  lally  colunjn  on  the 
second  floor,  supporting  the  wall  of  the  cupola,  shall  be 
fireproofed  in  accordance  with  the  code  requirements ;  that 
the  proposed  ramp  to  the  secojid  floor  toward  the  north 
shall  have  a  level  portion  for  a  distance  of  2a  ft.  before  t  e 
ramp  starts;  that  a  section  of  the  roof  toward  the  north 
may  be  reconstructed  as  may  be  required  to  provide  head- 
room  for  the  ramp;  that  the  entire  second  floor  construction 
shall  be  fireproof  as  proposed;  that  any  existing  windows 
on  the  side  or  rear  lot  lines  or  on  the  side  court  shall  be 
fireproof  and  self-closing ;  that  the  windows  on  the  front 
may  remain  as  existing;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  this  variance  shall  continue  only  so  long  as  the 
building  is  occupied  as  proposed  to  be  occupied  throughout 
as  an  automobile  agency  for  the  sale  of  new  and  used  cars 
and  for  servicing  as  proposed ;  that  no  portion  of  the  ce  lar 
shall  be  occupied  for  storage  and  there  shall  be  no use  in 
the  cellar,  except  for  the  heating  system ;  that  in  all  ot  lei 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


227.47.  A 

APPLICANT— Joseph  Schafran,  for  Antiquities  Inc., 

owner.  ,  ,  ,  , 

SUBJECT _ Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  om 

PREMISES  AFFECTED — 935-943  3rd  avenue  and  201 
East  56th  street,  northeast  corner  (Block  133U,  Lots 
1  2J4,  3  and  4),  Borough  of  Manhattan. 

APPEARANCES—  ,  _  _  . 

For  Applicant:  Charles  I.  Goldman.  , 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

rp  t  T  p*  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 

Negative:  . 


THE  RESOLUTION  (227-47-A). 

Whereas,  Toseph  Schaffran,  for  Antiquities,  Inc.,  owner, 
filed  March  11,  1947,  an  appeal  from  a  decision  of  the  bor¬ 


ough  superintendent,  affecting  premises  935-943  Third  ave¬ 
nue  and  201  East  56th  street,  northeast  corner  (Block  1330, 
Lots  1,  2 y2,  3,  and  4),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  6,  1947,  on  amendment  to  Alt.  Applic.  598-46, 
reads : 

“3.  Every  opening  in  exterior  walls  of  a  business 
structure  within  30  ft.  of  an  opening  in  another  struc¬ 
ture  shall  be  protected  with  1 hr.  F.P.S.C.  assemblies.’ 

and 

Whereas,  the  applicant  states  that  the  buildings  are  l 
series  (54  ft.)  in  height;  100  ft.  5  in.  by  53  ft.  1  in.  am 
80  ft.  in  area,  of  Class  3  construction;  erected  1868;  locate< 
on  a  lot  101  ft.  5  in.  by  80  ft.  in  area,  in  a  business  use,  E 
area  and  Class  \l/2  height  district  and  used  and  occupiei 
before  alteration— cellar,  storage;  1st  floor,  stores;  2nd  t< 
fifth  floors,  apartments;  that  the  building  at  present  is  vacant 
now  in  the  process  of  being  altered  except  for  stores  01 
1st  floor  fronting  on  3rd  avenue;  that  the  building  aftc 
alteration  will  be  used  and  occupied — cellar,  storage,  10  per 
sons;  1st  floor,  stores,  20  persons;  2nd  floor,  sales  and  dis 
play  rooms,  15  persons;  3rd  floor,  sales  and  display  room' 
15  persons;  4th  floor,  sales  and  display  rooms,  15  persons 
5th  floor  to  be  eliminated ;  that  the  building  will  be  equippei 
with  one  3  ft.  6  in.  wide  steel  string  and  risers  stairs  wit 
cement  treads,  enclosed  in  8  in.  brick,  equipped  with  fire 
proof  self-closing  doors  leading  from  the  roof  bulkheac 
directly  to  the  street  and  one  horizontal  exit  on  each  of  th. 
upper  floors;  and 

Whereas,  Certificate  of  Occupancy,  Temporary  N< 
32568  issued  February  27,  1947  for  a  period  of  30  day 
permits  the  present  use  and  occupancy;  that  the  building 
comprising  six  5-story  old  law  tenements  have  been  occt 
pied  since  1868  as  '  follows— cellar,  storage;  1st  floo 
stores;  2nd,  3rd,  4th  and  5th  floors,  2  families  each;  th; 
these  buildings  have  now  been  combined  and  Building  A. 
reduced  to  four  stories  in  height  and  proposed  to  be  use 
above  the  1st  floor  for  the  sale  and  display  of  antiqi 
furniture  and  the  5th  floor  will  be  eliminated ;  that  t 
building  is  part  of  a  group  of  interconnected  structurd 
and  is  indicated  as  Building  “A”  on  plans  filed  with  th 
appeal:  that  Buildings  “B”  and  “C”  are  under  the  sanl 
ownership  and  occupancy  except  for  the  1st  floor  star 
fronting  on  3rd  avenue,  which  are  rented  to  others;  tn 
Building  “B”  is  5  stories  non-fireproof ;  that  Building  t 
is  6  stories  fireproof ;  that  the  occupancy  of  Building  A 
will  be  low  and  considerably  reduced  from  that  whi< 
originally  existed;  that  the  building  will  be  heated  wn 
purchased  steam,  and  constantly  patrolled  by  a  24-hot) 
watchmans  service ;  that  windows  of  Building  B  are  nc 
fireproof,  glazed  with  wire  glass  equipped  with  tusir 
links;  that  Building  “B”  the  only  structure  with  window 
the  existence  of  which  affects  the  premises  under  appe.) 
is  equipped  with  100%  sprinkler  system  ;  that  due  to  t 
nature  of  the  occupancy,  the  lowered  hazards,  the  co 
stant  patrol  of  the  premises,  it  is  requested  the  Boa 
modify  the  requirements  of  the  Building  Code,  to  pern 
the  retention  of  the  windows  as  now  installed ;  and 
Whereas,  the  applicant  further  contends  that  if  thr. 
hour  test  fireproof  assemblies  were  not  Provl"f  ,(r 
horizontal  connections  between  Buildings  A  and  t 
both  buildings  would,  be  considered  one  structure  and  t 
fireproof  self-closing  windows  would  not  be  required. 

Resolved,  that  the  decision  of  the  borough  superintende: 
acting  on  amendment  to  Alt.  Applic.  598-46,  Objection 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
hereby  is  granted  on  condition  that  the  windows  in  questu. 
facing  the  court  from  Building  B,  shall  be  fireproof  a 
self-closing  and  glazed  with  wire  glass,  and  granted  01 
so  long  as  the  buildings  are  owned  or  operated  jointly  a 
the  occupancy  of  Buildings  B  and  C  shall  be  one  ten*. 
throughout;  that  the  same  tenant  shall  occupy  the  Bui 
ing  “A”  above  the  street  floor;  that  in  all  other  respeo 
the  building  and  occupancy  shall  comply  with  all  la' 
rules  and  regulations  applicable  thereto;  that  the  sprint 
system  in  Building  B  shall  be  maintained  in  accordai- 
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th  the  requirements  to  the  satisfaction  of  the  fire 
immissioner.  i 


.5-47- A 

APPLICANT  Lama  and  Proskauer,  for  Eileen  Lipton, 
owner. 

(JBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 


DEMISES  Ah  FECTED — 423-433  Morgan  avenue,  north¬ 
west  corner  of  Withers  street  (2nd  floor)  ;  (Block 
2868,  Lot  24),  Borough  of  Brooklyn. 
rTEARANCES — 

For  Applicant:  Alfred  A.  Lama  and  Richard 
Zirinsky. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

IE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


IE  RESOLUTION  (235-47-A) 

.Vhereas,  Lama  and  Proskauer,  for  Eileen  Lipton,  owner, 
d  February  17,  1947,  an  appeal  from  a  decision  of  the 
:  ough  superintendent,  affecting  premises  423-433  Morgan 
'•nue,  northwest  corner  of  Withers  street  (2nd  floor)  ; 
lock  2868,  Lot  24),  Borough  of  Brooklyn;  and 
Aahereas,  the  decision  of  the  borough  superintendent, 
ed  February  7,  1947,  on  amendment  to  Alt.  Applic. 
'•3-46,  reads : 

“1.  Proposed  omission  of  stair  violates  Sec.  270 
Labor  Law.” 

I 


Vhereas,  the  applicant  states  that  the  building  is  2 
ries  (27  ft.)  in  height,  50  ft.  by  100  ft.  2%  in.  in  area 
1st  floor  and  50  ft.  by  90  ft.  2 %  in.  in  area  at  2nd  floor, 
Class  3  construction;  erected  1930;  located  on  a  lot  50 
by  100  ft.  2Y%  in.  in  area,  in  a  business  use,  C  area  and 
ss  1J4  height  district  and  used  and  occupied  since  1946- 
floor,  boiler  room,  5-car  garage,  storage  and  dry  clean- 
,  10  persons;  2nd  floor,  dry  cleaning,  23  persons;  pro- 
ed  to  be  used  and  occupied — 1st  floor,  boiler  room, 
living  and  shipping,  oil  storage  and  storage  of  hard- 
•e;  2nd  floor,  manufacture  of  sealing  wax  and  shellac 
t  sticks  and  office ;  that  the  building  is  equipped  'with 
3  ft.  10  in.  wide  iron  stairs,  brick  enclosed,  equipped 

•  i  fireproof  self-closing  doors  and  extending  directly  to 

street  and  provided  with  a  ladder  and  scuttle  to  the 
■f,  and  two  exterior  stairs,  one  at  the  north  and  one 
he  south  side,  with  egress  from  their  lower  termination 
he  street  through  a  court;  that  windows  and  doors  on 
course  of  the  fire  escape  are  fireproof  self-closing;  and 
v’hereas,  the  applicant  contends  that  the  premises  are 
roved  with  a  two  story  building,  50  ft.  by  100  ft.  in 
i  for  the  manufacture  of  shellac  filler  sticks,  sealing 
shipping  and  receiving  space,  boiler  room  and  garage 
1  a  one  story  building  36  ft.  by  70  ft.  used  for  storage 
i poses  and  as  a  motor  room;  that  the  Board  is  requested 

•  ary  the  provisions  of  Section  270  of  the  Labor  Law 
'tnit  a  stairway  at  the  rear  from  the  2nd  floor  to  street, 

1  he  building  is  equipped  with  an  enclosed  fireproof  stair 

ing  to  an  open  yard,  which  yard  opens  on  Morgan  ave- 
1  and  with  a  4  ft.  wide  iron  stair,  leading  to  an  open 
1  which  leads  to  Morgan  avenue ;  that  at  the  westerly 
there  is  a  fire  escape  with  a  sliding  drop  ladder,  leading 
1  ctly  to  Withers  street ;  that  in  view  of  the  fact  that 
building  is  presently  used  as  a  factory  and  the  proposed 
ige  does  not  affect  the  general  safety,  the  fact  that 
2nd  floor  is  only  4500  sq.  ft.  in  area  and  has  three 
ns  of  egress,  it  is  requested  that  this  appeal  be  granted. 
esolved,  that  the  decision  of  the  borough  superintendent, 
ig  on  Alt.  Applic.  5363-46,  Objection  1,  dated  February 
947  and  affirming  the  resolution  adopted  by  the  Board 
he  same  question  under  Cal.  709-27-S,  be  and  it  hereby 
odified  and  that  the  appeal  be  and  it  hereby  is  granted 
ondition  that  the  primary  means  of  exit  and  the  steel 


stair  to  the  yard  at  the  north  and  the  fire  escape  to  Withers 
avenue  shall  be  maintained  as  proposed  and  as  indicated 
w*t^1  ^lis  aPPe?l  marked  “Received  March  12, 
1947,  3  sheets ;  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  in  all  other  respects,  it  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto; 
that  the  fire  escape  on  Withers  street  shall  have  a  counter¬ 
balanced  drop  ladder  to  street,  as  required  by  resolution 
adopted  under  Cal.  709-27-S. 


243-47-A 

APPLICANT — Henry  George  Greene,  for  Shilmar  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 372  Broadway,  east  side,  75  ft 
south  of  White  street  (Block  172,  Lot  5),  Borough 
of  Manhattan. 

APPEARANCES— 


For  Applicant :  Henry  George  Greene. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative: .  q 


THE  RESOLUTION  (243-47-A) 

Whereas,  Henry  George  Greene,  for  Shilmar  Realty 
Corp.,  owner,  filed  March  13,  1947,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  372  Broad¬ 
way,  east  side,  75  ft.  south  of  White  street  (Block  172, 
Lot  5),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  4,  1947,  on  amendment  to  Alt.  Applic.  489-46, 
reads : 

“2.  Removal  of  interior  stairs  not  acceptable.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
(70  ft.)  in  height,  25  ft.  by  150.3  ft.  in  area,  of  class  3 
construction,  erected  in  1885,  located  on  a  lot  25  ft.  by 
150.3  ft.  in  area  in  an  unrestricted  use,  B  area  and  class  2 
height  district  and  used  and  occupied  since  1885  as  follows : 
sub-cellar— storage— 2  persons ;  cellar— storage— 2  persons ; 
1st  floor — store — 10  persons  ;  2nd  to  5th  floors — factory — 10 
persons  on  each  floor;  proposed  to  be  used  and  occupied: 
sub-cellar — same;  cellar — same;  1st  floor — same;  2nd  to  5th 
floors — manufacturing  textiles— 30  persons  on  each  floor; 
that  the  building  is  equipped  with  two  3  ft.  8  in.  wide  wood 
stairs  of  steel  construction  at  1st  floor,  enclosed  in  fire- 
retarded  partitions,  equipped  with  fireproof  self-closing  one 
hour  doors  and  leading  directly  to  the  street  and  provided 
with  a  ladder  and  scuttle  to  the  roof  and  one  fire  escape 
at  the  rear  (alley),  leading  to  the  street  by  drop  ladder  and 
not  extended  to  the  roof ;  that  window  and  door  openings 
on  the  course  of  the  fire  escape  are  not  fireproof  self-closing; 
that  the  building  to  the  north  is  130  ft.  in  height  and  the 
building  to  the  south  is  65  ft.  in  height ;  and 
Whereas,  the  applicant  contends  that  the  existing  building 
was  previously  used  as  a  factory  with  two  wood  stairways 
and  a  substandard  rear  fire  escape ;  that  the  stairway  leading 
to  the  rear  to  Cortland  Alley  was  useless,  since  the  flights 
of  the  stairway  between  the  2nd  and  3rd  floors  and  the  3rd 
and  4th  floors  were  missing,  and  the  openings  at  each  of 
these  floors  closed  up  when  preliminary  inspection  of  the 
building  was  made  at  the  time  that  the  alteration  plans  were 
prepared;  that  the  other  flights  of  stairs  were  in,  but  were 
in  a  completely  broken  down  condition  and  practically  use¬ 
less,  and  were  removed  for  safety’s  sake  when  the  alterations 
began ;  that  the  plans  submitted  with  this  application  indicate 
the  entire  stairway  to  be  removed  because  original  records 
of  the  Department  showed  that  such  a  stairway  existed  at 
one  time ;  that  it  is  proposed  to  maintain  the  front  stairway 
completely  enclosed  in  fire  retarded  construction  with  one 
hour  fireproof  self  closing  doors  at  all  floors,  and  to  rebuild 
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the  rear  fire  escape  so  that  it  will  comply  in  all  respects  with 
Section  273  of  the  Labor  Law  with  approved  type  fireproof 
doors  leading  from  each  floor  area  to  the  fire  escape ,  that 
a  new  steel  stairway  was  installed  from  the  subcellar  to 
street  level,  so  that  two  means  of  egress  would  be  main¬ 
tained  from  all  areas  below  grade;  that  the  building  was 
erected  prior  to  1913,  and  in  accordance  with  the  provisions 
of  the  Labor  Law,  only  one  interior  stairway  and  the  Labor 
Law  fire  escape  would  be  required  as  a  means  of  egress  for 
this' building,  that  the  tenancy  is  limited  to  one  tenant  per 
floor  and  between  60%  and  70%  of  each  floor  will  be  used 
for  offices  and  storage  with  the  remaining  area  for  shipping 
and  receiving;  that  no  floor,  with  the  exception  of  the  store 
floor,  would  at  any  time  have  in  excess  of  15  occupants  with 
the  major  portion  of  the  occupants  doing  office  work. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  489-46,  Objection  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  the  building  shall  comply  with  the 
requirements  of  the  Labor  Law  for  a  building  erected  prior 
to  1913  •  that  this  variance  shall  continue  only  so  long  as  the 
building  is  occupied  with  not  more  than  one  tenant  per 
floor  •  that  no  occupancy  in  the  building  shall  be  of  a  type 
requiring  a  permit  from  the  fire  department  for  the  use  of 
inflammables  or  combustibles. 


J50-47-A 

\P PLI CAN T — Eldr idge  Snyder,  for  Ramon  Castroviejo, 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

PREMISES  AFFECTEp-9  East  91st  street  north  side, 
214.7  ft.  east  of  5th  avenue  (Block  1503,  Lot  10)  , 
Borough  of  Manhattan. 

APPEARANCES—  „  .  , „  . w 

For  Applicant:  Eldridge  Snyder  and  Raymond  W. 

For  ^Administration  :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative:  . 


"HE  RESOLUTION  (250-47-A) 

Whereas,  Eldridge  Snyder,  for  Ramon  Castroviejo 
iwner,  filed  March  18  1947,  an  appeal 
he  borough  superintendent,  affecting  premises  9  Ea 
treet  north  side,  214.7  ft.  east  of  5th  avenue  (Block  1503, 
ot  10 1  Borough  of  Manhattan;  and  .  .  ,  . 

'  Whereas,  the  decision  of  the  borough  superintende  , 
lated  March  7th  and  March  10,  1947  on  Alt.  ^PP1'^142;  '! 
^consideration  of  which  was  denied  March  13,  1 1947,  i read  ^ 
“2  Two  means  of  egress,  remote  from  each  other 
should  be  provided  from  each  floor,  consis  ing  o 
fire  tower  complying  with  sec.  6.52  LL  ana  an  m 
terior  stair,  complying  with  C26-292.0A.C.  as  per  sec. 
6.1.2.2.3  and  sec.  6.5.1  B.C.’ 


system;  that  regular  monthly  fire  drills  are  not  maintained; 
that  upon  completion  of  alteration,  the  building  will  bt 
equipped  with  two  interior  fireproof  stairs  enclosed  in  6  in 
terra  cotta  or  its  equivalent,  equipped  with  fireproof  y\  houi 
self-closing  doors ;  that  the  existing  stairway  is  3  ft.  4  in 
in  width;  that  the  new  stairway  will  be  3  ft.  8  in.  in  widtl 
and  will  extend  to  the  roof  bulkhead;  that  the  existing  stair¬ 
way  is  provided  with  a  ladder  and  scuttle  to  the  root ;  ant 
Whereas,  the  applicant  contends  that  all  requirements  o 
the  borough  superintendent  have  been  complied  with  excep 
objection  2,  requiring  a  fire  tower  as  a  second  means  o 
egress ;  that  the  installation  of  a  fire  tower  would  be  con 
structionally  impracticable;  that  its  cost  would  be  excessive 
that  the  impact  upon  the  general  plan  would  be  detrimental 
that  the  proposed  new  interior  fire  stair  will  be  3  ft.  8  in 
wide  and  will  conform  to  the  code  in  all  respects ,  that  th 
building  contains  five  stories  and  attic  above  grade;  tha 
the  unusual  height  of  the  building  for  the  number  of  stone 
is  due  to  the  abnormal  floor  heights,  the  distance  of  the  firs 
floor  above  the  curb  and  the  Mansard  roof  *,  that  the  patient: 
rooms  will  be  on  the  3rd,  4th  and  5th  floors  only,  ten  t 
each  floor;  that  the  second  floor  will  be  devoted  to  th 
doctor’s  apartment  and  the  attic  used  in  part  for  a  dar 
room  and  laboratory ;  that  the  first  floor  already  converts 
will  be  used  for  administration  offices,  treatment  rooms  an 
operating  suite  and  the  cellar  and  sub-cellar  for  the  service 
needed  to  operate  the  hospital;  that  there  will  be  amp] 
means  of  egress  available  from  these  floors,  to  the  sic 
yard  and  to  the  street ;  that  a  standpipe  system  has  alread 
been  installed  under  Misc.  Applic.  2401-46;  that  the  opera 
ing  room  and  preparation  room  on  the  1st  floor  are  e: 
plosion-proof,  following  the  requirements  of  the  Departmei 
of  Water  Supply,  Gas  and  Electricity;  it  is  therefore  su 
mitted  that  the  public  safety  will  not  be  decreased  by  tl 
installation  of  the  interior  fire  stair  in  lieu  of  the  h 
tower  as  a  second  means  of  egress  and  that  it  will  be  po 
sible  to  achieve  an  efficiently  arranged  and  modernly  equips 
hospital  at  a  cost  within  the  means  of  the  owner. 

Resolved,  that  the  decision  of  the  borough  superintende 
on  Alt  Applic.  1425-46,  Objection  2,  dated  March  13,  19- 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
hereby  is  granted  on  condition  that  the  building  shall  not 
increased  in  height  or  area;  that  the  two  means  of  exit 
indicated  on  plans  filed  with  this  appeal  marked  Rece 
March  18  1947,”  16  sheets,  shall  be  maintained ,  that  ti 
variance  shall  continue  only  so  long  as  the  premises i  a 
occupied  as  a  private  hospital  with  the  owner  operating 
hospital  and  living  on  the  premises  as  proposed  that 

sub-cellar  shall  be  used  only  for  the  heating  system  of  t 

building ;  that  such  portable  fire-fighting  appliances  sha 
maintained  as  the  fire  commissioner  shall  direct ,  tha 
approved  standpipe  system  and  an  approved l  intenor  - 
alarm  system  shall  be  maintained;  tha  in  all  other  respea 
the  building  and  occupancy  shall  comply  with  all  laws, 
and  regulations  applicable  thereto. 


’’whereas,  the  applicant  states  that  the  building  is  5  stories 
nd  attic  (94  ft.  3  tn.)  in  he.ght,  55  ft.  by  100  tt  »  in  t 
rea  of  class  1  construction,  erected  in  1902,  located  on  a 
t  A7  ft  6  in  by  100  ft.  8  in.  in  area,  in  a  residence  use, 

■  area  and  ciass  1 1/2  height  district,  and  used  and  occu- 
ied  since  1902  as  a  single  family  dwelling ;  proposed  to  b 
ed  and'icupiedaasu  aVivate  opthd«o^-^®« 
s  follows:  cellar— heating  plant  and  storage— 2  persons, 
asement— kitchen,  laundry,  and  locker  rooms— 23j)erSons, 

fnsfl°2n7°^eMwne?sg  3rd  4th 

at  approved  Jtandpipi  system  and  an  intenor  fire  alarm 


251-47-A 

APPLICANT— Harvey  Wiley  Corbett,  for  Trustees 
Sailors’  Snug  Harbor,  owner  (Max  Volkow 

IpCCpP  )  a 

SUBJECT — Appeal  from  a  decision  of  the  borough  sup 

PREMISES  AFFECTED— 749  Broadway,  west  side  83 
south  of  East  8th  street  (2nd  to  5th  floors)  ;  (Bl. 
548,  Lot  57),  Borough  of  Manhattan. 
APPEARANCES— ^  =  Haryey  wiky  Corbett  and  Josl 

For  ^Administration :  Samuel  L.  Becker,  Dept 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

™EV  Affirmative:  Chairman  Murdock  Commissjone. 

Blum  and  Kleinert  and  Deputy  Chief  Guim 


Negative : 
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MINUTES 


IE  RESOLUTION  (251-47-A) 

.Vhereas,  Harvey  Wiley  Corbett,  for  Trustees  of  Sailor’s 
ug  Harbor,  owner  (Max  Wolkowitz,  lessee),  filed  March 
1947,  an  appe^J  from  a  decision  of  the  borough  superin- 
dent,  affecting  premises:  749  Broadway,  west  side,  83  ft 
,ith  of  East  8th  street  (2nd  to  5th  floors)  ;  (Block  548, 
:  57),  Borough  of  Manhattan;  and 

\  hereas,  the  decision  of  the  borough  superintendent 
led  April  1,  1947,  on  Alt.  Applic.  410-47,  reads: 

“1.  Proposed  alteration  shall  conform  with  all  pro¬ 
visions  of  Sec.  269  and  270  Labor  Law.” 

Vhereas,  the  applicant  states  that  the  building  is  seven 
ries  (59  ft.  8  in.)  high,  26  ft.  by  100  ft.  in  area  at  1st 
hr,  26  ft.  by  95  ft.  in  area  at  typical  floor,  located  in  a 
26  ft.  by  100  ft.  in  area,  Class  3  construction,  erected  in 
.0,  located  in  a  business  use,  B  area  and  Class  1%  height 
net,  used  and  occupied  since  1890:  Cellar,  storage,  1st 
t,  stores;  2nd  to  7th  floors,  loft  and  manufacturing  of 
spreads,  6  persons  on  the  2nd,  5  each  on  the  3d,  4th  and 
,  4  on  the  6th  and  3  on  the  7th  floors ;  proposed  to  be 
d  without  change  and  occupied  as  follows:  1st  floor,  4 
•sons;  2nd  floor,  3  persons;  4th  and  5th  floors,  6  persons 
n;  6th  and  7th  stories  to  be  removed;  that  the  building 
proposed  to  be  equipped  with  an  approved  fire  alarm 
'em  and  regular  monthly  fire  drills  are  proposed  to  be 
ntained;  that  there  will  be  one  3  ft.  8  in.  steel  stairway 
u  cement  treads,  enclosed  with  4  in.  terra  cotta  blocks, 
ipped  with  fireproof,  self-closing  doors,  leading  from  the 
f  bulkhead,  directly  to  the  street  and  one  fire  escape  at 
rear,  leading  to  the  roof  by  stair  and  to  the  yard  by 
r  with  egress  from  its  lowest  termination  at  the  yard 
i  he  rear,  through  a  fireproof  passage  in  another  building 
er  the  same  ownership;  that  windows  and  doors  on  the 
•se  of  fire  escape  are  fireproof,  self-closing;  and 
/HEREAS,  the  applicant  states  that  it  is  proposed  .to  retain 
use  of  the  existing  fire  escape  located  at  the  rear  and 
ing  directly  to  the  street  by  horizontal  exit  through  a 
nroof  passage  in  an  adjoining  property  under  the  same 
•  ership ;  and  in  addition  to  reconstruct  the  floors,  stairs, 

■  throughout  _ of  fireproof  construction  and  reduce  the 
cture  from  7-stories  nonfireproof  to  a  5-story  fireproof 
ling;  that  to  be  required  to  provide  an  additional  fire- 
>f  stair  in  lieu  of  the  fire  escape,  would  render  the 
ling  worthless,  due  to  its  narrow  width ;  that  the  build- 
has  been  used  and  classified  as  a  loft  building  for 
fige  and  manufacturing,  for  the  past  fifty  years;  that 
present  lessee  occupies  the  structure  and  holds  a  lease 
'  twenty  years  and  is  obligated  thereunder  to  replace  a 
ding  of  like  value  in  event  of  destruction  b}^  fire  or 
r  damage. 

’ solved ,  that  the  decision  of  the  borough  superintendent, 
ig  on  Alt.  Applic.  410-47,  Obj.  1,  be  and  it  hereby  is 
ified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
ition  that  the  building  shall  be  reduced  to  five  stories 
reconstructed  of  Class  1  construction,  as  proposed ;  that 
primary  means  of  exit,  consisting  of  interior  stair  as 
>:ated  on  plans  filed  with  this  appeal  marked  ‘‘Received 
‘;h  19,  1947,”  3  sheets,  shall  be  maintained  and  a  sec- 
|  ry  means  of  exit,  consisting  of  an  exterior  fire  stair  as 
■-‘on  shown,  shall  be  maintained  with  an  exit  at  grade 
Jgh  to  East  8th  street ;  that  in  all  other  respects,  the 
ling  and  occupancy  shall  comply  with  all  laws,  rules  and 
lations  applicable  thereto. 


47-A 

'Ll  CANT — Newton  P.  Bevin,  for  Hannah  Collins 
Isham,  owner  (life-tenant)  ;  (Schlumberger,  Inc., 
lessee). 

JECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  MISES  AFFECTED — 21  East  63rd  street,  north  side, 
70  ft.  west  of  Madison  avenue  (4th  floor)  ;  (Block 
1378,  Lot  14%),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Newton  P.  Bevin  and  S.  John 
Andruzzi. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

™£TION  OF  BOARD— Appeal  granted  on  condition. 

1  tip.  VUl  R — ■ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Rdeinert  and  Deputy  Chief  Guinee  4 

Negative:  .  q 

THE  RESOLUTION  (265-47-A) 

Whereas,  Newton  P.  Bevin,  for  Hannah  Collins  Isham, 
owner  (Schlumberger,  Inc.,  lessee),  filed  March  21,  1947, 
aa  aPPeal  from  a  decision  of  the  borough  superintendent 
affecting  premises  21  East  63rd  street,  north  side,  70  ft 

^erS/N  ofr,  Madi?on  avenue  (4th  floor);  (Block  1378,  Lot 
14%),  Borough  of  Manhattan;  and 

W  hereas,  the  decision  of  the  borough  superintendent 
dated  March  3,  1947,  on  amendment  to  Alt.  Applic  299-47’ 
reads :  ’  ’ 

“Disapproved  March  3,  1947. 

•  9ban&e  in  use  from  residence  to  commercial  use 
in  building  exceeding  4  stories  or  50  ft.  in  height  is 
unlawful  and  is  in  violation  of  Sec.  4.2.1  B.  C.  Build¬ 
ups.  should  be  fireproof  throughout.  Reconsideration 
denied. 

3.  Stair  should  be  enclosed  in  approved  two  hour 
fire  test  rating  partition  from  street  to  roof  and  also 
provided  with  handrails  on  both  sides  of  stairs.  Sec. 
6.4.1.8.1  B.C.,  6.4.1.11,  6.4.1.12.  Reconsideration  denied. 

4>  [S  to  stairs  should  be  3  ft  wide  in  the  clear. 
Sec.  6.2.1.  B.C.  and  should  open  outwardly  in  the 
direction  of  egress  and  without  obstructing  egress 
Sec.  6.2.2  B.C.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  four  stories 
and  basement  (60  ft.)  in  height;  25  ft.  by  76  ft.  in  area 
at  1st  floor;  25  ft.  by  60  ft.  in  area  at  typical  floor,  of 
Class  3  construction;  erected  prior  to  1900;  located  on  a 
lot  O  ft.  by  100  ft.  5  in.  in  area,  in  a  restricted  retail  use, 

B  area  and  class  1%  height  district,  and  used  and  occupied 
since  prior  to  1909 — cellar,  boiler  room;  basement,  service;  , 
1st  floor,  living  and  dining  room ;  2nd,  3rd  and  4th  floors, 
bedrooms;  proposed  to  be  used  and  occupied— cellar  boiler 
room,  no  persons;  basement,  offices,  4  persons;  1st  floor, 
offices,  6  persons;  2nd  floor,  offices,  4  persons;  3rd  floor’ 
offices,  3  persons;  4th  floor,  offices,  4  persons;  that  the 
building  is  equipped  with  one  3  ft.  2  in.  wide  wood  stairs, 
enclosed  in  partitions  of  wood  studs,  metal  lath  and  1  in. 
plaster  both  sides,  equipped  with  i%  hour  self-closing  fire¬ 
proof  doors  and  provided  with  a  ladder  and  scuttle  to  the 
roof  and  proposed  to  be  provided  with  one  new  fire  escape 
at  the  rear,  leading  to  the  roof  by  a  ladder  and  to  the  yard 
by  stairs  with  egress  from  its  lowest  termination  through 
an  adjoining  yard  and  building;  that  windows  and  doors 
on  the  course  of  the  fire  escape  are  fireproof  self-closing; 
and 

Whereas,  the  applicant  states  that  it  is  proposed  to  pro¬ 
vide  a  second  means  of  egress  by  fire  escape  at  the  rear, 
to  install  fireproof  self-closing  windows  along  the  course 
of  the  fire  escape;  to  fire  retard  stairhalls,  provide  sprinkler 
system  in  stair  halls,  to  make  partition  changes  and  to  add 
toilet  room  facilities;  and 

Whereas,  the  applicant  contends  as  to  Objection  2 
issued  by  the  borough  superintendent,  that  the  occupancy 
of  the  building  will  be  only  21  persons;  that  a  second 
means  of  egress  will  be  provided;  that  according  to  the 
Administrative  Building  Code,  the  top  floor  could  not  be 
used  for  any  purpose  and  if  this  decision  is  upheld,  a 
financial  hardship  will  result  to  the  owner  and  the  vacant 
floor  will  create  a  hazard;  and  contends  as  to  Objection  3, 
that  it  is  proposed  to  install  a  sprinkler  system;  that  the 
basement  and  1st  floor  stair  halls  are  fireproof;  that  headers 
and  trimmers  at  stairwells  of  2nd,  3rd  and  4th  floors  are 
of  steel  construction;  that  west  enclosure  wall  of  stair  hall 
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at  the  basement  and  1st  floors  is  solid  masonry  with  one 
inch  plaster,  both  sides;  that  elsewhere  stairs  are  enclosed 
in  one  hour  partitions;  that  in  lieu  of  extending  stairs 
the  roof,  it  is  requested  that  existing  iron  ladder  and 
scuttle  be  retained;  that  doors  to  stairs  will  be  3  ft.  clea 
of  M  hour  fire  test  rating;  that  handrails  will  be  provided 
on  both  sides  of  stairs;  and  contends  as  to  Objection  4, 
that  if  doors  are  made  to  swing  outwardly,  it  will  be 
necessary  to  install  recessed  entrances  to  accommodate  door- 
swing  and  thus  entail  added  expense  to  the  owner;  that 
due  to  the  low  occupancy  of  these  floors,  it  is  felt  that 
inwardly  swinging  doors  will  not  prove  an  obstruction  in 

C^Rcsolved  that  the  decision  of  the  borough  superintendent 
on  Alt  Applic.  299-47,  dated  March  3  1947,  as  to  objection 
2  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area;  as  to  objection  3  tha  the 
primary  means  of  exit  shall  be  maintained  substantially  as 
shown 'and  as  proposed;  that  a  secondary  means  of  ex 
shall  be  provided  in  the  form  of  a  fire  escape  with  exit 
through  adjoining  premises  to  Madison  avenue,  as  shown 
and  as  proposed;  as  to  objection  4,  that  the  d°°rs  to  stairs 
of  the  width  as  shown,  may  be  accepted,  on  condition  that 
all  doors  to  stairs  shall  be  arranged  to  open  outwardly  into 
vestibules  either  by  means  of  constructing  vestibules  or 
where  vestibules  are  not  feasible  by  swinging  doors  in  le 
direction  of  exit,  into  the  stairhall  and  so  arranged  that  the 
doors  will  lie  back  against  the  partition  wall  and  not  block 
the  stair  -  that  this  variance  shall  continue  only  so  long  as  t  e 
building  is  not  increased  in  height  or  area  and  is  occupied 
throughout  as  proposed,  for  offices  with  not  more  than  one 
tenant  per  floor ;  that  in  all  other  respects,  the  budding  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


267-47- A 

APPLICANT — F.  P.  Platt  and  Brother,  for  The  Trustees 
of  The  Sailors’  Snug  Harbor,  owner  (New  York 

University  Inc.,  lessee).  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super- 

P  REM  I  SESlt  AFFECTED — 2  Washington  Square  North, 
north  side,  28  ft.  west  of  University  Place  (Block 
550,  Lot  2),  Borough  of  Manhattan. 
APPEARANCES— nt  =  Q  platt  and  j.  F.  Book- 

For  'Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee.  4 
Negative:  . 


THE  RESOLUTION  (267-47-A) 

Whereas  F.  P.  Platt  and  Brother,  for  The  Trustees  of 
Sailors’  Snug  Harbor,  owner  (New  York  University,  Inc., 
lessee),  filed  March  25,  1947,  an  appeal  fr°m  a  decision  of 
the  borough  superintendent,  affecting  premises  2  Washington 
Square  North,  north  side,  28  ft.  west  of  University  place 
(Block  550,  Lot  2),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  4,  1947,  reconsideration  denied  March  11, 
1947,  on  Alt.  Applic.  382-47,  reads :  9 

“1.  Building  used  as  a  club  to  be  fireproof,  4.2.1. 
2.  Provide  two  adequate  stairs,  enclosed  as  required 
by  the  Bldg.  Code  and  termination  at  the  street  and 
roof  without  windows,  of  adequate  capacity,  Arts.  7 
and  11  Bldg.  Code.” 

'^Whereas,  the  applicant  states  the  building  is  4  stories 
and  basement  (51  ft.  8  in.)  in  height;  27  ft  8  in.  by  72  ft. 
6  in.  in  area,  on  a  lot  27  ft.  8  in.  by  65  ft.  8m,  average  m 
area  in  a  residence  use,  C  area  and  C  lass  1%  height  dis¬ 


trict  ■  erected  1832  and  used  and  occupied  since  erection  as 
a  one  family  dwelling,  now  vacant;  proposed  to  be  used 
and  occupied — cellar,  boiler  room,  basement,  recreation  roon; 
and  kitchen,  125  persons;  1st  floor,  library  and  lounge,  5: 
persons;  2nd  floor,  offices  and  conference  room,  43  persons 
3rd  floor,  office  and  conference  room,  58  persons;  4th  floor 
office  and  caretakers  apartment,  11  persons;  that  the  build 
ing  is  equipped  with  two  interior  stairs,  one  of  wli  ch  i: 
3  ft.  8  in.  in  width  and  the  other  2  ft.  11  in.  in  width 
that  the  main  stairs  is  proposed  to  be  extended  to  the  roo 
by  a  new  3  ft.  8  in.  wide  iron  stairs  to  a  new  roof  bulk 
head;  that  the  rear  stairway  is  to  be  provided  with 
ladder  and  scuttle  to  the  roof ;  that  stair  enclosures  an 
stud  and  plaster;  that  all  new  stair  construction  will  b> 
incombustible;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  tlia 
the  building  is  of  substantial  construct-on  and  the  mat! 
activities  will  be  limited  to  the  two  lowest  stories;  that  it  i 
therefore  requested,  the  Board  modify  the  decision  of  th 
borough  superintendent  and  accept  the  existing  non-nu 
proof  construcffon ;  and  contends  as  to  Objection  -,  th; 
new  incombustible  stairs,  enclosed  as  indicated,  are  prr 
posed  where  shown  on  plans,  to  serve  as  exits  from  thi 
basement  and  1st  story;  that  it  is  also  proposed  to  exten 
the  main  stair  of  incombustible  construction  to  the  roo 
enclosed  as  indicated  on  plans  filed  with  this  appeal;  th; 
it  is  also  proposed  to  make  all  sta-r  and  hallway  doors  abo\ 
the  first  floor,  fireproof  self-closing  with  metal  frame 
replacing  existing  doors  in  such  locations  and  retain  existir.j 
heavy  hardwood  doors  on  1st  story  and  make  same  sel ; 
closing ;  that  hall  partitions  are  heavy  stud  and  plaster  coi 
struction;  that  all  new  stair  and  hall  partitions  will  be  o. 
hour  test  and  that  all  flues  of  existing  fireplaces  will  1 

blocked  up.  ,  ,  .  .  .  , 

Resolved,  that  the  decision  of  the  borough  superintendet 
acting  on  Alt.  Applic.  382-47,  be  and  it  hereby  is  viodifi 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  UDje 
tion  1,  on  condition  that  the  building  shall  not  be  mcreas^ 
in  height  or  area;  as  to  objection  2,  that  the  enclosed  stai 
proposed  and  as  indicated  on  plans  filed  with  this  app< 
marked  “Received  March  25,  1947,”  5  sheets,  shall  be  ma, 
tained ;  that  a  sprinkler  system  shall  be  installed  and  tnai 
tained  in  the  stairs  and  sta;r  halls,  of  a  type  as  approv 
for  a  converted  multiple  dwelling ;  that  such  sprinkler  si 
tern  shall  be  continued  into  the  kitchen  as  indicated  on  t 
basement  plan  and  in  the  kitchenette  space  in  the  ci 
todian’s  apartment  on  the  4th  floor  and  coat  room  on 
floor-  that  the  dumbwaiter  shaft,  as  indicated,  ^raii 
enclosed  as  indicated  and  in  a  separate  fireproof  enclosi: 
as  shown;  that  the  door  and  wicket  for  delivery  of  co,- 
shall  be  at  the  northerly  end  of  such  enclosure;  that  in 
other  respects,  the  building  and  occupancy  shall  comply  w 
all  laws,  rules  and  regulations  applicable  thereto  ;  that  si 
portable  fire  fighting  appliances  shall  be  maintained  as  i 
fire  commissioner  shall  direct ;  that  the  total  occupancy  sir 
not  exceed  the  number  stated  and  the  requirements  . 
public  assembly  shall  be  met  and  that  a  cert  fica  ^ 
occupancy  shall  be._obtained. 


262-36-a 

APPLICANT— Joseph  A.  Marck,  for  Evelyn  Hylai 


owner. 

SUBJECT— Application  for  consideration— reopening  a 
extension  of  term  of  variance — re  Appeal  iron* 
decision  of  the  commissioner  of  buildings  (Prt 
ously  granted  on  condition  for  five  years).  , 
PREMISES  AFFECTED— 154-34  Riverside  drive,  so 
side,  465.69  ft.  northeast  of  7th  avenue  (Block  -t. 
Lot  7),  Beechhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  A.  Marck.  ,  . 

For  Administration:  Samuel  L.  Becker,  Nepi 
Housing  and  Buildings.  ■ 

ACTION  OF  BOARD— Appeal  reopened  and  term  oi  ' 
ance  extended. 
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IE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 

VARIANCE — 

Affirmative :  (  hairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

IE  RESOLUTION  (262-36-A) 

h ericas,  this  appeal  from  a  decision  of  the  commissioner 
c  buildings,  affecting  premises  154-34  Riverside  drive,  south 
fc,  465.09  ft.  northeast  of  7th  avenue  (Block  4543,  Lot  7), 
Icchluirst,  Borough  of  Queens,  was  granted  by  the  Board 
:  September  29,  1936,  as  amended  March  17,  1942 ;  and 
Whereas,  the  applicant  requested  an  extension  of  the  term 
:  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
•eby  amend  the  resolution  adopted  on  September  29,  1936, 
i  amended  March  17,  1942,  only  so  far  as  it  has  reference 
;he  term  of  the  variance,  so  that  as  amended,  this  portion 
2 the  resolution  shall  read: 

“Granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  premises  to  be 
occupied  as  a  nursing  home,  on  condition  *  *  *  and 
that  other  than  as  herein  amended,  the  conditions,  of  the 
resolution  as  last  amended  March  17,  1942,  shall  be  com¬ 
plied  with  (Corr.  2133-36). 

— 

-47-A 

WLU  ANT — Lawrence  M.  Rothman,  Erasul  Corpora¬ 
tion,  owner. 

IBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ’ 

’EMISES  AFFECTED — 403-409  East  108th  street,  north 
side,  95  ft.  east  of  1st  avenue  and  404-412  East 
109th  street  (Block  1702,  Lot  5),  Borough  of  Man- 
[  hattan. 
tPEARANCES — 

For  Applicant:  Lawrence  M.  Rothman. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
j  Housing  and  Buildings. 

1  flON  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

'  E  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


/47-A 

PLICANT — Max  Weschler,  for  Irvin  House,  Inc., 
i  owner. 

EJECT — Appeal  from  an  order  of  the  fire  commissioner. 

LMISES  AFFECTED — 308-312  West  30th  street,  south 
side,  136  ft.  west  of  8th  avenue  (Block  753,  Lot  48), 
Borough  of  Manhattan. 

}EARANCES — 

For  Applicant :  A.  F.  Viorian. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 

CION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant’s  representative. 

J  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
'  Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 


1 17-A 

1’LICANT — Harry  Hurwit,  for  121-123  St.  Marks  Place 
Realty  Co.,  Inc.,  owner  (Jacob  Farber,  lessee). 
-JECT — Appeal  from  a  decision  of  the  borough  sujier- 
intendent. 

I  VISES  AFFEXTED— 121  St.  Marks  place,  north  side, 
55  ft.  west  of  Avenue  A  (1st  floor)  ;  (Block  436, 
Lot  36),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Harry  Hurwit  and  Jacob  Farber 
bor  Opposition :  Harry  Schnee  and  Mrs.  R. 
Klipka. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn.  Applicant  to 
file  an  application  for  zoning  variance,  or  comply 
with  Code  requirements 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
'Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  n 


510-45-A 

APPLICANT  Alfred  Engelmann,  for  Radio  Engineering 
Labs,  Inc.,  owner. 

SUBJECT  ^Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
denied). 

T  REMISES_  AFFECTED — 36-40  37th  street,  west  side, 
349.5  ft.  north  of  37th  avenue  (entire  bldg.)  ;  (Block 
1216,  Lot  43),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Alfred  Engelmann. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affiimative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  n 


434-46-A 

APPLICANT — Norman  Lederer  and  Leonard  Joseph,  for 
19-29  Rockwell  Cbrp.,  owner  (Tavisian  Designs, 
Inc.,  lessee). 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECIED — 19-29  Rockwell  place,  east  side, 
151  ft.  south  of  DeKalb  avenue  (cellar)  (Block 
2095,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Leonard  Joseph. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


893-46-A 

APPLICANT— Ludwig  Hanauer,  for  Hudson  and  Man¬ 
hattan  Railroad  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 50  Church  street,  west  side, 
block  bounded  by  Church,  Fulton,  Dey  and  Green¬ 
wich  streets  (Block  81,  Lot  1);  (Hudson  Ter¬ 
minal,  Building  B),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  at  request  of  Board; 
date  to  be  set. 
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9-47-A 

APPLICANT— Irving  Adelsohn,  for  Morris  Tucker  and 
Louis  Levine,  owners. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  .  .  1nC, 

PREMISES  AFFECTED — 93-99  Irving  place  and  1057 
Fulton'  street,  northeast  corner  (Block  1993,  Lot 
11),  Borough  of  Brooklyn. 

APPEARANCES—  .  .  .  ,  .  „ 

For  Applicant :  Irving  Adelsohn  and  Herman 

Bleyman.  _  ,  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1947  at 
2  P.M.  for  further  consideration  and  on  inspection 
by  a  committee  of  the  Board. 


pied  by  a  bank,  to  be  used  as  a  restaurant  for  a  term  of  fiv 

years;  and  .  . 

Whereas,  on  July  13,  1943,  the  permit  was  extended  fc 
a  term  of  five  years ;  and  J[ 

Whereas,  the  resolution  was  amended  on  April  4,  1941 

Whereas,  the  applicant  requested  a  further  amendment  c 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d<x 
hereby  amend  the  resolution  adopted  February  20,  1923,  ; 
amended  through  April  4,  1944,  by  adding  thereto : 

“*  *  *  that  the  requirement  previously  included  in  tl 
resolution  adopted  February  20,  1923,  that  the  busine 
use  shall  not  extend  beyond  a  point  12  feet  south  fro 
the  85th  street  building  line  may  be  disregarded,  on  co 
dition  that  in  all  other  respects,  the  resolution  adopti 
and  amended  through  April  4,  1944,  shall  be  complii 
with.” 


143-47-A 

APPLICANT— Frank  Gaertner,  for  Starrett  and  Van 
Vleck,  for  Level  Realty  Co.,  owner  (Alexanders 
Department  Store,  lessee).  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super- 

PREMISES^AFFECTED — 2501  Grand  Concourse  north¬ 
west  corner  of  Fordham  road  (3rd  and  4th  floors)  , 
(Block  3167,  Lot  1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frank  Gaertner. 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  6,  194/  at 
2  P.M.  for  further  consideration. 


ZONING  APPLICATIONS 


1481-22-BZ 

APPLICANT— Appell  &  Appell,  for  A.  S.  G.  Construction 
Corporation,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
l>ermitting  in  a  residence  use  district,  for  an  addi¬ 
tional  term  of  five  years,  the  continuance  of  a  res¬ 
taurant  on  the  1st  story  of  an  existing  building  (pre¬ 
viously  granted  by  the  Board  for  a  term  ot  five 

YCfirs) 

PREMISES  AFFECTED— 8502-8518  4th  avenue,  southwest 
corner  of  85th  street  (Block  6034,  Lot  41),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Faustin  F.  Jehle.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended.  ,  rT,„n  r^T-C'^TTT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION.  .  r  ,  ,  _  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  ® 


872-28-BZ 


APPLICANT— Henry  Nordheim,  for  2311  Grand  Cc 
course  Corp.,  owner  (Manox  Theatre  Corp.  a 
Jacob  Rosenblum,  lessees). 

SUBJECT— Application  for  consideration— reopening  a 
amendment  of  resolution — re  Application  (decisi 
of  the  borough  superintendent)  previously  grant, 
on  condition,  under  sections  7c  and  21  of  the  zoni 
resolution,  permitting  in  a  residence  and  businn 
use  district,  the  erection  of  proposed  sign  al 
maintenance  of  an  existing  sign. 

PREMISES  AFFECTED— 2301-2313  Grand  Concou! 
and  163-169  East  183rd  street,  northwest  corn 
(Block  3164,  Lot  31),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Samuel  L.  Becker,  Dept! 

Housing  and  Buildings.  .3 

ACTION  OF  BOARD— Application  reopened  and  rest- 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOL 

TI0N—  .  ,  ,  „  .  . 

Affirmative :  Chairman  Murdock,  Commissionei 

Blum  and  Kleinert  and  Deputy  Chief  Guincj 


Negative : 


THE  RESOLUTION  (1481-22-BZ) 

Whereas,  this  application  affecting  premises  8502-8518 
Fourth  avenue,  southwest  corner  of  85th  street  (Block 
6034,  Lot  41),  Borough  of  Brooklyn,  was  granted  by  the 
board  February  20,  1923,  permitting  stores  in  the  first  story 
of  a  proposed  apartment  house,  said  stores  not  to  extend 
beyond  a  point  of  12  ft.  south  of  85th  street .  and 

Whereas,  the  resolution  was  amended  January  6,  19Z6, 
permitting  a  bank  to  occupy  the  corner  for  a  frontage  of 
38  ft.  on  Fourth  avenue;  and 

Whereas,  the  resolution  was  further  amended  June  14, 
1938,  permitting  that  portion  of  the  premises  formerly  occu- 


THE  RESOLUTION  (872-28-BZ) 

Whereas,  this  application  under  section  21  of  the  zon] 
resolution,  permitting  in  a  residence  use  district,  the  erec« 
and  maintenance  of  a  business  building  (stores),  affect] 
premises  2301-2313  Grand  Concourse  and  163-169  lj 
183rd  street,  northwest  corner  (Block  3164,  Lot  31),  n 
ough  of  The  Bronx,  was  granted  by  the  Board  on  Apr^ 
1929,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  May  7,  L 
July  13,  1943  and  September  17,  1946;  and 

Whereas,  the  applicant  requested  a  further  amendrr 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals* 
hereby  amend  the  resolution  adopted  April  2,  19292 
amended  through  September  17,  1946,  so  that  as  ameie 
the  resolution  of  September  17,  1946,  amended  as  to  sj 
sha.ll  read  * 

“that  signs  on  the  theater  and  stores  as  passed  it 
by  the  borough  superintendent  under  Elec.  Sign  Af1 
314-46  and  Applications  2,  3,  4,  5,  6,  7,  8,  9,  10  r 
11-1946  and  E.  S.  App.  129-44  and  E.  S.  51-47,  ma 
permitted  as  indicated  on  plans  filed  with  the  b] 
marked  ‘Received  July  19,  1946’  and  ‘March  12,  1| 
1  sheet,  on  condition  that  signs  shall  not  be  erjj 
above  the  band  course  on  the  front  of  the  but 4 
directly  above  the  show  window  transoms;  that  all  f 
overhanging  the  building  line  and  all  signs  advert  ) 
features,  except  as  to  the  theater  above  such  band  cc  i 
shall  be  removed;  that  no  signs  shall  be  electn- 
illuminated  except  theater  sign;  that  as  to  the  sigt ' 
the  theater,  such  signs  may  be  as  indicated  on  tne 
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above  referred  to  and  may  be  illuminated,  except  that 
they  shall  be  non-flashing  signs,  and  may  also  include 
the  frame  announcement  signs  on  the  jambs  on  either 
side;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  other  laws,  rules  and  regu¬ 
lations  applicable  thereto,  except  as  herein  varied.” 


il-37-BZ 

’PLICANT — John  H.  Equi,  for  Irving  Wilson  Voorhees, 
owner. 

•  BJECT — Application  for  consideration — reoj>ening  and 

extension  of  term  of  variance — Application  (de¬ 
cision  of  commissioner  of  buildings)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

>.EMISES  AFFECTED — 77-03  to  77-09  Roosevelt  ave¬ 
nue,  north  side,  100  ft.  west  of  78th  street  (Block 
1288,  Lot  39A),  Jackson  Heights,  Borough  of 
Queens. 

iPEARANCES — 

For  Applicant :  John  Tuzo. 

For  Opposition  :  Louis  Sachs. 

For  Administration Samuel  L.  Becker,  Dep’t  of 
|  Housing  and  Buildings. 

pON  Ob  BOARD — Application  reopened  and  term  of 
variance  extended. 

E  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE. 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

IE  RESOLUTION  (348-37-BZ) 

hereas,  this  application  under  section  7h  of  the  zoning 
lUtion,  permitting  in  a  business  use  district,  for  a  term 
wo  years,  the  parking  and  storage  of  more  than  five 
1  )r  vehicles,  affecting  premises  77-03  to  77-09  Roosevelt 
ue,  north  side,  100  ft.  west  of  78th  street  (Block  1288, 
|39A),  Jackson  Heights,  Borough  of  Queens,  was  granted 
ie  Hoard  on  March  11,  1938,  on  certain  conditions;  and 
hereas,  the  term  of  variance  was  extended  on  March  5 

•  February  18,  1941,  February  9,  1943  and  February  20, 

'■  and  the  applicant  requested  a  further  extension  of  the 
r  of  variance. 

■  solved,  that  the  Board  of  Standards  and  Appeals  does 
Oy  amend  the  resolution  adopted  March  11,  1938,  as 
ided  through  February  20,  1945,  only  so  far  as  it  has 
:  ence  to  the  term  of  the  variance,  so  that  as  amended, 
Portion  of  the  resolution  shall  read: 

[  Granted  under  Section  7h  for  a  temporary  term  of 
wo  (2)  years  from  the  date  of  this  amended  resolution, 
o  i>ermit  the  parking  and  storage  of  more  than  five 
notor  vehicles,  on  condition  *  *  *  and  that  other  than  as 
icroin  amended,  the  resolution  adopted  March  11,  1938 
•hall  be  complied  with  and  that  a  certificate  of  occupancy 
■ball  be  obtained  (Corr.  481-37).” 


APPEARANCES— 

F°r  Applicant :  Marjorie  Macormack 
b or  Administration:  Samuel  L.  Becker,  Dep’t  of 
A  Housing  and  Buildings. 

Cl  ION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

1 H  VARIANCE— RE0PEN  AND  EXTEND  TERM  OF 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (604-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tem¬ 
porary  term  of  two  years,  the  storage  and  parking  of  more 
than  five  motor  vehicles,  affecting  premises  266-276  Clarkson 

(Block  5068h  TS'dte’  If  f a  lYX  infi  West  of  Nostrand  avenue 
(  lock  5068  Lots  41  and  46),  Borough  of  Brooklyn  was 

^ranted  by  the  Board  on  June  7,  1939, on  certain  conditions; 

1941  HWSj^hteoae/m  °fTvaria»ce  was  extended  on  June  17, 

!  June  E\  1743  and  June  12,  1945  and  the  applicant  re¬ 
quested  a  further  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amercd  the  resolution  adopted  Tune  7  1939  as 

amended  by  resolutions  adopted  through  June  12,  1945  so 
iat  «*  am*ended’  th,,s  P^on  of  the  resolution  shall  read : 

granted  under  section  7h  for  a  term  of  two 
years  from  June  12,  1947,  to  permit  the  parking  and 

*  *  om?refuhan,  five  m0tor  vehicIes>  on  condition 

and  that  other  than  as  amended  herein,  the  resolu- 
lon  adopted  by  the  Board  June  7,  1939,  shall  be  com¬ 
plied  with  in  all  respects  and  that  a  certificate  of  occu¬ 
pancy  shall  be  bbtained.” 


1  7-BZ 

I-K  ANT — Marjorie  Macormack,  for  Estate  of  A.  S. 
,  Robbins,  owner  (William  Macormack,  lessee). 

I  EC  I’ — Applicat  ion  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
|  resolution,  permitting  in  a  business  use  district,  for 
a  temjiorary  term  of  two  years,  the  parking’  and 
storage  of  more  than  five  motor  vehicles. 

IMISP.S  AFFECT  ED — 266-276  Clarkson  avenue,  south 
side,  139  ft.  ll * * */2  in.  west  of  Nostrand  avenue  (Block 

5  5068,  Lots  41  and  46),  Borough  of  Brooklyn. 
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840-38-BZ 

APPLICANT— Rathbone  Perry,  Kelley  and  Drye,  for  The 

SIJRTFrTUSAeeSp°ff-the  i?aiIors’  Snu8  Harbor,  owner. 
UBJKCi  Application  for  consideration— reopening  and 
extension  of  term  of  variance— Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  business  and  partly 
in  unrestricted  use  districts,  the  parking  and  storage 
oi  more  than  five  motor  vehicles  for  a  term  of 
two  years. 

PREMISES  AFFECTED-52-58  East  8th  street  and  305 
Mercer  street  southwest  corner  (Block  548,  Lots 

APPEARANCES-’’  Sh  °f  Manhattan' 

For  Applicant:  Albert  E.  Buck  and  George  I 
Ashland. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

TH  variance-RE0PEN  AND  extend  term  of 

Affirmative:  ^Chairman  Murdock,  Commissioners 
Negative"  ^  K  e‘nert  and  DePuG  Chief  Guinee  4 

THE  RESOLUTION  (840-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  for  a  temporary  term  of  two 
years  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  52-58  East  8th  street  and  305 
Mercer  street,  southwest  corner  (Block  548  Lots  3?  to' 35 
inclusive) ,  Borough  of  Manhattan,  was  granted  by  the 
Board  March  21,  1939,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  Febru¬ 
ary  18,  1941,  March  16,  1943  and  March  20,  1945;  and 


MINUTES 


Whereas,  the  applicant  requested  a  further  extension  of 

the  term  of  variance;  and  . 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

'  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  the  resolution  adopted  March  21,  1931,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read . 

“Granted  under  section  7h  for  a  term  of  two  (21 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  to  be  occupied  for  parking  and  storage  ot 
more  than  five  motor  vehicles  of  the  pleasure  car  type 
only,  on  condition  *  *  *  and  that  other  than  as 

herein  amended,  the  conditions  of  the  resolution  of  March 
21,  1939  shall  be  complied  with  and  a  certificate  ot 
occupancy  shall  be  obtained. 


a  temporary  term,  the  additional  use  of  a  1-stor 
building  for  the  storage  of  chemical  used  in  ai 
abutting  factory,  as  well  as  parking  of  more  thai 
five  motor  vehicles. 

PREMISES  AFFECTED — 428  West  45th  street  south  side 
400  ft.  east  of  Tenth  avenue  (Block  10o4,  Lot  48) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  John  J.  McNamara.  t 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  c 

THE  VOYE^TO  REOPEN  AND  EXTEND  TERM  0 

VARIANCE—  w  J  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
'Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 


1053-38-BZ 

APPLICANT — Paul  •Friedman,  for  Brooklyn  Development 

Company,  owner.  .  .  „  A 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance— Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  oi  the  zoning 
resolution,  permitting  in  a  business  use  district,  tor 
a  term  of  two  years,  the  parking  and  storage  ot 

more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2503-2537  65th  street  northwest 
corner  of  McDonald  avenue  (Block  6607,  Lots  34 
and  42),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman  ,.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  ot 

THE  VOTE"™  REOPEN  AND  EXTEND  TERM  OF 

VARIANCE—  ,,  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 


THE  RESOLUTION  (1053-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage :  of .more 
than  five  motor  vehicles,  affecting  premises  2503-2537  65th 
street,  northwest  corner  of  McDonald  avenue  (Block  6607, 
Lots  34  and  42),  Borough  of  Brooklyn,  was  granted  by  the 
Board  April  4,  1939,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  March 
25  1941,  May  4,  1943  and  April  17,  1945  and  the  applicant  re- 
q Jested* a  further  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  4,  1939,  only  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

«*  *  *  granted  under  section  7h  for  a  term  ot  two 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  ; 
that  other  than  as  amended  herein,  the  resolution  adopted 
April  4,  1939,  shall  be  complied  with  in  all  respects  and 
that  a  certificate  of  occupancy  shall  be  obtained.” 


THE  RESOLUTION  (1071-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zomr 
resolution,  permitting  in  a  residence  use  district  for  a  ter 
of  two  years,  the  parking  of  more  than  five  motor  vehicle 
affecting  premises  428  West  45th  street,  south  side,  41 
ft.  east  of  Tenth  avenue  (Block  1054,  Lot  48),  Borough .* 
Manhattan,  was  granted  by  the  Board  on  April  la,  194 

on  certain  conditions ;  and  .  . 

Whereas,  term  of  variance  was  extended  on  April 
1943,  resolution  amended  on  April  25,  1944  and  term 
variance  further  extended  on  April  17,  194a,  and 

Whereas,  the  applicant  requested  a  further  extension 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dc 
hereby  amend  the  resolution  on  April  15,  1941,  as  amend 
through  April  17,  1945,  only  so  far  as  it  has  reference  to  t. 
term  of  the  variance,  so  that  as  amended,  this  portion 

the  resolution  shall  read :  . 

“Granted  under  section  7h  for  a  term  of  two  (' 
years  from  the  date  of  this  amended  resolution,  to  P; 
mit  the  plot  to  be  occupied  as  a  private  parking  sp;: 
for  more  than  five  motor  vehicles  of  the  pleasure-' i 
type  only,  and  limited  to  such  cars  owned  by  the  e 
ployees  and  customers  of  the  Inter-chemical  Corpm 
tion  and  its  subsidiaries,  located  on  the  adjoining  prei 
ses  on  Lots  49  and  50  to  the  west,  and  granted  fo:i 
term  of  two  (2)  years  from  the  date  of  this  amene 
resolution,  to  permit  the  continuation  of  the  build | 
for  the  storage  of  chemical  solvents  on  the  rear  of  1 
lot,  on  condition  *  *  *  that  other  than  as  herein  ammj 
the  conditions  of  the  resolution  of  April  15,  1941,  s 
be  complied  with  and  that  a  certificate  of  occupancy  slj 
be  obtained.” 


1071-40-BZ 

APPLICANT — John  J.  McNamara,  for  Philip  Buxton,  Inc., 
owner.  (Inter-chemical  Corporation,  lessee.) 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use.  district,  for 


533-42-BZ 

APPLICANT — Paul  Friedman,  for  Julia  A.  Odom 
Philip  Braver,  owners  (Philip  Braver,  lessee; 

Lot  42).  . 

SUBJECT— Application  for  consideration— reopening  i 
extension  of  term  of  variance — Application 
cision  of  the  borough  superintendent)  previoi 
granted  on  conditions,  under  sections  7e  and  7b 
the  zoning  resolution,  permitting  in  a  business: 
district,  the  parking  and  storage  of  more  than  > 
motor  vehicles  and  also  open  display  and  saltf 
used  cars,  for  a  term  of  two  years. 

PREMISES  AFFECTED— 2242-2262  Church  avei 

south  side,  206  ft.  8%  in.  west  of  Bedford  av< 
(Block  5103,  Lots  42,  43  and  45),  Borough 
Brooklyn. 

APPEARANCES—  J  „  ...  B  , 

For  Applicant:  Paul  Friedman  and  Philip  ur.t 
For  Administration :  Samuel  L.  Becker,  Dep 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  ter: 
variance  extended. 
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[E  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE — 

Affirmative :  Chairman  Alurdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

E  RESOLUTION  (533-42-BZ) 

Vhereas,  this  application  under  sections  7e  and  7h  of 
zoning  lesolution,  permitting  in  a  business  use  district, 
a  term  of  two  years,  the  parking  and  storage  of  more 
1  five  motor  vehicles  and  also,  open  display  and  sale  of 
\  ca\s>  feting  premises  2242-2262  Church  avenue, 
th  side,  206  ft.  Sy2  in.  west  of  Bedford  avenue  (Block 
^  j  ?ts  42,  43  and  45),  Borough  of  Brooklyn,  was 
nted  by  the  Board  on  January  25,  1944,  on  certain  con- 
ons;  and 

,  hereas,  on  April  10,  1945,  the  resolution  was  amended 
the  term  of  variance  was  extended  for  a  term  of  two 
•s;  and 

,  hereas,  the  applicant  requested  a  further  extension  of 
term  of  variance. 

esoloed,  that  the  Board  of  Standards  and  Appeals  does 
;by  amend  the  resolution  adopted  April  10,  1945,  only 
ar  as  it  has  reference  to  the  term  of  the  variance,  so 
a!,*am*en<ied’  this  Portion  of  the  resolution  shall  read: 

'  granted  under  section  7,  subdivisions  e  and 
h  for  a  term  of  two  years  from  the  date  of  this  amended 
resolution,  to  permit  the  occupancy  as  proposed,  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles  and  the  sale  of  used  cars  on  the  premises 
on  condition  *  *  *  that  other  than  as  amended 

herein,  the  resolution  adopted  by  the  Board  April  10, 
.1945  shall  be  complied  with  in  all  respects  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


44-BZ 

:  LICANT  Halford  Realty  Corporation,  owner. 

iJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for 
a  temporary  term  of  two  years,  the  maintenance  of 
two  garages  one  (rrretal)  for  five  motor  vehicles  and 
one  (frame)  for  ten  motor  vehicles,  space  rented 
to  persons  not  residing  on  premises. 

.MISES  AbFECTED — 440  West  240th  street,  south¬ 
east  corner  of  Greystone  avenue  to  Dash  place 

'Earancces14"E’  Lot  29E  Borough  of  The  Bronx- 

For  Applicant:  PercivM  Corn. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


:  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
fRIANCE — 

Affirmative :  Chairman  Murdock,  Commissioners 
,  'Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative :  .  0 


RESOLUTION  (639-44-BZ) 

sereas,  this  application,  under  section  7e  of  the  zoning 
ition,  permitting  in  a  residence  use  district,  for  a  term 
;o  years,  the  maintenance  of  two  garages,  one  (metal) 
ive  motor  vehicles  and  one  (frame)  for  ten  motor 
'es,  space  rented  to  persons  not  residing  on  the  prem- 
a fleeting  premises  440  West  240th  street,  southeast 
r  of  Greystone  avenue  to  Dash  place  (Block  3414-E, 
9),  Borough  of  The  Bronx,  was  granted  by  the  Board 
pril  10,  1945,  on  certain  conditions;  and 
iereas,  the  applicant  requested  an  extension  of  the 
of  variance. 

olved,  that  the  Board  of  Standards  and  Appeals  does 
y  amend  the  resolution  adopted  April  10,  1945,  only 


so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 

*  granted  under  section  7,  subdivision  e,  for 
a  term  ot  two  years  from  the  date  of  this  amended 
resolutmn,  to  permit  the  occupancy  of  the  two  existing 
buildings,  as  proposed,  on  condition  *  *  *  that  other 
imc  a?  ?m.ended  herein,  the  resolution  of  April  10, 
1945  shall  be  complied  with  in  all  respects  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


zyj-45-BZ 

^BBB,ICANT  Colonial  Beacon  Oil  Co.,  for  Harry  Pol¬ 
lack,  owner. 

ECT  Application  for  consideration  —  reopening, 
amendment  of  resolution  and  approval  of  plans  re 
Application  (decision  of  the  borough  superinten¬ 
dent)  previously  granted  on  condition  under  section 
7c  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  reconstruction  of  an  existing  gaso¬ 
line  sen  ice  station  and  the  inclusion  of  a  motor 
vehicle  repair  shop. 

PREMISES  Ah FECTED — 739-747  Albany  avenue  and  600- 
610  Clarkson  avenue,  southeast  corner  (Block  4846 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD  Application  reopened,  resolution 
amended  and  plans  approved. 

THEa  Jt?T£t79,  reopen>  amend  RESOLUTION 
AND  APPROVE  PLANS— 

Affirmative  .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (293-45-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  of  an  existing  gasoline  service  station  and  the  in- 

°Afna  motor  vehide  repair  shop,  affecting  premises 
739-747  Albany  avenue  and  600-610  Clarkson  avenue,  south¬ 
east  corner  (Block  4846,  Lot  1),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  10,  1945,  on  certain 
conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  approval  of  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  plans  as  being  in  substantial  compliance  with 
the  requirement5  of  the  resolution  adopted  November  20 
194a,  and  to  permit  two  additional  550  gallon  gasoline  stor¬ 
age  tanks  to  be  installed,  making  a  total  of  six  tanks  and 
to  permit  two  curb  cuts  to  Clarkson  avenue,  one  thirty  (30) 
feet  and  one  twenty-seven  (27)  feet  in  width  and  two  curb 
cuts  to  Albany  avenue,  each  twenty-two  (22)  feet  in  width 
all  as  shown  on  such  plans. 


95-46-BZ 


APPLICANT  Bernard  Afeyers,  for  H.  Kulemkampf, 
owner  (General  Gummed  Products,  lessee). 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete— Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
extension  of  an  existing  factory. 

PREAIISES  AFFECTED — 126-15  89th  avenue,  north  side 
40  ft.  east  of  126th  street  (Block  9335,  Lot  60)’ 
Richmond  Hill,  Borough  of  Queens 
APPEARANCES— 


For  Applicant:  Bernard  Meyers. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  time  ex- 

THE  VOTE^TO  REOPEN  AND  EXTEND  TIME 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 

Negative:  . . . 


THE  RESOLUTION  (95-46-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  the  extension 
of  an  existing  factory;  premises  :126-1 5  89th  avenue,  north 
side,  40  ft.  east  of  126th  street  (Block  9335,  Lot  60),  Rich¬ 
mond  Hill,  Borough  of  Queens,  was  granted  by  the  Board 
on  April  2,  1946,  on  certain  conditions;  and 
•Whereas,  the  resolution  was  amended  on  June  4,  iy40, 

^Whereas,  the  applicant  requested  an  extension  of  time  to 

obtain  permits  and  complete  the  work 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  2,  mo,  as 
amended  by  resolution  adopted  June  4,  1946,  only  so  far  as 
it  has  reference  to  obtaining  permits  and  completion  ot  the 
work,  so  that  as  amended,  this  portion  of  the  resolution  sha 

reaC^“*  *  *  that  in  view  of  statement  by  the  applicant  that 
all  permits  have  been  obtained  and  all  work  completed, 
except  the  paving  of  the  yard  area  and  the  erection  ot 
the  fence,  that  all  work  shall  be  completed  within  six 
months  from  the  date  of  this  amended  resolution  (Alt. 
Applic.  8-46).” 


8-37-BZ 

APPLICANT— Lama  and  Proskauer,  for  South  Brooklyn 
Savings  Bank,  owner.  .  . 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance  re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21,  for  a  term 
of  ten  years,  permitting  partly  in  a  business  and 


ot  ten  years,  pcnnuuug  m 

unrestricted  use  districts,  the  erection  and  mainte 
nance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 113-125  Hamilton  avenue  and 
306-314  Columbia  street,  northwest  corner  (Block 
362,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  May  6,  1947  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
'Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative :  . u 


569-46-BZ 

APPLICANT — The  Grabler  Manufacturing  Co.,  lessee,  for 
Harriet  Weiner  and  Harry  Weiner,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7e  of  the  zoning  resolution 
for  a  term  of  five  years,  permitting  in  a  residence 
use  district,  the  change  in  occupancy  from  a  public 
garage  to  storage  warehouse  and  office. 

PREMISES  AFFECTED — 49-10  47th  avenue ,  south  side, 
30  ft.  east  of  49th  street  (Block  2287,  Lot  28), 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Thomas  P.  Layer 
For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  reopened  and  resolution 

THE  VOTEdTO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  _  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  ahd  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative:  .  u 


16-38-BZ 


iO-OO-JDZa 

APPLICANT— Henry  George  Greene,  for  LeRoy  Develop¬ 
ment  Corp.,  owner. 

SUBJECT— Application  for  consideration— reopening  re 
new  facts  and  larger  area — re  Application  ( decision 
of  the  borough  superintendent)  under  section  21  ot, 
the  zoning  resolution,  to  permit  in  residence  use 
B  area  district  the  parking  and  storage  of  more  that 
five  motor  vehicles  (previously  denied)  ;  subse 
quently  dismissed  for  lack  of  prosecution  re  altera 
tion  and  conversion  of  building  used  as  stable  am 
work  shop  to  garage  for  more  than  five  moto 

vehicles  on  vacant  portion  of  plot 

PREMISES  AFFECTED — 238-246  East  35th  street,  sou  ! 

side  100  ft.  west  of  2nd  avenue  (Block  915,  Lots  5 
and’42,  inclusive),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Samuel  L.  Becker,  Dept  c 
Housing  and  Buildings.  ,  .  . 

ACTION  OF  BOARD — Application  reopened,  subject  t 
usual  procedure. 

THE  VOTE  TO' REOPEN—  _  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners : 

Blum  and  Kleinert  and  Deputy  Chief  Gurnee 
Negative:  . 


THE  RESOLUTION  (569-46-BZ) 

Whereas,  this  application,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  five  years,  the  change  in  occupancy  from  a  public  garage 
to  storage  warehouse  and  office,  affecting  premises  49-10  47th 
avenue,  south  side,  30  ft.  east  of  49th  street  (Block  2287, 
Lot  28),  Woodside,  Borough  of  Queens,  was  granted  by  the 
Board  on  September  17,  1946,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  ot  the 

1  CR^sohed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  September  17,  1946,  by 

ad  hu»  (t  *  +  tkat  one  ioa(jing  area  and  the  relocation  of 
the  office  space  as  shown  on  revised  plans  marked  Re¬ 
ceived  March  17,  1947’  may  be  carried  out,  on  condition 
that  in  all  other  respects,  including  the  requirement .  as 
to  the  signs,  the  resolution  adopted  September  17,  1946, 
cV»q11  he  comolied  with  (Alt.  Applic.  2056-46). 


929-39-BZ  . 

APPLICANT— Lama  and  Proskauer,  for  Morris  Rose 
owner;  A.  C.  Superservice,  Inc.,  lessee).  . 

SUBJECT— Application  for  consideration— reopening 

consideration  of  new  proposal— Application  Jde 
sion  of  the  borough  superintendent)  Prw°U‘ 
granted  on  condition  under  sections  7a  and  /c  on 
zoning  resolution,  permitting  in  a  business  use 
trict,  the  alteration  and  extension  of  existing 
line  service  station,  auto  laundry,  office,  lub  ; 
and  garage ;  now  desires  to  add  sale  of  automob 

PREMISEdsTFFEeCTESD-97-01  to  97-09  Northern  bou- 

PREMISES  AFFECIE  ^  northeast  con 

(Block  1427,  Lot  38),  Corona,  Borough  of  Quee 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dej 
Housing  and  Buildings.  -.Aiect 

ACTION  OF  BOARD— Application  reopened,  subject 
nciial  nrnredure. 
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MINUTES 


IE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


3-40- BZ 

?PLICANT— Irving  M.  Fenichel,  for  Lerad  Realty 

:  Corp.,  owner ;  Samuel  Adler,  Inc.,  lessee. 

JBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting^  in  a  business  use  district,  the 
extension  in  height  of  an  existing  milk  bottling  and 
distribution  station. 

DEMISES  AFFECTED — 447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place  (Block  2278,  Lots 
64  and  69),  Borough  of  The  Bronx. 
'PEARANCES— 

For  Applicant:  Robert  T.  Auldridge. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure.  * 

!E  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


ACT  ION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  n 


MATERIAL  AND 

1484-39-SM 


APPLIANCE  SUBMITTED  FOR 
APPROVAL. 


,ChamPion  Rivet  Co.,  owner. 

oUBJECJ.  Application  for  consideration — reopening  and 
Approval  of  Champion  Gray  Devil  #2  Welding 
Electrodes  (A WS  E  6012)  and  Champion  Gray 
Devil  Welding  Electrodes  (AWS  E  6010)  ;  previ¬ 
ously  dismissed  for  lack  of  prosecution)  re  Cham¬ 
pion  Gray  Devil,  Blue  Devil  and  Black  Devil 
Electrodes. 

APPEARANCES— 

a  _  F°r  Applicant:  Daniel  F.  Little. 

AC  1  ION  OF  BOARD— Application  reopened  and  restored 
to  the  docket. 

THE  VOTE  TO  REOPEN— 

Affirma-tire  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . ; .  q 


-45-BZ 

PLICANT — Paul  Friedman,  for  Mutual  Life  Insurance 
Co.  of  N.  Y.  and  Sears,  Roebuck  &  Co  .,  owners; 
Sears,  Roebuck  &  Co.,  lessee. 

BJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  park¬ 
ing  of  more  than  five  motor  vehicles  for  patrons 
and  employees  during  store  hours. 

LMISES  AFFECTED— 2359-2381  Bedford  avenue, 
east  side,  158  ft.  south  of  Tilden  avenue  (Block 
5135,  Lot  53),  Borough  of  Brooklyn. 
PEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


2-45-SA 

APPLICANT— Automatic  Switch  Co.,  owner. 

o  U  bj  EL  I  Application  for  consideration — reopening  and 
amendment  of  resolution— re  Asco  Solenoid  Valves 
for  Automatic  Interlocking  of  Paint  Spray  Gun 
and  Ventilating  Equipment  (previously  approved  on 
condition) . 

APPEARANCES— 

.  „ Applicant :  C.  W.  Valentine. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  docket. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  n 


Adjourned  :  5  :00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 

THEVARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPAPat  it 

!*  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $1  60)  ^  (?6'  by 

-hecks  for  $3  or  more  must  be  certified. 


pies  of  the  Official  Directory  of  the  City  of  New 
for  the  year  1947  (The  Little  Green  Book),  contain- 
he  latest  authentic  information  in  relation  to  City, 
and  Federal  Departments,  Bureaus,  Offices  and 


Courts  are  now  on  sale  at  the  office  of  the  Supervisor  of 
ne  City  Record,  Room  2213,  Municipal  Building  Man- 
liattan.  New  York  7  N.  Y.  Price  SO  tents;  by  mail  five 
cents  per  copy  must  be  added  for  postage. 
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RULES 


RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTIVE  ASSEMBLIES  ^ 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  OCTOBER  20,  1939,  EFFEuj 
TIYE  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORF 
CITY  CHARTER  NOVEMBER  13,  1939  AND  AMENDED  ON  JUNE  8,  1945,  EFFECTIVI 

JULY  2,  1945. 


(1139-39-SR) 


Authority: 


Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  A dministratwe  Bin  d- 
inq  Code  and  C26-610.0  Administrative  Building  Code  and 
C26-660.0,  661.0  and  662.0  Administrative  Building  Lode. 


Rule  1— Scope. 


1.1  Before  any  Opening  Protective  Assembly  is 

u^ed  under  the  provisions  of  the  Administrative  Build¬ 
ing  Code,  it  shall  be  tested  as  required  in  Section 
C26-610.0  (10.1.18)  and  its  Fire-Resistive  Rating  shall 
be  designated  as  “24-Hour”,  “1-Hour  ,  1^4-Hour  ,  or 
“3-Hour”,  in  accordance  with  the  approval 


1.2  Before  engaging  in  the  manufacture  of  ap¬ 
proved  Opening  Protective  Assemblies,  the  manufac¬ 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  tor 
the  manufacture  of  the  Opening  Protective  Assemblies. 


1.3  Before  applying  for  approval  of  plant  and  per 

mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standards 
and  Appeals,  together  with  a  statement  of  the  name, 
tvpe  specifications  and  details  of  the  approved  door, 
which  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  requirements 
of  the  Administrative  Building  Code. 


1.4  All  Opening  Protective  Assemblies  made  under 

any  approval  issued  by  the  Board  of  Standards  aiu 
Appeals  for  the  manufacture  of  approved  Opening  1  ro- 
tective  Assemblies  of  “)4-Hour  ,  1-Hour  ,  l/2-Hour 
or  “3-Hour”  rating  shall  be  rejected  on  evidence  that 
such  Opening  Protective  Assemblies  are  not  manufac¬ 
tured  or  labelled  in  accordance  with  the  approved  specifi¬ 
cations  of  the  Board. 


Rule  2 — Inspections. 

2  1  No  Opening  Protective  Assemblies  shall  be  in- 

*  -  r  i  mi-  j  *  1  _ PrAtorflvP 


Stalled  in  any  building  until  such  Opening  Protect ive 
Assemblies  have  been  inspected  and  labelled  either  by 
the  Borough  Superintendent,  or  by  a  recognized  testing 
laboratory  or  other  qualified  person  or  agency  approved 
by  the  Board  as  having  proper  facilities. 


approved  label  only  if  the  completed  Opening  Protectiv 
Assemblies  comply  in  all  respects  with  the  approve 
specifications  on  file  in  the  Board  of  Standards  an 
Appeals. 


Rule  3 — Labeling  Requirements. 


2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assembly,  the  authorized 
inspection  agency  shall  first,  notify  the  Borough  Super¬ 
intendent  that  inspection  will  be  made  by  him  of  the 
materials  and  construction  entering  into  the  assembly 
of  the  Opening  Protective  Assemblies,  stating  the  loca¬ 
tion  of  the  premises  where  the  Opening  Protective 
Assemblies  will  be  used,  the  Building  Permit  number, 
the  name  of  the  approved  Opening  Protective  Assembly 
and  the  manufacturer  and  the  number  of  such  units  to 
be  manufactured. 


Note:  Where  an  Opening  Protective  Assembly  is  of 

fire-proofed  wood,  such  wood  shall  be.  submitted  to 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin¬ 
istrative  Building  Code,  Section  C26-331.9. 


2.3  After  the  materials  have  been  cut  and  inspected, 

the  authorized  inspection  agency  shall  inspect  .the  as¬ 
sembly  and  fabrication  of  the  parts  and  shall  issue  an 


3.1  Every  approved  Opening  Protective  Asfcembl1 

before  installation  in  a  building  under  the  provisions  ( 
the  Administrative  Building  Code,  shall  have  secure 
attached  to  it,  a  metal  label  of  a  design  approved  1, 
the  Board,  giving  the  name  of  the  Opening  Protect^ 
Assembly,  the  calendar  number  of  the  approval  of  tl 
device,  the  fire-resistive  rating,  the  serial  number  of  tl 
specific  type  of  door  and  buck,  or  window,  the  year  i 
manufacture  and  the  name  of  the  inspection  agenc 
When  opening  protective  assemblies  are  manufacture 
for  stock,  the  inspection  agency  shall  furnish  a  repc 
to  the  manufacturer  of  his  inspection  of  each  assent 
including  all  data  as  is  herein  required. 


3.2  After  attachment  of  the  Serial  Label  to  t 

Opening  Protective  Assembly,  the  inspection  agen 
shall  advise  the  Borough  Superintendent  the  serial  nuij 
bers,  the  address  of  the  premises  and  the.  Building  Pi 
mit  numbers  of  the  approved  Opening  Protect! 


Assembly.  When  opening  protective  assemblies  are 
stalled  in  a  building  as  building  maintenance,  the  mai 
facturer  shall  furnish  similar  data  on  forms  obtair 
from  the  Borough  Superintendent. 


3.3  The  manufacturer  may  also  attach  to  the  Op> 

ing  Protective  Assembly,  a  metal  label  giving  the  na 
and  location  of  the  manufacturer.  He  shall  also  k 
an  office  record  showing  the  location  of  each. Open 
Protective  Assembly  manufactured  by  him,  its  se: 
label  number  and  the  Building  Permit  number ;  and  I 
record  shall  be  open  for  inspection  by  any  authori 
representative  of  the  Board  of  Standards  and  Appi 
and  the  Department  of  Housing  and  Buildings. 


3.4  Every  labelled  Opening  Protective  Assem 

shall  be  constructed  and  installed  in  all  essentials: 
tested  and  approved  and  arranged  to  receive  hardw 
of  an  equal  type,  quality  and  material  and  requiring 
greater  cutting  away  of  the  wood  or  metal  than  on 
approved  Opening  Protective  Assembly,  as  tested 


3.5  Where  opening  protective  assemblies  are  ma 

factured  upon  to  25%  in  excess  of  the  sample  as  te: 
and  as  permissively  allowed  under  C26-610.0a,  the 
mitted  increase  in  area  shall  not  exceed  width  and  he 
dimensions  greater  than  15  percent  of  the  sample 
tested.  In  all  cases  the  permissively  allowed  tncr- 
in  area  of  25%  shall  apply  only  to  the  .  sample  v 
constructed  identically  in  all  respects  with  the  te 
sample. 

3.6  When  opening  protective  assemblies  are  m; 

factured  for  stock,  such  assemblies  shall  be  inspecte 
provided  herein.  As  the  doors  are  shipped,  the  Borr 
Superintendent  shall  be  furnished  with  the  dat. 
specified  in  Rules  3.1  and  3.2.  When  such  opening  i 
tective  assemblies  are  shipped  to  jobbers  for  stock 
manufacturer  shall  obtain  the  data  from  the  jobber 
required  under  rules  3.1  and  3.2  and  immediately  su 
such  data  to  the  Borough  Superintendent. 

3.7  Openings  for  vision  purposes  and  signal 
may  be  installed  in  an  opening  protective. assembly  ' 
they  are  of  approved  type  and  when  installed  ir 
cordance  with  the  conditions  of  approval. 
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•  PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


Charles  M.  Blum 


Edwin  W.  Kleinert 

Deputy  Chief  Timothy  P.  Guinee 

/ 

Joseph  J.  Doyle,  Chief  Clerk 


—Municipal  Building,  Rooms  1000  to  1018. 
ione— WOrth  2-5600. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Hours  for  Public— 9  a.  m.  to  4  p.  m. 
lurdays  9  a.  m.  to  12  noon. 

ddress  all  communications  to  the  Chairman 


CONTENTS 


sue  of  the  Bulletin  contains  in  the  order  given- 


directory. 

of  Hearing  Calendar. 

i  of  Regular  Meeting,  Tuesday  Morning,  April  15 
Affecting  Calendar  Numbers  899-28-BZ,  22-46- 
711-46-BZ,  864-46-BZ,  936-46-BZ,  62-47-BZ,  104- 
l,  766-28-BZ,  802-46-BZ,  876-46-BZ,  974-46-BZ 
■BZ,  91-47-BZ,  94-47-BZ,  23-46-A,  204-47-BZ,  491- 
476-44-SM,  623-46-SM  and  55-47-SM. 

i  of  Regular  Meeting,  Tuesday  Afternoon,  April 
47,  Affecting  Calendar  Numbers  255-42-S,  547-46- 
3-46-A,  724-46-A,  798-46-A,  103-47-A,  189-47-A 
'-A,  294-47-A,  467-45-A,  787-46-A,  186-47-A,  992- 
665-46-A,  165-47-A,  330-22-BZ,  137-26-BZ,  608-29- 
78-30-BZ,  272-36-B Z,  105-37-BZ,  609-37-BZ,  507- 
,  1070-40-BZ,  1015-41-BZ,  890-42-BZ,  390-27-BZ 
J5-37-BZ. 

dating  to  Smoking  in  Factories,  etc. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman, 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  April  15,  1947. 

Cal.  No.  Dept.  ,  Premises  Affected. 

307-47- A — F.D. — 167  Beach  79th  street,  west  side,  327  ft. 
south  of  Rockaway  Beach  boulevard  (Block  615,  Lot  44), 
Rockaway  Beach,  Borough  of  Queens,  18972-LF  and  De¬ 
cision. 


322- 47-BZ — H.B.Q. — 91-16  143rd  street,  west  side  and 
15  139th  street,  east  side,  100  ft.  north  of  Archer  aver. 
(Block  9982,  Lots  12  and  27),  Jamaica,  Borough  of  Quee, 
N.B.  747-47. 

323- 47-SM— Clip-Grip  Metal  Stud  and  Clips  (for  use  wi 
Wallboard  and  Gypsum  Lath),  manufactured  by  Neslo  M;‘. 
ufacturing  Co.,  Material. 


308-47-A—F.D.— 155-157  20th  street,  north  side,  185  ft.  east 
of  4th  avenue  (Block  636,  Lot  50),  Borough  of  Brooklyn, 
19220-LF. 


309- 47-SM — Polyplastex  Synspun,  02-SE,  Polyplastex  For¬ 
mula  113,  Polyplastex  Synweb  SE  and  Polyplastex  Synskyn 
RSE,  (wall  covering),  manufactured  by  Polyplastex  United, 
Inc.,  Material. 

310- 47-SA— Joseph  Coder  Disposall  No.  5  (Incinerator), 

Appliance.  „ 

311- 47-BZ — H.B.Q. — 134  Beach  114th  street,  northeast  cor¬ 
ner  of  Ocean  Promenade  (Block  658,  part  of  Lot  46),  Rock¬ 
away  Beach,  Borough  of  Queens,  Misc.  1613-47. 


324- 47-BZ — H.B.M.-*4  Bedford  street,  east  side,  184  , 
\\y2  in.  south  of  Downing  street  (Block  527,  Lot  2),  B- 
ough  of  Manhattan,  Alt.  508-47. 

325- 47-BZ— H.B.Q.— 63-34  to  63-42  110th  street,  west  s: 
from  63rd  drive  to  63rd  road,  108-15  to  108-53  63rd  dii 
and  108-16  to  108-52  63rd  road  (Block  2168,  Lots  13 
34),  Forest  Hills,  Borough  of  Queens,  N.B.  1326-47,1 
N.B.  1361-47,  inclusive. 


326-47- A— H.B.Q.— 63-34  to  63-42  110th  street,  west  si 
from  63rd  drive  to  63rd  road,  108-15  to  108-d3  63rd  d:j 
and  108-16  to  108-52  63rd  road  (Block  2168,  Lots  13  and  .1 
Forest  Hills,  Borough  of  Queens,  N.B.  1326-47  to  N.B.  1. 
47  inclusive. 


312- 47-BZ— H.B.Q.— 23-38  31st  street  and  29-19  23rd  road, 
northeast  corner  (Block  842,  Lot  85  and  part  of  lots  83  and 
84),  Long  Island  City,  Borough  of  Queens,  N.B.  7484-46. 

313- 47-SA— Advanced  Air  Conditioner,  Model  FM-75,  Ap¬ 
pliance. 

3 14- 47- A — H.B.M. — 225  Central  Park  West,  northwest  cor¬ 

ner  of  West  82nd  street  (Block  1196,  Lots  27,  29,  30,  31,  32 
and  33),  Borough  of  Manhattan,  Exit  Order  89-47  and 
Decision.  . 


315-47-SA — Mills  Cup  Dispenser,  Model  400-C,  Appliance. 


316- 47-BZ— H.B.Q. — 147-16  94  avenue,  south  side,  125.16  ft. 
east  of  Sutphin  boulevard  (Block  9999,  Lot  7),  Jamaica, 
Borough  of  Queens,  Alt.  3090-46. 

317- 47-BZ— H.B.B.— 340-344  Hamilton  avenue,  west  side,  69 
ft.  7  in.  south  of  Mill  street  (Block  552,  Lot  18),  Borough 
of  Brooklyn,  Alt.  3582-46. 

3 18- 47- A — F.D. — 386  Fulton  street  and  1-15  Smith  street, 
southeast  corner  (Block  155,  Lot  10),  Borough  of  Brooklyn, 
6596-C. 

319- 47-A— F.D.— 152-154  East  42nd  street,  south  side,  141  ft. 
8  in.  west  of  3rd  avenue  (Block  1296,  Lot  43),  Borough  of 
Manhattan,  41528-LF. 

320- 47- A — F.D. — 541  East  78th  street,  northwest  corner  of 
East  River  drive  (Block  1490,  Lot  122),  Borough  of  Man¬ 
hattan,  40996-LF  and  Decision. 

321- 47-A — F.D. — 200  East  86th  street  and  1525  3rd  avenue, 
southeast  corner  (Block  1531,  Lot  45),  Borough  of  Manhat¬ 
tan,  40854-LF  and  Decision. 


327- 47-A— F.D.— 2570-2574  Fulton  street  and  17  Alab;i 
avenue,  southeast  corner  (Block  3667,  Lot  13),  Borough 
Brooklyn,  18909-LF  and  Decisions. 

I 

328- 47-SM — Atlas  Top  Supply  Ballcock,  No.  10-VB,  m:; 
factured  by  Atfas  Tool  Co.,  Material. 


329- 47-SM — Atlas  Elevated  Ballcock  with  vacuum  brea; 

No.  100- VB,  manufactured  by  Atlas  Tool  t  o.,  Material. 

> 

330- 47-BZ— H.B.Bx.— 2070-2078  Jerome  avenue,  east  d 
176.66  ft.  north  of  Burnside  avenue  (Block  3179,  Lot, 
Borough  of  The  Bronx,  Alt.  146-47. 


331-47-A — H.B.B. — Blocks  bounded  by  Hoyt,  Bond,  V 
koff  and  Douglass  streets  (Block  392,  Lots  1-70,  Block | 


Lots  1-62,  Block  404,  Lots  1-67  and  Block  410,  Lots  1.^ 
Gowanus  Houses,  Borough  of  Brooklyn,  N.B.  669-4.' 
N.B.  683-45,  inclusive. 


332-47-A— H.B.Q.— 35-15  to  35-17  222nd  street,  east 
304  ft.  north  of  37th  avenue  (Block  6192,  Lot  16),  Bay 
Borough  of  Queens,  Alt.  3130-46. 


333-47-A— H.B.M. — 195-207  Broadway,  2-16  Dey  st 
northwest  corner  and  160-170  Fulton  street  (basemc 
(Block  80,  Lots  1,  14,  17,  18,  19  and  20),  Borough  of  h 
hattan,  Misc.  F.P.  938-47. 

Restored  to  Calendar. 

665-46-A — H.B.M. — 28  East  78th  street  and  1080  Mart 
avenue,  southwest  corner  (Block  1392,  Lot  59),  Boroug 
Manhattan,  Amendment  to  Alt.  1233-46. 

992-40- A — F.D. — 522  East  133rd  street,  south  side,  30 
west  of  St.  Ann’s  avenue  (Block  2260,  Lot  7),  Beroug 
The  Bronx,  50846-LC. 
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-37-BZ— 170-15  to  170-21,  171-01  to  171-19,  172- 
o  172-25  and  173-05  to  173-13  Hillside  avenue,  north  side, 
1  ft.  west  of  Kingston  road  (Block  896,  Lots  42  and  48, 
;k  923,  Lots  1,  10,  14  and  17),  Jamaica,  Borough  of 
tens,  Decision  re  Certificate  of  Occupancy. 


i-27-BZ — H.B.Q. — 73-38  to  73-42  Cooper  avenue,  south 
I,  22.29  ft.  west  of  74th  street  (Block  3811,  Lot  58  and 
j:  of  Lot  50),  Glendale,  Borough  of  Queens,  N.B.  185-47. 


(SIGN ATIONS:  H.B.— Department  of  Housing  ami  Buildings; 
i  .11.  -Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
..rttnent  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De 
Client  of  Housing  and  Buildings,  Queens;  H.B.It. — Department 

Housing  and  Buildings,  Richmond;  H.S.Bx _ Department  of 

sing  and  Buildings,  Bronx;  H.D. — Health  Department;  If.D _ 

i  Department,  and  M.  mid  A. — Dept,  of  Marine  and  Aviation. 
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Last  Publication  In  Bulletin 
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i  resistive,  Flameproof  Materials, 
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Shut-Off  Rules . Apr. 
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!  pipe  Fireline  Rules . June 

tural  Alterations,  Reporting. .  .Tune 

Trucks,  Fuel  Oil,  etc . Nov. 

!  Trucks,  Gasoline,  etc . Nov. 

1  Glass  Rules  (Amendment  to 
Jnle  505  of  Industrial  Code).. Sept. 
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iproved  appliances  and  materials  are  printed  in  the 
Dlement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 

15A. 


APRIL  22,  1947,  10  A.  M. 

1TICE  IS  HEREBY  GIVEN  of  a  public  hearing 
'day  morning,  April  22,  1947,  at  10  o’clock  in  Room 
1  Municipal  Building,  Manhattan,  on  the  following  mat- 


1-27-BZ— Application  of  Lama  and  Proskauer,  applicants, 
on  behalf  ol  Intershire  Investors  Inc.,  owner,  reopened 
March  25,  1947,  for  consideration  as  to  extension  of  term  of 
variance  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  for  a  term  of  ten  (10)  years,  permitting  in  a  business 
use  district,  the  alteration,  and,  also  the  permanent  use  of  a 
gasoline  service  station  (previously  granted  by  the  Board 
under  section  7f  of  the  zoning  resolution,  for  a  temporary 
period)  ;  premises  1124  Gun  Hill  road,  south  side,  from  Yates 
avenue  to  Boston  road  (Block  4615,  Lot  36),  Borough  of  The 
Bronx. 

360-35-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Mary  Guagenti,  owner  (Harry  Wein¬ 
stein,  lessee),  reopened  December  17,  1946,  under  sections 
7c  and  7i  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  reconstruction  and  extension  of  an  existing 
gasoline  service  station,  to  include  auto  laundry,  lubritorium, 
office  and  motor  vehicle  repair  shop  (previously  granted  by 
the  Board)  ;  premises  2549-2557  Coney  Island  avenue  and 
1001-1011  Gravesend  Neck  road,  northeast  corner  (Block 
7371,  Lots  68  and  70),  Borough  of  Brooklyn. 

877-39-BZ — Application  of  L.  J.  and  G.  A.  Shapiro, 
applicants,  on  behalf  of  Max  Kahn,  owner,  reopened  Febru¬ 
ary  4,  1947,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the  installa¬ 
tion  of  an  additional  boiler  and  the  construction  and  main¬ 
tenance  of  a  new  boiler  room;  premises  1055-1065  63rd 
street,  north  side,  140  ft.  west  of  11th  avenue  and  1062- 
1064  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 

717-46-BZ — Application,  October  1,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on.  behalf  of  Fairview  Realty  Corp.,  owner,  to  permit 
in  a  business  use  district,  the  proposed  reconstruction  and 
extension  of  existing  gasoline  service  station,  lubritorium 
and  auto  laundry;  premises  104-01  to  104-09  Atlantic  avenue, 
and  93-11  to  93-15  104th  street,  northeast  corner  (Block 
9313,  Lot  60),  Flushing,  Borough  of  Queens. 

871-46-BZ — Application,  October  2,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  William  Gold  and 
John  J.  McNamara,  applicants,  on  behalf  of  B.K.R.  Hold¬ 
ing  Corp.,  owner,  to  permit  in  a  residence  and  business  use, 
C  and  D  area  district,  the  erection  of  a  building  to  be  used 
as  a  motion  picture  theatre  and  stores,  using  more  than  the 
area  permitted;  premises  97-05  Queens  boulevard,  97-01  to 
97-07  64th  road,  northwest  corner  and  97-22  to  97-28  64th 
avenue  (Block  2091,  Lots  1,  4,  16  and  18),  Woodside,  Bor¬ 
ough  of  Queens. 

1014-46-BZ — Application,  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  appli¬ 
cant,  on  behalf  of  Oceanic  Lumber  Corp.,  owner  (Dason 
Equipment  Corp.,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more  than 
five  (5)  motor  vehicles,  to  woodworking  shop  (manufac¬ 
turing  cabinets)  for  a  term  of  years ;  premises  1537  Bergen 
street,  north  side,  100  ft.  east  of  Schenectady  avenue  (Block 
1348,  Lot  78),  Borough  of  Brooklyn. 

40-47-BZ — Application,  January  15,  1947,  under  sections 
7b  and  21  of  the  zoning  resolution,  of  Cafiero  and  Lacerenza, 
applicants,  on  behalf  of  Julia  Di  Mattina,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy  from 
multiple  dwelling  to  proposed  extension  of  existing  store 
and  multiple  dwelling;  premises  164  Union  street,  south  side, 
94.9  ft.  east  of  Hicks  street  (Block  343,  Lot  11),  Borough 
of  Brooklyn. 

106-47-BZ — Application,  February  3,  1947,  under  section 
7e  of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  applicant, 
on  behalf  of  Hyman  Bramson,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  super¬ 
market  to  super-market  and  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  25-05  to  25-07  Seagirt  avenue, 
south  side,  45.85  ft.  west  of  Beach  25th  street  (Block  296, 
Lot  57),  Edgemere,  Borough  of  Queens. 
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203-47-BZ— Application,  March  5,  1947,  under  sections  7  A 
and  7f  of  the  zoning  resolution,  of  Adolph  Mertin,  applicant, 
on  behalf  of  Florence  Bock,  owner  (Herman  Karp,  lessee), 
to  permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and  lubritorium  with 
an  entrance  more  than  the  permitted  distance  from  the 
intersection;  premises  1072-1090  fEast  35th  street,  west  side, 
and  1715-1727  Flatbush  avenue,  east  side  and  intersection 
of  Avenue  J,  Flatbush  avenue  and  East  35th  street  (Block 
7598,  Lot  40),  Borough  of  Brooklyn. 

166-47-A — 424-446  East  159th  street,  south  side,  150  ft.  west 
of  Elton  avenue  (Block  2380,  Lot  16),  Borough  of  The 
Bronx. 

257-46-A— Beach  106th  street  and  Beach  108th  street,  north 
side  U  S.  Bulkhead,  Jamaica  Bay  and  Wamnght  Court 
(Block  595,  all  lots),  Rockaway  Beach,  Borough  of  Queens. 

438-46-SA — Kaiser  Dishwasher,  Models  DeLuxe  and 
Standard. 

163-47-SM— Kaiser— Fleetwings  Inc.  Syphon  Breaker. 
829-46-SM — Burn-Rite  Anti-Syphon  Valve,  Model  No.  5. 
96-47-SM— A.  L.  Eastmond  Welding  Service  275  Gallon 
Fuel  Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  22,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  22,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters: 

207-47-A— 271-277  Beach  19th  street  and  19-09  Plain- 
view  avenue,  southwest  corner  (Block  134,  Lot  40),  Far 
Rockaway,  Borough  of  Queens. 

248-47-A — 1314-1316  Blondell  avenue,  east  side,  37  ft.  north 
of  Westchester  avenue  (Block  4133,  Lot  2),  Borough  of  The 
Bronx. 

234-47- A— 768  5th  avenue,  west  side,  from  West  58th 
street  to  West  59th  street  (Central  Park  South),  5-19  West 
58fh  street  and  2-20  West  59th  street  (Block  1274,  Lot  2a), 
Borough  of  Manhattan. 

266-47-A— 38-12  29th  street,  west  side,  71.31  ft.  south  of  38th 
avenue  (2nd  and  3rd  floors)  ;  (Block  385,  Lot  18),  Long 
Island  City,  Borough  of  Queens. 

223-47-A— 219-21  to  222-01  141st  avenue,  north  side,  216  ft. 
east  of  219th  street  (Block  13144  (3750),  Lot  100  (97)  and 
Block  13143,  Lot  85),  Laurelton,  Borough  of  Queens. 

305-47-A — 1  Washington  Square  North,  northwest  corner  of 
University  place  (Block  550,  Lot  1),  Borough  of  Manhattan. 

276-47-A— 1673  43rd  street,  north  side,  175  ft.  west  of  17th 
avenue  (Block  5380,  Lot  56),  Borough  of  Brooklyn. 

259-47-A— 276  Nostrand  avenue  and  82-90  Kosciusko  street, 
southwest  corner  (Block  1783,  Lot  49),  Borough  of 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  29,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  29,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

681-26-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Kempmac  Realty  Corp.,  owner,  reopened 
May  21,  1946,  under  sections  7c  and  7i  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  present  public  garage  for  more  than  five  (5) 


motor  vehicles  (previously  granted  by  the  Board)  ;  premise 
85-14  to  85-24  Rockaway  boulevard  and  97-13  to  97-29  85t 
street,  southeast  corner  (Block  9057,  Lot  21),  Woodhavei 
Borough  of  Queens. 

748-27-BZ — Application  of  John  J.  Tricarico,  applicant,  o 
behalf  of  Matteo  Guarino,  owner,  reopened  September  b 
1946,  under  sections  7a  and  7i  of  the  zoning  resolution,  !) 
permit  in  a  business  use  district,  the  extension  of  existir 
gasoline  service  station  (previously  granted  by  the  Board) 
premises  2965  86th  street  and  2526  McDonald  avenue,  nortl 
west  corner  (Block  7170,  Lot  37),  Borough  of  Brooklyn. 


694-28-BZ — Application  of  Charles  M.  Spindler,  applicai 
on  behalf  of  Estate  of  Pietro  DiMaio,  Inc.,  and  Edmor 
Baisley,  owners,  reopened  March  18,  1947,  under  sectioi: 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in 
business  district,  the  extension  of  an  existing  gasoli: 
service  station,  to  include  lubritorium,  auto  laundry,  offi 
and  accessory  sales  (previously  denied  by  the  Board  < 
Lot  number  1)  ;  premises  82-01  to  82-13  Queens  bouleva 
and  82-16  to  82-30  51st  avenue,  northeast  corner  (Bio 
1542,  Lots  1  and  4),  Elmhurst,  Borough  of  Queens. 

550-45-BZ— Application  of  Samuel  Rosenblum,  applicant, 
behalf  of  Royal  Syndicate  Inc.,  owner,  reopened  Mar 
11,  1947,  under  section  7c  of  the  zoning  resolution,  to  perir 
in  a  residence  use  district,  the  change  in  occupancy  on  j 
and  2nd  floors  to  showroom  and  manufacturing  from  bake 
and  factory  (previously  granted  by  the  Board).;  premii, 
248-252  West  18th  street,  south  side,  100  ft.  east  of  f 
avehue  (Block  767,  Lot  68),  Borough  of  Manhattan. 


673-46-BZ— Application,  September  4,  1946,  under  sectiq 
7c  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskau, 
applicants,  on  behalf  of  Bryant  Real  Estate  Co.,  Inc.,  owr 
(Sterman  Brothers,  lessees),  to  permit  in  a  business  v. 
district,  the  reconstruction,  extension  and  enlargement  : 
an  existing  gasoline  service  station,  to  include  office,  av: 
laundry,  lubritorium  and  motor  vehicle  repair  she: 
premises  143-17  to  143-19  Hillside  avenue  and  .87-56 
87-64  144th  street,  northwest  corner  (Block  9701,  Lot  3 
Jamaica,  Borough  of  Queens. 

962-46-BZ— Application,  December  6.  1946,  under  sect!' 
7h  and  21  of  the  zoning  resolution,  of  William  S.  Worr’ 
Jr.,  applicant,  on  behalf  of  Cord  Meyer  Development  (. 
owner  (Seminole  Garage,  lessee),  to  permit  in  a  reside' 
use,  E  area  district,  the  parking  and  storage  of  more  tli 
five  (5)  motor  vehicles  and  the  erection  of  a  busin 
building  within  ten  feet  of  the  building  line;  premi 
73-07  to  73-19  112th  street,  72-76  to  72-90  113th  street  :i 
112-01  to  112-31  75th  avenue,  north  side,  from  112th' 
113th  streets  (Block  2252,  part  of  Lot  2),  Forest  Hi 
Borough  of  Queens. 

998-46- A— 73-07  to  73-19  112th  street,  72-76  to  .72-90  11 
street  and  112-01  to  112-31  75th  avenue,  north  side,  fr 
112th’ to  113th  streets  (Block  2252,  part  of  Lot  2),  Fo:) 
Hills,  Borough  of  Queens. 

6-47-BZ— Application,  January  6,  1947,  under  section  2h 
the  zoning  resolution,  of  Koch  and  Wagner,  applicants, 
behalf  of  M.  H.  Renken  Dairy  Co.,  owner,  to  permil 
an  unrestricted  use,  C  area  district,  the  increase  in  s-j 
at  second  floor,  using  more  than  the  area  permittl 
premises  205-10  to  205-26  Jamaica  avenue,  south! 
corner  of  Francis  Lewis  (Cross  Island)  boulevard  (B! 
10834.  Lots  31  and  33),  Hollis,  Borough  of  Queens. 


2 1-47-BZ— Application,  January  8,  1947,  under  section  7 
the  zoning  resolution,  of  Edgar  J.  Moeller,  applicant, 
behalf  of  Trustees  of  Columbia  University,  in  the  City 
New  York,  owner,  to  permit  in  a  business  use  district, 
extension  and  rebuilding  of  an  existing  gasoline  seri 
station  and  the  parking  of  more  than  five  (a) 
vehicles,  for  a  term  of  years;  premises  1900-1910  Broad'- 
53  West  63rd  street,  northeast  corner  and  60  West 
street  (Block  1116,  Lots  11  and  53),  Borough  of  Manha 


34-47-BZ — Application,  January  14,  1947,  under  section 
of  the  zoning  resolution,  of  William  Hyman,  applicant 
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ialt  of  \  an  Wyck  Development  Corp.,  owner,  to  permit 
: a  residence  use,  F  area  district,  two  (2)  one  family 
flings  without  the  required  side  yards;  premises  133-14 
I  133-16  140th  street,  west  side,  50.53  ft.  north  of  134th 
nue,  and  northwest  corner  of  140th  street  and  134th 
nue  (Block  12084,  Lot  152),  Ozone  Park,  Borough  of 
sens. 

(-47-BZ— Application,  February  28, 1947,  under  sections  7b 
;  7c  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
jucant,  on  behalf  of  Walter  Vanderveer,  owner  (Anthony 
■sney  and  Edward  Korth,  lessees),  to  permit  in  a  residence 
:  .  retail  use  district,  the  extension  of  existing  gasoline 
: 'ice  station,  to  house  a  lubritorium  and  car  washing 
i ;  premises  92-01  to  92-09  Metropolitan  avenue  and 
i>1  to  69-69  Alderton  street,  northeast  corner  (Block 
Lot  75),  Forest  Hills,  Borough  of  Queens. 

1-47-BZ— Application,  March  3,  1947,  under  section  21  of 
i.  zoning  resolution,  of  Joseph  Mathieu,  applicant,  on 
:df  of  Church  of  Sts.  Simon  and  Jude  (Rev.  Raymond 
-ostello,  Pastor),  owner,  to  permit  in  a  residence  and 
ness  use,  D  area  district,  the  erection  and  maintenance 
in  extension  to  existing  school  building,  for  additional 
ises  and  an  auditorium,  without  the  required  rear  yard; 
■nises  284-308  Avenue  T,  south  side,  from  Lake  street 
Van  Sicklen  streets  (Block  7102,  Lot  1),  Borough  of 
roklyn. 

47-BZ- — Application,  March  11,  1947,  under  section  7f 
he  zoning  resolution,  of  Comprehensive  Omnibus  Corp., 
leant  and  lessee,  on  behalf  of  The  City  of  New  York, 
'er,  to  permit  in  a  retail  and  business  use  district,  the 
ition  and  maintenance  of  a  building,  to  be  used  as  a 
c storage  garage  for  more  than  five  (5)  motor  vehicles; 
nises  225-227  Delancey  street,  south  side,  from  Willett 
nt  to  Pitt  street  (Block  337,  Lot  13),  Borough  of 
ihattan. 

'*7-A — 456  Kent  avenue  rear,  west  side,  560  ft.  south 
[outh  8th  street  (1st  floor)  ;  (Block  2143,  Lot  1)  ;  (Bldgs. 
Id  E),  Borough  of  Brooklyn. 

47-A — 15-51  f  hurch  street,  east  side,  from  Fulton  street 
>ey  street,  176-184  Fulton  street  and  20-24  Dey  street 
ick  80,  Lot  4),  Borough  of  Manhattan. 

'D-A — 935  Courtlandt  avenue,  west  side,  250  ft.  north  of 
162nd  street  (Block  2409,  Lots  92  and  93),  Borough  of 
i  Bronx. 

;D-A — 220  India  street,  south  side,  225  ft.  east  of  Oak- 
i  street  (Block  2542,  Lot  16),  Borough  of  Brooklyn. 

:-39-SA — Tokheim  Gasoline  Dispensing  Pump,  Models 

-HR  and  39-WNC-L-HR  (reopened  March  4,  1947). 

116-SA — Preferred  Horizontal  Rotary  Oil  Burner. 

•f-SA — Holland  Oil  Burner,  Model  P  2. 

•’-SA — Whale  Oil  Burner,  Model  P75-3. 

47-SA — Wayne  Computing  Gasoline  Meter  Pump, 
:el  100- A. 

ii6-SM — Rixson  Uni-Check  (for  interior  doors). 

:-6-SM— Prestigiacomo  Co.,  Inc.  Concrete  Units  (Ce- 
.  Blocks  and  Cinder  Blocks). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  29,  1947,  2  P.  M. 

OTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
day  afternoon ,  April  29,  1947,  at  2  o’clock  in  Room 
1  Municipal  Building,  Manhattan,  on  the  following  mat- 

!7-A — 60-64  Beaver  street,  2-6  William  street,  south¬ 
erner  and  107  Pearl  street  (19th  floor);  (Block  28, 

:  ),  Borough  of  Manhattan. 


198-47-A — 146  Beach  31st  street,  east  side,  60  ft.  south  of 
Lewmay  road  (Block  302,  Lot  27),  Edgemere,  Borough  of 
Queens. 

220-47-A  386  West  street  and  182-184  Christopher  street 
southeast  corner  (Block  604,  Lot  3),  Borough  of  Manhattan. 

1005-46-A  157-159  West  56th  street,  north  side,  125  ft. 
west  of  7th  avenue  (Block  1009,  Lot  6),  Borough  of  Man¬ 
hattan  (reopened  March  11,  1947;  previously  withdrawn). 

263-47- A— 114-38  196th  street,  west  side,  54.25  ft.  north  of 
114th  drive  (basement);  (Block  3457,  Lot  38),  St.  Albans, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  6,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  6,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

899-28-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Simm  Molding  &  Manufacturing  Indus¬ 
tries,  Inc.,  owner,  reopened  October  29,  1946,  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business  use,  C 
area  district,  the  conversion  of  occupancy  from  public 
garage  (previously  granted  by  the  Board)  to  factory,  ex- 
area  permitted ;  premises  6702-6706  3rd  avenue  and 
274-284  67th  street,  southwest  corner  (Block  5849,  Lots  37 
and  40),  Borough  of  Brooklyn. 

22- 46-BZ  Application,  January  9,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Alden  B.  MacNeil, 
applicant,  on  behalf  of  Fred  Loguidice,  owner,  to  permit  in 
a  business  use,  D  ^rea  district,  the  erection  of  a  building 
without  the  required  rear  yard,  and  without  the  required  side 
yard;  premises  139-15  and  139-17  109th  avenue,  north  side, 
144  ft.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
Jamaica,  Borough  of  Queens. 

23- 46-A  139-15  and  139-17  109th  avenue,  north  side,  144 
ft.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
Jamaica,  Borough  of  Queens. 

* 

936-46-BZ— Application,  December  2,  1946,  under  section 
21  of  the  zoning  resolution,  of  Steve  Zedlovich,  applicant,  on 
behalf  of  Anna  Zedlovich,  owner,  to  permit  in  a  residence 
use,  E  area  district,  the  alteration  to  existing  one  family 
dwelling  to  two  (2)  family  dwellings  without  the  required 
yards ;  premises  14-77  Clintonville  street,  east  side,  35.91  ft. 
north  of  Cross  Island  parkway  (Block  4717,  part  of  Lot  4), 
W  lutestone,  Borough  of  Queens. 

62-47-BZ— Application,  January  21,  1947,  under  section 
7d  of  the  zoning  resolution,  of  James  E.  Casale,  applicant, 
on  behalf  of  Beatrice  D.  Maroney,  owner,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from  store  on 
first  floor,  offices  on  second  floor  and  apartments  on  third 
to  sixth  floors  to  restaurant  on  first  floor  and  rear  half  of 
second  floor,  offices  in  front  half  and  apartments  on  third  to 
sixth  floors;  premises  120-122  East  86th  street,  south  side, 
118  ft  west  of  Lexington  avenue  (Block  1514,  Lot  61), 
Borough  of  Manhattan. 

104-47-BZ  Application,  January  30,  1947,  under  section 
21  of  the  zoning  resolution,  of  George  G.  Miller,  applicant, 
on  behalf  of  Margaret  Demuth,  owner  (Irving Feder,  lessee), 
to  permit  in  a  business  use,  C  area  district,  the  erection  and 
maintenance  of  a  building,  using  more  than  the  area  permit¬ 
ted;  premises  3509  Jerome  avenue,  west  side,  180.44  ft.  south 
of  Gunhill  road  (Block  3324B,  Lot  142),  Borough  of  The 
Bronx. 

676-46-BZ  Application,  September  17,  1946,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Owen  Dever,  owner,  to  permit  in  a 
residence  and  business  use  district,  the  erection  and  mainte- 
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nance  of  a  gasoline  service  station,  including  a  building  to  be 
used  as  a  lubritorium,  auto  laundry,  office,  sales  and  motor 
vehicle  repair  shop;  premises  210-01  to  210-13  Horace  Hard¬ 
ing  boulevard  and  58-43  to  58-59  210th  street,  northeast  cor¬ 
ner  (Block  7461,  part  of  Lot  94),  Flushing,  Borough  of 
Queens. 


700-46-BZ — Application,  September  24,  1946,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Max  Stark,  owner  (Joan  khin, 
lessee),  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  laundry,  re¬ 
pairs,  lubritorium  and  office  for  a  term  of  years ;  premises 
2489-2499  Coney  Island  avenue  and  1102-1108  Avenue  V, 
southeast  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn. 


823-46-BZ— Application,  October  28,  1946,  under  section  7f 
of  the  zoning  resolution,  of  Albert  \\  .  Lewis,  applicant,  on 
behalf  of  Bradbury  Building  Corp.,  owner  (Gulf  Oil  Corp., 
lessee),  to  permit  in  a  residence  and  unrestricted  use  district, 
the  rebuilding  of  a  gasoline  service  station  and  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
530-546  East  73rd  street,  southwest  corner  of  East  River 
Drive  (Block  1484,  Lot  26),  Borough  of  Manhattan. 


915-46-BZ — Application,  November  26,  1946,  under  sections 
7c,  7i  and  7f  of  the  zoning  resolution,  of  William  T.  Burke, 
applicant,  on  behalf  of  Ben  Fabrizi,  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  and  extension  of  an 
existing  gasoline  service  station,  lubritorium,  auto  laundry, 
office  and  sale  of  accessories,  and  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  40-08  to  40--0 
30th  avenue,  30-01  to  30-03  Newtown  road,  southeast  corner, 
and  30-02  to  30-04  41st  street  (Block  681,  Lot  114),  Astoria, 
Borough  of  Queens. 


923-46-BZ — Application,  November  15,  1946,  under  section 
7h  of  the  zoning  resolution,  of  Ellis  L.  Lavine,  applicant,  on 
behalf  of  Dot  Mort  Holding  Corp.,  owner  (Rebecca  Schnei¬ 
der,  lessee),  to  permit  in  a  retail  use,  D  area  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles  ; 
premises  35-45  Rutgers  street,  east  side,  22  ft.  south  of  .  lac  i- 
son  street  (Block  271,  Lots  26  to  32,  inch),  Borough  of 
Manhattan. 


174-47-BZ — Application,  February  27,  1947,  under  section  21 
of  the  zoning  resolution,  of  Arthur  W.  Renander,  applicant, 
on  behalf  of  Jamaica  Savings  Bank,  owner,  to  permit  m  a 
business  use,  C  area  district,  the  extension  of  an  existing 
building,  using  more  than  the  area  permitted;  premises  216- 
19  Jamaica  avenue,  northwest  corner  of  217th  street  (Block 
10609,  Lots  55  and  56),  Queens  Village,  Borough  of  Queens. 


326-47-A— 63-34  to  63-42  110th  street,  west  side,  from  63r< 
road  to  63rd  drive,  108-16  to  108-52  63rd  road  and  108-15  t< 
108-53  63rd  drive  (Block  2168,  Lots  13  and  34),  Forest  Hills 
Borough  of  Queens. 


855-46-BZ— Application,  November  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Maddalena  Conte,  owner,  to  permit 
in  a  residence  use,  D-l  area  district,  the  change  in  occupancy 
from  two  families  and  garage  for  three  (3)  passenger  cars 
to  two  families  and  non-storage  garage  for  trucks ,  and  the 
erection  of  a  one-story  extension  to  be  used  as  a  non-storage 
garage  for  trucks,  without  the  required  set  back  from  street 
line'  premises  2222  Solon  place,  south  side,  175  ft.  east  of 
Castle  Hill  avenue  (Block  3573,  Lots  39  and  40),  Borough 
of  The  Bronx. 


8-37-BZ— Application  of  Lama  and  Proskauer,  applicant 
on  behalf  of  South  Brooklyn  Savings  Bank,  owner,  re 
opened  April  8,  1947,  for  consideration  as  to  extension  o 
term  of  variance— Application,  previously  granted  on  con 
dition,  under  section  21  of  the  zoning  resolution,  permittin; 
partly  in  a  business  use  and  partly  in  an  unrestricted  us 
district,  the  erection  and  maintenance  of  a  gasoline  servic. 
station  for  a  term  of  ten  (10)  years;  premises  113-12 
Harriilton  avenue  and  306-314  Columbia  street,  northwei 
corner  (Block  362,  Lot  1),  Borough  of  Brooklyn. 


595-37-BZ— Application  of  Arthur  W.  Renander,  applican 
on  behalf  of  Eleanor  Hedwig  Arnold,  Sicko  Realty  Corpon 
tion  and  L.K.F.  Realty  Company,  Inc.,  owners  (Nunle 
Parking  Co.,  lessee),  reopened  April  15,  1947,  for  consider; 
tion  as  to  extension  of  term  of  variance  (expired  by  limit; 
tion — Application,  previously  granted  on  condition,  undi 
section  7h  of  the  zoning  resolution,  for  a  temporary  term  c 
years,  permitting  in  a  business  use  district,  the  parking  an 
storage  of  more  than  five  (5)  motor  vehicles;  premises  17( 
15  to  170-21,  171-01  to  171-19,  172-01  to  172-25  and  173-05  i 
173-13  Hillside  avenue,  north  side,  56.51  ft.  west  of  Kingstc 
road  (Block  896,  Lots  42  and  48;  Block  923,  Lots  1,  10,  1 
and  17),  Jamaica,  Borough  of  Queens. 


237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wi; 
Ham  street  and  26  Cedar  street  (basement)  ;  (Block  4 
Lot  19),  Borough  of  Manhattan. 


367-46-A — 119-121  5th  avenue  and  1-3  East  19th  stre< 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borouj 
'  of  Manhattan. 


459-46-A — 1  Park  avenue,  northeast  corner  of  East  32i 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1 
Borough  of  Manhattan. 

943-46-A — 706  West  181st  street,  and  4251-4259  Broa 
way,  southwest  corner  (Block  2176,  Lot  133),  Borough 
Manhattan. 


17-47-A — 230  Park  avenue,  southwest  corner  of  East  46 
street  (st  floor);  (Block  1300,  Lot  1),  Borough  of  Ma 
hattan. 

195-47-A— 2859  Exterior  street,  west  side,  474.22  ft.  nor 
of  East  225th  street  (Block  3265,  Lot  31),  Borough  of  I 
Bronx. 


238-47-A — 217-219  Avenue  C,  west  side,  45  ft.  north 
East  13th  street  (Block  396,  Lots  34  and  35),  Borough 
Manhattan. 


244-47- A— 248-250  East  152nd  street,  south  side,  144 
ft.  east  of  Park  avenue  (Block  2441,  Lot  17),  Borough 
The  Bronx. 

254-47-A — 3649  3rd  avenue,  west  side,  525  ft.  north 
East  169th  street  (Block  2910,  Lot  57),  Borough  of  1 

Br°nX'  HARRIS  H.  MURDOCK,  Chaim 


325-47-BZ— Application,  April  14,  1947,  under  section  21  of 
the  zoning  resolution,  of  Louis  A.  Brown,  applicant,  on 
behalf  of  Certified  Queens  Homes,  Inc.,  owner,  to  permit  on 
a  plot  located  in  a  residence  use,  partly  in  a  D  and  partly 
in  an  E  area  district,  the  erection  of  more  than  one  building 
on  a  lot ;  the  erection,  on  the  E  area  district  portion  of  the 
plot,  of  buildings  with  less  than  the  required  side  and  rear 
vards,  and  to  permit  the  erection  of  buildings  in  excess  of 
the  area  of  coverage  permitted  in  the  E  area,  residence  use 
district — the  project  to  consist  of  36  two  (2)  family  dwelling 
units  and  36  one-car  accessory  garages;  premises  108-15  to 
108-53  63rd  drive,  108-16  to  108-52  63rd  road,  and  63-34  to 
63-42  110th  street,  west  side,  from  63rd  road  to  63rd  drive 
(Block  2168,  Lots  13  and  34),  Forest  Hills,  Borough  of 
Queens. 


MAY  6, '1947,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hear 
Tuesday  afternoon,  May  6,  1947,  at  2  o  clock  in  ° 
1013,  Municipal  Building,  Manhattan,  on  the  following  ti¬ 
ters: 


I43.47.A— 2501  Grand  Concourse,  northwest  corner 
Fordham  road  (3rd  and  4th  floors)  ;  (Block  3167,  Lot 
Borough  of  The  Bronx. 


9-47-A — 93-99  Irving  place  and  1057  Fulton  street,  not 
east  corner  (Block  1993,  Lot  11),  Borough  of  Brooklyi 
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9-47-A — 123  Beacli  29th  street,  west  side,  140  ft.  south  of 
wmay  road  (Block  301,  Lot  38),  Edgemere,  Borough  of 

ueens. 

;8-47-A — 115  Beach  29th  street,  west  side,  220  ft.  soutli  of 
•wmay  road  (Block  301,  Lot  42),  Edgemere,  Borough  of 

tieens. 

HARRIS  H.  MURDOCK*  Chairman. 


MAY  13,  1947,  10  A*  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
'tesday  afternoon,  May  13,  1947,  at  2  o’clock  in  Room 
13,  Municipal  Building,  Manhattan,  on  the  following  mat- 
ts: 

;)-28-BZ — Application  of  George  W.  Springsteen,  'appli- 
ht,  on  behalf  of  A.  H.  Consumers  Society,  Inc.,  owner, 
opened  April  2,  1946,  under  sections  7e  and  21  of  the  zon- 
resolution,  to  permit  in  a  residence  use  district,  the 
oration  and  maintenance  of  retail  stores;  premises  50  Van 
irtlandt  avenue  and  3887-3899  Sedgwick  avenue,  northwest 
;ner  (Block  3263-B,  Lot  275),  Borough  of  The  Bronx. 

4-46-BZ — Application,  November  13,  1946,  under  sec- 
tn  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
plicants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 
f  Cornell,  owners,  to  permit  in  a  business  use  district,  the 
action  and  maintenance  of  a  gasoline  service  station,  lubri- 
:ium,  laundry  and  office;  premises  233-12  to  233-20  Linden 
.  llevard  and  1 17-02  to  117-10  234th  street,  southwest  corner 
'lock  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


May  13,  1947,  2  P.  M. 

\OTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
tesday  afternoon ,  May  13,  1947,  at  2  o’clock  in  Room 


1013  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

202-47-A  116-02  to  116-10  Rockaway  Beach  boulevard  and 
201-209  Beach  116th  street,  northwest  corner  (Block  664,  Lot 
33),  Rockaway  Beach,  Borough  of  Queens. 

302-47 -A — 14  Beach  46th  place,  west  side,  120  ft.  south  of 
Edgemere  avenue  (Block  332,  Lot  34),  Edgemere,  Borough 
of  Queens  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street— Beach  46th  place). 

HARRIS  H.  MURDOCK,  Chairman. 


May  20,  1947,  2  P.  M. 

NO  1  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  20,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

217-47-A — 124-01  to  124-05  Rockaway  Beach  boulevard, 
southwest  corner  of  Beach  124th  street  (Block  764,  Lot  6), 
Rockaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  27,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  27,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

270-47-A — 82  Beach  62nd  street  (102-110),  northeast  corner 
of  Boardwalk  (Block  354,  Lot  1),  Arverne,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  15,  1947. 

’resent :  Chairman  Murdock,  Commissioners  Blum  and 
"inert  and  Deputy  Chief  Guinee. 


ZONING  APPLICATIONS 

h-28-BZ 

!,PLICANT — Lama  and  Proskauer,  for  Simm  Molding  & 
Manufacturing  Industries,  Inc.,  owner. 

-  BJECT — Application  reopened  October  29,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use,  C  area  district,  the  conversion  of 
occupancy  from  public  garage  (previously  granted 
by  the  Board)  to  factory,  exceeding  area  permitted. 
EMISES  AFFECTED— 6702-6706  3rd  avenue  and  274- 
284  67th  street,  southwest  corner  (Block  5849,  Lots 
37  and  40),  Borough  of  Brooklyn. 

1  PEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Sol  J.  Steinberg 
and  M.  B.  Palmer. 

For  Opposition :  Albert  A.  Schefani,  Harold  Klor- 
fein,  Dept,  of  Parks,  H.  E.  Siebert,  Stanley 
Haas,  Daniel  I.  Goldstein,  Mrs.  Frank  Daly, 
Anna  L.  Rexes,  David  A.  Erickson,  Mary 


Stapleton,  Ella  Wiener,  Nicola  Lormisaro,  Rose 
Dioan,  Mrs.  Frank  Portelle,  William  A.  Han¬ 
sen,  Bertha  Damstrom,  Joseph  Otner,  Catherine 
O’Dea,  Lily  Carlsen,  Marianna  Nuzzi,  Joseph 
L.  Izzo,  Lillian  Bukland,  Anna  Cooney,  Kathryn 
Bevanson,  Helen  Langton,  E.  Johnsen,  Harvey 
Moran,  Stan  Banaszkiwicz  and  others. 

For  Administration :  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1947  at  10 
A.  M.  for  inspection  by  Committee  of  the  Board 
and  decision  without  further  argument. 


22-46-BZ 

APPLICANT — Alden  B.  MacNeil,  for  Fred  Loguidice, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  building  without  the  required 
rear  yard,  and  without  the  required  side  yard. 

PREMISES  AFFECTED — 139-15  and  139-17  109th  avenue, 
north  side,  144  ft.  east  of  139th  street  (Block  10068, 
Lots  210  and  211),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alden  B.  MacNeil. 

For  Opposition  :  Dorothy  Meinl. 
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For  Administration:  Samuel  L.  Becker,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at  10 
A.  M.  for  inspection  by  Committee  of  the  Board, 
and  for  further  study  and  decision  by  the  Board. 


711-46-BZ 

APPLICANT— Cornelius  G.  DeLoca,  for  140  Riverside 
Drive,  Inc.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  a  business  use 
(sale  of  stationary,  candy,  cigars,  newspapers  and 
magazines),  for  a  term  of  years. 

PREMISES  AFFECTED— 140-147  Riverside  drive,  east 
side,  from  West  86th  to  West  87th  streets,  351-359 
West  86th  street  and  348-352  West  87th  street  (Block 
1248,  Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Cornelius  G.  DeLoca. 

For  Opposition:  None.  t 

For  Administration:  Samuel  L.  Becker,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Taken  off  calendar  and  referred  to 
the  Engineer  for  new  hearing  date. 


864-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Danie  A.  Cornell, 
Jr.,  and  James  A.  Cornell,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubri- 
torium,  laundry  and  office.  ,  .  , 

'  PREMISES  AFFECTED— 233-12  to  233-20  Linden  boule¬ 
vard  and  117-02  to  117-10  234th  street,  southwest 
corner  (Block  12750,  Lot  9  and  part  of  Lot  1), 
St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Park  Dept.,  and 
Royal  E.  Dalrymple. 

For  Administration:  Samuel  L.  Becker,  Dept,  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1947  at  10 
A.  M.  for  further  consideration. 


936-46-BZ 

APPLICANT — Steve  Zedlovich,  for  Anna  Zedlovich, 

owner.  „  ,  ,  , 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  E  area  district,  the 
alteration  to  existing  one  family  dwelling  to  two 
(2)  family  dwellings  without  the  required  yards. 
PREMISES  AFFECTED — 14-77  Clintonville  street  east 
side  35.91  ft.  north  of  Cross  Island  parkway  (Block 
4717,  part  of  Lot  4),  Whitestone,  Borough  of- 
Queens. 


APPEARANCES— 

For  Applicant : 

MacNeil. 
For  Opposition : 


Steve  Zedlovich  and  Alden  B. 


rur  wijpusmuu.  None.  ._  U 

For  Administration:  Samuel  L.  Becker,  Dept,  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at  1U 
A  M.  for  inspection  by  Committee  of  the  Board 
and  decision  without  further  argument. 


62-47-BZ  .  ^ 

APPLICANT — James  E.  Casale,  for  Beatrice  D.  Maroney, 
owner. 


SUBJECT— Application  (decision  of  the  borough  superin 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  change  it 
occupancy  from  store  on  first  floor,  offices  on  secorn 
floor  and  apartments  on  third  to  sixth  floors  to  res 
taurant  on  first  floor  and  rear  half  of  second  floor 
offices  in  front  half  and  apartments  on  third  to  sixtl 
floors. 

PREMISES  AFFECTED— 120-122  East  86th  street,  soutl 
side,  118  ft.  west  of  Lexington  avenue  (Block  151-1 
Lot  61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Casale,  Joseph  L.  Enm, 
and  John  J.  Reynold. 

For  Opposition:  Guendaga  B.  Sands,  Paul  N.  Ott< 
Leonard  Levisohn,  and  Morris  M.  Karp. 

For  Administration :  Samuel  L.  Becker,  Dep’t.  o 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at  1 
A.  M.  for  inspection  by  Committee  of  the  Boar 
and  decision  without  further  argument. 


104-47-BZ 

APPLICANT— George  G.  Miller,  for  Margaret  Demutl 
owner  (Irving  Feder,  lessee).  f 

SUBJECT— Application  (decision  of  the  borough  superu 
tendent)  under  section  21  of  .the  zoning  resolutio 
to  permit  in  a  business  use,  C  area  district,  tl 
erection  and  maintenance  of  a  building,  using  mot 
than  the  area  permitted.  1 

PREMISES  AFFECTED— 3509  Jerome  avenue,  west  sul 
180.44  ft.  south  of  Gun  Hill  road  (Block  3324B,  L 
142),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  G.  Miller.  _  i 

For  Opposition:  Louis  Tuchman  and  Isidore  Gol 
For  Administration:  Samuel  L.  Becker,  Dep’t. 

Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at 
A.  M.  for  inspection  by  Committee  of  the  Boa 
and  decision  without  further  argument. 


766-28-BZ 

APPLICANT— Sol  A.  Liebman,  for  Ida  Katz,  owner. 

SUBJECT— Application  reopened  October  29,  1946— App 
cation  (decision  of  the  borough  supermtenden 
under  sections  7f  and  21  of  the  zoning  resolutu 
to  permit  in  a  business  use,  C  area  district,  the  er< 
tion  and  maintenance  of  a  garage  for  more  thi 
five  (5)  motor  vehicles,  using  more  than  the  ar 

PREMISES  AFFECTED-820-838  East  New  York  avoir 
south  side,  120  ft.  west  of  Schenectady  aver 
(Block  4806,  Lot  77),  Borough  of  Brooklyn. 

APPEARANCES—  ft. 

.  For  Applicant :  Sol  A.  Liebman. 

For  Opposition:  None.  , 

For  Administration :  Samuel  L.  Becker,  Dep 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  . . 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Kleinert  and  Deputy  Chief  Guinea 


THE  RESOLUTION  (766-28-BZ) 

Whereas,  this  application  under  sections  7e  and  21  ot  > 
zoning  resolution,  to  permit  in  a  business  district,  the  erec 
and  maintenance  of  a  garage  for  the  .storage  of  more 
five  (5)  motor  vehicles,  affecting  premises  822-848  i 
York  avenue,  south  side,  100  ft.  west  of  Schenectady  aver 
Borough  of  Brooklyn,  was  withdrawn  on  March  zo, 
^nd 

Whereas,  at  the  request  of  the  applicant,  this  case  1 
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•opened  on  January  28,  1930,  and  again  withdrawn  on  De- 
•mber  16,  1930 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli- 
ition  and  consideration  under  sections  7f  and  21  of  the 
ming  resolution,  to  permit  in  a  business  use,  C  area  district, 
e  erection  and  maintenance  of  a  garage  for  more  than  five 
i)  motor  vehicles,  using  more  than  the  area  permitted, 
fecting  premises  820-838  East  New  York  avenue,  south  side, 
.’0  ft.  west  of  Schenectady  avenue  (Block  4806,  Lot  77), 
irough  of  Brooklyn ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
ctober  29,  1946  and  restored  to  the  calendar  subject  to  usual 
ocedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
e  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
larch  25,  1947,  after  due  notice  by  publication  in  the  Bul- 
in,  and  laid  over  to  April  15,  1947  for  inspection  and 
icision  without  further  argument ;  and 
Whereas,  the  district  maps  accompanying  the  zoning  reso- 
tion  show  that  East  New  York  avenue  is  in  a  business  use, 
area  and  Class  height  district;  Schenectady  avenue  is 
residence  and  business  use,  C  area  and  Class  1 1/$  height 
[stricts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
ted  October  12,  1946,  re  N.B.  Applic.  1775-46,  reads: 

“1.  Proposed  use  of  premises  located  within  a  busi¬ 
ness  use  district,  as  a  garage  for  more  than  5  motor 
vehicles  violates  Art.  II,  Sec.  4a-15  Zoning  Resolution. 

2.  The  proposed  area  of  building  as  submitted  within 
C  area  dist.  violates  Art.  3,  Sect.  13  (b)  Zoning  Reso¬ 
lution.” 
d 

Whereas,  the  applicant  states  that  the  premises  consist  of 
dot  157  ft.  \\l/2  in.  frontage  by  95  ft.  in  depth,  presently 
cant;  that  it  is  proposed  to  erect  a  building  157  ft.,  11J4 
front  by  95  ft.  in  depth,  one  story,  14  ft.,  in  height  of 
ass  1  construction,  to  be  used  as  a  garage  for  more  than 
e  (5)  motor  vehicles;  and 

Whereas,  the  applicant  contends  that  immediately  adja- 
it  to  this  site  on  the  east  is  a  one-story  store  building; 
it  the  north  side  of  this  block  is  now  developed  in  large 
't  with  nonconforming  uses,  including  a  public  garage  in 
ack  1429,  Lot  1  and  a  dry  cleaning  plant  and  garage  in 
ack  1429,  Lot  6 ;  that  these  two  uses  have  a  frontage  of 
iroximately  381  ft.  on  East  New  York  avenue;  that  the 
ure  of  the  present  improvements  along  this  street  between 
oy  and  Schenectady  avenues  are  such  as  to  preclude  the 
velopment  of  subject  site  with  a  conforming  use  that 
uld  yield  a  fair  return;  that  a  definite  shortage  of  avail- 
e  garage  space  exists  in  this  neighborhood;  that  the  fact 
s  property  has  remained  vacant  despite  continuous  attempts 
rent  or  sell  it  for  conforming  use  is  a  clear  indication  the 
ck  is  not  suitable  for  development  therewith ;  that  directly 
■oss  from  site  on  Block  1429,  Lot  49  is  occupied  as  a  deli- 
essen  and  restaurant  and  is  the  only  retail  occupancy  on 
ler  side  of  the  block;  that  Lot  50  is  occupied  for  the 
nufacture  of  children’s  wear;  that  Lot  51  shows  occu¬ 
py  for  manufacture  of  knitted  sportswear ;  Lots  52  and 
is  occupied  by  wholesale  grocers ;  lot  54  by  the  Intercity 
es  Co.  and  Lot  55  by  Apron  &  Towel  Supply  Company; 
t  of  Lot  56  is  occupied  by  a  1-story  brick  garage  occupied 
a  distributing  and  plumbing  supply  house;  another  portion 
the  same  lot  is  occupied  as  a  carpet  and  rug  cleaning 
iblishment ;  that  the  block  on  which  subject  site  is  located 
ludes  a  2-story  garage  and  on  the  whole,  the  character  of 
neighborhood  is  such  that  a  public  garage  is  more  suitable 
n  any  other  type  of  structure ;  and 

\  hereas,  the  premises  and  surrounding  area  were  in- 
cted  by  a  Committee  of  the  Board ;  and 
Vhereas,  the  Board  deemed  that  there  was  no  justifica- 
i  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
ler  section  7f  of  the  zoning  resolution,  and  that  the  appli- 
t  failed  to  substantiate  a  basis  to  warrant  exercise  of 
retion  to  grant  under  section  21  of  the  zoning  resolution 
was  therefore  not  entitled  to  relief  on  the  grounds  of 
ctical  difficulty  and  unnecessary  hardship. 


Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  1775-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


802-46-BZ 

Al'PLICAN  1 — Albert  W.  Lewis,  for  Ernest  St.  John 
Mann,  owner  (Gulf  Oil  Corp.,  lessee). 

SUBJEC  1 — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  the  demolition  of  existing  building  and  the 
erection  of  a  new  building,  using  a  greater  area  for 
the  gasoline  service  station  than  is  presently  used. 

PREMISES  AFFECTED— 1 58-01  Union  turnpike,  north¬ 
east  corner  of  Parsons  boulevard  (Block  6831,  part 
of  Lot  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant :  Sidney  L.  Strauss. 

For  Opposition :  Nonq. 

For  Administration :  Samuel  L.  Becker,'  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  o 


THE  RESOLUTION  (802-46-BZ) 

\\  hereas,  Albert  W.  Lewis,  for  Ernest  St.  John  Mann, 
owner;  Gulf  Oil  Corporation,  lessee,  filed  October  23,  1946, 
an  application  under  sections  7 e  and  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  residence  and  business  use  districts  the 
demolition  of  existing  building  and  the  erection  of  a  new 
building  using  a  greater  area  for  the  gasoline  service  station 
than  is  presently  used,  affecting  premises  158-01  Union  turn¬ 
pike,  northeast  corner  of  -Parsons  boulevard  and  Union  turn¬ 
pike  (Block  6831,  part  of  Lot  1),  Flushing,  Borough  of 
Queens ;  and 

W  hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
April  15,  1947,  after  due  notice  by  publication  in  the  Bulletin ; 
and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Parsons  boulevard  is  in  a  business  use, 
I)  area  and  C  lass  1  height  district ;  Union  turnpike  is  in  a 
business  use,  D  area  and  Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  5,  1947,  re  N.B.  Applic.  8924-46,  reads: 

“1.  The  removal  of  an  existing ‘building,  now  located 
on  a  plot  used  as  a  service  station  in  a  business  and 
residence  district,  and  replacing  it  by  a  new  building  and 
of  greater  area,  is  contrary  to  Art.  II,  sec.  3  and- 4, 
B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  126  ft.,  in.,  frontage  by  152  ft.,  5J4  in.  in  depth, 
on  which  is  located  a  one-story  frame  structure,  accessory 
to  gasoline  service  station;  that  this  building  is  to  be  demol¬ 
ished;  that  it  is  proposed  to  erect  a  new  building  71  ft.,  6  in. 
front  by  38  ft.  in  depth,  one  story,  13  ft.,  2  in.  in  height,  of 
Class  3  construction,  to  be  used  as  a  gasoline  service  station ; 
and 

Whereas,  the  applicant  contends  that  at  the  time  the 
zoning  resolution  went  into  effect  site  was  divided  by  zoning 
boundary  line  in  business  and  residential  districts,  the  largest 
area  being  in  a  business  district ;  that  it  is  proposed  to  extend 
to  the  full  depth  of  the  lot  in  the  business  district  and  to  re¬ 
build  and  modernize  the  existing  gasoline  service  station ; 
that  the  present  gasoline  service  station  was  erected  prior  to 
1916  for  the  Gulf  Oil  Corporation,  who  intend  to  replace  the 
old  frame  station  with  a  porcelain  enameled  face  brick  struc¬ 
ture,  as  per  plans ;  that  there  is  a  gasoline  service  station  on 
the  opposite  corner  lot,  variance  for  which  was  granted  by 
the  Board;  that  there  is  no  school  or  hospital  within  200  ft. ; 
that  new  curbs  and  sidewalks  will  be  built  in  connection 
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with  proposed  alteration  which  will  greatly  improve  the 
appearance  of  the  subject  site;  that  the  proposed  building 
will  be  a  modern  brick  structure  with  a  well-kept  planted 
area  surrounding  and  will  not  be  detrimental  to  the  character 
of  the  existing  business  zone  and  would  offer  a  better  and 
more  attractive  view  than  at  present ;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 

section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
he  and  it  hereby  is  granted  under  section  7c  thereoi,  to  per¬ 
mit  the  lawfully  existing  gasoline  service  station  to  be  en¬ 
larged  and  reconstructed  substantially  as  indicated  on  plans 
filed  with  this  application  marked  “Received  February  28 
1947”  (3  sheets),  on  condition  that  all  existing  buildings  and 
equipment  shall  be  removed  from  the  premises  and  the  premi¬ 
ses  shall  be  leveled  substantially  to  the  grade  of  Union  turn¬ 
pike  and  Parsons  boulevard;  that  the  reconstructed  gasoline 
service  station  shall  be  arranged  substantially  as  indicated 
on  such  plans;  that  the  accessory  building  shall  be  con¬ 
structed  of  the  design  and  arrangement  indicated,  one  story 
in  height  without  cellar  and  complying  with  the  requirements 
of  the  Building  Code;  that  the  heater  room  shall  be  sepa¬ 
rated  from  the  balance  of  the  building  by  fireproof  construc¬ 
tion  except  that  the  ceiling  may  be  fire-retarded ;  that  there 
shall  be  no  cellar  in  the  building ;  that  the  gasoline  pumps 
shall  be  not  nearer  than  15  feet  to  the  street  building  line  of 
Union  turnpike,  as  indicated,  and  25  feet  to  the  street  build¬ 
ing  line  of  Parsons  boulevard,  as  indicated ;  that  the  number 
of  gasoline  tank  installation  shall  not  exceed  six  550  gallon 
tanks;  that  curb  cuts  shall  be  restricted  to  two  to  Union 
turnpike  and  two  to  Parsons  boulevard,  each  not  exceeding 
35  feet  in  width,  all  located  substantially  as  indicated  on 
said  plans ;  that  the  rear  portion,  including  the  portion  of  the 
plot  in  the  residence  district,  shall  be  landscaped  as  proposed 
and  protected  with  proper  curbing  not  less  than  6  inches 
high  and  6  inches  deep;  that  the  balance  of  the  plot  where 
not  occupied  by  accessory  building,  pumps  and  landscaping 
shall  be  paved  with  concrete  or  bituminous  paving,  as  pro¬ 
posed ;  that  sidewalks  shall  be  constructed  along  the  street 
building  lines  of  the  premises  and  curbed  to  the  satisfaction 
of  the  Borough  President;  that  at  the  intersection  of  Union 
turnpike  and  Parsons  boulevard  there  shall  be  erected  a 
block  of  concrete  not  less  than  12  inches  in  height  above 
grade  and  extending  along  each  street  for  a  distance  of  not 
less  than  5  feet ;  that  such  block  may  be  segmental  in  shape ; 
that  there  shall  be  no  motor  vehicle  repairing  done  on  the 
premises,  except  minor  servicing  with  hand  tools  only ;  that 
the  lubrication  shall  be  done  on  an  hydraulic  rack,  as  indi¬ 
cated  ;  that  along  the  interior  lot  lines  to  the  north  and  east 
there  ’shall  be  erected  a  masonry  wall,  agreeing  in  construc¬ 
tion  with  that  of  the  accessory  building  and  not  less  than  o 
feet  in  height,  except  that  such  wall  may  be  reduced  to  4 
feet  in  height  within  10  feet  of  the  building  line;  that  signs 
shall  be  restricted  to  a  permanent  sign  attached  to  the  facade 
of  the  accessory  building  and  the  illuminated  globes  of  the 
pumps,  excluding  roof  and  temporary  signs,  but  permitting 
the  erection  within  the  building  line  near  the  intersection 
of  both  streets  of  a  standard  for  supporting  a  sign,  adver¬ 
tising  only  the  brand  of  gasoline  on  sale  and  permitting  such 
sign  to  be  illuminated  and  to  extend  for  a  distance  of  not 
more  than  4  feet;  that  planting  areas  shall  also  be  maintained 
as  indicated  along  the  street  building  lines  and  also  protected 
by  proper  curbing ;  that  flood  lights  on  standards  may  ”c 
erected  as  indicated,  provided  the  reflectors  are  arranged  to 
reflect  downwardly;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this  action. 

876-46-BZ 


SUBJECT— Application  reopened  and  restored  to  the  calen- 
'  dar  March  18,  1947— Application  (decision  of  the 
borough  superintendent),  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5) 
years  (previously  withdrawn). 

PREMISES  AFFECTED— 175  Avenue  A  and  443  East 
11th  street,  northwest  corner  (Block  439,  Lot  37), 
Borough  of  Manhattan. 

APPEARANCES—  , 

For  Applicant:  Joseph  C.  Haus,  W.  1.  Harris  and 
J.  F.  McNulty. 

For  Opposition:  None.  , 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  „  J  „ 

Affirmative  i  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative :  . ® 


APPLICANT— Charles  M.  Spindler,  for  Joseph  Halpern, 
owner  (Harry  Field,  lessee). 


THE  RESOLUTION  (876-46-BZ) 

Whereas,  Charles  M.  Spindler,  for  Joseph  Halperin 
owner;  Harry  Field,  lessee,  filed  November  15,  1946,  an 
application  under  section  7e  of  the  zoning  resolution,  tc 
permit  in  a  residence  use  district,  a  laundry  for  a  term  01, 
five  (5)  years  affecting  premises  175  Avenue  A  and  44. 
East  11th  Street,  northwest  corner  (Block  439,  Lot  3/j 
Borough  of  Manhattan;  and  . 

Whereas,  this  case  was  withdrawn  without  prejudice  or 

.January  21,  1947;  and  . 

Whereas,  the  applicant  requested  reopening  of  this  appli 
cation,  and  consideration  under  section  7e  of  the  zoning  resoi 

lution ;  and  £  „ 

Whereas,  this  case  was  reopened  by  vote  of  the  Boan 
and  set  for  hearing  on  March  18,  1947  at  10  A.  _M.;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing  April  15,  1947,'  after  due  notice  by  publication  in  tli 

Bulletin;  and  .  . 

Whereas,  the  district  maps  accompanying  the  zonin 
resolution  show  that  Avenue  A  is  in  residence  and  loa 
retail  use,  B  area  and  Class  V/z  height  districts;  East  lit, 
street  is  in  a  residence  use,  B  area  and  Class  X/z  height  di. 

trict ;  and  .  , 

Whereas,  the  decision  of  the  borough  superintenden 
dated  March  4,  1947  re  amendment  to  Applic.  2217-46,  read? 

“2  As  premises  are  located  in  a  residence  distric 
proposed  change  from  store  (existing  legal  noncoi 
forming  use)  to  laundromat  is  unlawful  and  is  in  viol, 
tion  of  sects.  3  and  6  Z.R.” 

ar*W hereas,  the  applicant  contends  as  to  occupancy  of  star 
and  the  permits  under  which  same  was  granted,  that  tt 
premises  is  a  legally  existing  nonconforming  use  existir. 
as  a  store  since  prior  to  1876 ;  that  there  have  been  seve 
retail  store  uses  since  erection ;  and 
Whereas,  the  applicant  states  that  the  premises  consi 
of  a  plot  19  ft.  6  in.  frontage  by  5 7  ft  1  in  in .depth,  < 
which  is  located  a  building  19  ft.  6  in.  front  by  -7  •  1 

in  depth,  5  stories,  52  ft.  in  height,  of  Class  3  construct* 
presently  occupied  as  store  with  upper  stones  vacant,  in 
it  is  proposed  to  install  thirty  (30)  standard  self -sew 
individual  Westinghouse  washing  machines,  as  approved 
the  Board  under  Cal.  477-46-SA ;  that  no  structural  chanp; 
will  be  made  and  the  upper  floors  will  remain  vac,, 
(formerly  an  old-law  tenement)  ;  and 
Whereas,  the  applicant  contends  that  the  neignborho, 
contains  few  and  inadequate  sanitary  facilities,  being  occ 
pied  by  people  with  very  limited  incomes  living  in  unheal' 
old-law  tenements  and  this  self-service  laundry  would  ■ 
a  distinct  contribution  to  its  public  health  and. welfare, 
the  proposed  installation  will  consist  of  thirty  approv 
electric  washing  machines,  each  having  a  capacity  ot 
lbs.  of  dry  clothes  and  operated  by  a  fractional  h.p.  mo" 
that  these  machines  will  be  installed  in  accordance  wit 
rules  of  all  municipal  departments;  that  only  two  pers< 
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ill  be  employed  since  the  operation  is  definitely  self- 
rvice ;  that  ordinary  household  soap  powder  and  hot  water 
re  the  only  cleansing  agents  used  in  the  washing  opera- 
on ;  that  no  steam  will  be  used;  that  there  will  be  no 
jxious  odors  or  excessive  noise;  that  the  premises  will 
‘main  as  at  present,  a  store,  and  no  structural  changes  are 
ivol\cd,  that  this  use  wdl  in  no  way  affect  the  character 
f  the  neighborhood ;  that  the  use  zone  was  changed  from 
isiness  to  residental  November  29,  1945 ;  that  in  view  of 
lese  facts  a  variance  is  respectfully  requested  for  a  term 
'  five  years  ;  and 

Whereas,  the  premises  and  surrounding  area  were 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
which  to  exercise  discretion  to  grant  under  section  7, 
ibdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
•reby  make  a  variation  in  the  application  of  the  use  dis- 
ict  regulations  of  the  zoning  resolution  and  that  the 
•plication  be  and  it  hereby  is  granted  under  section  7e  for 
term  of  five  (5)  years  to  permit  the  premises  to  be  occu- 
ed  as  proposed  and  as  indicated  on  plans  filed  with  this 
•plication  marked  “Received  November  15,  1946,”  2  sheets, 
'd  as  Passecl  upon  by  the  borough  superintendent  on  March 
1947,  under  Applic.  2217-46,  on  condition  that  the  laundry 
achines  to  be  used  shall  be  of  a  make  as  approved  by  the 
oard;  that  the  premises  shall  be  occupied  for  no  other 
e  than  as  proposed;  that  any  signs  advertising  the  use 
al  be  restricted  to  neat  signs  painted  on  the  glass  show 
ndows,  excluding  all  temporary  signs  but  including  an 
uininated  sign  over  the  show  windows  attached  to  the 
ill  of  the  building,  provided  such  sign  is  non-flashing; 
at  the  present  flooring  shall  be  covered  with  material  to 
ovide  a  waterproofed  condition;  that  such  portable  fire 
hting  equipment  shall  be  maintained  as  the  fire  commis- 
iiier  shall  direct;  that  in  all  other  respects  the  building 
d  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
rs  applicable  thereto;  that  all  permits  shall  be  obtained 
d  all  work  completed  within  six  (6)  months  from  the 
te  of  this  resolution. 


4-46-BZ 

TLICANT — Lama  and  Proskauer,  for  John  Robert  Gor- 
den,  owner. 

r^Jfi-CT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  change  in  use  from  garage  to  store,  with  store 
front  more  than  required  distance  from  intersection 
abutting  a  residence  district. 

vEMISES  AFFECTED — 516  Bay  Ridge  parkway,  south 
side,  103  ft.  east  of  5th  avenue  (Block  5942,  Lot 
13),  Borough  of  Brooklyn. 

’PEARANCES — 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TION  OF  BOARD — Application  denied. 

IE  VOTE  TO  GRANT—  . 

•Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

IE  RESOLUTION  (974-46-BZ) 

Vhereas,  Lama  and  Proskauer  for  John  Robert  Gorden 
,er.  bled  December  10,  1946  an  application  under  section 
ot  the  zoning  resolution,  to  permit  in  residence  and  busi- 
s  use  districts,  the  change  in  use  from  garage  to  store, 
l)  store  tront  more  than  required  distance  from  intersec- 
i  abutting  a  residence  district,  affecting  premises  516  Bay 
ge  parkway,  south  side,  103  ft.  east  of  5th  avenue  (Block 
lot  13),  Borough  of  Brooklyn  ;  and 
\  herkas,  a  public  hearing  was  held  on  this  application  by 
Board  of  Standards  and  Appeals,  at  its  regular  meeting, 


March  25,  1947,  after  due  notice  by  publication  in  the  Bul- 
etin,  and  laid  over  to  April  15,  1947  for  inspection  by  a 
Committee  ot  the  Board  and  decision  without  further  argu¬ 
ment  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Bay  Ridge  parkway  is  in  residence  and  busi¬ 
ness  use  (  area  and  class  1)4  height  districts;  5th  avenue  is 
in  a  business  use,  C  area  and  class  1^  height  district;  and 

t-,,  a  nIiASj  ut  lGo  the  borougfi  superintendent 

dated  December  2,  1946  on  Alt.  Applic.  2825-46  reads : 

Pioposed  change  of  use  from  garage  to  store 
use  on  a  lot  partly  within  a  residence  district  and  partly 
within  a  business  use  district,  is  contrary  to  Art.  2 
Sect.  3  o^  the  Zoning  Resolution. 

2.  Proposed  store  front  more  than  25  ft.  from  corner 
on  a  lot  abutting  a  residential  district  is  contrary  to  Art 
2,  Sect.  7 A  of  the  Zoning  Resolution  ” 

and 

Whereas  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  80  ft.  in  depth,  on  which  is 
located  a  building  20  ft  front  by  48  ft.  in  depth,  one  story, 
13  ft.  6  in.  in  height,  of  class  3  construction,  presently  used 
as  a  garage ;  that  it  is  proposed  to  rebuild  the  front  for  store 
purposes  to  be  used  as  a  package  liquor  store ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  one  story  garage  building  20  ft. 
by  48  ft.  tor  which  certificate  of  occupancy  2170  was  issued 
under  report  #661-1930;  that  it  is  the  intention  of  the 
owners  to  discontinue  the  garage  and  rebuild  the  front  for 
store  purposes  used  as  a  package  liquor  store  which  will  be 
tar  more  attractive  and  more  appropriate  than  the  existing 
use;  that  adjoining  the  building  to  the  west  is  a  4  story 
brick  dwelling  the  first  floor  of  which  is  an  undertaker’s 
establishment  having  several  entrances  and  windows  on  the 
same  side  as  the  proposed  store;  that  in  view  of  the  fact 
ih<T  °wner  1S  d?mg  away  With  a  non-conforming  use 
and  that  the  proposed  alteration  will  beautify  this  particular 
spot  and  as  a  license  has  been  approved  for  these  premises 

be  grante^^aml1^0”4165’  **  1S  requested  that  this  application 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  Committee  of  the  Board;  and 

v\  hereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7  subdivision  c,  of  the  zoning  resolution. 
Resolved,  that  the  decision  of  the  borough  superintendent 

andThT^  L  A?‘PliC-  28?5'46’  bC  and  k  hereb£  is 
and  that  the  application  be  and  it  hereby  is  denied. 


69-47-BZ 

APPLICANT— Lama  and  Proskauer,  for  Flabro  Realtv 
Corp.  owner. 

SUBJECT— —Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7i  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  the  reconstruction  of  an  existing  gasoline 
service  station,  auto  laundry,  lubritorium  and  office 
using  more  area  and  the  change  of  occupancy  to 
gasoline  service  station,  laundry,  lubritorium,  office 
and  repairs. 

PREMISES  AFFECTED — 571-581  Coney  Island  avenue 

T  L",\5  ™1S  PIace-  northeast  corner  (Block  5141 
Lot  21),  Borough  of  .Brooklyn 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Morris  C.  Kimmel  and  Irving 
Klein.  ° 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ThV  VOTE— BOARD~AppliCati°n  granted  on  condition. 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 
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THE  RESOLUTION  (69-47-BZ) 

Whereas,  Lama  and  Proskauer  for  Flabro.  Realty  Cor¬ 
poration.  owner,  filed  January  24,  1947,  an  application  under 
sections  7c  and  7i  of  the  zoning  resolution,  to  permit  in 
residence  and  business  use  districts,  the  reconstruction  of  an 
existing  gasoline  service  station,  auto  laundry,  lubritorium 
and  office,  using  more  area,  and  the  change  of  occupancy 
to  gasoline  service  station,  laundry,  lubritorium,  office  and 
repairs,  affecting  premises  571  to  581  Coney  ,Islan^1  ave?U^ 
and  1  to  15  Lewis  place,  northeast  corner  (Block  5141,  Hot 
21),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  25,  1947,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  April  15,  1947  for  inspection 
by  a  Committee  of  the  Board  and  decision  without  further 

argument ;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Coney  Island  avenue  is  in  a  business  use, 

C  area  and  Class  1J4  height  district;  Lewis  place  is  in  resi¬ 
dence  and  business  use,  C  area  and  Class  l  A  height  dis- 

r  Whereas,  the  decision  of  the  borough  superintendent  act¬ 
ing  on  N.  B.  Applic.  2395-46,  dated  December  17,  1946, 

I"eads  *  •  r 

“1.  Proposed  increase  in  area  and  reconstruction  of 

existing  gasoline  service  station,  laundry,  lubritorium 
and  office  and  change  of  occupancy  to  gasoline  service 
station,  lubritorium,  minor  repairs,  laundry  and  office 
on  a  lot  partly  in  a  business  use  district  and  partly  m 
a  residential  use  district  is  contrary  to  Art.  II,  bee.  5, 
and  Art.  II,  Sec.  4(a)  15,  Para.  29  of  the  zoning  reso¬ 
lution.”  ; 

and  ^  . 

Whereas',  the  applicant  states  that  the  premises  consist 

of  a  plot  100  ft.  3J4  in.  frontage  by  135  ft.  8 Vi  in.  in  depth, 
on  which  is  located  a  gasoline  service  station  a  one  story 
store  and  two  one  story  frame  stores,  a  two  family  frame 
dwelling  and  a  two-car  concrete  block  garage;  that  the 
gasoline  service  station  is  limited  to  27  ft.  on  Coney  Island 
avenue  and  60  ft.  on  Lewis  Place;  that  it  is  proposed  to 
demolish  all  existing  structures  and  construct  a  modern 
gasoline  station  which  will  cover  an  area  of  100  it.  oA  in- 
on  Coney  Island  avenue  by  95  ft.  8J-4  in.  on  Lewis  place, 
that  the  balance  of  40  ft.  on  Lewis  place  with  existing  £ 
family  building  and  two  car  garage  remaining;  that  it  is 
proposed  to  construct  a  new  structure  62  ft.  front  by^U  ft. 
in  depth,  one  story,  13  ft.  in  height,  of  Class  3  construction; 

^Whereas,  the  applicant  contends  that  it  is  proposed  to 
construct  a  12  in.  high  brick  base  with  a  2  ft.  high  picket 
fence;  that  this  area  is  to  be  properly  landscaped;  that  it  is 
also  proposed  to  pave  the  entire  area  with  concrete  or  tarvia 
and  install  six  new  550  gallon  gasoline  storage  tanks;  that 
this  proposed  modernization  will  greatly  improve  the  site 
and  do  away  with  a  small  gasoline  station  which  today  is 
very  impractical;  that  Block  5361,  Lot  14  is  improved  wit 
a  1  story  brick  garage  which  was  granted  by  the  Board ; 
that  Lot  18  in  Block  5361  is  improved  with  a  paint  shop; 
that  Lots  53  and  49  in  Block  5141  are  improved  with  a  gas 
service  station  and  Lot  74  in  Block  5141  is  a  parking  lot 
granted  by  the  Board  under  Cal.  39-37-BZ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  c,  and  Section  7,  subdivision  i,  of  the  zoning 

' ^Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  aistric 
regulations  and  that  the  application  be  and  it  hereby  is  granted 
under  sections  7c  and  7i  thereof,  to  permit  the  premises  to  be 
extended  and  reconstructed  substantially  as  indicated  on 
plans  filed  with  this  application  marked  “Received  January 
24,  1947,”  4  sheets,  on  condition  that  all  buildings  and  equip¬ 
ment  shall  be  removed  from  the  premises  and  the  premises 
shall  be  leveled  substantially  to  the  grade  of  Coney  Island 


avenue;  that  the  premises  shall  be  rearranged  and  recon- 
structed  as  indicated  on  the  proposed  conditions  plan;  that 
the  gas  station  shall  not  extend  approximately  beyond  95 
ft.  in  depth  along  Lewis  place  as  indicated  on  such  plan , 
that  the  accessory  building  shall  be  erected  toward  the  rear 
as  indicated  and  shall  comply  with  the  requirements  of  the 
building  code  therefor  and  shall  be  of  the  general  design 
and  type  as  indicated;  that  the  front  and  all  sides  shall  be 
faced  with  face  brick;  that  there  shall  be  no  cellars  under 
the  accessory  building;  that  the  boiler  room  shall  be  sepa- 
.  rated  from  the  balance'  of  the  building  by  fireproof  construc¬ 
tion  and  entered  only  from  the  exterior,  except  that  the1 
ceiling  in  the  boiler  room  may  be  fire  retarded;  that  any 
openings  as  shown  on  the  property  lines  in  the  rear  shall  be 
filled  with  glass  blocks  as  approved  for  exterior  walls  with¬ 
out  any  openings  therein ;  that  along  the  rear  from  the  acces 
sory  building  to  Lewis  place  and  along  Lewis  place  to  Coney 
Island  avenue,  there  shall  be  constructed  a  brick  wall  facet 
on  both  sides  with  face  brick  and  not  less  than  6  ft.  in  height 
except  such  wall  may  be  reduced  to  a.  height  of  4  ft.  withn 
10  ft  of  the  Coney  Island  avenue  building  line ,  that  ; 
similar  wall  shall  be  constructed  along  the  northerly  lot  lui< 
from  the  accessory  building  to  Coney  Island  avenue,  excep 
that  the  wall  of  the  adjoining  building  may  be  tace< 
with  brick;  that  the  planting  shall  be  maintains 
as  indicated,  properly  protected  with  curbing  not  less  tha: 
6  in  in  width  and  6  in.  in  depth;  that  curb  cuts  shall 
restricted  to  two  from  Coney  Island  avenue  not  over  30  f 
in  width  each,  and  no  portion  within  5  ft.  of  the  lot  lines  a 
extended;  that  at  the  intersection  of  Coney  Island  avenu 
and  Lewis  place  within  the  building  line  there  shall  be  ob¬ 
structed  a  block  of  concrete  not  less  than  1-  in  in  heigl 
and  extending  along  each  building  line  for  not  less  than 
ft.;  that  such  block  may  be  segmental  m  shap e,  tha  a 
pumps  shall  be  constructed  not  nearer  than  15  ft.  to  the  stm 
building  line,  consisting  of  two  sets  of  twin  pumps  as  ind 
cated  •  that  the  gasoline  tank  installation  shall  not  exceed  . 
550  gallon  tanks ,  that  the  balance  of  the  premises  where  n 
occupied  by  accessory  building,  planting  and  pumps  shall 
paved  with  concrete  or  tarvia  or  similar  approved  impervi 
material ;  that  the  sidewalk  shall  be  reconstructed  alo 
Coney  Island  avenue  and  Lewis  place  and  new  curbs  shal 

set;  that  any  repairing  on  the  premises  shall  be  by  hand  toe 
only  for  minor  adjustments ;  that  such  portable  fire  fightii 
appliances  shall  be  maintained  as  the  fire  commissioner  sh< 
direct  •  that  signs  shall  be  restricted  to  a  permanent  sign  ? 
ached’  to  the  accessory  building  and  to  the  illuminated  g  ob 
of  pumps,  excluding  all  temporary  s.gns  and  roof  s.gns  b 
nermitting  a  sign  within  the  building  line  at  the  intersec 
fSadvertising  only  .he  brand  of  gasoline  onsal e  and  P , 
mittine  such  sign  to  extend  beyond  the  building  line  io 
d  stan«  of  nof  more  than  4  ft  ;  that  such  sign  may 
illuminated ;  tha.  all  permits  shall  be  obtained  and  a 
completed  within  one  (1)  year  from  the  date  of  this  - 

lution. 


91-47-BZ  .  , 

APPLICANT — Alfred  H.  Eccles,  for  Einson  hreeman  V] 

SUBJECT— Application  (decision  of  the  borough  super 
bU  J  tendent)  under  section  7c  of  the  zoning  resolut. 
to  permit  in  a  residence  use,  B  area  distn  , 
change  in  occupancy  from  garage  to  phe >  g  < 
studio,  using  more  than  the  area  permitted  and  wi 
out  the  required  rear  yard.  ,  J 

PREMISES  AFFECTED— -155  East  W  street .  north  a 
171  ft.  west  of  3rd  avenue  (Block-  891,  hot 
Borough  of  Manhattan. 

API  EARANCES^ant;  Alfred  H  Eccles,  Albert  H 
parn,  John  P.  Fox  and  George  H.  Greb. 


For  Opposition :  None  n  >t 

For  Administration:  Samuel  L.  Becker,  Dep 


Housing  and  Buildings.  ,. 

ACTION  OF  BOARD— Application  granted  on  concm 
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IE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

-Negative:  . . .  0 

IK  RESOLUTION  (91-47-BZ) 

\Vhereas,  Alfred  H.  Eccles,  for  Einson  Freeman  Co., 
...  owner  filed  January  30,  1947  an  application  under  sec- 
ns  It  and  21  oi  the  zoning  resolution,  to  permit  in  a  resi- 
ice  use  B  area  district,  the  change  in  occupancy  from 
rage  to  photography  studio  using  more  than  the  area  per- 
tted  and  without  the  required  rear  yard,  premises  155  East 

Strff!’  £ordl  sjde’  west  of  3rd  avenue  (Block 

..  lot  34),  Borough  of  Manhattan:  and 

A’hereas  a  public  hearing  was  held  on  this  application 
the  Board  ot  Standards  and  Appeals,  at  its  regular  meet- 
March  25  1947,  after  due  notice  by  publication  in  the 
llet.n,  and  laid  over  to  April  15,  1947  for  inspection  by 
rommittee  ol  the  Board  and  for  applicant  to  file  revised 
ns;  and 

A  hereas,  the  district  maps  accompanying  the  zoning  reso- 
lon  show  that  East  35th  street  is  in  residence  and  busi- 
s  use  B  area  and  class  \y2  height  districts;  3rd  avenue  is 
a  business  use  B  area  and  class  l1/?  height  district;  and 
A/hereas  the  decision  of  the  borough  superintendent 
ed  SnTu’  1947  on  Alt'  AM>lic-  2324-46  reads: 

.  1  he  change  in  use  from  garage  to  photography 
studios,  in  the  building  located  in  a  Residence  Use  and 
,rfaTT  ^llstrict  l?  contrary  to  the  Zoning  Resolution, 
■Art.  it,  Bee.  3.  I  roposed  enclosed  stairway  within  the 
rear  yard  ^  contrary  to  Art.  II,  Sec.  3  also  Art.  IV 
bee.  12  and  17,  Zon-Res.” 

Jhereas,  the  applicant  states  that  the  premises  consist  of 
lot,  26  ft.  4  in  frontage  by  99  ft.  6  in.  in  depth,  on  which 
ocated  a  building  26  ft.  4  in.  front  by  99  ft.  6  in.  in 
th;  stories,  27  ft.  in  height,  of  class  3  construction 
a-  y  USed  ,as  a  garagei  that  it  is  proposed  to  use  the 
ding  as  a  photography  studio  as  shown  on  revised  plans 
ked  received  April  9,  1947,  two  sheets ;  that  the  building 
be  rehabilitated  and  new  doors  and  windows  installed ; 

'LERKAS,  the  applicant  contends  that  the  studio  will  be 
1  by  the  Einson-Freeman  Co.,  Inc.  of  Long  Island  City 
•hotograph  models ;  that  at  the  present  time  this  photo¬ 
nic  work  is  carnal  out  in  their  factory  at  Long  Island 
but  they  desire  a  more  convenient  location  and  better 
ng  lor  this  particular  branch  of  their  work ;  that  it  is 
)osed  to  install  a  stair  of  convenience  at  the  rear  to 
litate  the  work;  that  this'  stair  will  require  a  bulkhead 
nding  out  3  ft.  6  in.  from  the  rear  wall  of  the  second 
'  and  above  the  roof  of  the  existing  first  story  exten- 
;  and 

hereas,  the  premises  and  surrounding  area  were  in-« 
ted  by  a  committee  of  the  Board ;  and 
hereas,  the  applicant  changed  the  basis  of  his  applica- 
to  read  “Section  7e  and  21,”  instead  of  “Section  7c  and 

and 

hereas,  the  Board  deemed  that  this  was  a  proper  case 
hich  to  exercise  discretion  to  grant  under  section  7e  of 
zoning  resolution  as  to  use,  and  that  the  applicant  had 
tantiated  a  basis  to  warrant  exercise  of  discretion  to 
t  under  section  21  of  the  zoning  resolution  as  to  area, 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
ulty  and  unnecessary  hardship. 

'solved,  that  the  Board  of  Standards  and  Appeals  does 
V  wake  a  variation  in  the  application  of  the  use  and 
district  regulations  of  the  zoning  resolution  and  that 
ipplication  be  and  it  hereby  is  granted  for  a  term  of  15 
■  to  permit  the  building  to  be  occupied  as  proposed  and 
idicated  on  revised  plans  marked  “Received  April  9, 
two  sheets  and  area  plan  marked  “Received  January 
9-17,’'  1  sheet,  on  condition  that  the  building  shall  not 
Jrtlier  increased  in  height  or  area;  that  the  building 
be  used  throughout  as  proposed;  that  no  advertising 
shall  be  constructed  on  the  building,  except  there  may 


be  a  neat  sign  of  bronze  or  brass  near  the  entrance  not  over 
144  sq.  m.  in  area,  advertising  the  occupancy;  that  the  win¬ 
dows  facing  on  35th  street  shall  not  be  used  as  show  windows 
ut  may  be  of  plain  glass  with  the  divisions  as  indicated  and 
equipped  inside  with  drapes  and  blinds;  that  the  interior 
alteration  shall  be  substantially  as  indicated  on  such  plans 
and  shall  comply  with  the  requirements  of  the  building  code 
therefor;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  the  rear 
wall  shall  be  painted;  that  the  former  stable  or  garage  use 
shall  at  no  time  be  restored;  that  all  permits  shall  be  ob- 
tamed  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


94-47-BZ 

A  P pL 1  CAN T  H erman  Kron,  for  Anndons,  Inc.,  owner 
A1S  B.U1C!C  CorP>  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7h  and  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the 
display  and  sale  of  used  cars  and  the  parking’  and 
storage  of  more  than  five  (5)  motor  vehicles  with 
license  plates  removed. 

PREMISES  AFFECTED-2318-2332  Jerome  avenue,  east 

Tldf’n\97T>ft-  nor,th  of  East  183rd  street  (Block  3187, 

APPEARAN^eI0- Ugh  °f  ^  Br°"X' 

For  Applicant:  Herman  Kron  and  Richard  S 
Ferns. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
a  Housing  and  Buildings. 

THE1  VOTE— B0ARD—ApPliCati°n  granted  on  condition. 

Affirmative  :  Chairman  Murdock,  Commissioners 
-Dium  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (94-47-BZ) 

Whereas,  Herman  Kron,  for  Anndons  Inc.,  owner  Ferris 
Buick  Corporation,  lessee,  filed  January  31,  1947,  an  applica- 
lon  under  sections  7e  and  7h  of  the  zoning  resolution  to 
permit  in  a  business  use  district,  the  display  and  sale  of  used 
cars  and  the  parking  and  storage  of  more  than  five  (5)  motor 
yeo«oSTWith  llcense  Plates  removed,  affecting  premises  2318 
?  "32  Jerome  aven  east  side,  197  ft.  north  of  East  183rd 
street  (Block  3187  Lot  9),  Borough  of  The  Bronx;  and 
,  ,HE^EAS’  a  public  hearing  was  held  on  this  application 
y  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
mg  March  25,  1947,  after  due  notice  by  publication  in  the 
ulletin,  and  laid  over  to  April  15,  1947  for  inspection  by  a 
Committee  of  the  Board  and  for  decision  without  further 
argument;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
lution  show  that  Jerome  avenue  is  in  a  business  use,  B  area 
and  Class  1)4  height  district;  East  183rd  street  is  in  a  busi- 
newUSej  ^  area  and  Class  height  district;  and 
a  the  decision  of  the  borough  superintendent, 

dated  April  9,  1947,  re  Alt.  Applic.  24-47,  reads : 

“1.  In  a  business  use  district,  the  sale  of  used  cars 
m  an  open  air  lot  is  contrary  to  Art.  2,  subdivision  15 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  125  ft.  frontage  by  100  ft.  in  depth,  presently  vacant; 
that  it  is  proposed  to  erect  a  building  10  ft.  front  by  15  ft. 
in  depth  one  story,  12  ft.  in -height,  of  Class  3  construction, 
to  be  used  as  an  office ;  and 

Whereas,  the  applicant  contends  that  this  is  an  appli¬ 
cation  to  vary  Article  II,  Section  4,  Subdivision  15  of  the 
zoning  resolution  so  as  to  permit  the  use  of  the  premises  for 
display  of  used  cars;  that  on  June  4,  1946,  Cal.  No.  539-23-BZ 
covering  the  premises  2325  Jerome  avenue,  which  is  across 
the  street,  was  approved  for  a  service  station  for  new  Buick 
automobiles ;  that  the  same  firm  is  taking  used  cars  in  trade 


445 


MINUTES 


which  have  to  be  disposed  of,  and  it  is  emphasized  that  all 
cars  on  display  will  have  their  license  plates  removed  and  no 

parking  lot  will  be  created;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  'regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  for 
a  term  of  5  years  from  the  date  of  this  resolution  on 
condition  that  all  existing  wood  floors  and  beams  on  the 
site  shall  be  completely  removed  and  the  former  cellar  or 
space  under  the  street  floor  shall  be  filled  to  giade,  ia 
the  premises  shall  be  surfaced  with  clean  gravel  or  steam 
cinders  and  treated  with  a  binder  and  properly  rolled  and 
graded  to  provide  surface  drainage;  that  the  premises  shall 
be  used  only  as  proposed  for  the  display  of  used  automobiles , 
that  along  the  interior  lot  lines  to  the  north  and  south  there 
shall  be  ‘constructed  a  wood  fence  not  less  than  6  it.  m 
height  of  tight  boards;  that  such  fence  shall  be  kept 
painted ;  that  along  the  street  building  line  there  shall  be 
erected  a  wood  or  metal  picket  fence  approximately  6  ft 
in  height  and  kept  painted;  that  no  building  shall  be  erected 
on  the  premises  except  there  may  be  a  small  building  erected 
as  indicated  on  plans  filed  with  the  application  marked 
“Received  March  4,  1947,”  not  over  225,  sq.  ft  in  area 
not  over  one  story  in  height,  of  Class  3  construction  to  be 
occupied  as  a  sales  office  and  shelter  for  the  attendant , 
that  signs  erected  shall  be  in  accordance  with  the  require¬ 
ments  of  the  zoning  resolution  therefor;  that  the  sidewa 
in  front  of  the  premises  shall  be  restored  to  the  satisfaction 
of  the  borough  president ;  that  curb  shall  not  exceed  15  . 

in  width ;  that  in  all  other  respects  the  premises  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto , 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct  ;  that  all  permit, 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  w  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . 0 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 


23-46-A  .  T  ... 

APPLICANT— Alden  B.  MacNeil,  for  Fred  Loguidice, 

SUBJECT — Appeal  from  a  decision  of  the  borough  super- 

P  REM  I SES1  ^AFFECTED — 139- 1 5  and  139-17  109th  ave¬ 
nue,  north  side,  144  ft.  east  of  139th  street  (Block 
10068,  Lots  210  and  211)  Jamaica,  Borough  of 
Queens. 

APPEARANCES—  _  XT 

For  Applicant:  Alden  B.  MacNeil.  ,  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings.  in,,  ,  in 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at  10 
A.  M  for  inspection  by  Committee  of  the  Board, 
•  and  for  further  study  and  decision  by  the  Board. 


204-47-A  „  .  .  _  u 

APPLICANT— Lama  and  Proskauer,  for  Precision  Realty 
Corp.,  owner  (Precision  Utilities  Manufacturing 

Corp.,  lessees).  ,  ,  _ 

SUBJECT — Appeal  from  an  .  order  of  the  fire  commis- 

PREMISEsT’  AFFECTED— 79-01  to  79-11  Rockaway 
Beach  boulevard  and  177-199  Beach  79th  street, 
southwest  corner  (Block  615,  Lot  30),  Rockaway 
Beach,  Borough  of  Queens. 

API  1  ^Ap^N  Applicant ;  Alfred  A.  Lama  and  Ronald 
Grebosz. 


THE  RESOLUTION  (204-47-A) 

Whereas,  Lama  and  Proskauer  for  Precision  Realty 
Corporation,  owner  (Precision  Utilities  Manufacturing 
Corporation,  lessee)  filed  February  28,  1947  an  appeal  from 
an  order  of  the  fire  commissioner  affecting  premises  79-01 
to  79-11  Rockaway  Beach  boulevard  and  177-199  Beach  79th 
street,  southwest  corner  (Block  615,  Lot  30),  Far  Rockaway 
Borough  of  Queens ;  and  ,  . 

Whereas,  Order  6438LC  issued  by  the  fire  commissionei 

February  21,  1947,  reads:  #9199Ir 

“2.  Comply  with  Item  14  of  Order  #2128-LC 
issued  March  20,  1946  and  reading  as  follows: 

‘Label  gas  oven  with  approval  number  of  Boan 
of  Standards  and  Appeals’  ”. 

Whereas,  the  applicant  states  that  the  building  is  . 
stories,  26  ft.  in  height,  113  ft.  10  in.  by  221  ft.  irregula 
in  area,  of  class  3  construction,  erected  in  1929,  located  11 
a  business  and  residence  use  C  area  class  1  height  distric 
and  used  and  occupied  as  follows:  1st  floor  manufactur 
ing  of  metal  products  and  garage — 55  persons;  2nd  floor¬ 
manufacturing  of  metal  products,  storage,  showroom  an 
office— 35  persqns ;  that  the  building  is  equipped  with  a  on 
source  sprinkler  system,  two  4  ft.  wide  fireproof  stair 
leading  from  2nd  story  direct  to  street  and  provided  with 

ladder  and  scuttle  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  oven  in  Ques 
tion  consists  of  a  Columbia  gas  fired  drying  oven  24  i 
bv  7  ft.  7  in.  by  7  ft.  heated  by  a  gas  unit  manufactured  b 
Western  Products  of  New  Castle,  Indiana;  that  heated  a ■ 
is  forced  into  the  oven  from  the  heating  unit  through  t 
duct  and  is  distributed  uniformly  along  the  length  of  tl 
oven,  near  the  inside  top ;  that  the  air  is  then  drawn  by 
power  blower  from  one  side  of  the  oven  and  forced  bac 
into  the  oven  near  the  bottom  thereby  providing  a  unitor 
temperature  throughout ;  that  the  ducts  through  which  t 
circulation  of  air  is  done  has  a  damper  which  can  cause  tl 
air  to  be  exhausted  to  the  outside  air;  that  there  is  a  ve 
in  the  top  of  the  oven  which  is  open  at  all  times;  that  tl 
exhausts  from  the  heating  and  drying  compartments  a 
individually  piped ;  that  the  fans  operate  when  gas  How 
that  the  fans  may  be  operated  when  gas  is  turned  ott  ,  t 
the  oven  in  question  is  substantially  in  compliance  with  t 
requirements  of  the  Board  and  it  is  therefore  requested  th 
permission  be  granted  to  maintain  the  oven  as  shown  ' 
plans  filed  with  this  appeal;  and  - 

Whereas,  the  oven  in  question  was  submitted  to  the  uoa 
for  test  and  approval  under  Cal.  623-46-SA  and  has  be 
inspected  by-a  Committee  of  the  Board ;  and  , 

Whereas,  the  applicant  under  Cal.  623-46-bA  has  j 
quested  under  date  of  April  15,  1947,  the  withdrawal  of  t 
application  for  test  and  approval,  stating  that  the  compa 
does  not  propose  to  continue  manufacture.  ■ 

Resolved,  that  the  decision  of  the  fire  commissioner  as  j 
Order  #2128-LC,  item  14,  be  and  it  hereby  is  modified  a 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  th 
the  oven  shall  be  maintained  to  the  satisfaction  of  the  • 
commissioner  and  that  no  spray  booths  shall  be  maintair 
within  25  feet  of  the  source  of  heat  for  the  oven  itself. 


APPLIANCE  AND  MATERIALS  SUBMITTED  F( 

APPROVAL 

491-31-SA 


APPLICANT— Perfection  Stove  Co.,  Inc.,  owner 
SUBJECT— Super f ex  Oil  Burning  Heaters  and  Heat  t 
jectors  (reopened  October  22,  1946  to  include  ac 
tional  models  #2201,  #2001,  #2002,  #2005,  # 
#2105,  #2106,  #2113,  #2114,  #1249,  #2< 
i#  1315  and  #1316).  • 
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,PPEARANCES — 

For  Applicant :  Frank  W.  Blauvelt. 
i.CTION  OF  BOARD — Resolution  amended. 

HE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

HE  RESOLUTION  (491-31-SA) 

Whereas,  the  Pefection  Stove  Co.,  owner,  filed  October 

1931,  an  application  with  the  Board  of  Standards  and 
ppeals,  for  approval  of  this  device,  known  as  the  Superfex 
il  Burning  Heater;  and 

Whereas,  this  device  was  approved  by  the  Board  on  July 

1932,  under  Rule  22  of  the  Fuel  Oil  Rules  then  in  force ; 

id 


Recommendation 

The  Committee  on  Test  have  checked  these  burners 
and  recommend  that  the  resolution  of  January  23,  1940 
be  amended  to  include  approval  of  models  #2201,  #2001 
#2002,  #2005,  #2006,  #2105,  #2106,  #2113,  #2114,’ 
#1249,  #2205,  #1315,  arfd  #1316  on  condition  that  all 
requirements  of  the  resolution  of  July  23,  1940  be  com¬ 
plied  with. 


(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 


Whereas,  the  applicant  requested  an  amendment  of  the 
solution  so  that  the  approval  of  the  burner  would  be  effec- 
ve  under  the  Oil  Burner  Rules  adopted  June  15,  1934;  and 
Whereas,  the  Board  approved  the  Superfex  Oil  Burning 
eater,  models  1031,  1032,  1035,  1036,  1107,  1108,  1117,  1118, 
.09,  1110,  1119,  and  1120  and  Heat  Projector  models  1051, 
*52,  1053  and  1054,  on  certain  conditions  ;  and 
'Whereas,  the  resolution  was  amended  on  January  23,  1940, 
d  the  applicant  requested  a  further  amendment  of  the 
solution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
:tober  22,  1946,  subject  to  usual  procedure;  and 
Whereas,  the  report  of  a  Committee  on  Test  reads: 

K 

REPORT  OF  COMMITTEE  ON  TEST 

March  18,  1947 

Cal.  #491 -31 -S A 

Subject:  Amendment  of  Resolution  adopted  July  8,  1932 
as  amended  January  8,  1935,  October  15,  1938,  June 
15,  1937  and  January  23,  1940  to  include  new  models. 
Request  was  made  by  the  Perfection  Stove  Company 
for  a  reopening  of  the  application  to  include  new  models, 
#2201,  #2001,  #2002,  #2005,  #2006,  #2105,  #2106, 
#2113,  #2114,  #1249,  #2205,  #1315,  and  #1316.  The 
application  was  reopened  October  22,  1946. 

Description 

f  riiese  models  are  similar  to  former  models  approved 
by  the  Board  but  differ  as  herein  described. 

1  Model  #2201  is  similar  to  #1201  as  to  combustion 
1'Ut  the  exterior  design  and  ornamentation  has  been 
,  changed. 

Model  #2001  is  similar  to  #1201  with  the  same  ex¬ 
terior  change. 

Model  #2002  is  similar  to  #1202  with  the  same  ex¬ 
terior  change. 

Model  #2005  same  as  #1235  with  a  similar  exterior 
change. 

Model  #2006  same  as  #1236  with  a  similar  exterior 
change. 

Model  #2105  same  as  #1317  No  Change. 

,  Model  #2106  same  as  #1318  No  Change. 

Model  #2113  same  as  #1107  with  exterior  design  and 
.  ornamentation  changes.  v 

Model  #2114  same  as  #1108  with  exterior  design  and 
ornamentation  changes. 

Model  #1249  same  as  #1051  with  exterior  design  and 
ornamentation  changes. 

Model  #2205  same  as  #1235  &  1236  with  exterior  de¬ 
sign  and  ornamentation  changes. 

Model  #1315  same  as  #1319  with  exterior  design  and 
ornamentation  changes. 

Model  #1316  same  as  #1320  with  exterior  design  and 
ornamentation  changes. 

.  Model  #2205  has  an  8  gallon  storage  tank.  This  is 
similar  to  model  #1051  which  had  a  10  gallon  storage 
capacity  and  was  so  approved. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  8,  1932,  as  amended 
through  January  23,  1940,  in  accordance  with  the  above 
report.  * 


476-44-SM 

United  States  Gypsum  Company,  owner, 
o  U  BJ  EC  1 — United  States  Gypsum  Company’s  2"  Solid 
Rocklath  and  Plaster  Partition  (reopening  and 
amendment  of  resolution). 

APPEARANCES— 

For  Applicant :  W.  W.  Bainbridge. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (476-44-SM) 

Whereas,  the  United  States  Gypsum  Company,  owner 
filed  on  August  10,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  United  States  Gypsum  Company  2  inch  Solid  Rock- 
lath  Plaster  Partition,  Method  of  Construction ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
November  28,  1944,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  June  11,  1946  • 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution ;  and 

Whereas,  the  re'port  of  a  Committee  on  Test  reads: 

Re:  Cal.  No.  476-44-SM,  Vol.  II. 

Subject:  United  States  Gypsum  Company’s  2"  Solid 
Rocklath  and  Plaster  Partition  (reopening  and 
amendment  of  resolution). 

March  28,  1947. 

REPORT  OF  COMMITTEE  ON  TEST 

On  January  30,  1947,  the  United  States  Gypsum  Com¬ 
pany  requested  that  this  application  be  amended  to 
consider  test  and  approval  of  an  alternate  method  of 
construction  of  a  2"  solid  long  length  Rocklath  and 
Plaster  Partition. 

On  June  11,  1946,  the  Board  approved,  by  amendment 
of  prior  resolution  of  November  28,  1944,  a  two-inch 
plaster  partition  constructed  of  y»"  Rocklath  as  ap¬ 
proved  for  certain  uses  under  Cal.  No.  790-42-SM  and 
13/16"  plaster  on  both  sides,  containing  “Redtop  wood- 
fibre  plaster.”  After  test  at  Underwriters  Laboratories, 
this  partition  was  approved  as  a  one-hour  non-bearing 
fire-resistive  partition,  together  with  certain  runner 
channels. 

The  alternate  construction,  approval  of  which  is  now 
requested,  varies  only  as  to  the  plastering,  which  con¬ 
sists  of  a  scratch  coat  J4”  to  ffl'  thick,  containing  one 
part  Gypsum  plaster  and  one  part  of  sand  by  weight; 
a  brown  coat,  approximately  l/2"  thick,  consisting  of 
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SECTION  THROUGH  2"  SOLID  ROCKLATH 
•  AND  PLASTER  PARTITION. 

Fig.  1 


fli -  CEILING  ATTACHMENT 


CEILING  RUNNER 
MIN.  WT  2.5  LBS.  PER  SQ.  YD. 


SECTION 


SIDE  VIEW 
£  SHAPED  SLOTTED  CEILING  RUNNER 


2 "  SOLID  ROCKLATH  &  PLASTER  FARTITION 

Fig.  2 


FLOOR  CLIPS  24"0.C 


URC,  METAL  BASE  ASSEMBLY. 

FOR 

2"  SOLID  ROCKLATH  &  PLASTER  PARTIT' 
*  Fig.  3 
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one  part  of  Gypsum  plaster  and  two  parts  of  sand  by 
weight ;  a  finish  coat  1/16"  thick,  consisting  of  U.  S. 
Gypsum  lime  plus  33%  U.  S.  Gypsum  gaging  plaster. 
The  total  thickness  of  plaster  on  each  side  was  13/16" 
making  a  total  thickness  with  the  H"  Rocklath  of  2". 
Construction  of  partition,  clip  and  runner  is  shown  on 
Figures  1,  2  and  3. 

A  test  of  this  partition  was  made  at  the  Engineering 
Experiment  Station  of  the  Ohio  State  University, 
Columbus,  Ohio,  on  February  26th  and  27th,  1947,  and 
was  witnessed  by  Chairman  Murdock,  Commissioner 
Blum  and  Chief  Engineer  Huber  of  the  Board  and 

H.  N.  Huntzicker,  Manager  of  Research  and  others  rep¬ 
resenting  the  U.  S.  Gypsum  Company.  The  panels 
tested  were  approximately  10  feet  square.  Fire  test 
and  hose  stream  test  were  conducted  in  strict  accord¬ 
ance  with  Section  C26-609.0  Alternate  Test  Method  of 
the  Administrative  Building  Code  under  the  standard 
fire  test  specifications  of  the  A.S.T.M.  09-41.  Section 
C26-609.0  by  general  resolution  adopted  March  25,  1947, 
was  amended  under  Section  C26- 189.0,  paragraph  C  to 
supersede  A.S.T.M.  C19-26T  by  A.S.T.M.  09-41. 

The  tests  met  the  requirements  of  A.S.T.M.  09-41 
and  the  official  test  report  of  the  laboratory  is  in  the 
record. 

The  Committee  recommends  that,  under  the  authority 
of  C26-19L0,a  and  based  on  fire  tests  made,  the  parti¬ 
tion  be  approved  as  a  2"  solid  Rocklath  and  plaster 
partition  as  a  one-hour  fireproof  non-bearing  partition, 
complying  with  the  requirements  of  Section  C26-636.0,a 
(10.4.3.1)  of  the  Administrative  Building  Code  and 
when  used  with  clip  and  runners  as  slfbwn  on  Figures 

I,  2  and  3. 

(Sgd.)  Harris  H.  Murdock, 

,Chairman, 
Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ebv  amend  the  resolution  of  November  28,  1944,  as 
:nded  June  11,  1946,  ^n  accordance  with  the  above  report. 


:-46-SM 

i  PLICA  NT— Columbia  Ventilating  Co.,  Inc.,  owner. 
BJECT — Columbia  Gas  Drying  Oven,  approval  of. 
jPEARANCES— 

For  Applicant :  None. 

HON  OF  BOARD — Application  withdrawn. 

E  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 

E  RESOLUTION  (623-46-SM) 

herkas,  the  Columbia  Ventilating  Co.,  Inc.,  owner,  filed 
September  3,  1946,  an  application  with  the  Board  of 
hdards  and  Appeals  for  approval  of  the  appliance  known 
1  olumbia  Gas  Drying  Oven  ;  and 
here  AS,  the  applicant  under  date  of  April  15,  1947,  has 
!  ested  the  withdrawal  of  this  application  for  test  and 
"oval,  stating  that  the  Company  does  not  propose  to 
'inue  manufacturing. 

esolved,  that  the  application  be  and  it  hereby  is  with- 
'vri. 


•7-SM 

LICANT — Kohler  Co.,  owner. 

BJECT — Kohler  Co.,  Chromium  Plated  Brass  Sink, 
Lavatory  or  Bath  Trap,  Model  K-9030,  approval  of. 
/EARANCES — 

For  Applicant :  K.  Hasselbrink. 

ION  OF  BOARD — Material  approved  in  accordance 
with  report  of  a  Committee  on  Test. 

-K9 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  « 


iv^oui(UUUl\  t,00-4/-C)Al ) 


^qWhereas,  the  Kohler  Co.,  owner,  filed  on  January  10, 
1947,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  materia]  known  as  Kohler  Co 

&k5030 S'  *  Sink'  Uva,0ry  °r  Ba,h  Trap' 

Whereas,  the  report  of  a  Committee  on  Test  reads: 


REPORT  OF  COMMITTEE  ON  TEST 


Cal.  55-47-SM 

Subject:  Kohler  Co.  Chromium  Plated  Brass  Sink 
Lavatory  or  Bath  Trap,  Model  K-9030,  approval  of. 

nf  K°chler-  Wisconsin,  filed  an  application 
(  \  1 Standards  and  Appeals  for  approval 

nr  RerpKTh  Cr  Blated  Brass  Sink  Lavatory 

1 7«n  K'9?3R  Under  the  Provisions  of 

06-1780.6,  C26-1256.0  and  C26-1257.0— Administrative 

Building  Code. 


Description 

This  trap  is  made  of  chromium  plated  pressure  cast 
brass  m  two  pieces  brazed  together  into  a  single  unit. 
It  is  1-11/16  outside  diameter  and  1-7/16"  inside  diame¬ 
ter  with  clean,  smooth  interior  passageway.  The  inlet 
nut  and  ^collar  are  1  standard  pipe  size.  The  water 
seal  is  2".  The  bore  is  such  as  to  pass  freely  a  ball  M" 
less  in  diameter  than  the  bore  of  the  trap.  There  is  a 
brass  cleanout  1  %"  in  outside  diameter.  The  trap  is 
manufuctured  in  sizes  as  follows:  l%"  inlet,  l%"  and 
1^4  outlet,  iy2  inlet,  1 1/2"  outlet. 


Inspection  and  Test 

The  appliance  was  subjected  to  inspection  and  test  in 
the  presence  of  Chief  Engineer  Huber  of  a  Committee 
«n  Test,  and  Chief  Plumbing  Inspector  Ferguson  of 
the  Dept,  of  Housing  and  Buildings  at  36-10  Northern 
Boulevard,  L.  I.  City  on  Feb.  20,  1947  and  was  found 
to  function  properly  as  designed. 

The  test  was  as  follows : 

A  wash  basin  was  set  up  on  the  first  story.  A  K.9030 
trap  was  placed  directly  under  the  discharge  of  the  wash 
basin.  The  trap  was  filled  with  sand.  A  similar  test 
was  made  with  tea  leaves,  coffee  grounds,  saw  dust  and 
grated  soap.  At  each  test  the  above  items  were  com¬ 
pletely  washed  out  of  the  trap.  The  trap  was  then  set 
two  feet  from  the  basin  and  the  same  tests  were  applied 
with  the  same  results.  The  trap  has  a  full  size  bore, 
smooth  interior  water  way  and  a  solid  ball  1  yA"  diameter 
passed  freely  from  the  outlet  and  entirely  through  the 
seal  of  the  trap. 

R  e  commendation 

On  the  basis  of  the  inspection  and  test,  the  Committee 
on  Test  recommends  the  approval  of  the  Kohler  Chro¬ 
mium  Plated  Brass  Sink  and  Lavatory  or  Bath  Trap 
Model  K-9030  in  sizes  stated,  when  constructed  as  herein 
specified  and  when  installed  in  accordance  with  the  pro¬ 
visions  of  Article  13  of  the  Administrative  Building 
Code,  provided  the  trap  has  a  label  reading  “Approved 
by  the  Board  of  Standards  and  Appeals  for  Use  in  New 
York  City  Under  Cal.  #55-47-SM.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


Adjourned  :  1  :05  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  15,  1947 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


255-42-S 

APPLICANT— Oscar  Goldschlag,  for  Silverberg  and  1  ratt- 
ner,  Inc.  owner. 

SUBJECT — Application  reopened  March  11,  1947— re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent 
(previously  granted  on  condition). 

PREMISES  AFFECTED — 358  East  145th  street,  south 
side,  91.41  ft.  east  of  3rd  avenue  (Block  2300,  Lot 
66),’  Borough  of  The  Bronx. 

APPEARANCES—  ^  ,,  ,  , 

For  Applicant :  Seymour  Goldschlag.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 


THE  RESOLUTION  (255-42-S) 

Whereas,  this  application  from  a  decision  of  the  borough 
superintendent,  affecting  premises  358  East  145th  street, 
south  side,  91.41  ft.  east  of  Third  avenue  (Block  2306,  Lot 
66),  Borough  of  The  Bronx,  was  granted  by  the  Board  on 
May  12  1942,  on  certain  conditions,  resolution  amended  Sep¬ 
tember  9,  1942,  November  10,  1942  and  February  9,  1943  and 
the  applicant  requested  a  further  amendment  of  the  resolu¬ 
tion  ;  and  „  , 

Whereas,  this  case  was  reopened  by  vote  ot  the  Board  on 

March  11,  1947,  subject  to  usual  procedure ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  27,  1947,  on  amendment  to  Alt.  Applic.  904-41, 

reads :  .  ,  „ 

“10.  Fire  escape  as  filed  does  not  comply  with  bee. 

273,  Labor  Law,  and  Rule  2.” 

and  .  .  . 

Whereas,  the  applicant  states  that  it  is  now  proposed  to 
use  and  occupy  the  building  as  follows .  cellar,  storage,  no 
persons;  1st  floor,  office  and  storage,  2  persons,  2nd  floor, 
manufacturing  store  fixtures,  12  persons ;  3rd  floor,  manufac¬ 
turing  store  fixtures,  12  persons ;  4th  floor,  manufacturing 
store  fixtures,  12  persons ;  and 

Whereas,  the  applicant  now  states  that  there  are  two 
wood  stairs  on  all  floors  enclosed  in  2"  by  4"  studs  surfaced 
with  metal  lath  and  plaster  both  sides,  equipped  with  fire¬ 
proof  self-closing  one  hour  test  doors  and  one  of  which 
leads  from  the  roof  bulkhead,  directly  to  the  street ,  that 
these  stairs  are  3  ft.  8  in.  and  3  ft.  no  in.  in  width,  respec¬ 
tively,  and  that  there  is  one  fire  escape  at  the  front  leading 
to  the  roof  by  ladder  and  to  the  street  by  counter-balanced 
drop  ladder ;  that  windows  and  doors  on  the  course  of  the 
fire  escape  are  fireproof  self-closing ;  and 

Whereas,  the  applicant  requests  the  Board  to  permit  the 
use  of  the  3rd  and  4th  floors  for  manufacturing;  and 
Whereas,  the  applicant  contends  that  the  owner  has  ex¬ 
panded  his  business  considerably  and  the  scarcity  of  manu¬ 
facturing  space  makes  it  impossible  to  obtain  any  additional 
space ;  that  the  separation  would  cause  great  hardship  for  the 
owner;  that  the  exits  are  adequate  and  the  floors  are  ample 
to  sustain  the  required  live  load  of  120  lbs.  per  sq.  ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  12,  1942  as  amended 
by  resolutions  of  .September  9,  1942  and  February  9,  1943, 
by  adding  thereto : 

“that  in  the  event  the  owner  desires  to  occupy  the 
third  and  fourth  floors  of  the  building  as  a  factory,  such 


use  may  be  permitted,  provided  the  resolution 
amended  through  February  9,  1943  is  complied  wi 
that,  in  addition,  the  interior  stair  shall  be  protec 
with  fire-retarded  material  as  proposed  and  as  indica 
on  plans  filed  with  this  request  for  amendment  da 
February  15,  1947,  four  sheets ;  that  there  shall  be  pla 
within  the  stairway  on  each  floor,  a  sign  reading  t 
this  stairway  shall  not  be  used  for  emergency  exit ;  t 
the  occupancy  as  proposed  shall  not  exceed  12  i>ers 
per  floor  for  each  of  the  third  and  fourth  floors,  t 
such  portable  fire-fighting  appliances  shall  be  maintai 
as  the  fire  commissioner  shall  direct.” 


547-46-A 

APPLICANT— Richard  P.  Charles,  for  Rockaway  P< 
Development  Corp.,  owner  (Rockaway  Operai 
Co.  lessee). 

SUBJECT— Application  reopened  March  18,  1947- 

Appeal  from  a  decision  of  the  borough  supe 
tendent  (previously  withdrawn). 

PREMISES  AFFECTED — 7,  9,  11,  13,  17,  19,  23,  27 
35,  37,  39,  41  and  45  Utica  street,  east  side,  40 
and  120  ft.  north  of  West  End  avenue  (Block 
Lot  1),  Rockaway  Point,  Borough  of  Qu> 
(Under  section  36,  General  City  Law  re  build 
not  on  legally  graded  or  mapped  streets). 

APPEARANCES—  ^  , 

For  Applicant :  Richard  P.  Charles,  Edv 
Squire,  William  I.  Pette  and  Frederick  C.( 
For  Administration :  Samuel  L.  Becker,  Dep’ 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissione 
Blum  and  Kleinert  and  Deputy  Chief  Guin 
Negative:  . 


THE  RESOLUTION  (547-46-A) 

Whereas,  Richard  F.  Charles,  for  Rockaway  I 
Development  Corp.,  owner,  Rockaway  Point  Open 
Company,  lessee,  filed  July  16,  1946,  an  appeal  from  deci: 
of  the  borough  superintendent  and  an  application  pur: 
to  Section  36  of  the  General  City  Law,  affecting  soutl 
corner  of  Utica  street  and  West  End  Avenue,  Utica  si 
east  side,  40  feet  south  of  West  End  avenue,  120  feet  s 
of  West  End  avenue,  200  ft.  south  of  West  End  avenu< 
ft.  south  of  West  End  avenue,  360  feet  south  of  West 
avenue,  400  feet  south  of  West  End  avenue,  440  feet 
of  West  End  avenue,  480  ft.  south  of  West  End  avenu< 
560  feet  south  of  West  End  avenue,  northeast  corm 
Utica  street  and  West  End  avenue,  east  side  of  Utica  s' 
40  80  and  120  feet  north  of  West  End  avenue,  being 
7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41,  45  Utica  : 
(Block  900,  Lot  1),  Rockaway  Point,  Borough  of 

Whereas,  this  appeal  was  withdrawn  on  Novembf 
1946 ;  and 

Whereas,  the  applicant  requested  a  reopening  o 
appeal  and  rehearing  of  the  appeal ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  J 
on  March 48,  1947,  subject  to  usual  procedure;  and 
Whereas,  the  decisions  of  the  borough  superintei 
dated  June  17,  1946,  on  N.B.  Applic.  6214  to  6227  of 

read :  _  .  . 

“1.  Frame  buildings  within  fire  limits  is  contrz 
section  #12  of  Building  Code. 

2.  Proposed  buildings  are  not  located  on  a  1 
graded  or  mapped  street  when  contrary  to  art.  3.: 
36  of  General  City  Laws.” 

Whereas,  the  applicant  states  the  proposed  building 
each  one  story,  at  least  15  ft.  in  height,  20  ft.  by  35 
area,  of  Class  4  construction,  each  on  a  lot  40  ft.  by  j 
in  area,  located  in  a  residence  use,  D  area  and  Class  1  • 
district  and  used  as  one  family  dwellings;  and  _ 
Whereas,  the  applicant  contends  as  to  Objection  J 
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e  premises  are  not  located  within  the  fire  limits  and  con- 
nds  as  to  Objection  2,  that  Section  36  of  the  General  City 
:iw  is  sound  when  applied  to  ordinary  building  development 
mapped  layout  by  its  applicability  to  and  enforcement 
the  proposed  area  would  entail  practical  difficulty  or  un- 
1,‘cessary  hardship;  that  the  land  is  part  of  a  large  plot 
taling  513  acres,  of  which  150  acres  are  improved  with 
iproximately  2,000  houses  and  a  balance  of  363  acres  is 
limproved ;  that  the  unimproved  land  consists  largely  of 
nd  dunes;  that  the  entire  lot  is  owned  by  one  owner  and 
ierated  by  the  Rockaway  Point  Operating  Co.,  a  wholly 
vned  subsidiary  of  the  owner;  that  no  lots  have  been  sold 
offered  for  sale ;  that  there  are  no  public  streets  or  roads 
lining  through  or  on  this  property ;  that  the  improved  land 
used  primarily  as  a  summer  colony;  that  the  south  side 
'  the  tract  is  in  a  condition  of  flux  by  accretion,  many 
;res  being  added  yearly  and  it  is  not  sufficiently  suitable 
r  permanent  street  or  residence  and  on  the  north  side 
-■  the  tract,  many  acres  are  lost  from  time  to  time  by 
psion  and  until  such  lands  are  stabilized,  streets  or  resi- 
inces  cannot  be  permanently  located  close  to  the  Jamaica 
J>.y  side;  that  proper  streets  have  been  constructed,  water 
pins  and  fire  hydrants  installed  connected  with  the  city 
Vter  supply,  electric  and  gas  services  have  been  installed 
Poughout  the  property,  concrete  sidewalks  installed  and 
per  substantial  improvements  made;  that  engineers  have 
Lai  retained  to  prepare  a  master  plan  for  the  future  de- 
'■  opment  of  the  entire  area,  copy  of  which  plan  is  filed 
*di  this  appeal,  marked  “Exhibit  E” ;  that  all  of  the  streets 
own  on  this  map  comply  in  every  respect  with  the  require- 
nts  of  the  city;  that  with  the  exception  of  beach  clubs 
Mch  are  of  a  temporary  nature,  buildings  constructed 
•eafter  will  be  on  streets  having  the  elevation,  width  and 
irovement  required  in  the  public  streets  of  the  city;  that 
:ce  a  substantial  part  of  the  property  is  not  sufficiently 
hilized  to  i>ermit  the  construction  of  permanent  streets 
d  residences,  such  areas  along  the  Ocean  front  will  remain 
developed  by  streets  or  public  utilities  for  the  present; 
is  therefore  requested  that  the  Board,  pursuant  to  the 
ver  vested  in  it  by  Section  36  of  the  General  City  Law, 
erse  the  decisions  of  the  borough  superintendent  and 
: mit  the  location  of  the  14  frame  dwellings;  and 
A  hf.reas,  this  appeal  was  restored  to  the  calendar  March 
1947  for  the  purpose  of  consideration  af  the  applicant’s 
I'posal  based  on  proposed  alteration  maps  agreed  upon 
substance  between  the  City  Planning  Commission  and  the 
•sident  of  the  Borough  of  Queens  and  the  owflfers  of  the 
tmises  in  question. 

'e solved ,  that  the  decision  of  the  borough  superintendent 
do  N.  B.  Applications  6214  to  6227-46,  Objection  2,  dated 
ie  17,  1946,  be  and  it  hereby  is  modified  and  that  the  appeal 
;and  it  hereby  is  granted  under  the  powers  vested  in  the 
ird  under  section  36  of  the  General  City  Law,  on  condi- 
"  that  the  buildings  shall  be  located  as  indicated  on 
used  plans  filed  with  this  appeal  marked  “Received  Febru- 
13,  1947,”  two  sheets,  facing  upon  Utica  street  to  be  laid 
as  shown  thereon,  to  a  width  of  60  ft. ;  that  in  all  other 
« >ects,  the  buildings  and  occupancies  shall  comply  with  the 
'ing  resolution  and  all  other  laws,  rules  and  regulations 
hcable  thereto;  withdrawn  as  to  objection  1. 


' -46- A 

iPLICAXT — Mac  L.  Reiser,  for  Lorimont  Realty  Corp., 
owner  (Lincoln  Steel  Bed  Manufacturing  Co.,  Inc., 
lessee). 

RJF.C1 — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

EMISES  AFFECTED — 55-57  Montrose  avenue,  north 
side,  75  ft.  east  of  Lorimer  street  (Block  3050,  Lots 
37-38),  Borough  of  Brooklyn. 

tearances- 

For  Applicant :  None. 

■iION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 


THE  VOTE  TO  DISMISS- 

Afhrmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N  egative :  .  g 

THE  RESOLUTION  (563-46-A) 

Whereas,  Mac  L.  Reiser,  for  Lorimont  Realty  Corp., 
owner  (Lincoln  Steel  Bed  Manufacturing  Co.,  Inc.,  lessee), 
filed  on  July  26,  1946,  an  appeal  from  a  decision— re  an  order 
of  the  fire  commissioner,  affecting  premises  55-57  Montrose 
avenue,  north  side,  75  ft.  east. of  Lorimer  street  (Block  3050, 
Lots  37-38),  Borough  of  Brooklyn;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  appeal,  although  duly  notified  to  do  so. 

*  Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 

724-46-A 

APPLICANT — Frank  J.  Buttermark,  for  Michael  Billotto, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 697  Forest  avenue,  north  side, 
211  ft.  west  of  Bement  avenue  (attic);  (Block  168, 
Lot  60),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Frank  J.  Buttermark. 

For  Administration:  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (724-46-A) 

Whereas,  Frank  J.  Buttermark,  for  Michael  Billotto, 
owner,  filed  September  25,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  697  Forest 
avenue,  north  side,  211  ft.  west  of  Bement  avenue  (attic)  ; 
(Block  168,  Lot  60),  West  New  Brighton,  Borough  of 
Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  27,  1946,  on  Alt.  Applic.  315-46,  reads: 

.  “1.  Frame  structure  occupied  for  residential  use  may 
not  be  extended  and  converted  to  business  use  if  more 
than  2  stories  in  height.  Sect.  C26-248.0,  subdiv.  4,  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  attic  (38  ft.)  in  height,  48  ft.  by  34  ft.  in  area,  of  Class 
4  construction;  located  on  a  lot  100  ft.  by  248  ft.,  irregular 
in  area,  in  a  residence  and  local  retail  use,  D  and  E  area  and 
Class  1  height  district,  and  used  and  occupied  as  a  two  family 
dwelling ;  that  the  building  is  proposed  to  be  used  and  occu¬ 
pied  as  follows:  1st  floor,  restaurant  and  bar,  73  persons; 
2nd  floor,  1  family  dwelling,  4  persons;  attic,  vacant  and 
sealed ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
convert  the  building  to  restaurant  use  on  the  1st  floor  and 
dwelling  on  the  2nd  floor;  the  2nd  floor  apartment  to  be 
used  by  the  owner  and  operator  of  restaurant ;  the  attic  will 
remain  vacant;  that  the  building  covers  approximately  1600 
sq.  ft. ;  that  the  cost  of  removing  the  attic  in  order  to  reduce 
the  structure  to  two  stories  in  height  would  be  approximately 
$2500  and  would  work  a  financial  hardship  upon  the  owner; 
that  it  is  proposed  to  remove  the  stairway  to  the  attic  and 
permanently  seal  the  opening  thereto  or  in  the  alternative, 
to  provide  a  ladder  and  scuttle  for  emergency  use  leading  to 
the  attic ;  that  due  to  the  unnecessary  hardship  in  the  way 
of  carrying  out  the  strict  letter  of  the  provisions  of  the  Ad¬ 
ministrative  Building  Code,  it  is  requested  that  a  variance 
be  granted  in  furtherance  of  substantial  justice;  and 
W  hereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board. 
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Resolved  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  315-46  dated  August  27,  1946  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  dented. 


the  borough  superintendent  under  Alt.  Applic.  2034-46 
Objection  2,  dated  March  11,  1947,  on  condition  that  ii 
all  other  respects,  the  resolution  as  adopted  by  the  Boari 
on  October  29,  1946  shall  be  complied  with.” 


798-46-A 

APPLICANT— Magoon  and  Salo,  for  Finland  House  Corp., 


SUBJECT— Application  reopened  March  25,  1947— re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 39-41  East  50th  street  north 
side  250  ft.  east  of  Madison  avenue  (Block  1280, 
Lots  31  and  131),  Borough  of  Manhattan. 


APPEARANCES- 

For  Applicant :  Maurice  W.  Salo. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION-^ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 


Negative : 


0 


THE  RESOLUTION  (798-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  39-41  East  aOth  street, 
north  side,  250  ft.  east  of  Madison  avenue  (Block  1286,  Lots 
31  and  131),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  October  29,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 

resolution ;  and  ,  „  , 

Whereas,  this  case  was  reopened  by  vote  ot  the  Board 
on  March  25,  1947,  subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  11,  1947,  on  amendment  to  Alt.  Applic.  2034-46, 
rebels  • 

“2.  Change  of  construction  of  stairs  not  in  accordance 
with  conditions  set  down  in  Resolution  of  Cal.  #798- 
46- A.” 


Whereas,  the  applicant  now  requests  the  Board  to  amend 
the  resolution  adopted  October  29,  1946  so  as  to  permit  a 
change  in  the  south  wall  construction  of  the  stairwells  and 
to  permit  the  omission  of  the  stair  bulkhead  above  the  pent¬ 
house  roof ;  and  , 

Whereas,  the  applicant  now  contends  that  the  south  walls 
of  the  stair  well  as  indicated  on  plans  previously  filed  with 
the  Board  would  necessitate  the  destruction  of  costly  wood 
panel  and  plaster  work  in  abutting  rooms ;  that  it  is  proposed 
to  place  a  3"  plaster  block  wall,  supported  by  steel  structural 
members  and  plastered;  that  this  construction  will  secure 
protection  for  the  stairs ;  that  at  the  5th  and  6th  floors  the 
south  landing  will  be  3  ft.  7  in.  deep,  but  as  there  is  more 
than  adequate  exit  from  all  floors,  it  is  felt  that  the  security 
and  fire  protection  of  the  building  will  not  be  lessened ,  that 
the  extension  of  the  stair  in  51  East  50th  street  to  the  roof 
is  not  necessary,  as  access  to  both  roofs  of  adjacent  buildings 
can  be  had  from  the  main  roof  level  of  the  building  in  ques¬ 
tion  ;  that  the  rear  of  the  penthouse  has  access  to  two  fire 
escapes;  that  metal  ladders  will  be  installed  between  the 
main  roof  and  the  penthouse  roof,  thus  providing  reasonable 
means  of  escape  in  the  event  of  emergency;  it  is  therefore 
requested  that  the  Board  permit  the  construction  of  the  stair 
enclosures  as  shown  on  revised  plans  filed  marked  “Received 
March  11,  1947”  and  the  omission  of  the  stair  bulkhead  in 
the  easterly  building,  as  indicated  on  such  plans. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  29,  1946  by  adding 


“that  the  stair  enclosures  may  be  of  3"  gypsum  block 
as  proposed,  in  certain  locations  supported  by  steel  struc¬ 
tural  members  erected  and  maintained  to  the  satisfac¬ 
tion  of  the  borough  superintendent,  as  indicated  on  re¬ 
vised  plans  marked  “Received  March  11,  1947,”  ten 
sheets  and  that  one  roof  bulkhead  may  be  omitted  as 
proposed,  as  indicated  thereon,  all  as  passed  uj>on  by 


103-47-A 

APPLICANT— Arthur  M.  Waldman,  for  Martin  Gottliel 
owner  (Brooklyn  Lace  Paper  Works,  lessee). 
SUBJECT— Appeal  from  an  order  and  a  decision  of  th! 
fire  commissioner. 

PREMISES  AFFECTED— 54-56  South  2nd  street,  som 
side,  130  ft.  west  o'f  Wythe  avenue  (Block  241: 
Lot  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  M.  Waldman  and  Marti 
Gottlieb. 

For  Administration  :  Thomas  A.*  Larkin,  Fire  Dei1' 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 

THE  RESOLUTION  (103-47-A) 

Whereas,  Arthur  M.  Waldman,  for  Martin  Gottlie 
owner  (Brooklyn  Lace  Paper  Works,  lessee),  filed  Janua 
30,  1947,  an  appeal  from  an  order  and  decision  of  the  fi 
commissioner,  affecting  premises  54-56  South  2nd  stre 
south  side,  130  ft.  west  of  Wythe  avenue  (Block  2415,  L 
19),  Borough  of  Brooklyn;  and 

Whereas,  Order  18488-LF,  issued  by  the  fire  comm 
sioner  November  25,  1946,  and  referred  to  in  a  decision 
the  fire  commissioner,  dated  December  30,  1946,  reads: 

“3.  Provide  a  separate  and  distinct  system  of  aut 
matic  sprinklers  throughout  building,  having  one  sou: 
of  water  supply,  arranged  and  equipped  as  provided 
the  rules  of  Section  09-161 .0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stor; 
(25  ft.)  in  height ;  50  ft.  by  70  ft.  in  area,  of  Class  3  constrv 
tion ;  erected  1902;  located  on  a  lot  50  ft.  by  75  ft.  in  ar, 
in  an  unrestricted  use,  A  area  and  Class  2  height  distr  , 
and  used  and  occupied  since  1902  as  follows :  cellar,  boi" 
room;  1st  floor,  manufacturing  shelf  pai>er,  doilies,  serp^- 
tines  and  ibnfetti,  9  persons ;  2nd  floor,  same,  2  persons  ;  tt 
no  change  in  use  or  occupancy  is  proposed;  that  the  build: 
is  equipped  with  one  40  in.  wide  wood  stairs,  wood  enclos, 
leading  from  the  second  floor  to  the  street  and  not  p- 
vided  with  doors  in  the  enclosure ;  that  there  is  also  a  t 
escape  on  the  west  side,  leading  to  the  roof  by  a  ladder  :■ 
to  the  yard  by  iron  stairs  with  egress  by  passage  to  t 
street ;  and  1 

Whereas,  the  applicant  contends  that  the  owner  comp!: 
with  Items  1  and  2  of  the  order  by  posting  “no  smokii 
signs  and  by  removing  bars  on  windows  on  all  stories: 
such  a  manner  as  to  afford  unobstructed  egress;  that  5y 
09-161 .0  of  the  Administrative  Code  does  not  provide 
the  installation  of  a  sprinkler  system  in  a  two  story  fact; 
building;  that  the  requirements  of  the  fire  commissioner  v 
promulgated  in  the  interest  of  public  safety;  that  reason:1 
and  necessary  precautions  for  public  safety  are  taken  by  I1 
owner ;  that  in  view  of  the  small  number  of  occupants, 1 
25  ft.  height  of  the  building,  the  fact  that  there  are^ 
adjoining  buildings  on  the  west  and  east  and  that  the  stp 
ture  on  the  south  has  been  unoccupied  for  25  years  anj 
30  ft.  in-  height,  and  the  fact  that  there  never  has  been  a 
in  the  premises  since  its  erection ;  that  the  owner  hal 
relatively  small  business  and  the  expenditure  of  appr 1 
mately  $3,500  for  the  installation  of  a  sprinkler  system  v1 
involve  great  hardship,  it  is  requested  item  3  of  the  f 
commissioner’s  order  be  vacated  or  in  the  alternative  < 
the  Board  modify  said  order  to  conform  with  what  Is  » 
sonable  and  necessary  and  proper ;  and 

Whereas,  the  premises  were  inspected  by  a  Committed 
the  Board. 
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Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
der  1848S-L1-,  Item  3,  he  and  it  hereby  is  modified  and 
;it  the  appeal  he  and  it  hereby  is  granted  on  condition  that 
:ch  portable  fire-fighting  appliances  shall  be  maintained 
roughout  the  premises  as  the  fire  commissioner  shall  re¬ 
tire;  that  the  stair  from  the  first  floor  to  the  second  floor 
till  he  enclosed  with  fire-retarded  material,  to  the  satisfac- 
in  of  the  borough  superintendent;  that  the  building  shall 
it  be  increased  in  height  or  area;  that  this  variance  shall 
ltiniie  only  so  long  as  the  conditions  as  set  forth  are 
intained. 


i3-47-A 

’FLIC  ANT — Alfred  E.  Camardella,  for  Joseph  Camar- 
della,  owner  (Anthony  Piano,  lessee). 

'BJI'.CT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

t.EMISES  AFFECTED — 148  26th  street  (rear),  south¬ 
east  corner  of  3rd  avenue  (Block  657,  Lot  14),  Bor¬ 
ough  of  Brooklyn. 

"PEARANCES— 

For  Applicant:  None. 

For  Administration:  Thomas  A.  Larkin  Fire 
Dep’t. 

1  TION  OF  BOARD — Appeal  granted  on  condition 
E  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . .  0 

E  RESOLUTION  (189-47- A) 

\  hereas,  Alfred  E.  Camardella,  for  Joseph  Camardella 
her  (Anthony  Piano,  lessee),  filed  February  28,  1947,  an 
fcal  from  an  order  and  a  decision  of  the  fire  commis- 
ier,  affecting  premises  148  26th  street  (rear),  southeast 
ler  of  3rd  avenue  (Block  657,  Lot  14),  Borough  of 
oklyn ;  and 

/hereas,  Order  18614-F,  issued  by  the  fire  commissioner 
'ember  9,  1946  reads: 

“!•  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building,  having  one 
source  of  water  supply,  arranged  and  equipped  as  pro¬ 
vided  m  the  rules  of  Article  16,  Chapter  26  of  the 
Administrative  Code.  Plans  must  be  filed  and  approved 
by  the  Department  of  Housing  and  Buildings.” 

hereas,  said  order  was  referred  to  in  a  decision  of 
fire  commissioner  dated  February  20,  1947;  and 
hereas,  the  applicant  states  that  the  building  is  1  story 
eight,  16  ft.  by  32  ft.  in  area,  of  class  3  construction, 
>ted  in  19.37,  at  the  rear  of  a  lot  20  ft.  by  100  ft  in  area 
n  unrestricted  use,  A  area  and  class  V/2  height  district 
i  used  and  occupied  since  erection  for  the  storage  of 
:  e  paper ;  that  no  change  in  use  or  occupancy  is  pro- 
>  d ;  and 

hereas,  there  is  also  located  at  the  front  of  the  lot,  an 
1  shed,  20  ft.  by  57  ft.  in  area,  for  the  storage  of  iron 
metal;  and 

hereas,  the  order  in  question  refers  to  the  rear  build- 
only;  and 

H/-REAS-  C-O.  83277  issued  January  20,  1937,  permits  the 
ot  the  building  in  question  as  a  two  car  garage;  and 
hereas,  the  applicant  contends  that  the  rear  building 
instructed  of  cement  blocks,  is  bounded  by  a  vacant 
nd  a  10  ft.  yard  in  front  and  has  a  stone  floor;  that  there 
i  basement  or  cellar;  that  there  is  a  fire  hydrant  on 
'avenue,  21  ft.  from  the  rear  of  the  building  and  a 
tnt  on  26th  street,  almost  directly  opposite  the  building; 
the  building  is  used  for  the  storage  of  waste  paper 
‘-icts;  that  the  front  frame  building  houses  scrap  iron 
1  netals  and  contains  fire  extinguishers,  pails  of  sand  and 
r  any  has  a  front  door  12  ft.  wide  and  is  completely 
|  at  the  rear;  that  there  is  constant  supervision  by  the 
r  and  tenant  to  maintain  the  premises  within  fire  depart- 
regulations  ;  that  the  building  is  of  no  obvious  hazard 
e  surrounding  environment;  that  an  unlimited  number 


of  extinguishers,  pails,  etc.  will  be  installed,  if  found  neces¬ 
sary  by  the  Board ;  and 

Whereas  upon  inspection  by  a  committee  of  the  Board 
it  was  found  that  the  plans  filed  with  this  appeal  marked 
Received  February  28,  1947”  did  not  illustrate  the  condi¬ 
tions  existing  at  the  premises;  and 
Whereas,  the  applicant  was  instructed  to  file  plans 
clearly  indicating  the  conditions  existing  on  the  premises 
and  in  addition  thereto,  the  buildings  and  uses  on  the  prem¬ 
ises  adjoining  to  the  east,  which  were  apparently  operated 
ln  ^HBmction  with  the  premises  in  question;  and 
Whereas,  the  applicant  filed  on  April  10,  1947,  plans 
illustrating  the  conditions  existing  on  the  premises,  which 
are  the  subject  of  the  fire  commissioner’s  order  and  indicat¬ 
ing  that  the  premises  to  the  east  are  used  in  conjunction 
therewith  and  that  there  is  a  four  story  frame  four  family 
dwelling  on  the  front  of  said  adjoining  premises  to  the 
east  and  a  frame  stable  with  hay  loft  over  same  located  at 
the  rear;  that  the  stable  has  accommodations  for  four 
noises,  that  these  plans  also  indicate  that  the  area  between 
the  front  building  and  the  rear  building  on  the  westerly 
portion  of  the  plot  is  roofed  over;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board. 

►  ^Sj^Ve<ioJh t  tC  decision  of  the  fire  commissioner  as 
to  Order  18614-F,  Item  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area- 
that  the  storage  of  waste  paper  and  rags  shall  be  solely 
within  the  building  approved  as  a  2  car  garage  in  the  rear 
constructed  of  concrete  block ;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  this  variance  shall  continue  only  so  long  as  the 
conditions  as  shown  on  such  plans  and  as  stated  shall  be 
a  new  certificate  of  occupancy  to  supersede 
U.U.  «d4/7  shall  be  obtained  for  the  use  as  proposed  in 
heu  of  the  two  car  garage  use  for  which  the  C.O.  was 
issued ;  that  this  variance  may  continue  only  so  long  as  the 
conditions  are  maintained,  as  stated  and  as  shown  on  revised 
plans  marked  “Received  April  10  1947  ” 
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197-47-A 

APPLICANT— Joseph  H.  Cornell,  /or  Minnie  Herman 
,  owner  (Clara  Pollack,  lessee). 

ppr an  order  °f  fire  commissioner. 
PREMISES  AFFECTED— 150  Beach  31st  street  and  30-15 
Lewmay  road,  southeast  corner  (Block  302,  Lot  30) 

,  ■  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  H.  Cornell  and  Jerome  A. 
Strauss. 

Thomas  A.  Larkin,  Fire  Dep’t. 
OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (197-47-A) 

Whereas,  Joseph  H  Cornell,  for  Minnie  Herman,  owner 
(Clara  Pollack,  lessee),  filed  March  5,  1947,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises:  150 

Ljf,  stTreet  £H.d  d0:15  Lewmay  road,  southeast  corner 
(1  lock  302,  Lot  30),  Edgemere,  Borough  of  Queens;  and 

•  WHET K*J  i)rier  18,980-LF’  «s«ed  by.  the  fire  commis¬ 
sioner, dated  February  7,  1947,  reads  : 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  building,  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  per  Article  16,  Chapter 
^6  of  the  Administrative  Code  Sec.  C19-161.0  Adm 
Lode. 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (40  ft.)  in  height,  42  ft.  by  85  ft.  at  first  floor,  42  ft 
hy  68  ft.  at  typical  floor,  located  on  a  lot  60  ft  by  100  ft’ 
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in  area  located  in  a  residence  use,  1 )  area  and  C  lass  1  height 
district,  erected  in  1910;  of  class  4  construction  and  used 
and  occupied  since  1910  as  follows :  basement— 10  bedrooms 
and  storage-15  persons;  1st  floor— 11  bedrooms  and  foyer- 
22  person!;  2nd  floor-12  bedrooms-24  persons ;  3rd  floor- 
12  bedrooms— 24  persons,  and  classified  by  the  Division  of 
Housing  as  a  class  B  rooming  house ;  that  no  change  in  use 
is  proposed;  that  the  building  is  equipped  with  an 
interior  fire  alarm  system;  that  there  are  two  interior  wood 
stairs  3  ft.  and  3  ft.  6  in.  wide  respectively,  enclosed  m  wood 
partitions,  fire-retarded,  equipped  with  wood  self-closing 
doors  and  leading  to  the  roof  bulkhead  and  two  fire  escapes 
on  the  north  wall  leading  to  the  roof  by  ladder  and  to  the 
street  and  yard  by  a  drop  ladder;  that  windows  and  doors 
on  the  course  of  the  fire  escape  are  not  fireproof  self-closing, 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1910  and  altered  in  1937,  providing  fire  escapes  at 
that  time,  with  fire  alarm  system  and  equipment  such  as  pails 
of  sand,  hooks  and  axes,  etc.  and  one  2 y2  gallon  fire  ex¬ 
tinguisher  on  each  floor ;  that  since  1937,  a  watchman  service 
has  been  provided,  with  10  stations  to  clock  in  the  watch¬ 
man’s  trips;  it  is  therefore  requested  that  the  Board  recon¬ 
sider  fire  department  order  18980-LF,  as  all  these  safeguards 
have  been  complied  with  and  as  there  is  no  heating  system 
in  the  building,  as  the  building  is  used  for  three  months  only 

during  the  summer  months ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  ot 

the  Board.  „  ,  r  .  .  . 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 

Order  18980-LF,  issued  February  7,  1947,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


294-47-A 

APPLICANT — H.  J.  Levinson,  for  Walter  R.  Samuels, 

owner.  .  .  ,  ,  . 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  ,  ,  . 

PREMISES  AFFECTED— 184-03  Hovendon  road,  north¬ 
east  corner  of  Somerset  street  (Block  9967,  Lot  71), 
Jamaica  Estates,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Harold  J.  Levinson.  ( 

For  Administration :  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  w  ^ 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 

THE  RESOLUTION  (294-47-A) 

Whereas,  H.  J.  Levinson,  for  V  alter  R.  Samuels,  owner, 
filed  April  2,  1947,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  184-03  Hovendon  road, 
northeast  corner  of  Somerset  street  (Block  9967,  Lot  71), 
Jamaica  Estates,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  1,  1947  on  N.  B.  85-47,  reads: 

“1.  Finished  floor  level  of  garage  more  than  18  be¬ 
low  curb  level  is  contrary  to  sec.  C26- 1221.1  of  the 
Code.” 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  2i/2  stories  (26  ft.)  in  height,  20  ft.  8  in.  by  52  ft 
6  in  in  area,  of  class  4  construction,  located  on  a  lot  45.91 
ft  rear  and  40  ft.  front  by  100  ft.  in  depth,  in  a  residence 
use,  G  area  and  class  1  height  district  and  proposed  to  be 
used  and  occupied  as  a  1  family  dwelling  and,  garage;  and 
Whereas,  Violation  1048-47  was  issued  for  constructing 
driveway  and  garage  4  ft.  below  grade  instead  of  18  in. 
below,  in  violation  of  C26-1221.1  of  the  Administrative 

Building  Code;  and  , 

Whereas,  the  applicant  contends  that  plans  for  the  build¬ 
ing  were  prepared  in  December  1946  and  filed  with  the  De¬ 


partment  January  9,  1947 ;  that  plans  were  examined  and 
approved  February  10,  1947  and  permit  issued  for  the  erec¬ 
tion  of  the  dwelling;  that  the  owner  proceeded  with  the 
excavation  and  pouring  of  the  foundation  in  good  faith;  that 
the  inspector  was  present  at  the  time  of  the  jiouring  of  the 
foundation  and  instructed  the  owner  and  contractor  as  to 
what  level  he  required  the  footings  to  be  at  and  after  the 
foundation  was  poured,  the  inspector  directed  the  owner’s 
attention  to  a  new  law  prescribing  that  the  level  of  the  garage 
floor  be  not  less  than  18"  below  grade;  that  a  stop  order  was 
issued  to  the  effect  that  the  work  was  contrary  to  Section 
C26-1221.1  of  the  Administrative  Building  Code;  that  it  was 
not  the  intention  of  the  owner  to  disregard  the  law,  as  he 
acted  in  good  faith,  on  the  basis  of  approved. plans  and  since 
the  issuance  of  the  stop  order,  a  surveyor  has  been  retained 
to  determine  the  possibilities  of  the  building  being  raised  to 
comply  with  the  law ;  that  there  are  practical  difficulties  en¬ 
countered,  due  to  the  extreme  narrowness  of  the  lot  and 
the  impossibility  of  grading  the  property  in  a  satisfactory 
manner;  that  to  raise  the  building  to  the  required  height, 
would  make  the  dwelling  an  unsightly  one  and  would  not 
be  in  keeping  with  the  aesthetic  design  of  the  dwelling  as 
intended  of  colonial  design ;  that  it  is  the  owner’s  contentior 
that  it  makes  no  difference  if  the  ramp  has  a  pitch  of  three 
feet  in  approximately  18  ft.  as  compared  with  a  pitch  of  IK] 
ft.  in  18  ft.  as  the  same  volume  of  water  will  accumulate  tt 
drain  no  matter  what  the  pitch  of.  the  ramp;  that  in  the 
event  a  storm  sewer  is  installed  in  the  street,  sufficient  pitcl 
is  available  to  drain  and  connect  to  said  sewer;  that  in  orde: 
to  insure  against"  the  flooding  of  the  garage,  it  is  proposeo 
to  install  an  oversize  dry  well,  constructed  along  the  lines  0 
a  cesspool  and  provide  an  adequate  drain  not  only  for  th 
ramp,  but  also  for  the  garage  floor ;  it  is  therefore  requests 
that  the  Board  grant  a  variation  of  the  provisions  of  th 
Administrative  Building  Code  and  permit  the  owner  to  con 
tinue  with  the  construction  of  the  dwelling  as  indicated  0 
plans  filed  with  this  appeal.  1 

Resolved,  that  the  decision  of  the  borough  superintender 
on  N.B.  Applic.  85-47,  Objection  1,  be  and  it  hereby  is  mod , 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  cond, 
tion  that  a  dry  well  shall  be  constructed  and  maintained  a 
indicated  on  plans  filed  with  this  appeal  marked  “Receive 
April  2,  1947,”  five  sheets ;  that  the  sidewalk  at  the  ramp  t 
the  garage  shall  be  at  least  6”  above  the  gutter  opposite  sue 
ramp ;  that  in  all  other  respects,  the  building  and  occupant 
shall  comply  with  all  laws,  rules  and  regulations  applicab 
thereto. 


467-45-A 

APPLICANT — Mayer  and  Whittlesey,  for  Television,  In 
owner. 

SUBJECT — Application  for  consideration — reopening  ar 
amendment  of  resolution — re  Appeal  from  decisic 
of  the  borough  superintendent  (previously  granti 
on  condition). 

PREMISES  AFFECTED— 105-111  East  106th  street,  nor 
side,  55  ft.  east  of  Park  avenue  and  104  East  107 
street  (Block  1634,  Lots  3  and  69),  Borough  • 
Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Milton  Glass. 

For  Administration:  Samuel  L.  Becker,  Dept1 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resoluti' 
amended.  . 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOL1 
TION—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners- 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
N  egative :  . 

TH5  RESOLUTION  (467-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borou 
superintendent,  affecting  premises  105-111  Eiast  106th  stre 
north  side,  55  ft.  east,  of  Park  avenue  and  104  East  10/ 
street  (Block  1634,  Lots  3  and  69),  Borough  of  Manhatt; 
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|s  granted  by  the  Board  on  July  27,  1945,  on  certain  con- 
i  ons ;  and 

Whereas,  the  resolution  was  amended  on  July  23  1946 
.1  the  applicant  requested  a  further  amendment  of  the 
olution. 

ie  solved,  that  the  Board  of  Standards  and  Appeals  does 
icby  amend  the  resolution  adopted  on  July  27  1945  bv 
'ing  thereto:  ’ 

*  *  that  in  the  event  the  owner  desires  to  con- 
struct  a  iucproof  addition  facing  107th  street,  as  passed 
11P°"  boVoiohe„bor°Vgh  superintendent,  on  Misc.  Applic. 
My  1  •  ““4™:  and  such  building  is  within  50  ft.  of  a 
place  of  public  assembly  adjoining  on  106th  street  as 
passed  upon  by  the  Board  in  connection  with  the  exist¬ 
ing  building  at  No.  105-111  East  106th  street,  such 
building  may  be  occupied  for  storage  of  films  as  pro- 
I  posed,  on  condition  that  there  shall  be  no  openings  in 
the  walls  of  this  building  within  50  ft.  of  the  place  of 
public  assembly  and  the  vaults  and  storage  of  film  in 
all  respects  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  except 'that  the  method  of  drainage 
of  the  film  vaults  may  be  carried  in  the  floor  ducts  with 
,  checkered  steel  covers  to  the  scuppers  located  in  the 
)  exterior  wall  as  indicated  on  revised  plan  marked 
.  deceived  March  2/,  1947,”  and  as  passed  upon  by  the 
borough  superintendent  under  Misc.  F  P  Applic  2248- 
1946,  under  date  of  March  24,  1947.” 


:46-A 

PLICANT  William  Lescaze,  for  Richard  S.  Harming 
owner. 

8JECT — Application  reopened  March  4,  1947— re  Appeal 
a  dJTision  of  the  borough  superintendent. 

P  h;-5  .AFh  EC  I .ED — 220  East  46th  street,  south  side, 
223  ft.  east  oi  3rd  avenue  (Block  1319,  Lot  40pD 
Borough  of  Manhattan. 

’EARANCES— 

For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
jHN  OF  BOARD — Appeal  withdrawn. 

K  VOTE  TO  WITHDRAW— 

Affirmative:  Chair/nan  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
IM  egative  i  .  q 


:  7-A 

LIC AN  T— Robert  Teichman,  for  Interstate  Hotels 
i  ^  Uorp.,  owner. 

?5der  of  t,ie  bre  commissioner. 
jMISES  AFFECTED— -56-60  East  59th  street,  south 

S/r?’  i  !  TSt  ?ixP?,rk  avenue  (Hotel  Nassau); 
EAR^NCh  S—  LOt  42^’  Borough  of  Manhattan. 

For  Applicant :  Robert  Teichman  and  David  Jacobs 

;inN°nuAlnnAtatl0?:  Peter  Maher’  Fire  Dep’t. 

I  dice^  FOARD — Appeal  withdrawn  without  preju- 

I  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative”  ^  K  emert  and  DePuty  Chief  Guinee  4 


0-A 

^CANT— James  J.  Deegan,  for  Anton  Heiss,  owner. 
1  ^ 1  —Application  for  consideration— reopening  and 
extension  of  term  of  variance— re  Appeal  from  an 
oraer  ot  the  fire  commissioner  (previously  granted 

1942)ndltl°n  f°r  tCrm  °f  tW°  yCarS’  expired  Dec‘  3- 
MISES^AFhECI  ED— 128  Bruckner  boulevard,  south 
side  Ej  ft  east  of  Brook  avenue  (Block  2260,  Lot 
I  6),  Borough  of  The  Bronx. 


APPEARANCES—  . 

.  For  Applicant :  James  J.  Deegan. 

AC  ION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


665-46-A 

APPLICANT  C.  \\ .  Schlusing,  lor  Velaim  Corp.,  owner 
(Aittomobik  Qub  of  New  York,  lessee). 

SUBJECT  -Application  for  consideration — reopening  and 
consideration  of  new  proposal  and  decision — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent 
(previously  denied). 

PREMISES  AFFECTED — 28  East  78th  street  and  1080 
Madison  avenue,  southwest  corner  (Block  1392,  Lot 
59),  Borough  of  Manhattan. 

APPEARANCES— 

hor  Applicant :  C.  W.  Schlusing. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


165-47-A 

APPLICANT— Rand  Stores,  Inc.,  and  Bartley  Realty  Cor¬ 
poration,  owner  of  premises:  Geto  Realties  Corp., 
(owner  listed  by  City  Collector,  Eve  Brecher)  : 
(Staaten  Cleaners,  lessee). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1822  Fort  Hamilton  parkway, 
west  side,  20  ft.  6  in.  north  of  49th  street  (Block 
5632,  Lot  27),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  G.  Fullen  and  J.  Lincoln 
Morris. 

For  Opposition:  Matthew  Chess,  Chester  Rohrlich 
and  Stanley  Goldstein. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  J.  B.  Turk,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  reserve  calendar. 


330-22-BZ 


ZONING  APPLICATIONS 


APPLICANT — Sidney  L.  Strauss,  for  1633  East  17th  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete— Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7a  and  7c  of  the 
zoning  resolution,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  a  three-story  theatre 

n.-  ,  a"d  stA°££s  building  to  a  one-story  stores  building. 

I  REMISES  AFFECTED — 1663-1669  East  17th  street,  east 
side,  57  h.  2y2  in.  south  of  Kings  Highway  (Block 
6780,  Lot  55),  Borough  of  Brooklyn. 
APPEARANCES— 

hor  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  Oh  BOARD — Application  reopened  and  time  ex¬ 
tended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative:  . 


THE  RESOLUTION  (330-22-BZ) 

Whereas,  this  application,  permitting  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  building,  partly  used  for  business 
purjioses,  affecting  premises  1665  East  17th  street,  ,  °™ug  1 
of  Brooklyn,  was  granted  by  the  Board  on  May  2,  1922,  on 
certain  conditions,  resolution  amended  on  June  27,  19/2  and 

April  5,  1938;  and  .  ,  . 

Whereas,  an  application  was  made,  to  permit  the  change 
of  occupancy  to  stores  and  motion  picture  theatre,  affecting 
premises  1663-1669  East  17th  street,  east  side,  57  ft.  2J4  m. 
south  of  Kings  Highway  (Block  6780,  Lot  55),  Borough 
of  Brooklyn,  and  such  application  was  granted  by  the 
Board  on  January  28,  1941,  on  certain  conditions;  and 
Whereas,  the  present  applicant  requested  a  reopening 
of  a  new  proposal — to  permit  the  alteration  and  conversion 
of  occupancy  of  a  three  story  theatre  and  stores  building 
to  a  one  story  stores  building ;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
March  30,  1943,  under  sections  7c  and  7 a  of  the  zoning  reso¬ 
lution,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  and  plans  approved 
on  April  27,  1943  ;  and 

Whereas,  on  March  14,  1944,  March  27,  194a  and  April  9, 
1946,  time  was  extended  to  obtain  permits  and  complete  the 

work ;  and  . 

Whereas,  the  applicant  requested  a  further  extension  ot 

lime  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  30,  1943,  as 
amended  through  April  9,  1946,  only  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  an  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


Whereas,  the  applicant  requested  a  reopening  of  the 
application,  under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit  partly  in  a  business  use  district  and  partly  in  a  resi 
dence  use  district,  the  erection  and  maintenance  of  an  ex 
tension  to  an  existing  garage  for  more  than  five  moto 
vehicles,  affecting  premises  8202-8226  18th  avenue,  wes 
side,  70  ft.  north  of  84th  street  (Block  6314,  Lots  130,  16- 

and  72),  Borough  of  Brooklyn ;  and 

Whereas,  this  case  was  granted  by  the  Board  on  Jum 
15,  1943,  on  certain  conditions,  time  to  obtain  permits  aru 
complete  the  work  extended  on  June  6,  1944,  May  15,  194. 
and  April  23,  1946 ;  and  .  .  ' 

Whereas,  the  applicant  requested  a  further  extension  o 
time  in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  adopted  on  June  15,  1943,  a 
amended  through  April  23,  1946,  only  so  far  as  it  has  refer 
ence  to  the  obtaining  of  permits  and  completion  of  work,  s 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“*  *  *  that  all  permits  shall  be  obtained  and  a}l  war 
completed  within  one  (1)  year  from  the  date  of  th 
amended  resolution.” 


137-26-BZ 

APPLICANT— Gronich,  Herbsman  &  Aleyner,  for  James 
W.  McGrath,  lessee;  Rose  Morizio,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  for  a  stated  term  of  years,  in 
business  and  residence  use  districts,  the  erection  and 
maintenance  of  an  extension  to  an  existing  garage 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 8202-8226  18th  avenue,  west 
side,  70  ft.  north  of  84th  street  (Block  6314,  Lots 
130,  164  and  72),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Anton  Gronich. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


608-29-BZ 

APPLICANT— Kesbec,  Inc.,  lessee,  for  Board  of  Tran, 
portation,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  ai 
extension  of  term  of  variance — Application  (d 
cision  of  the  superintendent  of  buildings)  previous 
granted  on  condition,  under  section  7f  of  the  zoni; 
resolution,  permitting  in  a  business  use  district,  t 
erection  and  maintenance  of  a  gasoline  service  si 
tion  for  a  temporary  term. 

PREMISES  AFFECTED— 401-407  West  207th  street  a 
3876-3882  Ninth  avenue,  northwest  corner  (Bio, 
2204,  part  of  Lot  1),  Borough  of  Manhattan. 

APPEARANCES—  . 

For  Applicant:  Sheldon  M.  Covell  and  Josepi  . 

Webber.  ,  . 

For  Administration:  Samuel  L.  Becker,  Dept- 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term/ 
variance  extended.  . 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  <' 
VARIANCE—  .  j 

Affirmative  :  Chairman  Murdock, %  Commissioner 
Blum  and  Kleinert  and  Deputy  Chief  Guinel 
Negative:  . 


THE  RESOLUTION  (137-26-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  alteration 
and  extension  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles,  affecting  premises  8224-8226  18th  ave¬ 
nue,  west  side,  70  ft.  north  of  84th  street  (Block  6314,  Lot 
72),  Borough  of  Brooklyn,  was  withdrawn  on  December  21, 
1926 ;  and 


THE  RESOLUTION  (608-29-BZ) 

Whereas,  this  application  under  section  7f  of  the  zon£ 
resolution,  permitting  in  a  business  use  district,  for  a  t<) 
of  two  years,  the  erection  and  maintenance  of  a  gaso< 
service  station,  affecting  premises  401-407  West  207th  stij 
and  3876-3882  Ninth  avenue,  northwest  corner  (Block  L « 
part  of  Lot  1),  Borough  of  Manhattan,  was  granted  by " 
Board  on  January  7,  1930,  on  certain  conditions  ;  and 
Whereas,  the  term  of  variance  was  extended  from  timj 
time,  the  last  such  extension  having  been  granted  on  A' 
24,  1945,  and  the  applicant  requested  a  further  extension 
the  term  of  variance.  .  s 

Resolved,  that  the  Board  of  Standards  and  Appeals  <- 
hereby  amend  the  resolution  adopted  on  April  24,  1945, 
so  far  as  it  has  reference  to  the  term  of  the  variance’ 
that  as  amended  this  portion  of  the  resolution  shall  n 
“Granted  under  section  7f  for  a  temporary  term 
two  (2)  years  from  the  date  of  this  amended  resolvP 
to  permit  the  maintenance  of  a  gasoline  service  sta* 
on  condition  *  *  *  and  that  other  than  as  herein  antet  ‘ 
the  conditions  of  the  resolution  of  January  /,  1941' 
amended  through  April  24,  1945,  shall  be  c°mP .  i 
and  that  a  certificate  of  occupancy  shall  be  obtair 
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-30-BZ 

(PL I  CANT— Webber  and  Smitli,  for  Board  of  Trans- 
portation,  City  of  New  York,  owner. 
iBJEl  1  Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci- 
.  sion  of  the  superintendent  of  buildings),  previously 
granted  on  condition,  under  section  7 1  of  the  zoning 
resolution,  permitting  partly  in  business  and  partly 
in  residence  use  districts,  the  erection  and  mainte¬ 
nance  of  a  colony  of  sixty-five  (65)  individual 
garages. 

-.MISKS  AFT ECTED  401-423  West  207th  street  and 
Ninth  avenue,  northwest  corner  (Block 
°f  Lot  1),  Borough  of  Manhattan. 
KARANCES — 

For  Applicant :  Sheldon  M.  Coveil  and  Joseph  A. 
\\  ebber. 

I'°r  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
.Negative:  .  q 

p  RESOLUTION  (678-30-BZ) 

Ihereas,  this  application  under  section  7f  of  the  zoning 
fution,  permitting  partly  in  a  business  use  and  partly  in 
nidence  use  district,  for  a  term  of  two  years,  the  erec- 
and  maintenance  of  a  colony  of  sixty-five  (65)  indi- 

lU?l™foSVa-ffe,Cting  Premises  401-423  West  207th  street 
fo/6-3882  Ninth  avenue,  northwest  corner  (Block  2204, 
fof  Lot  1),  Borough  of  Manhattan,  was  granted  by  the 
d  on  May  26,  1931,  on  certain  conditions;  and 
hereas,  the  term  of  variance  was  extended  from  time  to 
;  the  last  such  extension  having  been  granted  on  April 
|945,  and  the  applicant  requested  a  further  extension  of 
rm  of  variance. 

solved,  that  the  Board  of  Standards  and  Appeals  does 
y  amend  the  resolution  adopted  on  May  26,  1931,  as 
fded  through  April  24,  1945,  only  so  far  as  it  lias  re’fer- 
to  the  term  of  variance,  so  that  as  amended  this  portion 
h  resolution  shall  read  : 

“Granted  under  section  7f  for  a  temporary  term  of 
wo  (2)  years  from  the  date  of  this  amended  resolution, 

P  Permit  the  maintenance  of  a  colony  65  individuai 
arages,  on  condition  *  *  *  and  that  other  than  as  herein 
mended,  the  conditions  of  the  resolution  of  May  26 
931  as  amended  through  April  24,  1945,  shall  be  com¬ 
bed  with  and  that  a  certificate  of  occupancy  shall  be 
btained.” 


5-BZ 

-RANT — Herman  Kron,  for  Mayjay  Realty  Corpora- 
j  tion,  owner. 

I  ECT— Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  jiermitting  in  a  business  use  district  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles  (pleasure-car  type) 
and  storage  of  such  automobiles  offered  for  sale. 
fISES  AFFECTED — 1-5  Second  avenue  and  98-112 
t  East  Houston  street,  northwest  corner  (Block  456, 
Lot  34),  Borough  of  Manhattan. 

PARANCES — 

For  Applicant :  Herman  Kron. 

,  For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ON  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


TH  variance-RE0PEN  and  EXTEND  TERM  0f 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Ivleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 

THE  RESOLUTION  (272-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  (pleasure-car  type)  and  the  storage  of  such 
automobiles  offered  for  sale,  affecting  premises  1-5  Second 

CRlE  E  r98f‘  In  EaSt  H(?uston  street,  northwest  corner 
(Block  456,  Lot  34)  Borough  of  Manhattan,  was  granted  by 
the  B°ard  on  June  15,  1937,  on  certain  conditions;  and 

yHfEAMhe  term  of  var>ance  was  extended  on  May  13 
1941,  April  13,  1943  and  April  24,  1945,  and  the  applicant 
requested  a  further  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeais  does 
hereby  amend  the  resolution  adopted  on  June  15  1937  as 
amended  through  April  24,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read  : 

Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  the  parking  and  storage  of  more  than 
hve  motor  vehicles  of  the  pleasure  car  type  and  as  a 
used  car  sales  lot,  on  condition  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  of  June  15 
,.7’,  as  amended  through  April  24,  1945,  shall  be  com- 
phed  with;  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained. 


105-37-BZ 

APPLICANT— Renander  and  Miller,  for  Nunley  Holding 
Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  commisioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor 
vehicles  for  a  term  of  two  years. 

PREMISES  AFFECTED — 89-57  to  89-55  162nd  street,  east 
side,  300 .ft.  north  of  Jamaica  avenue  (Block  836, 

APPEARANCES—  ^amaica’  Borou&h  of  Queens. 

For  Applicant :  Arthur  W.  Renander. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

™  wy^TTA^rTO  REOpEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Afhi  mative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . .  q 


THE  RESOLUTION  (105-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  parking 
•of  more  than  five  motor  vehicles  for  a  term  of  two  years 
affecting  premises  89-47  to  89-55  162nd  •  street,  east  side,’ 
300  it.  north  of  Jamaica  avenue  (Block  836,  Lots  16  and  18), 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board 
November  9,  1937,  on  certain  conditions;  and 

YVhereas,  the  term  of  variance  was  extended  from  time 

17  U  nCc  the  IaSt  SUch  e.xtension  having  been  granted  on  April 
17,  194a,  and  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  9  1937 
as  amended  through  April  17,  1945,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read  : 
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“ Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  other  than  as  herein  amended, 
the  conditions  of  the  resolution  of  November  9,  1937, 
shall  be  complied  with  and  a  new  certificate  of  occu¬ 
pancy  shall  be  obtained  (Misc.  4880-40).” 


609-37-BZ 


APPLICANT— Grand  St.  Realty  Corp.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 91-02  168th  street,  west  side, 
150.72  ft.  north  of  Jamaica  avenue  (Block  867,  Lots 
83,  85  and  86),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  Sambur. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 


variance  extended.  „  , 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 


VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


THE  RESOLUTION  (609-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  91-02  168th  street,  west 
side,  150.72  ft.  north  of  Jamaica  avenue  (Block  867,  Lots  83, 
85  and  86),  Jamaica,  Borough  of  Queens,  was  granted  by 
the  Board  October  4,  1938,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  January  4,  1939 
and  February  15,  1939  and  the  term  of  variance  was  extended 
on  March  18,  1941,  March  30,  1943  and  March  27,  1945;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  4,  1938,  as 
amended  through  March  27,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  to  permit  the 
plot  to  be  used  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  *  *  *  and  that  other 
than  as  herein  amended,  the  conditions  of  the  resolution 
of  October  4,  1938,  shall  be  complied  with  and  a  new 
certificate  of  occupancy  shall  be  obtained  (M2548-41).’ 


507-40-BZ 

APPLICANT— Oscar  Goldschlag,  for  Eugene  Higgins, 
owner.  *  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  business  and  partly  in  residence 
use  districts,  the  parking  and  storage  of  more  than 
five  motor  vehicles  for  a  term  of  two  years. 

PREMISES  AFFECTED— 321-323  West  95th  street,  north 
side,  175  ft.  SyA  in.  east  of  Riverside  drive,  332-342 
West  96th  street  and  235-239  Riverside  drive  (Block 
1253,  Lots  58,  59  and  92  to  96,  inclusive),  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant :  Seymour  Goldschlag. 

For  Administration:  Samuel  L.  Becker,  Dep’t  < 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resoli 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLI 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners. 

Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 

THE  RESOLUTION  (507-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zonii 
resolution,  permitting  partly  in  a  business  use  and  partly 
a  residence  use  district  for  a  term  of  two  years,  the  parkii 
and  storage  of  more  than  five  motor  vehicles,  affectii 
premises  321-323  West  95th  street,  north  side,  175  ft.  Sy  i 
east  of  Riverside  drive,  332-342  West  96th  street  and  235-2 
Riverside  drive  (Block  1253,  Lots  58,  59  and  92  to  96  incl 
sive),  Borough  of  Manhattan,  was  granted  by  the  Board 
April  29,  1941,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  July  < 
1944  and  June  11,  1946;  and 

Whereas,  the  resolution  was  amended  and  plans  were  ? 
proved  on  November  6,  1946;  and 
Whereas,  the  applicant  requested  a  further  amendment  ■ 
the  resolution.  1 

Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  amend  the  resolution  adopted  on  April  29,  1941,  ; 
amended  through  November  6,  1946,  only  so  far  as  it  Is 
reference  to  the  type  of  standards  to  be  maintained  for  ligb 
for  general  illumination,  so  that  instead  of  steel  post  star- 
ards  as  therein  required,  wood  poles  set  in  concrete  footi^ 
with  steel  sleeves  may  be  permitted  provided  such  poles 
kept  painted. 


1070-40-BZ 

APPLICANT— Renander  and  Miller,  for  Henry  Fuld  J 
Jamaica  Lodge  No.  546,  Free  and  Accepted  Maso,;, 
owners  (James  Kloeter,  lessee). 

SUBJECT — Application  for  consideration — reopening  d 
extension  of  term  of  variance — re  Application  (  - 
cision  of  the  borough  superintendent)  previouj 
granted  on  condition,  under  section  7h  of  the  zone 
resolution,  permitting  in  a  business  use  district,  i 
a  term  of  two  years,  the  parking  and  storage) 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 89-39  to  89-45  162nd  street  C 
side,  384  ft.  north  of  Jamaica  avenue  (Block  9/ 
Lots  21  and  23),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Arthur  W.  Renander.  j  j 

For  Administration  :  Samuel  L.  Becker,  Dep  t  1 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  ternv 
variance  extended.  , 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  I 
VARIANCE—  •  .  .  i 

Affirmative :  Chairman  Murdock,  Commissioner, 
Blum  and  Kleinert  and  Deputy  Chief  Guine^ 
Negative:  . 

THE  RESOLUTION  (1070-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zori 
resolution,  permitting  in  a  business  use  district,  the  parMi 
and  storage  of  more  than  five  motor  vehicles  for  a  ten' 
rary  term  of  two  years,  affecting  premises  89-39  to  8 
162nd  street,  east  side,  384  ft.  north  of  Jamaica  avd 
(Block  9761,  Lots  21  and  23),  Jamaica,  Borough  of  Que>; 
was  granted  by  the  Board  on  April  15,  1941,  on  ceri 

conditions;  and  , ,  /, 

Whereas,  the  term  of  variance  was  extended  on  .'la 
16,  1943  and  April  17,  1945,  the  applicant  requested  a  fun 
extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  << 
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eby  amend  the  resolution  adopted  on  April  15,  1941  as 
ended  through  April  17,  1945,  only  so  far  as  it  has  refer- 
e  to  the  term  of  the  variance,  so  that  as  amended  this  por- 
jn  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  Hvo  (2)  years 
from  the  date  of  this  amended  resolution,  to  ]>ermit  the 
premises  to  lie  occupied  tor  the  parking  and  storage  of 
more  than  five  motor  vehicles, on  condition  *  *  *  and  that 
other  than  as  herein  amended,  the  conditions  of  the  reso¬ 
lution  adopted  April  15,  1941,  shall  he  complied  with  and 
a  new  certificate  of  occupancy  shall  he  obtained  (Misc 
,  Applic.  4878-40)."  v 


5-41-BZ 

rPLICANl  Socony- Vacuum  Oil  Co.,  Inc.,  owner. 
r^JFC  1  Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  and 
T-,,r^2nstructlon  of  an  existing  gasoline  service  station. 
[EMISES  AFFECTED — 1200  Victory  boulevard  and 
1262  Clove  road,  southwest  corner  (Block  651,  Lots 
^Vest  Brighton,  Borough  of  Richmond. 
PEARANCES — 

For  Applicant  :  Nathan  H.  Gotthoffer. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  aftd  Buildings. 

TION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . *. . .  0 


\f. 


E  RESOLUTION  (1015-41-BZ) 

hereas,  this  application  under  section  7c  of  the  zoning 
lution,  permitting  partly  in  a  business  use  and  partly  in 
sidence  use  district,  the  extension  and  reconstruction  of 
xisting  gasoline  service  station,  affecting  premises  1200 
ory  boulevard  and  1262  Clove  road,  southwest  corner 
xk  651,  Lots  8  and  12),  West  Brighton,  Borough  of 
imond,  was  granted  by  the  Board  on  May  5,  1942,  on 
un  conditions ;  and 

HEREAS,  plans  were  filed  with  the  Board  by  the  appli- 
under  the  terms  of  the  resolution  and  were  approved 
pril  3,  1943  ;  and 

hereas,  on  April  4,  1944,  April  10,  1945  and  April  9, 

.  time  was  extended  to  obtain  permits  and  complete  the 
c  an(1  tfle  applicant  requested  a  further  extension  of  time 
he  same  purpose. 

’solved,  that  the  Board  of  Standards  and  Appeals  does 
V  amend  the  resolution  adopted  on  May  5,  1942,  as 
ined  through  April  9,  1946,  only  so  far  as  it  has  refer- 
to  obtaining  permits  and  completion  of  work  so  that  as 
ided,  this  portion  of  the  resolution  shall  read: 

*  *  *  that  all  permits  shall  he  obtained  and  all  work 
■ompleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


12-BZ 

^CANT— ; Socony- Vacuum  Oil  Co.,  Inc.,  owner. 

— Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (de¬ 
cision  of  the  .borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  and  unre¬ 
stricted  use  district,  the  alteration  and  extension  of 
an  accessory  building  (used  as  office,  lubritory,  car 
washing,  brakes  and  repairs)  upon  a  plot  occupied 
as  a  gasoline  service  station  and  also  upon  the  un¬ 
restricted  use  part  of  the  plot,  used  for  parking 
more  than  five  motor  vehicles. 


PREMISES  AFFECTED — 37S-394  Coney  Island  avenue, 
«6-yu  Kermit  place,  southwest  corner  and  843-849 

Qot0n<  oV^nue/Tnorthwest  corner  (Block  5322,  Lots 
and  84)  ;  (Lot  84  was  formerly  Lots  84  and  85) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Nathan  H.  Gotthoffer. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  _  ^  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


THE  RESOLUTION  (890-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  alteration  and  extension 
ot  an  accessory  building  (used  as  office,  lubritory,  car 
washing,  brakes  and  repairs)  located  upon  a  plot  occupied 
as  a  gasoline  service  station  and,  also,  upon  the  unrestricted 
use  jiortion  of  the  plot  used  for  parking  more  than  five 
0(A5)nnm?J°r  Xehlc,Ies;  Premises  378-394  Coney  Island  avenue 
«6-yu_  Kermit  place,  southwest  corner  and  843-849  Caton 
avenue  northwest  corner  (Block  5322,  Lots  80  and  84)  • 
(Lot  84  was  formerly  Lots  84  and  85),  Borough  of  Brook¬ 
lyn  was  granted  by  the  Board  on  April  27,  1943,  on  certain 
conditiQns ;  and 

Whereas,  the  plans  required  to  be  filed  with  the  Board 
under  the  resolution  adopted  April  27,  1943,  were  duly  ap¬ 
proved  on  July  13,  1943  ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  4,  1944  and  April  10,  1945  and  April 
y,  iy46,  and  the  applicant  requested  a  further  extension  of 
time  for  the  same  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Aifril  27,  1943,  as 
amended  through  April  9,  1946,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  the  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read  :’ 

“*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


S.  Hardy,  for  Benjamin  Siegel, 


390-27-BZ 

APPLICANT — Reginald 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
consideration  of  new'  proposal — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution  for  a  term  of  ten  years,  to  permit  in 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 73-38  to  73-42  Cooper  avenue 
south  side,  22.22  ft.  west  of  74th  street  (Block  3811,’ 
Lot  8),  Glendale,  Borough  of  Queens 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy,  Joseph 
Lynch  and  Alfred  A.  Lama. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


B. 

of 


to 


595-37-BZ 

APPLICANT— Renander  and  Miller,  for  Eleanor  Hedwig 
Arnold,  Sicko  Realty  Corp.  and  L.K.F.  Realty  Com- 
pany,  Inc.,  owners  (Nunley  Parking  Company, 
lessee). 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  tor 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles  (expired  by  limitation 


9/12/46). 

PRFM1SES  AFFECTED— 170-15  to  170-21,  171-01  to  171- 
19  172-01  to  172-25  and  173-05  to  173-13  Hillside 
avenue,  north  side,  56.51  ft.  west  of  Kingston  road 
(Block  896,  Lots  42  and  48;  Block  923,  Lots  1,  10, 
14  and  17),  Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Arthur  W.  Renander. 

For  Administration:  Samuel  L.  Becker,  Dep’t  o! 
Housing  and  Buildings.  r 

ACTION  OF  BOARD— Application  reopened  and  set  fo 
hearing  on  May  6,  1947  at  10  A.  M. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 


Adjourned:  4:00P.M.. 

*  Joseph  J.  Doyle,  Chief  Cler, 


RULES 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

of  the  Labor  Law  (Old  Section  83c).  ,,«-18.SRl 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factory,  or  in  such  classes  of  occupanies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  N  ew 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  .  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  foi 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  |ny  of  the  conditio 

specified  in  the  permit,  in  addition  to  incurring  such  pe 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficie 
cause  for  the  revocation  of  such  permit  by  the  admmistr 
tive  official,  and  shall  not  again  issue  a  permit  for  the  sai 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  ciga, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  t- 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  th'an  that  for  samplii, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted 'in  a  room  pi.- 
vided  especially  for  that  purpose,  separated  fro 
the  rest  of  the  building  by  fireproof  or  fi( 
resisting  partitions,  with  all  openings  therein  p- 
tected  by  selfclosing  fire  doors,  and  further,  i- 
less  the  building  is  of  fireproof  construction  f 
provided  with  an  approved  automatic  spunk r 
system,  the  floor  and  ceiling  of  such  room  shall  e 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammat 
waste  materials  are  deposited  in  fireproof  reo 
tacles. 

(b)  Factories  devoted  entirely  to  one  of  the  follow  £ 
occupancies : 

Blacksmithing  or  horseshoeing ; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Tron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  consti 

ti°n ;  .  ,  i 

(2)  Such  chemical  fire  extinguishers  as  the 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  .other  infhTmnr 
waste  materials  are  deposited  in  fireproof  ret 
tacles. 
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PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


-  ''ICE — Municipal  Building,  Rooms  1000  to  1018. 
i.ephone — WOrth  2-5600. 

-'pice  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 
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•  s  issue  of  the  Bulletin  contains  in  the  order  given — 
:ket. 


'  es  Directory. 


>:ice  of  Hearing  Calendar. 


lutes  of  Regular  Meeting,  Tuesday  Morning,  April  22, 
W7,  Affecting  Calendar  Numbers  877-39-BZ,  871-46- 
Z,  1014-46-BZ,  40-47-BZ,  1-27-BZ,  360-35-BZ  717-46- 
Z,  106-47-BZ,  203-47-BZ,  257-46-A,  166-47-A,  438-46- 
A,  829-46-SM,  96-47-SM  and  163-47-SM. 


utes  of  Regular  Meeting,  Tuesday  Afternoon,  April 
•>  1947,  Affecting  Calendar  Numbers  266-47-A,  127-47- 
;  807-45-A,  68-46-A,  87-46-A,  52-47-A,  234-47-A,  276- 
-A  320-46-A,  207-47-A,  223-47-A,  248-47-A,  259-47-A, 

5- 47-A,  950-46-BZ,  121-47-BZ,  683-29-BZ,  92-31-BZ, 
'7-40-BZ,  607-40-BZ,  370-41-BZ,  509-46-BZ,  675-46- 
Z,  632-46-BZ,  683-20-BZ,  613-37-BZ,  913-38-BZ,  589- 
-BZ  ,283-42-BZ,  991-46-BZ,  817-45-SM,  503-37-SA, 

6- 38-SA,  601-40-SA  and  339-46-SM. 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman . 


/ 
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DOCKET 

New  Cases  Filed  up  to  April  22,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

334.47. A — F.D. — Re:  Use  of  words  “Safe"  or  “Non-ex¬ 
plosive”  in  labels  of  containers  used  in  connection  with  sale 
of  combustible  mixture  known  as  “Afta  Cleaning  Fluid, 
51266-LC. 


335-47- A _ H.B.Bx. — 973  Brook  avenue,  west  side,  104  ft. 

north  of  Fast  163rd  street  (Block  2391,  Lot  68),  Borough 
of  The  Bronx,  Amendment  to  Alt.  174-47. 


347.47. SM—FZ  Working  Aluminum  Sash  Putty,  manuf 
tured  by  Lorimer  Paint  Works,  Material. 

348-47-SM — Fibrespray  (Sound  and  Thermal  Tnsnlatk 
manufactured  by  Acoustics.  Inc.,  Material. 

349.47.BZ— H.B.Q.— 138-02  to  138-10  111th  avenue  and  * 
01  to  111-09  Van  Wyck  Expressway,  southeast  corner  (P.l 
11954,  Lot  1),  Jamaica,  Borough  of  Queens,  N.B.  10184-4 

350-47-A— H.B.B. — 1624-1630,  Fast  14th  street,  west  side, 
ft.  south  of  Avenue  P  (Block  6776,  Lots  16  and  18),  I 
ough  of  Brooklyn,  Alt.  775-47. 


336-47- A— H.B.Q. — 91-02  Whitney  avenue,  northeast  corner 
of  Denham  street  (Block  1565,  Lot  1),  Elmhurst,  Borough 
of  Queens,  Alt.  484-47. 


337.47. A — F.D. — 15-17  Beckman  street  and  126-132  Nassau 
street,  southeast  corner  (8th  to  14th  floors,  inclusive)  ;  (Block 
92,  Lots  30  and  31),  Borough  of  Manhattan,  38507-Lb  and 
Decision. 


338-47-A— F.D.— 67-71  West  38th  street  and  1020-1022  Ave¬ 
nue  of  The  Americas  (6th  avenue);  (Block  840,  Lot  1), 
Borough  of  Manhattan,  41Q29-LF  and  Decision. 


339-47-BZ — H.B.M. — 608  1st  avenue,  east  side,  from  West 
34th  to  West  35th  streets,  401-407  West  34th  street  and  400- 
406  West  35th  street  (Block  966,  Lots  1-4,  inclusive  and  27- 
31,  inclusive),  Borough  of  Manhattan,  Amendment  to  N.B. 
235-46. 


340-47-A _ F.D. — 157-159  West  30th  street  and  361-365  7th 

avenue,  northeast  corner  (Block  806,  Lots  1  and  2),  Borough 
of  Manhattan,  40618-LF,  40619-LF  and  Decision. 


341.47. BZ— H.B.Q.— 28-27  30th  street  (Marc  place),  east 
side,  100  ft.  north  of  30th  avenue  and  92  ft.  south  of  New¬ 
town  avenue  (Block  595,  Lots  10  and  16),  Long  Island  City, 
Borough  of  Queens,  Alt.  565-47. 

342-47-BZ— H.B.Bx.— 1035  Intervale  avenue,  864  East  167th 
street,  southwest  corner  and  1088  Hall  place  (Blo<pk  2700, 
Lot  39),  Borough  of  The  Bronx,  N.B.  159-47. 

343.47. A— H  B.B.— 25-29  Morrell  street,  west  side,  51  ft. 
9  in.  south  of  Cook  street  (Block  3121,  Lot  23),  Borough 
of  Brooklyn,  Alt.  5232-46. 

344.47. A— H.B.M.— 205  East  43rd  street,  north  side,  105  ft. 
east  of  3rd  avenue  (5th  floor)  ;  (Block  1317,  Lot  5),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  213-47. 

345- 47-BZ— H.B.B.— 1630-1672  Bushwick  avenue  and  70-112 
Conway  street,  southeast  corner  (Block  3476,  Lot  16),  Bor¬ 
ough  of  Brooklyn,  N.B.  276-47  and  Alt.  796-47. 

346- 47-BZ— H.B.M.— 792-798  10th  avenue  and  455  West 
53rd  street,  northeast  corner  (Block  1063,  Lot  1),  Borough 
of  Manhattan,  N.B.4-47. 


351- 47-A — H.B.M. — 45-51  Suffolk  street,  west  side,  10f 
north  of  Grand  street  (Block  351,  Lot  51),  Borougl 
Manhattan,  Alt.  96-47. 

352- 47-A — F.D. — 2520-2526  Broadway  and  215  West 
street,  northeast  corner  (Block  1242,  Lots  24  and  25), 
ough  of  Manhattan,  40956-LF  and  Decision. 

353- 47-A— F.D. — 604  Grand  avenue,  west  side,  100  ft.  n' 
of  St.  Marks  avenue  (Block  1147,  Lot  31),  Borougl 
Brooklyn,  19183-LF. 

354- 47-SM— Vinyl  Coated  Asbestos  (flameproofed  fab 
manufactured  by  Atlas  Powder  Co.,  Material. 

"  » 

355- 47-SM— Supreme  Air  Filter  Co.,  Air  and  Grease  F 
manufactured  by  Supreme  Air  Filter  Co.,  Material. 


356- 47-A— H.B.Bx.— 1410-1420  Metropolitan  avenue,  s< 
east  corner  of  Parkchester  road  (Building  S9)  ;  (Block 
Lot  1),  Borough  of  The  Bronx,  Amendment  to  Spr.  A 
42-46. 

357- 47- A— H.B.M.— 431  East  76th  street,  north  side,  4' 
east  of  1st  avenue  (Block  1471,  Lot  17),  Borough  of 
hattan,  Alt.  664-47. 

358- 47-BZ— H.B.B.— 3107-3117  Atlantic  avenue  and  23: 
Highland  place,  northeast  corner  (Block  3959,  Lots  5 
57),  Borough  of- Brooklyn,  N.B.  319-47. 

359- 47-BZ— H.B.Q.— 2722-2726  College  Point  Causewa 
120-39  to  122-09  28th  avenue,  northwest  corner  (Block 
Lots  12  and  13),  College  Point,  Borough  of  Queens 
3576-46. 

360- 47-BZ — H.B.Q. — 42-30  Lawrence  street  and  121- 
131-35  Maple  street,  northwest  corner  (Block  5065,  L* 
and  28),  Flushing,  Borough  of  Queens,  N.B.  10533-15. 

•  Restored  to  Docket 

320-46-A— H.B.B.  and  F.D.— 1604  DeKalb  avenue,  eas 
142  ft.  1  in.  south  of  Wyckoff  avenue  (Block  3248,  Lc 
Borough  of  Brooklyn,  Alt.  2024-45  and  98412-LC. 

503-37-SA— Indiana  Oil  Burner,  Types  ATH  and  U, 
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58-SA — Bennett  Pumps  for  Motor  Fuels,  Models  588 
589,  Appliance. 


H5-SM— A]>ex  Block  Corp„  Hollow  Cement  and  Cinder 
ks.  manufactured  by  Apex  Block  Corp.,  Material. 


JO-BZ — H.B.B. — 3442-3461  Atlantic  avenue,  311-321  Au- 
avenue,  northeast  corner  and  302-312  Lincoln  avenue 
ck  4149,  Lot  50),  Borough  of  Brooklyn,  Alt.  4674-46. 

17-BZ  H.Ij.M. — 234-242  West  124th  street,  south  side, 
t.  west  of  7th  avenue  (Block  1929,  Lots  49-52,  inclusive), 
ugh  of  Manhattan,  Alt.  223-47. 

i 

•8-BZ  H.B.Q. — 80-12  Kew  Gardens  road,  southwest 
t  of  Union  Turnpike  (Block  3348,  part  of  Lot  37),  Kew 
ens,  Borough  of  Queens,  Misc.  802-47. 

2-BZ — H.B.M. — 230  East  34th  street,  south  side,  225.2 
est  of  2nd  avenue  (Block  914,  Lot  45),  Borough  of 
lattan,  Alt.  489-47. 


6- BZ — H.B.Bx. — 163  St.  Ann’s  avenue,  west  side,  100 
>rth  of  East  135th  street  (Block  2263,  Lot  42),  Borough 
le  Bronx,  Alt.  1039-46. 

7- BZ  H.B.Q. — 107-06  Eockaway  Beach  boulevard, 
side,  50  ft.  west  of  Beach  107th  street  (Block  647,  Lot 

Rockaway  Beach,  Borough  of  Queens,  Alt.  3416-46. 

H.B.Q. — 107-106  Rockaway  Beach  boulevard, 
side,  50  ft.  west  of  Beach  107th  street  (Block  647,  Lot 
Rockaway  Beach,  Borough  of  Queens,  Alt.  3416-46. 

1-BZ — H.B.Q. — 130-138  Beach  30th  street  and  127-141 
i  29th  street,-  southwest  corner  of  Lewmay  road  (Block 
-Ots  18,  31  and  part  of  Lot  22),  Edgemere,  Borough  of 
is,  Misc.  1696-47. 


(.NAIIOIVS1  II. B. — Department  of  Housing  and  Buildings; 
I.— Department  of  Housing  and  Buildings,  Brooklyn;  II.R.DI. — 
ment  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
nt  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
nising  anil  Buildings,  Richmond;  H.B.Bx. — Department  of 

ig  and  Buildings,  Bronx;  H.D. — Health  Department;  P.D _ 

department,  and  M.  and  A.— Dept,  of  Marine  and  Aviation. 


RULES 


Last  Publication  in  Bulletin 

d  Cements,  Rules  for  Testing 

d  Use  of . Dec. 

Dioxide  Liquefier,  Rules.  ...  Mar. 
ate  of  Occupancy,  approved 

m  . Dec. 

te  Flat  Slabs,  Rules . July 

te  Masonry  Units.  Rules  for 
anufacture,  Testing  and  Use 


3,  1946— Vol.  31,  No.  49 
18,  1947— Vol.  32,  No.  11 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


. Sept. 

te  Rules  (Hydrated  Lime)  . . .  Aug. 


•r  Rules  . Mar. 

n,  Alteration,  Repair,  Ex- 
vation  for  and  Demolition  of 

hidings  . Dec. 

ules  (Revolving  Doors) . June 

■r  Veneering  Materials,  Rules 


3,  1946— Vol.  31,  No.  36 

3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  S2A 
15,  1937— Vol.  22,  No.  24 


•  . . Sept. 

'  Exit  Rules . Tan. 

larm  Rules  (Interior) . Nov. 

rill  Rules . Dec. 

sistive,  Flameproof  Materials, 

Rules  for  Testing  of . June 

etardjng  Rules  for  Garages, 


10,  1946— Vol.  31,  No.  37 
14,  1947— Vol.  32,  No.  2 
12.  1946— Vol.  31,  No.  46 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 


Apr.  1,  1947— Vol.  32,  No.  13 


hast 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

„  Kules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . !june 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Feb. 

Oil  Burner  Rules . Apr 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure.  Rules  of . ' . Sept 

Refrigerating  Systems,  Extract  A.C..Apr." 

Smoking  in  Factories,  Rules  for _ Apr. 

Sprinkler,  Rules  . ]une 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  lune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov! 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


Publlcii (Ion  In  BiiIIciIh 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

11,  1947— Vol.  32,  No.  6 

I,  1947— Vol.  32,  No.  13 

15,  1947— Vol.  32,  No.  15 

II,  1947— Vol.  32,  No.  10 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


25,  1947- 

7,  1937- 

8,  1947- 
22,  1947- 
29,  1937- 

8,  1937- 
7,  1932- 
24,  1936- 
24,  1936- 


-Vol.  32, 
-Vol.  22, 
-Vol.  32, 
-Vol.  32, 

-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  12 
No.  36 
No.  14 
No.  16 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


3,  1946— Vol.  31,  No.  36 


/Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
N  o.  1 5A. 


APRIL  29,  1947,  10  A.  M. 

*  NCFI  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  April  29,  1947,  at  10  o’clock  in  Room 
11)13,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


681-26-BZ  Application  of  Lama  and  Proskauer,  appli¬ 
es  on  behalf  of  Kempmac  Realty  Corp.,  owner,  reopened 
-la)  -1,  1946,  under  sections  7c  and  7i  of  the  zoning  reso- 
lution,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  present  public  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the  Board)  ;  premises 
oa-14  to  85-24  Rockaway  boulevard  and  97-13  to  97-29  85th 
street,  southeast  corner  (Block  9057,  Lot  21),  Woodhaven 
Borough  of  Queens. 


hcation  of  John  J.  Tricarico,  applicant,  on 
ini*  i  Matte°  Guanno,  owner,  reopened  September  10, 
U46,  under  sections  7a  and  7i  of  the  zoning  resolution  to 
permit  in  a  business  use  district,  the  extension  of  existing 
gasoline  service  station  (previously  granted  by  the  Board)  : 
premises  296a  86th  street  and  2526  McDonald  avenue,  north¬ 
west  corner  (Block  7170,  Lot  37),  Borough  of  Brooklyn. 


694-28-BZ— Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Estate  of  Pietro  DiMaio,  Inc.,  and  Edmond 
Baisley,  owners,  reopened  March  18,  1947,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  district,  the  extension  of  an  existing  gasoline 
service  station,  to  include  lubritorium,  auto  laundry  office 
and  accessory  sales  (previously  denied  by  the  Board  on 

^  ’  PremIses  82-01  to  82-13  Queens  boulevard 
a*?d  t  16  t0  82'30  51st  avenue>  northeast  corner  (Block 
1542,  Lots  1  and  4),  Elmhurst,  Borough  of  Queens. 

Application  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Royal  Syndicate  Inc.,  owner,  reopened  March 
11,  1947,  under  section  7c  of  the  zoning  resolution,  to  permit 
•n  a  residence  use  district,  the  change  in  occupancy  on  1st 
and  2nd  floors  to  showroom  and  manufacturing  from  bakery 
ica,ct?[,y  (previously  granted  by  the  Board)  ;  premises 
248-252  West  18th  street,  south  side,  100  ft.  east  of  8th 
avenue  (Block  767,  Lot  68),  Borough  of  Manhattan 


673-46-BZ  Application,  September  4,  1946,  under  sections 
7c  and  7 i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Bryant  Real  Estate  Co.,  Inc.,  owner 
(Sterman  Brothers,  lessees),  to  permit  in  a  business  use 
district,  the  reconstruction,  extension  and  enlargement  of 
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an  existing  gasoline  service  station,  to  include  office,  auto 
laundry,  lubritorium  and  motor  vehicle  repair  shop ; 
premises  143-17  to  143-19  Hillside  avenue  and  87-56  to 
g7_64  144th  street,  northwest  corner  (Block  9701,  Lot  31), 
Jamaica,  Borough  of  Queens. 


962-46-BZ— Application,  December  6,  1946,  under  sections 
7h  and  21  of  the  zoning  resolution,  of  William  S.  Worrall, 
Jr.,  applicant,  on  behalf  of  Cord  Meyer  Development  Co., 
owner  (Seminole  Garage,  lessee),  to  permit  in  a  residence 
use,  E  area  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  and  the  erection  of  a'  business 
building  within  ten  feet  of  the  building  line;  premises 
73-07  to  73-19  112th  street,  72-76  to  72-90  113th  street,  and 
112-01  to  112-31*  75th  avenue,  north  side,  from  112th  to 
113th  streets  (Block  2252,  part  of  Lot  2),  Forest  Hills, 
Borough  of  Queens. 

998-46-A— 73-07  to  73-19  112th  street,  72-76  to  72-90  113th 
street  and  112-01  to  112-31  75th  avenue,  north  side,  from 
112th’ to  113th  streets  (Block  2252,  part  of  Lot  2),  Forest 
Hills,  Borough  of  Queens. 


6-47-BZ — Application,  January  6,  1947,  under  section  21  of 
the  zoning  resolution,  of  Koch  and  Wagner,  applicants,  on 
‘behalf  of  M.  H.  Renken  Dairy  Co.,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  increase  in  aiea 
at  second  floor,  using  more  than,  the  area  permitted , 
premises  205-10  to  205-26  Jamaica  avenue,  southeast 
corner  of  Francis  Lewis  (Cross  Island)  boulevard  (Block 
10834.  Lots  31  and  33),  Hollis,  Borough  of  Queens. 

2 1-47-BZ— Application,  January  8,  1947,  under  section  7f  of 
the  zoning  resolution,  of  Edgar  J.  Moeller,  applicant,  on 
behalf  of  "Trustees  of  Columbia  University,  in  the  City  of 
New  York,  owner,  to  permit  in  a  business  use  district,  the 
extension  and  rebuilding  of  an  existing  gasoline  service 
station  and  the  parking  of  more  than  five  (5)  motor 
vehicles,  for  a  term  of  years;  premises  1900-1910  Broadway, 
53  West  63rd  street,  northeast  corner  and  60  West  64th 
street  (Block  1116,  Lots  11  and  53),  Borough  of  Manhattan. 

34-47-BZ— Application,  January  14,  1947,  under  section  21 
of  the  zoning  resolution,  of  William  Hyman,  applicant,  on 
behalf  of  Van  Wyck  Development  Corp.,  owner,  to  permit 
in  a  residence  use,  F  area  district,  two  (2)  one  family 
dwellings  without  the  required  side  yards;  premises  133-14 
and  133-16  140th  street,  west  side,  50.53  ft.  north  of  134th 
avenue,  and  northwest  corner  of  140th  street  and  134th 
avenue  (Block  12084,  Lot  152),  Ozone  Park,  Borough  of 
Queens. 

177-47-BZ — Application,  February  28,  1947,  under  sections  7b 
and  7c  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Walter  Vanderveer,  owner  (Anthony 
Stesney  and  Edward  Korth,  lessees)  ,  to  permit  in  a  residence 
and  retail  use  district,  the  extension  of  existing  gasoline 
service  station,  to  house  a  lubritorium  and  car  washing 
bay;  premises  92-01  to  92-09  Metropolitan  avenue  and 
69-61  to  69-69  Alderton  street,  northeast  corner  (Block 
3179,  Lot  75),  Forest  Hills,  Borough  of  Queens. 


187-47-BZ— Application,  March  3.  1947,  under  section  21  of 
the  zoning  resolution,  of  Joseph  Mathieu,  applicant,  on 
behalf  of  Church  of  Sts.  Simon  and  Jude  (Rev.  Raymond 
T.  Costello,  Pastor),  owner,  to  permit  in  a  residence  and 
business  use,  D  area  district,  the  erection  and  maintenance 
of  an  extension  to  existing  school  building,,  for  additional 
classes  and  an  auditorium,  without  the  required  rear  yard; 
premises  284-308  Avenue  T,  south  side,  from  Lake  street 
to  Van  Sicklen  streets  (Block  7102,  Lot  1),  Borough  of 
Brooklyn. 


233-47-BZ— Application,  March  11,  1947,  under  section  7t 
of  the  zoning  resolution,  of  Comprehensive  Omnibus  Corp., 
applicant  and  lessee,  on  behalf  of  The  City  of  New  York 
owner,  to  permit  in  a  retail  and  business  use  district,  the 
erection  and  maintenance  of  a  building,  to  be  used  as  a 
non-storage  garage  for  more  than  five  (5)  motor  vehicles; 
premises  225-227  Delancey  street,  south  side,  from  Willett 
street  to  Pitt  street  (Block  337,  Lot  13),  Borough  of 
Manhattan. 


256-47-A— 456  Kent  avenue  rear,  west  side,  560  ft.  sout 
of  South  8th  street  (1st  floor)  ;  (Block  2143,  Lot  1)  ;  (Bldg 
C  and  E),  Borough  of  Brooklyn. 

2 60-47- A — 45-51  Church  street,  east  side,  from  Fulton  stre 
to  Dey  street,  176-184  Fulton  street  and  20-24  Dey  stre 
(Block  80,  Lot  4),  Borough  of  Manhattan. 

262-47-A— 935  Courtlandt  avenue,  west  side,  250  it.  north  < 
East  162nd  street  (Block  2409,  Lots  92  and  93),  Borough  c 
The  Bronx. 

303-47-A— 220  India  street,  south  side,  225  ft.  east  of  Oal 
land  street  (Block  2542,  Lot  16),  Borough  of  Brooklyn. 

1326-39-SA — Tokheim  Gasoline  Dispensing  Pump,  Mode 
39-L-HR  and  39-WNC-L-HR  (reopened  March  4,  1947 

985-46-SA— Preferred  Horizontal  Rotary  Oil  Burner. 
47-47-SA — Holland  Oil  Burner,  Model  P  2. 

95-47-SA — Whale  Oil  Burner,  Model  P75-3. 

117-47-SA — Wayne  Computing  Gasoline  Meter  Puni! 
Model  100- A. 

249-46-SM — Rixson  Uni-Check  (for  interior  doors). 

505-46-SM— Prestigiacomo  Co.,  Inc.  Concrete  Units  (C 
ment.  Blocks  and  Cinder  Blocks). 

HARRIS  H.  MURDOCK,  Chairmc 


APRIL  29,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  heari 
Tuesday  afternoon,  April  29,  1947,  at  2  o  clock  in  ho 
1013,  Municipal  Building,  Manhattan,  on  the  following  m 
ters : 

152-47- A— -60-64  Beaver  street,  2-6  William  street,  sou' 
west  corner  and  107  Pearl  street  (19th  floor)  ;  (Block 
Lot  1),  Borough  of  Manhattan. 

207-47-A — 271-277  Beach  19th  street  and  19-09  Pla 
view  avenue,  southwest  corner  (Block  134,  Lot  40),  I 
Rockaway,  Borough  of  Queens.  .  i 

198-47-A— 146  Beach  31st  street,  east  side,  60  ft.  south 
Lewmay  road  (Block  302,  Lot  27),  Edgemere,  Borough 
Queens. 

220-47-A— 386  West  street  and  182-184  Christopher  str 
southeast  corner  (Block  604,  Lot  3),  Borough  of  Manhati 

298-47-A — 347  Lorimer  street  and  48-50  Meserole  str. 
southwest  corner  (Block  3049,  Lot  29),  Borough  of  Brook 

308-47-A — 155-157  20th  street,  north  side,  185  ft.  east  of 
avenue  (Block  636,  Lot  50),  Borough  of  Brooklyn. 

1005-46-A— 157-159  West  56th  street,  north  side,  12t> 

,  west  of  7th  avenue  (Block  1009,  Lot  6),  Borough  of  -M 
hattan  (reopened  March  11,  1947 ;  previously  withdraw. 

263-47-A— 114-38  196th  street,  west  side,  54.25  ft.  north 
114th  drive  (basement)  ;  (Block  3457,  Lot  38),  St.  Alb- 
Borough  of  Queens. 

210-44-A — 1704-1724  St.  John  place,  south  side,  90.5  ft.  v 
of  Howard  avenue  and  1429-1447  Eastern  parkway  (i> 
1473  Lot  25),  Borough  of  Brooklyn  (reopened  January 
1947). 

510-45-A — 36-40  37th  street,  west  side,  349.5  ft.  north  of 
avenue  (Block  1216,  Lot  43),  Long  Island  City,  Boroug 
Queens,  (reopened  April  8,  1947).  # 

665-46- A — 28  East  78th  street  and  1080  Madison  avej 
southwest  corner  (Block  1392,  Lot  59),  Borough  of  - 
hattan  (reopened  April  15,  1947). 

297-47-A— 1368-1378  (1368-1376  displayed),  St.  Johns  p| 
south  side,  150  ft.  east  of  Schenectady  avenue  (Block 
Lots  16,  18  and  20),  Borough  of  Brooklyn. 
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■0-47-A — 195-207  Broadway,  west  side,  from  I  )ey  street  to 
idton  street,  2-16  Dey  street  and  160-170  Fulton  street 
casement )  ;  (Block  80,  Lots  1,  14,  17,  18,  19  and  20),  Bor- 
igli  of  Manhattan. 

1-47-A — Blocks  hounded  hv  Bond,  Douglass,  Hoyt  and 
yckoff  streets  (Block  392,  Lots  1-70,  Block  398,  Lots  1-62, 
ock  404,  Lots  1-67  and  Block  410,  Lots  1-67),  Gowanus 
oases,  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  6,  1947,  10  A.  M. 

NO  1  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
■tcsdav  morning,  May  6,  1947,  at  10  o’clock  in  Room 
13,  Municipal  Building,  Manhattan,  on  the  following  mat- 

rs: 

9-28-BZ — Application  of  Lama  and  Proskauer,  appli- 
nts,  on  behalf  of  Simm  Molding  &  Manufacturing  Indus- 
es,  Inc.,  owner,  reopened  October  29,  1946,  under  section 
of  the  zoning  resolution,  to  permit  in  a  business  use,  C 
ea  district,  the  conversion  of  occupancy  from  public 
rage  (previously  granted  by  the  Board)  to  factory,  ex¬ 
iling  area  permitted ;  premises  6702-6706  3rd  avenue  and 
4-284  67th  street,  southwest  corner  (Block  5849,  Lots  37 
d  40),  Borough  of  Brooklyn. 

-46-BZ— Application,  January  9,  1946,  under  sections 
and  21  of  the  zoning  resolution,  of  Alden  B.  MacNeil, 
plicant,  on  behalf  of  Fred  Eoguidice,  owner,  to  permit  in 
business  use,  D  area  district,  the  erection  of  a  building 
tliout  the  required  rear  yard,  and  without  the  required  side 
rd;  premises  139-15  and  139-17  109th  avenue,  north  side, 
1  ft.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
naica,  Borough  of  Queens. 

46- A — 139-15  and  139-17  109th  avenue,  north  side,  144 
east  of  139th  street  (Block  10068,  Lots  210  and  211), 
naica,  Borough  of  Queens. 

1-46-BZ — Application,  December  2,  1946,  under  section 
of  the  zoning  resolution,  of  Steve  Zedlovich,  applicant,  on 
lalf  of  Anna  Zedlovich,  owner,  to  permit  in  a  residence 
f,  E  area  district,  the  alteration  to  existing  one  family 
elling  to  two  (2)  family  dwellings  without  the  required 
•els;  premises  14-77  Clintonville  street,  east  side,  35.91  ft. 
'tb  of  Cross  Island  parkway  (Block  4717,  part  of  Lot  4), 
litestone.  Borough  of  Queens. 

47- BZ — Application,  January  21,  1947,  under  section 
of  the  zoning  resolution,  of  James  E.  Casale,  applicant, 
behalf  of  Beatrice  D.  Maroney,  owner,  to  permit  in  a 
idence  use  district,  the  change  in  occupancy  from  store  on 
t  floor,  offices  on  second  floor  and  apartments  on  third 
sixth  floors  to  restaurant  on  first  floor  and  rear  half  of 
ond  floor,  offices  in  front  half  and  apartments  on  third  to 
tb  floors;  premises  120-122  East  86th  street,  south  side, 

tt.  west  of  Lexington  avenue  (Block  1514,  Lot  61), 
rough  of  Manhattan. 

-47-BZ — Application,  January  30,  1947,  under  section 
of  the  zoning  resolution,  of  George  G.  Miller,  applicant, 
behalf 'of  Margaret  Demuth,  owner  (Irving  Feder,  lessee), 
permit  in  a  business  -use,  C  area  district,  the  erection  and 
mtenance  of  a  building,  using  more  than  the  area  permit- 
;  premises  3509  Jerome  avenue,  west  side,  180.44  ft.  south 
Gun  hill  road  (Block  3324B,  Lot  142),  Borough  of  The 
>nx. 

-46-BZ— Application,  September  17,  1946,  under  sections 
uul  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
bcants,  on  behalf  of  Owen  Dever,  owner,  to  permit  in  a 
deuce  and  business  use  district,  the  erection  and  mainte- 
ee  of  a  gasoline  service  station,  including  a  building  to  be 
j  as  a  lubritorium,  auto  laundry,  office,  sales  and  motor 
icle  repair  shop;  premises  210-01  to  210-13  Horace  Hard¬ 


ing  boulevard  and  58-43  to  58-59  210th  street,  northeast  cor¬ 
net  (Block  7461,  part  of  Lot  94),  Flushing,  Borough  of 
Queens. 

700-46-BZ  Application,  September  24,  1946,  under  sections 
/I  and  7t  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Max  Stark,  owner  (Joan  Chin, 
lessee),  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  ol  a  gasoline  service  station,  auto  laundry,  re- 
pans,  lubiitorium  and  office  for  a  term  of  years;  premises 
2489-2499  Coney  Island  avenue  and  1102-1108  Avenue  V, 
southeast  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn. 

823-46-BZ  Application,  October  28,  1946,  under  section  7f 
ot  the  zoning  resolution,  of  Albert  W.  Lewis,  applicant,  on 
behalf  of  Bradbury  Building  Corp.,  owner  (Gulf  Oil  Corp., 
lessee),  to  permit  in  a  residence  and  unrestricted  use  district, 
the  rebuilding  of  a  gasoline  service  station  and  the  parking 
and  storage  ot  more  than  five  (a)  motor  vehicles;  premises 
530-546  East  73rd  street,  southwest  corner  of  East  River 
Drive  (Block  1484,  Lot  26),  Borough  of  Manhattan. 

?1^^46-BZ  Application,  November  26,  1946,  under  sections 
/c,  7i  and  7f  of  the  zoning  resolution,  of  William  T.  Burke, 
applicant,  on  behalf  of  Ben  Fabrizi,  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  and  extension  of  an 
existing  gasoline  service  station,  lubritorium,  auto  laundry, 
office  and  sale  of  accessories,  and  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  40-08  to  40-20 
30th  avenue,  30-01  to  30-03  Newtown  road,  southeast  corner 
and  30-02  to  30-04  41st  street  (Block  681,  Lot  114),  Astoria! 
Borough  of  Queens. 

923-46-BZ — Application,  November  15,  1946,  under  section 
/h  ot  the  zoning  resolution,  of  Ellis  L.  Lavine,  applicant,  on 
behalf  of  Dot  Mort  Holding  Corp.,  owner  (Rebecca  Schnei¬ 
der,  lessee),  to  permit  in  a  retail  use,  D  area  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles ; 
premises  35-45  Rutgers  street,  east  side,  22  ft.  south  of  Madi¬ 
son  street  (Block  271,  Lots  26  to  32,  incl.),  Borough  of 
Manhattan. 

174-47-BZ— Application,  February  27,  1947,  under  section  21 
of  the  zoning  resolution,  of  Arthur  W.  Renander,  applicant, 
on  behalf  of  Jamaica  Savings  Bank,  owner,  to  permit  in  a 
business  use,  C  area  district,  the  extension  of  an  existing 
building, _  using  more  than  the  area  permitted;  premises  216- 
19  Jamaica  avenue,  northwest  corner  of  217th  street  (Block 
10609,  Lots  55  and  56),  Queens  Village,  Borough  of  Queens. 

855-46-BZ — Application,  November  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Maddalena  Conte,  owner,  to  permit 
in  a  residence  use,  D-l  area  district,  the  change  in  occupancy 
from  two  families  and  garage  for  three  (3)  passenger  cars 
to  two  families  and  non-storage  garage  for  trucks ;  and  the 
erection  of  a  one-story  extension  to  be  used  as  a  non-storage 
garage  for  trucks,  without  the  required  set  back  from  street 
line;  premises  2222  Solon  place,  south  side,  175  ft.  east  of 
Castle  Hill  avenue  (Block  3573,  Lots  39  and  40),  Borough 
of  The  Bronx. 

325- 47-BZ — Application,  April  14,  1*747,  under  section  21  of 
the  zoning  resolution,  of  Louis  A.  Brown,  applicant,  on 
behalf  of  Certified  Queens  Homes,’  Inc.,  owner,  to  permit  on 
a  plot  located  in  a  residence  use,  partly  in  a  D  and  partly 
in  an  E  area  district,  the  erection  of  more  than  one  building 
on  a  lot ;  the  erection,  on  the  E  area  district  portion  of  the 
plot,  of  buildings  with  less  than  the  required  side  and  rear 
yards,  and  to  permit  the  erection  of  buildings  in  excess  of 
the  area  of  coverage  permitted  in  the  E  area,  residence  use 
district— the  project  to  consist  of  36  two  (2)  family  dwelling 
units  and  36  one-car  accessory  garages;  premises  108-15  to 
108-53  63rd  drive,  108-16  to  108-52  63rd  road,  and  63-34  to 
63-42  110th  street,  west  side,  from  63rd  road  to  63rd  drive 
(Block  2168,  Lots  13  and  34),  Forest  Hills,  Borough  of 
Queens. 

326- 47-A — 63-34  to  63-42  110th  street,  west  side,  from  63rd 
road  to  63rd  drive,  108-16  to  108-52  63rd  road  and  108-15  to 
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108-53  63rd  drive  (Block  2168,  Lots  13  and  34),  Forest  Ilills, 
Borough  of  Queens. 

8-37-BZ— Application  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  South  Brooklyn  Savings  Bank,  owner,  re¬ 
opened  April  8,  1947,  for  consideration  as  to  extension  of 
term  of  variance — Application,  previously  granted  on  con¬ 
dition,  under  section  21  of  the  zoning  resolution,  permitting 
partly  in  a  business  use  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station  for  a  term  of  ten  (10)  years;  premises  1 13-12o 
Hamilton  avenue  and  306-314  Columbia  street,  northwest 
corner  (Block  362,  Lot  1),  Borough  of  Brooklyn. 

595-37-BZ— Application  of  Arthur  W.  Renander,  applicant, 
on  behalf  of  Eleanor  Hedwig  Arnold,  Sicko  Realty  Corpora¬ 
tion  and  L.K.F.  Realty  Company,  Inc.,  owners  (Nunley 
Parking  Co.,  lessee),  reopened  April  15,  1947,  for  considera¬ 
tion  as  to  extension  of  term  of  variance  (expired  by  limita¬ 
tion — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  for  a  temporary  term  of 
years,  permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  HO¬ 
IS  to  170-21,  171-01  to  171-19,  172-01  to  172-25  and  173-05  to 
173-13  Hillside  avenue,  north  side,  56.51  ft.  west  of  Kingston 
road  (Block  896,  Lots  42  and  48;  Block  923,  Lots  1,  10,  14 
and  17),  Jamaica,  Borough  of  Queens. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A— 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

943-46-A— 706  West  181st  street,  and  4251-4259  Broad¬ 
way,  southwest  corner  (Block  2176,  Lot  133),  Borough  of 
Manhattan. 

17-47-A — 230  Park  avenue,  southwest  corner  of  East  46th 
street  (st  floor);  (Block  1300,  Lot  1),  Borough  of  Man¬ 
hattan. 

I95.47.A — 2859  Exterior  street,  west  side,  474.22  ft.  north 
of  East  225th  street  (Block  3265,  Lot  31),  Borough  of  The 
Bronx. 

238-47-A— 217-219  Avenue  C,  west  side,  45  ft.  north  of 
East  13th  street  (Block  396,  Lots  34  and  35),  Borough  of 
Manhattan. 

244-47-A— 248-250  East  152nd  street,  south  side,  144.47 
ft.  east  of  Park  avenue  (Block  2441,  Lot  17),  Borough  of 
The  Bronx. 

254-47-A — 3649  3rd  avenue,  west'  side,  525  ft.  north  of 
East  169th  street  (Block  2910,  Lot  57),  Borough  of  The 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  6, '1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  6,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building’,  Manhattan,  on  the  following  mat¬ 
ters: 

143-47.A— 2501  Grand  Concourse,  northwest  corner  of 
Fordham  road  (3rd  and  4th  floors)  ;  (Block  3167,  Lot  1), 
Borough  of  The  Bronx. 

9_47_A— 93-99  Irving  place  and  1057  Fulton  street,  north¬ 
east  corner  (Block  1993,  Lot  11),  Borough  of  Brooklyn. 

2 19-47- A— 123  Beach  29th  street,  west  side,  140  ft.  south  of 
Lewmay  road  (Block  301,  Lot  38),  Edgemere,  Borough  of 
Queens. 


218-47-A — 115  Beach  29th  street,  west  side,  220  ft.  south 
Lewmay  road  (Block  301,  Lot  42),  Edgemere,  Borough 
Queens. 

306-47-A — 630  Grand  avenue,  west  side,  100  ft.  north 
Prospect  place  (Block  1154,  part  of  Lot  24),  Borough 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairmc 


MAY  13,  1947,  10  A.  M.  . 

NOTICE  IS  HEREBY  GIVEN  of  a  public  heari 
Tuesday  morning,  May  13,  1947,  at  10  o’clock  in  Ro( 
1013,  Municipal  Building,  Manhattan,  on  the  following  m; 
ters: 

330-28-BZ— Application  of  George  W.  Springsteen,  ap| 
cant,  on  behalf  of  A.  H.  Consumers  Society,  Inc.,  own 
reopened  April  2,  1946,  under  sections  7e  and  21  of  the  z< 
ing  resolution,  to  permit  in  a  residence  use  district, 
alteration  and'  maintenance  of  retail  stores  ;  premises  50  \ 
Cortlandt  avenue  and  3887-3899  Sedgwick  avenue,  northw 
corner  (Block  3263-B,  Lot  275),  Borough  of  The  Bro 

864-46-BZ — Application,  November  13,  1946,  under  s 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskai 
applicants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  Jar 
A.  Cornell,  owners,  to  permit  in  a  business  use  district, 
erection  and  maintenance  of  a  gasoline  service  station,  lul 
torium,  laundry  and  office ;  premises  233-12  to  233-20  Lin 
boulevard  and  117-02  to  117-10  234th  street,  southwest  cor 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borot 
of  Queens. 

877-39-BZ — Application  of  L.  J.  and  G.  A.  Shap 
applicants,  on  behalf  of  Max  Kahn,  owner,  reopened  Fet 
ary  4,  1947,  under  section  7c  of  the  zoning  resolution 
permit  in  a  residence  and  business  use  district,  the  insta 
tion  of  an  additional  boiler  and  the  construction  and  m 
tenance  of  a,  new  boiler  room ;  premises  1Q55-1065  f 
street,  north  side,  140  ft.  west  of  11th  avenue  and  1( 
1064  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brook 

871-46-BZ— Application,  October  2,  1946,  under  secti 
7c  and  21  of  the  zoning  resolution,  of  William  Gold 
John  J.  McNamara,  applicants,  on  behalf  of  B.K.R.  H 
ing  Corp.,  owner,  to  permit  in  a  residence  and  business 
C  and  D  area  district,  the  erection  of  a  building  to  be  t 
as  a  motion  picture  theatre  and  stores,  using  more  than 
area  permitted;  premises  97-05  Queens  boulevard,  97-0 
97-07  64th  road,  northwest  corner  and  97-22  to  97-28 
.  avenue  (Block  2091,  Lots  1,  4,  16  and  18),  Woodside,  1 
ough  of  Queens. 

1014-46-BZ— Application,  December  16,  1946,  under 
tion  7e  of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  a 
cant,  on  behalf  of  Oceanic  Lumber  Corp.,  owner  (D 
Equipment  Corp.,  lessee),  to  permit  in  a  residence  use 
trict,  the  change  in  occupancy  from  garage  for  more 
five  (5)  motor  vehicles,  to  woodworking  shop  (mani 
turing  cabinets)  for  a  term  of  years ;  premises  1537  Be 
street,  north  side,  100  ft.  east  of  Schenectady  avenue  (E 
1348,  Lot  78),  Borough  of  Brooklyn. 

40-47-BZ — Application,  January  15,  1947,  under  sect 
7b  and  21  of  the  zoning  resolution,  of  Cafiero  and.Lacer 
applicants,  on  behalf  of  Julia  Di  Mattina,  owner,  to  p< 
in  a  residence  use  district,  the  change  in  occupancy 
multiple  dwelling  to  proposed  extension  of  existing 
and  multiple  dwelling;  premises  164  Union  street,  south 
94.9  ft.  east  of  Hicks  street  (Block  343,  Lot  11),  Bor 
of  Brooklyn. 

302-29-BZ— > -Application  of  Reginald  S.  Hardy,  applica 
behalf  of  Louis  Mintz,  owner,  reopened  May  31,  1944,  > 
sections  7i  and  21  of  the  zoning  resolution,  to  permit 
residence  and  business  use  district,  the  extension  in  u 
present  stores  and  garage  for  more  than  five  (5)  r 
vehicles  (previously  granted  by  the  Board),  to  include  r 
vehicle  repair  shop;  premises  146-156  East  98th  stree 
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59-1171  \\  inthrop  street,  northwest  corner  (Block  4616, 
>t  38),  Borough  of  Brooklyn. 

5-29- BZ— Application  of  Henry  Nordheim,  applicant,  on 
hall  ot  Nicola  Romano,  owner,  reopened  L)ecember  17, 
4(i,  under  section  7e  of  the  zoning  resolution,  to  i>ermit  in 
residence  use  district,  the  further  extension  to  the  second 
’r.v .  ot  a  business  use  (undertaking  establishment)  ;  (pre- 
msly  granted  by  the  Board)  for  first  story;  premises  711 
Idea  street  (avenue),  north  side,  72  ft.  east  of  Gun  Hill 
ad  (Block  4659,  Lot  85),  Borough  of  The  Bronx. 

8-47-A — 71 1  Tilden  street  (avenue),  north  side,  72  ft.  east 
m  Hill  road  (Block  4659,  Lot  85),  Borough  of  The 

onx. 

6‘32-BZ  Application  of  Samuel  Weiss,  applicant,  on  be¬ 
lt  ol  Kings  Bay  Realty  Co.,  Inc.,  owner,  reopened  Febru- 
25.  1947,  under  sections  7f  and  7i  of  tbe  zoning  resolution, 
permit  in  a  residence  and  business  use  district,  the  erection 
1  maintenance  ot  a  gasoline  service  station  (previously 
lied  by  the  Board)  ;  auto  laundry,  motor  vehicle  repair 
'I>,  office  and  sales,  for  a  term  of  ten  (10)  years;  premises 
i-125  Kings  highway  and  1626-1640  Stillwell  avenue,  north- 
st  corner  (Block  6253,  Lot  21),  Borough  of  Brooklyn. 

i3^BZ  Application  of  Henry  George  Greene,  applicant, 
behalf  of  LeRoy  Development  Corp.,  owner,  reopened 
Til .8,  1947,  under  section  7h  of  the  zoning  resolution,  to 
nut  in  a  residence  use  district,  the  parking  and  storage 
more  than  five  (5)  motor  vehicles  (previously  denied  by 
Board)  for  a  temporary  period;  premises  238-246  East 
'll  street,  south  side,  100  ft.  west  of  2nd  avenue  (Block 
,  Lots  38-42),  Borough  of  Manhattan. 

)-46-BZ— Application,  June  11,  1946,  under  section  7c  of 
zonnig  resolution,  of  Seelig  and  Finkelstein,  applicants, 
beliall  of  Solomon  Flomberg,  owner,  to  permit  in  a  resi- 
ce  and  business  use  district,  the  change  in  occupancy  from 
4e  and  dwellings  to  manufacturing,  show-rooms,  offices 
dwellings;  premises  185-187  Wilson  street,  north  side, 
ft.  7  in.  ea,st  of  Lee  avenue  (Block  2178,  Lots  54  and  55)’ 
'ough  of  Brooklyn. 

-46-BZ  Application,  September  11,  1946,  under  sections 
ind  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
licants,  on  behalf  of  Ben  Seigel,  owner,  to  permit  in  a 
mess  use  district,  the  erection  and  maintenance  of  a  build- 
to  be  used  as  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  701-709  Chester  street,  ea-st 
,  100  ft.  south  of  Linden  boulevard  (Block  3643,  Lot  23) 
ough  of  Brooklyn. 

-46-BZ  Application,  October  3,  1946,  under  section  7e 
he  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
lehalt  of  J.  Franklin  Perrine,  owner,  to  permit  in  a  resi¬ 
de  use  district,  the  change  of  occupancy  from  public 
ige  to  factory  for  a  temporary  period  of  five  (5)  years ; 
nises  35-38  to  35-44  30th  street,  west  side,  143  ft.  north 
’9th  avenue,  and  35-37  to  35-43  29th  street  (Block  341, 
of  Lot  6),  Long  Island  City,  Borough  of  Queens. 

7-BZ— Application,  January  13,  1947,  under  section  7c 
ie  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
•ehalf  of  Louis  Natale,  owner,  to  permit  in  a  business  use 
ict,  the  use  of  motor  driven  tools  and  saws  for  the 
utacturing,  shaping,  cutting  and  assembly  of  furniture; 
lises  1973-1977  Coney  Island  avenue,  east  side,  280  ft 

, ,  Avenue  P  (Block  6774,  Lot  65),  Borough  of 

iklyn. 

47-BZ— Application,  March  21,  1947,  under  section  7e  of 
zoning  resolution,  of' Ludwig  P.  Bono,  applicant,  on 
it  of  Frances  Murtha  Striglis,  owner  (Otto  Kluger, 
v),  to  jiermit  in  a  residence  use  district,  the  extension  to 
existing  stores,  to  be  used  for  storage  space,  and  the 
erslon  of  the  two  stores  into  one  store;  premises  2508- 
Eastchester  road,  eas  side,  75  ft.  north  of  Mace  avenue 
ck  4481,  Lot  17),  Borough  of  The  Bronx. 

17-BZ— Application,  March  28,  1947,  under  section  7a  of 
zoning  resolution,  of  Gustave  Goldman,  applicant,  on 


behalf  of  New  Colonial  Ice  Co.,  owner,  to  permit  in  a  retail 
use  district,  the  extension  of  existing  building  (ice  storage 
plant  and  sale  of  ice)  to  be  used  as  an  office  and  machine 
shop;  premises  2850— 8th  avenue  and  264-272  West  152nd 
street,  southeast  corner  and  49  Macombs  place  (Block  2037 
part  ot  Lot  1),  Borough  of  Manhattan. 

147-47-SA — Gibralter  Oil  Burner. 


i  ,  Jrfhiert  &  Barber  Gasoline  Dispensing  Pumps 
Models  M96ER,  M96HG,  M98HG  and  M101. 


952-46-SM— Acme  Cinder  and  Cement  Block,  8"  x  8"  x  16" 
L.B.S.  (Concrete  and  Cinder). 

71- 47-SM — Lorimer  Paint  Works  Pure  Linseed  Oil  Putty. 

72- 47-SM  Lorimer  Paint  Works  EZ  Working  Steel  Sash 
Putty. 


73-47-SM— Lorimer  Paint  Works  Caulktite  (Caulking  Com¬ 
pound). 

HARRIS  H.  MURDOCK,  Chairman. 


May  13,  1947,  2  P.  M. 

NOIICE  IS  HEREBY  GIVEN  of  a  public  hearing 
affernoon;  May  13,  1947,  at  2  o’clock  in  Room 
1013  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

248-47-A— 1314-1316  Blondell  avenue,  east  side,  37  ft  north 
of  Westchester  avenue  (Block  4133,  Lot  2),  Borough  of  The 
Bronx. 

imllnV1!6',0,2,  to  116~10  Rockaway  Beach  boulevard  and 
2U1-209  Beach  116th  street,  northwest  corner  (Block  664,  Lot 
33),  Rockaway  Beach,  Borough  of  Queens. 

305-47-A— 1  Washington  Square  North,  northwest  corner  of 
#  University  place  (Block  550,  Lot  1),  Borough  of  Manhattan. 

259-47-A— 276  Nostrand  avenue  and  82-90  Kosciusko  street 
southwest  coiner  (Block  1783,  Lot  49),  Borough  of 
Brooklyn. 

302-47-A  14  Beach  46th  place,  west  side,  120  ft.  south  of 
Edgemere  avenue  (Block  332,  Lot  34),  Edgemere,  Borough 
of  Queens  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street— Beach  46th  place).  '  * 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  20,  1947,  10  A.  M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
morning.  May  20,  1947,  at  10  o’clock  in  Room 

1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter: 


OUU-^/-A- 


u  '  '5r  ,•  s,  Douncle(1  by  73rd  avenue,  185th  street, 

Horace  Harding  boulevard  and  Peck  avenue  (Blocks  5712- 
5716,  7075-7077,  7080-7082,  7092-7094,  7098-7105,  7114-7122, 
5723  and  7138-7146,  Lots  ),  Flushing,  Borough  of 

Queens  ( Under  sections  35  and  36,  General  City  Law  re  bed 
of  mapped  streets  and  buildings  not  facing  on  legal  streets — 
Fresh  Meadow  Houses). 


HARRIS  H.  MURDOCK,  Chairman. 


May  20,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ruesday  afternoon,  May  20,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter: 

217-47-A — 124-01  to  124-05  Rockaway  Beach  boulevard 
southwest  corner  of  Beach  124th  street  (Block  764,  Lot  6)’ 
Rockaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MC 
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MAY  27,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  27,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  tollowing  mat¬ 
ter  : 


270-47-A — 82  Beach  62nd  street  (102-110),  northeast  corn 
of  Boardwalk  (Block  334,  Lot  1),  Arverne,  Borough 
Queens. 


HARRIS  H.  MURDOCK,  Chairm 


MINUTES 

_ • _ _ _ _ _ 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  22,  1947. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 

Kleinert  and  Deputy  Chief  Gurnee.  , 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  April  8,  194/,  were 
pfl  nrinted  in  Bulletin  15,  Volume  32. 


siimrov 


877-39-BZ 

APPLICANT— L.  J.  and  G.  A.  Shapiro,  for  Max  Kahn, 
owner. 

SUBJECT— Application  reopened  February  4,  1947— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution  to  permit 
in  a  residence  and  business  use  district,  the  installa¬ 
tion  of  an  additional  boiler  and  the  construction  and 
maintenance  of  a  new  boiler  room. 

PREMISES  AFFECTED — 1055-1065  63rd  street^  north 
side  140  ft.  west  of  11th  avenue  and  1062-1064  62nd 
street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 


1014-46-BZ 

APPLICANT— Nathaniel  C.  Saxe,  for  Oceanic  Luml 
Corp.,  owner  (Dason  Equipment  Corp.,  lessee) 

.  SUBJECT— Application  (decision  of  the  borough  suiter 
tendent)  under  section  7e  of  the  zoning  resoluti 
to  permit  in  a  residence  use  district,  the  change 
occupancy  from  garage  for  more  than  five  i 
motor  vehicles,  to  woodworking  shop  (manufact 
ing  cabinets)  for  a  term  of  years. 

PREMISES  AFFECTED— 1537  Bergen  street,  north  s 
100  ft.  east  of  Schenectady  avenue  (Block  1348, 
78),  Borough  of  Brooklyn. 

APPEARANCES—  ,  .  ,  .  _  , 

For  Applicant:  Nathaniel  C.  Saxe  and  lim 

Reves. 

For  Opposition  :  James  J.  Mild.  t 

For  Administration:  Samuel  L.  Becker,  Dept 
Housing  and  Buildings  and  John  J.  Sauna 
Board  of  Education. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1947  at 
A.  M.,  for  inspection  by  a  Committee  of  the  I>( 
and  decision  without  further  argument. 


appearances 


For  Applicant :  Leon  J.  Shapiro,  Sidney  H.  Kitzler 
and  Hyman  Kahn. 

For  Opposition  :  Vincent  R.  Insinga,  Annette  Macri, 
Isabel  Paolantoni,  Rose  Damimo,  G.  Matarozza, 
Mary  Cifone,  Lucrezia  Russo,  Louise  Lorman, 
Oteo  Ferraris,  Ermina  Cutro,  Joseph  Toelk, 
Grace  De  Antonio  and  others. 


I  2  ^  ^  A  /Lv>  nil  Mr 


c  ,._1  T  D  o  1- o i*  npti  t 


Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1947  at  10 
A.  M.,  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument. 


871-46-BZ 

APPLICANT — William  Gold  and  John  J.  McNamara,  for 
B.K.R.  Holding  Corp.,  owner. 

SUBTECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use, 
C  and  1 )  area  district,  the  erection  of  a  building  to 
be  used  as  a  motion  picture  theatre  and  stores,  using- 
more  than  the  area  permitted. 

PREMISES  AFFECTED— 97-05  Queens  boulevard  97-01, 
to  97-07  64th  road,  northwest  corner  and  97-22  to 
97-28  64th  avenue  (Block  2091,  Lots  1,  4,  16  and 
18),  Woodside,  Borough  of  Queens. 

APPEARANCES—  T  ,  T  i  r  xt 

For  Applicant:  William  Gold,  John  J.  McNamara 
and  Robert  Konove. 

For  Opposition :  Martin  D.  Eile  and  Leo  Schloss 
For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1947  at  10 
A.  M.,  for  inspection  by  a  Committee  of  the  Board 
•mrl  derision,  without  further  argument. 


40-47-BZ 

APPLICANT— Cafiero  and  Lacerenza,  for  Julia  Di  Mat 
owner. 

SUBJECT— Application  (decision  of  the  borough  supt 
tendent)  under  sections  7b  and  21  of  the  zo 
resolution,  to  permit  in  a  residence  use  district 
change  in  occupancy  from  multiple  dwelling  to 
posed  extension  of  existing  store  and  multiple  d' 
ing.  d  ’ 

PREMISES  AFFECTED— 164  Union  street,  south 
94.9  ft.  east  of  Hicks  street  (Block  343,  Lot 
Borough  of  Brooklyn. 

APPEARANCES—  ,  n 

For  Applicant :  William  Lacerenza  and  J.  Para 

dola. 

For  Opposition :  George  F.  Palmer. 

For  Administration:  Samuel  L.  Becker,  Dei 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1947 
A.  M.  for  inspection  by  a  Committee  of  the  i 
and  decision  without  further  argument. 


1-27-BZ 

APPLICANT— Lama  and  Proskauer,  for  Intershir 
vestors,  Inc.,  owner. 

SUBJECT— Application  reopened  March  25,  1947,  to' 
sideration  as  to  extension  of  term  of  variance 
pi  reel  by  limitation)— Application  (decision  e 
borough  superintendent) ,  previously  granted  o 
dition,  under  section  21  of  the  zoning  resolutio 
a  term  of  ten  (10)  years,  permitting  in  a  In- 
use  district,  the  alteration,  and  also  the  pern 
use  of  a  gasoline  service  station  (previously  g 
by  the  Board  under  section  7f  of  the  zoning  f 
tion,  for  a  temporary  period). 
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\EMISES  AFhEC  I  ED — 1124  Gun  Hill  road,  south  side, 
Irom  Yatc>  avenue  to  Boston  road  (Block  4015, 
Lot  30),  Borough  of  The  Bronx. 

TEAK  A  WHS — 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TIOX  Oh  BOARD — Term  of  variance  extended. 

IE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

ie Resolution  (i-27-BZ) 

A  hereas,  this  application  under  section  7  subdivision  F 
the  zoning  resolution  permitting  in  a  business  district  the 
ction  and  maintenance  of  a  gasoline  service  station;  prem- 
[s  northeast  corner  of  Gunhill  road  and  Boston  road  ( Block 
).  4015,  Lot  No.  30),  Borough  of  The  Bronx,  was  granted 
the  board  for  a  temporary  period  of  two  years  under 
tain  conditions,  March  15,  1927  and  the  temporary  period 
ended  so  that  it  expired  March  15,  1935;  and 
Whereas,  this  case  was  reopened  on  September  17,  1935, 
;1  an  application  for  consideration  under  section  21  of  the 
ling  resolution  was  granted  by  the  Board  on  January  21, 
6,  for  a  period  of  ten  (10)  years,  permitting  the  recon- 
tetion  of  existing  buildings  and  use  of  the  plot  as  a  gaso- 
p  service  station,  on  certain  conditions ;  and 
Ahekeas,  the  applicant  requested  reopening  of  this  appli- 
ion  and  an  extension  of  the  term  of  variance,  which  had 
sired  by  time  limitation  ;  and 

A  hereas,  this  case  was  reopened  by  vote  of  the  Board  on 
,rch  25,  1947,  and  set  for  hearing  on  April  22,  1947  at 

[i.  m. ;  ami 

\  hereas,  a  public  hearing  was  held  on  this  application 
the  Board  ot  Standards  and  Appeals,  at  its  regular  meet- 
.  April  22,  1947,  after  due  notice  by  publication  in  the 
lletin  ot  the  Board  of  Standards  and  Appeals ;  and 
\  hereas,  the  decision  of  the  borough  superintendent, 
ed  March  19,  1947,  re  amendment  to  Applic.  456-35,  reads: 

“1.  This  Department  has  no  evidence  that  work  was 
,  ('°ne  under  this  application.  It  stands  disapproved  as  of 
Oct.  21,  1935.  If  work  was  done  under  this  application, 
plans  shall  be  filed  for  examination. 

2.  Maintaining  a  gasoline  service  station  in  a  business 
use  district  after  the  expiration  of  the  approval  by  the 
Board  is  contrary  to  Article  2,  subdivision  46  of  Sec.  4a 
of  the  Zoning  Resolution. 

Applicant  proposes  to  renew  Certificate  of  Occupancy 
for  an  additional  period  of  ten  (10)  years.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
eby  amend  the  resolution  adopted  January  21,  1936,  so 
t  as  amended  this  portion  of  the  resolution  shall  read: 

“*  *  *  granted  for  a  term  of  ten  (10)  years  from 
the  date  of  this  amended  resolution,  on  condition  that 
all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution ;  that  in  all  other  respects  the  amended  reso¬ 
lution  adopted  by  the  Board  January  2\\  1936  shall  be 
complied  with,  including  the  requirement  that  plans 
shall  be  submitted  to  the  Board  for  approval  before  sub¬ 
mission  to  the  borough  superintendent ;  that  such  plans 
4iall  be  filed  within  six  (6)  months  from  the  date  of 
this  amended  resolution.” 


-35-BZ 

PLICA N1 — Lama  A  Froskauer,  for  Mary  Guagenti, 
owner  (Harry  Weinstein,  lessee). 

BJECT — Application  reopened  December  17,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7c  and  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  reconstruc¬ 
tion  and  extension  of  an  existing  gasoline  service 


station,  to  include  auto  laundry,  lubritorium,  office 
and  motor  vehicle  repair  shop  (previously  granted 
by  the  Board). 

1  REMISES  AFP  EC  I  ED — 2549-255 7  Coney  Island  avenue 
and  1 00 1-1011^  Gravesend  Neck  road,  northeast  cor¬ 
ner  (Block  7371,  Lots  68  and  70),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Harry  L.  Wein¬ 
stein. 

For  Opposition:  Frank  J.  Gottilly. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Resolution  amended  and  term  of 
variance  extended. 


THE  VOTE  TO  AMEND  RESOLUTION  AND  EX¬ 
TEND  TERM  OF  VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 


THE  RESOLUTION  (360-35-BZ) 

Whereas,  this  application  under  the  zoning  resolution  to 
permit  in  a  business  district  the  extension  of  an  existing  gaso¬ 
line  service  station  and  also  the  inclusion  of  a  brake  testing 
room ;  premises  2549-2557  Coney  Island  avenue,  northeast 
corner  of  Gravesend  Neck  road  (Block  No.  7317,  Lot  Nos. 
68  and  70),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  March  24,  1936,  on  certain  conditions  and  the  resolution 
amended  on  May  19,  1936;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation,  amendment  of  the  resolution,  and  an  extension  of 
the  term  of  variance;  and 

\\  hereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  17,  1946,  subject  to  usual  procedure;  and 
W  hereas,  a  public  hearing  was  held  on  this  application  by 
the  Boai d  of  Standards  and  Appeals,  at  its  regular  meeting, 
April  22,  1947,  after  due  notice  by  publication  in  the  Bulletin ; 
and 


W  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Coney  Island  avenue  is  in  business  use,  I) 
area  and  Class  1  height  district;  Gravesend  Neck  road  is  in 
business  use,  D  area  and  Class  1  height  district;  and 
W^ hereas,  the  decision  of  the  borough  superintendent, 
dated  October  25,  1946,  re  Alt.  Applic.  1974-46,  reads: 

“1.  The  extension  of  the  existing  gasoline  station  in 
a  business  district  and  the  erection  of  accessory  bldg, 
including  auto  launduy,  lubritorium,  minor  repairs  & 
office,  is  contrary  to  Art.  II,  Sect.  4,  par.  46a  of  Zone 
Resolution.” 

and 


Wr HEREAS,  the  applicant  states  that  the  premises  consist 
of  a  plot  82  ft.,  1  iy2  in.  front  by  IOC)  ft.  in  depth,  irregular, 
on  which  is  located  an  office  12  ft.  by  14  ft.,  a  two-story 
dwelling  22  ft.  by  24  ft.  and  a  two-car  private  garage  18  ft. 
by  2o  ft.  and  two  open  grease  pits;  thafr  these  uses  are  on  the 
lot  at  the  northeast  corner — 12  ft.  11*4  in.  on  Coney  Island 
avenue,  101  ft.  on  Gravesend  Neck  road,  28  ft.  9*4  'in.  deep 
on  easterly  lot  line  and  100  ft.  on  northerly  lot  line;  that 
the  balance  of  plot  measuring  40  ft.  by  100  ft.  in  northerly 
lot* is  vacant;  that  it  is  proposed  to  demolish  the  existing 
one-story  .building  and  open  grease  pits;  that  2-story  frame 
dwelling  and  1-story  2-car  private  garage  are  to  remain;  that 
it  is  further  proposed  to- construct  a  modern  1-story  structure 
on  northerly  portion  (28  ft.  front  on  Coney  Island  avenue, 
100  ft.  in  depth:  that  the  rear  portion  of  building  will  be 
40  ft.  wide  for  a  distance  of  39  ft.;  one  story,  13  ft.,  4  in. 
in  height,  of  Class  3  construction)  ;  that  the  present  gas  tanks 
will  remain  and  three  additional  tanks  are  to  be  added ;  that 
the  present  pumps  are  to  be  relocated  and  two  additional 
pumps  to  be  added ;  that  it  is  proposed  to  construct  a  wood 
fence  on  a  brick  base  6  ft.  and  4  ft.  distant  from  the  2-story 
dwelling;  and 

Whereas,  the  applicant  contends  that  in  view  of  the  fact 
there  is  an  existing  gasoline  station  on  a  portion  of  the  plot 
and  the  new  structure  will  beautify  the  site  and  will  in  no 
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way  affect  the  surrounding  properties,  the  granting  of  this 
application  is  respectfully  requested.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  ameivd  the  resolution  adopted  May  19,  1936,  only  so 
far  as  it  has  reference  to  the  terms  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

<•*  *  *  granted  for  a  term  of  ten  (10)  years  from 
the  date  of  this  amended  resolution,  under  section  7f  of 
the  zoning  resolution,  permitting  the  existing  gasoline 
service  station  to  be  extended  northerly  for  a  distance 
of  40  feet,  giving  a  total  frontage  on  Coney  Island 
avenue  of  approximately  83  ft.  and  excluding  from  the 
gasoline  service  station  area  the  present  two-story  frame 
dwelling  and  two-car  garage  located  at  the  easterly  end 
of  the  existing  plot  facing  Gravesend  Neck  road,  on 
condition  *  *  *  ;  that  other  than  as  amended^  herein, 

the  resolution  adopted  by  the  Board  May  19,  19j6,  shall 
be  complied  with  in  all  respects,  except  that  the  plans 
marked  ‘Received  November  26,  1946’  (4  sheets)  may 
be  followed  as  to  arrangement  and  size  of  the  buildings 
as  indicated  thereon;  that  all  permits  required  shall  be 
obtained  and  all  work  ‘completed  within  one  year  from 
the  date  of  this  amended  resolution ;  that  complete  plans 
shall  be  submitted  to  the  Board  for  approval  before  same 
are  submitted  to  the  borough  superintendent  and  that 
such  plans  shall  be  submitted  within  six  months  from 
the  date  of  this  amended  resolution.” 


717-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Fairview  Realty 
Corp.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  proposed 
reconstruction  and  extension  of  existing  gasoline 
service  station,  lubritorium  and  auto  laundry. 
PREMISES  AFFECTED— 104-01  to  104-09  Atlantic  avenue, 
and  93-11  to  93-15  104th  street,  northeast  corner 
(Block  9313,  Lot  60),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition  :  None.  ( 

For  Administration :  Samuel  L.  Becker,  1  )ep  t  ot 
Flousing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . . . 0 

THE  RESOLUTION  (717-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Fairview  Realty 
Corp.,  owner,  filed  October  1,  1946,  an  application,  under 
section  7-c  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  proposed  reconstruction  and  extension  of 
existing  gasoline  service  station,  lubritorium  and  auto  laun¬ 
dry,  affecting  premises  104-01  to  104-09  Atlantic  avenue  and 
93-11  to  93-15  104th  street,  northeast  corner  (Block  9313, 
Lot  60),  Flushing,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  22,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoinng  reso¬ 
lution  show  that  Atlantic  avenue  is  in  residence  and  business 
use.  D  area  and  Class  1  height  districts ;  104th  street  is  in 
residence  and  business  use,  D  area  and  Class  1  height  dis¬ 
tricts  ; and  ,  „  ,  .  •  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  16.  1946.  re  N.B.  Applic.  5856-46,  reads : 

“1.  Proposed  extension  and  reconstruction  of  a  gaso¬ 
line  service  station,  lubritorium  and  auto  laundry  in  a 
business  use  district  is  contrary  to  Sec.  4  of  Zoning 
Resolution.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist  o 
a  plot  100  ft.  front  by  64.38  ft.  in  depth,  on  which  is  locatei 
a  building  20  ft.  9  in.  by  16  ft.,  of  metal  construction,  twe 
open  steel  pits,  three  550  gallon  storage  tanks ;  that  originall; 
the  gasoline  station  site  was  50  ft.  front  on  Atlantic  avenu 
and  85  ft.  on  104th  street;  that  it  is  proposed  to  extend  thl 
area  of  the  gasoline  station  along  Atlantic  avenue  for  50  ft 
to  demolish  all  structures  and  construct  a  new  building  65  fi 
front  by  30  ft.  in  depth,  one  story,  13  ft.  4  in.  in  height,  o 
Class  3  construction,  to  house  an  office,  lubritorium,  auto 
mobile  laundry  and  boiler  room ;  that  it  is  proposed  to  instal 
six  550  gallon  gasoline  storage  tanks;  and 
Whereas,  the  applicant  contends  that  present  structur 
was  erected  under  N.B.  1044-1933  which  called  for  a  lstor 
metal  building,  20  ft.  4  in.  by  16  ft.  and  2  open  steel  pits  an 
three  550  gallon  tanks ;  that  the  area  stated  in  the  applicatio 
was  50  ft.  on  Atlantic  avenue,  85  ft.  along  104th  street ;  th; 
it  was  changed  to  its  present  business  designation  on  May  1; 
1941  ;  that  block  9380,  lots  1  and  5  is  improved  with  a  l-stor 
brick  garage  and  gasoline  station ;  that  lot  14  is  a  2-stor 
building  used  as  a  bottling  plant  for  the  Bordens  Milk  Co. 
that  Block  9384,  Lots  1  and  59  is  a  gasoline  service  station 
that  these  uses  were  established  before  the  change  of  zone 
that  Atlantic  avenue  is  an  express  auto  highway  with  trail 
flowing  east  and  west;  that  therefore,  in  view  of  the  fa< 
this  is  an  existing  gasoline  station  and  that  the  propose 
reconstruction  will  greatly  improve  the  immediate  area,  it 
respectfully  requested  this  application  be  granted ;  and 
Whereas,  the  premises  and  surrounding  area  have  bee 
inspected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  ca 
in  which  to  exercise  its  discretion  to  grant  a  variance  und- 
section  7c  of  the  zoning  resolution  ; 

Resolved,  that  the  Board  of  Standard^  and  Apjieals  do 
hereby  make  a  variance  in  the  application  of  the  use  distri 
regulations  of  the  zoning  resolution  and  that  the  applicant 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  pern 
the  existing  gasoline  service  station  to  be  extended  and  r 
constructed,  substantially  as  indicated  on  plans  filed  wi 
this  application,  marked  “Received  February  1,  1947” 
sheets),  on  condition  that  the  area  having  a  frontage  of  1 
feet  on  Atlantic  avenue  and  64.68  feet  on  104th  street  sli; 
not  be  increased ;  that  all  existing  structures  and  equipme 
shall  be  removed  from  the  premises  and  the  premises  level 
substantially  to  the  grades  of  the  abutting  streets;  that  1 
premises  shall  be  rearranged  as  indicated  on  plans  showi 
proposed  conditions;  that  the  accessory  building  shall  n 
exceed  one  story  in  height  and  shall  have  no  cellar  and  sip 
be  substantially  arranged  and  designed  as  indicated  on  su 
plans  and  shall  comply  with  the  requirements  of  the  Buildi 
Code  therefor ;  that  the  gasoline  pumps  shall  be  erected  n. 
nearer  than  10  feet  to  the  street  building  line,  as  show 
that  the  number  of  gasoline  storage  tanks  shall  not  exce 
six  550  gallon  tanks;  that  at  the  intersection  within  t 
building  line  there  shall  be  erected  a  block  of  concrete  i 
less  than  12  inches  in  height  and  not  less  than  5  feet  fre 
the  intersection,  extending  along  both  streets;  that  su 
block  may  be  segmental  in  shape;  that  where  not  cover 
by  accessory  buildings  and  pumps,  the  premises  shall 
paved  with  concrete  or  tarvia  or  other  equivalent  reasonal 
impervious  paving;  that  curb  cuts  shall  be  restricted  to  t, 
to  -104th  street,  each  twenty  (20)  feet  in  width  and  fj 
to  Atlantic  avenue,  each  thirty  (30)  feet  in  width;  that , 
part  of  any  curb  cut  shall  be  nearer  than  5  feet  from  t 
lot  lines  as  extended ;  that  there  shall  be  no  windows  opem 
on  adjoining  lots  from  accessory  building;  that  the  boi 
room  shall  be  separated  from  the  balance  of  the  accesso 
building  by  fireproof  construction,  except  that  the  ceil 
may  be  fire-retarded ;  that  along  the  lot  lines  to  104th  str¬ 
and  to  Atlantic  avenue  from  accessory  building  there  sr 
be  constructed  a  masonry  wall  agreeing  in  design  with  ■ 
accessory  building  not  less  than  6  feet  in  height  and  propc 
coped ;  that  such  walls  may  be  reduced  to  4  feet  within 
feet  from  the  street  building  lines ;  that  signs  shall  j 
restricted  to  a  permanent  sign  attached  to  the  accessory  Du 
ing  and  to  the  illuminated  globes  of  the  pumps,  exclud: 
all  temporary  and  roof  signs,  but  permitting  the  erect. 
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i tli in  the  building  line  of  one  post  standard  to  support  a 
ign,  which  may  be  illuminated,  advertising  only  the  brand 
t  gasoline  on  sale  and  permitting  such  sign  to  extend 
eyond  the  building  line  for  not  more  than  4  feet;  that  new 
nrbing  and  sidewalks  shall  be  installed  to  the  satisfaction 
f  the  borough  president;  that  such  portable  fire-fighting 
ppliances  shall  be  installed  as  the  fire  commissioner  shall 
irect ;  that  no  additional  use  shall  be  maintained  on  the 
roperty  other  than  the  gasoline  station  and  the  accessory 
ses;  that  all  permits  required  shall  be  obtained  and  ail 
ork  completed  within  one  year  from  the  date  of  this 
.'solution. 

16-47-BZ 

‘PPLICANT — Nathaniel  C.  Saxe,  for  Hyman  Bramson, 
owner. 

UBJEC 1 — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  super-market  to  Super-market  and 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
REMISES  AFFECTED— 25-05  to  25-07  Seagirt  avenue, 
south  side,  45.85_  ft.  west  of  Beach  25th  street 
(Block  296,  Lot  57),  Edgemere,  Borough  of  Queens. 
P  PEA  R AN  CES— 

For  Applicant:  Nathaniel  C.  Saxe  and  Hyman 
Bramson. 

For  Opposition :  Herbert  Danowit,  Herman  Kap- 
•  lan,  Jack  Schacher  and  Max  Rolnik.  « 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CllON  OF  BOARD — -Application  denied. 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

HE  RESOLUTION  (106-47-BZ) 

Whereas,  Nathaniel^  C.  Saxe,  for  Hyman  Bramson,  owner, 
ed  February  3,  1947,  an  application  under  section  7e  of 
e  zoning  resolution,  to  permit  in  a  residence  use  district, 
e  change  in  occupancy  from  super  market  to  super  market 
d  wet  wash  laundry  for  a  term  of  five  (5)  years,  affecting 
eniises  25-05  to_  25-07  Seagirt  avenue,  south  side,  45.85  ft. 
est  of  Beach  25th  street  (Block  296,  Lot  57),  Edgemere, 
orough  of  Queens  ;  and 

\\  hereas,  a  public  hearing  was  held  on  this  application 
the  Boqrd  of  Standards  and  Appeals,  at  its  regular  meet¬ 
s'-  April  22,  1947,  after  due  notice  by  publication  in  the 

illetin ;  and 

W  hereas,  the  district  maps  accompanying  the  zoning 
solution  show  that  Seagirt  avenue  is  in  a  residence  use, 
area  and  Class  1  height  district ;  Beach  25th  street  is  in 
residence  use,  D  area  and  Class  1  height  district  ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
ted  March  12,  1947  re  Alt.  Applic.  158-47,  reads: 

“1.  The  change  in  use  in  a  residence  district  of  an 
existing  public  market  to  public  market  and  wet  wash 
laundry  is  contrary  to  Art.  2,  Sec.  3  zone  law.” 
d 

W  hereas,  the  applicant  states  that  the  premises  consist 
a  plot  52.15  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
:ated  a  building  42  ft.  front  by  90  ft.  in  depth,  one  story, 
ft.  in  height,  of  Class  3  construction  presently  used 
a  super  market  ;  that  it  is  proposed  to  partition  the  rear 
'tion  of  the  existing  public  market  and  install  thirteen  (13) 
If-service,  home  type,  automatic  washing  machines  as 
proved  by  the  Board ;  and 

Whereas,  the  applicant  contends  that  the  premises  con- 

I  of  a  public  market  serving  all  type  of  merchandise  to 
arge  summer  population ;  that  it  is  noted  that  the  proposed 
’ll  k  k*11  *S  essential*y  a  retail  establishment ;  that  there 

II  be  two  employees  to  maintain  the  cleanliness  of  the 
ablishment;  that  there  is  no  steam  manufactured  on  the 
emises  nor  will  there  be  deliver}'  trucks  as  are  usually 
'Ociated  with  wet  wash  laundries;  that  there  will  be  no 
noxious  odors  or  excessive  noise  from  the  operation  of 
‘  proposed  establishment ;  that  the  premises  are  primarily 

operation  during  the  summer  months,  situated  near  a 


large  bungalow  colony;  that  to  these  summer  residents  this 
establishment  will  be  a  boon  to  their  housework,  offering 
rapid  and  sanitary  laundry  facilities  which  are  lacking  in 
their  crowded  summer  quarters;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  B»ard;  and 
Whereas,  the  Board  deem<*l  that  there  was  no  justifi¬ 
cation  for  the  exercise  of  discretion  ot  grant  a  zoning  vari¬ 
ance  under  section  7e,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
°*L  ^ j  Applic.  158-47,  Objection  1,  be  and  it  hereby  is 

uffii  wed  and  that  the  application  be  and  it  hereby  is  denied. 


203-47-BZ 

APPLICANI — Adolph  Mertin,  for  Florence  Bock,  owner 
(Herman  Karp,  lessee). 

SUBJECT  Application  decision  of  the  borough  superin¬ 
tendent)  under  sections  7A  and  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  and  lubritorium  with  an  entrance  more  than 
the  permitted  distance  from  the  intersection. 

1  REMISES  AFFECTED — 1072-1090  East  35th  street,  west 
side,  and  1715-1727  Flatbush  avenue,  ease  side  and 
intersection  of  Avenue  J,  Flatbush  avenue  and  East 
35th  street  (Block  7598,  Lot  40),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Adolph  Mertin. 

For  Opposition :  Manuel  T.  Steinberg,  Alexander 
Sussman,  P.  E.  McKemp,  Pearl  P.  Klaher, 
William  F.  Riegelman,  John  Scovell,  Charles 
Dragom,  Louis  Landsman,  Joseph  Schlinger, 
and  Thomas  MacDonald. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (203-47-BZ) 

Whereas,  Adolph  Mertin  for  Florence  Bock,  owner,  Her¬ 
man  Kark,  lessee,  filed  March  5,  1947,  an  application  under 
sections  7f  and  7 A  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  gaso¬ 
line  service  station  and  lubritorium  with  an  entrance  more 
than  permitted  distance  from  the  intersection— premises  1072- 
1090  East  35th  street,  west  side  and  1715-1727  Flatbush 
avenue,  east  side,  and  intersection  of  Avenue  T,  Flatbush 
avenue,  and  East  35th  street  (Block  7598,  Lot  40),  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  22,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  35th  street  is  in  a  residence  and 
business  use,  C  area  and  Class  V/\  height  district;  Flatbush 
avenue  is  in  a  business  use,  C  area  and  Class  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  * 
dated  February  28,  1947,  re  N.B.  Applic.  207-47,  reads : 

“1.  The  construction  of  a  gasoline  service  station 
and  lubritorium  in  a  business  use  district  is  contrary  to 
the  zoning  resolution,  Art.  II,  Sect.  4(a)  (46). 

2.  Entrance  to  the  gasoline  service  station  and  lubri¬ 
torium  on  East  35th  street  at  a  distance  more  than 
25  ft.  from  the  intersection  with  Flatbush  avenue  is 
contrary  to  the  zoning  resolution,  Art.  II,  Sect.  7- A.” 
and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  143  ft.  10  in.  frontage  by  48  ft.  10f£  in.  in  depth,  irregu¬ 
lar,  on  which  is  located  a  frame  structure  12  ft.  by  20  ft. 
approximately,  one  story  in  height,  which  is  to  be  removed. 
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The  plot  is  used  at  present  as  a  used  car  sales  lot  It  is 
proposed  to  erect  a  building  30  ft.  6  in.  front  by  53  ft.  m 
depth  (irregular)  one  story,  13  ft.  in  height,  ol  Class 
construction,  to  be  used  as  lubritorium  and  sales  ot  acces¬ 
sories.  It  is  proposed  to  construct  2  curb  cuts  30  tt.  in 
width  each  on  35th  street  and  one  on  Flatbush  avenue ;  and 

Whereas,  the  Board  deemtd  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  sections  7f  and  7 A  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  207-47,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

257-46-A  rT)... 

APPLICANT— Homer  R.  Seely,  for  Department  of  1  ublic 
Works,  City  of  New  York,  owner. 

SUBTECT — Appeal  from  decisions  of  the  fire  commissioner. 

PREMISES :  Beach  106t.h  street  and  Beach  108th  street, 
north  side,  U.  S.  Bulkhead,  Jamaica  Bay  and  Wain- 
wright  Court  (Block  595,  all  lots),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES—  ^  „  ..  „  .  ,  , 

For  Applicant:  S.  H.  Greenhill,  (■.  G.  Brmckeiliolt 

and  W.  A.  O’Leary. 

For  Administration:  Edwin  A.  Meyer,  rire  Dept. 

ACTION  OF  BOARD— Appeal  placed  on  reserve  calendar 
at  request  of  applicant  for  submission  of  revised 
plans  and  for  further  consideration  after  such  plans 
are  submitted. 


165-47-A 

APPLICANT — Herman  E.  Horwood,  for  Mase  Holding 
Corp.,  owner  (Charcowskv  Paint  Corp.,  lessee). 

SUBTECT— Appeal  from  orders  of  the  fire  commissioner. 

PRECISES  AFFECTED— 124-426  East  159th  street  south 
side,  150  ft.  west  of  Elton  avenue  (Block  2380,  Dot 
16),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  E.  Horwood. 

For  Administration:  Edwin  A.  Meyer,  lure  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE —  ^  w  .  ,  ’ 

Affirmative:  Chairman  Murdock,  Commissionei s 
Blum  and  Kleinert  and  Deputy  Chief  t.uinee  4 
Negative  :  . .  •  ’  U 


THE  RESOLUTION  (166-47-A) 

Whereas,  Herman  E.  Horwood,  for  Mase  Holding  Corp., 
owner ;  Charcowsky  Paint  Corp.,  lessee,  filed  February  26, 
1947  an  appeal  from  orders  of  the  fire  commissioner,  affect¬ 
ing  premises  424-426  East  159th  street,  south  side  150  ft. 
west  of  Elton  avenue,  1st  floor  (Block  -380,  Lot  16), 
Borough  of  The  Bronx ;  and  „ 

Whereas,  Order  #50170  LC  issued  by  the  hire  Commis¬ 
sioner  January  28,  1947,  reads: 

“Before  a  permit  may  be  issued  to  you  tor  conduct¬ 
ing  a  private  filling  station,  the  following  must  be  done: 

f  Either  discontinue  storage  of  volatile  inflammable 
oil  (gasoline — private  filling  station)  or  discontinue 
manufacturing  of  shellac,  varnish  on  the  premises  in 
violation  of  Secs.  C 19-5 1-3,  C19-85-5. 

Whereas,  Order  #50171  LC  issued  by  the  Fire  Commis¬ 
sioner  Tanuary  29,  1947,  reads: 

“Before  a  permit  may  be  issued  to  you  for  the  storage 
and  use  of  shellac,  varnish,  etc.  the  following  must  be 

done:  . 

1.  Either  discontinue  manufacturing  of  shellac,  var¬ 
nish  or  discontinue  the  storage  of  volatile  inflammable 
oil  (gasoline)  in  violation  Secs.  09-51.3  and  C  19-84.0-a. 

2.  Reduce  alcohol  storage  to  10  drums  or  provide  an 
approved  fire  extinguishing  system. 


4.  Provide  a  mechanical  exhaust  system  to  remove 

vapors.” 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  13  ft.  10  in.  high,  25  by  98  ft.  1  in.  in  area,  of  Class  3 
construction,  erected  in  1927,  located  in  a  business  use,  B 
area  Class  1 1/2  height  district;  used  and  occupied  since  1927:' 
Cellar,  boiler  room,  no  persons;  1st  floor,  warehouse  and 
shellac  mixing,  1  person ;  no  change  in  use  or  occupancy 
is  proposed  ;  and 

Whereas,  the  applicant  contends  as  to  item  1,  Order 

50170  LC,  that  the  gasoline  stored  in  550  gallon  underground 
tank  is  for  the  use  of  the  lessee’s  trucks  and  was  installed 
on  approved  plans  filed  with  the  Fire  Department;  that 
permits  have  been  issued  regularly  since  its  installation; 
that  the  pump  is  close  to  the  front  of  the  building;  the 
shellac  mixing  is  done  at  the  rear;  that  there  are  no  open 
flames  and  there  is  certainly  no  hazard  different  from  the 
condition  which  has  existed  since  the  erection  of  the  build¬ 
ing  and  the  issuance  of  the  original  permit;  that  as  to  Order; 

50171  -LC,  the  same  facts  apply  as  are  stated  in  relation 

to  item  1  of  Order  50170  LC ;  that  as  to  item  of  50171  LC, 
this  item  is  apparently  based  on  the  assumption  that  the 
use  is  the  same  as  a  paint  manufacturing  business,  which 
is  not  the  case  and  there  is  no  rule  or  regulation  of  the  hire 
Department  requiring  a  fixed  fire  extinguishing  system  for 
the  mixing  of  shellac,  as  there  is  no  other  occupancy  of 
the  hyilding ;  that  as  to  item  4  of  Order  50171  LC,  the 
existing  ventilation  is  ample ;  that  there  are  twro  large  sky¬ 
lights  in  the  roof  and  an  18-inch  metal  stack  extending 
above  the  roofs  of  the  adjoining  buildings ;  that  there  are 
three  windows  on  the  sides  as  well  as  large  I  font  doors; 
that  the  building  is  heated  by  steam,  with  fireproof  boilei 
room  having  no  opening  to  the  first  floor ;  that  permits  ha\t 
beteii  issued  regularly  by  the  Fire  Department  each  year  for 
the  storage  of  300  gals,  of  varnish,  25  drums  of  alooho 
and  20  bags  of  flake  shellac,  the  shellac  being  mixed  oi 
the  premises  and  filled  into  5  gal.  containers  and  the  varnish 
brought  into  the  building  in  5  gal.  containers  for  storage 
only  ;  that  since  the  building  was  erected  twenty  years  age 
for  this  purpose,  as  indicated  by  C.  O.  905  issued  February 
11,  1929,  a  copy  of  which  is  filed  with  this  appeal,  an< 
Fire  Dept,  permits  regularly  issued  since  that  time  and  a 
the  existing  ventilation  and  approved  gasoline  storage  sys 
tern  have  been  the  subject  of  permits  issued  regularly  li¬ 
the  Fire  Department,  it  is  requested  that _  the  _order  b 
waived  with  the  understanding  that  items  3,  5,  6,  7,  8  and  ' 
of  Order  50171  L*C  will  be  complied  with.  i 

Resolved,  that  the  order  of  the  fire  commissioner.  Orde: 
.50170  LC,  Item  1,  and  Order  50171  LC,  Items  1,  2  and - 
he  and  it  hereby7  is  modified  and  that  the  appeal  be  and  i 
hetreby  is  (/ranted  on  condition  that  the  premises  shall  b 
maintained  substantially  as  proposed  and  to  the  satisfactio 
of  the  fire  commissioner;  that  the  skylights  with  adiustabl 
vents  and  ridge  ventilator  shall  be  maintained  as  well  aj 
the  open  ventilating  stack  leading  to  a  point  above  the  ron 
of  the  adjoining  houses;  that  no  trucks  shall  be  stored  u 
the  building  and  no  trucks  shall  enter  the  building  exier 
for  delivery  and  receipt  of  the  material  dealt  in  and  tc 
servicing  at  the  gasoline  pump ;  that  in  all  other  respect 
the  building  and  occupancy  shall  comply  with  all  laws  njJc. 
and  regulations  applicable  thereto ;  that  such  portable  hi 
fighting  appliances  shall  be  maintained  as  the  fire  commit 
sioner  direct. 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL 

438-46-SA 

APPLICANT — Kaiser  Fleetwings,  Inc.,  owner. 
SUBJECT— Kaiser  Dishwasher,  Models  DeLuxe  and  Stain 
ard,  approval  of. 

APPEARANCES— 

For  Applicant:  John  T.  Norton.  • 

ACTION  OF  BOARD — Appliance  approved  in  accordant 
with  the  report  of  a  committee  on  test. 
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-IE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

IE  RESOLUTION  (438-46-SA) 

Whereas,  Kaiser  Fleetwings,  Inc.,  owner,  filed  on  June 
1946,  an  application  with  the  Board  of  Standards  and 
PPeals  for  approval  of  the  appliance  known  as  the  Kaiser 
Ishwasher,  Models  DeLuxe  and  Standard;  and 
W  HERifAs,  the  report  of  a  Committee  on  Test  reads : 


REPORT  OF  COMMITTEE  ON  TEST 

^  March  28,  1947. 

Cal.  # 438-46-SA 

Subject :  Kaiser  Dishwasher,  Models  DeLuxe  and 
Standard — Approval  of 

Kaiser  Fleetwings,  Inc.,  of  Bristol,  Penn.,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Kaiser  Dishwasher  models  DeLuxe 
and  Standard,  under  the  provisions  of  C26- 179.0.6  Ad¬ 
ministrative  Building  Code  and  the  Rules  of  the  Board 
of  Standards  and  Appeals  Relative  to  Submerged  Inlets 
and  Protective  Methods  To  Be  Applied  To  Prevent 
Contamination  of  W  ater  Supply. 


Description 

This  appliance  is  a  domestic  dishwasher,  designed 
to  function  entirely  by  water  hydraulics,  with  no  elec¬ 
trical  connections.  The  operating  principle  is  based 
upon  venturi  jet  action  and  recirculation  ratio  of  venturi 
jets  has  been  engineered  to  a  ratio  of  4.2  to  1.  At  50 
pounds  water  pressure  per  square  inch,  primary  jets 
admit  2.2  gallons  per  minute.  Average  washing  cycle  is 
I  $Zz  minutes ;  total  usage,  complete  cycle,  7.7  gallons 
of  water. 

1  he  appliance  requires  two  plumbing  connections, 
one  to  hot  water  supply  and  one  to  drain.  Hot  water 
temperature  to  be  approximate!}'  140  degrees  Fahrenheit. 
Hot  water  admitted  passes  through  control  valve, 
through  check  valve,  through  hydraulic  lift  control  valve, 
to  vacuum  breaker  controlling  water  utilized  in  lift 
mechanism,  to  lift.  Hydraulic  lift  is  raised  by  water 
pressure  and  lowered  by  spring  action.  Hot  water  also 
passes  from  wash  control  valve,  through  vacuum  breaker 
controlling  water  admitted  to  washing  mechanism,  on 
to  pipe  manifold  at  the  bottom  of  the  basin  and  into  the 
venturi  jets. 

The  appliance  is  designed  so  that  there  are  no  re¬ 
stricted  areas  \fithin  the  interior  of  the  basin  where 
material  washed  from  the  dishes  may  accumulate.  All 
jets  tire  provided  with  a  screen,  in  which  the  openings 
are  smaller  in  diameter  than  the  area  within  the  interior 
jet  body  side  wall  and  exterior  side  wall  of  primary 
nozzle.  Drain  and  overflow  mechanism  contained  in  a 
single  unit  whereby  the  basin  drains  clean.  Screens 
around  jets  may  be  lifted  off  for  cleaning. 

The  above  is  applicable  to  the  DeLuxe  Model  and  the 
Standard  Model  is  identical  with  the  exception  that 
the  hydraulic  lift  is  eliminated,  thereby  eliminating  the 
necessity  of  one  vacuum  breaker  and  slightly  altering  the 
control  mechanism. 

The  appliance  is  provided  with  vacuum  breakers  ex¬ 
tending  4  inches  above  the  machine’s  highest  level  and 
vacuum  breaker  is  approved  under  Cal.  #163-47-SM. 

Inspection  and  Test 

This  appliance  was  inspected  and  tested  at  441  East 
-4th  St.  the  Meter  Testing  Laboratory  of  the  Dept, 
ot  Water  Supply  Gas  &  Electricity  under  a  pressure  of 
40  lbs.  and  was  found  to  operate  as  designed.  Present 
at  the  Test  were  Commissioner  Chas.  M.  Blum  and 
Chief  Engineer  Leslie  V.  Huber  of  the  Committee  on 
lest,  O.  J.  Burke  Chief  Bureau  of  Water  Register, 
Uiiet  Inspector  James  S.  McCormack  of  Dept,  of  Water 
Supply,  Gas  &  Electricity,  and  John  T.  Norton,  John 
C.  Black,  R.  H.  Tuttle  and  T.  E.  Graham  representing 
the  manufacturer. 


Recommendation 

On  the  basis  of  the  above  data  the  Committee  on  Test 
recommends  the  Approval  of  the  Kaiser  Dishwasher 
Models  DeLuxe  and  Standard  for  use  in  New  York  City 
in  locations  where  the  water  pressure  is  not  less  than 
40  lbs.  when  installed  in  accordance  with  this  report 
and  the  Rules  of  the  Board  of  Standards  and  Appeals 
Relative  to  Submerged  Inlets  and  Protective  Methods 
Applied  to  Prevent  Contamination  of  Water  Supply, 
provided  that  the  appliance  bear  a  label  permanently 
affixed  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  in  locations  where 
the  water  pressure  is  not  less  than  40  lbs.  under  Cal. 
#438-46-SA,  and  with  vacuum  breaker  approved  under 
Cal.  No.  163-47-SM.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

*  Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


829-46-SM 

APPLICANT — Burn-Rite  Products  Co.,  owner. 

SUBJECT — Burn-Rite  Anti-Syphon  Valve  Model  No.  5, 
approval  of. 

APPEARANCES— 

For  Applicant  :  Abraham  W.  Barack. 

ACTION  OF  BOARD — Material  approved  in  accordance 
♦  with  the  report  of  a  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (829-46-SM) 

W  hereas,  Burn-Rite  Products  Co.,  owner,  filed  on  Octo¬ 
ber  30,  1946,  an  application  with  the  Board  of  Standard’s 
and  Appeals  for  approval  of  the  material  known  as  Burn- 
Rite  Anti-Syphon  Valve  Model  No.  5;*  and 
Whereas,  the  report  of  a  Committee  on  Test  reads: 


REPORT  OF  COMMITTEE  ON  TEST 


March  14,  1947. 

Re :  Cal.  #829-46:SM 

Subject:  Burn-Rite  Anti-Syphon  Valve  Model  #5, 
Approval  of. 

The  Burn-Rite  Products  Co.  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
Burn-Rite  Anti-Syphon  Valve  under  the  provisions  of 
t  26-1 78.0b  Administrative  Building  Code  and  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals. 


Description 

I  lrs  device  is  intended  for  use  in  conjunction  with 
oil  burners  employing  an  oil  pump  supplied  from  a 
storage  tank  located  above  the  level  of  the  burner  and 
the  connecting  piping.  It  is  designed  to  hold  against 
a  specified  maximum  head  of  oil,  and  if  this  is  exceeded 
in  any  installation,  additional  devices  shall  be  used  and 
placed  in  the  suction  line  so  that  no  valve  is  subjected 
to  a  head  greater  than  the  maximum  specified  head. 

When  the  burner  is  in  operation,  the  oil  pump  creates 
a  suction  head  in  excess  of  the  valve  setting,  causing 
the  diaphragm-operated  valve  rod  to  compress  the 
spring  which  opens  the  valve,  and  permits  a  flow  of  oil 
to  the  burner.  When  the  burner  shuts  down,  the  device 
is  subjected  only  to  the  static  head,  which  is  less  than 
the  maximum  setting  and  so  permits  the  closing  of  the 
valve. 

In  case  of  a  suction  line  break,  siphonage  of  oil  from 
the  storage  tank  into  the  premises  is  prevented. 

The  device  is  made  in  y  in.  pipe  size  suitable  for  use 
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with  oil  fuels  not  heavier  than  No.  5  U.  S.  Dept,  of 
Commerce  under  a  head  of  not  more  than  5  feet. 

The  valve  is  completely  assembled  in  a  single  unit 
consisting  of  a  body,  cover,  valve  seat,  valve  disc,  valve 

rod  and  diaphragm.  „  „  „  „  .  ,  , 

The  body  consists  of  art  85-5-5-5  commercial  bronze 
casting,  open  at  the  top  to  facilitate  the  assembly  of  the 
valve.  The  flange  around  the  opening  at  the  top  has 
six  holes  drilled  and  tapped  to  receive  screws  which 
secure  the  cover  to  the  valve  body.  Inlet  and  outlet 
openings,  lapped  to  receive  J/2-in.  pipe  are  provided  on 
opposite  sides  of  the  valve  body.  An  arrow  is  cast  on 
the  side  of  each  valve  body  to  indicate  the  direction  of 

'Vhe  valve  cover  is  cast  from  85-85-5-5-5  commercial 
bronze.  The  valve  disc  and  valve  seat  are  machined 
from  standard  free-turning  brass  rod.,  One  end  of  the 
valve  rod  is  threaded  into  the  valve  disc  while  the  other 
end  is  fastened  to  the  diaphragm  assembly.  The  dia¬ 
phragm  is  linen,  neoprene-coated.  A  phosphor-bronze 
spring  holds  the  valve  disc  against  the  valve  seat. 
Sufficient  vacuum  to  move  the  diaphragm  pushes  the 
valve  rod  down  against  the  phosphor-bronze  spring 
and  unseats  the  valve  disc,  thus  allowing  oil  to  flow.  ; 

The  valve  has  been  approved  by  the  Underwriters 
Laboratories  Misc.  Pet.  1535,  Application  #4602014. 


Inspection  of  Test 

The  device  was  inspected  and  tested  in  operation  at 
308  West  15th  Street,  New  York  City.  Present  at  the 
test  were  Commissioner  Chas.  M.  Blum  and  Chief  En- 
gineer  Leslie  V.  Huber  of  the  Committee  on  Test,  and 
Raymond  Smith  and  Adrian  Meyers  of  the  manufac¬ 
turers.  The  device  was  under  a  static  head  of  hve 
feet  and  when  the  supply  pipe  was  disconnected  at  the 
burner,  functioned  to  cut  off  the  oil  supply  with  no 

leakage  of  -oil.  *  . 

Recommendation 


On  the  basis  of  the  above  data  the  Committee  on 
Test  recommends  the  approval  of  the  Burn-Rite  Anti- 
Svphon  Valve  for  use  in  New  York  City  with  fuel  oil 
not  heavier  than  #5  U.  S.  Dept,  of  Commerce  Standards 
and  a  hydrostatic  head  of  not  more  than  5  feet  provided 
the  device  bear  a  label  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 

under  Cal.  #829-46-SM.”  .  TT  J  , 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Charles  M.  Blum,  % 
Commissioner, 
Leslie  V.  Huber. 

Chief  Engineer, 
Committee  on  Test. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


96*47-SM 

APPLICANT— Arlington  L.  Eastmond,  d/b/a  Eastmond 
Welding  Service,  owner.  „  n  .. 

SUBJECT— A.  L.  Eastmond  Welding  Service  2/a  ballon 
Fuel  Oil  Storage  Tank,  approval  of. 

APPEARANCES— 

For  Applicant :  Donald  L.  Wheat. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  a  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blunt  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative :  .  ^ 

THE  RESOLUTION  (96-47-SM)  ^  • 

Whereas,  Arlington  L.  Eastmond,  owner,  d/b/a  Eastmond 
Welding  Service  filed  on  January  25,  1947,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  ot 
the  material  known  as  the  A.  L.  Eastmond  Vv  elding  Service 

275  Gallon  Fuel  Oil  Storage  Tank;  and 

Whereas,  the  report  of  a  Committee  on  I  est  reads : 


REPORT  OF  COMMITTEE  ON  TEST 

March  22.  1947 

Re:  Cal.  #96-47-SM  . 

Subject:  A.  L.  Eastmond  Welding  Service  27.-)  Gallui 
Fuel  Oil  Storage  Tank,  Approval  of.  , 

Arlington  L.  Eastmond  filed  an  application  with  tin 
Board  of  Standards  and  Appeals  for  approval  of  tlu 
A.  L.  Eastmond  Welding  Service  275  Gallon  Fuel  Oi 
Storage  Tank  under  the  provisions  of  the  Oil  Burne! 
Rules  of  the  Board  of  Standards  and  Appeals, 

Description 

The  tanks  are  constructed  of  No.  10  U.  S.  Gaug. 
commercial  grade  hot  rolled  steel.  1  he  heads  an 
obround  dished  of  No.  10  U.  S.  gauge  hot  rolled  stec 
with  1"  weld  ‘H  inch  lap.  The  dimensions  are  66  incite 
long  42  inches  high  by  26  inches  wide  and  weighing 
370  ibs.  without  plug  and  legs.  The  tanks  are  provide, 
with  four  2lA"  diameter  holes  on  top  for  2  inch  flangei 
steel  forgings  threaded  to  receive  pipe  connections  am 
a  .J4  inch  feed  coupling  welded  into*  head  at  bottom 
There  are  four  iron  support  lugs  tapped  to  receive  tli 
legs.  The  tanks  can  be  set  either  vertical  or  horizonta 

Inspection  and  7  est 

'  A  sample  tank  was  inspected  and  tested  by  the  Com 
mittee  on  Test  at  the  plant  of  the  applicant  at  306-3(1, 
West  143rd  street,  Manhattan.  Present  at  the  test  wer 
Commissioner  Charles  M.  Blum  and  Chiei  kngina 
Leslie  V.  Huber  of  the  Committee  on  Test  and  A.  1, 
Eastmond,  representing  the  manufacturer.  lhe  tan 
was  subjected  to  an  hydraulic  test  and  successfully  in. 
the  requirements  of  Rule  10.31  of  the  Oil  Burner  Rule 
Details  of  construction,  workmanship  and  protection 
steel  were  found  to  comply  with  the  Rules  of  the  Boau 


Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee  . 
Test  recommends  that  the  A.  L.  Eastmond  V\  ekln 
Service  275  Gallon  Fuel  Oil  Storage  Tank  be  approve 
for  use  in  fuel  oil  installations  in  Rew’  f  ork  Lit 
when  constructed  in  conformity  with  the  details  ot  1 1 
report  and  drawings  filed  with  this  application,  n 
nothing  herein  shall  be  deemed  to  waive  any  requu 
ments  of  the  Oil  Burner  Rules  of  the  Board.  It 
further  recommended  that  all  welding  conform  to  L 
Fusion  Welding  and  Gas  Cutting  Rules  of  the  Boa 
and  that  the  permanent  affixed  plate  required  ny  K 
i  3  2  of  the  Oil  Burner  Rules  in  addition  to  the  won  11 
therein  shall  have  the  following  wording:  “Approved 
the  Board  of  Standards  and  Appeals  for  Use  in  M 

York  City  under  Cal.  96-47-SM.” 

(Sgd.)  Harris  H.  Murdock, 
v  0  Chairman, 

Charles  M.  Blum, 

Commissioner, 

Leslie  V?  Huber, 

Chief  Engineer, 
Committee  on  Tc 

Resolved,  that  the  Board  of  Standards  and  Appeais  dc 
•eby  approve  this  material  in  accordance  with  tlie  am 


53-47-SM 

APPLICANT— Kaiser-Fleetwings,  Inc.,  owner. 

UBJECT — Kaiser-Fleetwings,  Inc.,  Syphon  Breaker,  ;■ 
proval  of. 

APPEARANCES—  ^ 

For  Applicant :  John  T.  Norton.  . 

tCTION  OF  BOARD— Material  approved  in  accorda 
with  the  report  of  a  Committee  on  Test. 

"HE  VOTE  TO  APPROVE—  „  .  .  r 

Affirmative:  Chairman  Murdock.  Commissiont 
Blum  and  Kleinert  and  Deputy  Chief  burnt  ( 
Negative:  . 
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HK  RESOLUTION  (163-47-SM) 

\Vhkkkas,  Kaiser  Fleetwings,  Inc.,  owner,  filed  on  Febru- 
y  20*  1047,  an  application  with  the  Board  of  Standards  and 
>peals  for  approval  of  the  material  known  as  the  Kaiser 
eet wings  Inc.  Syphon  Breaker;  and 
Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 
Re:  Cal.  #  163-47-SM 

Subject— Kaiser-Fleetwings  Inc.  Syphon  Breaker,  Ap¬ 
proval  of. 

KaiSer- Fleetwings  Inc.  of  Bristol,  Pennsylvania  filed 
an  application  with  the  Board  of  Standards  and  Appeals 
1  tor  approval  of  the  Kaiser  Fleetwings  Inc.  Syphon 
Breaker  under  the  provisions  of  C26-1 78.0-6  and  the 
Rules  of  the  Board  of  Standard  and  Appeals  Relative  to 
Submerged  Inlets  and  Protective  Methods  Applied  to 
Prevent  Contamination  of  Water  Supply. 

Description 

|  1  his  syphon  breaker  is  a  device  designed  to  prevent 

back  syphonage  in  a  water  supply  line.  The  mechanical 
principle  of  the  unit  is  that  water  is  introduced  upward 
through  a  central  cylindrical  casting  over  which  is  loosely 
fitted  a  plastic  cap  with  valve  seat  structure  on  top  of 
this  unit.  \\  ith.  the  introduction  of  water  into  the 
vacuum  breaker  the  plastic  member  is  raised,  seating 
against  the  rubber  seat  in  a  circular  airport,  thus  effec¬ 
tually  preventing  leakage  under  internal  pressure.  The 
outlet  of  water  is  by  means  of  a  tapping  through  the 
central  casting.  Under  shut-off  or  vacuum  conditions 
the  plastic  unit  drops  by  gravity  from  the  airport  seat, 
thus  admitting  atmospheric  relief  and  effectively  break¬ 
ing  any  vacuum  in  the  line. 

Inspection  and  Test 

This  unit  was  subjected  to  vacuum  tests  at  32  Vande- 
water  Streets  Manhattan,  at  the  test  bench  of  the  De- 
partment  ot  Water  Supply,  Gas  &  Electricity.  Present 
at  these  tests  were  Commissioner  Charles  M.  Blum, 

6  hie  i  Engineer  Leslie  V.  Huber  of  the  Committee  on 

9-  -■  hh'rke,  Chief,  Bureau  of  Water' Register, 

C.  nief  Inspector.  James  S.  McCormack,  who  conducted 
the  tests,  and  John  C.  Black,  John  T.  Norton,  R.  M. 

7  tittle  and  Thomas  E.  Graham  representing  the  manu- 
tacturers. 

■  .  The  unit  was  subjected  to  flow  conditions  varving 
irom  zero  to  26  pounds  and  to  Hg  vacuum  of  29 J4  inches, 
b  inches,  and  7j/>  inches  without  permitting  any  simu¬ 
lated  contaminated  water  being  drawn  back  past  the 
vacuum  breaker  into  the  supply  line. 

Reeainmendation 

G11  the  bases  of  these  tests  the  Committee  on  Test 
recommends  the  approval  of  the  Kaiser  Fleetwings  Inc. 
•syphon  Breaker  as  complying  with  the  provisions  of 
Article  13  of  the  Administrative  Building  Code  and  the 
Rules  of  the  Board  of  Standards  and  Appeals  Relative 
to  Submerged  Inlet  and  Protective  Methods  Applied  to 
•1  revent  Contamination  of  Water  Supply,  provided  the 
appliance  bears  a  label  reading:  Approved  by  the  Board 
of  Standards  6c  Appeals  for  use  in  New  York  City  under 
Cal.  163-47-SM. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 

.  __  Committee  on  Test, 

i s°R'cd,  that  the  Board  of  Standards  and  Appeals  does 
approve  this  material  in  accordance  with  the  above 


’urned:  1 :15  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  April  22,  1947. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
kleinert  and  Deputy  Chief  Guinec. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

266-47- A 

A1  PLICANT  Edward  J.  Hurley,  for  Ainsworth  Estates, 
Inc.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 38-12  29th  street,  west  side, 
71  31  ft.  south  of ,38th  avenue  (2nd  and  3rd  floors) 
(Block  385,  Lot  18),  Long  Island  Citv,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Edward  J.  Hurley. 

For  Administration:  Samuel  L.  Becker,  Dfip’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

1  HE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . " .  q 

THE  RESOLUTION  (266-47-A) 

W  hereas,  Edward  J.  Hurley  for  Ainsworth  Estates,  Inc., 
owner,  filed  March  25,  1947  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  38-12  29th 
street,  west  side,  71.31  ft.  south  of  38th  avenue,  2nd  and 
3rd  floors  (Block  385,  Lot  18),  Long  Island  Citv,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  18,  1947  on  Alt.  Applic.  206-47  reads : 

“3.  Exits  do  not  comply  with  sect.  ’270  of  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories,  40  ft.  in  height,  50  ft.  by  100  ft.  in  area,  of 'class  1 
construction,  erected  in  1919,  located  in  a  business  use  B 
area  class  1^4  height  district  and  used  and  occupied  since 
1919  as  follows:  1st  floor — storage  and  manufacturing  of 
lighting  fixtures — 35  persons ;  2nd  floor — office,  showroom 
and  storage — 35  persons  ;  3rd  floor — office,  manufacturing- 
accordions  and  storage — 35  persons ;  that  no  change  in  use 
or  occupancy  is  proposed;  that  the  building  is  equipped  with 
one  3  ft.  8  in.  wide  steel  stairs,  fireproof  enclosed,  equipped 
with  fireproof  doors  and  leading  from  roof  bulkhead  direct 
to  street,  and  one  fire  escape  at  rear  leading  to  yard  by- 
stair  with  egress  to  street  by-  4  ft.  wide  passage  over 
premises  in  the  rear  by  easement ;  that  the  building  to  the 
north  is  45  ft.  4in  height  and  the  building  to  the  south  is 
37  ft.  in  height ;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  filed 
to  change  the  use  of  the  building  from  lofts  to  factory  and 
it  is  requested  that  the  present  3  ft.  8  in.  wide  exterior 
iron  stairs  at  the  rear  leading  from  3rd  floor  to  street  level 
and  by  4  ft.  wide  open  passage  protected  by  easement  to 
adjacent  street  at  rear  be  accepted  as  a  second  means  of 
egress  from  the  upper  floors;  that  the  building  was  erected 
in  1919  for  loft  use  and  C.  O.  15570  issued  in  1925  for 
Ioft  use;  that  the  building  has  been  used  since  erection  as 
a  factory  and  that  there  is  no  pending  violation ;  that  both 
means  of  egress  are  shown  on  the  original  N.  B.  plans ; 
that  the  original  lot  as  shown  on  N.  B.  Applic.  4063-19 
was  50  ft.  by  200  ft.  and  the  rear  100  ft.  was  sold  in  1927 
and  an  easement  retained  for  egress  from  the  termination 
of  the  rear  iron  stairs  to  provide  access  to  the  rear  street ; 
that  a  certified  copy  of  the  deed  containing  this  easement 
is  filed  as  part  of  this  appeal  as  are  Exhibits  B  and  G 
which  attest  to  the  use  of  the  building  for  manufacturing 
purposes  since  its  erection ;  that  the  building  was  recently- 
purchased  by  the  present  owners  who  are  now  using  the 
1st  and  2nd  floors  for  their  own  use;  that  the  top  floor 
is  now  rented  but  the  owner  will  eventually  occupy  this 
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floor;  that  at  the  time  of  purchase  the  new  owner  was 
assured  that  the  building  had  been  legally  used  for  manu¬ 
facturing  at  the  time  it  was  erected;  and 

Whereas,  the  applicant  states  that  the  area  devoted  to 
manufacturing  use  will  be  limited  to  the  area  of  the  lot* 
or  to  25%  of  the  area  of  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
1  aw  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  206-47,  Objection  3,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  primary 
means  of  exit  shall  be  maintained  as  proposed  and  as  shown 
on  plans  filed  with  this  application  marked  “Received  March 
25,  1947,”  three  sheets,  except  that  where  there  is  any  parti¬ 
tion  forming  entrances  or  closets,  the  doors  through  such 
partition  leading  to  the  stairway  Shall  be  made  of  the  same 
width  as  the  legally  required  door  to  the  stairway;  that 
the  second  means  of  exit  consisting  of  the  exterioi  non 
stairwav  shall  be  maintained  with  exit  to  grade  through 
the  property  of  others,  formerly  the  property  of  this  owner 
through  to  Rogge  street,  as  indicated  on  such  plan  and 
consent  of  owner  filed  with  the  Borough  Superintendent  ; 
that  adequate  signs  as  may  be  determined  by  the  borough 
superintendent  shall  be  installed  and  maintained  as  to  the 
exit  from  the  rear  stairway  to  Rogge  street;  that  the 
number  of  occupants  within  the  building  shall  be  restricted 
to  the  capacity  permitted  for  the  primary  means  of  exit  ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
complv  with  all  laws,  rules  and  regulations  applicable 
thereto  including  the  Zoning  Resolution  as  to  the  amount 
of  space  to  be  occupied  throughout  the  building  for  factory 
purposes. 


122-47-A 

APPLICANT — George  J.  Shirley,  for  Patrick  Murphy, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AFFECTED— 107-06  Rockaway  Beach  boule¬ 
vard  north  side,  50  ft.  west  of  Beach  107th  stieet 
(1st ’floor)  ;  (Block  647,  Lot  17),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  J.  Shirkey. 

For  Opposition:  Marie  A.  Grace  Reilly. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened,  restored  to  the 
docket  and  granted  on  condition. 

THE  VOTE  TO  REOPEN—  '  .  . 

Affirmative:  Chairman  Murdock,  l omnmsiouers 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative:  .  ® 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee ’4 
Negative:  .  ® 

THE  RESOLUTION  (122-47-A) 

Whereas,  George  T.  Shirkey,  fpr  Patrick  Murphy,  oxxner, 
filed  February  10,  1947,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  107-06  Rockaway 
Beach  boulevard,  north  side,  50  ft.  west  of  Beach  107th  street, 
(Block  647,  lot  17),  Rockaway  Beach,  Borough  of  Queens; 
and 

Whereas,  this  case  was  dismissed  for  lack  of  prosecution 
,  on  April  8.  1947;  and 

Whereas,  the  applicant  requested  reopening  of  this  appeal 
and  consideration  by  the  Board  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
January  29,  1947  on  Alt.  Applic.  3416-46  reads: 


“3.  Change  from  residence  to  Business  use  in  a  frame 
bldg,  is  contrary  to  Section  4.1.5  Bldg.  Code. 

and  ...  J 

Whereas,  the  applicant  states  that  the  building  is  2  stones. 
24  ft.  in  height,  22  ft.  by  54  ft.  in  area,  of  class  4  construc¬ 
tion,  erected  under  N.B.  12645-24  at  the  front  of  the  lot  in 
question,  located  in  a  residence  use  C  area,  class  1  height 
district  and  used  and  occupied  since  1924:  1st  floor — store 
and  four  fixing  rooms — 20  persons;  2nd  floor— 6  fixing  rooms 
—14  persons;  proposed  to  be  used  and  occupied:  1st  floor- 
store  and  kitchen — 60  persons ;  2nd  floor-^-8  living  rooms— 
14  persons;  that  the  building  is  equipped  with  one  3  ft.  wide 
frame  stairs  enclosed  in  partitions  of  Portland  cement  plaster, 
equipped  with  wood  doors  which  are  self-closing;  that  stair- 
hall  leads  direct  to  street  hut  not  to  roof  ;  and 

Whereas,  the  applicant  contends  that  since  a  store  is  exist¬ 
ing  on  the  front  half  of  the  building  and  the  proposed  altera¬ 
tion  will  consist  of  removing  interior  partitions  only,  witli 
no  new  extensions  of  exterior  xvalls  and  is  therefore  not  ar 
actual  enlargement  as  intended  by  section  C26-254.0  of  the 
Administrative  Building  Code,  it  is  requested  that  the  Boarc 
grant  this  appeal  and  permit  the  alter ation  and  use  as  liertu 

'  *  Resolved  that  the  decision  of  the  borough  superintenden 
acting  on  Alt.  Applic.  3416-46,  Objection  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  he  and  it  hereby  is  grantee 
on  condition  that  the  building  shall  not*be  increased  m  heigh 
or  area  and  the  requirements  of  the  resolution  adopted  tin 
date  under  Cal.  121-47-BZ  shall  be  complied  with;  that  th 
existing  building  shall  not  be  increased  in  area ;  that  then 
shall  he  installed  in  the  kitchen  area  a  sprinkler  head  wind 
may  be  fed  from  the  domestic  water  line  of  the  building. 


807-45-A 

APPLICANT — Sheffield  Farms  Co.,  Inc.,  owner. 
SUBJECT— Application  for  consideration— reopening  an 
amendment  of  resolution — re  Appeal  from  ,a  dea 
sion  of  the  borough  superintendent  (previousl 
granted  on  condition).  ■ 

PREMISES  AFFECTED— 831-851  65th  street,  north  sid. 
180  ft.  west  of  9th  avenue  (1st  floor)  ;  (Bloc 
5742,  Lot  54),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edwin  A.  Acker.  ^  . 

For  Administration:  Samuel  L.  Becker,  Dept  c 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolutic 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RES( 
LUTION — 

Affirmative  :  Chairman  Murdock,  Commissioner^ 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee 
Negative:  . 

THE  RESOLUTION  (807-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  boron} 
superintendent  affecting  premises  831-851  65th  street,  nor 
side,  232.5  ft.  west  of  9th  avenue  (portion  of  premn 
located  180  ft.  west  of  9th  avenue)  (Block  5742,  lot  > 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  Janua 
15,  1946,  on  certain  conditions;  and  _  .  ' 

Whereas,  the  applicant  requested  reopening  ot  tins  a 
peal,  and  an  amendment  of  the  “Whereas”  clause  contai 
ing  the  applicant’s  statement  in  the  preamble  to  the  re; 

Resolved,  that  the  Board  of  Standards  and  Appeals  d< 
hereby  amend  the  “Whereas”  clause  containing  the  apt 
cant’s  statement  in  the  preamble  to  the  resolution  aclop 
January  15,  1946,  in  accordance  with  the  amendment  apt 
cant  has  made  to  his  papers  so  as  to  correct  an  error, 
omitting  the  words:  “a  one-source  sprinkler  system  . 
that  as  amended  this  clause  shall  read  :  j  .  I 

“that  the  building  is  equipped  with  a  standpipe  sysu. 
two  3  ft.  8  in.  wide  steel  and  concrete  stairs 
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MINUTES 

i  


;-46-A 

PPLICANT — E.  L.  Bruce  Co.,  owner. 

UBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  fire  commissioner  re  Packaging  of 
combustible  mixture  known  as  “Bruce  Floor  Cleaner 
and  Bruce  Floor  Wax”  in  one-gallon  glass  con¬ 
tainers  (capacity  of  same  not  in  conformity  with 
Administrative  Code  requirements). 

PPEARANCES — 

For  Applicant:  George  H.  Wahl. 

CTION  Ob'  BOARD — Appeal  reopened  and  term  of 
variance  extended. 

HE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and- Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

HE  RESOLUTION  (68-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  re  Packaging  of  combustible  mixture  known  as 
4 r uce  Floor  Cleaner  and  Bruce  Floor  Wax”  in  one-gallon 
ass  containers  (capacity  of  glass  containers  not  in  con- 
rmity  with  Adm.  Code  requirements),  was  granted  by 
e  Board  on  February  19,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this 
»peal  and  an  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■rebv  amend  the  resolution  adopted  February  19,  1946, 
ily  so  far  as  it  has  reference  to  the  term  of  the  variance, 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  that  this  variance  shall  be  for  a  term  not 
amended  resolution.” 


-46-A 

PPLICANT — Harold  Herman,  for  Primrose  Management 
Corp.,  owner. 

UBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

REMISES  AFFECTED— 238-240  West  54th  street,  south 
side,  126  ft.  3} 4  in.  west  of  Broadway  (2nd  floor)  ; 
(Block  1025,  Lot  51),  Borough  of  Manhattan. 
PPEARANCES— 

For  Applicant :  Harold  Herman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

’CTION"  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

HE  RESOLUTION  (87-46-A) 

Whereas,  this  apepal  from  a  decision  of  the  borough 
perintendent,  affecting  premises  238-240  West  54th  street, 
»uth  side,  126  ft.  3) 4  in.  west  of  Broadway  (2nd  floor)  ; 
dlock  1025,  Lot  51),  Borough  of  Manhattan,  was  granted 
the  Board  on  February  19,  1946,  on  certain  conditions; 
id 

Whereas,  the  applicant  requested  reopening  of  this 
>peal  and  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of*. Standards  and  Appeals  does 
•reby  amend  the  resolution  adopted  on  February  19,  1946, 
ily  so  far  as  it  has  reference  to  windows,  so  that  as 
nended  this  portion  of  the  resolution  shall  read: 

*  *  *  that  no  windows  shall  be  constructed  on  the 
exterior  and  rear  walls;  that  existing  windows  as 
indicated  on  plans,  including  windows  for  ventilating 
toilets  mav  be  continued. 


52-47-A 

APPLICANT — Raymond  Irrera,  for  Lucie  Guttfeld,  owner. 

SUBJECT — Appeal  from  a  de  cision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 82-16  Lefferts  boulevard,  north¬ 
west  corner  of  Abingdon  road  (Block  3330,  Lot 
40),  Kew  Gardens,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant :  Raymond  Irrera. 

.For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buddings. 

THE  VOTE  TO  WITHDRAW—  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 


234-47-A 

APPLICANT — Harry  M.  Prince,  for  Hilton  Hotels  Corp., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 768  5th  avenue,  west  side,  from 
West  58th  street  to  West  59th  street  (Central  Park 
South),  5-19  West  58th  street  and  2-20  West  59th 
street  (Block  1274,  Lot  25),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Harry  M.  Prince  and  John  Sherry. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju- 
dce. 

THE  VOTE  TO  WITHDRAW— 

.Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


276-47-A 

APPLICANT — Elias  K.  Herzog,  for  Max  Jossel,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1673  43rd  street,  north  side, 
175  ft.  west  of  17th  avenue  (Block  5380,  Lot  56), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 


Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  I  Jeputv  Chief  Guinee  4 
Negative:  .  0 


320-46-A 

APPLICANT— Lama  and  Proskauer,  for  I.  Taprnan, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar— re  Appeal  from  a  decision 
of  the  borough  superintendent  and  a  decis’on  re 
an  order  of  the  fire  commissioner  (previously 
withdrawn). 

PREMISES  AFFECTED — 1604  DeKalb  avenue,  east  side, 
142  ft.  1  in.  south  of  Wyckoff  avenue  (Block  3248, 
Lot  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  I.  Taprnan. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buddings. 

ACTION  OI'  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 
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THE  VOTE  TO  REOPEN— 

Affirmative  ;  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative:  .  0 


207-47-A 

APPLICANT — Norman  Lederer  and  Leonard  Joseph,  for 
Far  Rockaway  Hotel  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 271-277  Beach  19th  street  and, 
19-09  Plainview  avenue,  southwest  corner  (Block 
134,  Lot  40),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Leonard  Joseph. 

For  Administration :  Samuel  L.  Becker  and  Henry 
J.  Pheney,  Dep’t  of  Housing  and  Buildings 
and  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  Oh'  BOARD— Laid  over  to  April  29,  1947  at 
2  P.  M.  for  further  consideration. 


223-47-A 

APPLICANT — Burke,  Morrison  and  Green,  for  Frank 
Mastromauro,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 218-21  to  22-01  141st  avenue, 
north  side,  216  ft.  east  of  219th  street  (Block  13144 
(3750),  Lot  100(97),  and  Block  13143,  Lot  85), 
Laurelton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons,  Mrs.  L.  M. 

Eckland,  Eugene  McArthur  and  others. 

For  Opposition:  I.  Robert  Bassin,  Albert*  L.  Mor- 
tellier,  John  Perie,  William  Schlener  and  others. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  placed  on  reserve  calendar 
without  date,  after  full  hearing,  for  decision  by  the 
Board' after  careful  study  of  the  records  and  what 
has  been  stated. 


248-47-A 

APPLICANT — Samuel  Rosenblum,  for  George  Joseph, 
owner  (Edward  P.  Paul  and  Co.,  sub-lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
(commissioner. 

PREMISES  AFFECTED — 1314-1316  Blondell  avenue,  east 
side,  37  ft.  north  of  Westchester  avenue  (Block 
4133,  Lot  2),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel- Rosenblum. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1947  at  2 
P.  M.  for  an  inspection  by  a  committee  of  the 
Board. 


259-47-A 

APPLICANT — Saul  Goldsmith,  for  Airmor  Realty  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 276  Nostrand  avenue  and  82-90 
Kosciusko  street,  southwest  corner  (Block  1783,  Lot 
49),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1947  at  2 
P.  M.  for  an  inspection  by  a  committee  of  the 
Board. 


ZONING  APPLICATIONS 

305-47-A 

APPLICANT — F.  P.  Platt  and  Brother,  for  The  Trustee 
of  the  Sailors  Snug  Harbor,  owner  (New  Yor 
University,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED — 1  Washington  Square  Nortl 
northwest  corner  of  University  place  (Block  55( 
Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  J.  S.  Bookwalter,  and  G.  O.  Arkii 
For  Opposition :  Carl  Hauptman,  Magda  F.  Pad 
Jane  Gray,  Margaret  Kearney,  Geesnvor  Bu 
Seilman,  Edward  Hopper  and  Jon  Hopjier. 
For  Administration:  Samuel  L.  Becker,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1947  at 
P.  M.  for  an  inspection  by  a  committee  of  tli 
Board. 


950-46-BZ 

APPLICANT — Henry  Nordein,  for  Frances  Reader,  owm 
(Greensberg  and  King,  lessee). 

SUBJECT — Application  for  consideration — reopening  an 
restoration  to  calendar — re  Application  (decision  c 
the  borough  sujierintendent)  under  section  7e  of  tl 
zoning  resolution,  to  permit  in  a  residence  use.di 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (51 
years  (previously  withdrawn  without  prejudice) 
PREMISES  AFFECTED — 163  St.  Anns  avenue,  wc 
side,  100  ft.  north  of  East  135th  street  (Block  226 
Lot  42),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration:  Samuel  L.  Becker,  Dep’t  ( 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored 
the  docket  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 

Negative:  . . 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative :  . 

THE  RESOLUTION  (950-46-BZ) 

Whereas,  Henry  Nordheim,  for  Frances  Reade 
owner ;  Greenberg  and  King,  lessees,  filed  December 
1946,  an  application  under  section  7e  of  the  zoning  resol 
tion,  to  permit  in  a  residence  use  district,  a  wet  wa: 
laundry  for  a  term  of  five  (5)  years;  affecting  prenus 
163  St.  Ann’s  avenue,  west  sidej  100  ft.  north  of  Ea 
135th  street  (Block  2263,  lot  42),  Borough  of  The  Bron: 
and 

Whereas,  this  application  was  withdrawn  witno 
prejudice  on  February  18,  1947 ;  and 

Whereas,  the  applicant  requested  reopening  of  tl 
application  and  consideration  by  the  Board;  and 

Whereas,  the  district  maps  accompanying  the  zonn 
resolution  show  that  St.  Ann’s  avenue  is  in  a  residence  u; 
D  area  and  Class  1  height  district;  East  135th  street 
in  a  residence  use,  D  area  and  Class  1  height  district ;  ai 
Whereas,  the  decision  of  the  borough  superintends 
dated  December  2,  1946,  re  Alt.  Applic.  1039-46,  reads. 

“A-3.  Proposed  change  of  occupancy  of  a  press 
5-story  nonfireproof  Class  “A”  Multiple  Dwelling  (C 
Law  Tenement)  and  store  to  a  5-story  non-firepro 
Class  “A”  Multiple  Dwelling  (Old  Law  Tenement)  a 
wet  wash  laundry  in  a  residence  district  is.  contra 
to  Article  2,  Sec.  3  of  the  Zoning  Resolution. 

Whereas,  the  decision  of  the  borough  superintends 
dated  April  15,  1947,  re  Alt.  Applic.  1039-46,  reads: 
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“A3.  Proposed  change  of  occupancy  of  a  present  5- 
story  nonfireproof  Class  “A”  Multiple  Dwelling  (Old 
,  Law  Tenement)  and  store  to  a  5-story  non-fireproof 
Class  “A"  Multiple  Dwelling  (Old  Law  Tenement)  and 
laundry  in  a  residence  district  is  contrary  to  Article  2, 
Sec.  3  of  the  Zoning  Resolution.” 

:d 

Whereas,  the  applicant  states  that  the  premises  consist 
a  plot  25  ft.  frontage  by  98  ft.  in  depth,  on  which  is 
i  ated  a  building  25  feet  front  by  76  feet  6  in.  in  depth, 

;  stories,  60  feet,  in  height,  of  Class  3  construction, 
psentlv  used  as  a  store  and  Class  “A”  Multiple  Dwelling; 
it  it  is  proposed  to  install  twenty-four  (24)  self-service, 
lividual  home  type  washing  machines,  as  approved  under 
:1.  No.  136-46-SA;  and 

Whereas,  the  applicant  contends  that  the  district  in  which 
is  proposed  to  locate  this  laundry  was  formerly  un- 
tricted  and  now  designated  as  a  residence  district  but 
at  did  not  change  any  of  the  buildings  nor  the  occu- 
lcies  as  may  be  noted  from  the  photos  and  the  diagram, 
h  sides  of  the  street  have  store  frontages  for  the  entire 
gth  of  St.  Ann’s  avenue ;  that  as  other  locations  show 
,  ere  these  automatic  laundries  are  in  operation  they  are 
detriment  to  the  district  in  their  appearance;  they  are 
iducted  cleanly,  nicely  lettered  signs  and  show  windows 

I  in  reality  are  an  asset  so  far  as  appearance  is  concerned, 
addition  to  being  a  neighborhood  convenience;  that  in 
inection  with  the  proposed  installation,  no  steam  plant 
required  as  would  be  the  case  with  a  full  scale  wet  wash 
ndry;  that  nothing  is  delivered  for  washing  by  truck; 
t  all  wash  is  brought  to  the  place  by  the  residents  in 

■.all  bundles  and  taken  away  by  them ;  that  the  machines 
be  installed  in  this  location  will  be  the .  Bendix  small 
isehold  type  size,  a  total  of  twenty-four;  this  variance 
sought  for  a  term  of  five  years;  and* 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
which  to  exercise  discretion  to  grant  upnder  section  7, 
^division  e.  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
eby  make  a  variation  in  the  application  of  the  use  district 
ulations  of  the  zoning  resolution  and  that  the  application 
and  it  hereby  is  granted  under  section  7e  for  a  term  of 
h  years,  to  permit  the  premises  to  be  occupied  for  laundry 
ng  home  type  washing  machines  of  the  type  as  approved 
the  Board,  on  condition  that  not  more  than  24  such 
'chines  shall  be  installed  and  shall  comply  with  the  require- 
ints  of  the  Board’s  resolution  of  approval  No.  136-46-SA; 
t  in  all  other  respects  the  building  and  occupancy  shall 
nply  with  all  laws,  rules  and  regulations  applicable 
reto;  that  signs  on  the  premises  shall  be  restricted  to 
ns  attached  to  the  space  directly  over  the  show  windows 
1  exceeding  12  in.  in  height;  that  such  portable  fire  fight- 
appliance  shall  be  maintained  as  the  fire  commissioner 

II  direct ;  that  all  permits  shall  be  obtained  and  all  work 
npleted  within  six  (6)  months  from  the  date  of  this 
olution. 


-47-BZ 

PLICANT — George  J.  Shirker,  for  Patrick  Murphy, 
owner. 

'  BJLCT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent)  to  permit  in  a  resi¬ 
dence  use  district,  the  extension  of  an  existing 
business  use  (store)  within  the  first  floor  of  an 
existing  building  (previously  dismissed  for  lack  of 
prosecution). 

EMTSF'S  AFFECTF'D — 107-06  Rockaway  Beach  boule¬ 
vard,  north  side,  50  ft.  west  of  Beach  107th  street 
(Block  647,  Lot  17),  Rockaway  Beach,  Borough  of 
Queens. 

1  pf.arances— 

For  Applicant :  George  J.  Shirkey. 

For  Opposition:  Marie  A.  Grace  Reilly. 

For  Administration :  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 


AC  I  ION  OF  BOARD — Application  reopened,  restored  to 
the  docket  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  Q 

THE  RESOLUTION  (121-47-BZ) 

Whereas,  George  J.  Shirkey  for  Patrick  Murphy,  owner, 
filed  February  10,  1947  an  application  under  section  7c  of 
the  zoning  resolution  to  permit  in  a  residence  use  district 
the  extension  of  an  existing  business  use  (store)  within  the 
first  floor  of  an  existing  building,  affecting  premises  107-06 
Rockaway  Beach  boulevard,  north  side,  50  ft.  west  of 
Beach  107th  street  (Block  647,  lot  17),  Rockaway  Beach, 
Borough  of  Queens ;  and 

Whereas,  this  case  was  dismissed  for  lack  of  prosecution 
on  April  8,  1947 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  by  the  Board ;  and" 

Whereas,  the  use  district  maps  show  that  Rockaway 
Beach  boulevard  is  in  residence  and  business  use  districts ; 
Beach  107th  street  is  in  residence  and  business  use  districts; 
Beach  108th  street  is  in  residence,  business  and  unrestricted 
use  districts ;  St.  Marks  avenue  is  in  a  residence  use  dis¬ 
trict  ;  and 

Whereas,  the  premises  in  question  are  located  in  a  C 
area  one  times  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  29,  1947  on  Alt.  Applic.  3416-46  reads : 

“1.  Extending  the  present  non-conforming  Bus.  use 
in  a  Residence  Dist.  is  contrary  to  Art.  2  Sec.  3  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  by  100  ft.  in  area,  located  in  a  residence 
use  C  area  class  1  height  district,  upon  which  the  building 
in  question,  22  ft.  front  by  54  ft.  in  depth,  exists  at  the 
front  of  the  lot;  that  the  building  is  2  stories,  24  ft.  in 
height,  of  class  4  construction,  erected  in  1924  and  used 
and  occupied  as  follows :  1st  floor — store  with  four  living 
rooms  at  the  rear ;  2nd  floor — multiple  dwelling ;  proposed 
to  be  used  and  occupied:  1st  floor— store  for  its  full  depth; 
2nd  floor  to  remain  unchanged ;  and 

Whereas,  it  is  proposed  to  remove  the  partitions  and 
rooms  on  the,  first  floor,  erect  a  new  steel  girder  in  the  rear 
portion,  provide  a  kitchen  and  toilet  facilities  and  construct 
a  new  store  front;  and 

,  Whereas,  the  use  district  designation  affecting  these 
premises  was  changed  from  business  to  residence  on  Decem¬ 
ber  29,  1939 ;  and 

Whereas,  the  applicant  contends  that  the  owner  pur¬ 
chased  the  property  with  the  intention  of  improving  it  and 
using  the  first  floor  as  a  store  for  its  full  depth ;  that  the 
owner  was  not  aware  that  the  question  of  zoning  would 
arise  since  the  premises  were  used  as  a  store  and  since  the 
property  on  both  sides  contained  stores  and  since  the  char¬ 
acter  of  the  area  is  business;  that  at  the  present  time  the 
store  occupies  half  the  depth  of  the  building  and  there  are 
four  living  rooms  in  the  rear  half ;  that  the  removal  of 
these  rooms  would  make  the  property  more  desirable  and 
create  more  sanitary  conditions;  that  since  a  store  exists 
in  the  front  half  of  the  building  and  since  no  exterior  altera¬ 
tions  or  extensions  are  proposed  except  the  store  front,  the 
proposed  alteration  will  improve  the  neighborhood ;  that  it 
is  therefore  requested  that  the  Board  vary  the  application 
of  the  use  district  regulations  and  permit  the  construction 
and  alteration  as  herein  proposed ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion'  to  grant  under  section  7 
subdivision  c,  of  the  zoning  resolution. 


MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7c,  for  a 
.term  of  five  (5)  years,  to  permit  the  first  floor  of  the 
premises  to  be  occupied  as  proposed  and  the  space  now  used 
for  residential  purposes  on  the  1st  floor  removed  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
February  10,  1947,”  two  sheets,  on  condition  that  existing 
windows  on  the  east  side  of  the  1st  floor  shall  be  blocked 
up  with  a  construction  equivalent  to  the  construction  of  the 
existing  side  wall;  that  the  east  side  wall  on  the  interior 
shall  be  treated  with  soundproofing  material  for  the  full 
length  and  height;  that  the  toilet  room  shown  in  the  north¬ 
east  corner  shall  be  removed  and  placed  in  some  other  loca¬ 
tion  in  the  building;  that  the  store  shall  be  used  only  as  a 
bar  and  grill  as  proposed  and  shall  have  no  dance  floor  or 
cabaret ;  that  signs  shall  be  restricted  to  a  flat  sign  attached 
to  the  face  qf  the  building  above  the  show  windows  which 
shall  be  undluminated ;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto,  other  than  as  modified  under 
Cal.  122-47-A ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


683-29-BZ 

APPLICANT — Wanda  Verplaetse,  for  Estate  of  Caroline 
Rodgers,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  temporary  term,  the  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 56  Sand  lane,  southwest  corner 
of  Hylan  boulevard  (Block  3266,  Lot  30),  Arrochar, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Wanda  Verplaetse. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative  :  . .  •  •  0 

THE  RESOLUTION  (683-29-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  for  a  term  of 
two  years,  affecting  premises  56  Sand  lane,  southwest  corner 
of  Hylan  boulevard  (Block  3266,  Lot  30),  Arrochar,  Bor¬ 
ough  of  Richmond,  was  granted  by  the  Board  on  April  7, 
1931,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  from  time  to 
time,  the  last  such  extension  having  been  granted  on  April 
17,  1945,  and  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  7,  1931,  as 
amended  through  April  17,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  as  amended  this  portion 
of  the  resolution  shall  read: 

“Granted  under  section  7f  for  a  term  of  two  (2) 
yea  its  from  the  date  of  this  amended  resolution  to  per¬ 
mit  the  premises  to  he  occupied  as  a  gasoline  service 
station,  on  condition  *  *  *  and  that  other  than  as  herein 
amended  the  conditions  of  the  resolution  of  April  7, 
1931  shall  he  complied  with  and  that  a  new  certificate 
of  occupancy  shall  he  obtained.” 


92-31-BZ 

APPLICANT — Jack  Fein,  for  Rubin  Raskin  and  Lou 
Raskin,  owners. 

StfBJ ECT  — Application  for  consideration — reopening  an 
amendment'  of  resolution — re  Application  (decisio 
of  the  borough  superintendent)  previously  grantc 
on  condition,  under  section  7f  of  the  zoning  resoli 
tion,  for  a  term  of  years,  permitting  partly  in  bus 
ness  and  partly  in  unrestricted  use  districts,  tl 
maintenance  of  a  building  occupied  as  a  garage  ft 
more  than  five  motor  vehicles  and  a  motor  veliic 
repair  shop,  and  the  alteration  and  maintenance  ( 
a  gasoline  service  station. 

PREMISES  AFFECTED — 8401-8411  Flatlands  avenue  an 
761-775  East  84th  street,  northeast  corner  (Bloc 
8005,  Lots  6  and  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jack  Fein. 

For  Administration :  Samuel  L.  Becker,  Dep’t  t 
Housing  and  Buildings. 

ACTION  OI'  BOARD — Application  reopened  and  resolutit 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLI 
TION—  .  II 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  I  )eputy  Chief  Guinee 
Negative  :  . . . 

THE  RESOLUTION  (92-31-BZ) 

Whereas,  this  application  under  section  21  of  the  zonii 
resolution,  permitting  in  a  business  use  district,  the  erectii 
and  maintenance  of  a  gasoline’  service  station,  affectii 
premises  8401-8411  Flatlands  avenue  and  761-775  East  84 
street,  northeast  qorner  (Block  8005,  Lots  6  and  11),  Be 
ough  of  Brooklyn,  was  granted  by  the  Board  on  June  e 
1931,  on  certain  condition,  term  of  variance  extended  fro 
time  to  time  and  last  extended  on  February  13,  1946  a 
resolution  amended  on  April  15,  1941  under  section  7f  of  t 
zoning  resolution,  permitting  partly  in  a  business  use  distr 
and  partly  in  an  unrestricted  use  district,  for  a  term  of  t 
years,  the  maintenance  of  a  building  occupied  as  a  gara 
for  more  than  five  motor  vehicles  and  a  motor  vehicle  rep: 
shop  and  the  alteration  and  maintenance  of  a  gasoline  serv 
station  ;  and 

Whereas,  time  was  extended  to  obtain  permits  and^coi 
plete  the  work,  on  March  3,  1943,  February  15,  1944,  Fein 
ary  14,  1945,  February  13,  1946  and  February  11,  1947;  a 
Whereas,  the  applicant  requested  an  amendment  of  t 
resolution.  w. 

Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  amend  the  resolution  adopted  on  June  23,  1931, 
amended  through  February  11,  1947,  only  so  far  as  it  1 
reference  to  the  depth  of  the  accessory  building,  so  tl 
as  amended  this  portion  of  the  resolution  shall  read: 

“*  *  *  that  (]ie  accessory  building  may  be  construct 
for  a  depth  of  30  ft.  instead  of  25  ft.  in  depth, 
indicated  on  plans  filed  with  this  application;  and  tl 
other  than  as  herein  amended  the  conditions  ot  i- 
resolution  of  April  15,  1941,  shall  he  complied  with;  tl! 
all  permits  shall  he  obtained  and  all  work  compleij 
within  one  (1)  year  from  the  date  of  this  amen< 
resolution.” 


407-40-BZ 

APPLICANT — Colonial  Beacon  Oil  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  : 

extension  of  time  to  complete — re  Application  ( 
cision  of  the  borough  superintendent)  previoui 
granted  cm  condition,  under  section  7f  of  the  zon 
resolution,  for  a  term  of  ten  years,  permitting  1 
premises  within  the  business  use  district  to  he  oc 
pied  as  a  gasoline  service  station  and  the  erect 
and  maintenance  of  a  building  accessory  theretc 

PREMISES  AFFECTED— 1927-1935  Flatbush  aver 
northeast  corner  of  Kings  highway  (Block  7<; 

»  Lot  20),  Borough  of  Brooklyn. 
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9PEAR  ANCES— 

I' or  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

lTIOX  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

IF  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Allirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

IF  RESOLUTION  (407-40-BZ) 

Whereas,  this  application  under  section  7£  of  the  zoning 
•olution,  permitting  the  premises  within  the  business  use 
trict.  to  be  occupied  as  a  gasoline  service  station,  for  a 
in  of  ten  (10)  years  and  also  the  erection  and  maintenance 
an  accessory  building,  affecting  premises  1927-1935  Flat- 
;h  avenue,  northeast  corner  of  Kings  highway  (Block 
9,  Lot  20),  Borough  of  Brooklyn,  was  granted  by  the 
ard  on  July  10,  1940,  on  certain  conditions;  and 
,.V hkkkas,  time  to  obtain  permits  and  complete  the  work 
s  extended  on  November  18,  1941  and  November  13,  1945, 
j  the  term  of  variance  extended  on  November  13,  1945; 

A  hkkkas,  the  applicant  requested  a  further  extension  of 
e  in  which  to  obtain  permits  and  complete  the  work, 
u 'solved,  that  the  Board  of  Standards  and  Appeals  does 
eby  amend  the  resolution  adopted  on  July  16,  1940,  as 
ended  through  November  13,  1945,  only  so  far  as  it  has 
erence  to  obtaining  permits  and  completion  of  the  work, 
that  as  amended  this  portion  of  the  resolution  shall  read  : 

“*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  -from  the  date  of  this 
amended  resolution.” 


-40-BZ 

PLKANT — John  H.  W.  Krogmann,  for  Wells-Smith 
Corp.,  owner  (John  F.  Dubar,  lessee). 

EJECT — Application  for  consideration — reopening  and 
extension  of  term  -of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PAUSES  AFFECTED — 89-16  to  89-32  Sutphin  boule¬ 
vard,  weSt_  side,  384.11  ft.  north  of  Jamaica  avenue 
(Block  9676,  Lot  13),  Jamaica,  Borough  of  Queens 
PEARANCES— 

for  Applicant :  John  H.  \V.  Krogmann. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

110X  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

F  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

E  RESOLUTION  (607-40-BZ) 

•  hereas,  this  application  under  section  7h  of  the  zoning 
lution,  permitting  in  a  business  use  district,  for  a  term 
two  years,  the  parking  and  storage  of  more  than  five 
or  vehicles,  affecting  premises  89-16  to  89-32  Sutphin 
evard,  west  side,  384.11  ft.  north  of  Jamaica  avenue 
ock  9676,  Lot  13),  Jamaica,  Borough  of  Queens,  was 
'ted  by  the  Board  on  January  14,  1941,  on  certain  con- 
ms;  and 

hereas,  the  term  of  variance  was  extended  on  January 
1943  and  April  24,  1945  and  the  applicant  requested  a 
ner  extension  of  the  term  of  v  ariance. 
esolifed,  that  the  Board  of  Standards  and  Appeals  does 
'  amend  the  resolution  adopted  on  January  14,  1941, 
■mended  through  April  24,  1945.  only  so  far  as  it  has 
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reference  to  the  term  of  the  variance,  so  thta  as  amended 
this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  *  and 
that  other  than  as  herein  amended  the  conditions  of  the 
resolution  of  January  14,  1941,  shall  be  complied  with; 
that  a  certificate  of  occupancy  shall  be  obtained  (Misc. 
Apjilic.  3289-40).” 

370-41-BZ 

A1  PL1CAN  1 — Frederick  A.  Beck,  for  Sophie  Rigler, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and'  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 143-451  Myrtle  avenue  and  137- 
155  Waverly  avenue,  northeast  corner  (Block  1889, 
Lots  96,  94  and  1),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant:  Frederick  A.  Beck. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACT  ION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE:  TO  REOPEN'  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (370-41-BZ) 

\\  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  443-451  Myrtle  avenue 
and  137-155  Waverly  avenue,  northeast  corner  (Block  1889, 
Lots  96,  94  and  1),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  April  7,  1942,  on  certain  conditions ;  and 
„  Whereas,  the  term  of  the  variance  was  extended  on 
February  6,  1945,  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  7,  1942,  as 
amended  through  February  6,  1945,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  other  than  as  herein  amended  the  conditions 
of  the  resolution  of  April  7,  1942,  shall  be  complied 
with ;  that  a  certificate  of  occupancy  shall  be  obtained.” 


509-46-BZ 

APPLICANT— Harold  Herman,  for  Primrose  Manage¬ 
ment  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rescindment  of  resolution  adopted  7/23/46)  re  Ap¬ 
plication  (decision  of  the  borough  superintendent) 
previously  granted  on  condition  under  section  7a 
of  the  zoning  resolution,  permitting  in  a  business-1 
use,  B  area  district,  the  extension  in  height  of 
existing  garage  and  factory  building  by  addition 
of  four  stories  and  without  part  of  the  required 
rear  yard. 

PREMISES  AFFECTED — 238-240  West  54th  street,  south 
side,  126  ft.  3*4  in.  west  of  Broadway  (Block  1025, 
Lot  51),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harold  Herman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


MINUTES 


ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  of  Inly  23,  1946  rescinded. 

THE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TION  OF  JULY  23,  1946- 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Klcinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (509-46-BZ) 

Whereas,  this  application  under  section  7a  ol  the  zoning 
resolution,  to  permit  in  a  business  1  use,  B  area  district, 
the  extension  in  height  of  existing  garage  and  factory  build¬ 
ing  (previously  granted  by  the  Board)  by  addition  of  fotn 
stories  and  without  required  rear  yard;  premises  -  238-240 
West  54th  street,  south  side,  126  ft.  3V\  in.  west  of  Broad- 
wav  (Block  1025,  Lot  51),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  July  23,  1946  on  certain  conditions; 
and 

Whereas,  the  applicant  requested  that  the  resolution 
adopted  by  the  Board  on  July  23,  1946,  granting  a  zoning 
variance  to  permit  additional  stories  be  rescinded  as  the 
owner  has  decided  not  to  construct  such  additional  stories. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  resolution  adopted  on  July  23,  1946. 


675-46-BZ 

APPLICANT — Burke,  Morrison  and  Green,  for  Estate  of 
Candita  Guido  (Joseph  Guido,  Administrator). 
SLTBTECT — Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7i  thereof,  per¬ 
mitting  in  a  business  use  district,  the  conversion 
of  a  four-car  garage  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 25-40  to  25-46  27th  street  and 
25-35  Astoria  boulevard,  northwest  corner  (Block 
861,  Lot  1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons. 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (675-46-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  conversion 
of  a  four  (4)  car  garage  to  a  motor  vehicle  repair  shop: 
premises  25-40  to  25-46  27th  street  and  25-35  Astoria  boule¬ 
vard,  northwest  corner  (Block  861,  Lot  1)  Long  Island  City, 
Borough  of  Queens,  was  granted  by  the  Board  on  December 
17,  1946,  on  certain  conditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  17,  1946, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

«*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of 
this  amended  resolution  (Alt.  Applic.  1037-46).” 


the  Board)  to  include  automobile  showroom,  auto 
laundry,  servicing,  storage  and  repairs  to  motor 
vehicles  and  an  office. 

PREMISES  AFFECTED— 2054-2076  Pitkin  avenue,  238- 
240  Pennsylvania  avenue,  southwest  corner  and 
225-235  Sheffield  avenue,  (Block  3737,  Lots  14,  16 
and  21),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Samuel  L.  Becker,  Dcp’l  of 
Housing  and  Buildings.  jP 

ACTION  OF  BOARD— Application  withdrawn  at  appli¬ 
cant’s  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


683-20-BZ  , 

APPLICANT— Lama  and  Proskauer,  for  Delmer  D. 

Martin,  owner;  Joseph  and  Gerald  Kirsh,  lessees. 

SUBJECT— Application  for  consideration— reopening  and 
consideration  of  new  proposal — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  permitting  the  extension  from 
an  unrestricted  use  into  a  residence  use  district  of 
a  proposed  garage  and  motor  vehicle  repair  shop 
for  rnofe  than  five  motor  vehicles. 

PREMISES  AFFECTED— 311-321  Autumn  avenue,  north¬ 
east  corner  and  302-312  Lincoln  avenue  (Block 
4149,  Lot  50),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama.  ( 

For  Administration :  Samuel  L.  Becker,  Dep  t  oi 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  1 
Negative:  . * . . 


613-37-BZ 

APPLICANT— Rosenson  &  Lorence,  for  Three  Bees,  Inc. 
owner ;  Fred  Cohen,  lessee. 

SUBJECT— Application  for  consideration— reopening  am 
amendment  of  resolution  re  additional  use— rfl 
Application  (decision  of  the  commissioner  of  build 
ings)  previously  granted  on  condition  under  sectioi 
7h  of  the  zoning  resolution,  permiting  in  a  businest: 
use  district,  the  parking  and  storage  <pf  more  thai 
five  (5)  motor  vehicles  for  a  term  of  two  years. 
PREMISES  AFFECTED — 234-242  West  124th  street 
south  side,  375  ft.  west  of  Seventh  avenue  (Bloct 
1929,  Lots  40  to  52,  inclusive),  Borough  of  Man 
hattan. 

APPEARANCES— 

For  Applicant :  Sidney  A.  Gold.  , 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings.  . 

ACTION  OF  BOARD— Application  reopened,  subject  o 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 


632-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Sanben  Service 
Station,  Inc.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  and  unrestricted 
use  district,  the  reconstruction  and  maintenance  of 
a  gasoline  service  station  (previously  granted  by 


913-38-BZ 

APPLICANT— Soontup  and  Rapson,  for  Kew  Garder. 
Corp.,  owner;  Kew  Gardens  General  liospi  a 
lessee. 

SUBJECT— Application  for  consideration— reopening  an 
consideration  of  new  proposal — re  Application  (<■' 
cision  of  the  borough  superintendent)  previous 
granted  on  condition  under  section  7h  of  the  zonir 
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resolution,  permitting  partly  in  residence  use  and 
partly  in  business  use  districts  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles,  for  a  term  of 
two  years  ( e x p i red  4/9/42 ) . 

KI-.M  ISES.  Ah  FECI  ED — 80-12  Kew  Gardens  road, 
southwest  corner  of  80th  road  (Block  3348,  part  of 
Lot  37),  Kew  Gardens,  Borough  of  Queens 
PPEARANCES —  w 

For  Applicant :  James  J.  Rapson. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

L  ,  Housing  and  Buildings. 

CTION  OF  BOARD — Application  reopened,  subject  to 
usual  piKKedure. 

HE  VOTE  TO  REOPEN— 

Alfu  mative :  (  hairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


9-41-BZ 

pPLICANT — Max  Horn,  for  Samuel  Benerofe,  owner. 

P.J  F.(  1  — Application  for  consideration — reopening'  and 
amendment  of  resolution  to  include  additional  lot — 
re  Application  (decision  o!  the  borough  superinten¬ 
dent)  previously  granted  on  condition,  under  sec¬ 
tion  71i  of  the  zoning  resolution,  permitting  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  years,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles 

(IEMISES  AFFECTED— 130-138  Beach  30th  Street  and 
127-141  Beach  29th  street,  southwest  corner  of  Lew- 
may  road  (Block  301,  Lots  18  and  31  and  part  of  Lot 
22),  Edgemere,  Borough  of  Queens. 
’PEARANCES— 

For  Applicant :  Israel  C.  Wiese. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

jTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

IE  VOTE  TO  REOPEN— 

Affirmative :  (hairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


-42-BZ 

TLK  ANT — Walter  I.  Lansing,  lessee,  for  Martin  H. 
Offinger,  owner. 

EJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  extension  of  plot — 
Application  (decision  of  the  borough  superinten¬ 
dent)  previously  granted  on  condition,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

EMISES  AFFECTED — 230  East  34th  street,  south  side, 
225.2  ft.  west  of  2nd  avenue  (Block  914,  Lot  45), 
Borough  of  Manhattan. 

PEARANCES— 

For  Applicant :  Harry  G.  Francel. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

E  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


the  erection  of  a  two-car  garage  without  the  re- 
DDruJrr  E?r/ard  (previously  denied). 

REMISES  AFFECTED— 2183  East  28th  street  and  2801- 
2811  Avenue  V,  northeast  corner  (Block  7361,  Lot 
.18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  F.  DiCamillo. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
4  Housing  and  Buildings. 

THF.  VOTE  TOREOpIn!!”65'  '°  KWm 

Affirmative:  . .  ^ 

Negative .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 


MATERIALS  AND  APPLIANCES  SUBMITTED 
FOR  APPROVAL 

817-45-SM 

cupic/'t^T  -1  el-°-Post  Eo.,  Inc.,  owner. 

.  t  Application  for  consideration — reopening  and 

amendment  of  resolution  re  Tel-O-Post  (all  steel 
telescopic  screw  jack  basement  shoring  column)  * 
,  1-,^-.,-  (previously  approved  on  condition). 

appearances— 

F'or  Applicant:  Homer  G.  Wolfe. 

A(  1  TON  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

™  TION— E  T°  RE0PKN  AND  AMEND  RESOLU- 

AfEn mative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N  egative  i  .  q 

THE  RESOLUTION  (817-45-SM) 

W  hereas.  The  Tel-O-Post  Co.,  Inc.,  owner,  filed  on 
Decern  her  28  1945,  an  application  with  the  Board  of 

Standards  and  Appeals  for  approval  of  the  material  known 
«;ts  lel-O-Post  (all  steel  telescopic  screw  jack  basement  shor¬ 
ing  column)  ;  and 

W'hkreas  this  material  was  approved  by  the  Board  on 
March  18,  1947,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment*  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  18,  1947  by  add¬ 
ing  thereto :  ’  J 

that  this  appliance  may  be  sold  under  the  name 
Homart  Jack  Post’  by  the  Sears-Roebuck  Company 
0,l  1  o^dit ion  that  in  all  other  respects  the  requirements 
of  this  resolution  shall  be  complied  with.” 


46-BZ 


503-37-SA 

APPLICANT— The  Indiana  Heat  and  Power  Company 

crTOTu-rm-r  ^lUiams  Bros,  and  Miller,  Inc.,  owner. 

MJnjECI — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Indiana  Oil  Burner 
Models  AG,  AGH,  AP,  and  A  PH  (previously  ap¬ 
proved  on  condition). 

APPEARANCES— 

For  Applicant :  Floyd  W.  Bentley. 

AC  1  ION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  (  hairman  Murdock,  Commissioners 

Blum  and  Kleinert"  and  Deputy  t  hief  Guinee  4 
Negative  :  . .  q 


’LICANT — DiCamillo  &  Alicandri,  for  Solomon  Usli- 
aner,  owner. 

JJEC  1  — Application  for  consideration — reopening  and 
rehearing— re  Application  (decision  of  the  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use,  D-l  area  district, 
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746-38-SA 

cnnirrT^I  Service  Station  Equipment  Co.,  owner. 
oUnJhLl  Application  for  consideration — reopening  and 
amendment  to  include  additional  models:  646  C'om- 
PJrtfT  1A7  Non-Computer,  T646  Twin  Computer. 
1047  I  win  Non-Commiter.  588  Industrial  Pumn 
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and  589  Industrial  Pump  with  Ticket  Printer— re 
Bennett  Pumps  for  Motor  Fuels,  additional  Models 
646  PY  and  BY,  T646  PY  and  BY,  647  PY  and  BY, 
T647  PY  and  BY,  644  PY  and  BY,  645  PY  and 
BY,  665  PY  and  BY,  64)7  PY  and  BY,  648  PY  and 
649  PY  (previously  approved). 

^EARANCES — 

For  Applicant :  Herbert  J.  Johnson, 
f ION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

F.  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . u 


THE  VOTE  TO  WITHDRAW—  • 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . < 


601-40-SA 

APPLICANT— The  Murdock  Mfg.  &  Supply  Company, 

owner.  _  ,  .  „ 

SUBJECT— Murdock  “Air-Lock”  Outdoor  Anti-Freezing 
Drinking  Fountain,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 


339-46-SM 

APPLICANT — Apex  Block  Corp.,  owner. 

SUBJECT— Application  for  consideration— reopening  anf 
'  amendment  of  resolution  as  to  sizes — re  Apex  Blocl 
Corp.  Hollow  Cement  and  Cinder  Blocks  (previ 
ously  approved  on  condition). 

APPEARANCES— 

For  Applicant:  Max  E.  Leavens. 

ACTION  OF  BOARD— Application  reopened,  subject  t 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
‘Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative : 


Adjourned  :  5  :15  P.  M. 


Joseph  J.  Doyef.,  Chief  Clcr. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


THF  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARAT 
VOLUMES  consisting  of  matters  affecting  or  relating  to  the  construction, 

fLr  COdI  aFLFVATgoif  RULES °  THeT  NEV\?  ^  CODE  C 

THE  OTY  OP  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  lot 

laws,  and  building  and  construction  rules  and  regulations  adopted  by  various .Clty  2213  MUNICIPA 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record  ROOM  2213, 

BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The.  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15 
mail),  single  volumes  each  containing  certain  parts -of  the  above  described  laws,  $1.50  (by  mail  $1.60). 

Checks  for  $3  or  more  must  be  certified. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1947  (The  Little  Green  Book),  contain¬ 
ing  the  latest’  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor 
the  City  Record,  Room  2213,  Municipal  Building,  Ma 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  h 
cents  per  copy  must  be  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 


Conies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Pjstributil 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  8a 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  hoard  in  the 


offices  of  the  Board  and  of  the  further  publication  of 
calendars  in  the  daily  press.  .  ,  1 

Fourth,  That  no  one  is  entitled  to  written  notice  ot 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  fail 
to  receive  such  notice  is  no  excuse  for  neglect  to  app<: 

Fifth,  That  all  the  business  of  the  Board  is  to  dispose 
all  cases  promptly;  therefore,  no  appeal  or  application  \ 
be  held  in  abeyance  by  reason  of  failure  of  the  appelb 
or  applicant  to  file  necessary  data,  or  by  any  other  meti 

of  delay.  '  , 

Sixth,  That  no  appeal  or  application  will  be  necessary 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  I  cj 
required  by  law  are  supplied,  as  specified  on  the  M 
appeal  or  application  forms. 
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No.  18 


DIRECTORY  PUBLIC  HEARINGS 

BOARD  OF  STANDARDS  AND  APPEALS  Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

-  All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 
Charles  M.  Blum 

Edwin  W.  Kleinert 
Deputy  Chief  Timothy  P.  Guinee 

HOURS  OF  CONSULTATION 


Joseph  J.  Doyle,  Chief  Clerk 


itce — Municipal  Building,  Rooms  1000  to  1018. 
-EPHone— WOrth  2-5600. 

fice  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

% 

Address  all  communications  to  the  Chairman 


CONTENTS 


s  issue  of  the  Bulletin  contains  in  the  order  given — 
:ket. 

es  Directory. 

dee  of  Hearing  Calendar. 

rntes  of  Regular  Meeting,  Tuesday  Morning,  April  29, 
H7,  Affecting  Calendar  Numbers  694-28-BZ,  673-46- 
Z,  177-47-BZ,  233-47-BZ,  681-26-BZ,  748-27-BZ,  550- 
5-BZ,  962-46-BZ,  6-47-BZ,  21-47-BZ,  34-47-BZ,  187-47- 
Z,  998-46-A,  256-47-A,  260-47-A,  262-47-A,  303-47-A, 
J26-39-SA,  249-46-SM,  505-46-SM,  985-46-SA,  47-47- 
A,  95-47-SA  and  117-47-SA. 

utes  of  Regular  Meeting,  Tuesday  Afternoon,  April  29, 
>47,  Affecting  Calendar  Numbers  210-44-A,  510-45-A, 
>5-46-A,  1005-46-A,  198-47-A,  207-47-A,  297-47-A,  298- 
;-A,  331-47-A,  333-47-A,  271-42-A,  1-46-A,  110-46-A, 
'2-46-A,  10-47-A,  220-47-A,  152-47-A,  263-47-A,  308- 
-A,  1149-24-BZ,  530-29-BZ,  224-39-BZ,  402-40-BZ, 
•5-42-BZ,  320-45-BZ,  122-46-BZ,  781-46-BZ,  259-38-SM 
id  569-38-SM. 

Alarm  Rules  (Interior). 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  April  29,  1 947 
Cdl.No.  Dept.  Premises  Affected. 

361-47- A — F.D. — 2422  3rd  avenue,  east  side,  26  ft.  south  of 
East  134th  street  (1st  floor)  ;  (Block  2317,  Lot  6),  Borough 
of  The  Bronx,  48250-LF  and  Decision. 


362-47-A—H.B.R.— 494-496,  518,  520-526,  558-568,  574-578, 
608-618,  622-626,  636-638  Castleton  avenue,  south  side ;  62-64 
Hart  boulevard,  east  side  and  4-8  Hunter  place,  west  side 
(Block  131,  Lots  1,  2,  3  and  17;  Block  132,  Lots  17,  81,  367 
and  397),  West  Brighton,  Borough  of  Richmond,  Decision 
re  Revocation  of  Permits  N.B.  387,  388,  389,  402  to  406,  439 
and  440-46. 


363-47-A— H.B.Q.— 105-78  130th  street,  northwest  corner  of 
107th  avenue  (Block  9583,  Lot  46),  Richmond  Hill,  Borough 
of  Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — 107th  avenue),  N.B.  9678-46. 


364-47-SM — Metlon  Asbestos  Fabric  (flameproofed  fabric), 
manufactured  by  Metlon  Corp.,  Material. 


365-47-BZ — H.B.M. — 451  East  83rd  street,  north  side,  96  ft. 
6  in.  west  of  York  avenue  (Block  1563,  Lot  21),  Borough  of 
Manhattan,  Alt.  154-47. 


366-47-SM — Banflame  (flameproofed  fabric),  manufactured 
by  Joseph  Bancroft  and  Sons,  Co.,  Material. 


367-47- A — F.D. — 800  East  12th  street  and  1122-1124  Avenue 
H,  northwest  corner  (Block  6695,  Lot  9),  Borough  of  Brook¬ 
lyn,  18908-F  and  Decision. 


368-47-SA — Gemaco  Oil  Burner,  Model  AT-20,  Appliance. 


369-47- A — H.B.M. — 492-498  7th  avenue,  200-216  West  37th 
street,  southwest  corner  and  205-221  West  36th  street  (1st 
floor)  ;  (Block  786,  Lot  51),  Borough  of  Manhattan,  Amend¬ 
ment  to  B.N.  2496-46. 


370-47-A — F.D. — 1808-1814  Park  avenue  and  80  East  125th 
street,  southwest  corner  (Block  1749,  Lot  40),  Borough  of 
Manhattan,  41169-LF  and  Decision. 


371-47-SA— Visco  Fuel  Oil  Heater  (preheater),  Appliance. 


372-47-BZ — H.B.Bx. — Northeast  corner  of  Schurz  avenue 
and  Davis  avenue  (Block  5606,  part  of  Lot  25),  Borough  of 
The  Bronx,  Alt.  193-47. 


373-47-A — H.B.B. — 2  Eastern  parkway,  southwest  corner  of 
Plaza  street  (Block  1183,  Lot  2),  Borough  of  Brooklyn,  Alt. 
3515-45. 


.  - 

375-47-A — F.D. — 89-05  163rd  street  and  163-01  89th  avenut 
southeast  corner  (Block  9793,  Lot  49),  Jamaica,  Borough  o 
Queens,  1891 7-F  and  Decision. 


376-47-A— -F.D. — 324-334  Ellery  street,  east  side,  100  f 
north  of  Broadway  (1st  floor)  ;  (Block  3133,  Lot  10),  Boi 
ough  of  Brooklyn,  3725-LC  and  Decision. 


377-47-A — H.B.M.— 3  Washington  Square  North,  nort 
side,  55  ft.  4  in.  west  of  University  place  (Block  550,  Lot  3' 
Borough  of  Manhattan,  Alt.  547-47. 


378-47-BZ — H.B.B. — 2867  West  31st  street,  east  side,  100  f 
north  of  Mermaid  avenue  (Block  7009,  Lots  54,  56  and  58 
Borough  of  Brooklyn,  Alt.  969-47. 


379- 47-BZ — H.B.B. — 2205-2211  Bedford  avenue,  east  sid 
110  ft.  10  in.  south  of  Church  avenue  (Block  5104,  Lots 
and  8),  Borough  of  Brooklyn,  N.B.  2609-46. 

380- 47-A — F.D. — 45-53  Roebling  street,  238-248  North  9 
street,  northeast  corner  (2nd  floor)  ;  (Block  2314,  Lot  5 
Borough  of  Brooklyn,  Decision. 

381- 47-A — ILB.Bx. — 2916  White  Plains  road,  northeast  co1 
ner  of  Arnow  avenue  (Block  4546,  Lot  7),  Borough  of  1; 
Bronx,  Alt.  673-46. 


382-47- A — F.D. — 17-21  West  32nd  street,  north  side,  275 
west  of  5th  avenue  (Block  834,  Lot  29),  Borough  of  Ma 
hattan,  41009-LF. 


383- 47-A — H.B.Q. — 37-14  31st  street,  west  side,  148.99 
south  of  37th  avenue  (Block  372,  Lot  26),  Long  Island  Ci 
Borough  of  Quaens,  Misc.  F.P.  1550-47. 

— 

384- 47-SM — Bilt  Rite  Building  Block  Corp.,  Concrete  a 
Cinder  Building  Block,  manufactured  by  Bilt-Rite  Buildi 
Block  Corp.,  Material. 


385-47-A — H.B.Bx. — 4009-4019  3rd  avenue,  west  side,  100 
ft.  south  of  East  174th  street  (2nd  floor)  ;  (Block  2921,  I 
33),  Borough  of  The  Bronx,  Alt.  732-46. 


386-47-BZ — H.B.B. — 4700  Surf  avenue,  northwest  corner 
Beach  47th  street  (Block  7036,  Lot  1),  Borough  of  Brookl; 
Alt.  195-46. 


387-47-A — H.B.B.-^1700  Surf  avenue,  northwest  corner 
Beach  47th  street  (1st  floor)  ;  (Block  7036,  Lot  1),  Borot: 
of  Brooklyn,  Alt.  195-46. 


388-47-BZ — H.B.Bx. — 2120  Hughes  avenue,  southeast  cori1 
of  East  181st  street  (Block  3081,  Lot  8),  Borough  of  J; 
Bronx,  Alt.  140-47. 


374_47_A — F.D. — 287-295  Amsterdam  avenue  and  170  West  389-47-A — H.B.M. — 553-557  Avenue  of  The  Americas  ( 
74th  street,  southeast  corner  (Block  1145,  Lot  61),  Borough  avenue)  and  101  West  15th  street,  northwest  corner  (Bio 
of  Manhattan,  40624-LF  and  Decision.  791,  Lot  36),  Borough  of  Manhattan,  Alt.  756-47. 
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-47-BZ  H.B.Q. — 83-34  to  83-46  Woodhaven  boulevard, 
t  side,  68.83  ft.  south  of  Myrtle  avenue,  89-02  to  89-04 
rtle  avenue  and  82-45  to  82-71  89th  street  (Block  3866, 
160),  Glendale,  Borough  of  Queens,  N.B.  996-47. 

-47-BZ — 385-393  Columbia  street  and  1-9  Nelson  street, 
theast  corner  (Block  520,  Lots  1  and  3),  Borough  of 
oklyn,  Alt.  609-47. 


Last  Publication  In  Bulletin 


rroceciure,  Kules  of . Sept 

Refrigerating  Systems,  Extract  A.C.iApr.’ 

Smoking  in  Factories,  Rules  for _ Apr. 

Sprinkler,  Rules  . |une 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  Tune 

J'ank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


7,  1937— Vol.  22,  No.  36 

8,  1947— Vol.  32,  No.  14 
22,  1947— Vol.  32,  No.  16 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


-47-A — H.B.B. — 2114-2136  East  34lh  street,  west  side,  100 
south  of  Avenue  T  (cellar)  ;  (Block  8533,  part  of  Lot 
Borough  of  Brooklyn,  N.B.  2431  to  N.B.  2438-46,  in- 
ive  and  N.B.  2602-46. 


Restored  to  Docket 

46-A — H.B.M. — 249  East  28th  street,  north  side,  154  ft. 
n.  east  of  8th  avenue  (Block  778,  Lot  13),  Borough  of 
lhattan,  Amendment  to  Alt.  1744-46. 


46-BZ— H.B.Q.— 34-51  Bell  boulevard  and  213-35  35th 
lue,  northeast  corner  (Block  6117,  Lot  12),  Bayside,  Bor- 
i  of  Queens,  N.B.  1893-45. 


46-BZ— H.B.B. — 235-243  Pulaski  street,  north  side,  264 
in.  east  of  Throop  avenue  (Block  1773,  part  of  Lot  50), 
>ugh  of  Brooklyn,  Alt.  4193-47. 


IGNAT!  ON  Si  H.B — Department  of  Housing  and  Buildings; 

Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
rtinent  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De- 
>ent  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 

lousing  and  Buildings,  Richmond;  II.B.Bx _ Department  of 

ing  ana  Buildings,  Bronx;  H.D. — Health  Department;  F\D« — 
Department,  and  M.  mid  A. — Dept,  of  Marine  and  Aviation. 


RULES 

Iiflul 

led  Cements,  Rules  for  Testing 

nd  Use  of. . . . Dec. 

in  Dioxide  Liquefier,  Rules.  ...  Mar. 
icate  of  Occupancy,  approved 

. Dec. 

ete  Flat  Slabs,  Rules . July 

ete  Masonry  Units.  Rules  for 
danufacture.  Testing  and  Use 

f  •  . . Sept. 

ete  Rules  (Hydrated  Lime)  . . .  Aug. 

tor  Rules  . . Mar, 

ion,  Alteration,  Repair,  Ex- 
avation  for  and  Demolition  of 

luildings  . Dec. 

Rules  (Revolving  Doors) . June 

lor  Veneering  Materials,  Rules 

11  . . Sept. 

ry  Exit  Rules . Jan. 

Alarm  Rules  (Interior) . May 

Dnll  Rules . Dec! 

esistive,  Flameproof  Materials, 

n-’  R’,'.les  ^or  Testing  of . June 

Retarding  Rules  for  Garages, 

*■  . Apr. 

oof  Wood,  Testing  of . Apr. 

‘  ,?,r*8?s>  Ruling  for . Jan. 

a  Welding  and  Gas  Cutting 

. Apr. 

hut-Off  Rules . Apr. 

way  Protection  . . . Tune 

ting  Fibre  Board  Rules . Dec. 

I  Chloride  Rules  for  Class  B 
ad  C  Refrigerating  Systems. .  .Feb. 
urner  Rules. . Apr. 

Protective  Assemblies, 

"les  for  Inspection  of .  Apr. 

Varnish  and  Lacquer  Spray- 

K  Rules . .  .Mar. 

(m  Trucks,  Specifications  for..  Nov. 

'.ng  Rules  . Aug. 

mg  Rules  (Submerged  Inlets; 
rotective  Methods  to  Prevent 
ontamination  of  Water  Supply). Mar. 


Publication  In  Bulletin 

3,  1946— Vol.  31,  No.  49 
18,  1947— Vol.  32,  No.  11 

28,  1943— Vol.  28,  No.  52  A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52 A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 

14,  1947— Vol.  32,  No.  2 

6,  1947— Vol.  32,  No.  18 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

1,  1947— Vol.  32,  No.  13 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 

7,  1925— Vol.  10.  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

11,  1947— Vol.  32,  No.  6 

I,  1947— Vol.  32,  No.  13 

15,  1947— Vol.  32,  No.  15 

II,  1947— Vol.  32,  No.  10 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


25,  1947— Vol.  32,  No.  12 
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Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30 
No.  15A. 


MAY  6,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  6,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

899-28-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Simm  Molding  &  Manufacturing  Indus- 
tries  Inc.,  owner,  reopened  October  29,  1946,  under  section 
/c  of  the  zoning  resolution,  to  permit  in  a  business  use,  C 
area  district,  the  conversion  of  occupancy  from  public 
garage  (previously  granted  by  the  Board)  to  factory,  ex- 
ccedrng  area  permitted ;  premises  6702-6706  3rd  avenue  and 
274-284  67th  street,  southwest  corner  (Block  5849,  Lots  37 
and  40),  Borough  of  Brooklyn. 

22- 46-BZ— Application,  January  9,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Alden  B.  MacNeil, 
applicant,  on  behalf  of  Fred  Loguidice,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
without  the  required  rear  yard,  and  without  the  required  side 
yard;  premises  139-15  and  139-17  109th  avenue,  north  side 
144  ft.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
Jamaica,  Borough  of  Queens. 

23- 46-A — 139-15  and  139-17  109th  avenue,  north  side,  144 
ft.  east  of  139th  street  (Block  10068,  Lots  210  and  211), 
Jamaica,  Borough  of  Queens. 

936-46-BZ — Application,  December  2,  1946,  under  section 
21  of  the  zoning  resolution,  of  Steve  Zedlovich,  applicant,  on 
behalf  of  Anna  Zedlovich,  owner,  to  permit  in  a  residence 
use,  E  area  district,  the  alteration  to  existing  one  family 
dwelling  to  two  (2)  family  dwellings  without  the  required 
yards;  premises  14-77  Clintonville  street,  east  side,  35.91  ft 
north  of  Cross  Island  parkway  (Block  4717,  part  of  Lot  4), 
Whitestone,  Borough  of  Queens. 

^'47r"BZ— Application’  January  21,  1947,  under  section 
7d  of  the  zoning  resolution,  of  James  E.  Casale,  applicant, 
on  behalf  of  Beatrice  D.  Maroney,  owner,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from  store  on 
first  floor,  offices  on  second  floor  and  apartments  on  third 
to  sixth  floors  to  restaurant  on  first  floor  and  rear  half  of 
second  floor,  offices  in  front  half  and  apartments  on  third  to 
sixth  floors;  premises  120-122  East  86th  street,  south  side, 
118  ft.  west  of  Lexington  avenue  (Block  1514,  Lot  61)’ 
Borough  of  Manhattan. 

104-47-BZ  Application,  January  30,  1947,  under  section 
21  of  the  zoning  resolution,  of  George  G.  Miller,  applicant, 
on  behalf  of  Margaret  Demuth,  owner  (Irving  Feder,  lessee), 
to  permit  in  a  business  use,  C  area  district,  the  erection  and 
maintenance  of  a  building,  using  more  than  the  area  permit¬ 
ted  ;  premises  3509  Jerome  avenue,  west  side,  180.44  ft  south 
of  G unhill  road  (Block  3324B,  Lot  142),  Borough  of  The 
Bronx. 

233-47-BZ— Application,  March  11,  1947,  under  section  7f 
of  the  zoning  resolution,  of  Comprehensive  Omnibus  Corp 
applicant  and  lessee,  on  behalf  of  The  City  of  New  York’ 
owner,  to  permit  in  a  retail  and  business  use  district,  the 
erection  and  maintenance  of  a  building,  to  be  used  as  a 
non-storage  garage  for  more  than  five  (5)  motor  vehicles; 


CALENDAR 


premises  225-227  Delancey  street,  south  side,  from  Willett 
street  to  Pitt  street  (Block  337,  Lot  13),  Borough  of 
Manhattan. 

676-46-BZ— Application,  September  17,  1946,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Owen  Dever,  owner,  to  permit  in  a 
residence  and  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  including  a  building  to  be 
used  as  a  lubritorium,  auto  laundry,  office,  sales  and  motor 
vehicle  repair  shop;  premises  210-01  to  210-13  Horace  Hard¬ 
ing  boulevard  and  58-43  to  58-59  210th  street,  northeast  cor: 
ner  (Block  7461,  part  of  Lot  94),  Flushing,  Borough  of 
Queens. 

700-46-BZ— Application,  September  24,  1946,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Max  Stark,  owner  (Joan  Chin, 
lessee),  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  laundry,  re¬ 
pairs,  lubritorium  and  office  for  a  term  of  years;  premises 
2489-2499  Coney  Island  avenue  and  1102-1108  Avenue  V, 
southeast  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn. 

823-46-BZ— Application,  October  28,  1946,  under  section  7f 
of  the  zoning  resolution,  of  Albert  W.  Lewis,  applicant,  on 
behalf  of  Bradbury  Building  Corp.,  owner  (Gulf  Oil  Corp., 
lessee),  to  permit  in  a  residence  and  unrestricted  use  district, 
the  rebuilding  of  a  gasoline  service  station  and  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
530-546  East  73rd  street,  southwest  corner  of  East  River 
Drive  (Block  1484,  Lot  26),  Borough  of  Manhattan. 

91 5-46-BZ— Application,  November  26,  1946,  under  sections 
7c,  7i  and  7f  of  the  zoning  resolution,  of  William  T.  Burke, 
applicant,  on  behalf  of  Ben  Fabrizi,  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  and  extension  of  an 
existing  gasoline  service  station,  lubritorium,  auto  laundry, 
office  and  sale  of  accessories,  and  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  40-08  to  40-20 
30th  avenue,  30-01  to  30-03  Newtown  road,  southeast  corner, 
and  30-02  to  30-04  41st  street  (Block  681,  Lot  114),  Astoria, 
Borough  of  Queens. 

923-46-BZ— Application,  November  15,  1946,  under  section 
7h  of  the  zoning  resolution,  of  Ellis  L.  Lavine,  applicant,  on 
behalf  of  Dot  Mort  Holding  Corp.,  owner  (Rebecca  Schnei¬ 
der,  lessee),  to  permit  in  a  retail  use,  D  area  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles  ; 
premises  35-45  Rutgers  street,  east  side,  22  ft.  south  of  Madi- 
son  street  (Block  271,  Lots  26  to  32,  inch),  Borough  of 
Manhattan. 

174-47-BZ— Application,  February  27,  1947,  under  section  21 
of  the  zoning  resolution,  of  Arthur  W.  Renander,  applicant, 
on  behalf  of  Jamaica  Savings  Bank,  owner,  to  permit  in  a 
business  use,  C  area  district,  the  extension  of  an  existing 
building,  using  more  than  the  area  permitted ;  premises  216- 
19  Jamaica  avenue,  northwest  corner  of  217th  street  (Block 
10609,  Lots  55  and  56),  Queens  Village,  Borough  of  Queens. 

855-46-BZ— Application,  November  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Maddalena  Conte,  owner,  to  permit 
in  a  residence  use,  D-l  area  district,  the  change  in  occupancy 
from  two  families  and  garage  for  three  (3)  passenger  cars 
to  two  families  and  non-storage  garage  for  trucks ;  and  the 
erection  of  a  one-story  extension  to  be  used  as  a  non-storage 
garage  for  trucks,  without  the  required  set  back^  from  street 
line;  premises  2222  Solon  place,  south  side,  175  ft.  east  of 
Castle  Hill  avenue  (Block  3573,  Lots  39  and  40),  Borough 
of  The'  Bronx. 

325-47-BZ— Application,  April  14,  1947,  under  section  21  of 
the  zoning  resolution,  of  Louis  A.  Brown,  applicant,  on 
behalf  of  Certified  Queens  Homes,  Inc.,  owner,  to  permit  on 
a  plot  located  in  a  residence  use,  partly  in  a  D  and  partly 
in  an  E  area  district,  the  erection  of  more  than  one  building 
on  a  lot ;  the  erection,  on  the  E  area  district  portion  of  the 
plot  of  buildings  with  less  than  the  required  side  and  rear 
yards,  and  to  permit  the  erection  of  buildings  in  excess  of 


the  area  of  coverage  permitted  in  the  E  area,  residence  u 
district — the  project  to  consist  of  36  two  (2)  family  dwellii 
units  and  36  one-car  accessory  garages;  premises  108-15 
108-53  63rd  drive,  108-16  to  108-52  63rd  road,  and  63-34 
63-42  110th  street,  west  side,  from  63rd  road  to  63rd  dri 
(Block  2168,  Lots  13  and  34),  Forest  Hills,  Borough 
Queens. 

326-47-A — 63-34  to  63-42  110th  street,  west  side,  from  63 
road  to  63rd  drive,  108-16  to  108-52  63rd  road  and  108-15 
108-53  63rd  drive  (Block  2168,  Lots  13  and  34),  Forest  Hil' 
Borough  of  Queens. 

8-37-BZ — Application  of  Lama  and  Proskauer,  applican 
on  behalf  of  South  Brooklyn  Savings  Bank,  owner,  i 
opened  April  8,  1947,  for  consideration  as  to  extension 
term  of  variance — Application,  previously  granted  on  cc 
dition,  under  section  21  of  the  zoning  resolution,  permitti 
partly  in  a  business  use  and  partly  in  an  unrestricted  i 
district,  the  erection  and  maintenance  of  a  gasoline  sen- 
station  for  a  term  of  ten  (10)  years;  premises  113- 
Hamilton  avenue  and  306-314  Columbia  street,  northw 
corner  (Block  362,  Lot  1),  Borough  of  Brooklyn. 

595-37-BZ— Application  of  Arthur  W.  Renander,  applies 
on  behalf  of  Eleanor  Hedwig  Arnold,  Sicko  Realty  Corpo 
tion  and  L.K.F.  Realty  Company,  Inc.,  owners  (Nun 
Parking  Co.,  lessee),  reopened  April  15,  1947,  for  conside 
tion  as  to  extension  of  term  of  variance  (expired  by  limi 
tion — Application,  previously  granted  on  condition,  un 
section  7h  of  the  zoning  resolution,  for  a  temporary  term 
years,  permitting  in  a  business  use  district,  the  parking  ; 
storage  of  more  than  five  (5)  motor  vehicles;  premises  1 
15  to  170-21,  171-01  to  171-19,  172-01  to  172-25  and  1 73-0: 
173-13  Hillside  avenue,  north  side,  56.51  ft.  west  of  Kings 
road  (Block  896,  Lots  42  and  48;  Block  923,  Lots  1,  10, 
and  17),  Jamaica,  Borough  of  Queens. 

237- 46-A — 56  Pine  street,  north  side,  125  ft.  west  of  V 
liam  street  and  26  Cedar  street  (basement)  ;•  (Block 
Lot  19),  Borough  of  Manhattan. 

367-46-A— 119-121  5th  avenue  and  1-3  East  19th  str 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borouglt 
Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  3 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot, 
Borough  of  Manhattan. 

943-46-A — 706  West  181st  street,  and  4251-4259  Brc 
way,  southwest  corner  (Block  2176,  Lot  133),  Borougl 
Manhattan. 

17-47-A — 230  Park  avenue,  southwest  corner  of  East  4 
street  (st  floor)  ;  (Block  1300,  Lot  1),  Borough  of  N 
hattan. 

195-47. A — 2859  Exterior  street,  west  side,  474.22  ft.  n< 
of  East  225th  street  (Block  3265,  Lot  31),  Borough  of 
Bronx. 

238- 47-A — 217-219  Avenue  C,  west  side,  45  ft.  nortl 
East  13th  street  (Block  396,  Lots  34  and  35),  Borougl 
Manhattan. 

244-47-A — 248-250  East  152nd  street,  south  side,  14 
ft.  east  of  Park  avenue  (Block  2441,  Lot  17),  Boroug 
The  Bronx. 

254-47- A — 3649  3rd  avenue,  west  side,  525  ft.  nortl 
East  169th  street  (Block  2910,  Lot  57),  Borough  of 
Bronx. 

260-47-A — 45-51  Church  street,  east  side,  from  Fulton  s 
to  Dey  street,  176-184  Fulton  street  and  20-24  Dey  s 
(Block  80,  Lot  4),  Borough  of  Manhattan. 

303-47-A— 220  India  street,  south  side,  225  ft.  east  of  < 
land  street  (Block  2542,  Lot  16),  Borough  of  Brooklyi 

285-47-A — 476  Broome  street,  north  side,  50  ft.  eas 
Wooster  street  and  62  Wooster  street  (6th  floor);  (< 
486,  Lots  1  and  36),  Borough  of  Manhattan. 
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il-47-A — 2422  3rd  avenue,  east  side,  26  ft.  south  of  East 
14th  street  (Block  2317,  Lot  6),  Borough  of  The  Bronx. 

19-47-A — 2a0  \\  est  42nd  street,  south  side,  200  ft  east  of 
h  avenue  (1st  Hoor  and  basement)  ;  (Block  1013,  Lot  55), 
a  rough  of  Manhattan. 

10-47-A — 1441-1449  Broadway,  southwest  corner  of  West 
st  street  (basement);  (Block  993,  Lot  55),  Borough  of 

anhattan. 

>2-47 -A  261  Broadway  and  2-6  W  arren  street,  northwest 
.rner  (cellar,  1st  and  part  of  2nd  floors)  ;  (Block  135,  Lot 
),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  6,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
•tesday  afternoon,  May  6,  1947,  at  2  o’clock  in  Room 
13,  Municipal  Building,  Manhattan,  on  the  following  mat- 
rs: 

8- 47- A — 155-157  20th  street,  north  side,  185  ft.  east  of  4th 
enue  (Block  636,  Lot  50),  Borough  of  Brooklyn. 

3-47-A— 2501  Grand  Concourse,  northwest  corner  of 
irdham  road  (3rd  and  4th  floors);  (Block  3167,  Lot  1) 
trough  of  The  Bronx. 

17-A— 93-99  Irving  place  and  1057  Fulton  street,  north- 
;t  corner  (Block  1993,  Lot  11),  Borough  of  Brooklyn. 

9- 47-A — 123  Beach  29th  street,  west  side,  140  ft.  south  of 
wmay  road  (Block  301,  Lot  38),  Edgemere,  Borough  of 

leens. 

3-47-A— 115  Beach  29th  street,  west  side,  220  ft.  south  of 
wmay  road  (Block  301,  Lot  42),  Edgemere,  Borough  of 

teens. 

5-47-A— 114-38  196th  street,  west  side,  54.25  ft.  north  of 
1th  drive  (basement)  ;  (Block  3457,  Lot  38),  St.  Albans 
rough  of  Queens. 

>-47-A — 630  Grand  avenue,  west  side,  100  ft.  north  of 
ospect  place  (Block  1154,  part  of  Lot  24),  Borough  of 

ooklyn. 

1-47-A — 47-49  West  63rd  street,  north  side,  58  ft.  3  in.  east 
Broadway  (3rd  floor);  (Block  1116,  Lot  14),  Borough 
Manhattan. 

i-47-A — 1410-1420  Metropolitan  avenue,  east  side,  251.2 
north  of  McGraw  avenue  (Building  S-9,  Parkchester 
uses)  ;  (Block  3938,  Lot  1),  Borough  of  The  Bronx. 

-47-A — 131  East  76th  street,  north  side,  413  ft.  east  of 
avenue  (Block  1471,  Lot  17),  Borough  of  Manhattan. 

’*47-A — 514-516  West  126th  street,  west  side,  161  ft.  10  in. 
;t  °*  Amsterdam  avenue  (Block  1982,  Lot  36),  Borough 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  13,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
7  if  ™ornm0>  ,M?y  13>  1947,  at  10  o’clock  in  Room 
“•  Municipal  Building,  Manhattan,  on  the  following  mat- 

I  • 

-28-BZ  Application  of  George  W.  Springsteen,  appli- 
t,  on  behalf  of  A.  H.  Consumers  Society,  Inc.,  owner 
I>ened  April  2,  1946,  under  sections  7e  and  21  of  the  zon- 
resolution,  to  permit  in  a  residence  use  district,  the 
ration  and  maintenance  of  retail  stores ;  premises  50  Van 
tlandt  avenue  and  3887-3899  Sedgwick  avenue,  northwest 
ier  ‘  Block  3263-B,  Lot  275),  Borough  of  The  Bronx. 

-46-BZ— Application,  November  13,  1946,  under  sec- 
'  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
licants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James 


A.  Cornell,  owners,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  laundry  and  office;  premises  233-12  to  233-2 0  Linden 
boulevard  and  117-02  to  117-10  234th  street,  southwest  corner 
(Block  12750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
of  Queens. 

877-39-BZ— Application  of  L.  J.  and  G.  A.  Shapiro, 
applicants,  on  behalf  of  Max  Kahn,  owner,  reopened  Febru¬ 
ary  4,  1947,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the  installa¬ 
tion  of  an  additional  boiler  and  the  construction  and  main¬ 
tenance  of  a  new  boiler  room;  premises  1055-1065  63rd 
street,  north  side,  140  ft.  west  of  11th  avenue  and  1062- 
1064  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 

871-46-BZ  Application,  October  2,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  William  Gold  and 
John  J.  McNamara,  applicants,  on  behalf  of  B.K.R.  Hold- 
Corp.,  owner,  to  permit  in  a  residence  and  business  use, 
C  and  D  area  district,  the  erection  of  a  building  to  be  used 
as  a  motion  picture  theatre  and  stores,  using  more  than  the 
area  permitted;  premises  97-05  Queens  boulevard,  97-01  to 
97-07  64th  road,  northwest  corner  and  97-22  to  97-28  64th 
avenue  (Block  2091,  Lots  1,  4,  16  and  18),  Woodside,  Bor¬ 
ough  of  Queens. 


1014-46-BZ — Application,  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  appli¬ 
cant,  on  behalf  of  Oceanic  Lumber  Corp.,  owner  (Dason 
Equipment  Corp.,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more  than 
five  (5)  motor  vehicles,  to  woodworking  shop  (manufac¬ 
turing  cabinets)  for  a  term  of  years;  premises  1537  Bergen 
street,  north  side,  100  ft.  east  of  Schenectady  avenue  (Block 
1348,  Lot  78),  Borough  of  Brooklyn. 


40-47-BZ — Application,  January  15,  1947,  under  sections 
7b  and  21  of  the  zoning  resolution,  of  Cafiero  and  Lacerenza, 
applicants,  on  behalf  of  Julia  Di  Mattina,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy  from 
multiple  dwelling  to  proposed  extension  of  existing  store 
and  multiple  dwelling;  premises  164  Union  street,  south  side 
94.9  ft.  east  of  Hicks  street  (Block  343,  Lot  11),  Borough 
of  Brooklyn. 


694-28-BZ  Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Estate  of  Pietro  DiMaio,  Inc.,  and  Edmond 
Baisley,  owners,  reopened  March  18,  1947,  under  sections 
7a,  _  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  district,  the  extension  of  an  existing  gasoline 
service  station,  to  include  lubritorium,  auto  laundry,  office 
and  accessory  sales  (previously  denied  by  the  Board  on 
Lot  number  1)  ;  premises  82-01  to  82-13  Queens  boulevard 
and  82-16  to  82-30  51st  avenue,  northeast  corner  (Block 
1542,  Lots  1  and  4),  Elmhurst,  Borough  of  Queens. 

673-46-BZ— Application,  September  4,  1946,  under  sections 
7c  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Bryant  Real  Estate  Co.,  Inc.,  owner 
(Sterman  Brothers,  lessees),  to  permit  in  a  business  use 
district,  the  reconstruction,  extension  and  enlargement  of 
an  existing  gasoline  service  station,  to  include  office,  auto 
laundry,  lubritorium  and  motor  vehicle  repair  shop ; 
premises  143-17  to  143-19  Hillside  avenue  and  87-56  to 
87-64  144th  street,  northwest  corner  (Block  9701,  Lot  31), 
Jamaica,  Borough  of  Queens. 


302-29-BZ— Application  of  Reginald  S.  Hardy,  applicant  on 
behalf  of  Louis  Mintz,  owner,  reopened  May  31,  1944,  under 
sections  7i  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  business  use  district,  the  extension  in  use  of 
present  stores  and  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board),  to  include  motor 
vehicle  repair  shop;  premises  146-156  East  98th  street  and 
1159-1171  Wfinthrop  street,  northwest  corner  (Block  4616, 
Lot  38),  Borough  of  Brooklyn. 


5 15-29-BZ— Application  of  Henry  Nordheim,  applicant,  on 
behalf  of  Nicola  Romano,  owner,  reopened  December  17, 
1946,  under  section  7e  of  the  zoning  resolution,  to  permit  in 
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a  residence  use  district,  the  further  extension  to  the  second 
story  of  a  business  use  (undertaking  establishment)  ;  (pre¬ 
viously  granted  by  the  Board)  for  first  story ;  premises  711 
Tilden  street  (avenue),  north  side,  72  ft.  east  of  Gun  Hill 
road  (Block  4659,  Lot  85),  Borough  of  The  Bronx. 

278-47- A— 711  Tilden  street  (avenue),  north  side,  72  ft.  east 
Gun  Hill  road  (Block  4659,  Lot  85),  Borough  of  The 
Bronx. 

296-32-BZ— Application  of  Samuel  Weiss,  applicant,  on  be¬ 
half  of  Kings  Bay  Realty  Co.,  Inc.,  owner,  reopened  Febru¬ 
ary  25,  1947,  under  sections  7f  and  7i  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
denied  by  the  Board)  ;  auto  laundry,  motor  vehicle  repair 
shop,  office  and  sales,  for  a  term  of  ten  (10)  years;  premises 
115-123  Kings  highway  and  1626-1640  Stillwell  avenue,  north¬ 
west  corner  (Block  6253,  Lot  21),  Borough  of  Brooklyn. 

16-38-BZ — Application  of  Henry  George  Greene,  applicant 
on  behalf  of  LeRoy  Development  Corp.,  owner,  reopened 
April  8,  1947,  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously  denied  by 
the  Board)  for  a  temporary  period;  premises  238-246  Last 
35th  street,  south  side,  100  ft.  west  of  2nd  avenue  (Block 
915,  Lots  38-42),  Borough  of  Manhattan. 

420-46-BZ— Application,  June  11,  1946,  under  section  7c  of 
the  zonnig  resolution,  of  Seelig  and  Finkelstein,  applicants, 
on  behalf  of  Solomon  Flomberg,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  change  in  occupancy  from 
stable  and  dwellings  to  manufacturing,  show-rooms,  offices 
and  dwellings ;  premises  185-187  Wilson  street,  north  side, 
85  ft.  7  in.  east  of  Lee  avenue  (Block  2178,  Lots  54  and  5b), 
Borough  of  Brooklyn. 

7 14-46-BZ— Application,  September  11,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Ben  Seigel,  owner,  to  permit  m  a 
business  use  district,  the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  as  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  701-709  Chester  street,  east 
side,  100  ft.  south  of  Linden  boulevard  (Block  3643,  Lot  23), 
Borough  of  Brooklyn. 

73 1-46-BZ— Application,  October  3,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  J.  Franklin  Perrine,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  of  occupancy  from  public 
garage  to  factory  for  a  temporary  period  of  five  (5)  years  ; 
premises  35-38  to  35-44  30th  street,  west  side,  143  ft.  north 
of  36th  avenue,  and  35-37  to  3o-43  29th  street  (Block  341, 
part  of  Lot  6) ,  Long  Island  City,  Borough  of  Queens. 

36-47-BZ— Application,  January  13,  1947,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Louis  Natale,  owner,  to  permit  in  a  business  use 
district,  the  use  of  motor  driven  tools  and  saws  for  the 
manufacturing,  shaping,  cutting  and  assembly  of  furniture , 

premises  1973-1977  Coney  Island  avenue,  east  side,  280  ft. 
south  of  Avenue  P  (Block  6774,  Lot  65),  Borough  of 
Brooklyn. 

274-47-BZ— Application,  March  21,  1947,  under  section  7e  of 
the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant,  on 
behalf  of  Frances  Murtha  Striglis,  owner  (Otto  Kluger, 
lessee),  to  permit  in  a  residence  use  district,  the  extension  to 
two  existing  stores,  to  be  used  for  storage  space,  and  the 
conversion  of  the  two  stores  into  one  store ,  premises  ^^Uo- 
2510  Eastchester  road,  eas  side,  75  ft.  north  of  Mace  avenue 
(Block  4481,  Lot  17),  Borough  of  The  Bronx. 

277-47-BZ — Application,  March  28,  1947,  under  section  7a  of 
the  zoning  resolution,  of  Gustave  Goldman,  applicant,  on 
behalf  of  New  Colonial  Ice  Co.,  owner,  to  permit  in  a  retail 
use  district,  the  extension  of  existing  building  (ice  storage 
plant  and  sale  of  ice)  to  be  used  as  an  office  and  machine 
shop;  premises  2850— 8th  avenue  and  264-272  West  152nd 


street,  southeast  corner  and  49  Macombs  place  (Block  203! 
part  of  Lot  1),  Borough  of  Manhattan. 

256-47-A — 456  Kent  avenue  rear,  west  side,  560  ft.  sout 
of  South  8th  street  (1st  floor)  ;  (Block  2143,  Lot  1)  ;  (Bldg 
C  and  E),  Borough  of  Brooklyn. 

262-47-A— 935  Courtlandt  avenue,  west  side,  250  ft.  north  c 
East  162nd  street  (Block  2409,  Lots  92  and  93),  Borough  c 
The  Bronx. 

147-47-SA — Gibralter  Oil  Burner. 

160-47-SA— Gilbert  &  Barber  Gasoline  Dispensing  Pump 
Models  M96ER,  M96HG,  M98IIG  and  M101. 

952-46-SM— Acme  Cinder  and  Cement  Block,  8"  x  8"  x  1( 
L.B.S.  (Concrete  and  Cinder). 

71- 47-SM — Lorimer  Paint  Works  Pure  Linseed  Oil  Putty 

72- 47-SM — Lorimer  Paint  Works  EZ  Working  Steel  Sa> 
Putty. 

73- 47-SM— Lorimer  Paint  Works  Caulktite  (Caulking  Con 
pound). 

HARRIS  H.  MURDOCK,  Chairma 


MAY  13,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearii 
Tuesday  afternoon,  May  13,  1947,  at  2  o’clock  in  Roc 
1013  Municipal  Building,  Manhattan,  on  the  following  ms 

ters : 

152-47-A— 60-64  Beaver  street,  2-6  William  street,  sout 
west  corner  and  107  Pearl  street  (19th  floor);  (Block  i 
Lot  1),  Borough  of  Manhattan. 

248-47-A — 1314-1316  Blondell  avenue,  east  side,  37  ft.  nor 
of  Westchester  avenue  (Block  4133,  Lot  2),  Borough  of  1 
Bronx. 

202-47-A— 116-02  to  116-10  Rockaway  Beach  boulevard  a 
201-209  Beach  116th  street,  northwest  corner  (Block  664,  I. 
33),  Rockaway  Beach,  Borough  of  Queens. 

305-47-A — 1  Washington  Square  North,  northwest  corner 
University  place  (Block  550,  Lot  1),  Borough  of  Manhatt; 

259-47-A — 276  Nostrand  avenue  and  82-90  Kosciusko  stre 
southwest  corner  (Block  1783,  Lot  49),  Borough 
Brooklyn. 

302-47-A — 14  Beach  46th  place,  west  side,  120  ft.  south 
Edgemere  avenue  (Block  332,  Lot  34),  Edgemere,  Boron 
of  Queens  (Under  section  35,  General  City  Law  re  bed 
mapped  street — Beach  46th  place) .  , 

HARRIS  H.  MURDOCK,  Cliairtn 


MAY  20,  1947,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hear 
Tuesday  morning,  May  20,  1947,  at  10  o’clock  in  Ro 
1013.  Municipal  Building,  Manhattan,  on  the  following  rr 
ters : 


177-47-BZ — Application,  February  28,  1947,  under  sections 
and  7c  of  the  zoning  resolution,  of  Charles  M.  Spind 
applicant,  on  behalf  of  Walter  Vanderveer,  owner  (Antni 
Stesney  and  Edward  Korth,  lessees),  to  permit  in  a  reside 
and  retail  use  district,  the  extension  of  existing  gaso 
service  station,  to  house  a  lubritorium  and  car  wasn 
bay ;  premises  92-01  to  92-09  Metropolitan  avenue 
69-61  to  69-69  Alderton  street,  northeast  corner  (hi 
3179,  Lot  75),  Forest  Hills,  Borough  of  Queens. 


300-47-A— Blocks  bounded  by  73ru  avenue,  185th  str 
Horace  Harding  boulevard  and  Peck  avenue  (Blocks 
707^-7077  7080-7082  7092-7094.  7098-7105.  7114-/ 
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■23  and  7138-7146,  Lots  ),  Flushing,  Borough  of 

ueens  (Under  sections  35  and  36,  General  City  Law  re  bed 
:  mapped  streets  and  buildings  not  facing  on  legal  streets — 
resh  Meadow  Houses). 

10-20-BZ— Application  of  Abraham  Farber,  applicant,  on 
half  of  Flatbush  Pontiac  Inc.,  owner,  reopened  June  18, 
>46,  under  section  7i  of  the  zoning  resolution,  to  permit  in 
business  use  district,  the  extension  of  use  in  existing  public 
irage  for  more  than  five  (5)  cars  (previously  granted  by 
e  Board)  to  include  automobile  service  and  motor  vehicle 
pair  shop;  premises  656-670  Parkside  avenue,  south  side, 
5  ft.  8H  m.  west  of  Nostrand  avenue  (Block  5057,  Lot 
),  Borough  of  Brooklyn. 

0-27-BZ  Application  of  Reginald  S.  Hardy,  applicant,  on 
half  of  Benjamin  Siegel,  owner,  reopened  April  15,  1947, 
ider  section  7f  of  the  zoning  resolution,  to  permit  in  a 
siness  use  district,  the  erection  and  maintenance  of  a 
soline  service  station,  lubritorium,  and  auto  laundry  (pre¬ 
ttily  granted  by  the  Board)  ;  premises  73-38  to  73-42 

>oper  avenue,  south  side,  22.29  ft.  west  of  74th  street 

ilock  3811,  Lot  58  and  part  of  Lot  50),  Glendale,  Bor- 
gh  of  Queens. 

3-46-BZ— Application,  March  29,  1946,  under  section  7e  of 
'  zoning  resolution,  of  Raymond  Irrera,  applicant,  on  be¬ 
lt’  of  Fred  C.  and  Augusta  Dick,  owners  (Steinway  Lum- 
r  Co.,  lessee),  to  permit  in  a  business  use  district,  the  use 
Power  driven  saws;  premises  40-16  31st  avenue,  south- 

e,  25  ft.  west  of  41st  street  (Block  678,  Lot  44),  Long 

and  City,  Borough  of  Queens. 

1- 46-BZ  Application,  September  23,  1946,  under  section 
of  the  zoning  resolution,  of  Cornelius  G.  DeLoca, 

meant,  on  behalf  of  140  Riverside  Drive,  Inc.,  owner,  to 
mit  in  a  residence  use  district,  a  business  use  (sale  of 
tionery,  candy,  cigars,  newspapers  and  magazines),  for  a 
m  of  years;  premises  140-147  Riverside  drive,  east  side 
m  West  86th  to  West  87th  streets,  351-359  West  86th 
-et  and  348-352  West  87th  street  (Block  1248,  Lot  1) 
rough  of  Manhattan. 

'4^’?iZ"7Applicat'on’  November  15,  1946,  under  sections 
and  21  of  the  zoning  resolution,  of  Milton  B.  Weissman, 
ihcant,  on  behalf  of  Leon  D.  DeMatteis,  owner,  to  permit 
a  residence  and  business  use  district,  the  erection  and 
intenance  of  a  gasoline  service  station,  lubritorium,  auto 
"dry-  testing  office  and  boiler  room;  premises  2259-228 7 
tbush  avenue,  4801-4805  Fillmore  avenue,  northeast  cor¬ 
and 1874-1892  East  49th  street  (Block  8488,  Lot  1),  Bor- 
h  of  Brooklyn. 

2- 46-BZ— Apphcation,  December  23,  1946,  under  section 

k  i!  it  zo"inf?  resolution,  of  Joseph  Buonocore,  applicant, 
behalf  of  Salvatore  Buonocore,  owner,  to  permit  in  a 
mess  and  residence  use  district,  the  erection  and  main- 
ince  of  a  gasoline  service  station,  lubritorium,  and  auto 
idry  for  a  term  of  Jen  (10)  years;  premises  2856  Rich- 
1  -  soutl1  side,  26  ft.  west  of  Van  Pelt  avenue 

ock  1211,  part  of  Lot  99),  Alariners  Harbor,  Borough  of 


17-BZ— Application,  January  13,  1947,  under  section  7e  of 
zoning  r^offitiot^  of  Randolph  M.  Smith,  applicant,  on 
alt  of  1  homas  O’Rourke  Gallagher,  owner,  to  permit  in 
Jr?nnnV1Se  district,  the  erection  of  a  roof  sign;  premises 
I  j  ,aXenue’  south  side,  60  ft.  west  of  Francis  Lewis 
-wig ^  ^ oc^  10853,  Lot  25),  Hollis,  Borough  of 


^fft  floor,  using  more  than  the  area  permitted;  premises 
626-638  Pelham  parkway,  south,  and  2190  Bolton  street, 
southeast  corner  (Block  4317,  Lot  100),  Borough  of  The 
Bronx. 

252- 47-BZ  Application,  March  19,  1947,  under  section  7b  of 
the  zonmg  resolution,  of  Max  Wechsler,  applicant,  on  behalf 
ot  23rd  Street  Associates,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  and  retail  use  district,  the  change  in  occupancy  from 
hotel,  stores  and  auditorium  to  hotel,  stores  and  theatre* 
premises  208-214  West  23rd  street,  south  side,  100  ft.  west  of 
7th  avenue  (Block  772,  Lot  56),  Borough  of  Manhattan. 

253- 47-A— 208-214  West  23rd  street,  south  side,  100  ft.  west 
of  7th  avenue  (1st  floor)  ;  (Block  772,  Lot  56),  Borough 
of  Manhattan. 

293-47-BZ  Application,  April  2,  1947,  under  section  7e  of 
tie  zoning  resolution,  of  Charles  M.  Spindler,  applicant,  on 
behalf  of  Lakedon  Realty  Corp.,  owner  (John  Sherman, 
essee),  to  permit  in  a  business  use  district,  the  outdoor  dis¬ 
play  and  sale  of  more  than  five  (5)  motor  vehicles,  for  a 
term  of  five  (5)  years;  premises  766-768  10th  avenue  and 
463  West  52nd  street,  northeast  corner  (Block  1062,  Lots  1 
and  2),  Borough  of  Manhattan. 

299-47-BZ  Application,  April  1,  1947,  under  sections  7c,  7f, 
/A  and  21  of  the  zoning  resolution,  of  New  York  Life 
insuiance  Cot,  applicant  and  owner,  to  permit  in  a  residence 
business  and  an  unrestricted  use,  D  area  district,  as  to  the 
extension  of  business  use  (stores)  into  a  residence  district 
location  of  boiler  house  in  residence  district  and  the  loca¬ 
tion  of  a  gasoline  service  station  in  business  district;  prem¬ 
ises  Blocks  bounded  by  73rd  avenife,  185th  street,  Horace 
Harding  boulevard  and  Peck  avenue  (Fresh  Meadow 
Houses)  ;  (Blocks  5712-5716,  7075-7077,  7080-7082  7092- 
7094,  7098-7105,  7114-7122,  5723  and  7138-7146),  Flushing, 
Borough  of  Queens. 

125 -4 7- SM— World  yA  Hour,  1  Hour  and  \y2  Hour  Panel 
type  Kalamein  and  Hollow  Metal  Doors. 

HARRIS  H.  A1URDOCK,  Chairman. 


zu,  1947,  2  P.  M. 

NOT  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/Way  afternoon  May  20,  1947,  at  2  o’clock  in  Room 
^  U  o,  Municipal  Building,  Manhattan,  on  the  following  mat- 


2 17-47- A  124-01  to  124-05  Rockaway  Beach  boulevard 
southwest  corner  of  Beach  124th  street  (Block  764,  Lot  6)’ 
Rockaway  Beach,  Borough  o'f  Queens. 

HARRIS  H.  A1URDOCK,  Chairman. 


■*■*■*•  **  ^  /  )  1  -'I  /  y  £  Jl  .  JVL . 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
afternoon  May  27,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


^•.A— 205-32  99th  avenue,  south  side,  60  ft.  west  of 
ncis  Lewis  boulevard  (Block  10853,  Lot  25),  Hollis,  Bor- 
ii  ot  Queens. 


r  T3  1  1.  Tn  Y  vL  T  nortneast  corner 

of  Boardwalk  (Block  354,  Lot  1),  Arveme,  Borough  of 
Queens. 


•47-BZ— Application,  February  28,  1947,  under  section  21 
ne  zoning  resolution,  of  Siegel  and  Green,  applicants,  on 
‘it  ot  Cedar  Operating  Co.,  Inc.,  owner,  to  permit  in  a 
tence  and  business  use,  C  area  district,  the  erection  of 
Hiding  to  be  used  as  a  multiple  dwelling  with  stores  on 


363-47- A— 105-78  130th  street,  northwest  corner  of  107th 
avenue  (Block  9a83,  Lot  46),  Richmond  Hill,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — 107th  avenue). 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  29,  1947,  AT  10  A.M. 


Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  luesday  afternoon,  April  lo,  1947, 
were  approved  as  printed  in  Bulletin  16,  \  olume  32. 


ZONING  APPLICATIONS. 


694-28-BZ 


APPLICANT— Charles  M.  Spindler,  for  Estate  of  Pietro 
DiMaio,  Inc.,  and  Edmond  Baisley,  owners. 

SUBJECT— Application  reopened  March  18,  1947— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7a,  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
of  an  existing  gasoline  service  station,  to  include 
lubritorium,  auto  laundry,  office  and  accessory  sales 
(previously  denied  by  the  Board  on  Lot  No.  1). 

PREMISES  AFFECTED— 82-01  to  82-13  Queens  boulevard 
and  82-16  to  82-30  51st  avenue,  northeast  corner 
(Block  1542,  Lots  1  and  4),  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition:  Joseph  W.  Sanncr  and  Meyer 

2LU  S  h  clclT 

For  Administration:  Samuel  L.  Becker,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1947  at  10 
A.  M.  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument. 


APPEARANCES— 

For  Applicant :  Joseph  Haus. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dept,  p 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1947  at  1( 
A.  M.  for  inspection  by  a  Committee  of  the  Boar< 
and  further  consideration  by  Board. 


673-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Bryant  Real  Es¬ 
tate  Co.,  Inc.,  owner  (Sterman  Brothers,  lessees). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
reconstruction,  extension  and  enlargement  of  an  ex¬ 
isting  gasoline  service  station,  to  include  othce,  auto 
laundry,  lubritorium  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 143-17  to  143-19  Hillside  avenue 
and  87-56  to  87-64  144th  street,  northwest  corner 
(Block  9701,  Lot  31),  Jamaica,  Borough  of  Queens. 

APPEARANCES—  ,  _  Ct 

Por  Applicant :  Alfred  A.  Lama  and  G.  Sterman. 

For  Opposition :  None.  ,.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t.  ot 
Housing  and  Buildings  and  John  J.  baunuers, 
Board  of  Education. 

ACTION  OF  BOARD— Laid  over  to  May  13, ■  1947  at  1U 
A.  M.  for  inspection  by  a  Committee  of  the  Board 
and  further  consideration  by  Board. 


233-47-BZ 

APPLICANT— Comprehensive  Omnibus  Corp.,  lessee,  fo 
The  City  of  New  York,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin 
tendent)  under  section  7f  of  the  zoning  resolutior 
to  permit  in  a  retail  and  business  use  district,  tli 
erection  and  maintenance  of  a  building,  to  be  use 
as  a  non-storage  garage  for  more  than  five  0 
motor  vehicles. 

PREMISES  AFFECTED — 225-227  Delancey  street,  sout 
side,  from  Willett  street  to  Pitt  street  (Block  33 
Lot  13),  Borough  of  Manhattan.  . 

APPEARANCES—  T  „  ,  .  ...  „  „  ( 

For  Applicant:  Jacob  I.  Goodstein,  Allan  B.  Bate 

and  E.  J.  Fennelly. 

For  Opposition:  B.  Bomrind  and  M.  Weinstein. 
For  Administration:  Samuel  L.  Becker,  Dept  c 
Housing  and  Buildings,  Harold  Klorfein,  Pai 
Dept.,  and  John  J.  Saunders,  Board  of  Educ; 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at 
A.  M.  for  further  consideration. 


681-26-BZ 

APPLICANT — Lama  and  Troskauer,  for  Kempmac  Real 
Corp.,  owner.  . 

SUBJECT— Application  reopened  May  21,  1946— Applicatu 
'  (decision  of  the  borough  superintendent)  under  se 
•  tions  7c  and  7i  of  the  zoning  resolution  to  pern 
in  a  residence  and  business  use  district,  the  conve 
sion  of  present  public  garage  for  more  than  h 
(5)  motor  vehicles  (previously  granted  by  t. 

PREMISE^ AFFECTED— 85-14  to  85-24  Rockaway  boul 
vard  and  97-13  to  97-29  85th  street,  southeast  com 
(Block  9057,  Lot  21),  Woodhaven,  Borough 
Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Rose  Bevilacqua,  Nicholas  Mala 
and  Mr.  Abrams.  , 

For  Administration:  Samuel  L.  Becker,  Dept. 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition.. 

VOTE _  ,  '■»  1 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinec 
Negative:  . 


177-47-BZ 

APPLICANT— Charles  M.  Spindler,  for  Walter  Vander- 
veer,  owner  (Anthony  Stesney  and  Edward  Korth, 
lessees) • 

SUB TECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  and  retail  use 
district,  the  extension  of  existing  gasoline  service 
station,  to  house  a  lubritorium  and  car  washing  bay. 

PREMISES  AFFECTED — 92-01  to  92-19  Metropolitan 
avenue  and  69-61  to  69-69  Alderton  street,  northeast 
comer  (Block  3179,  Lot  75),  Forest  Hills,  Borough 
of  Queens. 


THE  RESOLUTION  (681-26-BZ) 

Whereas,  this  application  under  section  21  of  the  zom 
resolution,  permitting  in  a  business  use  district  the  erec 
and  maintenance  of  a  garage  for  the  storage  of  more 
five  (5)  motor  vehicles,  affecting  premises  8a02  Kocww 
boulevard,  Woodhaven,  Borough  of  Queens,  was  granted 
the  Board  on  December  7,  1926,  on  certain  conditions,  . 

Whereas,  the  time  in  which  to  obtain  permits ;  and  ^ 
nlete  the  work  was  extended  on  September  27,  192/ ,  an 
'  whereas,  on  December  6,  1927,  the  Boar,  adootedj 
gineer’s  report,  and  approved  plans  as  in  substantial  acco 

ance  with  the  resolution ;  and  . 

Whereas,  the  applicant  requested  reopening  of  this  P 
cation  and  consideration  under  sections  7c  and  /i  ot  tne 
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resolution,  to  permit  in  residence  and  business  use  district 
conversion  of  present  public  garage  for  more  than  five 
itor  vehicles,  and  present  auto  showroom,  to  include  re¬ 
ring  and  servicing  of  motor  vehicles  and  also  the  extension 
existing  gasoline  service  station,  affecting  premises  8514- 
■4  Rockaway  boulevard  and  9713-9729  85th  street,  south- 
t  corner  (Block  9057,  Lot  21),  Woodhaven,  Borough  of 
eens ;  and 

A'hereas,  this  case  was  reopened  by  vote  of  the  Board  on 
y  21,  1946,  subject  to  usual  procedure;  and 
A  rfEREAS,  a  public  hearing  was  held  on  this  application  by 
Board  of  Standards  and  Appeals  at  its  regular  meeting, 
ril  8,  1947,  after  due  notice  by  publication  in  the  Bulletin’ 

1  laid  over  to  April  29,  1947,  for  applicant  to  file  revised 
ns;  and 

\  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
on  show  that  Rockaway  boulevard  is  in  a  business  use, 
irea  and  Class  1  height  districts ;  85th  street  is  in  residence 
1  lousiness  use,  D  area  and  Class  1  height  districts ;  and 
V  here  as,  the  decision  of  the  borough  superintendent 
ed  April  2,  1946,  re  Alt.  Applic.  569-46,  reads  : 

“1.  The  conversion  of  present  public  garage  for  more 
than  me  motor  vehicles  and  present  auto  show  room  to 
include  repairing  and  servicing  of  motor  vehicles  and 
also  the  extension  of  existing  gasoline  service  station  in 
premises  partly  in  a  business  and  partly  in  a  residence 
zone  is  contrary  to  Art.  II,  secs.  3  and  4  par.  29  of  the 
B.Z.R. 

\  hereas,  the  applicant  states  that  the  premises  consist  of 
!ot  111.94  it.  frontage  by  74.49  ft.  in  depth  (irregular),  on 
ch  is  located  a  building  111.90  ft.  front  by  93.11  ft.  in 
th,  one  story,  16  ft.  in  height  of  Class  3  construction; 

■  there  is  also  a  1-story  brick  building  20  ft.  by  20  ft. 
ch  .is  to  he  demolished;  that  it  is  projiosed  to  build  an 
msion  at  the  front  measuring  72.17  ft.  by  27  ft  in  depth 
louse  a  lubritorium,  auto  laundry,  office  and  parts  depart- 
H ,  that  it  is  also  proposed  to  use  the  public  garage  for 
or  repairs  and  servicing  automobiles;  and 

k  HER^.S;  the  applicant  contends  that  the  gasoline  station 
established  in  1921  under  Fire  Dept.  Permit  #984;  that 
er  Cal.  681-26-BZ  the  Board  granted  a  public  garage  and 
wroom ;  that  this  new  proposal  does  not  affect  the  general 
fundings,  but  does,  however,  remove  the  open  grease  pits 
beautify  the  front;  and 

'HEREAS,  the  premises  and  surrounding  area  were  in- 
fed  by  a  committee  of  the  Board ;  and 
>  hereas,  the  Board  deemed  that  this  was  a  proper  case 

■  tiich  to  exercise  discretion  to  grant  under  sections  7c  and 
'*  the  zoning  resolution. 

(■solved  that  the  Board  of  Standards  and  Appeals  does 
wy  make  a  z-ariation  in  the  application  of  the  use  district 
ua  ions  of  the  zoning  resolution,  and  that  the  application 
,l  hereby  is  g routed  under  sections  7c  and  7i  thereof 
nding  resolution  adopted  for  December  7,  1926,  to  i>er- 
the  reconstruction  and  re-arrangement  of  the  portion  of 
premises  now  occupied  by  a  gasoline  service  station  in 
M,  fce  with  revised  plans  marked  “Received  April  16 
!  three  sheets,  on  condition  that  the  design  and  arrange- 
as  indicated  therein  shall  be  substantially  maintained; 

i»rLfUknuj-shai.  be  T'locatecl  not  nearer  than  10  ft.  to 
'  lf_e»  I'tulding  line :  of  Rockaway  boulevard;  that  curb 
snail  be  restricted  to  one  existing  curb  cut  20  ft.  in 

ifawaw  8^ith  StIieet  ,and  two  30  ft  in  width  each  from 

on  !l  al  T  eVard:,  tha!  the  gasoline  sellingT  arca  of  the 
"  11  be. paved  with  cement  or  tarvia  or  other  suit- 

ie  fntP?S  lmi>efrVo?UuS  paving;  tort  there  shall  be  erected 
>601100  of  8.ith  street  and  Rockaway  boulevard  a 

«°on?ri.h  ?,e"dm?  for  ?  Ilistan“  “f  nol  less  than 
h  miv  li  eet  I"1'  T  *han  12"  in  height  ami 

ted  n segn?cnta!  in  shape;  that  signs  shall  be  re¬ 
line  l,^eX1St,ng  SlgI?s  advertismg  the  agency  and  the 

front  of  the  nffi  Sha  !e  reSrn  uted  to  a  siSn  attached  to 
ie  illumint  e.d0ffi?e,,)0rtr ,°f  tbe  accessory  section  and 
ry  gf°b-S  °fvthe  pumps  deluding  all  tem- 

y  s  gns  and  roof  signs  but  permitting  the  erection  of  a 


post  within  the  building  line  near  the  intersection  of  the 
streets  for  supporting  a  sign  which  may  be  illuminated  ad¬ 
vertising  only  the  brand  of  gasoline  on  sale  but  permitting 
such  sign  to  be  illuminated  and  to  extend  beyond  the  build- 
mg  fine  for  a  distance  of  not  more  than  4  ft.;  that  there 
shall  be  no  door  openings  from  the  garage  portion  of  the 

piemis.es  t0  A^h  street>'  that  the  unbuilt  upon  portion  at  the 

real  a  ong  85th  street  shall  be  left  vacant  and  unused  and 
shall  have  a  fence  not  less  than  6  feet  in  height  of  the  chain 
link  type  with  anchored  steel  posts  along  all  lot  lines ;  that 
any  opening  to  85th  street  shall  be  protected  with  a  gate  of 
similar  construction;  that  the  repairing  within  the  premises 
shall  be  restricted  to  the  repairing  of  cars  sold  and  dealt  in 
by  the  agency  and  only  such  as  may  be  done  with  hand  tools ; 
uni  sidewalks  along  Rockaway  boulevard  and  85th  street 
shall  be  repaired  and  the  curb  restored  to  the  satisfaction  of 
the  borough  president ;  that  such  portable  firefighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
c  irect ,  that  the  cellar  shall  be  occupied  for  boiler  room  only 
with  access  thereto  from  the  exterior;  that  the  greasing 
equipment  may  be  of  the  pneumatic  lift  type  or  with  pits 
and  if  pits  are  installed  and  enclosure  doors  are  constructed, 
the  pits  shall  be  ventilated  by  means  of  a  duct  through  the 
roof  with  a  blower  fan  at  the  bottom  of  the  pit  connected 
o  such  ventilating  duct ;  that  the  walls  where  indicated  may 
be  removed;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of  this 
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748-27-BZ 

APPLICANT— John  J.  Tricarico,  for  Matteo  Guarino, 

SUBJECT— -Application  reopened  September  10  1946 _ 

Application  (decision  of  the  borough  superintend- 
en  )  under  sections  7 a  and  7i  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  exten- 
sion  of  existing  gasoline  service  station  (previ- 
DL,T7A,rT0^sJ.y  granted  by  the  Board). 

PREMISES  AFFECTED — 2965  86th  street  and  2526 
McDonald  avenue,  northwest  corner  (Block  7170, 

appearances-™811  o£  Brooklyn- 

For  Applicant:  John  J.  Tricario. 
bor  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
ArTinu  Housing  and  Buildings. 

THF  vhtf  £?AAI^ResoIution  amended. 

1HE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  tylurdock,  Commissioners 
Negative1-  ^  K  emert  and  DePuty  Chief  Gulnee  4 

THE  RESOLUTION  (748-27-BZ)— 

Whereas,  this  application  under  section  21  of  the  zonintr 
resolution  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  northwest  corner  of  86th  street  and  Gravesend 

DeTember°2nUlQ  °7f  Brookl.y”’  was  granted  by  the  Board  on 
uecember  20,  1927,  on  certain  conditions;  and 

nffimffiREAS’  fle  time  in  Vh,ich  t0  obtain  permits  and  com- 
plete  the  work  was  extended  on  December  4,  1928*  and 

hereas,  the  applicant  requested  reopening  of  this  aonli- 

fution  ^dC°nf  erati°n  H.nder  section  7c  of  thezoningTso- 

SL  i  ?  m  a  b USines^  use  district-  the  extension  of 
existing  gasoline  service  station,  to  include  auto  greasing 

streed  anc?’^  U6  Mr f?  laV?dry  a Acting  premises  2965  86th 

7170  lT  nt  ii)'6  RIcDo"alda^enue,  northwest  comer  (Block 
/I/U,  Lot  3/),  Borough  of  Brooklyn;  and 

\v  hereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  10,  1946,  subject  to  usual  procedure;  and 
K  VX,HE^EAS'. a  PHbhe  hearing;  was  held  on  this  application 

ing  A  infs  Ap-peal®>  at  its  regular  meet- 

g,  April  8,  1947,  after  due  notice  by  publication  in  the 
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Bulletin,  and  laid  over  to  April  29,  1947,  for  applicant  to 
file  revised  plans ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  86th  street  is  in  a  business  use,  D  area 
and  Class  1  height  district ;  McDonald  avenue  is  in  a  business 
use,  D  area  and  Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  15,  1946,  re  Alt.  Applic.  2687-46,  reads: 

“1.  The  extension  to  a  gasoline  service  station  in  a 
business  use  district  is  contrary  to  the  Zoning  Resolu¬ 
tion  Art.  II,  Sec.  4(a)  (46).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  172  ft.  Vs  in.  front  by  92  ft.  3  in.  in  depth  (irregu¬ 
lar),  on  which  is  located  a  building  56  ft.  front  by  20  ft. 

2  in.  deep,  one  story,  10  ft.  6  in.  in  height,  of  Class  3  con¬ 
struction  (irregular);  that  it  is  proposed  to  extend  the 
building  on  westerly  side  25  ft.  and  on  easterly,  side  14  ft. 

6  in.,  making  the  proposed  new  building  95  ft.  6  in.  front  by 
25  ft.  in  depth  (irregular)  one  story,  10  ft.  6  in.  in  height,  of 
Class  3  construction ;  that  the  two  existing  grease  pits  shall 
be  removed  and  one  relocated  by  erecting  the  proposed 
extension  over  the  space  now  occupied  by  grease  pits;  that 
it  is  proposed  to  use  this  newly  covered  portion  as  an  auto 
laundry  and  for  greasing  of  cars  and  trucks ;  and 

Whereas,  the  applicant  contends  that  due  to  the  develop¬ 
ment  of  immediate  vicinity  since  erection  of  orginal  gaso¬ 
line  station  in  1929  and  the  corresponding  increase  in  the 
number  of  vehicles  to  be  serviced,  it  has  become  extremely 
difficult  for  the  residents  of  the  neighborhood  to  have  their 
cars  serviced,  as  there  are  no  other  gas  stations  in  the 
immediate  area ;  that  the  applicant  feels  approval  of  this 
application  will  not  deteriorate  the  neighborhood  and  will 
be  of  great  benefit  to  the  residents ;  and 

Whereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  20,  1927  as 
amended  May  21,  1929  by  adding  thereto: 

“Granted  under  section  7c  to  permit  the  existing  gas 
station  as  permitted  by  the  Board  under  Cal.  748-27-BZ 
to  be  rearranged  and  reconstructed  substantially  as  indi¬ 
cated  on  revised  plans  marked  “Received  April  22,  1947, 
three  sheets,  on  condition  that  the  design  and  arrange¬ 
ment  as  indicated  thereon  shall  be  complied  with ;  that 
the  greasing  pits  shall  be  ventilated  by  means  of  a  duct 
to  the  bottom  of  the  pit  extending  through  the  roof  and 
with  a  fan  blower;  that  the  balance  of  the  premises 
where  not  occupied  by  accessory  buildings  shall  be  paved 
with  concrete  or  tarvia  or  other  reasonably  impervious 
material;  that  curb  cuts  shall  be  restricted  to  two  curb 
to  86th  street  not  exceeding  32  ft.  in  width  each;  that 
no  curb  out  shall  be  constructed  on  McDonald  avenue ; 
that  the  pumps  shall  be  removed  for  a  distance  of  not 
less  than  10  ft.  from  the  street  building  line;  that  the 
gasoline  storage  tanks  shall  not  exceed  five  550  gallon 
tanks ;  that  signs  shall  be  restricted  to  a  permanent  sign 
attached  to  the  front  of  the  accessory  building  and  to 
the  illuminated  globes  of  the  pumps  excluding  all  roof 
signs  and  all  temporary  signs  but  permitting  the  con¬ 
struction  within  the  building  line  near  the  intersection  of 
a  post  standard  for  supporting  a  sign  which  may  be 
illuminated  advertising  only  the  brand  of  gasoline  on 
sale  and  permitting  such  sign  to  extend  beyond  the  build¬ 
ing  line  for  a  distance  of  not  more  than  4  ft. ;  that  no 
repairing  shall  be  carried  on  on  the  premises  and  no 
parking  of  cars  other  than  those  being  serviced;  that 
such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  that  the  existing 
cellar  shall  not  be  increased ;  that  walls  shall  be  con¬ 
structed  to  separate  the  portion  of  the  cellar  from  the 
proposed  greasing  pits ;  that  access  to  such  cellar  shall 
be  from  the  exterior  as  indicated;  that  in  all  other  re¬ 
spects  the  resolution  adopted  by  the  Board  under  date  of 
May  21,  1929  shall  be  complied  with  except  that  the 
concrete  curbing  on  the  building  line  as  therein  required 


need  not  be  installed ;  that  all  permits  shall  be  obtain 
and  all  work  completed  within  one  (1)  year  from  t 
date  of  this  resolution.” 


550-45-BZ 

APPLICANT — Samuel  Rosenblum  for  Royal  Syndic 
Inc.,  owner. 

SUBJECT — Application  reopened  March  1 1-,  1947 — Apf 
cation  (decision  of  the  borough  superintender 
under  section  7e  of  the  zoning  resolution,  to  pen 
in  a  residence  use  district,  the  change  in  occupar 
on  1st  and  2nd  floors  to  showroom  and  manufaett 
ing  from  bakery  and  factory  (previously  granted 
the  Board). 

PREMISES  AFFECTED— 248-252  West  18th  street,  sen 
side,  100  ft.  east  of  8th  avenue  (Block  767,  Lot  61 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t. 

Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioner: 

Blum  and  Kleinert  and  Deputy  Chief  Guinei 
Negative:  . i 


THE  RESOLUTION  (550-45-BZ) 

Whereas,  this  application  under  section  7e  of  the  zon 
resolution,  to  permit  in  a  residence  use  district,  the  chai 
of  occupancy  from  a  stable  for  more  than  five  horses, 
manufacturing  and  bakery :  affecting  premises  248-252  W 
18th  street,  south  side,  100  ft.  east  of  8th  avenue  (Block  7 
Lot  68),  Borough  of  Manhattan,  was  granted  by  the  Bo: 
on  October  16,  1945,  under  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap; 
cation  and  an  amendment  of  the  resolution ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
March  11,  1947,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeti 
April  29,  1947,  after  due  notice  by  publication  in  the  Bullet 

and  ... 

Whereas,  the  district  maps  accompanying  the  zoning  re 
lution  show  that  West  18th  street  is  in  a  retail  use,  B  a 
and  Class  1*4  height  district;  8th  avenue  is  in  a  retail  i 
B  area  and  Class  1J4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintend' 
dated  March  20,  1947,  re  amendment  to  Alt.  Applic.  1158 

reads *  * 

“This  amendment  is  disapproved  with  the  follow 


objection: 

The  proposed  change  of  use  of  1st,  and  2nd  floor: 
contrary  to  Res.  Cal.  No.  550-45-BZ  and  Sec.  3,  Art 
TT  7 oninof  onrl  cVimiM  hr  rpfprrpd  hack  to  B.  S.  & 


Whereas,  the  applicant  states  that  the  premises  consist 
a  plot  78  ft.  front  by  92  ft.  in  depth,  on  which  is  locate; 
building  75  ft.  8  in.  front  by  90  ft.  8  in.  in  depth,  five  stor 
72  ft.  in  height,  previously  used  as  a  stable  for  more  t 
five  horses,  presently  vacant ;  that  it  is  proposed  to  cna; 
the  use  recently  granted  by  the  Board  for  the  1  st  and 
stories  for  showroom  and  manufacturing  in  lieu  of  bakt 
that  the  cellar  will  be  used  for  storage;  and 

Whereas,  the  applicant  contends  that  as  result  oi 
omission  of  the  bakery,  it  will  not  be  necessary  to  pro' 
accommodation  on  the  1st  floor  for  five  motor  vehicles 
will  there  be  a  possibility  of  any  loading  or  unloading  out 

the  building.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  < 
hereby  amend  the  resolution  of  October  16,  1945  by  am 


thereto:  .  .  .. 

“Granted  under  section  7e  to  permit,  in  lieu 
bakery  occupancy  permitted  under  the  resolution 
by  the  Board  October  16,  1945,  the  occupancy 


of 

ado] 

of 
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:  building  substantially  as  proposed  and  as  indicated  on 
revised  plans  marked  ‘Received  April  8,  1947,’  five  sheets, 
and  as  passed  upon  by  the. borough  superintendent  under 
amendment  to  Alt.  1158-45  under  date  of  March  20, 
1947,  on  condition  that  the  concern  who  has  leased  the 
entire  building,  namely  Firmenich  &  Co.,  shall  occupy 
the  top  three  floors  for  their  business  of  storage,  light 
factory  work  and  office  in  connection  with  the  handling 
;  of  perfumery  products;  that  the  street  or  first  floor  shall 
t>e  occupied  for  showroom  purposes  only ;  that  the  second 
floor  may  be  occupied  for  light  manufacturing  provided 
there  is  no  heavy  machinery  employed  and  there  is  no 
hazardous  use;  that  the  reconstruction  of  the  building 
shall  be  carried  out  substantially  as  indicated  on  the  plans 
marked  ‘Received  April  8,  1947’;  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  including  the  zoning 
resolution  except  as  herein  modified ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  amended  resolution;  that 
the  term  of  this  variance  may  be  for  a  term  of  ten 
(10)  years  from  the  date  of  this  amended  resolution.” 


1-46-BZ 

iPLICANT — William  S.  Worrall,  Jr.,  for  Cord  Meyer 
Development  Co.,  owner  (Seminole  Garage,  lessee). 
BJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  E  area  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  and  the  erection  of  a  business  build¬ 
ing  within  ten  feet  of  the  building  line. 

EMISES  AFFECTED— 73-07  to  73-19  112th  street,  72- 
76  to  72-90  113th  street,  and  112-01  to  112-31  75th 
avenue,  north  side,  from  112th  to  113th  streets 
(Block  2252,  part  of  Lot  2),  Forest  Hills,  Borough 
of  Queens. 

PEARANCES— 

For  Applicant :  William  S.  Worral,  Jr. 

For  Opposition :  Joseph  Levitt,  Adeline  G.  Keeley, 
N.  Reinhardt  and  Nicholas  Reinhardt. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

HON  OF  BOARD — Application  granted  on  condition. 
E  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

\l  RESOLUTION  (962-46-BZ) 
hereas,  William  S.  Worrall,  Jr.,  for  Cord  Meyer 
c-lopment  Company,  owner,  Seminole  Garage,  lessee,  filed 
i  mber  6,  1946,  an  application  under  sections  7h  and  21  of 
zoning  resolution,  to  permit  in  a  residence  use,  E  area 
ict,  the  parking  and  storage  of  more  than  five  (5) 

1  >r  vehicles  and  the  erection  of  a  business  building  within 
'•(10)  ft.  of  the  building  line,  affecting  premises  73-07  to 
}  112th  street;  72-76  to  72-90  113th  street  and  112-01  to 
31  75th  avenue,  north  side  from  112th  to  113th  street 
■ck  2252,  Part  of  Lot  2),  Forest  Hills,  Borough  of 
1  'ns ;  and 

hereas,  a  public  hearing  was  held  on  this  application 
ie  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
;  April  29,  1947,  after  due  notice  by  publication  in  the 
•  -tin ;  and 

hereas,  the  district  maps  accompanying  the  zoning 
•ution  show  that  112th  street  is  in  residence  and  busi- 
'  use,  E  area  and  Class  1  height  districts;  113th  street 
a  residence  use  E  area  and  Class  and  height 
;ict;  75th  avenue  is  in  a  residence  use,  E  area  and  Class 
(-nd  height  district;  and 

hereas,  the  decision  of  the  borough  superintendent 
'I  November  12,  1946,  re  N.B.  Applic.  9583-46,  reads: 


“1.  1  he  parking  and  storage  of  more  than  five  motor 

vehicles  on  a  plot  located  in  a  residence  zone  is  con¬ 
trary  to  Article  2,  Sec.  3  of  the  zoning  law. 

3.  The  erection  of  any  part  of  a  building  within  10 
ft.  of  a  building  line,  on  a  plot  located  in  an  E  zone, 
is  contrary  to  Sec.  15  d  of  the  zoning  law.” 
and  * 

W  hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  320  ft.  frontage  by  130  ft.  in  depth,  presently  vacant; 
that  it  is  proposed  to  erect  a  shelter  and  office- 9.5  ft.  front 
by  12.5  ft.  in  depth,  one  story,  8  ft.  in  height  of  Class  4 
construction ;  that  the  plot  will  be  enclosed ;  and 
Whereas,  the  applicant  contends  that  if  this  application  is 
granted  under  section  7h  of  the  zoning  resolution  for  a 
temporary  period  of  two  years,  it  is  proposed  to  grade  the 
lot  to  surrounding  streets  and  surface  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled  and 
treated  with  an  asphalt  binder  to  render  a  reasonably  im¬ 
pervious  surface  and  to  provide  surface  drainage;  that  on 
the  interior  and  street  lot  lines  a  substantial  woven  wire 
fence  of  the  chain  link  type  with  steel  anchor  posts  not 
less  than  5  ft.  in  height  will  be  erected;  that  an  office  shelter, 
4  ft.  from  building  line  on  75th  avenue,  will  be  erected; 
that  there  will  be  a  sign  not  over  15  sq.  ft.  on  fence  at 
entrance  advertising  parking  lot  and  rates  and  electric  lights 
on  pipe  standards ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7h  of 
the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years,  to  permit  the  premises  as  indicated 
on  plans  filed  with  this  application  marked  “Received  April  2, 
1947,”  three  sheets,  being  part  of  lot  2,  to  be  occupied  for 
the  parking  and  storage  of  motor  vehicles,  on  condition  that 
the  motor  vehicles  shall  be  solely  of  the  pleasure  car  type; 
that  the  premises  shall  be  leveled  as  proposed  substantially 
to  the  grade  of  surrounding  streets  and  shall  be  surfaced 
with  clean  gravel,  steam  cinders  or  other  suitable  material 
properly  rolled  and  treated  with  an  asphalt  binder;  that  on 
all  sides  of  the  premises  there  shall  be  erected  a  woven  wire 
fence  of  the  chain  link  type  with  anchored  steel  posts  not 
less  than  6  ft.  in  height  with  no  openings  therein  except  one 
from  75th  avenue  near  112th  street  as  shown  not  exceeding 
15  ft.  in  width  with  a  curb  cut  opposite  not  exceeding  18  ft. 
in  width;  that  such  fence  shall  be  set  back  along  112th  street 
a  distance  of  4  ft.  and  hedge  planting  shall  be  maintained  on 
the  street  side  of  the  fence  as  proposed ;  that  during  the  term 
of  this  variance  the  premises  shall  be  occupied  for  no  other 
use  and  no  building  shall  be  erected  thereon  except  a  con¬ 
crete  block  building  of  class  3  construction  near  the  entrance 
not  exceeding  125  sq.  ft.  in  area  and  not  over  over  story 
in  height,  to  be  occupied  solely  as  a  shelter  and  office  for 
the  attendant;  that  no  signs  shall  be  erected  except  that 
there  may  be  one  sign  attached  to  the  fence  near  the  entrance 
advertising  the  parking  and  storage  use  and  the  rates 
charged  provided  such  sign  does  not  extend  beyond  the 
building  line  and  is  not  illuminated  and  does  not  exceed  15 
sq.  ft.  in  area;  that  aisles  shall  be  maintained  as  proposed; 
that  suitable  bumpers  shall  be  installed  near  the  fence  so 
located  as  to  prevent  damage  thereto;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  any  lighting  for  general  illumi¬ 
nation  proposed  shall  be  maintained  on  steel  standards  with 
lights  having  reflectors  pointing  downwardly  so  as  not  to 
reflect  off  the  premises ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 


6-47-BZ 

APPLICANT — Koch  and  Wagner,  for  M.  H.  Renken  Dairy 
Co.,  owner. 
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SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district,  the 
increase  in  area  at  second  floor,  using  more  than  the 
area  permitted. 

PREMISES  AFFECTED— 205-10  to  205-26  Jamaica  ave¬ 
nue,  southeast  corner  of  Francis  Lewis  (Cross 
Island)  boulevard  (Block  10834,  Lots  31  and  33), 
Hollis,  Borough  of  Queens. 

AT  PEAFol-NAppHcant:  Charles  C.  Wagner  and  Harry  L. 
Yakel. 

For  Opposition:  Robert  E.  O’Farrell,  A.  S.  Rand 

and  W.  J.  Huber.  ,.  r 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee. .  4 
Negative :  . 


to  permit  the  construction  of  the  second  story  portii 
of  the  premises  as  proposed  and  as  indicated  on  plai 
filed  with  this  application  marked  "Received  January  6,  194/ 
five  sheets,  on  condition  that  the  building  shall  not  be  i 
creased  further  in  height ;  that  the  existing  portion  of  t 
building  now  used  as  stable  shall  be  discontinued  for  sui 
use;  that  substantially  all  of  the  private  automobiles  of  t 
drivers  shall  be  accommodated  within  the  building  while  th 
are  on  their  routes ;  that  the  building  shall  be  occupied  on 
as  a  non-storage  garage  and  for  the  purposes  proposed;  tli 
such  portable  fire-fighting  appliances  shall  be  maintained 
the  fire  commissioner  shall  direct ;  that  in  all  other  respec 
the  building  and  occupancy  shall  comply  with  all  laws  rul 
and  regulations  applicable  thereto;  that  all  permits  shall 
obtained  and  all  work  completed  within  one  (1)  year  fre 
the  date  of  this  resolution. 


THE  RESOLUTION  (6-47-BZ) 

Whereas,  Koch  and  Wagner  for  M.  H,  Renken  Dair> 
Company,  owner,  filed  January  6,  1947,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  an  unre¬ 
stricted  use,  C  area  district,  the  increase  in  area  at  second 
floor,  using  more  than  the  area  permitted,  affecting  premises 
205-10  to  205-26  Jamaica  avenue,  southeast  corner  ot  hrancis 
Lewis  (Cross  Island)  Boulevard  (Block  10834,  Lots  31  and 

33),  Hollis,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  29,  1947,  after  due  notice  by  publication  in  the 

Bulletin;  and  .  • 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Jamaica  avenue  is  in  business  and  unre¬ 
stricted  use,  C  area  and  Class  1  height  districts ;  Francis 
Lewis  boulevard  is  in  an  unrestricted  use,  C  area  and  Llass  i 

height  district;  and  •  .  ,  ^  a 

Whereas,  the  decision  of  the  borough  superintendent,  dated 

December  27,  1946,  re  Alt.  Applic.  3020-46,  reads. 

“1.  Proposed  increase  in  area  at  second  floor  as  shown 
on  plans  is  contrary  to  §13-b  of  zoning  resolution.  Pietn- 
ises  is  located  in  an  unrestricted  C  district. 

^Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  180  ft.  frontage  by  116  ft.  9  in.  in  depth,  on  which 
is  located  a  building  180  ft.  front  by  116  ft  9  in.  in  depth, 
irregular,  one  and  two  stories,  18  ft.  and  30  ft.  in  height, 
of  Class  1  and  3  construction,  presently  used  as  a  stable, 
garage,  loading  room,  store,  office  and  driver  s  room ;  that  it 
is  proposed  to  add  an  additional  story,  140  ft.  front  by  89  ft. 
iy2  in.  deep,  over  the  existing  one  story  loading  room  and 
garage,  each  of  existing  two  story  buildings,  and  over  the 
existing  one  story  garage  (S.E.  Corner  Jamaica  avenue  and 
205  place)  40  ft.  by  73  ft.  3  in. ;  that  this  new  second  floor 
will  be  used  as  a  garage  and  will  have  a  ramp  connecting 

them,  and  .  ,  ,  ,  . 

Whereas,  the  applicant  contends  that  due  to  the  increasing 
demands  of  owner’s  service  to  the  public,  it  is  necessary  to 
provide  additional  facilities  for  garaging  more  milk  delivery 
vehicles,  and  a  variation  is  sought  to  allow  construction  oi 
proposed  second  floor  addition  of  same  area  as  now  existing 

on  1st  floor,  namely  99.3%  and  ,  , 

Whereas,  the  premises  and  surrounding  area  have  been 

inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
requirements  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  he  and  it  hereby  is  granted  under  section  21  thereof, 


21-47-BZ 


APPLICANT— Edgar  J.  Moeller,  for  Trustee  of  Columl 
University,  in  the  City  of  New  York,  owner. 

SUBJECT — Application  (decision  of  the  borough  super 
tendent )  under  section  7f  of  the  zoning  resolute 
to  permit  in  a  business  use  district,  the  extensi 
and  rebuilding  of  an  existing  gasoline  service  s 
tion  and  the  parking  of  more  than  five  (o)  mo 
vehicles,  for  a  term  of  years. 

PREMISES  AFFECTED— 1900-1910  Broadway,  o3  W 
63rd  street,  northeast  corner  and  60  west  64th  str 
(Block  1116,  Lots  11  and  53),  Borough  of  M: 
hattan. 

APPEARANCES—  T  w  „  .  ... 

For  Applicant:  Edgar  J.  Moeller  and  Wm.  Bid 
For  Opposition:  Harold  Klorfein,  Park  De 
David  Neuwirth,  John  T.  Finn,  Jr.,  and  Jul 
Perler. 

For  Administration :  Samuel  L.  Becker,  Dep  t 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  . . : •  \ — 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Kleinert  and  Deputy  Chief  Guinc 


THE  RESOLUTION  (21-47-BZ) 

Whereas,  Edgar  J.  Moeller,  for  Trustees  of  Colun 
University  in  the  City  of  New  York,  owner,  filed  Jam 
8,  1947,  an  application  under  section  7f  of  the  zoning  rest 
ti’on,  to  permit  in  a  business  use  district  the  extension 
rebuilding  of  an  existing  gasoline  service  station  and 
parking  of  more  than  five  (5)  motor  vehicles,  affecting  pr 
ises  1900  to  1910  Broadway  and  53  West  63rd  street,  no 
east  corner  and  60  West  64th  street  (Block  1116,  lots 

53),  Borough  of  Manhattan  ;  and  .  .  1 

Whereas,  a  public  hearing  was  held  on  this  apphcatioi 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
April  29,  1947,  after  due  notice  by  publication  in  the  Bulle 
and 

Whereas,  the  district  maps  accompanying  the  zoning  r 
lution  show  that  Broadway  is  in  a  business  use,  B  area 
Class  2  height  district;  West  63rd  street  is  in  a  business 
B  area,  Class  1J4  and  2  height  district;  West  64th  stre< 
in  residence  and  business  use,  B  area  and  Class  I/2  ai 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superinten 
dated  January  6,  1947,  re  Alt.  Applic.  2600-46,  reads: 
“2.  Extension  of  a  non-com  forming  use  (parkin, 
more  than  5  motor  vehicles,  gasoline  service  and  oil 
ing  station)  is  not  permitted  in  a  Business  Use  Djs1 
Article  II  para.  4  (a),  (15),  (46)  of  Zoning  Resolu 
Note:  Extension  of  use  from  lot  53  to  lot  11. 

and 

Whereas,  the  applicant  states  that  the  premises  consi: 
a  plot  144  ft.  front  by  10  ft.  in  depth  (irregular)  on  v, 
is  located,  on  lot  53,  an  existing  gasoline  station  and  acces 
building  which  are  to  be  removed;  that  lot  11  has  a  one 
two-story  building  used  as  an  auto  showroom,  storage,  < 
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ml  factory ,  that  it  is  proposed  to  demolish  this  building  also 
>nd  to  erect  a  new  gasoline  station  on  lot  11  and  an  accessory 
•uilding  llo  It.  front  by  110  ft.  in  depth  (irregular)  one  and 
wo  stories,  20  teet  in  height,  of  Class  3  construction;  that 
11  *  l>ro|Kised  to  use  lot  53  for  the  parking  area ;  and 
\\  h kkeas,  the  applicant  contends  that  except  for  the  Hotel 
.mpire  and  the  adjoining  motion  picture  theatre  on  the  block 
ounded  by  Broadway,  Columbus  Avenue,  62nd  and  63rd 
treets,  the  general  use  of  the  buildings  abutting  this  prop- 
rty  (as  shown  on  the  plot  diagram)  both  on  Broadway  and 
le  side  streets  within  100  ft.  to  200  ft.  of  Broadway  is  for 
utomohile  showrooms,  service  stations,  garages,  warehouse 
nd  storage,  and  manufacturing;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
isj>ected  by  a  committee  of  the  Board ;  and 
Whf.ri-.as,  the  Board  deemed  that  there  was  no  justifica- 
or?  ,or  ll?e  e-^rc'se,  of  discretion  to  grant  a  zoning  variance 
nder  section  7f  ot  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
,i‘ed  January  6,  1947  on  Alt.  Applic.  2600-46  be  and  it  hereby 
affirmed  and  the  application  be  and  it  hereby  is  denied. 

1-47-BZ 

PPLI CANT— William  Hyman,  for  Van  Wyck  Develop¬ 
ment  Corp.,  owner. 

LBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution 

r<^'J>ermi£  *na  res*dence  use.  F  area  district,  two 
(2)  one  family  dwellings  without  the  required  side 
yards. 

REMISES  AFFECTED— 133-14  and  133-16  140th  street, 
west  side,  a0.a3  ft.  north  of  134th  avenue,  and  north- 
S/°Trner,?l14£th  street  and  134th  avenue  (Block 
PPEARANCES— 52  ’  °ZOne  Park’  Borough  of  Queens. 

For  Applicant:  William  Hyman. 

For  Opposition :  Helen  M.  Vath,  Elizabeth  Murray 
George  Meserole,  Mona  Eweechedy,  Mrs.  John 
Donovan,  Stanley  F.  Lambis,  Clara  Gagliarde 
and  Elmira  Wallace. 

For  Administration:  Samuel  L.  Becker,  Dep’t.  of 
.  Housing  and  Buildings. 

xX1 BOARD — Application  granted  on  condition. 

rifc.  VO  1  E — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

HE  RESOLUTION  (34-47-BZ) 

Whereas,  V  illiam  Hyman  for  Van  Wyck  Development 
•■rporation,  owner,  filed  January  14,  1947,  an  application 
icier  section  21  of  the  zoning  resolution,  to  permit  in  a 
i-idence  use,  F  area  district,  two  (2)  one  family  dwellings 
'thout  the  required  side  yards,  affecting  premises  133-14  and 
4-16  140th  street,  west  side,  50.53  ft.  north  of  134th  avenue 
northwest  corner  of  140th  street,  and  134th  avenue  (Block 
)H4,  Lot  152),  Ozone  Park,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
t  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
ril  29,  1947,  after  due  notice  by  publication  in  the  Bulletin ; 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
:l0n  show  that  140th  street  is  in  a  residence  use,  F  area  and 
iss  1  height  district;  134th  avenue  is  in  a  residence  use, 
irea  and  Class  1  height  district ;  and 
Vhf.reas,  the  decision  of  the  borough  superintendent, 
ed  January  10,  1947,  re  Alt.  Applic.  2872-46,  reads: 

“1.  Contrary  to  Art.  IV,  Sec.  16  ‘b’.  In  an  F  district 
on  both  sides  of  every  dwelling  there  shall  be  a  side  yard 
along  the  side  lot  line  for  the  full  depth  of  the  lot  or 
hack  to  the  rear  yard.” 
tl 

\  hereas,  the  applicant  states  that  the  premises  consist  of 
oc  50-53  ft.  and  38.58  ft.  frontage  by  96  ft.  (irregular) 

1  95  ft.  in  depth,  on  which  are  two  dwellings,  each  18  ft. 
nt  by  44  ft.  in  depth,  2  stories,  20  ft.  in  height,  of  Class  4 
struction,  to  be  used  as  one  family  dwellings ;  and 


Whereas  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the  grounds 
ot  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  area  district  requirements  of 
the  zoning  resolution  and  that  the  application  be  and  it  hereby 
is  granted  under  section  21  thereof,  to  permit  the  omission  of 
SKie  yard  as  proposed,  on  condition  that  the  vacant  space 
between  the  buildings  to  the  north  and  south  as  well  as  the 
rear  yard  shall  be  maintained  as  indicated  on  plans  filed  with 
this  application,  marked  “Received  January  14,  1947”  as  to 

?iin!r7»  an,d  fIevation  and  ljIans  marked  “Received  March 
sheets)  as  to  floor  plans  and  survey,  showing 
dimensions  of  front  and  side  and  shall  not  be  reduced;  that 
in  all  other  respects  the  buildings  shall  comply  with  all  laws, 
lines  and  regulations  applicable  thereto,  including  the  zoning 
resolution,  except  as  herein  varied  ;  that  the  buildings  shall  not 
lie  increased  in  height  or  area  and  no  other  buildings  shall  be 
erected  on  the  lots  on  which  these  buildings  are  placed,  except 
an  accessory  garage  for  the  use  of  the  residents;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  two  (2)  months  from  the  date  of  this  resolution. 


187-47-BZ  , 

APPLICANT — Joseph  Mathieu,  for  Church  of  Sts.  Simon 
and  Jude  (Rev.  Raymond  J.  Costello,  Pastor), 
owner. 

SUBJECT  Aplication  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  D  area 
district,  the  erection  and  maintenance  of  an  exten¬ 
sion  to  existing  school  building,  for  additional 
classes  and  an  auditorium,  without  the  required  rear 
yard. 

PREMISES  AFFECTED — 284-308  Avenue  T,  south  side, 
from  Lake  street  to  Van  Sicklen  street  (Block  7102, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Mathieu  and  Robert  W. 
Schirmer. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . .  q 

THE  RESOLUTION  (187-47-BZ) 

Whereas,  Joseph  Mathieu,  for  Church  of  Sts.  Simon  and 
Jude  (Rev.  Raymond  J.  Costello,  Pastor),  owner,  filed 
March  3,  1947  an  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use,  D  area 
district,  the  erection  and  maintenance  of  an  extension  to  ex¬ 
isting  school  building  for  additional  classes  and  an  audi¬ 
torium  without  the  required  rear  yard;  premises  284-308 
Avenue  T,  south  side,  from  Lake  street  to  Van  Sicklen  street 
(Block  7102,  lot  1),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  29,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

\\  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Avenue  T  is  in  a  business  use,  D  area  and 
class  1  height  district;  Lake  street  and  Van  Sicklen  street  are 
in  residence  and  business  use,  D  area  and  class  1  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  24,  1947  on  Alt.  Applic.  5179-46  reads: 

“1.  A  rear  yard  is  required  by  the  Zoning  Res.  Art. 
IV,  Sect.  17  where  the  lot  abuts  tbe  residence  use  dis¬ 
trict.” 

and 


497 


MINUTES 


Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  206  ft.  4 Ya,  in.  frontage  by  140  ft.  6  in.  in  depth,  irregu¬ 
lar,  on  which  is  located  a  building  151  ft.  front  by  80  ft.  11  in. 
in  depth,  irregular,  presently  used  as  a  school  and  convent, 
two  stories  and  basement,  39  ft.  6  in.  in  height,  of  class  1 
construction;  that  it  is  proposed  to  erect  a  building  42  ft. 
front  by  120  ft.  in  depth,  one  and  two  stories  and  basement, 

39  ft.  6  in.  in  height,  of  class  1  construction ;  that  there  will 
be  a  one  story  foyer  facing  Avenue  T,  10  ft.  in  depth  and 
41  ft.  front;  that  there  will  be  a  one  story  extension  in  the 
rear  of  proposed  building  and  to  the  west  29  ft.  by  10  ft. ; 
that  it  is  also  proposed  to  add  a  one  story  extension  17  ft. 
by  14  ft.  6  in.  to  the  existing  convent ;  and  _ 

Whereas,  the  applicant  contends  that  when  the  existing 
school  was  built  it  adequately  took  care  of  the  school’s  need 
for  the  parish  but  with  the  ever  increasing  population  in  this 
particular  section  of  the  city,  the  school  is  in  great  need  of 
classroom  expansion ;  that  there  is  not  an  adequate  sized 
room  for  a  student  assembly  or  for  student  recreational  ac¬ 
tivities  and  there  is  a  dire  need  for  a  place  in  which  to  con¬ 
duct  the  social  activities  of  the  church  membership  and 
therefore  it  is  imperative  that  all  reasonably  available,  unoc¬ 
cupied  space  be  utilized  for  this  expansion;  that  it  is  pro¬ 
posed  to  erect  a  new  assembly  hall,  the  first  floor  of  which 
will  also  serve  as  a  recreation  center,  while  on  the  second 
floor,  four  additional  class  rooms  with  toilet  facilities  will 
be  added  to  the  school ;  that  this  building  is  to  be  built  into 
the  east  end  of  the  existing  school  with  direct  contact  on  1st 
and  2nd  floors,  thereby  making  this  addition  an  integral  part 
of  the  whole  structure;  that  a  rear  yard,  25  feet  deep  is  re¬ 
quired  in  this  case  according  to  Article  IV,  but  the  applicant 
is  also  permitted  to  reduce  this  depth  to  15  ft.  provided  it 
substitutes  one  foot  of  depth  of  unoccupied  space  across  the 
whole  width  of  the  front  of  the  lot  at  the  curb  of  the  build¬ 
ing;  that  this  substitution  has  been  applied  in  this  case  as 
indicated  on  plan  where  the  10  ft.  minimum  (mean)  setback 
is  indicated ;  that  it  is  requested  that  a  variation  be  granted 
to  permit  the  reduction  of  the  depth  of  the  rear  yard  to  6  ft. ; 
that  the  north  wall  of  the  adjacent  hohse  on  Lake  street 
directly  on  the  south  property  line  is  completely  devoid  of 
openings  of  any  kind;  that  the  south  wall  of  the  proposed 
auditorium  is  also  devoid  of  openings  with  the  exception  of 
the  window  sill  of  the  second  story  classroom  which  will  be 
approximately  on  the  same  level  with  the  roof  of  said  ad¬ 
jacent  house;  that  this  condition  should  preclude  any  inter¬ 
ference  or  inconvenience  to  either  property  owner ;  that  the 
6  ft.  setback  from  the  property  line  would  afford  adequate 
circulation  for  the  school  as  such ;  as  to  the  possible  question 
of  block  ventilation  at  the  rear  and  beyond  the  property,  in 
question  to  the  south,  it  is  contended  that  the  existing  brick 
houses  on  Lake  street  are  the  attached  type  in  a  row  and 
those  on  the  Van  Sicklen  street  side  of  the  block  are  mostly 
single,  unattached  houses;  that  this  condition  together  with 
a  considerable  free  space  across  the  rear  of  the  property 
in  question,  would  indicate  that  the  intent  of  the  zoning  reso¬ 
lution  concerning  block  ventilation  is  not  being  violated ; 
that  the  proposed  structure  as  planned  is  none  too  large  for 
its  use  and  there  is  barely  room  on  the  2nd  floor  ,  for  the 
classrooms  and  to  be  obliged  to  reduce  the  building  in  depth 
would  actually  defeat  its  intended  purpose,  not  only  for  the 
classroom  activities  but  also  the  auditorium  occupancy ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  area  district  requirements  of 
the  zoning  resolution  and  that  the  application  be  and  it  hereby 
is  granted  under  section  21  thereof,  to  permit  an  adjustment 
of  the  rear  yard  requirements,  on  condition  that  the  rear  yard 
within  the  residence  district  to  the  south  of  the  proposed 
building  to  face  Lake  street  shall  be  not  less  than  6  feet  in 
width,  as  shown,  and  the  front  yard  facing  on  Avenue  T  at 
the  corner  of  Lake  street,  shall  he  not  less  than  10  feet  in 
average  depth ;  that  the  balance  of  the  rear  yard  space  now 
unbuilt  upon  within  the  residence  use  district  shall  remain 
open  as  proposed ;  that  in  all  other  respects  the  building  and 


occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  that  all  permits  required  shall  b< 
obtained  and  all  work  com;  leted  within  one  year  from  th< 
date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

998-46-A 

APPLICANT— William  S.  Worrall,  Jr.,  for  Cord  Meyei 
Development  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED— 73-07  to  73-19  112th  street,  72 
76  to  72-90  113th  street  and  112-01  to  112-31  75tl 
avenue,  north  side,  from  112th  to  113th  street 
(Block  2252,  part  of  Lot  2),  Forest  Hills,  Borougl 
of  Queens. 

APPEARANCES— 

For  Applicant:  William  S.  Worrall,  Jr. 

For  Administration :  Samuel  L.  Becker,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply,  i 
view  of  variance  granted  under  Cal.  962-46-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 


256-47-A 

APPLICANT— The  F.  and  M.  Schaefer  Brewing  Cc 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  tl 
fire  commissioner. 

PREMISES  AFFECTED — 456  Kent  avenue  (rear),  we 
side,  560  ft.  south  of  South  8th  street  (1st  floor) 
(Bldgs.  C  and  E)  ;  (Block  2143,  Lot  1),  Borough  c 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Eugene  R.  Sullivan  and  Fri 
Ophuls.  >  ''fly I 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep 
ACTION  OF  BOARD— Laid  over  to  May  13,  1947 
10  a.  m.  for  further  consideration. 


260-47-A 

APPLICANT— Arthur  F.  Winter,  for  195  Broadway  Cor 
owner  (F.  W.  Woolworth  Co.,  lessee). 
SUBJECT — Appeal  from  an  order  of  the  fire  comm: 
sioner. 

PREMISES  AFFECTED— 45-51  Church  street,  east  sit 
from  Fulton  street  to  Dey  street,  176-184  Fulfc, 
street  and  20-24  Dey  street  (Block  80,  Lot  4),  Be 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None.  #  4 

For  Administration:  Edwin  A.  Meyer,  Fire  Dei 
ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at 
A.M.  at  written  request  of  application. 


262-47-A 

APPLICANT — Antonio  Giordano,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  < 
commissioner. 

PREMISES  AFFECTED— 935  Courtlandt  avenue,  w 
side,  250  ft.  north  of  East  162nd  street  (Bit 
2409,  Lots  92  and  93),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Charles  A.  Nesi.  _ 

For  Administration :  Edwin  A.  Meyer,  Fire  De 
ACTION  OF  BOARD— Laid  over  to  May  13,  1947.  at 
A.M.  for  inspection  by  a  Committee  of  the  Bo; 
and  decision. 
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)3-47-A 

PPL1  CANT— Charles  M.  Spindler,  for  220  India  Street 
Kealty  Co  Inc  owner  (Monitor  Electric  Construc- 
tion  Co.,  Inc.,  lessee). 

UBJEC/1  —  Appeal  from  a  decision  re  an  order  o'f  the 
nrc  commissioner. 

REMISES  AhhECTED — 220  India  street,  south  side,  225 
ft.  east  of  Oakland  street  (Block  2542,  Lot  16), 
Borough  of  Brooklyn. 

PPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

fTlONnw  IfrlSn*"? :  •  A-  Meyer,  Fire  Dep’t. 

CTION  OI  BOARD— Laid  over  to  May  6,  1947  at  10 

A.M  for  inspection  by  a  Committee  of  the  Board 
and  decision. 


PPLIANCES  AND  MATERIALS  SUBMITTED  FOR 
_  A  APPROVAL. 

26-39-SA 

' JB IECTN A  Tokheim  Oil  Tank  and  Pump  Co.,  owner. 
JiSJEL.!— Application  reopened  March  4,  1947  re  Tok- 
Dispensing  Pumps,  Models  39-L-HR 

.’pearances^™’  apprOTal  of- 

I1  or  Applicant :  A.  P.  Laosanslcv 
f10  wit?Ff]B0AR?~fReS°luti°n  amended  in  accordance 

:iE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative1-  ^  K  einert  and  DePuty  Chief  Guinee  4 

ME  RESOLUTION  (1326-39-SA) 

id  O^ber^f^Q011  Tank, and  P”mP  Company,  owner, 
'n J  a’  ,9  ran  aPPIlcation  with  the  Board  of 
J?TSlT-  A?fas,  for  approval  of  the  appliance  known 
the  Tokheim  Model  39-HR  Computer  Pump  with  Hose 

:laReeL0andeim  39'DP-HR  Clock  Dial  Pump  with 

mQa?PlianCe7aS  approved  by  the  Board  on 
TOt  Ln  lu39,  m  accordance  with  report  of  Committee 

,  Deceit  3ei,rf946U"a°„ndamC"ded  °n  DeCember  16’  ,941' 
.heEStle;aPPdiCa,,t  req“eSted  3  £ur",er 

WaS  re°Pened  by  V°te  °f  'be  Board 
-  hereas,  the  report  of  a  Committee  on  Test  reads : 
REPORT  OF  COMMITTEE  ON  TEST. 

Cal.  #  1326-39-SA,  Vol.  III.  M^Ch  24’  1947 ' 

SubjSV  T1Akhelm  Gasoline  Dispensing  Pump,  Models 
39-L-HR  and  39-WNC-L-HR,  Approval  of. 

104)e  Board  °f  Standards  and  Appeals  on  November  8, 
p939’  apP[,ov^d  the  Tokheim  Model  39  HP  Computo^ 
Rump  with  hose  reel  and  Tokheim  39-DP-HR  Clock 

TnlVP-Um?r  ??  ^™e!?ber  16’  1941  ’  the  B°ard  approved 
Tokheim  Models  800  S.T.P.,  802-S  and  802-S-TP.  On 

rp?Cwber  3*>  ^94d’  Board  amended  the  previous 
esolution  to  permit  a  cut-off  switch  to  be  installed  in 

:t5,C  CirCUlt  ?n  lieur  oi  the  hose  Pul1-  The  applicant 
TvaS!-  n  re°Pening  of  the  application  and  approval  of 

anrl  wwxT^0Thn«P1S^Jlsillg  PumPS,  Models  39-L-HR 

The  application  was  reopened  by 
vote  of  the  Board  March  4,  1947. 

Description. 

The  Models  39-L-HR  and  39-WNC-L-HR  are  similar 
n  aesign  and  operation  to  the  Models  previously  ap- 
•in-ua-a  er  tb,is  ealeodar  number,  except  that  the  prin¬ 
cipal  difference  between  these  models  for  which  approval 
s  now  requested  is  that  the  height  of  these  units  has 
>een  reduced  from  seventy-six  inches  to  fifty-eight 
cues,  in  line  with  the  trend  toward  modern  service 


station  design  These  models  contain  the  same  com¬ 
ponent  units  and  safety  factors  as  contained  in  the  models 
previously  approved. 

39  WNrifTerRnpe-b-tWlen  Model  39-L-HR  and  Model 
TOC  .  'C-HR  is  in  the  registering  device,  in  that  the 

nv  CATV--  °mfn  ng  Pyrnp  registering  the  “AMOUNT 
i  vvotn-m  dollars  and  cents;  the  “GALLONS  DE- 
T  n\T”  i?  and  indicates  the  “PRICE  PER  GAL¬ 
LON  ,  whereas  the  Model  39-WNC-L-HR  Pump  reg¬ 
isters  only  the  “GALLONS  DELIVERED”  and 
indicates  the  “PRICE  PER  GALLON.” 

Inspection  and  Test. 

The  models  were  inspected  and  tested  at  155  East  44th 
street  in  the  presence  of  Commissioner  Chas.  M  Blum 

TPlChMf  ?n,gm^r  L-  V-  Huber  of  the  Committee  on 
lest.  Mr.  John  Dixon  and  William  Mickel  represented 
e  manufacturers  and  these  models  were  found  to  op- 
erate  as  designed  and  to  be  provided  with  a  cut-off 
switch  ocated  in  the  electric  circuit  as  required  The 
models  have  been  approved  by  the  Underwriters  Labora¬ 
tories  Guide  No.  60-0-34. 

R  ecommendation. 

On  the  basis  of  the  above  data,  the  Committee  on 
lest  recommends  that  the  resolution  of  the  Board 
adopted  November  8,  1939,  amended  December  16  1941 
and  December  31,  1946,  be  further  amended  to  include 
approval  of  the  Tokheim  Gasoline  Dispensing-  Pumos 
39-L-HR  and  39-WNC-L-HR,  when  installed  in  accord¬ 
ance  with  this  report  and  the  requirements  of  the  resolu- 
tion  of  November  8,  1939,  and  December  16,  1941  and 
amended  by  resolution  of  December  31,  1946,  be  complied 
with  in  all  respects. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  8,  1939,  in  accord¬ 
ance  with  the  above  report. 


249-46-SM 

APPLICANT  Fred  G.  MacKenzie,  for  Oscar  C.  Rixson 
Co.,  owner. 

SUBJECT  Rixson  Uni-Check  (for  interior  doors)  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Robert  F.  Ball. 

AC1ION  OF  BOARD — Material  approved  in  accordance 
_TTT,  ,TJ^ltb  tbe  reP°rt  °f  a  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  g 

THE  RESOLUTION  (249-46-SM) 

Wiiereas,  Fred  G.  MacKenzie,  for  Oscar  C.  Rixson  Co., 
owner,  filed  on  April  10,  1946,  an  application  with  the  Board 
oi  Standards  and  Appeals  for  approval  of  the  material  known 
as  Rixson  Uni-Check  (for  interior  doors)  ;  and 
Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Re :  Cal.  #249-46-SM  MarCh  2?’  194?- 

Subject:  Rixson  Uni-Check  (for  interior  doors)  — 
Approval  of. 

Oscar  C.  Rixson  Co.  of  Chicago,  Ill.  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Rixson  Uni-Check  for  interior  doors 
under  the  provisions  of  C26-178.0b  and  C26-662.0  Admin¬ 
istrative  Building  Code. 
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Description 

The  Rixson  Uni-check  is  a  hydraulic  door  closer  and 
checking  mechanism  for  interior  doors  and  consists  o 
pivot  (malleable  iron,  drop  forged  bronze  plain  bearing 
or  drop  forged  bronze  ball  bearing)  at  head  of  door  and 
closing  and  checking  mechanism  set  in  floor.  1  he  door 
is  supported  on  crankschaft  of  mechanism  to  which  is 
attached  steel  arm  mortised  into  bottom  of  door. 

The  mechanism  set  in  the  floor  consists  of  a  compies- 
sion  spring  for  closing  and  piston  and  cylinder  tor  check¬ 
ing  the  closing  action  of  the  door .  The  closing  speed  of 
door  is  regulated  by  adjusting  valve  accessible  through 

The  weight  of  the  door  is  carried  on  drop  forged  steel 
crankshaft  supported  on  hardened  steel  ball  bearings. 
The  mechanism  has  a  non-adjustable  spring  of  required 
size  which  is  assembled  in  device  when  manufactured  and 
the  tension  cannot  be  released  except  by  completely  dis¬ 
mantling  the  mechanism.  (See  Figure  1.) 


505-46-SM 

APPLICANT— Prestigiacomo  Co.,  Inc.,  owner. 
SUBTECT— Prestigiacomo  Co.,  Inc.,  Concrete  Units 
'  (Cement  and  Cinder  Blocks),  approval  of. 

app£arances—  „  . . 

For  Applicant:  Salvatore  Prestigiacomo. 
ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  a  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative:  . 

THE  RESOLUTION  (505-46-SM) 


Whereas,  Prestigiacomo  Co.,  Inc.,  owner,  filed  on  Julj 
1  1946  an  application  with  the  Board  of  Standards  anc 
Appeals  for  approval  of  the  material  known  as  Prestigiacomi 
Co.,  Inc.  Concrete  Units  (Cement  Blocks  and  Cinde; 

Blocks) ;  and  . 

Whereas,  the  report  of  a  Committee  on  lest  reads: 


Fig.  1 

Inspection  and  Test 

The  Rixson  Uni-Check  was  inspected  and  tested  with 
a  Connell  3-hour  Hollow  Metal  Fire  Door  at  Kenil¬ 
worth,  N.  J.  After  the  3-hour  fire  test  a  hose  stream 
test  was  applied  the  lock  of  door  was  opened  and  the 
door  swung  freely. 


Recommendation 


On  the  basis  of  this  inspection  and  test  and  the  data 
furnished  with  this  application,  the  Committee  on  Test 
recommends  the  approval  of  the  Rixson  Uni-Check  for 
interior  doors  and  fire  doors  from  hour  to  3-hour 
exposures  and  for  doors  in  multiple  dwellings,  when  con¬ 
structed  and  installed  as  specified  in  this  report,  provided 
the  device  bears  a  label  permanently  affixed,  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  "York  City  under  Cal.  #249-46-SM.” 

(Sgd  )  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 


REPORT  OF  COMMITTEE  ON  TEST. 

Re :  Cal.  No.  505-46-SM  April  8,  1947. 

Subject:  Prestigiacomo  Co.,  Inc.  Concrete  Units 

(Cement  Blocks  and  Cinder  Blocks)  . 

Prestigiamcomo  Co.  Inc.  filed  an  application  with  th 
Board  of  Standards  and  Appeals  under  the  provision 
of  C26-178.0.b  and  C26-309.0  Administrative  Buildin 
Code  for  approval  of  their  Concrete  Units  (Cemei 
Blocks  and  Cinder  Blocks). 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


Description. 

These  blocks  are  made  in  one  size,  8  in.  by  8  in  1 
16  in.  partition  and  wall  blocks  and  are  composed  (. 
one  part  by  volume  of  approved  high  early  portlar 
cement,  6  parts  by  volume  of  sand  or  cinders  and 
gallons  of  water  to  a  bag  of  cement  with  correction  f< 
contained  water  and  a  yield  of  14  blocks  per  bag  < 
cement.  The  cement  and  sand  or  cinders  are  measun 
in  a  box  3.47  cu.  ft.  until  the  required  amount  is  pr 
pared,  then  mixed  and  the  necessary  amount  of  wat 
added  during  mixing.  The  blocks  are  made  in  an  anch 
machine.  They  are  stored  in  an  enclosed  space  provid 
with  heating  and  moiture  equipment  for  three  days 
cure  and  then  allowed  to  stand  under  cover  twelve  da 
before  being  used.  ( 

T  ests. 

On  March  6,  1947,  compression  and  absorption  te: 
were  made  on  samples  of  these  blocks  in  the 
of  and  identified  by  Commissioner  Charles  M.  Bit- 
and  Chief  Engineer  Leslie  V.  Huber  and  tested  as  li 
in  the  wall  at  the  laboratory  of  the  President  of  t 
Borough  of  Queens,  report  dated  in  accordance  w 
the  requirements  of  C26-309.0  Administrative  Buddi, 
Code.  The  methods  of  test  were  those  prescribed  ’ 
C26-326.0  of  said  code. 

Results  of  Tests  were  as  follows: 

8  x  8  x  16"  Cinder  Blocks— average  compress: 
strength  1188  lbs.  p.s.i.  Absorption— 14.1%. 

8  x  8  x  16"  Concrete  Blocks— average  compress, 
strength  1420  lbs.  p.s.i.  Absorption  10.4%. 

A  check  of  the  voids  of  both  cinder  and  cement  bio- 
indicated  33%. 

Recommendation. 

On  the  basis  of  the  foregoing  data  the  Committee  f 
Test  recommends  the  approval  of  the  Prestigiacomo  > 
Inc.  Hollow  Cinder  and  Cement  Blocks,  size  8  x6’ 
16"  L.B.  (as  manufactured  as  herein  set  forth  at 
applicant’s  plant)  pursuant  to  Section.  C26-191.0  for  < 
under  C26-309.0  and  the  Rules  of  the  Board  for  us< 
load  bearing  and  non-load  bearing  masonry,  as  provi 
in  Sub.  Article  4  of  Art.  9  of  Chapter  26,  Admimsj 
tive  Building  Code.  The  approval  is  recommended 
the  following  conditions : 

1.  That  these  units  be  manufactured  according  to 
same  specifications  as  herein  set  forth. 
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2.  That  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the 
Administrative  Building  Code  and  the  Rules  of  the 
Board  for  the  manufacture,  testing  and  use  of  Concrete 
Masonry  Units. 

n,3-JhatJ  these  units  be  marked  as  required  by  Rules 
8.1,  8.2  and  8.4. 

4.  That  Rule  8.5  be  complied  with. 

5.  That  nine  copies  of  drawings  showing  the  manu- 
tacturer  s  distinguishing  mark  and  its  method  of  appli¬ 
cation  with  the  additional  marks  required  by  Rules  8.1 
and  8.2  shall  be  filed  with  the  Board  and  accepted  before 
the  approval  becomes  effective. 

6.  I  hat  quarterly  test  reports  of  compression  for  not 
less  than  three  representative  samples  of  each  size  of 
block  described  herein  manufactured  during  the  quarter 
be  filed  with  the  Board.  Unless  these  tests  are  per¬ 
formed  at  a  laboratory  approved  by  the  Board,  such 
reports  shall  be  verified  before  a  notary  public  or  com- 
missioner  of  deeds  by  the  person  performing  the  same. 

7.  I  hat  only  approved  aggregates  shall  be  used. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

'! solved ,  that  the  £oard  of  Standards  and  Appeals  does 
by  approve  this  material  in  accordance  with  the  above 
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’LICANT— Preferred  Utilities  Manufacturing  Corp 

owner. 

JECT— Preferred  Horizontal  Rotary  Oil  Burner  ap¬ 
proval  of.  ’ 

'EARANCES— 

For  Apphcant :  Henry  M.  Ficken. 

,ION  OF  BOARD— Appliance  approved  in  accordance 

-  ,  ™lth  the  reP°rt  of  a  committee  on  test 

-  VOTE  TO  APPROVE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  n 


•  RESOLUTION  (985-46-SA) 

her£as.  Preferred  Utilities  Mfg.  Corp.,  owner,  filed  on 
mber  20,  1946,  an  application  with  the  Board  of  Stand- 
and  Appeals  for  approval  of  the  appliance  known  as 
:rred  Horizontal  Rotary  Oil  Burner ;  and 
iereas,  the  report  of  a  Committee  on  Test  reads : 

REPORT  OF  COMMITTEE  ON  TEST. 


■al.  985-46-SA  Apnl  7’  W/' 

ubject:  Preferred  Horizontal  Rotary  Oil  Burner:  ap¬ 
proval  of. 

The  Preferred  Utilities  Manufacturing  Corp.  filed  an 
pplication  with  the  Board  of  Standards  and  Appeals  for 
pproval  of  the  Preferred  Horizontal  Rotary  Oil  Burner 
n  ,ei!  provisions  Qf  C19-57-0  Administrative  Code 
id  the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
ppeals. 


Description 

The  Preferred  Oil  Burner  is  of  the  horizontal 
CU  j  tyPe  coHsisting  of  a  belt  driven  hollow  shaft 
1  e  end  of  which  is  mounted  an  open  atomizing  cup 

id  the  primary  air  fan. 

Fuel  Oil  is  delivered  through  a  stationary  tube  located 
train  the  hollow  shaft  to  the  back  end  of  the  atomizing 

Pvrmu15  r.otatin£  at  shaft  speed  of  4600  to  4700 
•r.M.  The  oil  stream  in  moving  forward  on  the  cup 
iproaches  cup  speed  and  is  consequently  distributed  by 
ntntugal  force  uniformly  over  the  inside  surface  of  the 
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cup  in  the  form  of  a  thin  film.  This  thin  film  of  oil 
being  spun  off  the  edge  of  the  cup  is  readily  atomized  by 
the  primary  air  delivered  by  the  fan. 

I  lie  primary  air  strikes  the  oil  film  directly  as  it 
leaves  the  cup  and  is  used  not  only  to  atomize  the  film 
but  to  direct  the  resulting  cone  of  oil  into  the  firebox, 
the  primary  air  irom  the  fan  however  is  rotating  in  the 
tan  case  in  the  same  direction  as  the  cup.  Straightening 
blades  are  cast  in  the  fan  case  cover  to  correct  this 
rotation  to  straight  flow  towards  the  nozzle,  while  rifled 
bushings  incorporating  angular  vanes  are  set  directly 
around  the  cup  to  reverse  the  direction  of  air  flow  with 
respect  to  the  rotation  of  the  oil  film.  This  construction 
causes  a  greater  collision  effect  between  the  primary  air 
and  the  oil  film  to  give  more  thorough  atomization. 

1  he  primary  air  fan  delivers  a  relatively  small  propor¬ 
tion  of  the  air  necessary  for  combustion.  The  balance 
ot  the  required  air  enters  through  the  nozzle  shield,  and 
through  checker  work  floors  or  other  openings  by  natural 
dratt.  The  secondary  or  auxiliary  air  is  also  carefully 
controlled  as  to  its  location  in  entering  the  firebox 

The  use  of  the  fuel  tube  through  the  hollow  shaft 
permits  oil  to  pass  to  the  revolving  cup  without  using 
stuffing  boxes  or  seals. 


The  main  rotating  shaft  is  mounted  on  two  heavy  ball 
hearings  which  are  enclosed  in  a  cast  iron  dust  tight 
housing  and  which  are  constantly  lubricated  from  the 
relatively  large  quantity  of  oil  stored  therein. 

The  motor  base  is  hinged  on  one  side  and  supported 
on  the  other  by  an  adjustable  screw  with  locknut  for 
setting  proper  belt  tension.  The  two  hollow  head  screws 
forming  the  hinge  are  arranged  so  that  the  motor  base 
can  be  lifted  off  after  these  screws  are  backed  out  the 
depth  of  their  head  thus  facilitating  the  removal  of  the 
motor  and  base  from  the  assembly.  The  brackets  sup¬ 
porting  the  motor  base  hinge  and  the  adjusting  screw 
have,  two  sets  of  holes  where  they  are  bolted  to  the  main 
housing.  By  using  the  upper  or  lower  row  of  holes  the 
initial  height  of  the  base  can  be  varied  y2  inch  to  suit 
the  particular  motor  employed,  with  final  belt  tension 
being  set  by  the  adjusting  screw. 

The  main  burner  chassis  is  mounted  on  hinges  to  per¬ 
mit  the  burner  to  swing  out  approximately  90°  for  in¬ 
spection  and  cleaning  of  the  atomizing  cup  and  nozzle 
and  to  make  all  parts  readily  accessible.  The  hinges  are 
designed  with  oil  feed  and  overflow  line  connections  and 
are  hollow,  thus  allowing  oil  connections  to  be  made  to 
the  burner  without  necessity  for  disconnecting  piping. 

The  atomized  fuel  oil  is  ignited  automatically  by  a  gas 
flame  from  the  igniter.  The  gas  is  automatically  lighted 
in  turn  each  time  the  burner  starts  by  either  a  hot  wire 
glow  plug  or  an  electric  spark.  To  conserve  gas,  auto- 
matic  provision  is  made  to  turn  off  the  gas  after  the 
burner  flame  has  lighted. 

In  the  hot  wire  type  igniter,  a  circuit  is  made  to  the 
ignition  a  sufficient  length  of  time  ahead  of  the  oil  valve 
and  gas  valve  opening  to  permit  the  hot  wire  to  heat  up 
to  gas  ignition  temperature.  The  hot  wire  or  glow  plug 
is  formed  of  special  wire  which  draws  current  from  a 
special  low  voltage  transformer.  After  a  predetermined 
time  the  magnetically  operated  gas  and  oil  valves  are 
energized  allowing  gas  to  flow  to  the  igniter  and  in  turn 
light  the  atomized  oil,  which  starts  to  flow  to  the  cup  at 
the  same  time. 

This  circuit  is  further  arranged  so  that  if  the  voltage 
drops  more  than  85%  below  normal  the  gas  and  oil 
valves  will  not  open.  Similarly  if  a  poor  connection  or 
broken  wire  in  the  glow  plug  igniter  circuit  develops  the 
valves  will  remain  closed  and  the  burner  motor  will  stop 
about  90  seconds  after. 


The  Webster  ignition  transformer  supplies  low  voltage 
—high  amperage  current  to  the  glow  or  hot  wire  igniter. 
In  this  circuit  is  supplied  a  small  series  transformer 
which  when  coupled  with  certain  capacitance  energizes 
the. special  relay  shown  only  when  the  current  flow  to  the 
igniter  is  normal  or  above.  In  this  way,  the  relay  may 
be  wired  into  the  complete  oil  burner  circuit  to  prevent 
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flow  of  oil  to  the  burner  and  to  stop  the  burner  when 
any  fault  or  low  voltage  occurs  in  the  igniter  circuit. 

All  burners  include  either  in  their  unit  assembly  or 
in  their  system  a  method  of  forcing  fuel  oil  to  the 
atomizer  and  a  method  of  controlling  the  flow  of  the 
fuel.  The  rotary  principle  does  not  require  oil  pressure 
for  atomization.  Pressure  is  used  simply  for  delivering 
oil  to  the  atomizing  cup  and  overcoming  pressure  drops 
through  burner  parts,  piping  and  metering  valves.  Four 
system^  are  employed  with  the  Preferred,  Model  13 
Burners.  A  description  of  each  system  is  filed  with  the 
application  and  is  part  of  this  record. 

Inspection  and  Test 

The  burner  was  inspected  and  tested  at  11-01  Queens 
Plaza  South  on  March  6,  1947.  Present  at  the  test  were 
Commissioner  Charles  M.  Blum  and  Chief  Engineer 
Leslie  V.  Huber  of  the  Committee  on  Test,  Frank  Glanz 
and  Joe  Mayer  representing  the  manufacturer.  Ihe 
burner  operated  as  designed.  With  oil  shutoff,  the  burner 
shut  down  in  90  seconds.  The  C( )*  content  of  the  Hue 
gas  was  10 with  a  stack  temperature  of  450  F. 

Recommendation 

On  the  basis  of  the  above  data  and  the  inspection  and 
test  the  Committee  on  Test  recommends  the  approval 
of  the  Preferred  Horizontal  Rotary  Oil  Burner  as  fol¬ 
lows  : 


Sise 

2 

3 

4 

5 

6 

7 

8 
9 

10 


G.P.H. 

12 

20 

25 

30 

45 

60 

90 

120 

150 


Boiler  H.P. 
40 
66 
83 
100 
150 
200 
300 
400 
500 


E.D.R.  Steam 
5560 
9270 
11580 
13900 
20850 
27800  . 

41700 
55600 
69500 


for  use  in  New  York  City  in  domestic,  commercial  and 
industrial  installations  when  installed  in  accordance  with 
this  report  and  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals  provided  the  burner  bears  a  label 
permanently  affixed  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 

Cal.  #985-46-SA.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


47-47-SA  TT  „  ,  _ 

APPLICANT— Charles  M.  Spindler,  for  Holland  burnace 

SUBJECT— Holland  Oil  Burner,  Model  P-2,  approval  of. 

APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  of  a  committee  on  test. 

THE  VOTE  TO  APPROVE—  *  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative:  . ; 

THE  RESOLUTION  (47-47-SA) 

Whereas,  Charles  M.  Spindler,  for  Holland  Furnace  Co., 
owner,  filed  on  January  10,  1947,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli- 
and  known  as  Holland  Oil  Burner,  Model  P-2,  and 


Whereas,  the  report  of  a  Committee  on  lest  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Calendar  # 47-47-SA  April  10,  1947. 

Subject :  Holland  Oil  Burner  Model  P  2  approval  of 
The  Holland  Furnace  Company  of  Holland,  Michigan, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Holland  Oil  Burner,  Model 
P  2  under  the  provisions  of  C19-57.0  Administrative 
Code  and  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

Description 

This  is  a  mechanical  draft  pressure  atomizing  gun- 
type  conversion  oil  burner  suitable  for  installation  in  hoi 
water  or  steam  boilers  and  warm  air  furnaces  with  fue 
oil  not  heavier  than  #3  U.  S.  Dept,  of  Commerce  Stand 
ards.  The  burner  is  made  in  three  sizes,  PS2,  PM2  anc 
PL2  which  are  identical  in  construction  in  all  respect: 
except  different  air  tube  lengths.  Ihe  capacity  range  o 
the  burner  is  from  1  to  2J4  gallons  per  hour.  ■■  ^  \ 

Oil  is  pumped  from  the  storage  tank  by  means  of  ; 
rotary  gear  pump,  which  includes  a  regulating  and  cut 
off  valve,  and  a  strainer  in  one  compact  assembly,  ‘7 
Webster  Electric  Company  Unit.”  ’■£ 

Primary  air  is  supplied  by  a  6"  x  2"  centrifugal  fan 
48  blades  “Claridge”  operated  by  the  same  motor  tha 
operates  the  pump.  The  air  is  forced  through  the  shee 
steel  air  tube  and  mixed  with  the  oil  spray  at  the  nozzl 
outlet.  The  blower  housing  and#  pedestal  are  of  cas 

iron.  . 

Ignition  is  supplied  by  a  10,000  volt,  mid  poir( 
grounded  type  ignition  transformer  either  a  Webste 
Electric,  General  Electric  Co.  or  a  Jefferson. 

The  Motor  is  either  a  General  Electric  Co.,  Model 
KH— Y  1/6  or  y8  H.P.,  110  volts  1725  RPM  or  a  Wesi 
inghouse — Type  FH  frame  145,  1/6  or  l/8  H.P.,  11 
volts,  1725  RPM,  Type  N  motor  protection  device  or 
Ohio  Electric  Co.  Type  SC  51416  1/6  or  l/8  H.P.,  11 
volts,  1725  RPM  with  type  MRC  overload  protection. 

The  controls  consist  of  Minneapolis-Honeywell  Prc 
tecto-Relay  R117A  Pressuretrol  P404  and  Thermost; 
711 A  or  equal.  j 

The  nozzle  is  a  Delevan  Engineering  Co.  or  an  Autc 
matic  Burner  Corp.  nozzle. 

The  burner  has  been  approved  by  the  Underwrite! 
Laboratories  Mis.  Petro  1343  Appl.  #44c663A. 

Inspection  and  Test 

The  burner  was  inspected  and  tested  at  1046  Atlant 
Avenue,  Brooklyn.  Present  at  the  test  were  Conimi 
sioner  Charles  M.  Blum,  Chief  Engineer  Leslie  1 
Huber  of  the  Committee  on  Test  and  C. ,  M.  Spindle 
J.  C.  Haus  and  D.  Calhoun  representing  the  manuta 
turers. 

This  burner  was  an  assembly  of  approved  parts,  sui 
able  for  use  with  each  other  for  the  service  intended  r 
approved  and  the  burner  as  provided  with  suitable  sat 
guards  to  prevent  abnormal  discharge  of  oil.  The  burn 
as  assembled  was  tested  for  defects  and  proper  fun 
tioning  throughout  its  operating  range  and  was  found 
function  properly  as  designed  with  no  flarebacks  or  u 
usual  carbon  deposits.  With  the  oil  cut  off  the  contrc 
functioned  in  40  seconds.  All  parts  are  so  designed 
to  maintain  alignment  and  to  permit  interchangeabilr 
With  a  stack  temperature  of  450  deg.  the  COs  conte 
of  the  flue  gases  was  9^4%. 

Recommendations 

On  the  basis  of  this  inspection  and  test  and  the  d; 
filed  with  this  application,  the  Committee  on  Test  r< 
ommends  the  approval  of  the  Holland  Burner,  t 
domestic  and  commercial  installation  with  fuel  oil  1 
heavier  than  #3  U.  S.  Dept.  Commerce  standard,  vvr 
installed  in  accordance  with  this  report  and  Oil  Burt 
Rules  of  the  Board  of  Standards  and  Appeals,  pro  via 
the  burner  bears  a  label,  permanently  affixed,  readin 
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“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  #47-47-SA.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
sreby  approve  this  appliance  in  accordance  with  the  above 

:port. 


5-47-SA 

PPLICANT — Oil  Burner  Manufacturing  Div.  of  Regal 
Service  and  Sales  Co.,  Inc.,  owner. 

UBJECT — Whale  Oil  Burner,  Model  P-75-3,  approval  of. 
PPEARANCES — 

For  Applicant :  W.  L.  Gordon. 

CTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  a  committee  on  test. 

HE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

HE  RESOLUTION  (95-47-SA) 

Whereas,  Oil  Burner  Manufacturing  Div.  of  Regal 
ervice  and  Sales  Co.,  Inc.,  owner,  filed  on  January  31, 
*47,  an  application  with  the  Board  of  Standards  and  Appeals 
>r  approval  of  the  appliance  known  as  Whale  Oil  Burner, 
odel  P-75-3 ;  and 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

March  21,  1947. 

Cal.  95-47  SA 

Subject :  Whale  Oil  Burner,  Model  P75-3,  Approval  of 

The  Manufacturing  Division  of  Regal  Sales  &  Service 
Co.,  Inc.,  of  Baltimore,  Md.,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
Whale  Oil  Burner,  Model  P75-3,  under  the  provisions  of 
C  19-57.0,  Administrative  Code  and  the  Oil  Burner  Rules 
of  the  Board  of  Standards  and  Appeals. 

Description 

This  is  a  mechanical  draft  gun  type  conversion  oil 
burner  for  use  with  hot  water  or  ‘steam  boilers  or,  warm 
air  furnaces  in  domestic  and  commercial  installations 
and  consists  of  the  following  assembly:  blower  housing 
air  tubes,  fan,  motor  and  fuel  unit  and  transformer.  The 
burner  is  designed  for  pedestal  mounting  and  the  capac¬ 
ity  ranges  from  0.75  to  3.0  gallons  per  hour.  The  fuel 
unit  consists  of  pump,  either  Sundstrand  or  equal,  having 
a  strainer  and  pressure  regulating  valve.  The  air  tubes, 
motor  ignition  transformer  and  fuel  unit  are  mounted 
in  cold-rolled  steel  blower  housing.  The  fan  is  a  Tor- 
rington,  or  equal.  The  motor  is  a  1/6  HP  split  phase 
1725  RPM  60  cycle  110  volt,  Jack  &  Heintz  or  equal. 
The  ignition  transformer  is  10000  volt  secondary  mid¬ 
point  grounded  type.  The  nozzle  is  a  pressure  atomizing 
type.  The  fuel  oil  used  is  not  heavier  than  #3  U.  S. 
Department  of  Commerce  Standard.  The  controls  con¬ 
sist  of  Minneapolis-Honeyweill  presurtrol  P404,  Stack 
switch  R117A,  Thermostat  Til  A. 

hispeciion  and  Test 

A  model  of  the  burner  was  inspected  and  tested  at 
36-38  Main  Street,  Flushing,  N.  Y.,  in  the  presence  of 
Commissioner  Charles  M.  Blum  and  Chief  Engineer 
Leslie  V.  Huber  of  the  Committee  on  Test  and  W.  L. 
Gordon  representing  the  manufacturers.  With  the  oil 
supply  cut  off  and  a  cold  combustion  chamber  the  burner 
was  put  into  operation  and  the  controls  functioned  and 
shut  the  burner  down  in  72  seconds.  The  burner  was 
then  put  into  normal  operation  and  during  the  period  of 


test  the  controls  functioned  as  designed.  There  were  no 
flare  backs  and  the  flame  was  clean  and  free  from  soot 
and  smoke.  The  combustion  chamber  showed  no  undue 
carbon  deposits.  An  analysis  of  the  flue  gases  with  a 
stack  temperature  of  400°  F.  showed  a  CO^  content  in 
flue  gases  of  8.5%. 

Recommendations 

On  the  basis  of  the  above  data  the  Committee  on  Test 
recommends  the  approval  of  the  Whale  Oil  Burner, 
Model  P75-3  for  use  in  domestic  and  commercial  in¬ 
stallations  in  New  York  City  with  fuel  oil  not  heavier 
than  #3  U.  S.  Department  of  Commerce  Standards 
when  installed  in  accordance  with  this  report  and  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Appeals, 
provided  the  burners  have  a  label  permanently  affixed 
reading  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  #95-47-SA.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


117-47-SA 

APPLICANT — Wayne  Pump  Co.,  Inc.,  owner. 

SUBJECT — Wayne  Computing  Gasoline  Meter  Pump, 
Model  100-A,  approval  of. 

APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  a  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (117-47-SA) 

Whereas,  Wayne  Pump  Co.,  Inc.  owner,  filed  on  Febru¬ 
ary  7,  1947,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  Wayne 
Computing  Gasoline  Meter  Pump,  Model  100-A;  and 
Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST. 
Calendar  #  117-47-SA 

Subject:  Wayne  Computing  Gasoline  Meter  Pump 
Model  100A  approval  of ; 

The  Wayne  Pump  Co.  Inc.  of  Fort  Wayne,  Indiana, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Wayne  Computing  Gasoline 
Meter  Pump,  Model  100-A,  under  the  provisions  of  09- 
69.0.C  Administrative  Code. 

Descriptions 

This  is  a  gasoline  dispensing  pump  with  built  in  hori¬ 
zontal  hose  reel.  The  frame  consists  of  heavy  steel 
comer  posts  and  cross  members,  with  a  heavy  metal 
base  and  steel  top ;  the  housing  is  of  porcelain  enamelled 
steel. 

The  pump  unit  consists  of  a  Wayne  rotary  gear  pump 
with  a  bfiilt  in  strainer  and  by-pass,  together  with  an  air 
eliminator  vented  to  the  outer  air. 

The  pump  is  operated  by  a  Yz  H.P.  110/220  volt,  60 
cycle,  single  phase  explosion  proof  Leland  or  Equal  elec¬ 
tric  motor  with  a  V-belt  drive,  and  delivers  approxi¬ 
mately  15  gallons  per  minute. 

The  measuring  device  consists  of  a  Wayne  4  cylinder 
positive  displacement  meter  equipped  with  a  self-seating 
Waynite  valve.  This  meter  discharges  one  pint  at  each 
complete  revolution  of  the  valve.  The  Wayne  Veeder 
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Root  Computer,  with  large  numerals  and  easy  reading 
dial  automatically  totalizes  the  gallonage  and  money 
totals.  The  computer  cannot  be  set  back,  and  is  adjusta¬ 
ble  in  tenths  of  a  cent  per  gallon. 

The  measured  gasoline  passes  through  the  bull’s  eye 
Visi-Gange  flow  indicator  which  is  visible  for  a  full  180 
degrees. 

The  pump  is  equipped  with  an  interlocking  device. 
The  computing  and  recording  mechanism  is  interlocked 
with  the  starting  mechanism  so  that  the  pump  cannot 
be  started  until  the  numerals  have  been  returned  to 
zero. 

This  model  is  equipped  with  the  Wayne  Flexi-Reel 
hose  reel,  which  automatically  stops  the  hose  at  its 
proper  length  for  use,  and  automatically  rewinds  the 
hose  on  the  reel  after  use. 

In  operation,  the  nozzle  must  be  removed  from  the 
hook  in  order  to  pull  the  switch  lever,  which  is  accessi¬ 
ble  only  when  the  nozzle  is  off  the  hook.  During  opera¬ 
tion  no  pressure  can  be  built  up  as  any  load  is  by  passed 
back  to  tank. 

After  serving  the  nozzle  is  returned  to  the  hook,  which 
automatically  shuts  off  the  motor. 

The  pump  has  been  approved  by  the  Underwriters 
Laboratories  Guide  #6003.4  File  MH  1821. 

Inspection  and,  Test. 

The  pump  was  inspected  and  tested  at  S.E.  Corner 
of  Marcy  and  Flushing  Avenue,  Brooklyn.  Present  at 
the  test  were  Commissioner  Charles  M.  Blum,  Chief 
Engineer  Leslie  V.  Huber  of  the  Committee  on  Test, 
Charles  M.  Spindler,  and  Joseph  C.  Haus  representing 
the  manufacturer.  The  pump  and  safety  device  func¬ 
tioned  as  designed. 

Recommendations 

On  the  basis  of  the  above  data  the  Committee  on 
Test  recommends  the  approval  of  the  Wayne  Com¬ 
puting  Gasoline  Meter  Pump  Model  100A  for  use  in 
New  York  City  under  the  provisions  of  C19-69.0.C  when 
constructed  and  installed,  in  accordance  with  this  report 
and  provided  the  pump  bear  a  label  permanently  affixed 
reading  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar 
117-47-SA.” 

(Sgd. )  Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
rei>ort. 


Adjourned:  12:55  P.M. 

Joseph  J.  Dovee,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  29,  1947. 

Present :  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

210-44-A 

APPLICANT — Eastern  Parkway  Roller  Skating  Rink,  Inc., 
lessee  (Raydella  Co.,  Inc.,  owner). 

SUBJECT — Application  reopened  January  21,  1947 — re 

Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 


PREMISES  AFFECTED— 1704-1724  St.  Johns  place,  south 
side,  90.5  ft.  west  of  Howard  avenue  and  1429-1447 
Eastern  parkway  (Block  1473,  Lot  25),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  Freshman  and  Edward  A. 

Lewis. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (210-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1704-1724  St.  Johns  place, 
south  side,  90.5  ft.  west  of  Howard  avenue  and  1429-1447 
Eastern  parkway  (Block  1473,  Lot  25),  Borough  of  Brook¬ 
lyn,  was  granted  on  July  11,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  21,  1947,  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  February  27,  1947,  on  Alt.  Applic.  5262-46,  reads: 

“1.  Changing  occupancy  from  roller  skating  rink, , 
office  and  stores,  to  skating  rink,  boxing  and  wrestling , 
arena,  stores  and  office  in  a  Class  #3  bldg,  over  6,000 
sq.  ft.  is  contrary  to  Sec.  2.1.3.5  and  4.2.1  of  Building 
Code. 

2.  Refer  to  B.S.A.  records,  617-19-BZ. 

6.  Procure  owners  consent 'to  file  application.” 

and 

Whereas,  it  is  now  proposed  to  change  the  use  to  roller 
skating  rink,  to  boxing  and  wrestling  arena,  offices  and  stores 
with  an  occupancy  of  4,000  persons  on  the  1st  floor  and 
offices  on  the  2nd  floor  with  an  occupancy  of  12  persons;  and 
Whereas,  the  applicant  contends  that  the  premises  are 
located  in  a  well-populated  area  wherein  there  is  great  in¬ 
terest  in  the  sport  of  boxing  and  wrestling  and  that  a  public 
need  will  be  served  by  the  conduct  of  such  exhibitions  on 
these  premises ;  that  the  applicant  has  been  unable  to  make 
a  fair  return  on  its  capital  since  the  opening  of  the  skating 
rink ;  that  it  is  not  intended  to  discontinue  roller  skating 
rink  except  on  two  nights  each  week,  when  it  is  contem¬ 
plated  boxing  and  wrestling  exhibitions  will  be  conducted; 
and  1  ^  '/  j 

Whereas,  the  applicant  has  filed  a  verified  consent  signed 
by  the  President  of  the  Raydella  Company,  Inc.,  owner,  to 
an  amendment  being  granted  by  this  Board,  permitting  the 
use  of  the  premises  only  for  roller  skating  and/or  profes¬ 
sional  exhibitions  of  boxing  and  wrestling. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1944,  by 
adding  thereto : 

“*  *  *  that  the  premises  may  also  be  occupied,  in 

addition  to  the  use  permitted  as  roller  skating  rink,  as  a 
boxing  and  wrestling  arena  as  proposed  and  as  passed 
upon  by  the  borough  superintendent  under  Alt.  Applic.  ■ 
5262-46,  on  condition  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  other  than  as  amended 
under  Cal.  210-44-A  and  under  Applic.  617-19-BZ,  by 
amended  resolution  adopted  May  27,  1941 ;  that  the  con¬ 
struction  of  the  seatings  and  exits  shall  comply  with  the 
requirements  therefor ;  and  withdrawn  as  to  objection 
2  in  view  of  this  action  by  the  Board ;  and  withdraien 
as  to  objection  6,  to  comply.”  — _ 


510-45-A 

APPLICANT — Alfred  Engelmann,  for  Radio  Engineering 
Laboratories,  Inc.,  owner. 

SUBJECT — Application  reopened  April  8,  1947 — re  Appeal 
from  a  decision  of  the  borough  superintendent. 
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EMISES  AFFECTED — 30-40  37th  street,  west  side, 
349.5  ft.  nortli  of  37th  avenue  (Block  1210,  Lot  43), 
Long  Island  City,  Borough  of  Queens. 

'  PEARANCES— 

For  Applicant:  Alfred  Engelmann. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

'TION  OF  BOARD — Appeal  granted  on  condition. 


E  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

E  RESOLUTION  (510-45-A) 


Vhereas,  this  appeal  from  a  decision  of  the  borough 
erintendent,  affecting  premises  36-40  37th  street,  west 
349.5  ft.  north  of  37th  avenue  (Block  1216,  Lot  43), 
lg  Island  City,  Borough  of  Queens,  was  denied  by  the 
ml  on  March  26,  1946;  and 

Vhereas,  the  applicant  requested  a  reopening  of  the 
veal  and  consideration  of  a  new  proposal ;  and 
Vhereas,  this  case  was  reopened  by  vote  of  the  Board 
v  April  8,  1947,  subject  to  usual  procedure;  and 
Vhereas,  the  decision  of  the  borough  superintendent, 
cd  February  13,  1947,  on  Misc.  Applic.  1534-45,  reads: 
f  “1.  An  approved  fire  pump  or  pumps  for  sprinkler 
system  shall  receive  wrater  supply  from  an  independent 
suction,  tank  or  a  direct  connection  to  city  main.  The 
rated  capacity  of  the  pump  shall  be  at  least  500  gallon 
per  minute.” 

I 

Vhereas,  the  applicant  now'  proposed  to  install  a  booster 
►up  as  a  second  source  of  supply,  connecting  into  the  pres- 
i  main ;  that  a  pump  installation  will  cost  over  $3,000  and 
total  loss  to  the  applicant  wrho  undertook  the  installation, 
knowing  that  it  would  be  necessary  to  have  Fire  Depart- 
it  acceptance ;  that  there  is  no  room  in  the  boiler  room 
(  a  second  6  in.  water  meter ;  that  to  enlarge  the  size  of 
I  boiler  room,  the  expense  incurred  would  put  the  appli- 
;  t  out  of  business  ;  and 

Vhereas,  the  applicant  has  filed  certificate  of  the  Depart- 
it  of  Water  Supply,  Gas  and  Electricity,  indicating  that 
I  12  in.  main  in  37th  street  is  fed  two  ways. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
>ng  on  Misc.  Applic.  1534-45,  Objection  1,  dated  Febru- 
13,  1947,  be  and  it  hereby  is  modified  and  that  the  appeal 
■  and  it  hereby  is  granted  on  condition  that  the  required 
i  >nd  or  auxiliary  means  of  water  supply  for  the  sprinkler 
!  ern  shall  be  installed,  consisting  of  an  approved  pump 
a  separate  6  in.  connection  to  the  12  in.  city  main,  on 
« dition  that  the  distance  between  the  tap  to  the  city  main 
•  the  pump  supply  shall  be  removed  at  least  25  ft.  from 
i  tap  in  the  City  Water  Main  for  the  primary  means  of 
linkler  supply;  that  the  fire  pump  may  be  constructed  as 
1  posed,  within  the  boiler  room  as  indicated  on  plans  filed 
v h  this  appeal  marked  “Received  March  12,  1947,”  5  sheets; 
It  in  all  other  respects,  the  sprinkler  system  shall  comply 
v’h  all  laws,  rules  and  regulations  applicable  thereto. 


-46-A 

1  PL  I  CANT — C.  W.  Schlusing,  for  Velaim  Corp.,  owner 
(Automobile  Club  of  New  York,  lessee). 

’BJECT — Application  reopened  April  15,  1947 — re  Appeal 
from  a  decision  of  the  borough  sui>erintendent. 
EMISES  AFFECTED— 28  East  78th  street  and  1080 
Madison  avenue,  southwest  corner  (Block  1392,  Lot 
59),  Borough  of  Manhattan. 

‘  PEARANCES — 

For  Applicant :  C.  W.  Schlusing. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TION  OF  BOARD — Appeal  granted  on  condition. 

E  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . .  0 


THE  RESOLUTION  (065-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  28  East  78th  street  and 
1080  Madison  avenue,  southwest  corner  (Block  1392,  Lot 
59),  Borough  of  Manhattan,  was  denied  by  the  Board  on 
October  1,  1946;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
appeal  and  consideration  of  a  new  proposal ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  15,  1947,  subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  1233-46,  dated  March  21,  1947,  reads:  . 

“9.  All  doors  opening  on  required  stairways  should 
be  hr.  f.p.s.c.  Sec.  6.4.1.8.1  Bldg.  Code.” 
and 

Whereas,,  the  applicant  now  states  that  the  existing 
sliding  doors  in  easterly  rooms  on  2nd  and  3rd  floors  will  be 
removed  and  2)4"  thick  hardwood  self-closing  swinging 
doors  installed  in  place  of  same,  as  indicated  on  revised  plans 
filed  with  this  appeal  and  that  all  other  2)4"  thick  hardwood 
swinging  doors  within  stair  enclosure  will  be  made  self¬ 
closing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1233-46,  Objection  9,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  where  fireproof  doors  are  required,  that  exist¬ 
ing  or  equivalent  hardwood  doors  not  less  than  2)4  in.  thick 
may  be  substituted,  provided  such  doors  are  made  self-clos¬ 
ing,  as  shown  on  plans  marked  “Received  March  25,  1947,”  4 
sheets ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  this  variance  shall  continue  only  so  long  as  the 
building  is  occupied  by  the  Automobile  Club  of  New  York, 
lessee,  as  proposed. 


1005-46-A 

APPLICANT — Carl  F.  Brauer,  for  Carnegie  Hall,  Inc., 
owner. 

SUBJECT — Application  reopened  March  11,  1947 — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  (previously  withdrawn). 

PREMISES  AFFECTED— 157-159  West  56th  street,  north 
side,  125  ft.  west  of  7th  avenue  (Block  1009,  Lot  6), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Carl  F.  Brauer  and  Gordon  J. 
Wise.. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (1005-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
siq>erintendent,  affecting  premises  157-159  West  56th  street, 
north  side,  125  ft.  west  of  7th  avenue  (Block  1009,  Lot  6), 
Borough  of  Manhattan,  was  withdrawn  on  January  21,  1947; 
and 

Whereas,  the  applicant  requested  a  reopening  of  the 
appeal  and  restoration  to  the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  11,  1947,  subject  to  usual  procedure;  and 

Whereas,  the  applicant  has  submitted  a  new  decision  of 
the  borough  superintendent,  dated  February  18,  1947,  on 
amendment  to  Alt.  Applic.  2110-46  which  decision  reads: 
“Repeat.  Obj.  2.  Exits  inadequate  under  6.1.5  code 
as  follows : 

a.  Enclosure  of  stairs  thruout  to  comply  with  Sect. 
6.4.1.3.1  with  (Bldg,  over  40'  in  height). 

d.  Provide  2  means  of  egress  from  upper,  floors 
6.1. 2.2.3  Code. 

e.  Stairs  to  lead  to  roof  6.4.1.11  Code.” 

and 
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Whereas,  the  applicant  states  that  the  building  is  3 
stories  (55  ft.)  in  height,  50  ft.  by  100.10  ft.  in  area,  of 
class  3  construction,  erected  in  1882,  located  in  a  business 
use,  B  area  and  class  lp2  height  district  and  used  and  occu¬ 
pied  since  1938,  as  follows:  1st  floor — restaurant  and 
cabaret — 150  persons;  2nd  floor — dance  studio — 40  persons; 
3rd  floor — apartment — 3  persons  and  proposed  to  be  used  and 
occupied  as  follows:  1st  floor — restaurant  and  cabaret — 150 
I>ersons ;  2nd  floor — dance  studio  and  apartment — 43  persons ; 
3rd  floor — apartment  and  office — 5  persons ;  that  the  building 
is  provided  with  one  wood  stairs,  3  ft.  8  in.  wide  from  the 
1st  to  2nd  floor  and  2  ft.  10J4  in.  wide  from  2nd  to  3rd 
flooi*  enclosed  in  one  hour  partitions,  equipped  with  metal 
clad  wood  self-closing  doors,  leading  directly  to  the  street 
and  provided  with  a  ladder  and  scuttle  to  the  roof ;  that  there 
is  one  existing  fire  escape  and  one  proposed,  to  be  extended 
to  the  roof  by  stairs  and  to  the  street  by  ladder  and  to  the 
yard  by  stairs,  with  egress  from  the  yard  through  a  fireproof 
passageway  through  the  building  at  the  rear;  that  windows 
and  doors  on  the  course  of  the  fire  escapes  are  not  fireproof 
self-closing;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  change 
the  occupancy  of  the  2nd  and  3rd  floors ;  and 

Whereas,  the  applicant  contends  as  to  objection  2a,  that 
stair  and  public  halls  will  be  one  hour  rating  throughout; 
that  the  building  exceeds  40  ft.,  but  is  only  3  stories  in 
height  and  the  3rd  floor  is  but  1650  sq.  ft.,  covering  30% 
of  the  lot;  that  the  occupancy  of  the  3rd  floor  will  be  five 
persons;  as  to  objection  2d,  that  the  provision  of  a  second 
interior  stair  would  require  the  sacrifice  of  a  large  portion 
of  the  building’s  usable  area  and  require  expensive  struc¬ 
tural  changes;  that  a  second  means  of  egress  for  each  tenant 
will  be  provided  by  an  approved  fire  escape  on  the  front  of 
the  building;  that  a  third  means  of  egress  exists  for  the 
third  floor  across  the  second  story  roof  to  existing  fire 
escajte  at  the  rear  of  the  building;  that  in  lieu  of  the  exten¬ 
sion  of  the  stairway,  an  inclined  iron  ladder  and  scuttle  will 
he  installed  from  the  third  floor  public  hall  to  the  roof  and 
the  proposed  fire  escape  on  the  front  of  the  building  will 
extend  by  stair  to  the  roof ;  that  access  to  the  main  roof 
at  the  2nd  floor  is  possible  through  the  third  floor  occu¬ 
pancies,  by  a  scuttle  from  the  dance  studio  and  by  the 
existing  rear  fire  escape;  and 

Whereas,  the  records  of  the  Department  of  Housing  and 
Buildings  indicate  that  the  public  assembly  permit  was  issued 
May  2,  1945,  under  P.A.  6567-1943  for  240  persons  covering 
both  the  1st  and  2nd  floors. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  amendment  to  Alt.  Applic.  2110-46,  Objection  2, 
dated  February  18,  1947,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area;  that 
the  occupancy  shall  be  substantially  as  proposed  and  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
December  12,  1946,”  3  sheets;  that  the  public  assembly- 
occupancy  shall  comply  with  the  approved  application 
thereof ;  that  the  exits  as  indicated,  including  the  proposed 
fire  escape  on  the  West  56th  street  front  of  the  building 
shall  be  constructed  and  maintained ;  that  the  drop  ladder 
on  such  fire  escape  shall  be  counter-balanced,  but  may  be 
of  the  vertical  type ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct. 


198-47-A 

APPLICANT — Joseph  H.  Cornell,  for  Susie  Pinsker, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 146  Beach  31st  street,  east  side, 
60  ft.  south  of  Lewmay  road  (Block  302,  Lot  27), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  H.  Cornell  and  Isadore 
Pinsker. 


For  Administration :  Henry  G.  Pheney,  Dep’t  of 
Housing  and  Buildings  and  Thomas  A.  Larkin, 
Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . o 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (198-47-A) 


Whereas,  Joseph  H.  Cornell,  for  Susie  Pinsker,  owner, 
filed  March  5,  1947,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises:  146  Beach  31st  street,  east 
side,  60  ft.  south  of  Lewmay  road  (Block  302,  Lot  27), 
Edgemere,  Borough  of  Queens;  and 

Whereas,  Order  18979-LF,  issued  by  the  fire  commissioner 
on  February  7,  1947,  reads: 

“1.  Insiall  an  approved  wet  automatic  sprinkler 
system  throughout  building,  having  at  least  one  source, 
of  water  supply,  arranged  and  equipped  as  i>er  Article 
16  Chapter  26  of  the  Administrative  Code,  Sec.  C19- 
161.0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories  (40 
ft.)  in  height,  on  a  lot  60  ft.  by  100  ft.  in  area,  43  ft.  by 
75  ft.  at  first  floor,  37  ft.  8  in.  by  75  ft.  in  area  at  typical 
floor ;  Class  4  construction,  located  in  a  residence  use,  D 
area  and  Class  1  height  district,  erected  in  1910  and  used 
and  occupied  since,  as  follows:  basement,  10  bedrooms, 
laundry  and  storage,  16  persons;  1st  floor,  7  bedrooms  and' 
foyer,  12  persons;  2nd  floor,  10  bedrooms,  20  persons;  3d 
floor  same;  that  no  change  in  use  or  occupancy  is  proposed; 
that  the  building  is  equipped  with  an  approved  interior  fire 
alarm  system,  two  3  ft.  wide  wood  stairs,  enclosed  in  stud 
partitions  fire-retarded,  equipped  with  wood,  self-closing 
doors,  leading  directly  to  the  street  and  provided  with  a 
scuttle  and  ladder  to  the  roof;  that  there  are  two  fire  escapes 
leading  to  the  roof  by  ladder  and  to  the  street  by  a  drop 
ladder;  that  egress  to  the  yard  and  street  is  direct;  that 
windows  and  doors  on  course  of  fire  escape  are  not  fireproof, 
self-closing;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1910  and  in  1937  was  altered,  providing  fire 
escapes  with  fire  gong  and  equipment  such  as  pails  of  sand, 
hooks  and  axes,  etc.  and  one  2^4  gallon  fire  extinguisher 
on  each  floor ;  that  since  that  work  was  completed  in  1937, , 
watchman  service  has  been  provided  with  ten  stations  to 
clock  in  the  watchman’s  trips;  it  is  further  requested  that 
in  viewr  of  the  fact  these  safeguards  have  been  installed  and 
that  there  is  no  heating  system  in  the  building  and  it  is  only 
occupied  for  three  months  in  the  summer,  that  the  order  be 
reversed ;  and 

V  hereas,  the  premises  and  surrounding  area  w:ere  in¬ 
spected  by  a  Committee  of  the  Board;  and 

V  hereas,  the  xecords  indicate  that  the  building  is  pres¬ 
ently  classified  as  a  heretofore  erected  existing  Class  B 
rooming  house ;  and 

Whereas,  the  applicant  states  there  is  -no  intention  of 
installing  a  dining  room  within  the  building;  and 

Whereas,  it  appears  that  the  alleged  fire  alarm  system 
does  not  comply  with  the  requirements  and  an  order  is  pend¬ 
ing,  issued  by  the  fire  commissioner,  to  install  an  interior 
fire  alarm  system. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
18979-LF,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied.  1 .1 


207-47-A 

APPLICxANT — Norman  Lederer  and  Leonard  Joseph,  for 
Far  Rockaway  Hotel  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 271-277  Beach  19th  street  and 
19-09  Plain  view  avenue,  southwest  corner  (Block 
134,  Lot  40),  Far  Rockawray,  Borough  of  Queens. 
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MINUTES 


PEARANCES— 

For  Applicant :  Norman  Lederer. 

For  Administration :  Henry  G.  Pheney,  Dep’t  of 
Housing  and  Buildings  and  Thomas  A.  Larkin, 
Fire  Dep’t. 

TIOX  OF  BOARD — Appeal  withdrawn. 

F.  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . *  0 

E  RESOLUTION  (207-47-A) 

Vhf.rf.as,  Norman  Lederer  and  Leonard  Joseph,  for 
Rockaway  Hotel  Corp.,  owner,  filed  March  6,  1947,  an 
eal  from  an_  order  of  the  fire  commissioner,  affecting 
nises  271-277  Beach  19th  street  and  19-09  Plainview 
nue,  southwest  corner  (Block  134,  Lot  40),  Far  Rock- 
y,  Borough  of  Queens ;  and 

v  herf.as,  Order  18949-F,  issued  by  the  fire  commissioner 
'ebruary  0,  1947,  reads  : 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  building,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Article  16, 
C  hapter  26  of  the  Administrative  Code.  Sec.  C19-161.0 
Adm.  Code.” 

/hereas,  the  applicant  states  that  the  building  is  3 
ies  (40  ft.)  in  height,  140  ft.  by  34  ft.  4  in.  in  area,  of 
'  4  construction,  erected  in  1922,  located  on  a  lot  176.30 
by  108.30  ft.  in  area,  in  a  residence  use  D  area  and 
s  1  height  district  and  used  and  occupied  since  1922  as 
dws:  basement — boiler  room,  storage  and  servants’ 
ns — 10  persons;  1st  floor — ballroom,  kitchen,  pantry, 
-T  bedroom  and  dining  room— 200  persons;  2nd  floor — 
'ooms — 42  persons ;  3rd  floor — bedrooms— 42  persons ; 

no  change  in  use  or  occupancy  is  proposed;  that  the 
ding  is  provided  with  two  interior  wood  stairs,  3  ft.  8  in. 
4  ft.  in  width,  enclosed  in  8"  brick,  equipped  with  yA 
fireproof  self-closing  doors  and  leading  to  the  roof 
head  and  two  fire  escapes  on  the  north  and  south  sides, 
leading  to  the  roof  by  stair  and  the  other  by  a  ladder 
to  the  street  by  ladder  and  stair ;  and 
hereas,  the  applicant  contends  that  the  building  is  a 
e  story  and  basement  frame  hotel,  erected  in  1922;  that 
-•  Applic.  1660-47  was  filed  “to  enclose  the  stairways  and 
re  retard  same  and  have  them  lead  directly  to  the  yard; 
exit  signs  .and.  lights  will  be  provided  and  exit  doors 
nged  to  swing  in  the  direction  of  egress;  that  the  two 
ior  stairways  lead  to  a  bulkhead  on  the  roof  and  each 
a  skylight;  that  the  exterior  stairs  on  the  south  side 
the  fire  stairs  on  the  north  side  lead  from  the  roof  to 
e;  that  the  first  floor  and  basement  have  exits  directly 
ie  street ;  that  in  view  of  the  two  interior  stairs  and  the 
exterior  stairs  which  would  make  escape  easy  in  the 
t  of  fire,  it  is  requested  that  the  order  of  the  fire  com- 
loner  be  vacated  ;  and 

hf.reas,  Certificate  of  Occupancy  3740  issued  June  13 
.  upon  completion  of  N.  B.  979-22,  describes  the  building 
frame  hotel,  three  stories  in  height ;  and 
hf.reas,  the  premises  and  area  were  inspected  by  a  com- 
ie  of  the  Board  ;  and 

hereas,  since  the  hearing  on  April  22nd,  the  Inspector 
ie  Housing  Division  reports  that  the  building  has  been 
stfified  and  is  now  classified  as  an  existing  heretofore 
ed  Class  B  hotel. 

'solved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 

♦7- A 

'LICANT — Lama  and  Proskauer,  for  Palley  Realty 
■tit  ct*1,  an<^  Johns  Holding  Corp.,  owners. 

•JLC1  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

MISES  AFFECTED — 1368-1378  (1368-1376  dis¬ 

played),  St.  Johns  place,  south  side,  150  ft.  east  of 
Schenectady  avenue  (Block  1384,  Lots  16,  18  and 
20),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Murray 
Friedman. 

Eor  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  Ob  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative:  . . o 

THE  RESOLUTION  (297-47-A)  * 

\\  hf.reas,  Lama  and  Proskauer,  for  Palley  Realty  Corp. 
and  St.  Johns  Holding  Corp.  owners,  filed  March  10,  1947,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  1368-1378  (1368-1376  displayed)  St.  Johns 
place,  south  side,  150  ft.  east  of  Schenectady  avenue  (Block 
1384,  Lots  16,  18  and  20),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  3,  1947,  on  Alt.  Applic.  4417,  4418-46  and  459- 
47,  reads : 

“1.  Provide  two  remote  means  of  egress  from  cellar, 
direct  to  street,  as  per  Section  6.1. 2.2.3.” 

and 

Whereas,  the  applicant  states  the  building  is  one  and  two 
stories  (27  ft.  6  in.)  in  height;  114  ft.  3  in.  by  110  ft.,  irregu¬ 
lar  in  area  at  1st  floor ;  30  ft.  by  65  ft.  in  area  at  2nd  floor ; 
of  Class  3  construction;  erected  1933;  located  on  a  lot  114 
It.  8  in.  by  120  ft.  7  in.,  irregular  in  area,  in  a  business  use, 
C  area  and  Class  1  height  district,  and  used  and  occupied 
since  1933  and  1942  as  follows :  basement,  stockroom  and  for 
ordinary  use;  1st  floor,  store,  100  persons;  2nd  floor,  dwel¬ 
ling,  2  families  and  proposed  to  be.  used  and  occupied  as 
follows :  basement,  sales,  display  and  stock  room,  50  persons; 
1st  floor,  store,  100  persons ;  2nd  floor,  dwelling,  two  fami¬ 
lies  ;  that  the  building  is  equipped  with  a  one  source  sprinkler 
system  throughout;  that  there  are  three  3  ft.  8  in.  iron 
stairs,  enclosed  in  fire  retarded  partitions,  equipped  with 
fireproof  self-closing  doors  and  leading  from  the  roof  bulk¬ 
head,  directly  to  street  (not  shown  on  plans)  ;  and 

Whereas,  the  applicant  contends  that  it  is  now  proposed 
to  use  the  cellar  of  No.  1376  St.  Johns  place,  approximately 
30  ft.  by  115  ft.  in  area  for  sale  and  display  of  merchandise; 
that  there  is  one  3  ft.  wide  iron  stair  enclosed  in  cement 
block  partitions,  leading  directly  from  this  area  to  St.  Johns 
place;  that  in  addition  there  is  a  3  ft.  8  in.  wide  iron  stairs, 
fireproof  enclosed  at  the  rear,  leading  to  the  store  above  and 
a  4  ft.  stair,  fireproof  enclosed,  leading  to  the  1st  floor 
approximately  35  ft.  from  the  main  entrance;  that  at  the 
rear  of  the  store  there  is  a  3  ft.  6  in.  wide  stair  leading 
directly  to  the  roof  by  a  fire  retarded  bulkhead;  that  the 
entire  building  is  sprinklered. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  4417,  4418-46,  and  459-47,  Objection  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  there  shall  be  a  door  at 
the  rear  which  can  be  available  for  emergency  exit  and  from 
which  passage  to  Lincoln  place  is  available,  even  though  the 
applicant  does  not  furnish  approval  or  permit  from  such 
owner ;  and  that  a  door  shall  also  be  constructed  at  the  rear 
of  the  central  portion  of  the  building,  leading  to  the  yard 
at  the  west,  with  a  door  entering  the  westerly  building 
through  which  exit  may  be  obtained  direct  to  St.  Johns 
place;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  the  sprinkler  system  shall  be  maintained 
throughout  the  premises  to  the  satisfaction  of  the  fire  com¬ 
missioner. 


298-47-A 

APPLICANT— Lama  and  Proskauer,  for  Edgar  Realty 
Corp.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 347  Lorimer  street  and  48-50 
Meserole  street,  southwest  corner  (Block  3049,  Lot 
29),  Borough  of  Brooklyn. 


507 


MINUTES 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (298-47-A) 

Whereas,  Lama  and  Proskauer,  for  Edgar  Realty  Corp., 
owner,  filed  April  7t  1947,  an  appeal  from  a  decision  and  an 
order  of  the  fire  commissioner,  affecting  premises  347 
Lorimer  street  and  48-50  Meserole  street,  southwest  corner 
(Block  3049,  Lot  29),  Borough  of  Brooklyn;  and 
Whereas,  Order  18003-LF,  issued  by  the  fire  commis¬ 
sioner  on  August  19,  1946,  and  referred  to  in  a  decision 
of  the  fire  commissioner  dated  March  31,  1947,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  building  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Sprinkler 
Rules,  Board  of  Standards  and  Appeals.” 
and  .  . 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (71  ft.  10  in.)  in  height;  49  ft.  by  75  ft.  in  area,  of 
Class  3  construction;  erected  in  1907,  on  a  lot  49  ft.  by  75  ft. 
in  area,  in  a  business  use  C  area  and  Class  1/4  height  district 
and  used  and  occupied  since  1944  as  follows :  cellar,  zipper 
storage,  shipping,  receiving  and  boiler  room,  6  persons;  1st 
floor,  knitting  factory,  20  persons ;  2nd  floor,  sweater  factory, 
15  persons;  3rd  floor,  manufacturing  of  men’s  jackets,  40 
persons;  4th  floor,  manufacturing  men’s  coats,  45  persons; 
5th  floor,  manufacturing  ladies  blouses,  35  persons ;  6th  floor, 
manufacturing  ladies  skirts,  35  persons;  that  no  change  in 
use  or  occupancy  is  proposed ;  that  the  building  is  equipped 
with  an  interior  fire  alarm  system  and  regular  monthly  fire 
drills  are  maintained ;  that  there  is  one  interior  3  ft.  wide 
iron  stairs,  brick  enclosed,  equipped  with  fireproof  self-clos¬ 
ing  doors  and  leading  from  the  roof  bulkhead,  directly  to 
the  street  and  one  fire  escape  on  the  Meserole  street  side, 
extending  to  the  street  by  counter-balanced  stairs ;  that  win¬ 
dows  and  doors  on  the  course  of  the  fire  escape  are  fire¬ 
proof  self-closing;  that  there  is  no  safe  egress  from  the 
roof ;  and 

Whereas,  the  applicant  contends  that  with  the  exception 
of  the  knitting  factory  on  the  1st  floor  where  less  than  one 
ton  of  loose  fibers  are  stored,  all  the  other  uses  in  the  build¬ 
ing  constitute  only  the  joining  of  the  finished  clothing  parts, 
to  complete  the  finished  garments  and  no  raw  material  or 
fibers  are  stored ;  that  the  building  is  equipped  with  fire 
extinguishers  and  fire  pails,  and  an  approved  fire  alarm 
system  and  it  is  therefore  requested  that  this  appeal  be 
granted ;  and 

Whereas,  Certificate  of  Occupancy  110884,  issued  August 
2,  1944,  upon  completion  of  work  under  Alt.  Applic.  5039- 
1916,  permits  the  use  of  the  building  throughout  as  lofts  for 
a  period  of  90  days  expiring  October  31,  1944;  and 

Whereas,  the  inspector  of  the  Fire  Department  advises 
that  the  order  has  been  placed  in  accordance  with  the  require¬ 
ments  of  C19-161  of  the  Code. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
18003-LF,  Objection  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
doors  to  the  primary  means  of  exit  enclosed  within  brick 
walls  shall  be  made  to  conform  with  the  requirements  there¬ 
for  ;  that  the  doors  to  the  fire  escape  shall  likewise  be  made 
to  conform ;  that  a  goose  neck  ladder  shall  be  installed  from 
the  top  balcony  of  the  fire  escape  to  the  roof ;  that  the  cellar 
shall  be  left  vacant  and  not  occupied  for  storage;  that  the 
occupancy  throughout  the  building  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner  and  no  occupancy 
deemed  more  hazardous  than  the  present  occupancy  shall  be 
permitted ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  the  fire  alarm  system  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  conimissioner ;  that  a 
new  certificate  of  occupancy  shall  be  obtained ;  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area. 


331-47-A 

APPLICANT — New  York  City  Housing  Authority,  owner 
SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED— Blocks  bounded  by  Rond 
Douglass,  Hoyt  and  Wyckoff  streets  (Block  392 
Lots  1-70,  Block  398,  Lots  1-62,  Block  404,  Lot 
1-67  and  Block  410,  Lots  1-67),  Gowanus  Houses 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  S.  Joseph  and  H.  F.  Meyer. 

For  Administration:  Samuel  L.  Becker,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  • 
Negative :  . . . I 

THE  RESOLUTION  (331-47-A) 

Whereas,  New  York  City  Housing  Authority,  owner 
filed  April  8,  1947,  an  appeal  from  decisions  of  the  borougl 
superintendent,  affecting  premises  consisting  of  super  block; 
bounded  by  Hoyt  street,  Wyckoff  street,  Bond  street  am 
Douglass  .street  (Block  392,  Lots  1  to  70;  Block  398,  Lot 
1  to  62;  Block  404,  Lots  1  to  67 ;  Block  410,,  Lots  1  to  67) 
(Gowanus  Houses),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  24,  1947,  on  N.B.  Applic.  669  to  683  of  194: 
inclusive  reads :  Jn  i 

“1.  Proposed  dimensions  of  columns  violate  Sec 
C26-494.0.12"  minimum  column  dimension  required.’’ 
and  , 

Whereas,  the  applicant  states  the  premises  consist  of  tw< 
super  blocks  located  in  an  unrestricted  business  and  residenc 
use,  A  and  B  area  and  Class  1J4  height  district,  propose 
to  be  developed  with  four  4-story,  six  6-story,  two  9-story 
two  13-story  and  six  14-story,  Class  A  multiple  dwelling: 
of  Class  1  construction ;  and 

Whereas,  the  applicant  contends  that  the  standard  build 
ing  regulations  for  reinforced  concrete  adopted  by  the  Amer 
ican  Concrete  Institute,  February  20,  1941,  reflects  late 
thinking  in  the  field  of  concrete  and  reinforced  concrete  tha 
the  current  building  code;  that  Section  1101  of  the  America; 
Concrete  Institute  regulations  reads  in  part:  “Principe 
columns  in  buildings  shall  have  a  minimum  diameter  o 
12  in.,  or  in  the  case  of  rectangular  columns,  a  minimur, 
thickness  of  10  in.,  and  a  minimum  gross  area  of  120  sq.  in.; 
and 

Whereas,  the  applicant  states  that  it  is  proposed  to  us 
principal  columns  having  a  minimum  dimension  of  11^4  in 
square  columns  having,  therefore,  a  gross  area  of  132  sq.  in. 
and 

Whereas,  the  applicant  contends  that  the  minimum  dimen 
sion  and  minimum  area  proposed  are  above  the  minimum 
adopted  by  the  American  Concrete  Institute ;  that  the  rein 
forcing  design  of  the  columns  is  based  on  the  actual  cros 
sectional  area,  thus  providing  adequate  safety ;  that  the  us 
of  ll/>  in.  columns  will  prove  considerably  more  economic; 
and  practicable  and  will  provide  more  available  space ;  tha 
in  view  of  the  fact  that  the  recommended  practices  a 
adopted  by  the  American  Concrete  Institute  are  generall 
accepted  in  structural  design,  it  is  requested  that  this  app« 
he  granted.  _  J 

Resolved,  that  the  decision  of  the  borough  superintends 
acting  on  N.B.  Applic.  669  to  683-45,  Objection  1,  l>e  and 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  > 
granted  on  condition  that  the  columns  shall  be  designed  an 
constructed  as  proposed  and  otherwise  shall  comply  with  tn 
requirements  of  the  Code. 


333-47-A 

APPLICANT — Interborough  Engineering  Co.,  for  1^ 
Broadway  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  supe' 
intendent. 
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REMIShS  AFFECTED — 195-207  Broadway,  west  side, 
from  I)ey  street  to  Fulton  street,  2-10  Dey  street 
and  160-170  Fulton  street  (basement)  ;  (Block  80, 
Lot  1),  Borough  of  Manhattan. 

PPEARANCES— 

F'or  Applicant:  Ribelle  Perotto,  Harold  Henry 
Baker  and  William  Soling. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

HE  RESOLUTION  (333-47-A) 

Whereas,  the  Interborough  Engineering  Co.,  for  195 
oadway  C  orp.,  owner,  filed  April  8,  1947,  an  appeal  from 
decision  of  the  borough  superintendent,  affecting  premises 
5-207  Broadway,  2-16  Dey  street,  northwest  corner,  and 
0-170  Fulton  street  (basement)  ;  (Block  80,  Lot  1),  Bor- 
gh  of  Manhattan  ;  and 

VV  hereas,  the  decision  of  the  borough  superintendent, 
ted  April  8,  1947,  on  Misc.  F.  P.  Applic.  938-47,  reads: 

“1.  Four  fuel  oil  storage  tanks  located  inside  the 
bldg,  and  above  ground  shall  be  individually  placed  in 
a  protective  enclosure  as  per  paragraph  #2  of  Rule 
6.1.2. 

2.  The  20,000  gallon  tank  shown  on  plan  is  an  aux¬ 
iliary  storage  tank  as  such  is  defined  in  Rule  2.3.1  and 
by  such  rule,  is  limited  to  a  capacity  of  60  gallons. 

3.  The  4  tanks  mentioned  in  objection  #1  are  not 
located  on  the  lowest  floor  level  as  called  for  in  Rule 
6.1.2  Paragraph  #1.” 

d 

Whereas,  the  applicant  states  that  the  building  is  27 
iries  (347  ft.)  in  height,  154  ft.  by  199  ft.  and  275  ft.  in 
;a,  of  class  1  construction,  erected  in  1914,  located  in  a 
siness  use,  B  area  and  class  2J4  height  district,  and  used 
d  occupied  since  1941  as  follows:  cellar — boiler  room  and 
?ine  room — 1  persons;  basement — cafeteria  and  locker 
om — 25  persons;  1st  floor— offices— 60  persons;  2nd  floor— 
ker  rooms— 25  persons ;  3rd  to  27th  floors — offices ;  that 
:  building  is  equipped  with  a  standpipe  system  and  an 
proved  interior  fire  alarm  system;  that  regular 'monthly 

-  drills  are  not  maintained;  that  there  are  five  (5)  48" 
de  fireproof  stairs  from  the  roof  to  t^ie  street  and  one 

-  escape  in  court,  leading  to  the  roof  by  stairs  and  to  the 
rd  by  stairs,  with  egress  to  the  street  through  an  adjoining 
ilding;  that  windows  and  doors  on  the  course  of  the  fire 
ape  are  fireproof  self-closing;  and 

A  hereas,  Certificate  of  Occupancy  5835  issued  January 
1933,  on  Alteration  3139-19,  permits  the  use  of  the  build- 
;  as  follows:  basement  E — engine  room;  basement  C  and 
-machinery  and  storage;  basement  A  and  B— cafeteria 
1  storage;  1st  floor — offices  and  foyer;  2nd  floor — locker 
mis;  3rd  floor — assembly  and  offices;  4th  to  27th  floors — 
ices;  and 

A  hereas,  the  applicant  contends  that  the  owner  intended 
maintain  a  sixty  day  supply  of  oil,  but  after  careful  study, 
was  found  that  the  only  available  space  is  that  indicated 
plan  and  this  space  will  permit  only  a  30  day  supply  of 
’■  6  oil;  that  to  comply  strictly  with  Rule  6.1.2  and  enclose 
h  tank  in  a  separate  enclosure  would  further  cut  this 
ited  storage  capacity  by  about  5000  gallons;  that  it  is 
uested  that  the  Board  permit  the  installation  of  tanks  as 
icated  on  plans  filed  with  this  appeal,  all  in  one  enclosure 
h  at  least  15"  space  clearance  on  all  sides,  the  enclosure  to 
nply  in  all  other  respects,  except  that  there  will  he  only 
fireproof  access  door  to  the  enclosure ;  that  a  catwalk 
1  he  provided  on  top  of  tanks  with  iron  ladders  for  easy 
ess  to  any  and  all  parts  of  the  enclosure ;  that  the  20,000 
Ion  intermediary  tank  is  not  an  auxiliary  tank,  hut  an 
litional  storage  tank  in  which  to  maintain  the  30  day 
'ply ;  that  it  is  necessary  because  of  possible  shortages  due 
strikes,  etc.;  that  the  transferring  of  oil  from  the  other 


tanks  to  the  intermediary  tank  is  considered  good  practice 
and  perfectly  sale;  that  the  intermediary  tank  will  he  pro¬ 
tected  in  compliance  with  Rule  6.1.2.;  that  the  four  storage 
tanks  to  lie  located  in  the  one  enclosure  rest  on  solid  ground 
and  it  is  fell  that  this  is  the  lowest  floor  level  at  this  point ; 
that  these  tanks  are  to  be  located  in  a  vault  under  the  Dey 
street  sidewalk  and  are,-  in  a  sense,  not  inside  the  building; 
that  the  arrangement  submitted  as  indicated  on  plans  filed 
with  this  appeal  is  the  result  of  careful  study  by  the  owner’s 
engineer  and  oil  burner  contractor ;  that  it  is  proposed  to 
install  a  steam  smothering  line  in  each  tank  for  additional 
fire  protection ;  that  the  oil  burners  will  he  operated  and 
supervised  by  competent  engineers,  24  hours  daily;  that  in 
all  other  respects,  the  oil  burner  rules  as  adopted  by  the 
Board  will  be  complied  with. 

Resolved,  that  the  decision  . of  the  borough  superintendent 
acting  on  Misc.  F.P.  Applic.  938-47,  Objections  1,  2  and  3, 
he  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  storage  tank  arrange¬ 
ment  and  location  shall  be  substantially  as  proposed  and  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
April  8,  1947,’’  2  sheets ;  that  in  all  other  respects,  the  installa¬ 
tion  shall  comply  with  the  requirements  of  the  Oil  Burner 
Rules  of  the  Board  and  all  other  rules  and  regulations  appli¬ 
cable  thereto. 


27 1-42- A 

APPLICANT — The  Proctor  and  Gamble  Manufacturing 
Co.,  owner. 

SL1BJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition  for  temporary  term). 
PREMISES  AFFECTED — West  side  of  Western  avenue, 
900  ft.  south  of  Richmond  Terrace  (Block  1400, 
Lot  1),  Port  Ivory,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  S.  W.  Blackett. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of  vari¬ 
ance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  O 

TFTE  RESOLUTION  (271-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  west  side  of  Western 
avenue,  900  ft.  south  of  Richmond  terrace  (Block  1400, 
Lot  1),  Port  Ivory,  Borough  of  Richmond,  was  granted  by 
the  Board  on  April  7,  1942,  on  certain  conditions ;  and 
Whereas,  the  term  of  variance  was  extended  by  the 
Board,  from  time  to  time,  the  last  such  extension  having  been 
granted  on  March  12,  1946 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  7,  1942,  as  amended 
through  March  12,  1946,  only  in  so  far  as  it  lias  reference 
to  the  term  of  the  variance,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read  : 

“Granted  for  a  term  of  six  (6)  months  from  the  date 
of  this  amended  resolution,  .  .  .  and  that  other  than 
as  herein  amended,  the  provisions  of  the  resolution  of 
April  7,  1942  as  amended  through  March  12,  1946  shall 
be  complied  with.” 

1-46-A 

A I  1  LiCANT — Alden  B.  MacNeil,  for  Burt  Duckman, 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 
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PREMISES  AFFECTED— 39-09  214th  place,  southeast 
corner  of  39th  avenue  (Block  6243,  Lot  5),  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alden  B.  MacNeil. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reoi>ened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESO¬ 
LUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 

THE  RESOLUTION  (1-46- A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
su]>erintendent,  affecting  premises  39-09  214th  place,  south¬ 
east  corner  of  39th  avenue  (Block  6243,  Lot  5),  Bayside, 
Borough  of  Queens,  was  granted  by  the  Board  on  February 
13,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  13,  1946  by  adding 
thereto : 

“that  the  arrangement  of  the  first  floor  may  be  in 
accordance  with  revised  plans  marked  “Received  March 
11,  1947,”  and  the  number  of  beds  in  the  combined 
bedroom  as  shown  thereon,  may  be  increased  from  five 
to  eight,  on  condition  that  in  all  other  respects,  the  reso¬ 
lution  adopted  by  the  Board  on  February  13,  1946  shall 
he  complied  with  (alt.  applic.  2148-43).” 


110-46-A 

APPLICANT — Emil  Koeppel,  for  Swift  and  Co.,  Inc., 
owner. 

SLIRJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED— 438-450  West  13th  street  and 
858  Washington  street,  southwest  corner  (Block  645, 
Lot  11  and  part  of  Lot  9),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Bruno  Koeppel. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESO¬ 
LUTION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (110-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  438-450  West  13th  street 
and  858  Washington  street,  southwest  corner  (Block  645,  Lot 
11  and  part  of  Lot  9),  Borough  of  Manhattan,  was  granted 
bv  the  Board  on  March  12,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  12,  1946,  by  adding 
thereto : 

“that  the  meat  rail  as  proposed  and  as  passed  upon 
by  the  borough  superintendent  under  B.  N.  Applic.  684- 
47,  objection  1,  dated  March  31,  1947,  may  be  constructed, 
provided  that  the  marquee  structure  shall  be  so  designed 
as  to  provide  for  the  additional  weight  of  the  meat  rack 
and  the  material  carried  thereon.” 


862-46-A 

APPLICANT — Henry  George  Greene,  for  Rochel  Hesh 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawal). 

PREMISES  AFFECTED— 249  East  28th  street,  north  side, 
154  ft.  10  in.  east  of  8th  avenue  (4th  floor)  ;  (Block- 
778,  Lot  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration :  Samuel  L,  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0; 


10-47-A 

APPLICANT — Meyer  Wilen,  for  John  Meli,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent — (previously  dis¬ 
missed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 78-02  to  78-04  Queens  boule¬ 
vard,  southeast  corner  of  Hillyer  street  (Block  2453, 
part  of  Lot  44),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Meyer  Wilen. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings.  , 

ACTION  OF  BOARD— Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . f, 

220-47-A 

APPLICANT — William  Miltenberger,  for  Violet  Milan 
Bankers  Trust  Co.,  and  William  M.  Cruikshank 
trustees  u.w.  of  John  Glackner,  deceased.  (Miltor 
Lent,  lessee.) 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 386  West  street  and  182-184 
Christopher  street,  southeast  corner  (Block  604 
Lot  3),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  Miltenberger  and  Alfrec 
B.  Sumner. 

For  Administration :  Henry  G.  Pheney,  Dep’t  of 
Housing  and  Buildings  and  Peter  Maher,  Fin 
Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . I 


152-47- A 

APPLICANT — New  York  Cotton  Exchange,  owner. 
SUBTECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 60-64  Beaver  street,  2-6  Willianr. 
street,  southwest  corner  and  107  Pearl  street  ( 19tl 
floor)  ;  (Block  28,  Lot  1),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant :  John  S.  V.  Kilmartin. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  May  13,  1947  at 
P.  M.  at  request  of  applicant’s  representative. 
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263-47- A 


APPLICANT — Albert  San  Fanandre,  for  Irving  Gottesman, 
owner. 


SUBJECT  Appeal  from  a  decision  of  the  borough  sunerin- 
tendcnt. 

PREMISES  AFbEC 1  ED — 114-38  196th  street,  west  side 
542s  ft.  north  of  114th  drive  (basement);  (Block 
v34s7.  Lot  38),  St.  Albans,  Borough  of  Queens 
\PPEARANCES — 


For  Applicant :  Albert  San  Fanandre. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1947  at  2P.  M. 
for  further  consideration. 


108-47- A 

kPPLICAN  r  Ira  Pont,  for  155  20th  Street  Corp.,  owner 
fiit>TLr^r^fCra^  P°x  Co.,  Inc.,  lessee), 

in  i-'i  i  TL-f'77  an  or<^er  of  the  fire  commissioner. 

REMISES  AbbECTED — 155-157  20th  street,  north  side, 
185  tt.  east  of  4th  avenue  (Block  636,  Lot  50), 
Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant :  L.  B.  Sadon. 

For  Administration :  Thomas  A.  Larkin.  Fire  Deu’t 
vCTION  OF  BOARD — Laid  over  to  May  6,  1947,  at  2  P.  M. 
for  inspection  by  a  representative  of  the  Division 
of  Fire  Prevention. 


ZONING  APPLICATIONS 

149-24-BZ 

^PPLICAN  1 — Herman  W.  J.  Bruning,  owner. 

UBJEC1  Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  an  existing  garage  for  six  (6)  motor 
vehicles  for  a  temporary  term. 

REMISES  AFP  EC  1  ED — 63-63J4  Schaeffer  street,  west 
side,  125  ft.  north  of  Bushwick  avenue  (Block  3421, 
Lots  57  and  58),  Borough  of  Brooklyn. 
PPEARANCES — 

For  Applicant :  Herman  W.  J.  Bruning. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

H  VARMTsXF  RE0PEN  ANI)  TERM  OF 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

HE  RESOLUTION  (1149-24-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
solution,  permitting  in  a  residence  use  district,  the  alteration 
d  ,c°nversion  of  occupancy  from  a  stable  to  a  garage  for 
(6)  motor  vehicles,  for  a  term  of  two  (2)  years,  affect- 
sr  premies  63-63^4  Schaeffer  street,  west  side,  125  ft.  north 
Bushwick  avenue  (Block  3421,  Lots  57  and  58),  Borough 
Brooklyn,  was  granted  by  the  Board  on  April  28,  1925 
certain  conditions ;  and 

W  hereas,  the  term  of  variance  was  extended  by  the  Board, 
Jm  time  to  time,  the  last  such  extention  having  been 
.nited  on  April  28,  1942,  under  section  7f  of  the  zoning 
’Olution,  for  a  term  of  five  (5)  years;  and 
hereas,  the  applicant  requested  a  further  extension  of 
'-‘term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
r^y  a  hi  end  the  resolution  of  April  28,  1925,  as  amended 
'  .°lU^3  APnl  28*  1942,  only  in  so  far  as  it  has  reference 
term  of  the  variance,  so  that  as  amended,  this  portion 
the  resolution  shall  read : 


Granted  under  section  7f  for  a  term  of  five  (5)  years 
trom  the  date  of  this  amended  resolution  .  .  .  and  that 
other  than  as  herein  amended,  the  provisions  of  the  reso- 
im?n  ?  ,April  28>  1925,  as  amended  through  April  28, 
1V4Z,  shall  be  complied  with  and  that  a  new  certificate 
ot  occupancy  shall  be  obtained.” 


530-29-BZ 

APPLICANT— Joseph  Schafran,  for  A.  &  T.  Falk,  Inc., 
owner. 

SUBJEC1  Application  for  consideration— reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  permitting  in  a  business  use  district,  the 
alteration  and  extension  of  a  gasoline  service  station 
and  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFEC1  ED — 492-498  City  Island  avenue  and 
140  Beach  street,  southeast  corner  (Block  5646,  Lots 
16  and  18),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Charles  I.  Goldman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACT  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VUTR  TO  REOPEN  AND  AMEND  RESOLU- 

Aftirmative  .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N  egative :  .  q 


THE  RESOLUTION  (530-29-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  altera¬ 
tion  and  extension  of  a  gasoline  service  station  and  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles  affect¬ 
ing  pi^mises  492-498  City  Island  avenue  and  140  Beach 
street,  southeast  corner  (Block  5646,  Lots  16  and  18),  Bor- 

^ronx’  was  granted  by  the  Board  on  January 
28,  1930,  on  certain  conditions ;  and 

Whereas,  plans  were  approved  on  February  26,  1930, 
and  the  resolution  was  amended  on  May  12,  1931*and  Febru¬ 
ary  25,  1947 ;  and 

Whereas,  the  applicant,  requested  a  lurther  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January- 28,  1930,  as  amended 
Alay  12,  1931,  only  in  so  fax  as  it  has  reference  to  the  require- 
ments  in  such  resolution  that  there  shall  be  erected  on  the 
budding  line,  a  concrete  curbing  and  to  omit  therefrom  the 
portion  of  the  resolution  reading  as  follows : 

that  there  shall  be  erected  on  the  building  line  of  Beach 
street  and  City  Island  avenue,  a  concrete  curbing  not 
less  than  12  in.  in  width  and  12  in.  in  height  with  two 
openings,  one  on  City  Island  avenue  and  one  on  Beach 
street,  providing  an  exit  on  City  Island  avenue  not  ex¬ 
ceeding  12  ft.  in  width  and  an  exit  on  the  Beach  street 
side  abutting  the  garage  not  more  than  12  ft.  in 
width.' .  .” 

on  condition  that  the  curb  cuts  from  the  garage  and  gasoline 
selling  area  shall  not  exceed  two  (2)  to  City  Island  avenue, 
one  13  ft.  in  width  and  one  17  ft.  in  width,  and  two  to 
I->each  street,  one  23  ft.  in  width  in  the  gasoline  station 
portion  and  one  9  ft.  in  width  from  the  garage  portion,  as 
indicated  on  plans  filed  at  this  meeting,  April  29,  1947;  that 
otherwise  the  requirements  of  the  resolution  of  January 
28,  1930,  as  amended  February  26,  1930  as  to  approval  of 
plans  and  as  amended  May  12,  1931  and  Februarv  25,  1947 
shall  be  complied  with. 


224-39-BZ 

APPLICAN  1  Garofalo  &  Garofalo,  for  Amodio  Caruso, 
lessee;  Andon  E.  Andon,  owner. 
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SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  Section  7f  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 85-37  Van  Wyck  boulevard 
(137th  street),  northeast  corner  of  86th  avenue 
(Block  9647,  Lot  19),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Anthony  A.  Garofalo. 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 


VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 


4 

0 


THE  RESOLUTION  (224-39-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  85-37  Van  Wyck 
boulevard  (137th  street),  northeast  corner  of  86th  avenue 
(Block  9647,  Lot  19),  Jamaica,  Borough  of  Queens,  was 
granted  by  the  Board  May  23,  1939,  on  certain  conditions; 
and 

Whereas,  the  term  of  variance  was  extended  by  the  Board, 
from  time  to  time,  the  last  such  extension  having  been 
granted  on  May  8,  1945  ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  23,  1939,  as  amended 
through  May  8,  1945,  only  in  so  far  as  it  has  reference#to  the 
term  of  the  variance,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  /h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  .  .  .  that 
other  than  as  herein  amended,  the  provisions  of  the  reso¬ 
lution  of  May  23,  1939.  as  amended  through  May _8,  1945, 
shall  be  complied  with  and  that  a  new  certificate  of 
occupancy  shall  be  obtained  (B.N.  52-39).” 


402-40-BZ 

APPLICANT— Agnes  M.  Hall,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use,  E  area 
district,  the  erection  and  maintenance  of  a  building 
to  be  used  as  auto  laundry,  lubritorium,  office  and 
boiler  room  in  conjunction  with  a  gasoline  service 
station  on  a  plot  previously  occupied  as  a  gasoline 
service  station. 

PREMISES  AFFECTED— 144-39  to  144-47  Farmers  boule¬ 
vard,  southeast  corner  of  South  Conduit  avenue 
(Block  4517,  Lot  1  and  part  of  Lot  3),  Springfield, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alvin  J.  Sander. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (402-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  j>ermitting  in  a  residence  use  E  area  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  auto 
laundry,  lubritorium,  office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot  of  ground  pre¬ 
viously  occupied  as  a  gasoline  service  station,  affecting 
premises  144-39  to  144-47  Farmers  boulevard,  southeast 
corner  of  South  Conduit  avenue  (Block  4517,  Lot  1  and  part 
of  Lot  3),  Springfield,  Borough  of  Queens,  was  granted  by 
the  Board  December  10,  1940,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work, 
has  been  extended  from  time  to  time,  the  last  such  extension 
having  been  granted  by  the  Board  on  April  30,  1946;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  10,  1940,  as 
amended,  through  April  30,  1946,  only  in  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  the  work, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read: 
“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  amended 
resolution  (N.B.  Applic.  9509-40).” 


545-42-BZ 

APPLICANT— A.  H.  Salkowitz,  for  Lubritorium,  Inc. 
owner. 

SUBJECT— Application  for  consideration— reopening  anc 
extension  of  term  of  variance — re  Application  (de-i 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  foi 
a  term  of  two  years,  the  parking  and  storage  o:i 
more  than  five  motor  vehicles.  G  > 

PREMISES  AFFECTED— 77-02  Roosevelt  avenue,  south 
east  corner  of  77th  street  (Block  1488,  Lot  1) 
Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  A.  H.  Salkowitz. 

For  Administration :  Samuel  L.  Becker,  Dep't  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  o 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  01 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . . 1 

THE  RESOLUTION  (545-42-BZ) 

Whereas,  this  application  under  section  7h  ol  the  zonin 
resolution,  permitting  in  a  business  use  district,  for  a  ten 
of  two  years,  the  parking  and  storage  of  more  than  fiv 
motor  vehicles,  affecting  premises  77-02  Roosevelt  avenui 
southeast  corner  of  77th  street  (Block  1488,  Lot  1),  Jackso 
Heights,  Borough  of  Queens,  was  granted  by  the  Board  o 
March  9,  1943,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  by  the  Boar 
on  April  24,  1945  ;  and 

Whereas,  the  applicant  requested  a  further  extension  c 
the  term  of  variance.  3 

Resolved,  that  the  Board  of  Standards  and  Appeals  dot 
hereby  amend  the  resolution  of  March  9,  1943,  as  amende 
through  April  24,  1945,  only  in  so  far  as  it  has  reference  t 
the  term  of  the  variance,  so  that  as  amended,  this  portion  c 
the  resolution  shall  read:  J 

“Granted  under  section  7h  for  a  term  of  two  (2 
years  from  the  date  of  this  amended  resolution,  Jo  perm 
the  parking  and  storage  of  more  than  five  (5)  mote 
vehicles  .  .  .  and  that  other  than  as  herein  amende 
the  provisions  of  the  resolution  of  March  9,  1943,  : 
amended  through  April  24,  1945,  shall  be  compli< 
with  and  a  new  certificate  of  occupancy  shall  be  obtaine 
(Misc.  Applic.  3179-42).” 
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320-45-BZ 

APPLICANT— Frank  V.  Laspia,  for  Joseph  Palermo, 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  business  and  unrestricted 
use  districts,  the  change  of  occupancy  from  garage 
(not  more  than  four  cars  and  light  storage)  to  rug 
cleaning  and  light  storage,  for  a  term  of  five  (5) 
years. 

PREMISES  AFFECTED — 212  Evergreen  avenue,  south 
side,  70  ft.  east  of  Willoughby  avenue  (Block  3200, 
Lot  16),  Borough  of  Brooklyn. 

\PPEARANCES— 

For  Applicant:  Frank  V.  Laspia. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  Ob  BOARD — Application  reopened  and  time  ex¬ 
tended. 

I'HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

HE  RESOLUTION  (320-45-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
esolution,  permitting  in  a  business  and  unrestricted  use  dis- 
nct,  tlie  change  of  occupancy  from  garage  (not  more  than 
our  cars  and  light  storage)  to  rug  cleaning  and  light  storage 
or  a  term  ot  five  (5)  years,  affecting  premises  212  Ever- 
reen  avenue,  south  side,  70  ft.  east  of  Willoughby  avenue 
®  Lot  16),  Borough  of  Brooklyn,  was  granted 

y  the  Board  on  May  14,  1946,  on  certain  conditions;  and 
W  hereas,  the  applicant  requested  an  extension  of  time  to 
Wain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  resolution  of  May  14,  1946,  only  in  so  far 
'  it  has  reference  to  obtaining  permits  and  completion  of 

ie  work  so  that  as  amended,  this  portion  of  the  resolution 

iall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


781-46-BZ 

APPLICANT— 229  Pulaski  St.  Corp.,  owner. 

SUBJECT  -Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  sections 
7e  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  alteration  and  conversion 
of  occupancy  from  a  bottle  storage  plant  of  an 
existing  brewery  (previously  granted  by  the  Board) 
lo  paper  box  manufacturing  (previously  withdrawn 
for  the  projiosed  use  of  food  processing,  refrigera¬ 
tion,  distribution  and  offices). 

1  REMISES  AFFECTED — 235-243  Pulaski  street,  north 
“64  ft-  6  in.  east  of  Throop  avenue  (Block 

APPEARANCES^ — Part  50^’  ft°rough  of  Brooklyn. 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  lo 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Alurdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  g 


22-46-BZ 

PPLICANT  AI.  Martin  Elkind,  for  Griffin  Estate,  Tnc , 
owner. 

UBJECT— Application  for  consideration — reopening  and 
consideration  of  new  proposal— re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
/c  o  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  erection  of  a  building  on  an  existing 
gasoline  station  for  office,  lubritorium  and  repair 
ot  motor  vehicles. 

v CAUSES  AFFECTED— 34-51  Bell  boulevard  and  213-35 
3ath  avenue,  northeast  corner  (Block  6117,  Lot  12) 

l'PEAKANCES-0Ugh  °f  Quee"S' 

For  Applicant :  AI.  Alartin  Elkind. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

-  'imzaxt  housing  and  Buildings. 

TION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

HE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Alurdock,  Commissioners 
Negative-  K  einert  and  Def,uty  Chief  Guinee  4 


AIATERIALS  SUBA1ITTED  FOR  APPROVAL 

259-38-SM 

vrnn:rT^^  Ceco  Steel  Products  Corporation,  owner. 
oUBJECi  Approval  of  Ceco  Steel  Joists,  manufactured  by 
Ceco  Steel  Products  Corporation 
APPEARANCES— 

For  Applicant:  None. 

j^ClION  OF  BOARD — Application  dismissed. 

4  HE  VOTE  TO  DISA1ISS— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

THE  RESOLUTION  (259-38-SM) 

Whereas,  the  Ceco  Steel  Products  Corporation,  owner, 
filed  on  April  13,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals,  for  the  approval  of  the  material 
known  as  Ceco  Steel  Joists;  and 
Whereas,  the  applicant  has  failed  to  arrange  for  a  proper 
inspection  of  this  material  for  test  and  report,  although  duly 
notified  to  do  so;  and 

Whereas  this  appheant  has  filed  with  this  Board,  Cal. 
No  77-47- SM,  which  supersedes  Cal.  No.  259-38-SAL 
Resolved,  that  the  application  be  and  it  hereby  is  dismissed 


569-38-SM 

APPLICANT — Laclede  Steel  Company,  owner 

APPEARANCES—  °Pen  Web  Stecl  Joists’  f°r  AW,roval- 
For  Applicant :  None. 

ACT  ION  OF  BOARD — Application  withdrawn  at  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


Adjourned:  4:30P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


Copies  of  the  Official  Directory  of  the  City  of  New 
>rk  for  the  y^r  1947  (The  Little  Green  Book'),  contain- 

ate  anl?teT?  futh.en6c  information  in  relation  to  City, 
and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Alan- 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail  five 
cents  per  copy  must  be  added  for  postage. 


513 


RULES 


RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYS 
TEMS  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBE1 
27,  1917,  AMENDED  DECEMBER  6,  1917  AND  FEBRUARY  7,  1918,  REVISED  DE 
CEMBER  11,  1936  AND  AMENDED  JANUARY  22,  1946. 


[108-16-SR] 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority:  Section  666,  subdivision  3  of  the  Charter  of 
the  City  of  New  York  to  carry  into  effect  the  provisions 
of  Chapter  19— 487e— 2.0,  c,  Administrative  Code  and  the 
provisions  of  Section  279  of  the  Labor  Law. 

Scope  of  Rules 

These  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Multiple  Dwelling  Law;  to  all 
lodging  houses  having  more  than  15  sleeping  rooms,  or 
accommodating  more  than  15  lodgers  above  the  first  or 
ground  story ;  to  all  public  and  private  hospitals  and 
asylums  having  more  than  15  rooms,  or  accommodating 
more  than  15  patients  or  inmates  above  the  first  or  ground 
story;  to  all  nurseries  accommodating  more  than  30  chil¬ 
dren,  or  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodations  for  more  than  fifteen  persons  on  the  prem¬ 
ises;  to  all  department  stores  having  two  or  more  depart¬ 
ments  where  the  public  is  admitted  above  the  second  floor; 
to  all  public  schools,  and  to  all  single  and  tenant  factory 
buildings,  as  defined  in  the  Labor  Law  and  specifically 
required  by  Section  279  of  said  Law. 


Law 

Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills: 

1-.  Fire  alarm  signal  systems..  Every  factory  building 
over  two  stories  in  height  in  which  more  than  twenty-five 
persons  are  employed  above  the  ground  floor  shall  be 
equipped  by  the  owner  thereof  with  a  fire  alarm  signal 
system  having  a  sufficient  number  of  signals  clearly  audi¬ 
ble  to  all  occupants  of  the  building,  and  so  arranged 
as  to  permit  the  sounding  of  all  the  alarms  within  the 
building  whenever  the  alarm  is  sounded  in  any  portion 
thereof.  Such  system  shall  be  maintained  in  good  work¬ 
ing  order  and  no  person  shall  tamper  with  same  or  render 
ineffective  any  portion  thereof  except  to  repair  it.  A  per¬ 
son  discovering  a  fire  shall  cause  an  alarm  to  be  sounded 
immediately.  The  Board  of  Standards  and  Appeals  in  the 
City  of  New  York,  may  make  rules  and  regulations  pre¬ 
scribing  the  number,  character  and  location  of  the  signals 
and  the  method  and  character  of  the  installation,  including 
that  of  all  appliances  in  connection  therewith. 

3.  Exceptions.  Subdivisions  one  and  two  of  this  sec¬ 
tion  shall  not  apply  to  a  building  in  which  every  square 
foot  of  the  floor  area  on  all  stories  is  protected  with  an 
automatic  sprinkler  system,  having  two  adequate  sources 
of  water  supply  and  approved  by  the  public  authorities 
having  jurisdiction  thereof,  and  in  which  also  the  maxi¬ 
mum  number  of  occupants  of  any  one  floor  does  not  ex¬ 
ceed  by  more  than  fifty  percentum  the  capacity  of  the 
exits,  as  determined  by  subdivisions  one,  two  and  three  of 
section  two  hundred  and  seventy-eight,  in  addition  to  the 
prescribed  occupancy  under  subdivisions  five,  six  and  seven 
of  said  section.  If  the  commissioner  after  investigation 
determines  that  the  spirit  of  this  chapter  is  observed  and 
public  safety  secured,  he  may  permit  in  place  of  the  auto¬ 
matic  sprinkler  system  before  specified,  an  automatic 
sprinkler  system  having  one  adequate  source  of  watef  supply 
and  approved  by  the  public  authorities  having  jurisdiction 
thereof. 


Chapter  19 — 487E-2.0.C.1. 

Interior  Fire  Alarms:— In  every  hotel,  lodging-hous 
public  or  private  hospital  or  asylum,  department  store,  ai 
public  school,  there  shall  be  placed  and  provided,  wh. 
required  by  the  fire  commissioner,  an  adequate  and  reliau 
electrical  or  other  interior  alarm  system,  to  be  approved  1 
the  said  commissioner,  by  means  of  which  alarms  of  fi 
or  other  danger  may  be  instantly  communicated  to  eve 
portion  of  the  building.  The  fire  alarm  apparatus  and  ; 
other  appliances  placed  or  kept  within  any  of  such  buildin 
for  the  purpose  of  preventing  or  extinguishing  fires,  or  f 
affording  means  of  escape  therefrom  in  case  of  fire,  sh; 
be  kept  at  all  times  in  good  working  order  and  proper  co 
dition  for  immediate  use,  and  any  member  of  the  uniform 
force  or  authorized  representative  of  the  Fire  Departme 
may  enter  any  of  the  said  buildings  at  any  time,  for  the  pi 
pose  of  inspecting  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms. 

1.1  The  term  “non-coded  closed  circuit  fire  alarm  si- 
nal  systems”  shall  mean  a  fire  alarm  signal  systu 
consisting  of  sending  stations  and  signaling  devics 
operated  on  supervised  closed  electric  alternati; 
current*  circuits,  so  arranged  that  the  operation  t 
any  station  will  automatically  sound  the  signalij 
devices  throughout  all  portions  of  the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  sigil 
systems”  shall  mean  a  fire  alarm  signal  system  cc- 
sisting  of  sending  stations  and  signaling  deviiS 
operated  on  supervised  closed  electric  circuits  whn 
transmits  rounds  of  coded  signals  to  indicate  1; 
floor  or  portion  of  the  same  from  which  the  ala  i 
was  sent. 

1.3  The  term  “heretofore”  shall  mean  before  Decemlr 
31,  1936. 

1.4  The  term  “hereafter”  shall  mean  after  Decemlr 
31,  1936. 

1.5  The  term  “approved”  shall  mean  approved  by  lie 
Board  of  Standards  and  Appeals. 

1.6  The  term  “commissioner”  shall  mean  the  Fire  Ch  f 
and  Commissioner  of  the  fire  department  specificay 
charged  with  the  enforcement  of  law  relating  3 
interior  fire  alarm  systems  in  the  City  of  New  Yo:. 

Rule  2.  General. 

2.1  All  fire  alarm  signal  systems  and  devices  shall  e 
approved  by  the  Board  of  Standards  and  Appen 

2.2  All  devices  and  equipment  that  have  been  appro1^ 
by  the  Board,  shall  have  securely  fastened  there  i, 
a  manufacturer’s  plate  bearing  the  words  “7- 
proved  by  the  Board  of  Standards  and  Appeal  - 

No . ”,  together  with  any  other  electrical  da 

that  the  Commissioner  may  require. 

Rule  3.  Examination  and  Approval  of  Plai  • 

3.1  Before  the  installation  or  extension  of  any  < 
alarm  system,  specifications  and  plans  there 
showing  complete  details  of  the  proposed  insta  ¬ 
tion,  shall  be  submitted  by  the  owner  or  his  ag1' 
to  the  Commissioner  for  examination  and  appro  * 
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Rule  4.  Classification. 

4.1  Fire  alarm  signal  systems  shall  be  classified  as  fol¬ 
lows  : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 

4.1.1  The  code  numbers  that  are  used  shall 

be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of  the 
sending  station. 

4.2  A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound  the  signaling  devices  until  hook 
is  restored  to  its  original  position ;  and  in  the  break- 
glass  type  until  the  glass  has  been  replaced. 

4.3  Coded  closed  circuit  system  shall  be  divided  into 
three  (3)  classes : 

Class  1 — General  Systems. 

Class  2 — Pre-signal  or  dual  operation  systems. 

Class  3 — Unit  and  general  systems — or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  systems  shall  be  a  general  alarm  system  of 
the  coded  closed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  station  at 
least  four  (4)  times  throughout  the  entire  building. 

4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in  the 
engine  room,  elevator  shafts,  basement  or  other 
places  in  the  building  where  the  members  of  the  fire 
brigade  work  or  assemble. 

4.5.1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera¬ 
tion  of  any  station  shall  cause  the  sounding 
of  all  signaling  devices  throughout  the  build¬ 
ing. 

4.5.2  This  subsequent  operation  shall  be  performed 
with  the  aid  of  a  key  or  plug  designed  so  as 
to  prevent  unauthorized  sounding  of  the  gen¬ 
eral  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or  plug 
shall  be  so  designed  that  it  can  be  readily 
identified  by  the  person  whose  duty  it  would 
be  to  use  same. 

4.6  Class  3  system  shall  be  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
so  arranged  that  the  operation  of  a  station  within 
a  unit  will  cause  all  of  the  signaling  devices  in 
that  unit  and  all  of  the  signaling  devices  on  the 
general  alarm  circuit  to  sound  the  code  numbers 
of  the  unit  and  zone  at  least  four  (4)  times. 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
when  approved  by  the  Commissioner. 

4.6.2  The  register,  if  of  closed  circuit  type,  shall 
be  operated  from  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by  barrier  from  main  control  panel  in  main 
control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit  an¬ 
nunciators  shall  be  installed  as  part  of  all 
Class  3  systems  when  required  by  the  Com¬ 
missioner. 

4.7  Special  systems  shall  include  a  complete  Class  1, 

2  or  3  system  supplemented  by  special  circuits  for 
the  operation  of  other  firm  alarm  devices  in  the 
systems;  or  electric  control  systems  for  stopping 


machinery,  closing  doors  or  ventilators  as  may  be 
required  by  the  Commissioner;  or  to  call  the  central 
station  of  a  private  operating  company  or  the  fire 
department.  Automatic  fire  detecting  systems  may 
be  connected  to  operate  an  interior  fire  alarm  system 
when  connected  thereto  by  an  approved  coded  trans¬ 
mitter.  In  no  case  shall  the  transmitter  be  con¬ 
sidered  to  replace  the  standard  approved  interior 
fire  alarm  station,  except  where  a  transmitter  has 
been  approved  for  both  purposes.  The  special  con¬ 
trol  circuits  shall  be  separate  and  distinct  from  the 
fire  alarm  system  but  shall  be  brought  into  action 
whenever  the  fire  alarm  system  is  set  in  operation. 

Rule  5.  Systems  Permitted  in  Factory  and 
Other  Buildings. 

5.1  Non-coded* closed  circuit  fire  alarm  signal  systems 
shall  be  permitted  only  in  a  factory  building  not 
exceeding  five  (5)  stories  in  height  having  not  more 
than  twenty-five  hundred  (2500)  square  feet  in  area 
in  any  one  story  and  having  not  more  than  one 
hundred  (100)  persons  in  a  single  factory;  nor 
more  than  fifty  (50)  persons  in  a  multiple  tenant 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  require'd  in 
a  factory  building  exceeding  the  requirements  of 
Rule  5.1. 

5.3  Special  fire  alarm  signal  systems  shall  be  permitted 
in  factory  buildings  at  the  direction  o'f  the  Com¬ 
missioner. 

5.4  Coded  closed  circuit  systems  shall  be  required  in 
all  other  types  of  buildings  requiring  an  interior 
alarm  system. 

Rule  6.  Installation  and  Construction  Re¬ 
quirements. 

6.1  All  work  in  connection  with  the  installation  of  a 
fire  alarm  signal  system  shall  be  performed  in  a 
neat  and  workmanlike  manner  to  the  satisfaction 
of  the  Commissioner. 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
than  fourteen  (14)  direct  nor  more  than  ten  (10) 
alternating  current  gongs  or  other  approved  sound¬ 
ing  devices  connected  in  one  circuit. 

6.3  There  shall  not  be  in  any  fire  alarm  system  more 
than  twenty  (20)  stations  connected  to  one  circuit 
or  loop. 

6.4  All  gongs  and  signaling  devices  shall  be  located 
not  less  than  eight  (8)  feet  to  the  center  above 
the  floor. 

6.5  All  fire  alarm  stations  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6.6  An  approved  instruction  card  properly  marked  and 
framed  under  glass  shall  be  installed  at  each  fire 
alarm  station. 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
manner  satisfactory  to  the  Commissioner. 

6.8  For  fastening  to  masonry  walls,  through  bolts,  metal 
expansion  shields  or  toggle  bolts  shall  be  used. 

6.9  Wood  screws  shall  be  used  for  fastening  equipment 
to  wood  surfaces. 

6.10  The  use  of  nails  or  wood  or  fibre  plugs  is  pro¬ 
hibited. 

6.11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  he  not 
less  than  seven-eighths  (7/%)  inch  thick,  impreg¬ 
nated  with  a  non-absorptive  compound.  The  back 
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board  shall  be  so  mounted  as  to  provide  an  air 
space  o£  at  least  one-quarter  04)  inch  between 
the  back  board  and  the  wall  for  free  circulation 
of  air. 

6.12  All  electrical  conductors  shall  be  installed  in  stand¬ 
ard  heavy  wall,  rigid  iron  or  steel  conduits  protected 
with  an  approved  rust  preventive.  Armored  cable 
or  flexible  conduits  will  not  be  accepted. 

6.13  All  conduits  shall  be  grounded  to  a  water  pipe  by 
approved  ground  clamps  with  a  conductor  equal  to 
the  largest  conductor  used  on  the  system  and  the 
smallest  size  ground  conductors  used  shall  not  be 
less  than  No.  10  B.  &  S.  gauge. 

6.14  Splices  in  electrical  conductors  in  vertical  risers 
shall  not  be  permitted.  Splices  when  necessary  in 
horizontal  runs,  shall  be  made  in  approved  junction 
boxes  and  shall  be  properly  soldered  and  taped. 
The  cover  of  the  junction  box  shall  be  painted  fire 
department  red  to  indicate  that  it  contains  splices. 
The  use  of  wire  nuts  or  other  solderless  splicing 
devices  shall  not  be  permitted. 

6.15  Electrical  conduits  shall  enter  only  at  the  side  or 
the  bottom  of  the  control  cabinet. 

6.16  In  coded  fire  alarm  systems  using  break  glass  type 
stations,  at  least  one  (1)  extra  glass  shall  be  pro¬ 
vided  for  each  station  in  the  system. 

6.17  All  openings  in  walls,  floors  or  ceilings  where  con¬ 
duits  pass  through,  shall  be  properly  fire  stopped. 

6.18  Conduits  shall  contain  only  conductors  used  in  con¬ 
nection  with  the  fire  alarm  system. 

6.19  When  special  care  is  taken  to  insure  the  wires 
against  injury,  four  (4)  wires  may  be  placed  in 
one-half  (J/4)  inch  rigid  iron  conduits.  Conductors 
shall  consist  of  not  less  than  No.  14  B.  &  S.  gauge 
copper  wire,  having  rubber  insulation  wall  not  less 
than  three-sixty-fourths  (3/64)  inch  thick. 

6.20  Where  necessary  to  assure  reliable  service,  con¬ 
nections  of  conductors  to  terminals  or  binding  posts 
shall  be  soldered.  The  use  of  a  blow  torch  for 
soldering  connections  to  terminals  shall  not  be 
permitted. 

6.21  Where  wires  pass  underground  from  one  building 
to  another,  they  shall  be  enclosed  in  conduits,  and 
shall  be  lead  encased.  Wires  between  buildings, 
when  not  run  in  conduit,  shall  be  at  least  equiva¬ 
lent  in  conductivity  and  tensile  strength  to  No.  8 
B.  &  S.  gauge  copper  wire  for  box  and  signaling 
circuits  and  shall  be  supported  at  least  every 
seventy-five  (75)  feet  on  approved  glass  insulators 
and  brackets,  and  be  protected  by  approved  light¬ 
ning  arrestors  when  required  by  the  Commissioner. 
As  far  as  possible,  they  shall  be  run  under,  rather 
than  over,  electric  light  or  power  wires. 

Rule  7.  Sending  Stations. 

7.1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
station  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located  in  a  natural 
path  of  escape  from  fire  at  a  readily  accessible 
location  designated  by  the  Commissioner,  which 
always  shall  be  kept  unobstructed.  Additional  send¬ 
ing  stations  shall  be  installed  so  that  no  point  on 
any  floor  in  a  non-fireproof  building  shall  be  more 
than  one  hundred  (100)  feet  distant  from  the  near¬ 
est  sending  station  upon  such  floor.  In  fireproof  or 
sprinkled  buildings,  the  distance  shall  not  be  more 
than  one  hundred  and  fifty  (150)  feet. 

Rule  8.  Sounding  Devices. 

8.1  Sounding  devices  shall  be  sufficient  in  number  to  be 
clearly  audible  to  all  the  occupants  of  the  building. 


Rule  9.  Sub-divided  Buildings. 

9.1  Where  a  building  is  sub-divided  by  fire  walls,  eac 
section  shall  be  deemed  a  separate  building  for  tl 
purpose  of  fire  alarm  signal  system  installation 
One  control  board  may  be  used,  if  so  arranged,  ; 
to  operate  the  signaling  devices  in  each  section  c 
the  building  independently;  or  may  be  operated  ; 
one  unit  when  deemed  necessary  by  the  Commissione 

Rule  10.  Mixed  Occupancy. 

10.1  In  buildings  requiring  fire  alarm  signal  system 
of  which  parts  are  occupied  by  other  than  factoi 
tenants  and  in  which  the  conditions  of  constructk 
and  occupancy  warrant  the  establishment  of  a  loc 
fire  brigade,  the  Commissioner  may  accept  dual  o; 
eration  systems. 

Rule  11.  Existing  Installations. 

11.1  Fire  alarm  signal  systems  heretofore  installed 
buildings  in  the  City  of  New  York  and  install 
in  accordance  with  the  rules  then  in  force,  sh; 
be  accepted  as  long  as  they  are  maintained  in  prop 
working  order. 

Rule  12.  Sources  of  Electrical  Energy. 

12.1  Sources  of  electrical  energy  used  in  operating  fi 
alarm  signal  systems  shall  be : 

1.  Generated  electric  power,  not  exceeding  a  p 
tential  of  250  volts,  including: 

(a)  Central  Stations 

(b)  Isolated  Plans 

2.  Storage  battery  power 

12.1.1  Either  source  of  power  shall  be  us! 
under  conditions  and  limitations  as 
forth  by  the  Commissioner. 

12.2  One  source  of  energy  shall  be  connected  to  the  f| 
alarm  system  at  all  times.  All  auxiliary  sources 
energy  when  required  shall  be  so  arranged  and  cq- 
trolled  by  an  automatic  switch  that  when  the  p- 
mary  source  of  energy  fails,  the  secondary  sour 
will  be  automatically  connected  to  the  fire  alan 
signal  system.  Intermediate  devices  are  prohibit! 
between  the  fire  alarm  control  board  and  the  sour; 
of  current  supply,  except  where  specifically  approvl 
by  the  board  for  the  purpose  intended. 

Central  Stations 

12.3  When  the  energy  for  a  fire  alarm  signal  system  > 
supplied  by  a  central  station  power  system  it  sh 
be  accepted  as  the  sole  source  of  supply;  conm- 
tions  shall  be  made  on  the  street  side  of  the  serv;: 
switch  except  that  in  case  where  the  master  mer 
is  within  thirty  (30)  feet  of  the  main  switch  of  t: 
premises,  permission  may  be  given  by  the  Comm- 
sioner  to  connect  to  the  house  side  of  the  me 
when  a  certificate  of  recent  date  from  an  author 
of  competent  jurisdiction  has  certified  that  the  el<- 
trical  wiring  throughout  the  premises  is  in  a  si- 
condition.  When  a  house  side  connection  is  ma, 
the  fire  alarm  cutout  shall  be  the  first  connectij 
and  as  near  as  possible  to  the  meter.  Same  sh 
be  enclosed  in  a  locked  or  sealed  metal  cabir. 
painted  fire  department  red  and  stenciled  ‘  Inter 
Fire  Alarm.”  Fuses  shall  be  of  the  enclosed  ca- 
ridge  type.  Screw  plug  fuses  will  not  be  accept  ■ 
The  cutout  shall  be  a  three  pole  cartridge  fuse  c- 
out  with  neutral  fuse  replaced  by  a  solid  copp 
bar.  The  smallest  size  fuse  used  on  a  fire  ala 
system  shall  be  fifteen  (15)  amperes. 
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Isolated  Plants 

12.4  Energy  from  isolated  electric  light  and  power  plants 
shall  be  used  for  fire  alarm  signal  systems  only 
when  there  is  a  more  than  one  generating  unit  and 
the  plant  is  always  in  operation  when  the  building 
is  occupied.  When  only  one  generator  unit  is  em¬ 
ployed,  the  source  of  energy  shall  be  supplemented 
by  storage  battery  or  other  auxiliary  service.  The 
fire  alarm  service  connection  shall  be  taken  from 
the  main  bus  of  the  house  switchboard  and  installed 
in  accordance  with  the  service  requirements  under 
central  stations.  When  a  house  side  connection  is 
made,  the  fire  alarm  cutout  shall  be  the  first  con¬ 
nection  and  as  near  as  possible  to  the  meter.  Same 
shall  be  enclosed  in  a  locked  or  sealed  metal  cabinet, 
painted  fire  department  red  and  stenciled  “Interior 
Fire  Alarm.”  Fuses  shall  be  of  the  enclosed  cart¬ 
ridge  type.  Screw  plug  fuses  will  not  be  accepted. 
The  cutout  shall  be  a  three  pole  cartridge  fuse  cut¬ 
out  with  neutral  fuse  replaced  by  a  solid  copper  bar. 

.  The  smallest  size  fuse  used  on  a  fire  alarm  system 
shall  be  fifteen  (15)  amperes. 

Storage  Battery 

12.5  When  a  storage  battery  equipment  is  used  as  the 
sole  source  of  current  for  a  fire  alarm  signal  sys¬ 
tem,  the  storage  battery  shall  be  provided  in  dupli¬ 
cate  ;  or  an  approved  type  trickle  charger  may  be 
substituted  for  the  duplicate  storage  battery  located 
in  a  room  sufficiently  ventilated.  Such  installations 
shall  be  equipped  with  a  switchboard  or  panel  of 
approved  material  on  which  are  mounted  volt  me¬ 
ters,  ammeters,  circuit  breakers,  fuses,  resistances, 
switches,  starting  devices  for  motors,  field  rheostats 
for  generator  and  other  apparatus  required  for 
charging  and  operating  the  battery. 

12.6  Storage  batteries  shall  be  so  located  and  ventilated 
as  to  avoid  danger  of  sparking  contacts  igniting 
flammable  gases  or  vapors. 

In  no  case  shall  a  storage  battery  be  located  in  the 
same  room  with  a  gas  meter. 

^ule  13.  Acceptance  Test. 

13.1  Upon  completion  of  a  fire  alarm  signal  system  and 
as  a  condition  of  acceptance,  a  test  of  the  entire 
installation  shall  be  made  under  the  direction  of 
the  Commissioner. 

13.2  All  systems  shall  show  an  insulation  resistance  of 
not  less  than  ten  (10)  megohms  with  signaling  ap¬ 
paratus  disconnected. 

13.3  The  owner  or  contractors  shall  furnish  all  the  nec¬ 
essary  tools,  instruments  and  labor  to  conduct  this 
test  when  required  by  the  Commissioner.  The  con¬ 
tractor  shall  notify  the  Department  having  jurisdic¬ 
tion  in  writing  at  the  start  and  upon  completion  of 
the  installation. 

lule  14.  Daily  and  Monthly  Test. 

14.1  Every  fire  alarm  system  shall  be  tested  each  morn¬ 
ing  immediately  after  the  hours  of  starting  work. 

No  such  system  shall  be  used  for  any  other  pur¬ 
pose,  except  that  the  daily  dismissal  signals  may 
be  given  if  authorized  by  the  Commissioner.  The 
use  of  the  system  for  fire  drill  purposes  may  be 
considered  a  test  of  those  parts  of  the  system  ac¬ 
tually  used. 

14.2  Each  sending  station  shall  be  tested  at  least  once 
a  month. 

14.3  All  apparatus  requiring  winding  shall  be  rewound 
after  each  operation  and  kept  in  normal  condition. 

14.4  A  complete  record  of  monthly  tests,  fire  drills  and 
other  operations  of  fire  alarm  systems  shall  be  kept 
subject  to  inspection  by  the  Commissioner. 
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Rule  15.  Maintenance. 

15.1  Interior  fire  alarm  systems  shall  be  maintained  in 
operating  condition  at  all  times,  unless  the  buildings 
are  vacated  for  a  period  longer  than  one  week.  If 
the  system  becomes  inoperative  at  any  time,  it  shall 
be  the  duty  of  the  owner  or  the  person  designated 
by  him  to  be  in  charge  of  the  system  to  notify 
all  the  occupants  of  the  building  and  to  take  im¬ 
mediate  steps  to  have  the  system  restored  to  work¬ 
ing  order.  He  shall  also  place  cards  on  the  fire 
alarm  boxes  indicating  that  the  system  is  out  of 
order. 

15.2  If,  for  any  reason,  it  becomes  necessary  to  discon¬ 
nect  the  source  of  current  of  any  system,  the  owner 
or  other  responsible  person  shall  notify  the  Com¬ 
missioner  in  advance  of  such  disconnection,  stating 
the  reason  therefor. 

15.3  In  systems  using  break  glass  type  stations,  at  least 
one  (1)  extra  glass  for  each  station  in  the  system 
shall  be  kept  on  the  premises. 

Rule  16.  Alarm  Boxes. 

16.1  In  fire  alarm  signal  systems  the  metal  case  enclos¬ 
ing  exposed  or  surface  alarm  boxes  shall  be  of  cast 
iron  or  cast  No.  43  aluminum  and  drilled  and  tapped 
to  receive  the  conduit.  When  exposed  to  moisture 
the  box  shall  be  enclosed  in  a  suitable  weather¬ 
proof  outer  shell.  In  new  buildings,  approved  back 
boxes  embedded  in  the  wall  may  be  used  and  the 
conduits  shall  be  properly  secured  by  lock  nuts  and 
bushings. 

16.2  All  current  carrying  parts  shall  be  insulated  from 
parts  of  opposite  polarity  with  approved  insulating 
material. 

16.3  All  coded  pull  lever  tj^pe  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac¬ 
cidental  injury.  Such  door  shall  have  a  handle 
rigidly  secured  thereon  and  be  so  constructed  as 
to  open  readily.  The  wording  “In  Case  of  Fire 
Open  Door  and  Pull  Down  Lever”  in  raised  letters 
or  equivalent  instructions  shall  appear  on  the  door. 

16.4  All  break-glass  type  fire  alarm  boxes  shall  be  pro¬ 
vided  with  suitable  hammers  on  chains  of  approved 
type  attached  to  or  near  the  boxes  with  which  the 
glass  can  readily  be  broken ;  or  other  methods  may 
be  used  to  break  the  glass  when  approved  by  the 
Commissioner, 

16.5  All  break-glass  boxes  shall  have  in  raised  letters 
on  the  fronts,  the  words  “Fire  Alarm— In  Case  of 
hire  Break  Glass,”  and  such  additional  instructions 
as  may  be  necessary  to  send  an  alarm. 

16.6  1  he  box  or  station  shall  be  so  designed  that  once 
started,  the  proper  transmission  of  a  complete  set 
of  signals  cannot  be  interfered  with  by  manipula¬ 
tion  of  its  starting  device. 

16.7  Each  closed  circuit  coded  box  or  station  shall  be 
arranged  to  send  a  definite  code  of  signals  to  in¬ 
dicate  the  floor  or  portion  of  same  on  which  it  is 
located. 

16.8  Not  less  than  three  (3)  or  more  than  twenty  (20) 
taps  or  blasts  shall  be  given  at  each  revolution  of 
the  code  wheel. 

16.9  The  code  wheel  shall  revolve  at  least  four  (4) 
times  for  each  operation  of  its  starting  device  and 
be  of  metal  properly  insulated  from  ground. 

16.10  Boxes  or  stations  used  in  systems  in  which  whistles, 
vibrating  bells  or  horns  are  employed  shall  be  so 
times  that  the  sounding  devices  will  give  the  code 
signal  clearly. 

16.11  Contact  point  shall  be  in  multiple. 
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16.12  Contact  points  and  contacts  of  the  testing  devices 
shall  be  of  silver  or  other  approved  material  and 
be  of  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved  ma¬ 
terial  springs,  and  be  so  designed  as  to  positively 
break  a  circuit  carrying  one-tenth  (1/10)  ampere 
at  two  hundred  and  fifty  (250)  volts  under  actual 
working  conditions. 

16.13  Lever  boxes  shall  be  so  designed  as  to  automatically 
wind  when  the  lever  is  pulled  for  an  alarm.  Boxes 
requiring  glass  replacements  shall  be  so  arranged 
that  replacement  cannot  be  made  without  resetting 
mechanism  for  another  alarm. 

16.14  Where  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  operating  from  code  wheel, 
permission  in  writing  in  advance  must  be  obtained 
from  the  Commissioner.  This  shall  not  include  pre¬ 
signal  features. 

16.15  The  box  shall  have  plainly  marked  thereon  its  code 
signal  number. 

Rule  17.  Non-Coded  Boxes. 

17.1  Non-coded  closed  circuit  fire  alarm  stations  may 
be  operated  by  a  break-glass  or  pull  lever  device  so 

■  arranged  that  the  alarm  cannot  be  interfered  with 
except  by  resetting  or  replacement  of  the  glass  by 
an  authorized  person. 

17.2  The  construction  and  materials  shall  be  equal  to 
that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be  of 
ample  capacity  to  safely  carry  the  entire  operating 
current  of  the  gong  circuit  without  excessive  heating. 

Rule  18.  Station  Testing  Devices. 

18.1  Each  fire  alarm  system  shall  be  provided  with  an 
auxiliary  device  to  test  the  signaling  devices,  lo¬ 
cated  in  one  of  the  alarm  boxes  or  mounted  on 
the  control  board.  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  the 
break  wheel  of  the  box  or  interfering  with  the  dual 
operating  feature. 

18.2  Provision  shall  be  made  for  a  silent  test  of  coded 
•  alarm  box  mechanisms  without  operating  the  sig¬ 
naling  devices.  Such  device  shall  be  designed  to 
prevent  any  persons  except  those  in  authority  from 
operating  the  same  and  to  prevent  the  possibility  of 
the  box  being  left  inoperative  after  the  test. 

Rule  19.  Supervising  Current. 

19.1  A  small  current  flow  to  constantly  supervise  each 
circuit  shall  be  maintained.  A  milliammeter,  or 
other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising 
current. 

19.2  The  supervising  circuit  shall  be  provided  with  a 
trouble  bell  operating  on  open  circuit  arranged  to 
ring  continuously  in  case  of  failure  of  the  system. 
The  trouble  bell  shall  be  so  located  that  it  will  be 
within  audible  range  of  some  responsible  person 
in  the  building  and  shall  be  connected  to  the  elec¬ 
tric  light  or  power  service  in  the  building.  Per¬ 
mission  may  be  granted  by  the  Commissioner  to  con¬ 
nect  the  trouble  bell  to  a  battery  of  approved  type. 

19.3  Trouble  bells  shall  not  be  fitted  with  silencing 
switches  except  in  such  a  manner  that  the  act  of 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  This 
auxiliary  source  of  current  shall  be  a  house  lighting 
circuit  or  any  other  approved  source. 


— 

19.4  The  trouble  bell  shall  be  of  an  approved  design  o 
the  vibrating  type  and  give  a  distinctive  signal. 

Rule  20.  Protection  of  Sending  and  Sound 
ing  Devices. 

20.1  In  fire  alarm  signal  systems,  all  moving  parts  o 
sending  stations  and  sounding  devices  shall  be  en 
closed  in  metal  casings,  made  dust-proof  and  damp 
proof  when  necessary,  and  clearly  marked  witl 
instructions  for  use. 

20.2  Whenever  necessary,  hammer  rods  of  gongs  shal 
be  suitably  protected  against  mechanical  injury  o 
derangement  by  the  use  of  a  guard  or  other  suit 
able  means.  If  subject  to  mechanical  injury,  th 
entire  device  shall  also  be  enclosed  in  a  protectin; 
case  made  of  approved  wire  netting  or  perforate' 
metal.  All  casings  shall  be  insulated  from  currer 
carrying  parts,  but  shall  be  grounded  to  the  con 
duit. 

Rule  21.  Standards  of  Electric  Alarm*  Appa 
ratus. 

21.1  All  electrically  actuated  apparatus  used  in  fir 
alarm  systems  shall  be  so  designed  and  constructe 
that  it  will  operate  satisfactorily  at  a  current  floi 
of  twenty-five  (25)  per  cent  above  or  below  th 
normal  operating  current. 

Insulation 

21.2  Insulating  materials  used  in  electric  fire  alarm  sig 
nal  systems  shall  be  varnished  cambric,  bakelit 
mica  or  other  approved  insulating  material. 

21.2.1  The  use  of  fibre  or  paper  as  an  insulatin 

material  for  fire  alarm  signal  systems  sha 
not  be  permitted. 

21.3  The  insulating  material  used  on  electric  fire  alan 
signal  systems  shall  be  capable  of  withstanding  a 
insulation  break-down  test  of  one  thousand  (100C 
volts  A.  C.  plus  twice  operating  voltage  applied  fc 
one  (1)  minute. 

Electro-Magnets 

21.4  Electro-magnet  windings  shall  be  impregnated  wil 
an  insulating  moisture  repelling  compound  or  sha: 
be  of  silk  enameled  wire. 

21.5  Electro-magnet  coils  to  be  used  on  alternating  cu 
rent  when  composed  of  enameled  wire  shall  h<n 
an  additional  approved  insulation  on  each  wir 
The  coils  may  be  of  the  form  wound  type. 

21.6  A  protective  cover  to  prevent  mechanical  injur 
shall  be  provided  over  the  entire  coil. 

21.7  Electro-magnet  coils  shall  be  securely  fastened  t 
prevent  floating. 

21.8  Electro-magnet  cores  shall  be  of  the  best  grade  < 
ferrous  material  so  as  to  reduce  to  a  minimum  tl 
possibility  of  failure  due  to  residual  magnetism. 

21.9  Electro-magnet  cores  for  use  on  alternating  currei 
shall  be  of  laminated  construction  or  other  approve 
method  to  prevent  heating  and  promote  efficienc 

21.10  Electro-magnet  cores  of  relays  and  gongs  shall  1 
treated  to  prevent  corrosion. 

21.10.1  Paint  or  varnish  for  this  purpose  shall  n 
be  used. 

21.11  Non-magnetic  freeze  pins  shall  be  used  which  w 
prevent  two  magnet  surfaces  coming  in  actual  co 
tact. 

Gongs 

21.12  Gong  shells  shall  be  pinned  to  prevent  turning  ai 
then  securely  fastened  to  its  support  by  a  machii 
cap  screw  at  least  three-eighths  (-Hs)  inch 
diameter. 
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21.13  Gong  shells  shall  be  covered  with  an  approved  rust 

preventive. 

21.14  The  gong  shell  support  and  gong  frames  shall  be 
cast  in  one  piece. 

Wiring 

21.15  All  connections  shall  be  properly  protected,  securely 
made  and  where  subject  to  motion  shall  be  of  ap¬ 
proved  flexible  wire. 

21.16  All  wiring  of  control  board,  station  and  gong  cir¬ 
cuits  shall  be  at  least  No.  14  B.  &  S.  gauge. 

21.17  Binding  posts  shall  be  of  such  a  character  that  the 
wire  is  held  between  two  flat  surfaces. 

21 . 18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not  nearer 
than  one-half  (J4)  inch  to  each  other,  unless  sepa¬ 
rated  by  approved  barriers. 

Relays 

21.19  The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 

21.19.1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21.19.2  The  use  of  spiral  springs  is  prohibited. 

21.20  Adjustments  shall  be  of  such  a  character  that  they 
can  be  securely  locked. 

21.21  Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to  insure 
ong  life  and  shall  be  of  pure  silver,  or  other  ap¬ 
proved  material,  properly  riveted  to  their  support. 

21.22  Contact  arms  shall  be  of  phosphor  bronze  and  be 
of  the  dead  beat  type. 

21.23  Contact  assemblies  shall  be  of  such  a  character  that 
their  operation  will  be  of  a  scraping  self-cleansing 
nature. 

21.24  The  use  of  condensers  across  contacts  to  absorb 
the  arc  or  in  any  part  of  a  fire  alarm  circuit  is 
prohibited. 

21.25  Relays  shall  be  free  from  objectionable  hum  when 
used  on  alternating  current. 

ule  22.  Time  Limit  Delay  Device. 

22.1  All  gong  circuits  shall  and  special  signal  apparatus 
may  when  required  by  the  Commissioner,  be  pro¬ 
tected  by  a  Time  Limit  Delay  Device. 

Note :  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor¬ 
mal  operating  current  will  have  little  or  no 
effect  upon  a  thermostatic  bi-metal  bar  or 
strip  contained  therein.  Any  abnormal  in¬ 
crease  over  operating  current  or  the  continued 
accumulative  heating  effect  thereof  after  a 
period  of  not  less  than  three  (3)  minutes 
nor  more  than  twenty  (20)  minutes  shall 
cause  the  thermostatic  element  to  expand. 
The  expansion  of  this  element  shall  auto¬ 
matically  open  the  source  of  current  supply 
to  the  gongs  or  devices  protected. 

22.2  The  operation  of  the  time  limit  delay  device  shall 
cause  the  trouble  bell  to  ring. 

22.3  Time  limit  delay  devices  shall  be  so  connected  in 
the  fire  alarm  circuit  that  their  operation  will  not 
open  the  fire  alarm  box  circuits. 

22.4  Where  due  to  the  extent  of  the  installation,  it  be¬ 
comes  necessary  to  install  a  number  of  time  limit 


delays  devices  the  operation  of  a  single  time  limit 

e  ay  device  shall  not  affect  other  sounding  devices 
similarly  protected.  ucvu.es 

22'5  l.n°nKtaCt0r  r-eJa?  to  °Perate  the  sounding  devices 
shall  be  provided  on  all  direct  current  gong  cir- 
cuits  exceeding  three  (3)  and  all  alternating  cur¬ 
rent  gong  circuits  exceeding  two  (2)  in  number. 

22.6  Gong  circuits  not  requiring  contactor  relays  shall 
be  operated  by  contacts  properly  placed  on  the 

armature  of  the  box  circuit  relay 

22.7  A  separate  time  limit  delay  device,  contactor  relay 

contactor  supervisory  relay  and  gong  supervisory 
relay  shall  be  provided  for  each  four  (4)  gone 
circuit  or  fraction  thereof.  V  ’  g  g 

Switches 

22'8  P°le’  dSuble  throw>  broken  back  knife 

switches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 
numlf0n£»  circuits  when  they  exceed  three  (3)  in 

Instruments 

22.9  A  separate  approved  milliammeter  or  other  au- 
proved  current  indicating  device  shall  be  provided 
for  the  box  circuit  and  each  four  (4)  gong  circuit 
t0j^  tbe  5°ntr.01  board  when  the  gong  circuits  exceed 
Iwf  k  '  in  number.  A  separate  milliammeter 
shall  be  provided  to  indicate  the  supervisory  cur- 
rent  of  contactor  relays  and  emergency  switch 

Meter  '  Sha11  be  known  as  Boa?d 

Resistors 

22.10  Resistors  shall  be  mounted  on  the  front  or  face 
type°ntr°  pane^S  and  sba^  be  of  vitreous  enameled 

Note:  Wire  wound  resistors  when  protected  by  a 
suitable  metal  guard  may  be  used  in  special 
cases  when  approved  by  the  Commissioner. 

22.11  be^ised  ^  COntaCt  resistors  sha11  not 

22.12  A  protective  resistor  shall  be  placed  in  the  nega¬ 
tive  or  live  lead  of  all  box  circuits  to  protect  the 
contacts  of  the  boxes  in  the  event  of  a  ground. 

22.12.1  This  resistor  shall  be  not  less  than  three 
hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 


Rule  23.  Control  Boards. 

23.1  £8  re,^ys.’  current  indicators,  resistances,  time  limit 
delay  devices  and  other  apparatus  used  in  connec¬ 
tion  with  the  operation  and  supervision  of  closed 
circuit  fire  alarm  signal  systems  shall  be  properly 
mounted  on  a  panel  of  approved  material,  in  a 
metal  cabinet  provided  with  lock  and  kev  The 
control  board  shall  be  located  in  a  place  subject 
to  the  least  vibration,  free  from  moisture,  in¬ 
flammable  gases,  dust  and  mechanical  injury  and 

ikldkr  •f5®qUejlti  view  a  responsible  occupant  of 
the  building  delegated  by  the  owner  to  be  in  charge. 

23.2  Control  board  panels  shall  be  of  insulating  mate¬ 
rial  such  as  ebony  asbestos,  bakelite  or  other  ap- 

SStaL  a'  St  °ne'hal£  (A)  inch 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  m  each  corner. 

23.4  Provision  shall  be  made  for  ample  wire  gutter 

space  around  the  panel.  s 
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23.5  Conduit  knockouts  shall  not  be  provided  in  top  of 
control  board  cabinet. 

23.6  An  approved  wiring  diagram  of  the  alarm  system 
and  card  of  instruction  properly  marked  and  se¬ 
curely  fastened  shall  be  provided  within  the  con¬ 
trol  board  cabinet.  When  it  becomes  necessary 
to  mount  the  diagram  outside  of  the  cabinet,  the 
diagram  shall  be  properly  framed  under  glass. 

23  7  All  control  board  cabinets  shall  be  provided  with 

sight  hole  and  glass  panel  to  make  meters  on  the 
inside  of  the  cabinets  visible  from  the  outside. 

23.8  Wire  in  gutter  spaces  shall  be  properly  laced  in 
a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three  (3) 
gong  circuits. 

Rule  24.  Battery  Cabinets. 

24  1  All  electrical  batteries  for  fire  alarm  signal  systems 

shall  be  placed  in  substantial  protecting  cabinets 
thoroughly  ventilated,  elevated  not  less  than  one  (1) 
nor  more  than  five  (5)  feet  above  the  floor  and 
located  in  clean,  dry  and  cool  places  where  the 
temperature  will  not  be  less  than  forty  (40)  nor 
more  than  one  hundred  and  ten  (110)  degrees 
Fahrenheit.  Main  battery  cabinets  shall  be  so  con¬ 
structed  that  the  condition  of  the  elements  may  be 
observed  without  disturbing  the  cells. 

24.2  Metal  battery  cabinets  shall  be  constructed  of  sheet 
iron  or  steel,  not  less  than  No.  14  U.  S.  gauge  in 
thickness,  properly  reinforced  by  angle  irons,  with 
self-closing  doors  provided  with  lock  and  key  and 
wood  shelves  not  less  than  seven-eighths  (H)  of 
an  inch  thick,  unless  the  battery  is  of  the  spray- 
proof  type,  properly  fastened  and  secured  to  pre¬ 
vent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  (3)  coats 
of  asphaltum  compound,  each  coat  to  be  thoroughly 
dry  before  the  next  is  applied,  or  with  baked  enamel. 

24.3  Wood  battery  cabinets  shall  be  constructed  of  the 
first  grade  of  kiln  dried  wood  not  less  than  seven- 
eighths  (?/&)  of  an  inch  thick  and  shall  be  pro¬ 
vided  with  self-closing  door  and  approved  lock.  The 
shelves  shall  be  not  less  than  seven-eighths  (?4) 
of  an  inch  thick  properly  fastened  and  secured 
to  prevent  sagging.  The  cabinet  shall  be  of  sub¬ 
stantial  construction  painted  on  the  interior  with 
three  (3)  coats  of  asphaltum  compound  and  on 
the  exterior  with  three  (3)  coats  of  lead  paint 
or  two  (2)  coats  of  varnish. 

24.4  Storage  batteries  may  be  placed  on  enameled  metal 
battery  racks,  provided  the  batteries  are  installed 
in  a  place  where  they  will  not  be  subject  to  me¬ 
chanical  injury,  and  will  be  ventilated  as  required 
in  Rule  12.6. 

Rule  25.  Painting  of  Equipment. 

25.1  All  enclosing  cases  for  fire  alarm  apparatus  shall 
be  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner  to 
deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators. 

26.1  Annunciators  used  in  connection  with  Class  3  fire 
alarm  systems  shall  be  of  an  approved  closed  cir¬ 
cuit  type. 

26.2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26.2.1  The  indicating  device  shall  have  marked 
thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves. 


26.3  The  printed  designation  on  unit  or  building  annun 
ciator’s  indicators  shall  be  legible.  1  he  mechanisn 
shall  be  so  arranged  that  once  operated  the  indi 
eating  device  shall  be  reset  manually. 

26.4  A  unit  annunciator  shall  be  so  designed  that  th 
operation  of  any  station  in  the  unit  shall  cause 
visible  and  audible  signal. 

26.5  The  unit  annunciator  shall  be  actuated  by  contac 
on  code  wheel  of  the  fire  alarm  station  or  by  cor 
tact  on  a  relay  connected  to  the  fire  alarm  bo 
circuit.  In  no  case  shall  the  station  fire  alari 
circuit  be  used  for  this  purpose. 

26.6  Trouble  annunciators  shall  be  so  arranged  that  th 
indicating  device  will  reset  automatically  whe 
cause  of  trouble  has  been  removed. 

26.7  The  trouble  annunciator  shall  be  so  designed  th; 
it  will  indicate  visible  and  audible  trouble  signa 
in  the  event  of  trouble  occurring  on  any  circui 
control  board  or  unit  annunciators. 

26.8  The  trouble  annunciator  shall  be  actuated  by  tl 
operation  of  contacts  on  all  supervisory  relays. 

26.8.1  Each  relay  of  this  annunciator  shall  1 
provided  with  two  (2)  sets  of  contacts  s 
arranged  that  one  will  operate  the  ot 
hundred  and  ten  (110)  volt  trouble  sign; 
the  other  set  to  actuate  the  register  if 
register  is  used. 

26.9  A  trouble  buzzer  switch  and  lamp  shall  be  mount* 
on  the  inside  of  each  unit  annunciator  cabinet  c 
the  panel. 

26.10  A  trouble  bell,  switch  and  lamp  shall  be  mount* 
on  the  inside  of  each  trouble  annunciator  cabin- 
on  the  panel.  Trouble  bell  may  be  placed  at. 
distance  from  the  annunciator  by  special  permi 
sion  of  the  Commissioner. 

26.11  Relay  drops  of  annunciator  shall  be  so  design* 
that  vibration  from  without  or  that  caused  by  tl 
trouble  signal  within  will  not  operate  the  indict 
ing  devices. 

26.12  All  annunciators  shall  be  installed  in  a  separa 
red  enameled  steel  cabinet  provided  with  an  a 
proved  lock  and  key. 

26.13  Annunciators  shall  be  properly  marked  in  whi 
letters  at  least  one  (1)  inch  high  with  the  word: 
“Fire  Alarm  Annunciator”  Zone — or  “Fire  Alar 
Trouble  Annunciator,”  whichever  the  case  may  L 


Rule  27.  Licensed  Contractors. 

27.1  No  person  shall  install,  alter  or  repair  or  cau: 
to  be  installed,  altered,  or  repaired  electrical  w:.- 
ing  or  apparatus  for  fire  alarm  systems  in  a’ 
building,  except  a  person  holding  a  license,  or* 
special  license  in  accordance  with  Chapter  «i 
Article  1,  of  the  Administrative  Code.  The  enfoi;- 
ing  authority  shall  not  approve  any  installatic. 
alteration  or  repair  done  in  violation  of  this  ru. 

Rule  28.  Used  or  Rebuilt  Apparatus. 

28.1  Used  apparatus  shall  not  be  re-used  for  any  - 
terior  fire  alarm  system  under  these  Rules  aj 
Regulations  until  the  same  has  been  recondition! 
in  the  shop  of  a  reliable  manufacturer  buildg 
interior  fire  alarm  apparatus  which  has  been 
proved  by  the  Board  of  Standards  and  Appe;. 
Approval  in  writing  shall  be  obtained  from  the  «* 
forcing  authority  prior  to  installation.  The  *■ 
forcing  authority  shall  not  approve  for  use,  u‘l 
or  reconditioned  apparatus  that  may  not  give  sat- 
factory  service. 
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PUBLIC  HEARINGS 
Tuesdays  at  10  a.  m.  and  2  p.  m. 
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All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 
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Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 

CONTENTS 


his  issue  of  the  Bulletin  contains  in  the  order  given — 
ocket. 

ules  Directory. 

otice  of  Hearing  Calendar. 

'inutes  of  Regular  Meeting,  Tuesday  Morning,  May  6, 
1947,  Affecting  Calendar  Numbers  676-46-BZ,  700-46- 
BZ  823-46-BZ,  915-46-BZ,  923-46-BZ,  233-47-BZ,  899- 
28-BZ,  8-37-BZ,  595-37-BZ,  22-46-BZ,  855-46-Bz!  936- 

46- BZ,  62-47-BZ,  104-47-BZ,  174-47-BZ,  325-47-BZ, 
625-47-BZ,  326-47-A,  23-46-A,  237-46-A,  367-46-A,  495- 
4 -A,  943-46-A,  17-47-A,  195-47-A,  238-47-A,  244-47-A, 
254-47-A,  260-47-A,  285-47-A,  303-47-A,  361-47-A,  399- 

47- A,  400-47-A  and  402-47-A. 

m^eS  ?iReSular  Meeting,  Tuesday  Afternoon,  May  6, 
1947,  Affecting  Calendar  Numbers  9-47-A,  218-47-A 
219-47-A,  263-47-A,  308-47-A,  357-47-A,  730-46-A,  1057- 
^A;.45/‘32'A>  265-45-A>  168-47- A,  143-47- A,  23 1-47- A, 
,3X;4o7'^  356-47-A,  396-47-A,  347-28-BZ,  120-33-BZ, 
1197-38-BZ,  557-45-BZ,  44-46-BZ,  307-46-BZ,  348-46- 
BZU12-22-BZ,  352-29-BZ,  58-30-BZ,  1231-40-BZ,  546- 
45-SA  and  562-45-SA. 

mCAti°S-7Affecting  Calendar  Numbers  68-46-A  and 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  May  6,  1947 


406-47-A — H.B.B. — 933-935  Eastern  parkway,  north  side,  1 
ft.  west  of  Troy  avenue  (Block  1388,  Lot  51),  Borough  i 
Brooklyn,  Alt.  88-47. 


Cal.  No.  Dept.  Premises. 

393- 47-BZ— H.B.Q.— 149-47  to  149-65  22nd  avenue,  north 
side,  95  ft.  west  of  1 50th  street  (Block  4672,  Lot  27),  Flush¬ 
ing,  Borough  of  Queens,  N.B.  1512-47. 

394- 47-A— H.B.Q.— 149-47  to  149-65  22nd  avenue,  north  side, 
95  ft.  west  of  150th  street  (Block  4672,  Lot  27),  Flushing, 
Borough  of  Queens,  (under  section  36,  General  City  Law  re 
buildings  not  facing  on  public  highway),  N.B.  1512-47. 

395.47-A— H.B.M.— 15  East  70th  street,  north  side,  98  ft. 
west  of  Madison  avenue  (Block  1385,  Lot  13),  Borough  of 
Manhattan,  Alt.  621-47. 

396-47-A— H.B.M.— 514-516  West  126th  street,  south  side, 
161  ft.  10  in.  west  of  Amsterdam  avenue  (Block  1982,  Lot 
36),  Borough  of  Manhattan,  Alt.  676-47  and  Amendments. 


397.47.BZ— H.B.Q.— 64-01  to  64-11  Woodhaven  Ipulevard 
and  85-02  to  85-10  64th  road,  southeast  corner  (Block  3136, 
Lots  24  and  28),  Rego  Park,  Borough  of  Queens,  N.B. 
1165-47. 


398- 47- A— F.D.— 42-11  to  42-15  Bell  boulevard,  east  side, 
100.22  ft.  south  of  42nd  avenue  (cellar)  ;  (Block  2005,  Lot 
13),  Bayside,  Borough  of  Queens,  18622-LF  and  Decision. 

399- 47-A — F.D. — 250  West  42nd  street,  south  side,  200  ft. 
east  of  8th  avenue  (1st  floor)  ;  (Block  1013,  Lot  55),  Bor¬ 
ough  of  Manhattan,  51577-LC. 

400- 47-A — F.D. — 1441-1449  Broadway,  southwest  corner  of 
West  41st  street  (basement)  ;  (Block  993,  Lot  55),  Borough 
of  Manhattan,  51581-LC. 

401- 47- A — H.B.M. — 2-20  Central  Park  South,  768  5th  ave¬ 
nue,  west  side,  from  West  58th  street  to  Central  Park  South 
(West  59th  street)  and  1-19  West  58th  street  (17th  floor)  ; 
(Block  1284,  Lot  25),  Borough  of  Manhattan,  Amendment  to 
Alt.  1165-45. 


402-47-A — F.D. — 261  Broadway  and  2-6  Warren  street, 
northwest  corner  (cellar,  1st  and  part  of  2nd  floors)  ;  (Block 
135,  Lot  33),  Borough  of  Manhattan,  51666-LC. 


403- 47-BZ — H.B.B. — 1627  East  18th  street,  east  side,  80  ft. 
south  of  Avenue  P  (Block  6781,  Lot  78),  Borough  of 
Brooklyn,  N.B.  378-47. 

404- 47- A — F.D. — 69  Murray  street,  north  side,  50  ft.  west  of 
West  Broadway  (Block  132,  Lot  3),  Borough  of  Manhattan, 
decision. 


405-47-BZ— H.B.B— 933-935  Eastern  parkway,  north  side, 
166  ft.  west  of  Troy  avenue  (Block  1388,  Lot  51),  Borough 
of  Brooklyn,  Alt.  88-47 


407-47-A — F.D. — 19  Wyckoff  avenue,  and  401-405  Troutrm 
street,  northwest  corner  (Block  3177,  Lot  1),  Borough  f 
Brooklyn,  7201  -LC. 


408-47-A— H.B.Q.— 114-03  197th  (Fishkill)  street,  sou - 
east  corner  of  Murdock  (Piermont)  avenue  (Block  110 , 
Lot  1),  St.  Albans,  Borough  of  Queens,  N.B.  1483-47. 


409-47-A— F.D. — 12-16  East  31st  street,  south  side,  200  ., 
east  of  5th  avenue  (Block  860,  Lot  74),  Borough  of  M;.- 
hattan,  41024-LF. 


410- 47-BZ — H.B.B. — 2908  Nostrand  avenue,  west  side, .( 
ft.  north  of  Avenue  P  (Block  7690,  Lot  79),  Borough 
Brooklyn,  Alt.  4880-46. 

_  ■  V 

411- 47-BZ— H.B.Q. — 214-02  Hillside  avenue  and  88-01  to  'i 
07  214th  street,  southeast  corner  (Block  10672,  Lot  ) 
Queens  Village,  Borough  of  Queens,  N.B.  9699-46. 

412- 47-BZ— H.B.M— 1120-1136  Avenue  of  The  Amer) 
(6th  avenue),  east  side,  from  West  43rd  street  to  West  C 
street  and  51-71  West  43rd  street  (Block  1259,  Lot  1),  I,r 
ough  of  Manhattan,  N.B.  31-47. 


413-47-A— H.B.Q.— 247-32  to  247-50  87th  drive,  south  4 
247-09  to  247-41  87th  drive,  north  side,  246-62  to  246-64  It 
avenue  and  87-01  to  87-09  Commonwealth  boulevard  (B: 
8639,  Lots  30  to  41  inclusive,  and  Block  8640,  Lots  1, 
and  42  to  64  inclusive),  Bellerose,  Borough  of  Queens,  II 
9525  to  N.B.  9534-46;  N.B.  1731  to  N.B.  1734-47;  N.B.  l.( 
47  and  N.B.  1730-47. 


414- 47-BZ — H.B.Bx. — West  side  of  Jerome  avenue,  361 
ft.  south  of  Kingsbridge  road  (Block  3202,  Lot  50),  Borrs 
of  The  Bronx,  Amendment  to  N.B.  1084-46. 

_  t 

415- 47-BZ— H.B.Bx.— 2641-2645  East  Tremont  avei 
north  side,  36.76  ft.  west  of  St.  Raymond  avenue  and  , 
Williamsbridge  road,  south  side,  25.67  ft.  west  of  St.  I1; 
mond  avenue  (Block  4077,  Lots  3,  49,  50  and  51),  Borct 
of  The  Bronx,  Amendment  to  Alt.  119-47. 


416- 47-A— H.B.Bx.— 2641-2645  East  Tremont  aveo 
north  side,  36.76  ft.  west  of  St.  Raymond  avenue  and  i 
Williamsbridge  road,  south  side,  25.67  ft.  west  of  St.  k 
mond  avenue  (Block  4077,  Lots  3,  49,  50  and  51),  Bom 
of  The  Bronx,  Amendment  to  Alt.  119-47. 

417- 47-A— H.B.B.— 1020-1026  East  48th  street  and  1487-  < 
Schenectady  avenue,  northwest  corner  (Block  4786,  Lot - 
Borough  of  Brooklyn,  Amendment  to  N.B.  1746-46. 


418-47-A — F.D. — 812  Columbia  street,  west  side,  173.; 
south  of  Halleck  street  (warehouse,  opposite  Pier 
(Block  613,  Lot  1),  Borough  of  Brooklyn,  19478-LF. 
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Restored  to  Docket. 

J65-45-A — H.B.B. — 287-473  Maspeth  avenue,  northeast  cor- 
ler  of  Yarick  avenue  (Block  2838,  Lot  1),  Borough  of 
Brooklyn,  Alt.  1228-45. 


p8-30-BZ  H.B.Q. — 73-13  to  73-21  Cooper  avenue  and  71-34 
o  71-38  73rd  place,  northwest  corner  (Block  3691,  Lot  19), 
llendale,  Borough  of  Queens,  Alt.  93-47. 


52-29-BZ  H.B.B. — 212-220  East  98th  street,  northwest 
orner  of  Kings  Highway  (Block  4633,  Lot  34),  Borough  of 
Irooklyn,  N.B.  2767-46. 


231-40-BZ — H.B.Bx. — 4642  White  Plains  road,  east  side, 
9.44  ft.  south  of  East  241st  street  (Block  5087,  Lot  59), 
iorough  of  The  Bronx,  Amendment  to  N.B.  907-46. 


112-22-BZ — H.B.M. — 2171  Amsterdam  avenue  and  265 
v'est  167th  street,  northeast  corner  (Block  2112,  Lot  5), 
•orough  of  Manhattan,  Amendment  to  Alt.  96-46. 


[ESIGNATIONSs  H.B — Department  of  Housing  and  Buildings; 

l.AJ.U. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. _ 

epartment  of  Housing  and  Buildings,  Manhattan;  H.B.Q _ De- 

irtment  of  Housing  and  Buildings,  Queens;  H.B.B.— Department 

Housing  and  Buildings,  Richmond;  H.B.Bx _ Department  of 

ousing  and  Buildings,  Bronx;  H.D. — Health  Department;  F\D* — 
ire  Department,  and  M.  mid  A.— Dept,  of  Marine  and  Aviation. 


RULES 

Last 

lended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

irbon  Dioxide  Liquefier,  Rules. ..  .Mar. 
:rtificate  of  Occupancy,  approved 

form  . Dec. 

mcrete  Flat  Slabs,  Rules . July 

mcrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

mcrete  Rules  (Hydrated  Lime)  ...  Aug. 

evator  Rules  . Mar. 

ection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . Dec. 

:it  Rules  (Revolving  Doors) . lune 

tterior  Veneering  Materials,  Rules 

on  . Sept. 

ctory  Exit  Rules . Jan. 

re  Alarm  Rules  (Interior) . May 

re  Drill.  Rules . Dec. 

re  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

re  Retarding  Rules  for  Garages, 

etc . Apr. 

reproof  Wood,  Testing  of . Apr. 

ame  Garages,  Ruling  for . Jan. 

sion  Welding  and  Gas  Cutting 

Rules  . Apr. 

s  Shut-Off  Rules . Apr. 

tchway  Protection  . June 

gating  Fibre  Board  Rules . Dec. 

•thyl  Chloride  Rules  for  Class  B 
and  C  Refrigerating  Systems. .  .Feb. 

Burner  Rules . Apr. 

ening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

mt,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Mar. 

tform  Trucks,  Specifications  for..  Nov. 

mbing  Ru]es  . Aug. 

imbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 
icedure,  Rules  of . Sept. 


Publication  In  Bulletin 

3,  1946 — Vol.  31,  No.  49 
18,  1947— Vol.  32,  No.  11 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943- 
15,  1937- 

10,  1946- 
14,  1947- 
6,  1947- 
24,  1946- 


-Vol.  28,  No.  52A 
-Vol.  22,  No.  24 

-Vol.  31,  No.  37 
-Vol.  32,  No.  2 
-Vol.  32,  No.  18 
-Vol.  31,  No.  52 


25,  1946— Vol.  31,  No.  26 


1,  1947- 
13,  1937- 
21,  1919- 

23,  1946- 
7,  1925- 
5,  1928- 
31,  1946- 


-Vol.  32,  No.  13 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 

-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  53 


11,  1947— Vol.  32,  No.  6 

I,  1947— Vol.  32,  No.  13 

15,  1947— Vol.  32,  No.  IS 

II,  1947— Vol.  32,  No.  10 
24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 


25,  1947— Vol.  32,  No.  12 
7,  1937— Vol.  22,  No.  36 


168-47-A  H.B.M. — 403-409  East  108th  street,  north  side, 
*5  ft.  east  of  1st  avenue  and  402-412  East  109th  street 
; Block  1702,  Lot  5),  Borough  of  Manhattan,  Amendment  to 
7.P.  4245-46. 


Refrigerating  Systems,  Extract  A.C. 
Smoking  in  Factories,  Rules  for. 

Sprinkler,  Rules  . 

Standpipe  Fireline  Rules . 

Structural  Alterations,  Reporting 
Tank  Trucks,  Fuel  Oil,  etc...... 

Tank  Trucks,  Gasoline,  etc . 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code) . 


Last 

.Apr. 
.Apr. 
June 
•  June 
Tune 
.  Nov. 
Nov. 


Publication 

8,  1947— Vol 
22,  1947— Vol 
29,  1937— Vol 
8,  1937— Vol 
7,  1932— Vol 
24,  1936— Vol 
24,  1936— Vol 


In  Bulletin 

.  32,  No.  14 
.  32,  No.  16 
.  22,  No.  26 
.  22,  No.  23 
17,  No.  23 
.  21,  No.  47 
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MAY  13,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  vwrnmg  May  13  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 
ters  • 

330-28-BZ— Application  of  George  W.  Springsteen,  appli¬ 
cant,  on  behalf  of  A.  H.  Consumers  Society,  Inc.,  owner 
reopened  April  2,  1946,  under  sections  7e  and  21  of  the  zon- 
mg  resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  maintenance  of  retail  stores;  premises  50  Van 
Cortlandt  avenue  and  3887-3899  Sedgwick  avenue,  northwest 
corner  (Block  3263-B,  Lot  275),  Borough  of  The  Bronx. 

864-46-BZ— Application,  November  13,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Daniel  A.  Cornell,  Jr.  and  James’ 
A.  Cornell,  owners,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  lubri- 
torium,  laundry  and  office ;  premises  233-12  to  233-20  Linden 
boulevard  and  117-02  to  117-10  234th  street,  southwest  corner 
r  /?ck  ^  2750,  Lot  9  and  part  of  Lot  1),  St.  Albans,  Borough 
of  Queens. 

877-39-BZ— Application  of  L.  J.  and  G.  A.  Shapiro, 
applicants,  on  behalf  of. Max  Kahn,  owner,  reopened  Febru¬ 
ary  4,  1947,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the  installa- 
tion  of  an  additional  boiler  and  the  construction  and  main- 
tenance  of  a  new  boiler  room;  premises  1055-1065  63rd 

™etJon<?rth  side’  140  ft  west  of  llth  avenue  and  1062- 
1064  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 

871-46-BZ  Application,  October  2,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  William  Gold  and 
John  J.  McNamara,  applicants,  on  behalf  of  B.K.R.  Hold- 
jJJS  Corp.,  owner,  to  permit  in  a  residence  and  business  use, 
L  and  D.  area,  district,  the  erection  of  a  building  to  be  used 
as  a  motion  picture  theatre  and  stores,  using  more  than  the 

n^'7PfIrilltted ;  Premises  97-05  Queens  boulevard,  97-01  to 
97-07  64th  road,  northwest  corner  and  97-22  to  97-28  64th 
avenue  (Block  2091,  Lots  1,  4,  16  and  18),  Woodside,  Bor¬ 
ough  of  Queens. 

1014-46-BZ— Application,  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  appli- 
cant,  on  behalf  of  Oceanic  Lumber  Corp.,  owner  (Dason 
Equipment  Corp.,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more  than 
five  (5)  motor  vehicles,  to  woodworking  shop  (manufac¬ 
turing  cabinets)  for  a  term  of  years;  premises  1537  Bergen 

nrieoef’Tn0rlmSdn  100  east  Schenectady  avenue  (Block 
1348,  Lot  78),  Borough  of  Brooklyn. 

40-47-BZ— Apphcation,  January  15,  1947,  under  sections 
/b  and  21  of  the  zoning  resolution,  of  Cafiero  and  Lacerenza 
applicants,  on  behalf  of  Julia  Di  Mattina,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy  from 
multiple  dwelling  to  proposed  extension  of  existing  store 
and  multiple  dwelling;  premises  164  Union  street,  south  side 
94.9  ft.  east  of  Hicks  street  (Block  343,  Lot  11),  Borough 
of  Brooklyn. 

694-28-BZ— Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Estate  of  Pietro  DiMaio,  Inc.,  and  Edmond 


523 


■  ■■  -i 

CALENDAR 


Baisley,  owners,  reopened  March  18,  1947,  under  sections 
7a  7c  and  21  of  the  zoning  resolution,  t9  permit  in  a 
business  district,  the  extension  of  an  existing  gasoline 
service  station,  to  include  lubritorium,  auto  laundry,  omce 
and  accessory  sales  (previously  denied  by  the  Board  on 
Lot  number  1);  premises  82-01  to  82-13  Queens  boulevard 
and  82-16  to  82-30  51st  avenue,  northeast  corner  (Block 
1542,  Lots  1  and  4),  Elmhurst,  Borough  of  Queens. 


673-46-BZ— Application,  September  4,  1946,  under  sections 
7c  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Bryant  Real  Estate  Co.,  Inc.,  owner 
(Sterman  Brothers,  lessees),  to  permit  in  a  business  use 
district,  the  reconstruction,  extension  and  enlargement  ot 
an  existing  gasoline  service  station,  to  include  office,  auto 
laundry,  lubritorium  and  motor  vehicle  repair  shop ; 
premises  143-17  to  143-19  Hillside  avenue  and  87-56  to 
87-64  144th  street,  northwest  corner  (Block  97U1,  Lot  ot;, 
Jamaica,  Borough  of  Queens. 


302-29-BZ— Application  of  Reginald  S.  Hardy,  applicant  on 
behalf  of  Louis  Mintz,  owner,  reopened  May  31,  1944,  under 
sections  7 i  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  business  use  district,  the  extension  in  use  of 
present  stores  and  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board),  to  include  motor 
vehicle  repair  shop;  premises  146-156  East  98th  street  and 
1159-1171  Winthrop  street,  northwest  corner  (Block  4010, 
Lot  38),  Borough  of  Brooklyn. 

515-29-BZ— Application  of  Henry  Nordheim,  applicant,  on 
behalf  of  Nicola  Romano,  owner,  reopened  December  17, 
1946,  under  section  7e  of  the  zoning  resolution,  to  permit  in 
a  residence  use  district,  the  further  extension  to  the  second 
story  of  a  business  use  (undertaking  establishment)  ;  (pre¬ 
viously  granted  by  the  Board)  for  firststory;  premises  711 
Tilden  street  (avenue),  north  side,  72  ft.  east  of  Gun  Hill 
road  (Block  4659,  Lot  85),  Borough  of  The  Bronx. 

278-47- A— 711  Tilden  street  (avenue),  north  side,  72  ft.  east 
Gun  Hill  road  (Block  4659,  Lot  85),  Borough  of  The 
Bronx. 


296-32-BZ— Application  of  Samuel  Weiss,  applicant,  on  be¬ 
half  of  Kings  Bay  Realty  Co.,  Inc.,  owner,  reopened  Febru¬ 
ary  25,  1947,  under  sections  7f  and  7i  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
denied  by  the  Board)  ;  auto  laundry,  motor  vehicle  repair 
shop  office  and  sales,  for  a  term  of  ten  (10)  years;  premises 
115-123  Kings  highway  and  1626-1640  Stillwell  avenue,  north¬ 
west  corner  (Block  6253,  Lot  21),  Borough  of  Brooklyn. 

16-38-BZ— Application  of  Henry  George  Greene,  applicant, 
on  behalf  of  LeRoy  Development  Corp.,  owner,  reopened 
April  8,  1947,  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously  denied  by 
the  Board)  for  a  temporary  period;  premises  238-246  East 
35th  street,  south  side,  100  ft.  west  of  2nd  avenue  (Block 
915,  Lots  38-42),  Borough  of  Manhattan. 

420-46-BZ— Application,  June  11,  1946,  under  section  7c  of 
the  zonnig  resolution,  of  Seelig  and  Finkelstein,  applicants, 
on  behalf  of  Solomon  Flomberg,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  change  in  occupancy  from 
stable  and  dwellings  to  manufacturing,  show-rooms,  offices 
and  dwellings;  premises  185-187  Wilson  street,  north  side, 
85  ft.  7  in.  east  of  Lee  avenue  (Block  2178,  Lots  54  and  55), 
Borough  of  Brooklyn. 

714-46-BZ— Application,  September  11,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Ben  Seigel,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  as  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  701-709  Chester  street,  east 
side,  100  ft.  south  of  Linden  boulevard  (Block  3643,  Lot  23), 
Borough  of  Brooklyn. 


731-46-BZ— Application,  October  3,  1946,  under  section 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applican' 
on  behalf  of  J.  Franklin  Perrine,  owner,  to  permit  in  a  re; 
donee  use  district,  the  change  of  occupancy  from  pub! 
garage  to  factory  for  a  temporary  period  of  five  (5)  year 
premises  35-38  to  35-44  30th  street,  west  side,  143  ft.  nor 
of  36th  avenue,  and  35-37  to  35-43  29th  street  (Block  34 
part  of  Lot  6) ,  Long  Island  City,  Borough  of  Queens. 

36-47-BZ— Application,  January  13,  1947,  under  section 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicant 
on  behalf  of  Louis  Natale,  owner,  to  permit  in  a  business  u: 
district,  the  use  of  motor  driven  tools  and  saws  for  t* 
manufacturing,  shaping,  cutting  and  assembly  of  furnitur; 
premises  19/3-1977  Coney  Island  avenue,  east  side,  280  » 
south  of  Avenue  P  (Block  6774,  Lot  65),  Borough  f 
Brooklyn. 

274-47-BZ— Application,  March  21,  1947,  under  section  7e  t 
the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant,  l 
behalf  of  Frances  Murtha  Striglis,  owner  (Otto  Klug, 
lessee),  to  permit  in  a  residence  use  district,  the  extension  j 
two  existing  stores,  to  be  used  for  storage  space,  and  fj 
conversion  of  the  two  stores  into  one  store ;  premises  25(- 
2510  Eastchester  road,  eas  side,  75  ft.  north  of  Mace  avers 
(Block  4481,  Lot  17),  Borough  of  The  Bronx. 

277-47-BZ— Application,  March  28,  1947,  under  section  7 a  I 
the  zoning  resolution,  of  Gustave  Goldman,  applicant,  r 
behalf  of  New  Colonial  Ice  Co.,  owner,  to  permit  in  a  rer.i 
use  district,  the  extension  of  existing  building  (ice  stonk 
plant  and  sale  of  ice)  to  be  used  as  an  office  and  mach< 
shop ;  premises  2850 — 8th  avenue  and  264-272  West  15cC 
street,  southeast  corner  and  49  Macombs  place  (Block  2C/ 
part  of  Lot  1),  Borough  of  Manhattan. 

256-47-A — 456  Kent  avenue  rear,  west  side,  560  ft.  soil 
of  South  8th  street  (1st  floor)  ;  (Block  2143,  Lot  1)  ;  (Bits 
C  and  E),  Borough  of  Brooklyn. 

262-47-A— 935  Courtlandt  avenue,  west  side,  250  ft.  north' 
East  162nd  street  (Block  2409,  Lots  92  and  93),  Borough' 
The  Bronx. 

2 15-47- A— 384-386  Fulton  street  and  1-15  Smith  street,  sou 
east  corner  (2nd  and  3rd  floors)  ;  (Block  155,  Lot  1) 
Borough  of  Brooklyn. 

318-47-A— 386  Fulton  street  and  1-15  Smith  street,  souths 
corner  (Block  155,  Lot  10).  Borough  of  Brooklyn. 

147-47-SA — Gibralter  Oil  Burner. 

160-47-SA— Gilbert  &  Barber  Gasoline  Dispensing  Pun; 
Models  M96ER,  M96HG,  M98HG  and  M101. 

952-46-SM— Acme  Cinder  and  Cement  Block,  8"  x  8"  x  > 
L.B.S.  (Concrete  and  Cinder). 

71- 47-SM — Lorimer  Paint  Works  Pure  Linseed  Oil  Put. 

72- 47-SM— Lorimer  Paint  Works  EZ  Working  Steel  Si 
Putty. 

73- 47-SM— Lorimer  Paint  Works  Caulktite  (Caulking  C-i 

HARRIS  H.  MURDOCK,  Chairn> 


MAY  13,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  head 
Tuesday  afternoon,  May  13,  1947,  at  2  o  clock  in  Rd 
1013  Municipal  Building,  Manhattan,  on  the  following  rjl 
ters: 

152-47-A— 60-64  Beaver  street,  2-6  William  street,  sod 
west  corner  and  107  Pearl  street  (19th  floor)  ;  (Block. 
Lot  1),  Borough  of  Manhattan. 

248-47-A— 1314-1316  Blondell  avenue,  east  side,  37  ft.  ntj 
of  Westchester  avenue  (Block  4133,  Lot  2),  Borough  of  I 
Bronx. 
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Uu'?Lu  1I6'10  Rockaway  Beach  boulevard  and 
0  -2W  Beach  116th  street,  northwest  corner  (Block  664,  Lot 
o),  Kockavvay  Beach,  Borough  of  Queens. 

05-47-A — 1  Washington  Square  North,  northwest  corner  of 
Jmversity  place  (Block  550,  Lot  1),  Borough  of  Manhattan. 

59-47-A  276  Nostrand  avenue  and  82-90  Kosciusko  street 

kooklyn  C°rner  (B1°Ck  1783’  Lot  49)’  BorouSh  of 

06-47-A— 630  Grand  avenue,  west  side,  100  ft.  north  of 

Slyn  P  B  °Ck  154’  Part  °f  LOt  24)’  BorouSh  of 

56-47- A  14 10-1420  Metropolitan  avenue,  east  side,  2512 

r'  n°  L.  °/fu,Mfe  avenue  (Building  S-9,  Parkchester 
louses)  ,  (Block  3938,  Lot  1),  Borough  of  The  Bronx. 

32-47-A  14  Beach  46th  place,  west  side,  120  ft.  south  of 
dgemere  avenue  (Block  332,  Lot  34),  Edgemere,  Borough 
t  Queens  (Under  section  35,  General  City  Law  re  bed  of 
apped  street— Beach  46th  place). 

55-47-A— 973  Brook  avenue,  west  side,  104  ft.  north  of  East 
>3rd  street  (Block  2391,  Lot  68),  Borough  of  The  Bronx. 

'1-47-A — 45-51  Suffolk  street,  west  side,  100  ft.  north  of 
rand  street  (2nd  floor)  ;  (Block  351,  Lot  51),  Borough  of 
anhattan.  • 

7-47-A— 3  Washington  Square  North,  north  side,  55  ft  4 
anhattan  UmverS‘ty  place  (Block  SS0-  Lot  3)>  Borough  of 

2.47_A  2II4  to  2136  East  34th  street,  west  side,  100  ft 
nth  of  Avenue  T  (cellar)  ;  (Block  8533,  part  of  Lot  52), 
>rough  of  Brooklyn.  , 

1  47-A— 768  5th  avenue,  west  side,  from  West  58th  street 
Centra!  Park  South  (West  .59th  street),  1-19  West  58th 
eet  and  -20  Central  Park  South  (West  59th  street)  ;  17th 
or)  ;  (Block  1274,  Lot  25),  Borough  of  Manhattan. 

I’V'lnT24!7'32  t0  24,7"50  87th  drive,  south  side,  247-09  to 
41,'  7th  drive,  north  side,  246-06  to  246-64  87th  avenue 
o/'d.1,  to  87-09  Commonwealth  boulevard  (Block  8639, 
ts  30-41  inclusive  and  Block  8640,  Lots  1,  6,  9  and  42-64, 
lusive),  Bellerose,  Borough  of  Queens. 

!'4m'iAw5'l3'i5t:5{  Avenue  °f  Tlle  Americas  (6th  avenue) 

1  101  West  i 5th  street,  northwest  corner  (cellar,  1st,  2nd 
13rd  floors)  ;  (Block  791,  Lot  36),  Borough  of  Manhattan. 

"47*A~ East  70th  street,  north  side,  98  ft.  west  of  Madi 
avenue  (Block  138o,  Lot  13),  Borough  of  Manhattan. 


HARRIS  H.  MURDOCK,  Chairman. 


MAY  20,  1947,  10  A.  M. 

■OIL  L  IS  HEREBY  GIVEN  of  a  public  hearing 
rdav  morning,  May  20/  1947,  at  10  o’clock  in  Room 

Municipal  Building,  Manhattan,  on  the  following  mat- 

-47-BZ— AppJication,  February  28,  1947,  under  sections  7b 
°f  the  zonmg  resdution,  of  Charles  M.  Spindler, 
°n  behalf  of  Walter  Vanderveer,  owner  (Anthony 
rey  and  Edward  Korth,  lessees),  to  permit  in  a  residence 
.retail  use  district,  the  extension  of  existing  gasoline 
.lce  station,  to  house  a  lubritorium  and  car  washing 
’1  Pre^  92/0^  to  92-09  Metropolitan  avenue  and 
;■ 1  TtC\  69;?9  Alderton  street,  northeast  corner  (Block 
.  Lot  75),  Forest  Hills,  Borough  of  Queens. 

47-BZ— Application,  March  11,  1947,  under  section  7f 
•  zomng  resolution,  of  Comprehensive  Omnibus  Corp 
■cant  and  lessee,  on  behalf  of  The  City  of  New  York, 
er,  to  permit  in  a  retail  and  business  use  district,  the 
non  and  maintenance  of  a  building,  to  be  used  as  a 
garage  for  more  than  five  (5)  motor  vehicles; 
uses  225-227  Delancey  street,  south  side,  from  Willett 


Manhattan Pltt  ^  (B1°Ck  337’  ^  13>’  of 

70°-46-BZ— AppJication,  September  24,  1946,  under  sections 
/t  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
app  icants,  on  behalf  of  Max  Stark,  owner  (Joan  Chin 
lessee),  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  laundry  re- 

SxoSb4Qorr0rUim  TXVd  ?ffice  for  a  term  of  years;  premises 
2484-2499  Coney  Island  avenue  and  1102-1108  Avenue  V 

southeast  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn! 

h2h!^?"B?mA*Kpli£at«0n  ?f  Abraham  Farber,  applicant,  on 
behalf  of  Flatbush  Pontiac  Inc.,  owner,  reopened  June  18 

1446,  under  section  7i  of  the  zoning  resolution,  to  permit  in’ 
a  business  use  district,  the  extension  of  use  in  existing  public 
garage  tor  more  than  five  (5)  cars  (previously  granted  by 
the  Board)  to  include  automobile  service  and  motor  vehicle 
repair  shop ;  premises  656-670  Parkside  avenue,  south  side, 
215  ft.  8J4  in.  west  of  Nostrand  avenue  (Block  5057,  Lot 
29),  Borough  of  Brooklyn. 

SgO-^-BZ-AppHcation  of  Reginald  S.  Hardy,  applicant,  on 
behalf  of  Benjamin  Siegel,  owner,  reopened  April  15  1947 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  and  auto  laundry  (pre¬ 
viously  granted  by  the  Board)  ;  premises  73-38  to  73-4? 

£°°P*r  &TU?’  s°u„th  side>  2229  ft-  w^t  of  74th  street 
(Block  3811,  Lot  08  and  part  of  Lot  50),  Glendale,  Bor¬ 
ough  of  Queens. 

223-46-BZ— Application,  March  29,  1946,  under  section  7e  of 
the  zomng  resolution  of  Raymond  Irrera,  applicant,  on  be- 
lialt  of  bred  C.  and  Augusta  Dick,  owners  (Steinway  Lum¬ 
ber  Co.,  lessee),  to  permit  in  a  business  use  district,  the  use 
ot  power  driven  saws;  premises  40-16  31st  avenue,  south- 

Ari'  ^eSt  o£l41srt  *treet  (Block  678>  Lot  44),  Long 
Island  City,  Borough  of  Queens. 

71 1-46-BZ— Application,  September  23,  1946,  under  section 
/e  of  the  zoning  resolution,  of  Cornelius  G.  DeLoca, 
applicant,  on  behalf  of  140  Riverside  Drive,  Inc.,  owner,  to 
permit  in  a  residence  use  district,  a  business  use  (sale  of 
stationery,  candy,  cigars,  newspapers  and  magazines),  for  a 
teim  ot  years;  premises  140-147  Riverside  drive,  east  side 
from  West  86th  to  West  87th  streets,  351-359  West  86th 
street  and  348-352  West  87th  street  (Block  1248,  Lot  1) 
Borough  of  Manhattan.  J 

Sp-^-BZ-AppHcation,  November  15,  1946,  under  sections 
/t  and  21  of  the  zoning  resolution,  of  Milton  B.  Weissman, 
applicant  on  behalf  of  Leon  D.  DeMatteis,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry,  testing  office  and  boiler  room;  premises  2259-2287 
Flatbush  avenue  4801-4805  Fillmore  avenue,  northeast  cor- 
ner  and  1874-1892  East  49th  street  (Block  8488,  Lot  1)  Bor¬ 
ough  of  Brooklyn.  ’ 

1052-46-BZ—Application,  December  23,  1946,  under  section 
°f  ,the  z°r>ing  resolution,  of  Joseph  Buonocore,  applicant, 
on  behalf  of  Salvatore  Buonocore,  owner,  to  permit  in  a 
msiness  and  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  and  auto 
aundry  for  a  term  of  ten  (10)  years;  premises  2856  Rich- 
^"hLerrace,  south  side,  26  ft.  west  of  Van  Pelt  avenue 

Richmond  ’  °f  LOt  Manners  Harbor,  Borough  of 

32- 47-BZ— Application,  January  13,  1947.  under  section  7e  of 

Tm^?S°luU0^n0i  RandolPh  M.  Smith,  applicant,  on 
behalf  of  Thomas  O  Rourke  Gallagher,  owner,  to  permit  in 

?n-?TooS!USe  distnct-  tke  erection  of  a  roof  sign;  premises 
200-32  99th  avenue,  south  side,  60  ft.  west  of  Francis  Lewis 

Queen ai"d  B  °Ck  °853’  Lot  25)’  HolHs’  Borou??h  of 

33- 47-A— 205-32  99th  avenue,  south  side,  60  ft.  west  of 
Francis  Lewis  boulevard  (Block  10853,  Lot  25),  Hollis,  Bor¬ 
ough  of  Queens. 
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i93.47.BZ — Application,  February  28,  1947,  under  section  21 
of  the  zoning  resolution,  of  Siegel  and  Green,  applicants,  on 
behalf  of  Cedar  Operating  Co.,  Inc.,  owner,  to  permit  in  a 
residence  and  business  use,  C  area  district,  the  erection  ot 
a  building'to  be  used  as  a  multiple  dwelling  with  stores  on 
first  floor,  using  more  than  the  area  permitted;  premises 
626-638  Pelham  parkway,  south,  and  2190  Bolton  street, 
southeast  corner  (Block  4317,  Lot  100),  Borough  of  The 
Bronx. 

252- 47-BZ— Application,  March  19,  1947,  under  section  7b  of 
the  zoning  resolution,  of  Max  Wechsler,  applicant,  on  behalf 
of  23rd  Street  Associates,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  and  retail  use  district,  the  change  in  occupancy  from 
hotel,  stores  and  auditorium  to  hotel,  stores  and  theatre; 
premises  208-214  West  23rd  street,  south  side,  100  ft.  west  of 
7th  avenue  (Block  772,  Lot  56),  Borough  of  Manhattan. 

253- 47-A— 208-214  West  23rd  street,  south  side,  100  ft.  west 
of  7th  avenue  (1st  floor);  (Block  772,  Lot  56),  Borough 
of  Manhattan. 


293-47-BZ— Application,  April  2,  1947,  under  section  7e  of 
the  zoning  resolution,  of  Charles  M.  Spindler,  applicant,  on 
behalf  of  Lakedon  Realty  Corp.,  owner  (John  Sherman, 
lessee),  to  permit  in  a  business  use  district,  the  outdoor  dis¬ 
play  and  sale  of  more  than  five  (5)  motor  vehicles,  for  a 
term  of  five  (5)  years;  premises  766-768  10th  avenue  and 
463  West  52nd  street,  northeast  corner  (Block  1062,  Lots  1 
and  2),  Borough  of  Manhattan. 


299-47-BZ— Application,  April  1.  1947,  under  sections  7c,  7f, 
7  A  and  21  of  the  zoning  resolution,  of  New  York  Life 
Insurance  Co.,  applicant  and  owner,  to  permit  in  a  residence, 
business  and  an  unrestricted  use,  D  area  district,  as  to  the 
extension  of  business  use  (stores)  into.a  residence  district, 
location  of  boiler  house  in  residence  district  and  the  loca- 
tion  of  a  gasoline  service  station  in  business  district ;  prem¬ 
ises  Blocks  bounded  by  73rd  avenue,  185th  street,  Horace 
Harding  boulevard  and  Peck  avenue  (Fresh  Meadow 
Houses);  (Blocks  5712-5716,  7075-7077,  7080-7082,  7092- 
7094,  7098-7105,  7114-7122,  5723  and  7138-7146),  Flushing, 
Borough  of  Queens. 


300-47-A— Blocks  bounded  by  73ra  avenue,  185th  street, 
Horace  Harding  boulevard  and  Peck  avenue  (Blocks  5712- 
5716,  7075-7077,  7080-7082,  7092-7094,  7098-7105,  7114-7122, 
5723  and  7138-7146,  Lots  ),  Flushing,  Borough  of 

Queens  (Under  sections  35  and  36,  General  City  Law  re  bed 
of  mapped  streets  and  buildings  not  facing,  on  legal  streets — 
Fresh  Meadow  Houses). 


125-47-SM— World  Hour,  1  Hour  and  1 Hour  Panel 

Type  Kalamein  and  Hollow  Metal  Doors. 


HARRIS  H.  MURDOCK,  Chairman. 


MAY  20,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  20,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

217-47-A— 124-01  to  124-05  Rockaway  Beach^  boulevard, 
southwest  corner  of  Beach  124th  street  (Block  764,  Lot  6), 
Rockaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  27,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  27,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

676-46-BZ— Application,  September  17,  1946,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 


applicants,  on  behalf  of  Owen  Dever,  owner,  to  permit  ir 
residence  and  business  use  district,  the  erection  and  main 
nance  of  a  gasoline  service  station,  including  a  building  to 
used  as  a  lubritorium,  auto  laundry,  office,  sales  and  mo' 
vehicle  repair  shop;  premises  210-01  to  210-13  Horace  llai 
ing  boulevard  and  58-43  to  58-59  210th  street,  northeast  c< 
ner  (Block  7461,  part  of  Lot  94),  Flushing,  Borough 
Queens. 

823-46-BZ— Application,  October  28,  1946,  under  section 
of  the  zoning  resolution,  of  Albert  W.  Lewis,  applicant, 
behalf  of  Bradbury  Building  Corp.,  owner  (Gulf  Oil  Coil 
lessee),  to  permit  in  a  residence  and  unrestricted  use  distr^ 
the  rebuilding  of  a  gasoline  service  station  and  the  park  J 
and  storage  of  more  than  five  (5)  motor  vehicles;  premil 
530-546  East  73rd  street,  southwest  corner  of  East  Rri 
Drive  (Block  1484,  Lot  26),  Borough  of  Manhattan. 

915-46-BZ— Application,  November  26,  1946,  under  secti.] 
7c,  7i  and  7f  of  the  zoning  resolution,  of  William  T.  Burl 
applicant,  on  behalf  of  Ben  Fabrizi,  owner,  to  permit  in 
business  use  district,  the  reconstruction  and  extension  of  j 
existing  gasoline  service  station,  lubritornim,  auto  launcj 
office  and  sale  of  accessories,  and  the  parking  and  storages 
more  than  five  (5)  motor  vehicles;  premises  40-08  to  40S 
30th  avenue,  30-01  to  30-03  Newtown  road,  southeast  con 
and  30-02  to  30-04  41st  street  (Block  681,  Lot  114),  Asto 
Borough  of  Queens. 

923-46-BZ— Application,  November  15,  1946,  under  sec 
7h  of  the  zoning  resolution,  of  Ellis  L.  Lavine,  applicant, 
behalf  of  Dot  Mort  Holding  Corp.,  owner  (Rebecca  Sch 
der,  lessee),  to  permit  in  a  retail  use,  D  area  district, 
parking  and  storage  of  more  than  five  (5)  motor  vehic 
premises  35-45  Rutgers  street,  east  side,  22  ft.  south  of  M 
son  street  (Block  271,  Lots  26  to  32,  inch),  Borough, 
Manhattan. 

45-42-BZ— Application  of  Lama  and  Proskauer,  applies t 
on  behalf  of  Samuel  Schenkel,  owner,  reopened  April  9,  11 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a  t3 
ness  use  district,  the  reconstruction  of  an  existing  gasci 
service  station  and  lubritorium,  to  include  auto  laundry,  o< 
and  sales;  premises  4313-4323  4th  avenue  and  401-405  4 
street,  northeast  corner  (Block  729,  Lot  1),  Borough 
Brooklyn. 

283-42-BZ— Application  of  Walter  I.  Lansing,  applicant  i 
lessee,  on  behalf  of  Martin  H.  Offinger,  owner,  reopu 
April  22,  1947,  under  section  7h  of  the  zoning  resolutioi 
permit  in  a  residence  use  district,  the  parking  and  storag  e 
more  than  five  (5)  motor  vehicles,  for  a  term  of  ye' 
premises  230  East  34th  street,  south  side,  22a  2  ft.  wes" 
2nd  avenue  (Block  914,  Lot  45),  Borough  of  Manhattan. 

781-46-BZ— Application  of  229  Pulaski  Street  Corp.,  aj 
cant  and  owner  (Joyce  Sandler,  lessee),  reopened  Aprn 
1947,  under  sections  7e  and  21  of  the  zoning  resolutioij 
permit  in  a  residence  use  district,  the  alteration  and  cor£ 
sion  of  occupancy  from  bottle  storage  (previously  gra_ 
by  the  Board)  to  manufacture  of  paper  boxes;  premises. 
243  Pulaski  street,  north  side,  264  ft.  6  in.  east  of  Th> 
avenue  (Block  1773,  Lot  64,  formerly  part  of  Lot  l 
Borough  of  Brooklyn. 

990-46-BZ — Application,  December  12,  1946,  under  sectic 
of  the  zoning  resolution,  of  Abraham  Daniels,  apphcanli 
owner,  to  permit  in  a  residence  use,  F  area  district,  the  H 
ation  to  existing  building  without  required  side  yards ;  pS 
ises  35-15  to  35-17  222nd  street,  east  side,  304  ft.  nort 
37th  avenue  (Block  6192,  Lot  16),  Bayside,  Boroug. 
Queens.  j  ] 

332-47-A— 35-15  to  35-17  222nd  street,  east  side,  3( 
north  of  37th  avenue  (3rd  floor)  ;  (Block  6192,  Lot  I 
Bayside,  Borough  of  Queens. 

1074-46-BZ — Application,  December  22,  1946,  under  se  i 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
cants,  on  behalf  of  Saj-Lee  Realty  Corp.,  owner,  to  pf 
in  a  business  use,  C  area  district,  the  erection  of  a  buiH 
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using  more  than  the  area  permitted ;  premises  1196-1200  Coney 
Island  avenue,  west  side,  400  ft.  north  of  Avenue  I  (Block 
6513,  Lot  24),  Borough  of  Brooklyn. 


396-47-A-— 514-516  West  126th  street,  west  side,  161  ft.  10  in 
w.est  of  Amsterdam  avenue  (Block  1982,  Lot  36),  Borough 
of  Manhattan.  6 


283-47-BZ  Application,  April  1,  1947,  under  sections  7e  and 
7.  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 

1  St1-01,1  RTealty  CorP-  and  Edna  M-  Went,  owners 

(r.  k  M.  nab  rich,  Inc.,  lessee),  to  permit  in  a  business  use 
i®tnct,  the  extension  of  existing  building  and  the  conversion 
|  of  the  use  of  premises  from  automobile  show-room,  auto 
laundry  and  vacant  land  to  automobile  show-room,  auto 
laundry,  repair  shop,^  lubritorium,  outdoor  sale  and  display 
of  more  than  five  (5)  motor  vehicles,  and  the  parking  of 
more  than  five  (5)  motor  vehicles,  for  patrons  and  employees 
no  fee  to  be  charged ;  premises  138-18  to  138-30  101st  avenue,’ 
ioutli  side,  D8  ft.  7  in.  east  of  Remington  street  (Block 
10018,  Lots  7,  9,  11  and  12),  Jamaica,  Borough  of  Queens. 

324-47-BZ  Application, ^April  14,  1947,  under  section  7e  of 
the  zoning  resolution,  of  William  R.  Shirley,  applicant,  on 
“dial t  of  Rose  Micheline,  owner  (Ralph  Turnbull,  lessee), 
to  permit  in  a  residence  and  local  retail  use  district’,  a  retail 
rental  laundry,  for  a  term  of  five  (S)  years;  premises  4 
^Bedford  street,  east  side,  184  ft.  11)4  in.  south  of  Downing 
street  (Block  527,  Lot  2),  Borough  of  Manhattan. 

r '47;^7T2446  3rd  avenue-  n°rth  side,  20  ft.  2)4  in.  east  of 
East  134th  street  (Block  2317,  Lots  53  and  54),  Borough  of 
The  Bronx. 

114-47-SM— Joseph  Goder  Incinerator  Intake  Door,  Type 

1“D. 

146-40-SM— Super  Limoid  (Hydrated  Lime). 

066-46-SM— Builders  Block  Company’s  Concrete  Block. 


282-47- A— 122-21  142nd  place,  east  side,  193.28  ft.  north  of 
Rockaway  boulevard  (Block  12038,  Lot  2),  South  Ozone 
Bark,  Borough  of  Queens  (under  section  35,  General  City 
Law  re  bed  of  mapped  street — 123rd  (Maple)  avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  10,  1947,  2  P.  M. 

NOTICE  ^  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  Jime  10,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following- 
matter  :  & 

230-47-A — 321-323  3rd  avenue  and  201  East  24th  street 
northeast  corner  (Block  905,  Lot  I),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  17,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  17,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 


•39-46-SM — Grenby  Hygienic  Toilet  Seat. 

HARRIS  H.  MURDOCK,  Chairman. 


240-47- A— 1240-1256  Broadway,  east  side,  from  West  31st 
to  West  32nd  streets,  43-49  West  31st  street  and  42-52  West 
32nd  street  (Block  833,  Lots  11,  15,  17  and  67),  Borough  of 
Manhattan. 


MAY  27,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
iiesday  afternoon,  May  27,  1947,  at  2  o’clock  in  Room 
J1J,  Municipal  Building,  Manhattan,  on  the  following  mat- 

70-47-A— 82  Beach  62nd  street  (102-110),  northeast  corner 
t  Boardwalk  (Block  354,  Lot  1),  Arverne,  Borough  of 

'ueens. 


HARRIS  H.  MURDOCK,  Chairman. 


JUNE  24,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
fuesday  morning,  June  24,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 


j3-47-A— 105-78  130th  street,  northwest  corner  of  107th 
/enue  (Block  9583,  Lot  46),  Richmond  Hill,  Borough  of 
Ueens  (under  section  35,  General  City  Law  re  bed  of 
apped  street — 107th  avenue). 


HARRIS  H.  MURDOCK,  Chairman. 


276-42-BZ  Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Thomas  C.  and  Louis  Iervolino,  owners 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  public  garage  to  a  gasoline  service 
station,  lubritorium,  auto  laundry  and  office ;  premises  81 
apelye  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 


JUNE  3,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
uesday  afternoon,  June  3,  1947,  at  2  o’clock  in  Room 
13,  Municipal  Building,  Manhattan,  on  the  following  mat- 


2-47-A— 34-36  East  32nd  street,  south  side,  165  ft.  east  of 
adison  avenue  (Block  861,  Lot  52),  Borough  of  Manhattan. 

Grand  Concourse,  northwest  corner  of 
>rdham  road  (3rd  and  4th  floors);  (Block  3167,  Lot  1) 
-rough  of  The  Bronx.  1 


M7-A-47-49  West  63rd  street,  north  side,  58  ft.  3  in.  eas 
Manhattan  ^  fl°°r)  ;  (B1°ck  1116>  Lot  14),  Borougl 


HARRIS  H.  MURDOCK,  Chairman. 


JUNE  24,  1947,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  June  24,  1947,  at  2  o’clock  in  Room 
IU13,  Municipal  Building,  Manhattan,  on  the  following 
matter :  & 


283-47-A— 295  10th  avenue  and  501-503  West  27th  street 
northwest  corner  (Block  699,  Lot  30),  Borough  of  Man¬ 
hattan. 


HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  6,  1947,  10  A.  M. 


Present:  Chairman  Murdock,  Commissioners  Blum  and 

Kleinert  and  Deputy  Chief  Guinee.  ,  ,  .  , 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  April  22,  194/, 
were  approved,  as  printed  in  Bulletin  17,  Volume  3Z. 


ZONING  APPLICATIONS 

676-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Owen  Dever, 

owner.  „  ,  , 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  servicq  station,  including  a  building  to  be  used 
as  a  lubritorium,  auto  laundry,  office,  sales  and 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 210-01  to  210-13  Horace  Hard- 
ing  boulevard  and  58-43  to  58-59  210th  street,  north- 
east  corner  (Block  7461,  part  of  Lot  94),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Park  Dept., 
Dreyer  Traub,  George  A.  Butcher  and  Frank 

Di  Giano.  ,  . 

For  Administration :  Samuel  L.  Becker,  Dep  t.  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  27,  1947  at  10 
A.  M.  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument. 


700-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Max  Stark,  owner 
(Joan  Chin,  lessee). 

SUB TECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  auto  laundry,  repairs,  lubritorium  and  office 
for  a  term  of  years. 

PREMISES  AFFECTED— 2489-2499  Coney  Island  Ave¬ 
nue  and  1102-1108  Avenue  V,  southeast  corner 
(Block  7371,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1947  at  10 
A.  M.  at  request  of  applicant. 


823-46-BZ 

APPLICANT— Albert  W.  Lewis,  for  Bradbury  Building 
Corp.,  owner  (Gulf  Oil  Corp.,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  and  unrestricted  use  district, 
the  rebuilding  of  a  gasoline  service  station  and  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 530-546  East  73rd  street,  south¬ 
west  corner  of  East  River  drive  (Block  1484,  Lot 
26),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition :  Heiman  Marcus  and  Morris  Gutt- 
man. 

For  Administration :  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 


ACTION  OF  BOARD— Laid  over  to  May  27.  1947  at  1 
A.  M.  for  inspection  by  a  Committee  of  the  Boar 
and  decision  without  further  argument. 


915-46-BZ 

APPLICANT— William  T.  Burke,  for  Ben  Fabrizi,  owne 

SUBJECT— Application  (decision  of  the  borough  superu 
tendent)  under  sections  7c,  7i  and  7f  of  the  zonin 
resolution,  to  permit  in  a  business  use  district,  tl 
reconstruction  and  extension  of  an  existing  gasolir 
service  station,  lubritorium,  auto  laundry,  office  an 
sale  of  accessories,  and  the  parking  and  storage  c 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 40-08  to  40-20  30th  avenue,  3( 
01  to  30-03  Newtown  road,  southeast  .corner,  ar 
30-02  to  30-04  41st  street  (Block  681,  Lot  114 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons,  Ben  babri 
and  Alfred  A.  Lama.  j 

For  Opposition:  M.  A.  Trupia,  Bertha  Kross,  1 
Tumes,  G.  Diatronzol  and  Michael  Fallon. 
For  Administration :  Samuel  L.  Becker,  Dep’t.  f 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  27,  1947  at 
A.  M.  for  inspection  by  a  Committee  of  the  Boa 
and  decision  without  further  argument. 


923-46-BZ 

APPLICANT— Ellis  L.  Lavine,  for  Dot  Mort  Holdi; 

Corp.,  owner  (Rebecca  Schneider,  lessee). 
SUBJECT— Application  (decision  of  the  borough  super; 

tendent)  under  section  7h  of  the  zoning  resolutu, 
to  permit  in  a  retail  use,  D  area  district,  the  parkr; 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 35-45  Rutgers  street,  east  sit, 
22  ft.  south  of  Madison  street  (Block  271,  Lots  > 
to  32,  inclusive),  Borough  of  Manhattan. 

APPEARANCES—  .  .  .  ' 

For  Applicant:  Ellis  L.  Lavine,  Benjamin  Gold  al 
Jacob  Schneider. 

For  Opposition :  Harold  J.  Klein.  (  . 

For  Administration:  Samuel  L.  Becker,  Dept,  i 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  27,  1947  at  • 
A.  M.  for  inspection  by  a  Committee  of  the  Bo;  1 
and  decision  without  further  argument.  , 


233-47-BZ 


APPLICANT— Comprehensive  Omnibus  Corp.,  lessee,  r 
The  City  of  New  York,  owner. 

SUBJECT— Application  (decision  of  the  borough  super - 
tendent)  under  section  7f  of  the  zoning  resoluti 
to  permit  in  a  retail  and  business  use  district, 
erection  and  maintenance  of  a  building,  to  be  u:- 
as  a  non-storage  garage  for  more  than  five  0 
motor  vehicles. 

PREMISES  AFFECTED— 225-227  Delancey  street,  sov; 
side,  from  Willett  street  to  Pitt  street  (Block  3 
Lot  13),  Borough  of  Manhattan. 

APPEARANCES—  - 

For  Applicant:  Jacob  I.  Goodstein. 

For  Opposition:  Harold  Klorfein,  Park  Dept., 
For  Administration:  Samuel  L.  Becker,  Dept.  I 
Housing  and  Buildings  and  John  J.  Saundo 
Board  of  Education. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1947  ati 


899-28-BZ 

APPLICANT — Lama  and  Proskauer,  for  Simm  Moldinp 
Manufacturing  Industries,  Inc.,  owner. 
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SUBJECT— Application  reopened  October  29,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use,  C  area  district,  the  conversion 
of  occupancy  from  public  garage  (previously  granted 
by  the  Board)  to  factory,  exceeding  area  permitted. 
PREMISES  AFFECTED — 6702-6706  3rd  avenue  and  274- 
284  67th  street,  southwest  corner  (Block  5849,  Lots 
37  and  40),  Borough  of  Brooklyn. 

KPPEARANCES — 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition  :  Harold  Klorfein.  Park  Dept. 

For  Administration:  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

VCTION  OF  BOARD — Application  denied. 

"HE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

'HE  RESOLUTION  (899-28-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
-solution,  permitting  the  erection  and  maintenance  of  a  ga^ 
ige  for  the  storage  of  more  than  five  (5)  motor  vehicles 
ffecting  premises  274-284  67th  street  and  6701  Third  avenue, 
luthwest  corner,  Borough  of  Brooklyn,  was  granted  by  the 
oard  on  March  11,  1930  on  certain  conditions;  and 

V  HEREAS,  the  applicant  requested  reopening  of  this  appli- 
ition  and  consideration  under  section  7c  of  the  zoning  reso- 
ition,  to  permit  in  a  business  use,  C  area  district,  the  con¬ 
es'00  of  occupancy  from  public  garage  to  factory,  exceed- 
g  the  permitted  area  affecting  premises  6702-6706  Third 
jenue  and  274-284  67th  street,  southwest  corner  (Block 
49,  lots  37  and  40),  Borough  of  Brooklyn;  and 
Whereas,  the  district  maps  accompanying  the  zoning  reso- 
tion  show  that  Third  avenue  is  in  business  use,  C  area  and 
lass  1)4  height  districts;  67th  street  is  in  residence  and 
isiness  use,  C  area  and  Class  1)4  height  districts;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
:tober  29,  1946  subject  to  usual  procedure;  and 
Whereas  a  public  hearing  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

April  15,  1947,  after  due  notice  by  publication  in  the 
llletin  of  the  Board  of  Standards  and  Appeals,  and  laid 
er  to  May  6,  1947  for  inspection  by  a  Committee  of  the 
>ard  and  decision  without  further  argument;  and 

)\H^kEAiS’  (lec>sion  of  the  borough  superintendent, 
ted  October  25,  1946,  re  Alt.  Applic.  848-46,  reads : 

1.  _  Area  of  manufacturing  exceeding  area  of  lot  in 
a  Business  Zone,  is  contrary  to  Sect.  4c  Art.  II  of  Zone 
Resolution, 
d 

Pereas,  the  applicant  states  that  the  premises  consist  of 
'l°t  91  ft.,  11)4  in.  frontage  by  100  ft.  in  depth  (irregular) 
which  is  located  a  building  91  ft.,  11 %  in.  front  bv  100 
in  depth  (irregular),  1  story  (15  feet)  in  height  of  Class 
onst ruction ;  that  it  is  proposed  to  use  the  entire  cellar  and 
if  °r  for  manufacturing  of  plastic  mouldings;  and 
A  hereas,  the  applicant  states  and  the  records  and  inspec- 
i  indicate  that  in  the  early  part  of  1946  the  building  was 
iverfed  to  a  factory  on  the  ground  floor  and  storage  use 
the  cellar,  without  a  permit  to  do  so;  that  the  actual 
ount  of  manufacturing  area  now  being  used  on  the  1st 
>r  is  approximately  70%  and  the  actual  amount  of  area 
De  l.Ised  m  the  basement  for  manufacturing  purposes  is 
Toximately  85% ;  that  the  entire  building  is  occupied  by 
^  tenant  with  two  sub-tenants;  that  objection  2  (as  to 
ts  from  cellar)  will  be  complied  with;  and 

V  hereas,  reports  of  inspectors  were  filed  after  the  hear- 
was  closed  by  the  Department  of  Health  and  the  State 
lartment  of  Labor  to  which  the  Department  of  Health 
-rreu  a  complaint  although  the  Department  of  Labor  has 
jurisdiction ;  and 

^hereas,  the  four  members  of  the  Board  made  a  per- 
.1  inspection  of  the  premises  and  witnessed  the  operations 
ormed  and  rely  on  their  own  judgment  and  not  on  inspec¬ 


tors  reports  that  the  use  is  objectionable,  and  should  not  be 
permitted  nor  the  area  for  manufacturing  increased,  and 
further  that  an  application  if  made  at  this  time  for  a  garage 
would  not  be  granted  due  to  the  improved  conditions  of  the 
area  since  the  former  action  in  1930;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 

V«fe  i°re  nc?  ent^*ed  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt  Applic.  848-46,  Objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


8-37-BZ 

APPLICANT— Lama  and  Proskauer,  for  South  Brooklyn 
Bavings  Bank,  owner. 

SUBJECT— Application  reopened  April  8,  1947,  for  consid¬ 
eration  as  to  extension  of  term  of  variance — Appli¬ 
cation  (decision  of  the  borough  superintendent), 
previously  granted  on  condition,  under  section  21  of 
the  zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  an  unrestricted  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta- 
tion  for  a  term  of  ten  (10)  years 
PREMISES  AFFECTED — 113-125  Hamilton  avenue  and 
JU6-J14  Columbia  street,  northwest  corner  (Block 

APPEARANCES-  °rOUgl’  °f  Br00klyn' 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
*  Housing  and  Buildings. 

^£TION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N  egative :  .  q 

THE  RESOLUTION  (8-37-BZ) 

Whereas,  this  application  under  the  zoning  resolution  to 
permit  partly  in  a  business  use  district  and  partly  in  an 
unrestricted  use  district  the  erection  and  maintenance  of  a 

fnd  u?re,Stavn;  premises :  113-125  Hamilton  avenue 
and  406-314  Columbia  street,  northwest  corner  (Block  No. 

n  ’  i0t  Brooklyn,  was  granted  by  the 

condMons;  and  ’  ’  ^  2  ‘erm  °f  10  yearS>  °n  Certain 

andDe“  mb’er  H?937fiSd  °n  Ju"e  22’  1937 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance ;  and 

An^iHfiRfol4  tHi!  CaSr  WlS  rc°I)ened  by  vote  of  the  Board  on 
April  8,  1947  and  set  for  hearing  on  May  6,  1947  at  10  A  M  • 
and  ‘  ■ ' 

ac?ubiic  bearin/  was  held  on  this  application  by 

Mav  A  1047  f  ?,tandards  aPd  Appeals,  at  its  regular  meeting. 
May  6,  1947  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Tune  22  1937  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

Granted  for  a  term  of  five  (5)  years  from  the  date 

iAmTded  r,esoluhon  under  Section  7f,  permitting 
t  e  plot  to  be  used  as  a  gasoline  service  station,  on  con¬ 
dition  *  *  *  and  that  other  than  as  herein  amended  the 
resolution  adopted  June  22,  1937,  shall  be  complied  with  • 
that  a  certificate  of  occupancy  shall  be  obtained.” 


595-37-BZ 

APPLICANT— Arthur  W.  Renander,  for  Eleanor  Hedwig 
Arnold  Sicko  Realty  Corporation  and  L.K.F 
Realty  Company,  Inc.,  owner  (Nunley  Parking  Co 
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SUBJECT— Application  reopened  April  15,  1947,  for  con¬ 
sideration  as  to  extension  of  term  of  variance  (ex¬ 
pired  by  limitation)— Application  (decision  of  the 
borough  superintendent),  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
for  a  temporary  term  of  years,  permitting  in  a 
business  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 170-15  to  170-21,  171-01  to  171- 
19,  172-01  to  172-25  and  173-05  to  173-13  Hillside 
avenue,  north  side,  56.51  ft.  west  of  Kingston  road 
(Block  896,  Lots  42  and  48;  Block  923,  Lots  1,  10, 
14  and  17),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Arthur  W.  Renander. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (595-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  170-15  to  170-21,  171-01 
to  171-19,  172-01  to  172-25  and  173-05  to  173-13  Hillside 
avenue,  north  side,  56.51  ft.  west  of  Kingston  road  (Block 
896,  Lots  42  and  48  and  Block  923,  Lots  1,  10,  14  and  17), 
Tamaica,  Borough  of  Queens,  was  granted  by  the  Board 
November  9,  1938,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  Sep¬ 
tember  10,  1940,  September  15,  1942  and  September  12,  1944, 
and  the  applicant  requested  a  further  extension  of  the  term 
of  variance;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  15,  1947  and  set  for  hearing  on  May  6,  1947  at  10 
A.  M. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
May  6,  1947,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
May  1,  1947  on  Miscl.  Applic.  3056-47  reads: 

“A  parking  lot  for  more  than  five  motor  vehicles  in  a 
business  use  district  is  contrary  to  Art.  2,  Sec.  4  B.  Z.  R. 
Not  further  considered.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  9,  1938, 
as  amended  through  September  12,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

" Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition 
*  *  *  and  that  other  than  as  herein  amended  the  con¬ 
ditions  of  the  resolution  of  November  9,  1938,  shall  be 
complied  with  (M10790-40) 


22-46-BZ 

APPLICANT — Alden  B.  MacNeil,  for  Fred  Loguidice, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  building  without  the  required 
rear  yard  and  without  the  required  side  yard. 

PREMISES  AFFECTED— 139-15  and  139-17  109th  avenue, 
north  side,  144  ft.  east  of  139th  street  (Block  10068, 
Lots  210  and  211),  Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  A.  B.  MacNeil. 

For  Opposition :  None.  (  i 

For  Administration :  Samuel  L.  Becker,  Dep’t.  c 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 

THE  RESOLUTION  (22-46-BZ) 

Whereas,  Alden  B.  McNeil  for  Fred  Loguidice,  owne, 
filed  January  9,  1947  an  application  under  sections  7f  ar 
21  of  the  zoning  resolution,  to  permit  in  a  business  us 
D  area  district  the  erection  of  a  building  without  the  require, 
rear  yard,  and  without  the  required  side  yard,  affectir 
premises  139-15  to  139-17  109th  avenue,  north  side,  144  i 
east  of  139th  street  (Block  10068,  Lots  210  and  211 
Jamaica,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  wras  held  on  this  application  1 
the  Board  of  Standards  and  Appeals,  at  its  regular  meetin 
April  15,  1947,  after  due  notice  by  publication  in  the  Bullet! 
and  laid  over  to  May  6,  1947  for  inspection  by  a  Committ 
of  the  Board,  and  for  further  study  and  decision  by  t' 
Board;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res 
lution  show  that  109th  avenue  is  in  a  residence  use  D  area  ai 
class  1  height  district ;  139th  street  is  in  residence  and  bu: 
ness  use  D  area  and  class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dat 
January  3,  1946  on  N.  B.  Applic.  58-42  reads: 

“3.  Proper  rear  yard  not  provided  as  required  1 
sec.  14  of  the  Zone  Law. 

4.  4'-0"  side  yard  at  westerly  side  of  lot  not  provide 
Sec.  18  Zone  Law.” 

and  _  ■ 

Whereas,  the  applicant  states  that  the  premises  consist 
a  plot,  56  ft.  frontage  by  100  ft.  in  depth,  on  which  is  local 
a  building  22  ft.  front  by  46  ft.  in  depth,  two  stories  20 
in  height,  of  class  4  construction;  that  this  building  is  bri 
on  1st  story  and  frame  on  2nd  story;  that  there  is  a  brij 
extension  13  ft.  2  in.  wide  by  37  ft.  in  depth,  one  story  10 
in  height,  of  class  3  construction,  used  for  storage  and  boil 
room;  that  adjoining  this  is  a  shed  (no  doors)  18  ft.  fr< 
by  26  ft.  4  in.  in  depth,  one  story  10  ft.  in  height,  of  clas : 
construction,  used  as  a  two  car  garage;  that  the  two  sto 
building  is  used  as  storage  space  in  rear  and  three  mo: 
vehicle  storage  space  in  front ;  that  there  is  a  dwelling  on  < 
2nd  floor;  that  the  building  shown  on  plot  plan  with  on 
foundation  is  now  completed  (N.  B.  176-42)  permit  420-> 
22  ft.  4  in.  front  by  38  ft.  in  depth,  one  story,  20  ft.  2  in. 
height,  of  class  3  construction ;  and 

Whereas,  the  applicant  contends  that  the  building  un 
consideration  was  built  in  1939  by  the  present  owner  with.] 
benefit  of  architectural  guidance  or  approval  of  the  Depa 
ment  of  Housing  and  Buildings;  that  this  was  not_d<< 
wilfully  but  rather  because  of  ignorance;  that  the  build: 
consists  of  a  two  story  main  portion  with  a  one  story  wit; 
that  the  one  story  wing  with  a  flat  roof,  houses  a  boiler  roi 
and  storage  space;  that  the  first  story  is  brick  and  the  seen 
story  frame  with  cement  plaster  on  wire  lath  finish  and  i 
the  west  side  also  asbestos  shingles ;  that  an  architect  m 
a  filing  showing  the  building  with  brick  walls  and  pro 
courts  and  yards  thus  securing  approval ;  that  attached  to 
one  story  wing  is  a  one  story  two  car  garage  about  wH 
there  is  no  question;  that  the  westerly  wall  of  the  two  st 
portion  is  within  one  foot  of  the  lot  line  and  the  adjoining1 
is  under  the  same  ownership ;  that  the  rear  wall  of  the  seen 
floor  apartment  is  within  9  ft.  6  in.  of  the  rear  lot  line  :< 
the  roof  slopes  down  to  the  one  story  level ;  that  the  build: 
is  well  constructed  and  the  cement  plaster  stucco  finish  F 
good  condition ;  that  the  building  represents  an  investment 
approximately  $7,500;  that  objection  5  will  be  complied  v 
in  that  the  owner  will  not  park  more  than  5  cars  on 
premises;  that  it  is  requested,  therefore,  that  the  Board  gr; 
the  maintenance  of  this  building  for  the  uses  in  questi 


530 


MINUTES 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution  as  to  increase  of 
area,  and  was  therefore  not  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship,  and  that 
Section  7  subdivision  f  has  no  application  as  no  use*  question 
is  included  in  objections  3  and  4. 

Resolved,  that  the  decision  of  the  borough  superintendent, 

aCtin£  App!lc-  ?8*42-  b.e  and  it  hereby  is  affirmed 

and  that  the  application  be  and  it  hereby  is  denied. 


855-46-BZ 

APPLICANT— Henry  Nordheim,  for  Maddalena  Conte 
owner.  ’ 

I  SUBJECT— -Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  thq  zoning 
resolution,  to  permit  in  a  residence  use,  D-l  area 
district,  the  change  in  occupancy  from  two  families 
and  garage  for  three  (3)  passenger  cars  to  two 
families  and  non-storage  garage  for  trucks ;  and  the 
erection  of  a  one-story  extension  to  be  used  as  a 
non-storage  garage  for  trucks,  without  the  required 
setback  from  street  line. 

^PREMISES  AFFECTED — 2222  Solon  place,  south  side  175 
ft.  east  of  Castle  Hill  avenue  (Block  3573,  Lots  39 
i  a  ^.nc  4d)>  Borough  of  The  Bronx. 
APPEARANCES— 

B°r  -Applicant :  Henry  Nordheim  and  E.  Mazzillar 
bor  Opposition:  Joan  M.  Grande,  ICashe  Kraihi 
and  John  Githate. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

rnl  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (855-46-BZ) 

Whereas,  Henry  Nordheim  for  Maddalena  Conte,  owner, 
tied  November  8,  1946  an  application  under  sections  7c  and 
t  of  the  zoning  resolution,  to  permit  in  a  residence  use, 
M  area  district  the  change  of  occupancy  from  two  families 
nd  garage  for  three  (3)  passenger  cars,  to  two  families  and 
on-storage  garage  for  trucks,  and  the  erection  of  a  one  story 
xtension  to  be.  used  as  a  non-storage  garage  for  trucks, 
^outthe  required  setback  from  street  line,  affecting  prem- 

eS  /rii  i  .  Place-  south  side-  175  ft-  east  of  Castle  Hill 
venue  (Block  3573,  lots  39  and  40),  Borough  of  The  Bronx  ; 

Whereas  a  public  hearing  was  held  on  this  application 
^  ti*  °ard  Standards  and  Appeals,  at  its  regular  meet- 

May  6,  1947,  after  due  notice  by  publication  in  the 

ulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
ition  show  that  Solon  place  is  in  a  residence  use,  D  1  area 
ass  height  district ;  Castle  Hill  avenue  is  in  a  residence 
’ w  area  and  cIas?  V2  height  district ;  and 
Whereas  the  decision  of  the  borough  superintendent  dated 
ctober  n ,1946  on  amendment  to  Alt.  Applic.  535-46  reads: 

1.  Proposed  change  of  occupancy  of  existing  build¬ 
ing  trom  two  families  and  garage  for  three  passenger 
cars  to  two  families  and  non-storage  garage  for  trucks 
is  contrary  to  Article  2,  Section  9  (a)  Zoning  Resolution. 

2. .  Proposed  use  of  extension  is  contrary  to  Article  2, 
Section  9  (a)  as  there  is  an  existing  garage  for  three 
cars  accessory  to  the  two  family  dwelling  on  same  lot — 
Zoning  Resolution. 

3.  Front  wall  of  extension  not  shown  set  back  10 

lutfon”  StrCet  Hne’  Section  14A  <d>  Zon'mS  Reso- 

d  U  10n' 

Whereas,  the  applicant  states  that  the  premises  consist  of 


a  plot  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  30  ft.  front  by  45  ft.  in  depth,  3  stories,  33  ft. 
l  height,  of  class  3  construction,  presently  used  as  a  two 
family  dwelling  and  garage  for  3  cars;  that  it  is  proposed 
to  build  an  extension  on  the  side,  30  ft.  front  by  50  ft.  in 
dojith,  one  story,  13  ft.  in  height,  of  class  3  construction 
t0  he  used  as  a  garage  for  4  trucks;  and 
Whereas,  the  applicant  contends  that  the  husband  of  this 
owner  is  m  the  contracting  and  excavating  business  and  in 
connection  with  his  trade  maintains  several  trucks  and  a  con¬ 
siderable  quantity  of  tools,  which  tools  are  stored  in  a  por¬ 
tion  of  his  present  garage  when  not  in  use  plus  his  own  car 
and  one  truck ;  that  his  other  trucks  are  parked  on  open 
spaces  when  night  comes  and  he  proposes  to  use  the  35  ft 
by  1U0  ft  piece  of  land  adjoining  the  present  building  to  con- 
struct  a  fireproof  garage  to  house  four  of  his  trucks;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  tor  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  c,  and  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 
"^rMore,  not  entitled  to  relief  on  the  grounds  of  practical 
difficulties  and  unnecessary  hardships. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  October  11,  1946  on  amendment  to  Alt.  Applic.  535-46 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


936-46-BZ 

APPLICANT  Steve  Zedlovich,  for  Anna  Zedlovich,  owner. 
oUfijhLl  Application  (decision  of  the  borough  superin¬ 
tendent).  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  E  area  district,  the 
alteration  to  existing  one  family  dwelling  to  two  (2) 
T-.T-1T-TI  dwellings  without  the  required  yards. 

PREMISES  AFFECTED — 14-77  Clintonville  street,  east 
side,  35.91  ft.  north  of  Cross  Island  parkway  (Block 
4717,  part  of  Lot  4),  Whitestone,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Steve  Zedlovich. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (936-46-BZ) 

hereas,  Steve  Zedlovich,  for  Anna  Zedlovich,  owner, 
filed  December  2,  1946,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use,  E  area  dis- 
trict,  the  alteration  to  existing  one  family  dwelling  to  two 
2-family  dwellings  without  the  required  yards  affecting 
premises  14-77  Clintonville  street,  east  side,  35.91  ft.  north  of 
Cross  Island  parkway  (Block  4717,  Part  of  Lot  4),  White- 
stone,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  April  15,  1947,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  May  6,  1947  for  inspection  by  a 
Committee  of  the  Board  and  decision  without  further  argu¬ 
ment;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Clintonville  street  is  in  a  residence  use 
E  area  and  Class  1  height  district ;  Cross  Island  parkway 
is  in  a  residence  use,  E  area  and  Class  1  height  district  ■ 
and  T  ’ 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  18,  1946,  re  Alt.  Applic.  2033-42,  reads  : 

1.  The.  erection  of  two  separate  dwellings  on  the 
same  plot  is  in  violation  of  Art.  I,  Sec.  1  (v)  of  the 
zone  law.” 

and 
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Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  38  ft.  frontage  by  166.76  ft.  in  depth  on  which  is 
located  a  building  27  ft.  front  by  56  ft.  in  depth  at  1st  floor, 
34  ft  deep  on  2nd  floor,  2  stories,  26  ft.  in  height,  presently 
used  as  a  one  family  residence  ;  that  it  is  proposed  to  alter  the 
existing  building  to  provide  two  2-family  dwellings ;  that  the 

alterations  are  nearly  completed ;  and 

Whereas,  the  applicant  contends  that  it  is  respectfully 
brought  to  the  Board’s  attention  that  there  is  a  proposed  road 
at  the  rear  of  the  property  thus  making  it  possible  for  the 
rear  portion  to  front  on  a  street  at  some  future  date ;  that  the 
apartments  are  attractive,  have  adequate  light  and  air  amt 
are  being  sought  after  with  great  vigor  by  many  W  orld  War 
II  service  men  and  their  families;  that  the  owner  has  spent 
much  time  and  money  to  prepare  these  apartments  to  help 
relieve  the  housing  shortage  and  rehabilitate  an  old  build¬ 
ing;  that  in  view  of  the  foregoing  and  also  that  the  un¬ 
occupied  space  is  in  generous  proportion  to  the  occupied  space 
it  is  earnestly  requested  that  this  variance  be  granted  so  that 
these  apartments  may  be  occupied ;  that  since  this  appeal  w?-s 
filed,  the  owner  has  secured  deed  to  Lot  1  and  added  »  it. 
to  Lot  4  thereby  removing  objection  re  side  yard;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board,  and  inspection  indicates 
that  the  structure  under  appeal  is  an  integral  part  of  a  larger 
frame  structure  formerly  occupied  as  a  hotel  or  road  house 
all  located  on  one  lot  and  that  the  subdividing  walls  as  pro¬ 
posed  are  not  proper  to  warrant  consideration  of  the  building 
as  a  former  hotel  to  be  altered  to  4  or  more  apartments ; 
that  on  the  basis  of  the  proposed  alteration  of  a  portion  of 
the  building  into  four  apartments  the  remaining  larger  por¬ 
tion  is  capable  of  providing  additional  apartments  but  which 
would  be  contrary  to  the  provisions  of  the  Multiple  Dwelling 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 
therefore  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  2033-42,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


62-47-BZ 

APPLICANT— James  E.  Casale,  for  Beatrice  D.  Maroney, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7d  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  store  on  first  floor,  offices  on  second 
floor  and  apartments  on  third  to  sixth  floors,  to 
restaurant  on  first  floor  and  rear  half  of  second 
floor,  offices  in  front  half  and  apartments  on  third 
to  sixth  floors. 

PREMISES  AFFECTED— 120-122  East  86th  street,  south 
side,  118  ft.  west  of  Lexington  avenue  (Block  1514, 
Lot  61),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  James  E.  Casale. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . ;  •  . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (62-47-BZ) 

Whereas,  James  E.  Casale  for  Beatrice  D.  Maroney, 
owner,  filed  January  21,  1947,  an  application  under  section 
7d  of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict  the  change  of  occupancy  from  store  on  1st  floor,  offices 
on  2nd  floor  and  apartments  on  3rd  to  6th  floors,  to  restaur¬ 
ant  on  1st  floor  and  rear  half  of  2nd  floor,  offices  in  front 
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half  and  apartments  on  3rd  to  6th  floors,  affecting  premise 
120  to  122  East  86th  street,  south  side,  118  ft.  west  of  Lexinp 
ton  avenue  (Block  1514,  Lot  61),  Borough  of  Manhattan 

Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  mee; 
ing,  April  15,  1947,  after  due  notice  by  publication  m  tl 
Bulletin,  and  laid  over  to  May  6,  1947  for  inspection  by 
Committee  of  the  Board  and  decision  without  further  argi, 
rnent ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res< 
lution  show  that  East  86th  street  is  in  a  residence  and  bus 
ness  use,  B  area  and  Class  114  height  district;  Lexingtc 
avenue  is  in  a  business  use,  B  area  and  Class  lj4  height  di 

trict;  and  , 

Whereas,  the  decision  of  the  borough  superintender 
dated  Tanuary  15,  1947,  re  Alt.  Applic.  2675-46,  reads: 

“1.  Proposed  alteration  does  not  conform  to  Sectioi 
6  and  3,  Art.  II,  of  the  zoning  resolution  and  is  thereto- 
not  acceptable. 

NOTE:  This  is  a  residential  district  and  business  u 
is  being  changed.”  i 

and  _  1 

Whereas,  the  applicant  states  that  the  premises  consist  t 
a  plot  51  ft.  frontage  by  102  ft.  2  in.  in  depth  on  which 
located  a  building  51  ft.  front  by  102  ft.  2  in.  in  depth,  typic 
floor  51  ft.  front  by  88  ft.  in  depth,  6  stories,  72  ft.  in  heigl 
of  Class  3  construction ;  that  it  is  proposed  to  use  the  existii. 
store  and  rear  half  of  the  second  story  for  a  restauran 
and 

Whereas,  the  applicant  contends  that  there  are  other  rc 
tau rants  in  the  immediate  vicinity  and  the  entire  street  has, 
business  aspect;  that  in  view  of  that  fact  that  the  1st  at 
2nd  floors  of  this  building  have  for  many  years  been  used  f 
business,  it  would  be  a  hardship  if  the  owner  of  the  prernis 
were  denied  the  right  to  let  the  space  as  a  restaurant  sincel 
restaurant  is  conducted  in  a  store  and  is  considered  busines( 
and 

Whereas,  the  premises  and  surrounding  area  were  i 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justjfic. 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  varian 
under  section  7,  subdivision  d,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintende 
acting  on  Alt.  Applic.  2675-46,  be  and  it  hereby  is  affirm 
and  that  the  application  be  and  it  hereby  is  denied. 


104-47-BZ 

APPLICANT— George  G.  Miller,  for  Margaret  Demu 
„  owner  (Irving  Feder,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super 
tendent)  under  section  21  of  the  zoning  resoluti' 
to  permit  in  a  business  use,  C  area  district,  the  er 
tion  and  maintenance  of  a  building  using  more  tl, 
the  area  permitted. 

PREMISES  AFFECTED— 3509  Jerome  avenue,  west  si 
180.44  ft.  south  of  Gun  Hill  road  (Block  332- 
Lot  142),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  G.  Miller. 

For  Opposition :  Louis  Tuchman. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  conditf 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioner 
Blum  and  Kleinert  and  Deputy  Chief  Guine 
Negative:  . \ . 

THE  RESOLUTION  (104-47-BZ) 

Whereas,  George  G.  Miller  for  Margaret  Demuth,  own 
Irving  Feder,  lessee,  filed  January  30,  1947,  an  applicat 
under  section  21  of  the  zoning  resolution,  to  permit  ii 
business  use,  C  area  district,  the  erection  and  maintena 
of  a  building  using  more  than  the  area  permitted,  affect, 
premises  3509  Jerome  avenue,  west  side,  180.44  ft.  south: 
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BronnxHiand°ad  (B1°°k  3324B’  Lot  142)’  Boroi,gh  °f  The 

\\  h ereas  a  public  hearing  was  held  on  this  application 

mV1C\  Bna7  0  Qa7and?.r<ls  fnd  APl)ea,s.  at  its  regular  mcet- 
l9.47’  after  due  notice  by  publication  in  the 
Bulletin  and  laid  over  to  May  6,  1947  for  inspection  by  a 
Committee  ot  the  Board  and  decision  without  further  argu¬ 
ment ;  and 

Whereas  the  district  maps  accompanying  the  zoning  reso- 

mYS  K7t  h,C  :k;roT  a.venue  is  in  a  business  use,  C  area 
and  Class  l/4  height  district;  Gun  Hill  road  is  in  a  residence 

atvHFRFA?t!YlC-area  C!aSS  11/4  height  districts;  and 
iJlm  4'  ^  decision  of  the  borough  superintendent  dated 

read  *  *  1947,  **  amendment  to  N.B.  Applic.  1184-46, 

cT,mercial  structure  occupies  more 
than  60%  of  area  of  lot  at  curb  level,  which  is  not  per- 
nutted  in  a  C  area  district,  Article  IV,  Sec  13  fM  ” 
and  '  v  ' ' 

Whe_reas,  the  applicant  states  that  the  premises  consist  of 
a  plot  a0  ft.  irontage  by  100  ft.  in  deptli,  presently  vacant; 
that  it  is  proposed  to  erect  a  building  50  ft.  front  by  90  ft. 

m  depth  one  story,  14  ft.  in  height,  of  Class  3  construction 
to  be  used  as  stores ;  and 

Whereas,  the  applicant  contends  that  the  building  to  the 
.south  is  already  constructed  to  the  rear  lot  line  and  any 
interference  with  block  ventilation  which  might  take  place 
by  reason  of  the  extension  of  the  proposed  building  toward 
the  rear  ot  the  lot  line  has  already  taken  place  to  a  greater 

InYYiY  TS°n  °if  thf  Prt1?r  existence  of  the  building  on 
Lot  44  to  the  south;  that  block  ventilation  is  further  inter¬ 
fered  with  by  reason  of  the  construction  of  the  one  story 
brick  store  building  on  Lot  135  fronting  on  Gun  Hill  road 
and  Jerome  avenue;  that  the  adjoining  gasoline  service  sta¬ 
tion  to  the  northeast  will  not  suffer  by  reason  of  the  erection 
ot  the  extension  as  herein  proposed  but  rather  the  proposed 
extension  will  act  as  an  additional  buffer  between  the  gas 

uSSTn^^(?tabhSned  pri°u  t0  1925)  and  the  residential 
uses  located  diagonally  to  the  rear  and  fronting  on  Knox 

[-lace;  that  the  principle  of  equality  of  privilege  previously 
followed  by  the  Board  m  acting  011  matters  of  this  kind 
fthere  area  of  coverage  is  involved  clearly  applies  in  this 
-pecific  instance;  that  the  buildings  to  the  rear  are  ade¬ 
quately  provided  with  light  and  air  by  reason  of  their  own 
ear  yards  and  courts  and  by  reason  of  the  through  block 
entilation  already  provided  as  intended  within  the  residence 
ise  district ;  that  the  actual  question  before  the  Board  is 
'ot  the  omission  of  a  rear  yard,  as  none  is  required  in  this 
nstance,  but  rather  permitting  this  owner  to  enjoy  the  use 
■  ms  property  to  the  full  extent  as  is  now  being  enjoyed 
.'  the  owner  of  Lot  124  by  reason  of  the  erection  of  a 

nMlf KC°Venng  190?’  °f  the  Property  and  the  owner  of 
-ot  138  by  reason  of  the  100%  usage  of  the  lot  as  a  gasoline 

mice  station;  and 

1  \\  here  as,  a  letter  from  the  owner,  dated  April  22  1947 
fates  hat  as  the  owner  of  the  above  described  premises’ 

'°  jdu1Se  you  tIlat  110  bowling  alley  will  be  suffered 
Yi  ♦  J  by  me  \°  occuP.y  any  part  of  the  structure  pro- 

1'  -°  »H'  erccled  on  said  premises,  either  as  tenant  or 

-tierwise  ;  and 

,laYRKKAS’  premises  and  surrounding  area  were  in¬ 
jected  by  a  Committee  of  the  Board;  and 

't"f,EAS,.lhe  B°ard  deemed  that  the  applicant  had  sub- 
an  ated  a  basis  of  appeal  under  section  21  of  the  zoning 
solution,  as  to  area,  and  was  therefore  entitled  to  relief  on 
SjS  f°L  Pract,ea>  difficulty  and  unnecessary  hardship. 
Kesolved  that  the  Board  of  Standards  and  Appeals  does 
a  ™™t'on  in  the  application  of  the  area  dis- 
^.t  regulations  of  the  zoning  resolution  and  that  the  appli- 
°e  and  11  hereby  is  granted  on  condition  that  the  story 
curb  grade  shall  not  exceed  90  ft.  in  depth ;  that  the 
„  in  Yu  continue  die  rear  J°f  bne  provided  no  windows 
e  install  *ln  tbe  rear,  wal1 :  that  llie  building  shall  not 
eed  one  story  m  height  as  proposed;  that  as  stated  by 
wWn the  cLcllar  at,no  time  shall  be  occupied  as  a 
'linin'3  ly’nthat  \n  aI1  other  respects  the  building  and 
-upancy  shall  comply  with  all  laws,  rules  and  regulations 


applicab10  thereto;  that  all  permits  shall  be  obtained  and  all 
resolution.1^  Cted  WltH'n  006  year  fr0m  the  date  of  this 


174-47-BZ 

APPLICANT— Arthur  W.  Renander,  for  Jamaica  Savings 
L>ank,  owner. 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resSlu- 

J?°n’  pe-rmit  Jn  a  business  use,  C  area  district, 
the  extension  of  an  existing  building,  using  more 
„  than  the  area  permitted 

PREMISES  AFFECTED — 216-19  Jamaica  avenue  north¬ 
ed 56°)rn0  °f  21vru  StreY  (Block  10609'  Lots  55- 
APPEARANCES-  Vl  age’  Borou^h  of  Queens- 
For  Applicant:  Arthur  W.  Renander 
Por  Opposition:  E.  Z.  Brude  and  E.  Campagna 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
a  rTTAHT  Housing  and  Buildings. 

THE^ ^VOTE— B°ARD  ApPlication  granted  on  condition. 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative”  ^  K  emert  and  Deputy  Chief  Guinee.  4 
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THE  RESOLUTION  (174-47-BZ) 

Whereas,  Arthur  W.  Renander,  for  Jamaica  Savins 

fec&nTS  ttd  Febrl'ary  ?’■  194?'  an  application  updfr 
use  C  oLl  Ii  Tg  reS°Il!tlon’  to  Permit  in  a  business 
use  C  and  D  area  district,  the  extension  of  an  existing 

premises  Ufl'u)  ^0re-  than  the  area  permitted;  affecting 
p  emises  216-19  Jamaica  avenue,  northwest  corner  of  217tb 

street  Block  10609,  Lots  55  ’and  56),  Queens  Village 
Borough  of  Queens;  and  %  S  village, 

SbI£  Earii'g  wa,s  JeId  0,1  <his  application 
Dy  the  Boaid  of  Standards  and  Appeals  at  its  remilnr 

Bulletin';  ^and  6'  ^  ^  by  ^cation  iMhe 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Jamaica  avenue  is  in  business  and 

streef YTn  resA  C  Yass  1  height  districts;  217th 

street  is  in  residence  and  business  use,  C  and  D  area  and 
Class  1  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  29,1947,  re  Alt.  Applic.  76-47,  beads  ’ 

_  u  ot  .occupied  by  proposed  new  addition 

exceeds  that  permitted  by  Sec.  13(b)  of  the  Zone 

and 

of^HnK  LP/pli-Can,t  stateLs  that  the  premises  consist 

(Lem  hr)0  f  ’  in-  ^r°nt  b,y  107  ft-  K  inch  in  dePth 

(irregular)  on  which  is  located  a  building  20  ft.,  4i3«r  in 

l  Stbnf  fl  ft”  im  depth  (.^regular)  two  stories,  32  ft.,  in 
height,  of  Class  1  construction ;  that  there  is  another  build- 
ng  on  the  site  (2  stories)  which  is  to  be  demolished;  that 
,]t  .Is  Pr°Posed  to  build  an  extension  to  the  existing  bank 

brnld,"8  20  ft  4A  in  front  by  97  ft.  10  in  deep  2  ftorle". 

/L’  in  height  m  front  and  extending  to  the  rear  for 
60  ft.,  11  in  one  story  (20  feet)  in  height  from  two  storv 

depthmgandaCk  36  ft'  11  m’  leavinS  a  yard  7  ft.,  in.  in 

Whereas,  the  applicant  contends  that' the  proposed  addi- 

»  W?YCCYdai!re  -W-lth  the  plan  submitted,  will  not  prove 
a  hardship  to  adjoining  property  owners  and  will  not  be 

detrimental  to  the  public  health  and  safety ;  that  the  busi¬ 
ness  buildings  fronting  on  Jamaica  avenue,  as  now  erected 
m  most  instances  occupy  greater  area  than  permitted  under 
the  Zoning  Resolution,  as  now  amended;  that  217th  street 
as  shown  on  plot  diagram,  is  improved  by  one-family 
dwellings;  that  the  premises  at  94-74  217th  street,  a  1-famifv 
dwelling  adjoining  subject  site  will  not  be  adversely  affected 
it  this  new  addition  is  erected  as  proposed,  because  a  7  foot 

”  reiRain,  betWCen  the  P^Pcrty  line  of  the 
Jamaica  Savings  Bank,  as  extended,  the  same  as  hereto¬ 
fore,  that  the  building  at  216-15  Jamaica  avenue,  Lot  57, 
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extends  northward  to  within  a  couple  of  feet  of  the 
southerly  line  of  premises  94-74  217th  street  and  beyond 
the  existing  bank  building  at  216-19  Jamaica  avenue  and 
the  proposed  extension  thereof,  now  known  as  216-17 
Jamaica  avenue  (see  Photograph  $5)  that  the  existing 
rear  yard  of  premises  at  216-17  Jamaica  avenue  is  en¬ 
closed  on  the  west  by  a  building  which  extends  to  approxi¬ 
mately  the  full  depth  of  the  lot  and  greater  depth  than  the 
proposed  new  addition ;  that  on  the  east,  the  corner  bank 
building  extends  to  within  7  ft.  of  the  rear  line,  as  shown 
on  plans,  and  7  ft.  area  will  always  remain  between  the 
rear  of  the  proposed  addition  and  the  property  immediately 
adjoining  on  the  north;  that  the  proposed  extension  will  be 
only  one  story  in  height  and  therefore  will  not  deprive  any 
one  of  light  and  air;  that  it  is  to  be  noted  the  budding 
on  Lot  56,  which  is  to  be  demolished,  is  a  two-story  build¬ 
ing;  and  .  ,  ,. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  2l  of  the  zoning 
resolution,  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area 
district  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21  of 
the  zoning  resolution,  to  permit  the  construction  of  the 
addition  as  proposed  covering  the  area  as  proposed  and  as 
indicated  on  plans  filed  with  this  application  marked  ‘Re¬ 
ceived  February  27,  1947,”  five  sheets,  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area  and 
that  a  yard  at  the  rear  shall  be  maintained  equal  in  width 
to  the  existing  yard  back  of  the  corner  building ;  that  such 
yard  shall  be  cement  paved  and  properly  drained  ;  that  an 
ornamental  iron  fence  approximately  4  ft.  in  height  shall 
be  maintained  extending  along  the  interior  lot  lines  and  the 
street  building  line  of  217th  street  with  a  gate  of  similar 
design  at  the  building  line;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


325-47-BZ 

APPLICANT— Louis  A.  Brown,  for  Certified  Queens 
Homes,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  on  a  plot  located  in  a  residence  use,  partly 
in  a  D  and  partly  in  an  E  area  district,  the  erection 
of  more  than  one  building  on  a  lot ;  the  erection,  on 
the  E  area  district  portion  of  the  plot,  of  buildings 
with  less  than  the  required  side  and  rear  yards,  and 
to  permit  the  erection  of  buildings  in  excess  of  the 
area  of  coverage  permitted  in  the  E  area,  residence 
use  district — the  project  to  consist  of  36  two  (2) 
family  dwelling  units  and  36  one-car  accessory  ga¬ 
rages. 

PREMISES  AFFECTED— 108-15  to  108-53  63rd  drive,  108- 
16  to  108-52  63rd  road,  and  63-34  to  63-42  110th 
street,  west  side,  from  63rd  road  to  63rd  drive 
(Block  2168,  Lots  13  and  34),  Forest  Hills,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  A.  Brown  and  Norman  W. 
Zaubler. 

For  Opposition:  Benjamin  Green. 

For  Administration :  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  . _ .  1 

Negative :  Commissioners  Blum  and  Kleinert  and 
Deputy  Chief  Guinee .  3 


THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative:  .  C 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  1 
Negative :  . ^ 


THE  RESOLUTION  (325-47-BZ) 

Whereas,  Louis  A.  Brown  for  Certified  Queens  Homes' 
Inc.,  owner,  filed  April  14,  1947  an  application  under  sectior 
21  of  the  zoning  resolution,  to  permit  in  a  residence  use 
partly  D  and  partly  E  area  district,  the  erection  of  more  thai 
one  building  on  a  lot,  the  erection  on  the  E  area  portion  o 
the  plot  of  buildings  with  less  than  the  required  side  and  rea 
yards,  and  to  permit  in  the  E  area  portion  of  the  plot,  th< 
erection  of  buildings  in  excess  of  the  area  of  coverage  per 
mitted  in  the  E  area  residence  use  district,  affecting  premise 
63-34  to  63-42  110th  street,  west  side,  between  63rd  road  am 
63rd  drive,  108-16  to  108-52  63rd  road  and  108-15  to  108-5. 
63rd  drive  (Block  2168,  lots  13  and  34),  Forest  Hills,  Bor¬ 
ough  of  Queens ;  and  I 

Whereas,  a  public  hearing  was  held  on  this  application  b  1 
the  Board  of  Standards  and  Appeals  May  6,  1947,  after  du 
notice  by  publication  in  the  Bulletin;  and  .  _  1 

Whereas,  the  area  district  maps  accompanying  the  zonin 
resolution  indicate  that  63rd  road  and  63rd  drive  are  in  : 
D  area  district  and  110th  street  is  in  an  E  area  district;  th 
entire  plot  is  in  a  residence  use  district;  and  _ 

Whereas,  the  decision  of  the  borough  superintendent  date 
April  10,  1947  on  N.  B.  Applications  1326  to  1361-47  reads 
“1.  The  erection  of  more  than  one  building  on  a  lc 
is  contrary  to  Article  1,  Section  1,  sub-section  (v)  c 


Zone  Resolution. 


Kesoiution. 

2.  Provide  side  yards,  and  rear  yards,  for  building 
located  within  the  Res.  E  district  as  per  section  15  c 


Zone  Resolution. 

3.  Area  of  buildings  in  Res.  E  district  is  in  exce; 
of  that  permitted  as  per  section  15C  of  Zone  Resoli 
tion.” 


and  .  .  !; 

Whereas,  the  applicant  states  that  the  premises  consist  c 
a  plot,  200  ft.  by  460  ft.  in  area,  located  in  a  residence  u; 
D  and  E  area  class  1  height  district,  upon  which  it  is  pr< 
posed  to  erect  36  two  family  dwellings  and  36  one  car  acre 
sory  garages;  and 

Whereas,  the  applicant  contends  that  eventually  the  pro 
ect  will  contain  200  two  family  dwelling  units  and  accessoi 
garages  as  indicated  on  master  plan  filed  with  this  applic;. 
tion ;  that  the  premises  now  in  question  have  an  area  < 
92,000  sq.  ft.,  72,000  sq.  ft.  of  which  is  in  a  D  area  ar 
20,000  in  an  E  area  district ;  that  the  buildings  to  be  erectd 
will  cover  approximately  35%  of  the  area  of  the  plot ;  th 
of  the  ten  buildings  which  will  be  located  in  the  E  an 
portion  of  the  plot,  four  will  be  semi-attached  and  six  a 
tached;  that  each  building  unit  will  consist  of  12  two  fami 
attached  dwellings  and  two  one  car  accessory  garages  ai 
will  be  served  by  central  heating  plant  and  a  single  sewe 
water,  gas  and  electrical  connections ;  that  each  building  ur 
will  be  under  one  ownership  and  covered  by  a  single  mor 
gage  insured  by  the  Federal  Housing  Administration ;  th 
the  units  are  proposed  to  alleviate  the  housing  shortage  f' 
veterans  and  other  hardship  cases ;  and 

Whereas,  the  premises  and  surrounding  area  were  i 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  su 
stantiated  a  basis  for  appeal  under  section  21  of  the  zonii| 
resolution,  and  was,  therefore,  entitled  to  relief  as  to  ar; 
on  the  grounds  of  practical  difficulty  and  unnecessary  har 
ship.  t  I 

Resolved,  that  the  Board  of  Standards  and  Appeals  dc 
hereby  make  a  variation  in  the  application  of  the  area  distr 
requirements  of  the  zoning  resolution,  and  that  the  applic, 
tion  be  and  it  hereby  is  granted  under  section  21  of  t 
zoning  resolution,  to  permit  individual  houses  on  lots  havi 
more  than  one  house  thereon  to  be  erected  within  the  D  ar 
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district,  Block  2168,  as  proposed  and  as  indicated  on  plans 
filed  with  this  application  marked  “Received  April  14,  1947  ” 
eight  sheets,  on  condition  that  lot  numbers  shall  be  assigned 
for  those  portions  of  lot  13  within  the  D  area  district  as 
indicated  on  such  plans,  i.e.  all  such  buildings  within  section 
1  ot  lot  13  as  indicated  on  such  plans  to  be  given  one  lot 
number  and  all  buildings  indicated  as  section  2  of  lot  13  on 
such  plans  to  be  given  a  lot  number;  that  all  buildings  within 
Ifftf,  sections  of  lot  13  shall  continue  under  one  ownership 
and  control  and  with  a  central  heating  system  for  each  such 
section;  that  such  portion  shown  as  section  3  on  such  plans 
may  be  constructed  and  added  to  sections  1  and  2  in  so  far  as 
such  buildings  are  within  the  D  area  district;  withdrawn  as 
to  objections  2  and  3  as  to  that  portion  of  the  application 
having  to  do  with  the  frontage  along  110th  street  within  the 
E  area  district  having  a  depth  of  100  ft.  westerly  from  the 
building  line  of  110th  street;  that  record  of  such  lot  numbers 
shall  be  filed  with  the  Borough  Superintendent  and  the 
Board ;  that  in  all  other  respects,  the  buildings  and  occupancv 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


and 


2.  Frame  wall  less  than  3  ft.  from  lot  line  must  be 
masonry  filled  and  openings  protected  by  assemblies  with 
a  rating  of  ft  hOUr,  Sec.  4.1.3  Building  Code.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

,326-47-A 

APPLICANT— Louis  A.  Brown,  for  Certified  Queens 
^  Homes,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 
1  intendent. 

.REMISES  AFFECTED — 63-34  to  63-42  110th  street,  west 
side  from  63rd  road  to  63rd  drive,  108-16  to  108-52 
63rd  road  and  108-15  to  108-53  63rd  drive  (Block 
-168,  Lots  13  and  34),  Forest  Hills,  Borough  of 
:  Queens. 

VPPEARANCES— 

Tor  Applicant:  Louis  A.  Brown  and  Norman  W 
Zaubler. 

i  For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

HE*  VOTE*7  ^OARD — Appeal  withdrawn  to  comply. 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 


3-46-A 

J.PPLICAN  1  Alden  B.  MacNeil,  for  Fred  Loguidice 
l  *•  owner. 

[OBJECT  Appeal  from  a  decision  of  the  borough  super- 
1  intendent. 

(REMISES  AFFECTED— 139-15  and  139-17  109th  avenue 
north  side,  144  ft.  east  of  139th  street  (Block  10068^ 

PPK  \ RANCES— d  21 Janiaica’  Borough  of  Queens. 

For  Applicant:  A.  B.  MacNeil. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
tCTION  OF  BOARD — Appeal  denied. 

Affirmative :  .  q 

Negative.  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

RESOLUTION  (23-46-A) 

\V™as,  Alden  B.  MacNeil,  for  Fred  Loguidice,  owner 
,  January  9,  1946,  an  appeal  from  a  decision  of  the  bor- 
gh  superintendent,  affecting  premises  139-15  and  139-17 
nn  avenue,  north  side,  144  ft.  east  of  139th  street  (Block 

Joo,  Lots  210  and  211),  Jamaica,  Borough  of  Queens; 

'  ** 

whereas,  tlie  decision  of  the  borough  superintendent 
■  mg  on  N.B.  Applic.  58-42,  dated  December  28,  1945,  reads : 
1.  Building  partly  of  frame  construction  is  contrarv 
to  Section  4.1.2  Building  Code. 


Whereas,  the  applicant  states  that  the  building  is  two 
stories  20  ft  ui  hejght;  33.16  ft.  by  46  ft.  in  area  at  1st  floor; 

pLtJ mo™,  m  aTa  at  2l?d  flroor;  of  Class  4  construction; 
erected  1939;  located  on  a  lot  56  ft.  by  100  ft.  in  area  in  a 

business  use  D  area,  Class  1  district  and  used  and  occupied 
since  1  MO— cellar,  storage  and  boiler  and  garage  for  three 
motor  vehicles;  2nd  floor,  dwelling,  one  family;  that  the 
building  is  equipped  with  one  3  ft.  wide  wood  stairs,  enclosed 
m  ne  retarded  stud  partitions,  equipped  with  wood  doors 
which  are  not  self-closing;  and 

Whereas,  Violation  No.  1259-44,  issued  July  31  1945  for 
violation  of  Section  C26-178.0  of  tlje  Administrative  Code, 
m  that  building  was  erected  not  in  accordance  with  approved 
plans^  L.B.  58-42,  the  second  story  having  been  constructed 
o  frame  and  stucco;  that  plans  show  10  in.  approved  cement 
blocks ;  and 

Whereas,  the  owner  was  convicted  and  fined  in  Magis- 
tiates  Court  May  16,  1945,  on  a  charge  of  violation  of  the 
Administrative  Code;  and 

m^HERjAS’  Violation  1259-44  was  reissued  January  23 
1946;  and  ’ 

•  ^?n^EAS,’  the  aPP]icant  states  that  the  building  was  erected 
in  1949  by  the  present  owner  without  approval  of  the  Depart¬ 
ment  of  Housing  and  Buildings ;  that  the  building  is  a  two 
story  main  portion  with  one  story  wing;  that  the  first  story 
oi  the  two  story  portion  is  used  for  storage  and  parking 
ot  two  cars  or  trucks  and  the  second  floor  is  a  five  room 
one-family  dwelling;  that  the  one  story  wing  houses  the 
boiler  and  storage  space;  1st  story  is  brick  and  the  second 
story  frame  cement  plaster  and  wire  lath  which  has  also  been 
suriaced  on  the  west  side  with  asbestos  shingles;  that  al- 
though  the  building  was  nearly  completed  in  1940,  the  archi¬ 
tect  hied  plans  showing  the  building  with  brick  walls  and 
proper  courts  and  yards  and  secured  approval ;  that  attached 
to  the  one  story  wing  is  a  two  car  garage  which  is  not  in 
question;  and 

Whereas,  the  applicant  contends  that  the  westerly  wall 
ot  the  two  story  portion  is  within  one  foot  of  the  lot  line- 
that  the  adjoining  lot  is  under  the  same  ownership ;  that  the 
rear  wall  of  the  second  floor  apartment  is  within  9  ft.  6  in. 
ot  the  rear  lot  line  and  the  roof  slopes  down  to  the  one 
story  level  as  indicated  on  side  elevation  filed  with  this 
appeal  ;  that  the  building  is  well  constructed  and  the  stucco 
finish  is  in  good  condition ;  that  the  building  represents  an 
investment  of  approximately  $75,000  and  it  is  requested  that 
the  Board  permit  the  maintenance  of  this  building  for  the 
uses  as  herein  stated,  as  constructed;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  58-42,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied  in  view  of 
action  taken  as  to  Cal.  22-46-BZ  this  day. 


237-46-A 

APPLICANT— Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 56  Pine  street,  north  side,  125 
ft.  west  of  W  illiam  street  and  26  Cedar  street 
(basement);  (Block  41,  Lot  19),  Borough  of 
Manhattan.  6 

APPEARANCES— 

For  Applicant:  Albert  R.  Tegan. 

For  Administration :  Edwin  A.  Mever  Fire  Den’t 
ACTION  OF  BOARD-Appeal  denied  ’  P 

THE  VOTE  TO  GRANT- 

Affirmative :  .  g 

Negative.  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
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THE  RESOLUTION  (237-46-A) 

Whereas,  Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner,  filed  April  1,  1946,  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner,  affecting 
premises  56  Pine  street  north  side,  12o  ft.  west  of  \\  illiam 
street  and  26  Cedar  street,  basement  (Block  41,  Lot  19), 
Borough  of  Manhattan;  and  _ 

Whereas,  Order  #44511  LC  issued  by  the  Fire  Com¬ 
missioner  February  13,  1946  and  repeated  in  his  decision  of 

March  26,  1946,  reads:  .  . 

“1.  Have  person  in  charge  of  the  operating  ot  the 
refrigerating  system  during  each  shift  secure  a  license 
or  a  Certificate  of  Qualification  from  the  Municipal 
Civil  Service  Commission,  299  Broadway,  Manhattan. 

Whereas,  the  applicant  states  that  the  building  is  16 
stories,  170  ft.  in  height,  46  ft.  by  135  ft.  irregular,  in  area, 
of  Class  3  construction,  erected  in  1890,  located  in  an  un¬ 
restricted  use,  B  area,  Class  2j4  height  district ;  used  and 
occupied  as  follows:  Basement,  air-conditioning  machinery 
and  building  facilities,  8  persons;  balance  of  the  building 
for  offices ;  that  the  building  is  equipped  with  an  approved 
standpipe  system,  one  interior  open  stairs,  equipped  with 
iron  and  slate  treads  and  two  fire  escapes  leading  to  roof 
by  stair  with  egress  to  street  through  hallway ;  that  windows 
and  doors  on  the  course  of  the  fire  escapes  are  fireproof, 

self-closing;  and  . 

Whereas,  the  applicant  states  that  this  is  an  application 
for  variation  of  Section  C26-214  of  the  Administrative  Code 
which  requires  a  licensed  operator  to  be  in  charge  of  the 
air-conditioning  system  during  each  shift;  and 

Whereas,  the  applicant  contends  that  the  system  is 
operated  for  one  shift  only  and  then  shut  down  and  it 
would  be  an  undue  hardship  to  have  an  additional  operator 
on  the  job  with  nothing  to  do. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  4451 1-LC  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


367-46-A 

APPLICANT— Siegel  and  Green,  for  119  Fifth  avenue,  Inc., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 119-121  5th  avenue  and  1-3  East 
19th  street,  northeast  corner  (cellar)  ;  (Block  848, 
Lot  1 ) ,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  F.  Green. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . ;  •  . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (367-46-A) 

Whereas,  Siegel  and  Green  for  119  Fifth  Avenue,  Incor¬ 
porated,  owner,  filed  May  14,  1946,  an  appeal  from  an  order 
and  decision  of  the  fire  commissioner,  affecting  119-121  Fifth 
avenue,  and  1-3  East  19th  street,  northeast  corner  (cellar) 
(Block  848,  Lot  1),  Borough  of  Manhattan;  and 
Whereas,  Order  44528-LC,  issued  by  the  fire  commissioner 
February  14,  1946  and  referred  to  in  a  decision  of  the  fire 
commissioner  dated  April  20,  1946,  reads : 

“Before  a  permit  may  be  issued  to  you  for  the  opera¬ 
tion  and  maintenance  of  a  refrigeration  system,  the  fol¬ 
lowing  must  be  done : 

1.  Have  person  in  charge  of  the  operating  of  the 
refrigerating  system  during  each  shift  secure  a  license 
or  a  certificate  of  qualification  from  the  Municipal  Civil 
Service  Commissioner,  299  Broadway,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  8  stories, 
85  ft.  in  height ;  46  ft.  6  in.  by  125  ft.  in  area,  of  Class  1 
construction ;  erected  1905 ;  located  on  a  lot  46  ft.  6  in.  by 


125  ft.  in  area,  in  a  business  use  B  area,  Class  2  height  dis¬ 
trict  and  used  and  occupied  sinceT938— cellar,  storage,  boiler 
room  and  refrigerating  machinery  room,  2  persons;  1st  floor, 
store  and  offices,  15  persons;  2nd  floor,  offices  and  stock- 
room,  25  persons;  3rd  floor,  stockroom,  35  persons;  4th 
floor  to  8th  floor,  offices  maximum  of  44  persons  per  floor ; 
that  the  building  is  equipped  with  a  two  source  sprinkler 
system  throughout,  a  standpipe  system,  an  interior  fire  alarm 
system  and  fire  drills  are  maintained;  that  there  are  two 
interior  44  in.  stairs  of  iron,  marble  and  slate,  enclosed  in 
fireproof  blocks,  equipped  with  fireproof  self-closing  doors 
and  leading  from  roof  bulkhead  direct  to  street ;  and 

Whereas,  C.O.  9730-25  was  issued  permitting  the  use  of 
the  building  as  follows:  basement,  stock  room;  1st  floor, 
stock  room;  mezzanine,  office;  2nd  to  8th  floors,  offices  and 
showroom  10  persons  per  floor  throughout  the  building; 
and 

Whereas,  the  applicant  contends  that  the  refrigeration 
machinery  room  is  located  in  the  cellar ;  that  the  system  is  a 
Class  A  system  containing  530  lbs.  of  Freon  and  having  a 
capacity  of  75  tons  installed  in  1940 ;  that  the  system  is  under 
control  of  a  person  having  a  certificate  of  qualification  em¬ 
ployed  from  8  A.M.  to  6  P.M.,  the  hours  during  which  the 
system  is  operated;  that  the  system  shuts  down  at  6  P.M. 
at  the  same  time  as  the  building  itself  is  closed  and  there 
are  no  occupants  in  the  building  after  that  time;  that  the 
order  of  the  fire  commissioner  would  require  the  owner  tc 
employ  an  additional  qualified  from  6  P.M.  until  8  A.M.  for 
the  purpose  of  supervising  the  refrigeration  system  which 
is  not  in  operation  during  these  hours ;  that  the  order  is  art 
undue  hardship  and  will  serve  no  practical  purpose ;  that  it 
will  place  an  additional  financial  burden  on  the  owners  with¬ 
out  benefiting  the  public  safety  in  view  of  the  fact  that  th< 
system  uses  non-inflammable  and  non-irritant  refrigerant. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  tc 
Order  44528-LC  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


459-46-A 

APPLICANT — Commercial  Investment  Trust,  Inc.,  l'o 
One  Park  Avenue,  Inc.,  owner.  ' 

SUBJECT — Appeal  from  a  decision  re  an  order  of  tin 
fire  commissioner. 

PREMISES  AFFECTED — 1  Park  avenue,  northeast  cor 
ner  of  East  32nd  street  (17th,  18th,  19th  and  20ti 
floors)  ;  (Block  888,  Lot  1),  Borough  of  Man' 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’l 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  . 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 

THE  RESOLUTION  (459-46-A) 

Whereas,  Commercial  Investment  Trust,  Incorporate^ 
for  One  Park  Avenue,  Incorporated,  owner,  filed  June  L 
1946,  an  appeal  from  an  order  and  decision  of  the  fir 
commissioner,  affecting  1  Park  avenue,  northeast  corne 
East  32nd  street  (17th,  18th,  19th  and  20th  floors)  (Bloc 
888,  Lot  1),  Borough  of  Manhattan;  and 

Whereas,  Order  45170-LC,  issued  by  the  fire  comnii; 
sioner  March  22,  1946,  and  repeated  in  a  decision  of  the  fir 
commissioner  dated  May  14,  1946,  reads :  _ 

“5.  Have  person  in  charge  of  the  operating  of  tli 
refrigerating  system  during  each  shift  secure  a  licem 
or  a  certificate  of  qualification  from  the  Municip; 
Civil  Service  Commissioner,  299  Broadway,  Manhattan. 

and 

Whereas,  the  applicant  states  that  the  building  is  1 
stories,  299  ft.  in  height;  197  ft.  6  in.  by  205  ft.  in  area,  c; 
Class  1  construction ;  erected  1926 ;  located  in  a  restrictc 
retail  use  B  area,  Class  2  height  district  and  used  and  occi 
pied  as  follows :  cellar,  storage ;  basement,  restaurant ;  1 
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floor,  stores 'mezzanine  to  20th  floor,  offices,  for  which  C.O. 
21401  was  issued  June  29,  1936.  The  building  is  equipped 
with  one  interior  fireproof  stairs  and  one  fire  tower  from 
root  to  street;  and 

Whereas,  the  applicant  contends  that  in  1936  it  installed  a 
fully  automatic  air  conditioning  plant  on  the  20th  and  21st 
lloors;  that  this  plant  was  expanded  in  1937  to  take  care  of 
increased  needs ;  that  the  plant  consists  of  4  units,  two  of 
which  are  on  the  20th  floor,  each  having  a  capacity  of  350 
lbs.  of  refrigerant  and  two  on  the'  21st  floor,  each  having 
a  capacity  of  295  lbs.  of  refrigerant;  that  the  refrigerant 
used  is  F-12 ;  that  the  units  are  placed  in  an  area  where 
the  window  space  is  twice  the  requirements  of  the  Code; 
that  remote  control  switches  have  been  installed  so  that  the 
units  can  be  shut  off  from  outside  of  the  machine  rooms; 
that  the  plant  is  in  operation  from  8  AM  to  5  PM  Monday 
to  Friday  between  June  1st  and  October  1st;  that  the  re¬ 
frigerating  plant  is  under  the  personal  supervision,  direction 
and  control  of  a  duly  licensed  engineer  who  is  in  the  build¬ 
ing  at  all  times  that  the  plant  is  in  operation  and  inspects 
the  plant  at  least  3  times  daily ;  that  in  addition  there  are  3 
maintenance  men  employed  on  a  full  time  basis  at  least  two 
of  whom  are  always  present  to  operate  and  maintain  the 
’system ;  that  these_  three  employees  have  been  operating  the 
.plant  for  at  least  5  years  and  are  acquainted  with  automatic 
efrigeration  systems  using  Freon ;  that  the  building  has 
eceived  annual  fire  department  approvals  since  construction ; 
hat  this  year  for  the  1st  time  the  Fire  department  has 
equested  that  these  maintenance  men  either  be  licensed 
ngineers  or  receive  a  certificate  of  qualification;  that  the 
ippellant  contends  that  since  there  is  a  licensed  engineer 
>n  the  premises  all  of  the  time  the  maintenance  men  need 
lot  be  licensed;  that  these  maintenance  men  have  sought  to 
ake  an  examination  to  be  given  by  the  Civil  Service  Com- 
nission ;  that  an  examination  of  sample  test  paper  covers 
juestions  which  are  wholly  alien  to  these  maintenance  men 
md  despite  the  fact  that  they  are  experts  in  the  operation 
>f  this  plant  they  are  not  versed  in  refrigeration  practices 
ised  in  ammonia  plants  and  sulphur-dioxide  plants;  that 
lie  appellant  went  further  and  sought  to  procure  licensed 
.perators  to  maintain  this  plant  but  with  the  shortage  of 
nanpower  it  is  physically  impossible  to  procure  such 
icensed  persons;  that  therefore,  it  is  requested  the  Board 
lispense  with  the  requirement  of  the  fire  commissioner  as 
■eing  improper,  burdensome,  impossible  of  compliance  and 
severe  hardship  on  the  applicant. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
)rder  45170-LC  be  and  it  hereby  is  affirmed  and  that  the 
ppeal  be  and  it  hereby  is  denied. 


43-46-A 

vPPLICANT — J.  M.  Berlinger,  for  Harlem  Savings  Bank, 
owner. 

■UBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

’REMISES  AFFECTED — 706  West  181st  street  and  4251- 
4259  Broadway,  southwest  corner  (Block  2176,  Lot 
133),  Borough  of  Manhattan. 

.PPEARANCES— 

For  Applicant :  Stanford  C.  Zost. 

For  Administration:  Edwin  A.  Meyer,  F'ire  Dep’t. 
HE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

HE  RESOLUTION  (943-46-A) 

Whereas,  J.  M.  Berlinger,  for  Harlem  Savings  Bank, 
\iicr.  filed  December  4,  1946  an  appeal  from  an  order  of 
e  fire  commissioner,  affecting  premises  706  West  181st 
reet  and  4251-4259  Broadway,  southwest  corner  (Block 
76,  Lot  133),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner  dated 
ovember  4,  1946  repeating  Order  44719LC  issued  by  the 
e  commissioner  March  5,  1946  reads : 


and 


“  I  his  will  reply  to  your  recent  communication  regard¬ 
ing  Order  44719LC. 

The  facts  contained  in  your  let  ter  as  to  the  stores  in 
the  building,  have  no  bearing  on  Item  2,  which  is  issued 
because  of  the  maintenance  of  the  Class  A  Refrigera¬ 
tion  machine.  This  requirement  must  be  complied  with, 
or  advantage  taken  of  the  right  to  appeal. 

bor  the  purpose  of  filing  such  appeal,  we  herewith 
quote  Order  44719LC:  Date  Issued  March  5,  1946. 

1.  Provide  two  helmets  or  masks  of  a  type  approved 
by  the  U.  S.  Bureau  of  Mines,  and  locate  same  in  an 
easily  accessible  cabinet  outside  the  refrigerating  ma¬ 
chinery  room,  as  per  the  Administrative  Code. 

2.  Have  person  in  charge  of  the  operating  of  the 
refrigerating  system  during  each  shift  secure  a  license 
or  a  Certificate  of  Qualification  from  the  Municipal  Civil 
Service  Commissioner,  299  Broadwav,  Manhattan.” 


Whereas,  the  applicant  states  that  the  building  is  2  stories, 
40  ft.  3  in.  in  height,  101  ft.  2-)<j  in.  by  126  ft.  5  in.  in  area, 
of  class  1  construction,  erected  in  1941,  located  in  a  busi¬ 
ness  use  B  area  class  \y2  height  district,  and  used  and  occu¬ 
pied  since  1941 :  cellar — storage  and  sales  rooms — 4  persons; 
1st  floor— stores  and  storage— 288  persons;' 2nd  floor  and 
mezzanine— bank  and  rest  room — 150  persons;  that  the  build¬ 
ing  is  equipped  with  a  standpipe  system,  two  3  ft.  8  in. 
interior  steel  stairs,  enclosed  in  6  in.  t.c.,  equipped  with 
fireproof  self-closing  doors  and  leading  from  roof  to  street; 
and 

Whereas,  C.O.  32278  issued  November  13,  1946  upon 
completion  of  work  done  under  Alt.  1703-46  describes  the 
building  as  fireproof  and  permits  its  use  and  occupancy  as 
follows:  cellar — storage  and  sales  room — 4  persons;  1st  floor 
— store,  storage  and  restaurant — 288  persons,  ICO  lbs.  live- 
load;  2nd  floor — bank — 150  persons,  75  lbs.  liveload  ;  mezza¬ 
nine— rest  rooms— 50  persons,  50  lbs.  liveload;  and 

Whereas,  the  applicant  contends  that  a  licensed  engineer 
is  employed  whenever  the  air  conditioning  system  is  in  oper¬ 
ation  ;  that  the  Department  refuses  to  issue  a  permit  unless 
one  or  more  licensed  engineers  are  on  the  job  throughout 
the  24  hours  of  the  day  whether  the  air  conditioning  plant 
is  in  operation  or  not;  that  the  present  system  was  deemed 
satisfactory  in  1942,  1943,  1944  and  1945  by  the  fire  com¬ 
missioner  and  the  applicant  is  prone  to  believe  that  it  should 
have  been  considered  inadequate  in  1946;  that  the  Board  is 
therefore  requested  to  grant  this  appeal  in  order  that  the 
bank  can  obtain  the  permit  necessary  for  the  operation  of  its 
air-conditioning  system  on  condition  that  a  licensed  engineer 
is  in  attendance  whenever  the  system  is  in  operation.' 

'Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  4-4719-LC  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


17-47-A 

APPLICANT— Irving  Trust  Co.,  lessee,  for  New  York  Cen¬ 
tral  Railroad  Co.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 230  Park  avenue,  southwest  cor¬ 
ner  of  East  46th  street  (1st  floor)  ;  (Block  1300, 
Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  R.  E.  Cushman. 

For  Administration :  Edwin  A.  Meyer,  Fire  Deo’l 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (17-47-A) 

Whereas,  Irving  Trust  Co.,  lessee,  for  New  York  Central 
Railroad  Co.,  owner,  filed  January  3,  1947,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises:  230 
Park  avenue,  southwest  corner  of  East  46th  street,  1st  floor 
(Block  1300,  Lot  1),  Borough  of  Manhattan;  and 


537 


MINUTES 


Whereas,  Order  #49117  LC  issued  by  the  Fire  Commis¬ 
sioner  December  12,  1946,  reads: 

“Before  a  permit  may  be  issued  to  you  for  the  opera¬ 
tion  and  maintenance  of  a  refrigeration  system,  the  fol¬ 
lowing  must  be  done: 

1.  Have  a  qualified  operator  present  at  all  times  to 
personally  supervise,  direct  or  control  the  maintenance 
or  operation  of  the  refrigerating  system  on  your  premi¬ 
ses,  which  contains  more  than  fifty  pounds  of  refrigerant 
and  is  not  fully  automatic.” 


and  . 

Whereas,  the  applicant  states  the  building  is  34  stories, 
565  ft.  in  height,  208  ft.  by  344  ft.  in  area,  Class  1  construc¬ 
tion,  erected  in  1929,  located  in  a  restricted  retail  use,  B  area, 
Class  2  height  district,  used  and  occupied  as  an  office  building 
with  stores  and  offices  on  the  first  floor  and  offices,  restaurant 
and  kitchen  on  the  2nd  floor;  that  the  building  is  equipped 
with  five  interior  fireproof  stairs  and  one  fire  tower ;  that 
standpipe  system  is  provided,  interior  fire  alarm  system  and 
regular  monthly  fire  drills  are  maintained ;  and 

Whereas,  Certificate  of  Occupancy  #20585  issued  Sep¬ 
tember  4,  1935,  upon  completion  of  work  under  Alt.  1290-35, 
permits  the  use  and  occupancy  of  the  building  as  follows: 
East  Wing,  1st,  2nd  and  3d  stories,  stores;  Center  Wing- 
stores  and  showrooms;  West  Wing — 1st,  2nd  and  3d  stories, 
stores,  showrooms  and  service;  4th  to  34th  stories,  inclusive, 

offices ;  and  . 

Whereas,  the  applicant  contends  that  Section  C26-214.0 
of  the  Administrative  Code  does  not  require  a  qualified  op¬ 
erator  at  all  times ;  that  such  requirement  is  determined  only 
by  inference  from  the  language;  that  the  refrigeration  sys¬ 
tem,  which  is  the  subject  of  this  order,  contains  more  than 
50  lbs.  of  refrigerant  but  less  than  200  pounds  and  is  not  fully 
automatic;  that  the  requirement  of  the  order  subjects  the 
applicant  to  unnecessary  expense,  inasmuch  as  the  refrigerat¬ 
ing  unit  is  not  in  operation  during  the  winter  nor  is  it  con¬ 
tinuously  in  operation  during  the  summer;  that  no  hazard 
exits  which  would  require  the  continuous  supervision  of  a 
qualified  operator  when  the  refrigerating  system  is  shut  off ; 
that  it  is  therefore  requested  that  the  order  be  modified  to 
require  that  a  qualified  operator  be  present  only  when  the 
system  is  in  operation. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  49117-LC  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


195-47-A 

APPLICANT — Antonio  Giordano,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2859  Exterior  street,  west  side, 
474.22  ft.  north  of  East  225th  street  (Block  3265, 
Lot  31),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Charles  A.  Nesi. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep't. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (195-47-A) 

Whereas,  Antonio  Giordano,  owner,  filed  February  27, 
1947,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  2859  Exterior  street,  west  side,  474  ft. 
north  of  East  225th  street  (Block  3265,  Lot  31),  The  Bronx; 
and 

Whereas,  Order  50095-LC,  issued  by  the  fire  commissioner 
January  27,  1947,  reads : 

“Before  a  permit  may  be  issued  to  you  for  the  storage 
and  use  of  rags  and  paper,  the  following  must  be  done : 

1.  Provide  an  approved  type  fire  extinguishing  sys¬ 
tem — as  for  instance  a  sprinkler  system.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  15  ft.  in  height;  64  ft.  by  94  ft.  in  area,  of  Class  4 


construction;  erected  1915;  located  on  a  lot  220  ft.  by  166 
ft.  in  area,  in  an  unrestricted  use  A  area,  Class  1  l/i  height 
district,  and  used  and  occupied  since  1927  for  the  baling  and 
storage  of  rags  and  paper  with  an  occupancy  of  2  persons ; 

and  .  J 

Whereas,  the  applicant  contends  that  he  has  occupied  the 
premises  for  20  years  during  which  time  the  Fire  Depart¬ 
ment  issued  permits  for  the  storage  and  baling  of  rags  and 
paper  and  other  combustible  fibre;  that  during  this  period 
there  has  been  no  change  in  use  or  occupancy  or  the  structure 
of  the  building  or  increase  in  fire  hazard;  that  the  action 
of  the  Fire  Department  in  refusing  to  issue  the  permit  for 
the  use  which  has  been  conducted  for  the  past  20  years  on 
these  premises  is  arbitrary  and  not  based  on  any  change  in 
use  or  increase  in  fire  hazard ;  that  the  premises  may  be  en¬ 
tered  by  means  of  large  doors  on  the  street  front  and  on 
the  south  side  of  the  premises  leading  to  a  loading  platform; 
that  these  doors  make  any  location  in  the  building  readily 
accessible;  that  fire  aisles  are  maintained;  that  an  Ajax  fire 
extinguisher  is  located  on  the  premises  as  are  water  pails 
throughout  the  area;  that  to  require  the  sprinkler  system 
would  place  an  unbearable  burden  on  the  owner  in  view  ol 
the  high  cost  of  such  system  at  the  present  time ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  hearing  had  been  postponed  to  permit  appli¬ 
cant  to  file  plans  and  obtain  approval  of  the  structure  and 
also  obtain  a  certificate  of  occupancy ;  and 

Whereas,  the  applicant  reported  that  no  plans  would  be. 
filed  as  approval  could  not  be  expected  and  that  the  building! 
would  be  torn  down. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  50095-LC  be  and  it  hereby  is  affirmed  and  that  the: 
appeal  be  and  it  hereby  is  denied. 


238-47-A 

APPLICANT — Nesi  Paper  Stock  Co.,  lessee  (Rose  and 
Barbara  Nesi  and  Anna  Derrico,  owners).  J 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire1 
commissioner. 

PREMISES  AFFECTED— 217-219  Avenue  C,  west  side. 
45  ft.  north  of  East  13th  street  (Block  396,  Lots 
34  and  35),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Charles  A.  Nesi. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . . ( 

THE  RESOLUTION  (238-47-A) 

Whereas,  Nesi  Paper  Stock  Company,  lessee  for  Rost 
Nesi,  Barbara  Nesi  and  Anna  Derrico,  owners,  filed  Marcl 
13,  1947,  an  appeal  from  a  decision  and  an  order  of  the  fin, 
commissioner,  affecting  premises  217-219  Avenue  C,  west 
side,  45  ft.  10  in.  north  of  East  13th  street  (Block  396 
Lots  34  and  35),  Borough  of  Manhattan;  and 
Whereas,  Order  48109-LC,  issued  by  the  fire  commis¬ 
sioner  October  9,  1946,  and  repeated  in  a  decision  dateo, 
February  14,  1947,  reads : 

“Before  a  permit  may  be  issued  to  you  for  the  storagi 
of  waste  paper  the  following  must  be  done: 

2.  Provide  an  approved  type  fire  extinguishing  sys 
tern — as  for  instance  a  sprinkler  system.” 

and 

Whereas,  the  applicant  states  that  the  building  is  oiv 
story,  17  ft.  in  height;  45  ft.  10  in.  by  88  ft.  in  area;  o 
Class  3  construction ;  erected  in  a  local  retail  use,  B  area 
Class  1J4  height  district;  erected  June  17,  1946,  and  user 
and  occupied  since  erection  as  follows:  1st  floor,  baling  am 
storage  of  waste  paper  and  storage  of  junk,  5  persons;  tha 
no  change  in  use  or  occupancy  is  proposed;  and  • 

Whereas,  C.O.  32199,  issued  October  15,  1946,  unde 
N.B.  Applic.  273-1946,  upon  completion  of  work  unde' 
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Permit  1973-45,  issued  at  the  time  the  premises  were 
located  m  an  unrestricted  use  district,  permits  the  use  of 
the  building  for  storage  and  bailing  of  waste  paper  and 
storage  of  junk;  and 

Whereas,  the  applicant  contends  that  it  has  occupied  the 
premises  since  June  17,  1946,  pursuant  to  a  C.O. ;  that  there 
has  been  no  change  in  use  or  occupancy  or  increase  in  fire 
hazard ,  that  the  action  of  the  fire  department  in  refusing 
to  issue  a  permit  at  this  time  is  arbitrary  and  not  based  on 
iny  change  in  use  or  increase  in  fire  hazard;  that  the 
building  may  be  entered  by  means  of  two  large  doors  one 
12  ft.  high  and  14  ft.  wide,  the  other  12  ft.  high  and  10  ft. 
wide,  thus  making  any  portion  of  the  premises  readily 
iccessible;  that  fire  aisles  are  maintained;  that  water  pails 
ire  located  on  the  premises;  that  to  require  a  sprinkler 
system  would  place  an  unbearable  burden  on  the  applicant 
n  view  of  the  present  high  cost  of  such  a  system,  in  view 
>f  the  fact  that  the  area  of  the  building  is  negligible,  that 
he  building  is  readily  accessible,  it  is  requested  that  item 
!  of  the  fire  commissioners  order  be  canceled  and  the  neces- 
ary  fire  permit  issued  to  permit  the  applicant  to  continue 
he  present  use;  and 

I  Whereas,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board, 
i  Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
)rder  48109-LC  be  and  it  hereby  is  modified  and  that  the 
ppeal  be  and  it  hereby  is  granted  cm  condition  that  the 
adding  shall  not  be  increased  in  height  or  area;  that  there 
hall  be  no  windows  or  other  openings  on  the  side  or  rear 
rails  of  the  building;  that  there  shall  be  no  cellar  con- 
tructed  or  maintained  under  the  premises ;  that  the  premises 
hall  be  maintained  to  the  satisfaction  of  the  borough  su- 
erintendent  and  the  fire  commissioner;  that  such  portable 
re-fighting  appliances  shall  be  installed  and  maintained  as 
he  fire  commissioner  shall  direct;  that  the  material  shall 
ot  exceed  two-thirds  height  within  the  building. 


44-47-A 

APPLICANT — Rose  O’Dierno,  owner. 

UBTECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

i  REMISES  AFFECTED — 248-250  East  152nd  street,  south 
side,  144.47  ft.  east  of  Park  avenue  (Block  2441, 
Lot  17),  Borough  of  The  Bronx. 

PPEARANCES — 

For  Applicant:  Charles  A.  Nesi. 

For  Administration:  Edwin  A.  Meyer,  F'ire  Dep’t. 
Cl  ION  OF  BOARD — Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

HE  RESOLUTION  (244-47-A) 

Whereas,  Rose  O’Dierno,  owner,  filed  March  14,  1947, 
i  appeal  from  an  order  and  decision  of  the  fire  commis- 
oner,  affecting  premises  248-250  East  152nd  street,  south 
fe,  144.47  ft.  east  of  Park  avenue  (Block  2441,  Lot  17), 
orough  of  The  Bronx ;  and 

Whereas,  Order  #48030  LC  issued  by  the  Fire  Commis- 
oner  October  3,  1946  and  referred  to  in  his  decision  of 
-bruary  14,  1947,  reads: 

“Before  a  permit  may  be  issued  to  you  for  the  storage 
ot  loose  combustible  fibre,  the  following  must  be  done : 

1.  Provide  an  approved  type  fire  extinguishing  system, 
as  for  instance  a  sprinkler  system.” 

id 

Whereas,  the  applicant  states  that  the  building  is  one 
)ry,  13  ft.  6  inches  in  height,  65  ft.  by  42  ft.  in  area,  Class  4 
nstruction,  located  on  a  lot  75  ft.  by  118.27  ft.  in  area,  in 
unrestricted  use,  B  area,  Class  lp2  height  district,  used 
d  occupied  since  1931  for  the  baling  and  storage  of  rags 
d  paper,  for  which  no  certificate  of  occupancy  has  been 
ued ;  and 

Whereas,  the  applicant  was  convicted  and  fined  in  Munici- 
1  Term,  Magistrates  Court,  The  Bronx,  on  January  21, 


1947,  on  charge  of  violation  of  Section  C19-149.0  of  the 
Administrative  Code;  and 

Whereas,  the  applicant  contends  that  she  has  been  the 
owner  and  occupant  of  these  premises  since  1931  and  each 
year  the  Fire  Department  has  issued  the  permit  authorizing 
the  present  use;  that  there  has  been  no  change  in  use  or 
occupancy  or  increase  in  fire  hazard  since  the  permits  were 
issued;  that  the  action  of  the  Fire  Department  in  refusing 
to  issue  a  permit  now  is  not  based  on  any  change  in  use  or 
occupancy  or  the  physical  structure  or  increase  in  the  fire 
hazard ;  that  the  building  is  one  story  frame,  metal-clad 
with  a  metal  roof  and  may  be  entered  by  a  door  11  ft.  high 
and  20  ft.  wide  kept  open  during  working  hours ;  that  fire 
aisles  are  maintained;  water  pails  are  maintained;  that  to 
compel  the  installation  of  a  sprinkler  system  at  this  time 
would  place  an  unbearable  burden  on  the  applicant  in  view 
of  shortage  of  materials  and  the  high  cost  of  labor ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  48030-LC  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


254-47-A 

APPLICANT — David  Marcus,  lessee,  for  Jasab  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 3649  3rd  avenue,  west  side,  525 
ft.  north  of  East  169th  street  (Block  2910,  Lot  57), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  A.  Nesi. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (254-47-A) 

Whereas,  David  Marcus,  for  Jasab  Realty  Corp.,  owner, 
filed  March  20,  1947,  an  appeal  from  a  decision  and  an  order 
of  the  fire  commissioner,  affecting  premises  3649  Third 
avenue,  west  side,  525  ft.  north  of  East  169th  street  (Block- 
2910,  Lot  57),  Borough  of  The  Bronx,;  and 
.  Whereas,  Order  ,#48625-LC  issued  by  the  Fire  Commis¬ 
sioner  November  7,  1946  and  repeated  in  his  decision  dated 
February  20,  1947,  reads: 

“Before  a  permit  may  be  issued  to  you  for  the  stor¬ 
age  and  use  of  rags,  the  following  must  be  done  : 

1.  Provide  an  approved  type  fire  extinguishing  sys¬ 
tem — as  for  instance  a  sprinkler  system.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  storv, 
13  ft.,  in  height,  24.42  ft.  by  99  ft.  in  area,  Class  3  con¬ 
struction,  located  on  a  lot  24.42  ft.  by  104.23  ft.  in  area,  in 
an  unrestricted  use,  B  area,  Class  1*4  height  district,  used 
and  occupied  since  1940  for  the  storage  and  baling  of  rags, 
for  which  Certificate  of  Occupancy  ,#17430  was  issued 
September  16,  1940  on  amendment  to  N.B.  Applic.  347-32; 
and 

Whereas,  the  applicant  was  convicted  and  fined  in  Magis¬ 
trates  Court,  The  Bronx,  January  21,  1946,  for  violation  of 
Section  09-149  of  the  Administrative  Code;  and 
Whereas,  the  applicant  contends  that  he  has  been  the 
sole  occupant  of  the  premises  since  July  1940,  during  which 
time  the  Fire  Department  has  issued  the  necessary  permits 
to  conduct  the  business  and  the  Department  of  Housing 
and  Buildings  has  issued  a  certificate  of  occupancy  author¬ 
izing  the  present  use;  that  there  has  been  no  change  in  use 
or  occupancy  since  the  applicant  took  possession  nor  any 
increase  in  fire  hazards ;  that  the  action  of  the  Fire  Depart¬ 
ment  in  refusing  to  issue  the  permit  is  arbitrary  and  not 
based  on  any  change  in  use,  occupancy  or  physical  structure 
of  the  building  or  any  increase  in  the  fire  hazard;  that  the 
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building  is  entered  by  a  6  ft.  wide  and  8  ft.  liigli  door  in 
front  and  also  two  doors  at  the  rear  each  3  ft.  wide  by 
8  ft.  high;  and  that  the  premises  are  readily  accessible; 
that  fire  aisles  are  maintained;  that  four  fire  extinguishers 
are  located  throughout  the  premises;  that  to  compel  the 
applicant  to  install  a  sprinkler  system  at  this  time  would 
be  an  unbearable  burden  in  view  of  the  shortage  of 
material  and  the  high  cost  of  labor;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  Order  48625-LC  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


260-47-A 

APPLICANT — Arthur  F.  Winter,  for  195  Broadway  Corp., 
owner  (F.  W.  Woolworth  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 45^51  Church  street,  east  side, 
from  Fulton  street  to  Dey  street,  176-184  Fulton 
street  and  20-24  Dey  street  (Block  80,  Lot  4), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  F.  Winter  and  C.  E.  Arthus. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . 0 

Negative:  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinec  4 

THE  RESOLUTION  (260-47-A) 

Whereas,  Arthur  F.  Winter,  for  195  Broadway  Cor])., 
owner;  F.  W.  Woolworth  Co.,  lessee,  filed  March  18,  1947, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  45-51  Church  street,  east  side,  from  Fulton  to  Dey 
streets,  176-184  Fulton  street  and  20-24  Dey  street  (Block  80, 
Lot  4),  Borough  of  Manhattan;  and 
Whereas,  Order  #50602-LC  of  the  Fire  Commissioner, 
issued  February  18,  1947,  reads : 

“Before  a  permit  may  be  issued  to  you  for  the  opera¬ 
tion  and  maintenance  of  a  refrigeration  system,  the 
following  must  be  done : 

1.  Have  a  qualified  operator  present  at  all  times  to 
personally  supervise,  direct  or  control  the  maintenance  or 
operation  of  the  refrigerating  system  on  your  premises, 
which  contains  more  than  fifty  pounds  of  refrigerant 
and  is  not  fully  automatic.  NOTE:  Each  shift.  Applies 
to  NHa  unit.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories,  28  ft.  in  height,  155.6  ft.  by  108  ft.  1  in.  and  71  ft. 
3  in.  in  area,  Class  3  construction,  erected  on  a  lot  103  ft. 
by  155  ft.  in  area,  located  in  an  unrestricted  use,  B  area,  Class 
2 height  district;  erected  in  1934;  used  and  occupied: 
Cellar,  salesroom  and  machine  room,  200  persons;  1st  floor, 
sales  room,  400  persons ;  2nd  floor,  stockroom — kitchen,  office, 
6  persons;  equipped  with  an  approved  standpipe  system;  that 
the  building  is  equipped  with  four  3  ft.  8  in.  and  wider  iron 
and  cement  staircases,  enclosed  in  terra  cotta  partitions, 
equipped  with  fireproof,  self-closing  doors  and  leading  from 
roof  bulkhead  directly  to  street ;  one  stairway  leads  direct 
to  lobby  of  adjoining  telephone  building;  and 

Whereas,  the  applicant  contends  that  the  air-conditioning 
system  is  used  only  during  the  summer  months ;  that  it  is 
operated  only  during  business  hours  for  one  shift  and  then 
shut  down ;  that  to  employ  two  additional  operators  at  $65 
per  week  each  with  nothing  to  do  but  sit  in  the  machine 
room  when  the  plant  is  shut  down  would  create  an  undue 
hardship. 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  Order  50602-LC  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


285-47-A 

APPLICANT — Benjamin  N.  Brody,  for  Grand  Noveloid; 
Manufacturing  Co.,  owner  (S.  H.  Schoenberg  and 
Co.,  lessee).  j 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 476  Broome  street,  north  side, 
50  ft.  east  of  Wooster  street  and  62  Wooster  street 
(6th  floor);  (Block  486,  Lots  1  and  36),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Benjamin  N.  Brody. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (285-47-A) 

Whereas,  Benjamin  N.  Brody,  for  Grand  Noveloid  Manu¬ 
facturing  Company,  owner  (S.  H.  Schoenberg  &  Company, 
lessee)  filed  March  31,  1947  an  appeal  from  an  order  an<' 
decision  of  the  fire  commissioner,  affecting  premises  476 
Broome  street,  north  side,  50  ft.  east  of  Wooster  street,  am 
62  Wooster  street,  east  side,  100  ft.  north  of  Broome  street 
6th  floor  (Block  486,  Lots  1  and  36),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  Order  50402LC  issued  by  the  fire  commissionei 
February  11,  1947  and  repeated  in  a  decision  of  the  fin 
commissioner  dated  March  31,  1947  reads:  j 

“With  reference  to  your  application  dated  recenth 
for  a  permit  to  store  or  use  celluloid  at  above  location 
it  is  regretted  that  this  Department  is  without  power  tc 
grant  such  a’permit  for  the  reasons: 

A.  Building  is  not  of  fireproof  construction.  09 
110-b-4. 

B.  Building  is  not  equipped  with  an  approved  systen 
of  automatic  sprinklers.  C19-110-b-6. 

C.  Use  of  open  flames  in  rooms  where  nitro  cellulos) 
products  are  stored  and  used.  09-112. 

You  ARE  THEREFORE  HEREBY  ORDERED  AND  REQUIRED  TO 

1.  Discontinue  the  storage  or  use  of  nitro-cellulosi 
products  on  the  above  premises.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories; 
84  ft.  in  height,  50  ft.  by  125  ft.  irregular  in  area,  of  class  i 
construction,  erected  in  1872,  located  in  an  unrestricted  us< 
B  area,  class  2  height  district  and  used  and  occupied  sinci 
1944  as  follows :  cellar — boiler  room  and  storage — 5.  persons 
1st  floor — manufacturing  plastics — 15  persons;  2nd,  3rd  am 
4th  floors — manufacturing  lighting  fixtures — 20  persons  or 
the  2nd,  25  persons  on  the  3rd  and  20  on  the  4th  floor;  5tl 
floor — repacking  dolls  and  toys — 15  persons ;  6th  floor— manu1 
facturing  shaving  brushes — 16  persons ;  that  the  building  i 
equipped  throughout  with  a  one  source  sprinkler  system  am 
an  approved  interior  fire  alarm  system  has  been  installed  am 
required  monthly  fire  drills  are  maintained ;  that  there  an 
two  interior  wood  fire  retarded  stairs  from  roof  bulkheac 
direct  to  street,  equipped  with  fireproof  self-closing  doors 
one  is  3  ft.  and  the  other  4  ft.  4  in.  in  width ;  and 

Whereas,  the  applicant  contends  that  the  occupancy  is  non 
hazardous  with  the  exception  of  the  finished  product  receive^ 
by  the  6th  floor  tenant  who  manufactures  shaving  brushes 
the  finished  handles  of  approximately  20%  of  which  an 
celluloid  are  delivered  to  the  premises  and  the  bristles  in 
serted  into  the  handles;  that  there  is  no  manufacturing  o 
nitro-cellulose  products  on  the  premises;  that  there  are  m 
shavings  of  nitro-cellulose  products  on  the  premises ;  that  tin 
order  of  the  fire  commissioner  is  issued  under  section  09-1 11 
of  the  Administrative  Code;  that  this  section  permits  th 
storage  or  sale  of  finished  articles  of  nitro-cellulose  products 
that,  however,  if  the  Board  should  disagree  with  this  con 
tention,  the  tenant  is  willing  to  erect  a  fireproof  vault  a' 
indicated  on  plans  filed  with  this  appeal  and  eliminate  th 
storage  of  nitro-cellulose  products  in  a  room  where  ga 
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burners  are  used;  that  these  gas  burners  are  similar  to  a 
restaurant  grill  having  a  solid  metal  top  plate  and  are  used 
to  heat  the  glue  which  is  used  to  bind  the  hair  with  the  brush 

handles. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  50402-LC  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  as  to  objection  1,  on  con¬ 
dition  that  the  amount  of  celluloid  stored  on  the  premises, 
6th  floor,  shall  not  at  any  time  exceed  200  pounds  and  shall 
be  restricted  to  finished  handles  for  brushes  as  proposed  on 
which  no  work  is  done  other  than  glueing  in  the  bristles  ; 
that  stock  of  such  celluloid  not  exceeding  200  lbs.  shall  be 
kept  in  either  a  fireproof  vault  as  proposed  or  in  an  approved 
metal  sprmkleied  cabinet  approved  for  use  for  the  storage 
of  nitro-cellulose  products  vented  to  the  outer  air  and 
equipped  with  a  sprinkler  head ;  that  the  burners  for  heating 
the  glue  now  heated  by  gas  shall  be  changed  to  electricity  as 
proposed ;  that  the  sprinkler  system  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner ;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all  laws 
rules  and  regulations  applicable  thereto. 


303-47-A 

APPLICANT— Charles  M.  Spindler,  for  220  India  Street 
Realty  Co.,  Inc.,  owner  (Monitor  Electric  Construc¬ 
tion  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

.PREMISES  AFFECTED — 220  India  street,  south  side  225 
ft.  east  of  Oakland  street  (Block  2542,  Lot  16) , 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

.  For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
JCnONOF  BOARD— Appeal  granted  on  condition. 

1  H  h  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  .  q 

THE  RESOLUTION  (303-47-A) 

Whereas,  Charles  M.  Spindler  for  220  India  St.  Realty 
-ompany,  Inc.,  owner  (Monitor  Electric  Construction  Co., 
nc.,  lessee)  filed  April  7,  1947  an  appeal  from  an  order  and 
lecision  of  the  fire  commissioner,  affecting  premises  220 
ndia  street,  south  side,  225  ft.  east  of  Oakland  street  (Block 
Lot  Borough  of  Brooklyn;  and 
Whereas,  Order  5380-C  issued  by  the  fire  commissioner 
anuary  16,  1947  and  repeated  in  a  decision  of  tlTe  fire  com- 
mssioner  dated  March  20,  1947  reads : 

2;  Provide  that  spraying  or  dipping  spaces  shall  be 
ventilated  when  in  operation  so  that  the  movement  of  air 
shall  be  at  least  100  linear  feet  per  minute  in  the  breath¬ 
ing  zone  of  the  operator  tlnd  be  of  sufficient  capacity  to 
prevent  the  accumulation  of  mist  or  vapors.  Rule  3  1 
Spray  Rules. 

3.  1  rovide  that  all  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  fusible  link;  such 
covers  to  be  equipped  with  an  opening  to  permit  auto¬ 
matic  flooding  of  the  tank  with  fire  extinguishing  media 
or  a  type  and  so  located  as  the  Fire  Commissioner  shall 
direct.  Rule  4.1  Spray  Rules. 

4.  Provide  that  the  gas  fired  drving  ovens  shall  be 
ot  a  type  as  approved  by  the  Board  of  Standards  and 
Appeals.  Rule  4.3.1  Spray  Rules.” 

Whereas,  the  applicant  states  that  the  building  is  1  story 

r,w-4  m' m  25  ft.  by  100  ft.  in  area,  of  class  3  con- 

ruction,  erected  in  1929,  located  on  a  lot  25  ft  by  100  ft 
area,  in  an  unrestricted  use  C  area  class  V/4  height  district 
id  used  and  occupied  since  1929  as  follows :  cellar— boiler 
°m  n°  persons;  1st  floor — office  and  factory:  repair  and 
semwy  of  electric  motor's  and  parts— 10  persons;  that  no 
auge  in  use  or  occupancy  is  proposed;  and 

th?  applicant  contends  as  to  objections  2  and  3 
at  the  dip  tank  is  2  ft.  5  in.  by  3  ft.  in  area,  located  under 


a  conveyor  from  which  is  hung  the  motor  parts  to  be  dipped ; 
tnat  the  dip  tank  is  used  for  ten  minutes  once  every  two  days 
and  except  when  in  use  is  permanently  covered  with  a  steel 
plate  cover  bolted  shut;  that  the  dipping  material  consist  of 
oapolin  black  baking  varnish  with  a  flashpoint  of  110  deg 
V;  I  ,  thf,re  is  an  existing  skylight  almost  directly  over  the 
( ip  tan.k;  that  the  location  of  the  conveyor  makes  it  almost 
impossible  to  install  an  effective  ventilating  hood  over  the  dip 
tank  and  renders  impractical  the  installation  of  a  hinged 
cover  with  a  fusible  link;  as  to  objection  4,  that  the  gas  fired 
drying  oven  which  is  used  once  every  two  days  has  been  in 
use  tor  the  past  fourteen  years  without  mishap;  that  the 
oven  is  constructed  of  metal  construction,  insulated  with 
mineral  wool  and  was  assembled  from  portions  of  a  former 
Gehnrich  oven ;  that  the  oven  is  well  ventilated  by  means  of 
a  natural  draft  duct  which  is  permanently  open  while  in 
operation ;  that  there  is  also  a  large  duct  equipped  with  a 
blower  which  operates  before  and  after  the  oven  is  used  • 
that  the  oven  has  been  relocated  at  a  point  more  than  25  ft. 
cistant  from  the  dip  tank;  that  all  other  items  of  the  fire 
commissioner  s  order  will  be  complied  with ;  and 

hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

°f  the  fire  commissioner  as  to 
Order  5380-C  be  and  it  hereby  is  modified  and  that  the  appeal 

A  herfby  ™  granted  as  to  objection  2,  on  condition 
that  the  existing  skylight  shall  be  maintained  with  open 
louvres  in  the  top  to  permit  ventilation  and  actuated  by  a 
as  ,to  objection  3,  that  the  existing  dip  tank  mav  be 
continued  provided  that  there  is  installed  a  tank  of  foam  of 
not  less  than  five  gallons  so  arranged  on  a  hinge  and  fusible 
link  closely  adjacent  to  the  tank  that  in  the  event  of  fire 
and  the  fusing  of  the  link,  the  foam  will  be  permitted  to 
discharge  upon  the  surface  of  the  paint  material  within  the 
tank;  denied  as  to  objection  4. 


361-47-A 

APPLICANT— Alfred  Prisco,  d/b/a  Prisco  Paper  Co 
owner.  ’ 

SUBJECT— Appeal  from  an  order  and  decisions  of  the  fire 
commissioner. 

1  REMISES  AFFECTED— 2422  3rd  avenue,  east  side,  26 
ft.  south  of  East  134th  street  (Block  2317,  Lot  6), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Alan  G.  Trebach. 

ArTTnMnrtmDn'T1  .Edwin  A'  Meyer’  Fire  Dep’t. 
THE1  VOTE— FOARD— Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Plum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (361-47-A) 

"Whskeas,  Alfred  Prisco,  d/b/a  Prisco  Paper  Company 
owner,  filed  April  23,  1947  an  appeal  from  'an  order  and 
decisions  of  the  fire  commissioner,  affecting  premises  24 2? 
n  1  avenue,  east  side,  26  ft.  south  of  East  134th  street  1st 
floor  (Block  2317,  lot  6),  Borough  of  The  Bronx;  and’ 

.  Whereas  Order  48250-LC  issued  by  the  fire  commis¬ 
sioner  October  18,  1946  and  repeated  in  a  decision  of  the 
lire  commissioner  dated  February  11,  1947  reads: 

Before  a  permit  may  be  issued  to  you  for  the  storage 
and  use  of  rags,  paper,  etc.,  the  following  must  be  done: 

;  ^  rovide  an  approved  type  fire  extinguishing 
system,  as  for  instance  a  sprinkler  system  ” 

and 

Ma)ch“Tl947eriSf°"  °f  "*  firC  comroission*r  <*“*«* 

•  “TAlisJ  wil'reply  i°  y°ur  letter  of  March  11th,  regard- 
ing  Order  No.  48250LC  requiring  the  installation  of  a 
sprinkler  system. 

I  his  department  must  deny  your  request  for  a  modi¬ 
fication  of  the  requirement  and  refer  you  to  the  Board 
oi  standards  and  Appeals  for  this  purpose. 
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Our  records  indicate  that  on  January  30th  you  ex¬ 
pressed  an  intention  to  appeal  to  that  body  on  behalf  of 
your  client.”  * 

and  , 

Whereas,  the  applicant  states  that  the  building  is  1  story 
14  ft.  in  height,  54  ft.  by  43  ft.  8  in.  and  60  ft.  in  area,  of 
class  3  construction,  erected  in  1928,  located  in  an  unrestricted 
area  A  area  class  2  height  district  and  used  and  occupied 
since  1928  for  the  storage  of  paper,  cardboard,  rags  and 
metals — 1  person,  for  which  C.O.  1782  was  issued  October 
20,  1928  upon  completion  of  work  under  N.  B.  1726-28  per¬ 
mitting  the  use  of  the  building  as  a  junk  shop;  and 

Whereas,  the  applicant  contends  that  the  building  has  a 
total  area  of  approximately  2500  sq.  ft.,  has  no  cellar  or 
basement,  no  wooden  partitions  of  any  kind,  the  floor  is  con¬ 
crete,  the  ceiling  is  surfaced  with  metal  throughout;  that 
there  are  no  windows  in  the  rear  or  side  walls;  that  the 
building  has  two  doors  opening  directly  on  3rd  avenue,  one 
approximately  10  ft.  in  width  by  10  ft.  in  height  and  the 
other  approximately  8  ft.  by  8  ft.;  that  there  has  been  no 
fire  in  the  building  since  erection;  that  the  certificate  of 
occupancy  authorized  the  use  of  the  building  as  a  junk  shop; 
that  the  occupant  is  a  second  hand  dealer  buying  loose  mer¬ 
chandise  consisting  of  paper,  cardboard,  rags  and  metals ; 
that  after  being  processed  and  baled  the  material  is  sold ; 
that  all  loose  merchandise  immediately  upon  receipt  in  the 
shop  is  processed  and  baled  m  lots  of  1000  lbs. ;  that  the 
building  is  divided  by  a  cement  block  wall  extending  to  the 
roof  provided  with  a  doorway  10  ft.  wide;  that  in  half  of 
the  building  the  loose  material  is  processed  and  baled  and 
in  the  other  half,  the  applicant  maintains  his  office  and  stores 
baled  material ;  that  there  are  two  standard  fire  extinguishers 
in  one-half  of  the  premises  and  the  other  half,  which  is 
subdivided,  has  one  extinguisher  in  each  of  the  two  sub¬ 
divisions,  making  a  total  of  four  extinguishers  in  the  build¬ 
ing;  that  aisle  spaces  are  maintained;  that  water  pails  and 
sand  pails  are  maintained  throughout  the  building;  that  the 
applicant  has  continuously  conducted  his  business  since  the 
erection  of  the  building  under  permits  from  the  fire  depart¬ 
ment  and  that  the  last  permit  issued  September  1945  permits 
the  storage  of  five  tons  of  rags  and  five  tons  of  paper ;  that 
there  has  been  no  change  in  use  or  occupancy  of  the  build¬ 
ing  since  erection  nor  increase  in  the  fire  hazard ;  that  the 
order  of  the  fire  commissioner  requiring  the  installation  of 
a  sprinkler  system  is  unwarranted  and  would  place  an  un¬ 
desirable  burden  on  the  owner  in  view  of  the  present  high 
cost  of  installation  of  such  a  system. 

Resolved ,  that  the  decision  of  the  fire  commissioner  as  to 
Order  48250-LC  dated  March  24,  1947  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  premises  shall  be  maintained  as  indicated 
on  plan  filed  with  this  appeal  marked  “Received  April  23, 
1947,”  and  as  described  to  the  satisfaction  of  the  fire  com¬ 
missioner;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  throughout  the  premises  as  the  fire  commis¬ 
sioner  shall  direct;  that  the  building  shall  not  be  increased 
in  height  or  area;  that  the  storage  of  junk  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner;  that  the 
material  stored  shall  not  exceed  in  height  two-thirds  of  the 
height  of  the  building  between  floor  and  roof  beams. 


399-47-A 

APPLICANT — The  Horn  and  Hardart  Co.,  owner. 

SUB  TECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 250  West  42nd  street,  south 
side,  200  ft.  east  of  8th  avenue  (1st  floor  and  base¬ 
ment)  ;  (Block  1013,  Lot  55),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  T.  P.  Farley. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . . : . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (399-47-A) 

Whereas,  The  Horn  and  Hardart  Company,  owner,  filed 
March  29,  1947,  an  order  of  the  fire  commissioner,  affecting 
premises  250  West  42nd  street,  south  side,  200  ft.  east  of 
8th  avenue,  1st  floor  and  basement  (Block  1013,  Lot  55), 
Borough  of  Manhattan ;  and  r  : 

Whereas,  Order  #51577-LC  issued  by  the  Fire  Commis¬ 
sioner  March  28,  1947,  reads  : 

“Before  a  permit  may  be  issued  for  your  refrigerating 
system,  the  following  must  be  done: 

1.  Have  a  qualified  operator  present  at  all  times  tc 
personally  supervise,  direct  or  control  the  maintenance 
or  operation  of  the  refrigerating  system  on  your  prem¬ 
ises,  which  contains  more  than  fifty  pounds  of  refrigerant 
and  is  not  fully  automatic. 

Note:  A  qualified  operator  is  one  who  is  a  dul\ 
licensed  engineer,  or  a  person  who  has  obtained  a  certifi¬ 
cate  of  qualification  from  the  Superintendent  of  Build 
ings  for  the  class  of  refrigerating  machine  on  you: 
premises. 

Note:  Applies  to  400#  F-12  York  Unit.” 
and  •  1 

Whereas,  the  applicant  states  that  the  building  is  twe 
stories,  50  ft.  6  in.  in  height,  49.2  feet  by  98.9  feet  in  are; 
on  a  lot  of  similar  size,  of  Class  3  construction,  located  ir 
a  retail-1  use,  B  area,  Class  2  height  district,  erected  ii 
1913  and  used  and  occupied  since  as  follows :  Basement- 
Air  conditioning  machine  facilities;  1st  floor,  restaurant 
263  persons;  2nd  floor,  gymnasium,  10  persons;  that  nc 
change  in  use  or  occupancy  is  proposed ;  that  the  building 
is  equipped  with  two  interior  stairs  of  kalamein  construe 
tion,  with  wire  lath  and  plaster  enclosure,  equipped  wit! 
self-closing  doors;  east  stair  is  51  in.  wide  and  west  stair 
3  ft.  4  in."  wide,  both  lead  from  roof  bulkhead  directly  tc 
street;  that  there  is  also  one  iron  fire  escape  at  rear,  lead 
ing  to  roof  by  stair  and  to  yard  by  stair,  through  court  yar< 
and  adjoining  building;  windows  and  doors  on  the  course 
thereof  are  fire  proof,  self-closing;  and 

Whereas,  on  July  22,  1939,  the  applicant  installed  : 
wholly  automatic  air-conditioning  system  for  the  comfort  o 
its  patrons;  this  system  uses  400  pounds  of  Freon;  that  th 
business  hours  at  subject  premises  are  6:30  A.M.  to  8:(X 
P.M.  during  which  time  a  manager  is  present;  that  sucl 
manager  has  been  trained  in  the  operation  of  the  refrigera 
tion  system ;  one  of  such  managers  has  a  certificate  of  quail 
fication  to  operate  such  system ;  that  during  twenty-fou 
hours  of  each  day  the  refrigeration  system  is  under  th 
supervision  of  applicant’s  Maintenance  Department,  whicl 
employs  three  licensed  engineers  and  one  licensed  electrician 
that  the  refrigeration  system  is  shut  down  during  non 
business  hours ;  that  it  would  be  an  undue  hardship  upoi 
the  application  to  have  additional  operators  for  said  automate 
refrigeration  system. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  t 
Order  51577-LC  be  and  it  hereby  is  affirmed  and  that  th 
appeal  be  and  it  hereby  is  denied. 


400-47-A 

APPLICANT— The  Horn  and  Hardart  Co.,  lessee,  fo 
Broadway  and  Forty-First  Street  Building  Corp. 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 

PREMISES  AFFECTED— 1441-1449  Broadway,  southwes 
corner  of  West  41st  street  (basement)  ;  (Block  993 
Lot  55),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  T.  P.  Farley. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’l 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . 1 

Negative:  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinee  -j 

THE  RESOLUTION  (400-47-A) 

Whereas,  The  Horn  and  Hardart  Co.,  for  Broadway  an' 
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Forty-First  Street  Building  Corp.,  owner,  filed  March  29, 
1947,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  1441-1449  Broadway,  southwest  corner  of 
West  41st  street  (basement),  (Block  993,  Lot  55),  Borough 
of  Manhattan  ;  and  6 

Whereas,  Order  #51581  LC  of  the  Fire  Commissioner 
dated  March  28,  1947,  reads: 

Before  a  permit  may  be  issued  for  your  refrigerating 
system,  the  following  must  be  done : 

1.  Have  a  qualified  operator  present  at  all  times  to 
personally  supervise,  direct  or  control  the  maintenance 
or  operation  of  the  refrigerating  system  on  your  prem¬ 
ises,  which  contains  more  than  fifty  pounds  of  refriger¬ 
ant  and  is  not  fully  automatic. 

;  Note:  A  qualified  operator  is  one  who  is  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certifi¬ 
cate  of  qualification  from  the  Superintendent  of  Build¬ 
ings,  for  the  class  of  refrigerating  machine  on  your 
premises. 

Note  :  Applies  to  F- 12-400#  York  machine.” 

and 

Whereas,  the  applicant  states  the  building  is  33  stories 
387  ft.  in  height,  92.04  ft.  by  157  ft.  in  area,  located  on  a  lot 
?2.04  ft.  by  157  ft.  in  area,  fireproof  construction,  located  in 
i  retail  use,  B  area,  Class  2  height  districts,  erected  in  1929-30, 
used  and  occupied  since  1930  as  follows :  basement,  restau¬ 
rant,  air  conditioning  unit,  340  persons;  1st  to  33d  floors, 
offices,  100  persons  per  floor;  that  the  building  is  equipped 
vith  two  interior  fireproof  stairs,  five  feet  wide  each,  equipped 
vith  glass  and  metal  self-closing  doors,  leading  from  roof 
.mlkhead  directly  to  street ;  also  equipped  with  an  approved 
prinkler  system  and  approved  standpipe  system  throughout 
ind  an  approved  interior  fire  alarm  S3rstem ;  no  regular 
nonthly  fire  drills  are  maintained;  and 
Whereas,  on  July  22,  1939,  the  applicant  installed  a  wholly 
utomatic  air-conditioning  system  for  the  comfort  of  its 
atrons ;  that  this  system  uses  400  pounds  of  Freon ;  that  the 
■usiness  hours  at  subject  premises  are  6:30  A.M.  to  8:00 
\M.  during  which  time  a  manager  is  present;  that  such 
lanager  has  been  trained  in  the  operation  of  the  refrigera- 
°n  system;  that  one  of  such  managers  has  a  certificate  of 
ualmcation  to  operate  such  system ;  that  during  twenty- 
our  hours  of  each  day  the  refrigeration  system  is  under  the 
jpervision  of  applicant’s  Maintenance  Department,  which 
Tiploys  three  licensed  engineers  and  one  licensed  electrician ; 
lat  the  refrigeration  system  is  shut  down  during  non-business 
ours;  that  it  would  be  an  undue  hardship  upon  the  appli- 
ition  to  have  additional  operators  for  said  automatic  re- 
"lgeration  system. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
•rder  51581-LC  be  and  it  hereby  is  affirmed  and  that  the 
)peal  be  and  it  hereby  is  denied. 


12-47-A 

PPLICANT  Arthur  F.  Winter  for  F.  W.  Woolworth 
riDTirr^p  ’  ^essee  (Hallpark  Realty  Inc.,  owner). 

from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED — 261  Broadway,  and  2-6  Warren 
Street  northwest  corner  (cellar,  1st  and  part  of  2nd 
floors)  ;  (Block  135,  Lot  33),  Borough  of  Man¬ 
hattan. 

PPEARANCES— 

For  Applicant:  A.  F.  Winter  and  C.  E.  Arthus. 

r'rmJ°^^inistration  :  Edwin  A.  Meyer,  Fire  Dep’t. 
j-TION  OF  BOARD — Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

-IE  RESOLUTION  (402-47-A) 

Whereas  Arthur  F.  Winter,  for  Hallpark  Realty  Inc., 
"ner;  F.  W.  Woolworth  Co.,  lessee,  filed  May  2,  1947,  an 
peal  from  an  order  of  the  fire  commissioner,  affecting 
-mises  261  Broadway  and  2-6  Warren  street,  northeast 


comer,  cellar  1st  and  part  of  2nd  floors ;  (Block  135,  Lot  33), 
Borough  of  Manhattan;  and 

W  hereas,  Order  #51666  LC  of  the  Fire  Commissioner, 
issued  April  2,  1947,  reads : 

Before  a  permit  may  be  issued  for  your  refrigeration 
system,  the  following  must  be  done : 

1.  Have  person  in  charge  of  operating  of  the  re¬ 
frigeration  system  during  each  shift  secure  a  license  or 
a  Certificate  of  Qualification  from  the  Municipal  Civil 
Service  Commissioner,  299  B’way,  Manhattan. 

Note  :  Applies  to  400#  F-12  York  machine.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories,  147  ft.  in  height,  75  ft.  %  in.  by  139  ft.  8 y4  in.  in 
area,  on  a  lot  of  same  size,  of  Class  1  construction,  located 
in  an  unrestricted  and  business  use  districts,  B  area,  Class 
2*4  height  district;  altered  in  1940;  used  and  occupied  as 
tollows  .  Cellar,  boiler  engine  and  storage  rooms,  6  persons  ; 
1st  floor  store  and  lobby,  750  persons;  2nd  floor,  office  gl 
room  and  kitchen,  25  persons;  2nd  to  12th  floors,  inc.,  offices;' 
tnat  the  building  is  equipped  with  an  approved  sprinkler  sys¬ 
tem  and  three  interior  steel  and  concrete  stairs,  3  ft  8  in 
wide  enclosed  in  6  in  terra  cotta,  equipped  with  fireproof,' 
se  f-closing  doors  and  leading  from  roof  bulkhead  one  leads 
directly  to  street ;  that  there  are  two  fire  escapes  on  Warren 
street  and  an  interior  court  on  the  north  side,  extending  to 
roof  by  stair  and  through  lobby  to  court  by  ladder ;  that 
windows  and  doors  on  the  course  thereof  are  fireproof 
self-closing;  and 

Whereas,  the  applicant  contends  that  the  air-conditioning 
system  is  used  during  the  summer  months  only  during  busi¬ 
ness  hours  and  then  shut  down;  that  to  employ  two  addi¬ 
tional  operators  at  $65.  per  week  each  to  sit  in  the  machine 
room  when  the  plant  is  shut  down  would  create  an  undue 
iru  dship ;  that  the  cellar  is  equipped  with  an  approved  sprin- 

f  a  jStxlm’  in,  Edition  .to  fire  pails  and  extinguishers  dis¬ 
tributed  throughout  the  first  floor  artd  cellar. 

ifoyo/wd  that  the  decision  of  the  fire  commissioner  as  to 
Older  51666-LC  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


Adjourned  :  1 :05  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MATING 

TUESDAY  AFTERNOON,  MAY-6,  1947. 

Present :  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

9-47-A 

APPLICANT— Irving  Adelsohn,  for  Morris  Tucker  and 
Louis  Levine,  owners. 

SUBJECT.  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 93-99  Irving  place  and  1057  Ful¬ 
ton  street,  northeast  corner  (Block  1993  Lot  11) 
Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Irving  Adelsohn  and  H.  Blyman 
Hor  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied 
THE  VOTE  TO  GRANT- 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (9-47-A) 

Whereas,  Irving  Adelsohn,  for  Morris  Tucker  and  Louis 
Levine,  owners,  filed  January  6,  1947,  an  appeal  from  a  deci- 
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sion  of  the  borough  superintendent,  affecting  premises :  93-99 
Irving  place  and  1057  Fulton  street,  northeast  corner  (Block 
1993,  Lot  11),  Borough  of  Brooklyn;  and 

Whereas  the  decision  of  the  borough  superintendent, 
dated  December  16,  1946,  on  Alt.  Applic.  4420-46,  reads  : 

9.  “The  Bldg.  Code,  Sect.  6.1.2.2.3(a)  (2)  requires  at 
least  one  exit  stairs  enclosed  in  two  hour  fire  resistive 
partitions  with  3’-0”  minimum  width  and  of  incom¬ 
bustible  material. 

10.  The  floor  construction  should  be  sufficient  tor  a 
liveload  of  120  lbs.  per  sq.  ft.  on  each  floor.” 


Whereas,  the  applicant  states  the  building  is  four  stories 
(45  ft  8  in.)  in  height,  66  ft.  8  in.  by  25  ft.  and  31  ft  6  in. 
in  area,  located  on  a  lot  66  ft.  8  in.  by  2a  ft.  and  57  ft  1%  in. 
in  area,  located  in  a  business  use,  B  area  and  Class  1 1/2  height 
district,  used  and  occupied  since  1943  as  follows:  Cellar, 
storage;  1st  floor,  store;  2nd  floor,  restaurant-dancing  space, 
38  persons;  3rd  and  4th  floors,  furnished  rooms,  6  persons 
per  floor;  proposed  to  be  used  and  occupied  as  follows: 
Cellar,  same;  1st  floor,  same;  2nd  floor,  sale,  display  and 
storage  of  light  merchandise,  3  persons;  3rd  floor,  storage  ot 
household  furniture  and  light  merchandise,  0  persons;  4th 
floor,  storage  of  household  furniture  and  light  merchandise, 

0  persons;  that  the  building  is  equipped  with  two  interior 
wood  stairs;  2  ft.  8  in.  and  4  ft.  6  in.  wide,  to  be  enclosed 
in  fire-retarded  partitions,  equipped  with  fireproof  self-clos¬ 
ing  doors,  leading  from  the  roof  bulkhead,  directly  to  the 
street  and  three  fire  escapes,  leading  to  the  roof  by  a  ladder 
and  to  the  street  and  yard  by  ladder,  with  egress  from  the 
rear  fire  escape  through  the  cellar  to  the  street ;  and 

Whereas,  Certificate  of  Occupancy  No.  1013  issued  No¬ 
vember  17,  1919,  permits  the  use  of  the  building  as  four 

families  and  store;  and  .  ,  T  i 

Whereas,  Certificate  of  Occupancy  No.  67966,  issued  July 
14,  1932,  permits  the  use  and  occupancy  of  the  building  as 
foilows:  Cellar,  storage;  1st  floor,  store;  2nd  floor,  restau¬ 
rant-dancing  space,  38  persons ;  40  and  100  lbs.  liveload ;  3i  d 
story,  one  family;  4th  story,  1  family;  and 

Wheras,  the  applicant  contends  that  the  permitted  occu¬ 
pancy  of  the  3rd  and  4th  floors  is  one  family  each ,  that 
the  actual  occupancy  is  furnished  rooms  (Class  B  multiple 
dwelling)  ;  that  the  2nd  floor  was  previously  occupied  as 
showroom  for  light  furniture  under  Certificate  of  Occu¬ 
pancy  1013;  that  the  building  was  purchased  by  the  owner 
to  be  used  for  their  retail  furniture  business;  that  no  other 
tenant  will  share  the  bhilding;  that  the  building  is  less 
than  2500  sq.  ft.  in  area,  with  windows  on  two  streets, 
readily  accessible  to  the  Fire  Department  apparatus ;  that 
the  number  of  persons  occupying  the  building  above  the 
first  floor  is  small  and  will  be  considerably  less  than  the 
50  persons  allowed  by  the  present  Certificate  of  Occupancy ; 
that  there  are  two  fire  escapes  on  the  3rd  and  4th  floors 
and  three  on  the  2nd  floor;  it  is  therefore  requested  that 
the  existing  2  ft.  8  in.  wood  stairs  from  roof  to  the  bulk¬ 
head  to  1st  floor  and  the  4  ft.  8  in.  wood  stairs  from  the  2nd 
to  the  1st  floors  be  accepted,  as  shown  on  plans  filed  with 
this  appeal,  on  condition  that  the  cellar  stairs  be  enclosed 
witli  4  in.  fireproof  block  partitions  and  equipped  with  fire¬ 
proof  self-closing  doors  at  the  bottom;  that  the  stairhall 
partitions  enclosing  the  4  ft.  8  in.  wide  stairs  on  the  1st  and 
2nd  floors  be  fire-retarded  with  26  gauge  metal  on  the  existing 
plaster  boards  and  plaster  both  sides  and  equipped  with  fire¬ 
proof  self-closing  doors;  it  is  also  requested  that  the  3rd  and 
4th  floor  beams  be  accepted  as  adequate,  on  condition  that 
the  storage  on  those  floors  shall  consist  of  light  household 
furniture,  so  arranged  that  the  actual  liveload  shall  not 
exceed  40  lbs.  per  square  foot;  it  is  also  requested  that 
the  Board  accept  the  1st  and  2nd  floor  beams  as  adequate, 
due  to  the  fact  that  Alt.  64-1891,  Alt.  6609-1919  and  Alt. 
4548-32  show  that  the  1st  floor  had  been  used  continuously 
as  a  store  and  as  Certificate  of  Occupancy  67966  states 
that  the  liveload  on  the  1st  floor  is  100  lbs.  per  square  foot, 
and  as  Alt.  6609-19  states  that  the  liveload  of  the  2nd  floor 
is  120  lbs.  per  square  foot;  that  the  actual  designed  live- 
load  of  the  2nd  floor  is  82  lbs.  per  square  foot ;  and 

Whereas,  Violation  1760-43  was  issued  by  the  Division  of 


Buildings  for  illegally  occupying  the  building  as  a  Class  B 
multiple  dwelling  without  a  certificate  of  occupancy ;  ahd 
Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  4420-46,  objections  9  and  10,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


218-47-A 

APPLICANT— Norman  Lederer  and  Leonard  Joseph,  for 
Eva  Katz,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 115  Beach  29th  street,  west  side 
220  ft.  south  of  Lewmay  road  (Block  301,  Lot  42) 
Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Norman  Lederer.  ” 

For  Administration :  Henry  G.  Pheney,  Dep’t  of 
Housing  and  Buildings  and  Daniel  J.  Lenihan 
Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 1 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  z 

THE  RESOLUTION  (218-47-A) 

Whereas,  Norman  Lederer  and  Leonard  Joseph,  for  Ev: 
Katz,  owner  filed  March  6,  1947,  an  appeal  from  an  ordei 
of  the  fire  commissioner,  affecting  premises  115  Beach  29tl, 
street,  west  side,  220  ft.  south  of  Lewmay  road  (Block  301 
Lot  42),  Edgemere,  Borough  of  Queens;  and 
Whereas,  Order  19027-LF,  issued  by  the  fire  commis 
sioner  on  February  14,  1947,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  sys 
tern  throughout  the  building,  having  at  least  one  sourc 
of  water  supply,  arranged  and  equipped  as  per  Articl 
16,  Chapter  26  of  the  Administrative  Code.  Sectioi 
C19-161.0  Administrative  Code.” 

and  . 

Whereas,  the  applicant  states  that  the  budding  is  3  stone 
(36  ft.)  in  height,  38  ft.  by  82  ft.  in  area,  of  class  4  con 
struction,  erected  about  1920,  located  in  a  residence  use,  1 
area  and  class  1  height  district,  and  used  and  occupied  sine' 
erection,  as  follows :  basement — boiler  room  and  bedroom 
— 20  persons;  1st  floor — bedrooms  and  foyer— 22  persons 
2nd  floor— bedrooms— 20  persons;  3rd  floor— bedrooms— 2 
persons;  that  no  change  in  use  or  occupancy  is  proposed 
that  the  building  is  equipped  with  a  sprinkler  system  in  tli 
halls  only;  that  there  are  two  3  ft.  wide  wood  stairs  enclose 
in  partitions  of  studs  and  plaster,  equipped  with  wood  selfi 
closing  doors  and  leading  directly  to  the  street ;  that  on 
fire  escape  at  the  rear,  extends  to  the  yard  with  egress  t 
the  street  through  side  yards;  and  ,  j 

Whereas,  the  applicant  contends  that  the  building  has  bee 
inspected  by  the  Department  of  Housing  and  Buildings  ar 
when  orders  are  issued,  plans  will  be  filed  to  isolate  the  stain 
ways,  provide  exits  to  side  and  rear  yards  and  any  otlu 
fire-retarding  that  should  be  required ;  that  the  building  ha 
sprinklers  •  in  the  public  halls  over  stairs,  under  soliits  an 
under  overlaps ;  that  the  building  is  provided  with  two  stau 
ways  and  one  fire  escape ;  that  the  first  floor  and  basemei 
have  exits  directly  to  yards  or  the  street;  that  the  owne 
will  carry  out  any  order  issued  by  the  Department  of  Hou 
ing  and  Buildings  and  requests  that  the  Fire  Departmei 
order  for  sprinklers  be  vacated ;  and 

Whereas,  the  applicant  states  that  this  building  is  class, 
fied  by  the  Housing  Division  as  a  heretofore  existing  Cla 
B  rooming  house;  and 

Whereas,  the  premises  inspected  by  a  Committee  < 

the  Board.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner,  JN 
19027-LF,  be  and  it  hereby  is  affirmed  and  that  the  appeal  I 
and  it  hereby  is  denied. 
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219-47-A 

APPLICANT— Norman  Lederer  and  Leonard  Joseph,  for 
Eva  Katz,  owner. 

ol>!  or^er  °*  tbe  fire  commissioner. 

}  PRE.  II.  I-.S  Ah  I- EC  I  ED — 123  Beach  29th  street,  west  side, 
40  ft.  south  ot  Lewmay  road  (Block  301,  Lot  38), 
Edgeinere,  Borough  of  Queens. 

APPEARANCES— 

hor  Applicant  :  Norman  Lederer. 

For  Administration :  Henry  G.'  Pheney,  Dep’t  of 
Housing  and  Buildings  and  Daniel  J.  Lenihan 
hire  Dep’t. 

AC  1  ION  Oh  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negatiie:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (219-47-A) 

Whereas,  Norman  Lederer  and  Leonard  Joseph,  for  Eva 
Katz,  owner,  filed  March  6,  1947,  an  appeal  from  an  order 
ot  the  fire  commissioner,  affecting  premises  123  Beach  29th 
street,  west  side,  140  ft.  south  of  Lewmay  road  (Block  301 
Lot  38,  Edgemere,  Borough  of  Queens;  and 
,  .  Whereas,  Order  18982-LF,  issued  by  the  fire  commis¬ 
sioner  (on  February  7,  1947,  reads: 

1.  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  building,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Article  16, 
Chapter  26  of  the  Administrative  Code,  Sec.  C19-161  0 
Adm.  Code.” 

K.  j 

/ ?^?E\RE-AS i  ^-ie,  applicant  states  the  building  is  three  stories 
(36  ft.)  m  height;  38  ft.  by  82  ft.  in  area,  of  Class  4  con¬ 
struction;  erected  1920;  located  on  a  lot  80  ft  by  100  ft 
in  area,  in  a  residence  use,  D  area,  and  Class  1  height 
listrict,  and  used  and  occupied  since  erection  as  follows: 
casement— boiler  room  and  bedrooms,  20  persons;  1st  floor, 
bedrooms  and  foyer,  22  persons;  2nd  floor,  bedrooms,  20 
>ersons ;  3rd  floor,  bedrooms,  20  persons ;  that  no  change  in 
ise  or  occupancy  is  proposed ;  that  the  building  is  equipped 
vith  one  source  sprinkler  system  in  stair  halls  only;  that 
here  are  two  3  ft.  wide  wood  stairs,  enclosed  in  partitions 
>t  studs  and  plaster,  equipped  with  wood  doors  which  are 
elf-closing ;  that  the  stairs  lead  directly  to  the  street;  that 
here  is  also  one  fire  escape  on  the  rear,  extending  to  the 
ard  with  egress  to  the  street  through  side  yards ;  and 
W  hereas,  the  applicant  contends  that  the  building  is  not 
hotel  and  is  used  only  as  a  rooming  house ;  that  it  con- 
ains  8  rooms  in  the  basement,  9  rooms  on  the  1st  floor, 

U  rooms  on  the  2nd  floor  and  10  rooms  on  the  3rd  floor ; 
nat  plans  have  filed  with  the  borough  superintendent,  to 
re  •'u*a™  the  halls  etc.  and  make  the  building  as  safe  as 
ossible  according  to  the  requirements  of  the  Mitchell  Bill  • 
nd  ’ 

Whereas,  the  applicant  further  contends  that  the  build- 
ig  is  inspected  by  the  Department  of  Housing  and  Build- 
igs;  that  the  building  has  sprinklers  in  the  public  halls, 
ver  stairs,  and  under  soffits  and  under  overlaps;  that  there 
re  two  stairways  and  one  fire  escape;  that  the  1st  floor 
id  basement  have  exits  directly  to  the  yards  or  street; 

Whereas  the  applicant  states  that  this  building  is  classi- 
-d  bT  pe  Housing  Division  as  a  heretofore  existing  Class 
rooming  house;  and 

Whereas,  the  premises  was  inspected  by  a  Committee  of 

e  Board. 

Rejofoed  that  the  order  of  the  fire  commissioner,  No. 
>9o2-L F ,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
'  and  it  hereby  is  denied. 


PREMISES  AFFECTED— 114-38  19(>tli  street,  west  side, 
o4.2o  ft.  north  of  114th  drive  (Block  3457,  Lot  38), 

API'EAR  ANCES-  0l,gh  °f 

For  Applicant :  Albert  San  Fanandre  and  Ray  Zan- 
sen. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
4  Housing  and  Buildings. 

AL  l  HOARD — Appeal  denied. 

1  HE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative .  (  hairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  1  leputy  Chief  Guinee  4 

THE  RESOLUTION  (263-47-A) 

W  hereas,  Albert  San  Eanandre,  for  Irving  Gottesman 
owner,  filed  March  15,  1947,  an  ap’peal  from  !  decision  of 
the  borough  superintendent,  affecting  premises  114-38  196tli 
street,  west  side,  54.25  ft.  north  of  114th  drive  (Block  3457, 
017’  Albans’  Borough  of  Queens;  and 

A  t  aHA?EASL  !  in^C‘S‘on  tbe  borough  superintendent, 
dated  March  4,  1947,  on  amendment  to  Alt.  Applic.  3457-46, 
reaas \ 

q>  o"  rooms  shall  have  a  minimum  height  of 

o  -U  ,  sec.  5. 1.4.2. 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (15  ft.)  in  height,  22  ft.  4  in.  by  45  ft.  in  area,  of  class 
3  construction,  erected  in  1946,  located  on  a  lot  49  ft.  by 

i  •  L  j.  in.  area\  in  a  residence  use,  D  area  and  class  1 
lieight  district  and  used  and  occupied  since  1947  as  follows  • 
basement— garage  and  storage— 1st  floor— one  family  ;  and 
Whereas,  Violation  992-47  was  issued  March  6,  1947 
lor  failing  to  comply  with  approved  plan  in  that  the  ceiling 

c-7  Is  ?  in‘  ins*ea<i  of  8  ft.  in  accordance  with 
Alt.  3457-46;  and 

Whereas,  the  applicant  contends  that  before  the  construc- 
(ion  of  this  alteration,  an  approved  plan  and  permit  were 
secured  on  the  basis  of  the  original  approved  plans,  which 
showed  a  height  of  8  ft.;  that  upon  altering  the  building 
the  contractor  installed  a  double  floor  over  2"  x  4"  wood 
sleepers,  and  finished  the  ceiling  with  rock  lath  and  plaster 
which  reduced  the  height  to  7  ft.  2  in.;  that  the  alteration 
as  been  fully  completed  and  it  is  therefore  requested  in 
view  of  the  hardship  that  exists,  that  the  Board  grant  a 
modification  of  the  requirements  of  the  Administrative  Code 
so  as  to  accept  the  7  ft.  2  in.  ceiling  height  in  place  of  the 
required  8  ft. ;  and 

Whereas,  Certificate  of  Occupancy  Q36737,  issued  Novem¬ 
ber  16,  1946,  upon  completion  of  work  under  N.  B  18-46 
permitted  the  use  of  the  building  as  follows :  Cellar— boiler 
room,  storage  laundry,  1  car  garage;  1st  floor— dwelling— 

1  family;  and  6 

Whereas,  the  plans  indicate  that  the  height  of  cellar 
story  was  less  than  eight  feet,  prior  to  furring  up  the  floor 
and  turrmg  down  ceiling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  3457-46,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


3-47-A 

PPLICANT — Albert  San  Fanandre,  for  Irving  Gottesman 
owner. 

OBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 


308-47-A 

AI  PLICAN1  Ira  Pont,  for  155  20th  Street  Corp.,  owner 
ot TnT  (Btylecraft  Paper  Box  Co.,  Inc.,  lessee). 

•-  L BJ  L.U  1  Appeal  from  an  order  of  the  fire  commissioner 
REMISES  AFFECTED — 155-157  20th  street,  north  side, 
18o  ft.  east  of  4th  avenue  (Block  636,  Lot  50)  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  B.  Sadow. 

:  Daniel  J-  Lenihan,  Fire  Dep’t. 

TU  -  vnT°rF  BOARD— Appeal  granted  on  condition. 

1  ri  h,  VUI  r>- — 

Affirmative.  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 
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THE  RESOLUTION  (308-47-A) 

Whereas,  Ira  Pont,  for  155  20th  Street  Corp  ,  owner 
(Stylecraft  Paper  Box  Co.,  Inc.,  lessee),  filed  April  9,  194/, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  155-157  20th  street,  north  side,  185  ft.  east  of  4th 
avenue  (Block  636,  Lot  50),  Borough  of  Brooklyn;  and 
Whereas,  Order  19220-LF,  issued  by  the  fire  commis¬ 
sioner  on  March  11,  1947,  reads  : 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building,  having  one  source 
of  water  supply,  arranged  and  equipped  as  provided  in 
the  rules  of  Article  16,  Chapter  26  of  the  Administrative 
Code.  Sec.  C19-161.0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story  and 
basement  (24  ft.  4  in.)  in  height;  50  ft.  by  100 _ ft.  in  area, 
of  Class  3  construction;  erected  1900;  located  in  an  unre¬ 
stricted  use,  B  area  and  Class  1^2  height  district  and  -used 
and  occupied  since  November,  1946  as  follows:  basement, 
storage  and  cutting,  4  persons ;  1st  floor,  manufacturing  paper 
boxes,  15  persons;  that  the  building  is  equipped  with  one  75 
in.  wide  wood  stairs,  enclosed  in  partitions  of  wire  lath  and 
•>4  in.  cement  plaster,  equipped  with  1  hour  fireproof  self¬ 
closing  doors  and  leading  directly  to  the  street,  and  one  fire 
escape  leading  to  an  open  yard  by  a  steel  ladder,  with  egress 
from  the  yard  by  an  enclosure  to  the  street ;  and 
Whereas,  the  applicant  contends  that  subsequent  to  the 
purchase  of  the  building  in  1946,  substantial  alterations  were 
made  pursuant  to  recommendations  of  the  Department  of 
Housing  and  Buildings;  that  some  of  these  improvements 
consisted  of  fire  retarding  interior  staircases,  installation  of 
fireproof  self-closing  doors,  installation  of  fire  retarded 
galvanized  iron  ducts ;  that  further  improvements  were  made 
by  the  installation  of  steel  channel  beams  to  reinforce  the 
first  floor  and  a  certificate  of  occupancy  was  issued  in  No¬ 
vember,  1946,  No.  115993,  permitting  the  use  of  the  building 
as  a  paper  box  factory  throughout,  with  an  occupancy  of  15 
persons  in  the  basement  and  45  persons  on  the  1st  floor ;  that 
ihe  building  contains  more  than  adequate  egress  and  adequate 
access  in  the  event  of  fire ;  that  there  is  an  open  yard  to  the 
right  of  the  building  and  an  open  yard  on  a  major  part  of 
the  left  side  of  the  building ;  that  there  are  two  large  double 
sets  of  doors,  providing  access  to  the  basement ;  that  fire 
buckets,  soda  acid  fire  extinguishers  and  C02  fire  extin¬ 
guishers  have  been  installed  throughout  the  building ;  that 
the  occupancy  is  small ;  that  regular  monthly  fire  drills  are 
held ;  that  the  lessee  manufactures  mostly  jewelry  boxes, 
principally  by  hand ;  that  there  is  little  waste,  dirt  or  rubbish 
because  in  the  manufacture  of  this  product,  all  waste  is  re¬ 
moved  from  the  premises  daily;  that  the  production  differs 
from  the  average  paper  box  factory,  in  that  a  restricted 
number  of  boxes  are  made  by  hand  and  covered  with  cloth 
or  leatherette ;  that  housekeeping  conditions  are  good  and  no 
smoking  is  permitted;  that  the  lessee  has  taken  all  steps  to 
see  that  the  safe  type  of  production  is  maintained;  that  in 
view  of  the  large  expenditures  made  by  the  lessee  and  owner 
in  order  to  increase  the  safety  of  the  premises,  it  is  felt 
there  is  no  need  to  require  the  installation  of  the  sprinkler 
system ;  and 

Whereas,  record  of  inspection  by  the  Division  of  Fire 
Prevention  was  given  at  the  hearing. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as  to 
Order  19220-LF,  item  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  premises  shall  not  be  increased  in  height  or  area  and  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner; 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
throughout  the  building  as  the  fire  commissioner  shall  direct ; 
that  no  smoking  shall  be  permitted  throughout  the  building ; 
that  in  all  other  respects,  the  building  shall  be  maintained 
substantially  as  proposed  and  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  April  9,  1947”  (4  sheets)  ;  and 
that  the  building  and  occupancy  shall  comply  in  all  other  re¬ 
spects  with  all  laws,  rules  and  regulations  applicable  thereto. 


357-47-A 

APPLICANT— Robert  J.  L.  Cadien,  for  Manhattan  Water 
,  Meter  Repair  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin-: 
tendent. 

PREMISES  AFFECTED — 431  East  76th  street,  north  side, 
413  ft.  east  of  1st  avenue  (Block  1471,  Lot  17),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  J.  L.  Cadien. 

For  Administration :  Samuel  L.  Becker,  Dep’t  ol 
Housing  and  Buildings. 

\CTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  - 
Negative:  . 1 

THE  RESOLUTION  (357-47-A) 

Whereas,  Robert  J.  L.  Cadien,  for  Manhattan  Watei 
Meter  Repair  Co.,  Inc.,  owner,  filed  April  21,  1947,  ai 
appeal  from  a  decision  of  the  borough  superintendent  af 
fecting  premises  431  East  76th  street,  north  side,  413  ft 
east  of  1st  avenue  (Block  1471,  Lot  17),  Borough  0 
Manhattan ;  and  .  j 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  18,  1947,  on  Alt.  Applic.  664-47,  reads: 

“1.  The  proposed  extension  of  the  building,  whei 
changed  from  a  residence  building  to  a  factory  build 
ing,  must  conform  with  all  provisions  of  §270  of  tbl 
Labor  Law.” 

and  .  .  i 

Whereas,  the  applicant  states  the  building  is  4  stone 
(47  ft.)  in  height;  25  ft.  by  70  ft.  6  in.  in  area,  of  Class  . 
construction;  erected  prior  to  1913;  located  in  an  un 
restricted  use,  B  area  and  Class  1 height  district,  nov 
vacant ;  formerly  used  as  a  residence  and  proposed  to  b 
used  and  occupied  as  follows :  cellar,  storage,  no  persons 
1st  to  4th  floors,  water  meter  repairs  with  an  occupancy  0 
5  persons  on  each  floor ;  that  the  building  is  equipped  wit) 
one  2  ft.  6  in.  wide  wood  stairs,  enclosed  in  frame  parti 
tions,  equipped  with  wood  doors  which  are  not  self-closing 
and  leading  from  the  roof  bulkhead  directly  to  the  street 
that  there  are  two  fire  escapes  at  the  rear,  extending  to  th 
roof  by  a  ladder  and  to  the  yard  by  stairs,  with  egress  fror 
their  lowest  terminations  through  neighboring  yards;  and 
Whereas,  the  applicant  contends  that  a  secondary  insid 
stairs  would  render  the  premises  useless,  as  it  is  too  narrow 
that  the  work  performed  in  the  building  will  not  be  of 
hazardous  nature ;  that  the  occupancy  will  be  low ;  that  it  : 
proposed  to  remove  partitions  and  windows  of  outmode, 
and  outlawed  tenement  house ;  that  all  floors  and  roof  wi 
be  reinforced  and  the  building  rehabilitated;  that.  a  on 
story  rear  extension  will  be  constructed,  to  provide  th, 
necessary  floor  space  for  continuity  of  production  or  opera' 
tion;  that  this  addition  would  be  45.7%  of  the  present  lengt, 
of  the  building;  that  the  garage  adjoining  the  east  side  0 
the  property  in  question  extends  from  street  to  street;  tha 
the  building  on  the  west  extends  to  within  4  ft.  6  in.  of  th 
rear  lot  line;  that  the  owner  has  been  served  with  a  dis 
possess  notice  and  must  vacate  their  present  location;  tha 
there  is  no  other  location  to  carry  on  their  business;  tha 
the  owners  are  licensed  by  the  City  of  New  York  and  ar 
part  of  the  Maintenance  Department  of  the  water  suppl 
system. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doc 
hereby  make  a  variation  in  the  requirements  of  the  Labe 
Law,  as  cited  in  a  decision  of  the  borough  superintenden 
acting  on  Alt.  Applic.  664-47,  objection  1,  and  that  th 
appeal  be  and  it  hereby  is  granted  on  condition  that  th 
building  shall  comply  throughout  with  the  requirements  c 
the  Building  Code  and  Section  270  of  the  Labor  Law  for 
building  hereafter  erected,  except  that  in  lieu  of  the  secpr 
means  of  exit  in  the  form  of  a  stair  within  the  buildin; 
there  may  be  erected  a  fire  escape  on  the  front  of  the  bum 
ing,  complving  with  the  requirements  of  the  Labor  La; 
therefor,  with  a  counterbalanced  stair  to  the  street  and  1 
addition  that  the  existing  fire  escapes  on  the  rear  of  tr 
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building  sliafl  be  retained,  leading  to  the  roof  of  the  pro¬ 
posed  extension,  provided  a  steel  ladder  is  maintained  on 
such  roof  of  sufficient  length  to  reach  the  yard  at  grade  of 
adjoining  premises ;  that  the  occupancy  per  floor  of  the 
building  shall  be  limited  to  the  number  permitted  for  the 
primary  means  of  exit,  all  as  proposed  and  indicated  on 
plans  filed  with  this  appeal  marked  “Received  April  21, 
1947’  (4  sheets),  showing  the  proposed  conditions;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto 


730-46-A 

\PPLICANT— Lama  and  Proskauer,  for  John  F.  Kaiser 
Co.,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  Ah  FECI  ED- — 31-33  Frankfort  street,  south 
side,  147  ft.  724  in.  east  of  William  street  (1st 
floor);  (Block  103,  Lots  15,  16  and  114),  Borough 
of  Manhattan. 

VPPEARANCES — 

For  Applicant Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
I  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

I  HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

HE  RESOLUTION  (730-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
uperintendent,  affecting  premises  31-33  Frankfort  street 
oadl  ^  ^7  ft.  7J4  in.  east  of  William  street  (1st  floor)  ; 
Block  103,  Lots  15,  16,  and  114),  Borough  of  Manhattan, 

•  as  granted  by  the  Board  on  November  6,  1946,  on  certain 
onditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

esolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  amend  the  resolution  adopted  November  6,  1946  bv 
aduig  thereto : 

*  n*  that  *n  event  the  owner  desires  to  remove 
walls  between  this  extension  and  the  existing  buildings 
and  to  raise  the  height  of  the  roof  of  the  extension  as 
indicated  on  revised  plans,  marked  “Received  April  14, 
'1947  '  (2  sheets)  and  as  passed  upon  by  the  borough 
superintendent  under  Alt.  Applic.  1737-46,  objection  1, 
dated  April  7,  1947,  such  changes  may  be  permitted  on 
condition  that  the  requirements  of  the  resolution  adopted 
,  November  6,  1946,  shall  be  complied  with  in  all  other 
respects.” 


157-46-A 

PPLICANT — Permanent  Land  Corp  .,  owner. 

JBJECP — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

DEMISES  AFFECTED — North  side  of  Union  turnpike, 
f/op1  249th  street  to  Commonwealth  boulevard 
(Blocks  8490  to  8499,  inclusive)  Bellerose,  Borough 
of  Queens. 

ppearances— 

For  Applicant :  Alfred  Gross. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
and  Buildings. 

-HUN  Oh  BOARD — Appeal  reopened  and  resolution 
amended. 


TH  TION^E  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (1057-46- A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  bounded  by  Common¬ 
wealth  boulevard,  Union  turnpike,  249th  street  and  land  of 
*  N.ew.  York  (Motor  Parkway);  (Blocks  8490 

to  8499  inclusive),  Bellerose,  Borough  of  Queens,  was 
granted  by  the  Board  on  February  4,  1947,  on  certain  con¬ 
ditions,  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  4  1947  bv 
adding  thereto :  ’ 

.  *  *  *  that  in  lieu  of  the  method  hereinbefore  per- 
rmtted  as  to  the  masonry  veneer  on  exterior  walls  and 
the  bonding  of  same  to  the  wall  between  buildings,  the 
construction  at  that  point  may  be  as  indicated  on  revised 
plans  marked  “Received  April  29,  1947”  (1  sheet),  on 
condition  that  in  all  other  respects,  the  resolution  adopted 
February”4,  1947,  shall  be  complied  with  (N.  B.  applic. 


454-32-A 

APPLICANT— Lama  and  Proskauer,  for  Hentie  Realty 
Corporation,  owner. 

SUL J  ECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
oi  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 22-32  East  16th  street  (Buck¬ 
ingham  road),  west  side,  172  ft.  8)4  in.  south  of 
Caton  avenue  (Block  5076,  Lot  14),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  -Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Request  to  reopen  withdrawn  after 
discussion. 

THEoVOTE  TO  WITHDRAW  REQUEST  TO  RE- 

Affiimative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


265-45-A 

^HHHICANT  the  Brooklyn  Union  Gas  Company,  owner. 
M  JiJCCl  Application  for  consideration — reopening  and 
amendment  of  resolution  re  new  proposal — re  Ap- 
Pea-1  ^rom  a  decision  of  the  borough  superintendent 
PREMISES  AFFECTED — 287-473  Maspeth  avenue,  north¬ 
east  corner  of  Varick  avenue  (Block  2838,  Lot  1) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  L.  Haaren  and  L.  J.  Hunziker 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


168-47-A 

• Lawrence  M.  Rothman,  Erasul  Corporation, 
oUdJe,L1  Application  for  consideration — reopening  and 
reconsideration  re  Appeal  from  a  decision  of  the 
owner. 

borough  superintendent  (previously  withdrawn). 
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PREMISES  AFFECTED— 103-409  East  108th  street,  north 
side,  95  ft.  east  of  1st  avenue  and  404-412  East  109th 
street  (Block  1702,  Lot  5),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lawrence  M.  Rothman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


143-47-A 

APPLICANT — Frank  Gaertner,  for  Starrett  and  Van  Vleck, 
for  Level  Realty  Co.,  owner  (Alexander’s  Depart¬ 
ment  Store,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 2501  Grand  Concourse,  north¬ 
west  corner  of  Fordham  road  (3rd  and  4th  floors)  ; 
(Block  3167,  Lot  1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  F'rank  Gaertner. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  3,  1947  at  2 
P.  M.  for  further  consideration. 


231-47-A 

APPLICANT— Ervin  Palmer,  for  Nathan  Leonard  and 
Milton  F'eist,  owners  (American  Radio  Institute, 
lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 47-49  West  63rd  street,  north 
side,  58  ft.  3  in.  east  of  Broadway  (3rd  floor)  ; 
(Block  1116,  Lot  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Ervin  Palmer. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  3,  1947  at  2  P.  M. 
for  inspection  by  Committee  of  Board. 


306-47-A 

APPLICANT — Benjamin  Saltzman,  Borough  Superintend¬ 
ent. 

OWNER  OF  PREMISES — Frank  J.  Borrello  (Patsy  Bor- 
rello,  lessee). 

SUBJECT — Revocation  of  Certificate  of  Occupancy  116358- 
47,  issued  on  Alt.  4330-46. 

PREMISES  AFFECTED — 630  Grand  avenue,  west  side, 
100  ft.  north  of  Prospect  place  (Block  1154,  part  of 
Lot  24),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Owner  :  Robert  Bobrick. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1947  at  2  P.  M. 
No  appearance  for  applicant;  to  be  notified. 


356-47-A 

APPLICANT — George  M.  Rusling,  for  Metropolitan  Life 
Insurance  Co.,  owner  (F.  W.  Woolworth  Co.,  les¬ 
see). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1410-1420  Metropolitan  avenue, 
east  side,  251.2  ft.  north  of  McGraw  avenue  (Build¬ 
ing  S-9,  Parkchester  Houses)  ;  (Block  3938,  Lot  1), 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Robert  J.  Cryan. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1947  at  2  P.  M. 
at  request  of  applicant’s  representative. 


396-47-A 

APPLICANT — Francis  W.  Roudebush,  for  Manhattanville 
Neighborhood  Center,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 514-516  West  126th  street,  west 
side,  161  ft.  10  in.  west  of  Amsterdam  avenue  (Block 
1982,  Lot  36),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Francis  W.  Roudebush. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF'  BOARD — I^aid  over  to  June  3,  1947  at  2  P.  M. 
for  inspection  by  Committee  of  Board. 


ZONING  APPLICATIONS 

347-28-BZ 


APPLICANT — Lama  and  Proskauer,  for  Samuel  Kofi 
owner.  ‘  1 

SUBJECT — Application  for  consideration — reopening  anc 
amendment  of  resolution — re  Application  (dedsior 
of  the  superintendent  of  buildings),  previouslj 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  tht 
•  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 1293-1311  McDonald  (Graves¬ 
end)  avenue,  northeast  corner  of  Bay  Parkwa} 
(Block  6524,  Lot  44),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Aclministration :  Samuel  L.  Becker,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU 

tion—  .  ; 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  L 
Negative:  . ^ 


THE  RESOLUTION  (347-28-BZ) 

Whereas,  this  application,  permitting  in  a  business  us( 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  1293-1311  McDonald  (Gravesend) 
avenue,  northeast  corner  of  Bay  parkway  (Block  6524  Lo 
44),  Borough  of  Brooklyn,  was  granted  by  the  Board  oi 
’March  26,  1929,  on  certain  conditions;  and  : 

Whereas,  the  resolution  was  amended  on  December  -3 
1930  and  July  12,  1932  ;  and 

Whereas,  the  applicant  requested  a  further  amendment  o 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  amend  the  resolution  adopted  on  March  26,  1929,  a: 
amended  through  July  12,  1932,  so  as  amended,  the  resolutioi 


shall  rCtid  * 

“Resolved,  that  the  Board  of  Standards  and  Appal: 
does  hereby  make  a  variation  in  the  application  of  thi 
use  district  regulations  of  the  zoning  resolution,  an; 
that  the  application  be  and  it  hereby  is  granted  on  conai 
tion  that  the  building  at  the  extreme  northerly  end  o 
the  property  with  a  frontage  of  not  less  than  20 
on  Gravesend  avenue  and  Bay  parkway  for  a  depth  o 
40  ft.  easterly  from  Gravesend  avenue  may  be  used  a 
a  motor  vehicle  repair  shop,  prohibiting  other  machiner; 
than  a  one-half  horsepower  electric  motor  and  prompn 
ing  open  forges  or  anvils ;  that  the  portion  of  the  bull 
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ft  ing  facing  on  Bay  parkway  may  be  used  for  grease  rack 
|,ser\  ice,  entrance  to  this  portion  to  be  by  open,  arched 
driveways  from  the  gasoline  i>ortion  of  premises;  that 
the  wa  1  ot  building  facing  Bay  parkway  shall  be  sub- 
stan tially  as  now  erected;  that  the  exterior  gable  walls 
ot  the  portion  of  building  facing  on  Gravesend  avenue 
and  the  northerly  wall  of  the  portion  facing  Bay  park¬ 
way  shall  be  unpierced  throughout  their  entire  height 
.and  length;  that  the  exterior  of  this  proposed  business 
bin  ding  facing  the  interior  of  the  plot  shall  be  finished 
light-colored  enamel  face  brick,  with  dark-colored 
face  brick  trim  forming  panels,  rails  and  stiles;  that  no 
gasoline  pump  shall  be  installed  within  10  ft  of  either 
street  trout  building  line ;  that  at  the  triangle  formed  by 
the  intersection  of  Gravesend  avenue  and  Bay  parkway 
!’cTe  .  <l,  be  installed  a  concrete  platform  not  less  than 
10  ft  in  length  from  the  apex  of  the  corner  so  formed* 
that  the  concrete  triangular  platform  shall  be  maintained 
unoccupied,  other  than  by  an  illuminating  lamp  stand¬ 
ard  or  other  decorative  feature;  that  there  shall  be  not 
more  than  tour  vehicular  entrances  in  the  concrete  curb 
on  each  street  front  of  the  premises,  not  more  than  12  ft 
wide,  and  not  more  than  four  curb  cuts  directly  in  front 
ot^the  vehicular  entrances  on  either  street  front  the  curb 
cuts  or  entrances  not  to  exceed  14  ft.  in  width  in  any 
case;  that  any  advertising  display  shall  be  restricted  to 
the  illuminated  glass  globes  of  the  gasoline  pumps;  that 
there  shall  be  no  portable  tanks  or  pumps  maintained 
or  operated  on  these  premises ;  that  any  crankcase  serv¬ 
ice  racks  or  pits  installed  shall  be  located  at  the  extreme 
northerly  end  of  the  building  at  the  Gravesend  avenue 
frontage;  any  such  grease  pits  or  racks  installed  shall 
be  enclosed  within  a  wall  of  the  same  finish  or  material 
as  the  material  of  the  business  building  erected  on  the 
plot,  with  open  archways  to  said  racks  or  pits 
Resolved  further,  that  the  portion  of  the  premises 
therein  permitted  to  be  used  for  motor  vehicle  repairing 
may  be  moved  to  the  space  as  indicated  on  revised  plans 
u  inli11  1  ,  aPPbcation  for  amendment,  dated  April 
10,  1947,  marked  “present  auto  laundry”  and  the  space 
formerly  permitted  for  light  repairs  now  marked  “new 
machine  shop  ’  on  such  plans  may  be  rented  to  an  oiier- 
ator  not  connected  with  the  operation  of  the  gasoline 
ser\  ice  station ;  that  the  curb  cuts  hereinbefore  per¬ 
mitted  may  be  increased  from  14  ft.  to  24  ft.  along  Bay 
parkway  as  indicated  on  such  plans,  on  condition  tha't 
in  all  other  respects,  the  resolution  as  amended  through 
December  23,  1930,  and  as  herein  amended,  shall  be 
complied  with,  including  the  maintenance  of  a  concrete 
platform  at  the  intersection  within  the  building  line  not 
less  than  10  ft.  in  length  from  such  intersection  along 
both  streets  and  not  less  than  12  in.  in  height ;  that  in 
all  other  respects,  the  requirements  of  the  resolution  of 
March  26,  1929,  as  amended  through  July  12,  1932  shall 
be  complied  with ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  six  months  from  the  date  of 
tins  amended  resolution  and  a  new  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


-33-BZ 

PLICA  NT — David  Robinson,  for  Wilbur  T.  Godwin 
new  owner. 

BJEC  T  Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  for  a  term  of  two  years,  permitting  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  motor  vehicle  repair  shop  and  a  gasoline  service 
station. 

EMISES  AFFECTED — 2030  Hylan  boulevard,  south¬ 
west  corner  of  Hamden  avenue  (Block  3688,  Lot  9) 
Grant  City,  Borough  of  Richmond. 


APPEARANCES— 

bor  Applicant :  David  Robinson 
For  Administration:  Samuel  L.‘  Becker,  Dep’t  of 
.  rTTri ..  Housing  and  Buildings. 

AC  1  ION  OF  BOARD— Application  reopened  and  term  of 
variance  extended 

FH  variance-RE0PEN  and  EXTEND  term  OF 

Affirmative :  Chairman  Murdock,  Commissioners 
Negative  ■  ^  K  emert  and  DePuty  Chief  Guinee  4 

THE  RESOLUTION  (120-33-BZ) 

Whereas,  this  application,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  f 
two.  >'ef  rs>  th<-  erection  and  maintenance  of  ’a  motor 
ve  licle  repair  shop  and  also  a  gasoline  service  station  affect¬ 
ing  premises  2030  Hylan  boulevard,  southwest  corner  of 
Hamden  avenue  (Block  3688,  Lot  9),  Grant  City,  Brough 
Richmond,  was  granted  by  the  Board  on  March  1  1938 
on  certain  conditions;  and  ’  ’ 

Whereas  the  term  of  variance  was  extended  from  time 

Board  on  JulyS3,Sm5-Xane5S'0n  '’avi"g  bee"  granled  by  the 

the^fmof’ reql'eS,Kl  a  fUr*her  of 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
heieby  amend  the  resolution  adopted  on  March  1  1938  as 
amended  through  July  3,  1945,  only  so  far  as  it  has  reference 
to  the  term  of  the  variance,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read: 

“Granted  under  section  7,  subdivisions  f  and  i,  for  a 

resol, °  *(22  yeft,  fron?  the  date  of  this  amended 
lesolution  and  that  other  than  as  herein  amended 

the  conditions  of  the  resolution  adopted  March  b,  1938" 
shall  be  complied  with;  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


1197-38-BZ 

APPLICANT— D.  W.  M.  Incorporated,  lessee,  for  Esther 
^  Rogow,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance— re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED-314-318  West  34th  street,  south 
side  225  ft  west  of  Eighth  avenue  (Block  757,  Lots 

APPEARANCES— 8  ’  B°rOUgh  of  Manhattan. 

For  Applicant:  David  Lewis. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

™  VARIANCE- E°PEN  AND  EXTEND  TERM  OF 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Nc^stivc  *  . . .  q 

THE  RESOLUTION  (1197-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution  permitting  in  a  retail  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles  for  a  term  of  two 
years  affectmg  premises  314-318  West  34th  street,  south 
!nde’.  225  ft-  west  of  Eighth  avenue  (Block  757,  Lots  46  to 
48,  inclusive)  Borough  of  Manhattan,  was  granted  bv  the 
Board  on  February  15,  1939,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  from  time 
to  time,  the  last  such  extension  having  been  granted  bv  the 
Board  on  March  20,  1945 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 
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Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  15,  1^, 
as  amended  through  March  20,  1945,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7 h  for  a  terrn  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  on  condition 
that  other  than  as  herein  amended,  the  conditions  of  the 
resolution  of  February  15,  1939,  as  amended  through 
March  20,  1945,  shall  be  complied  with ;  that  a  certificate 
of  occupancy  shall  be  obtained.” 


557-45-BZ 

APPLICANT— John  T.  Clancy,  for  Slattery  Contracting 


Company,  owner.  .  .  , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7c  of  the 
zoning  resolution,  permitting  in  residence  and 
business  use  districts,  the  extension  of  a  garage 
for  more  than  five  trucks  for  owner’s  use  and 

PREMISES' AFFECTED— 51-01  72nd  place  and  72-28  to 
72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  T.  Clancy.  t 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 


extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gmnee  4 
Negative:  .  ® 


THE  RESOLUTION  (557-45-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  and  business  use' 
district,  the  extension  of  a  garage  for  more  than  five  trucks 
for  owner’s  use  and  repair  shop,  affecting  premises  51-01 
72nd  Place  and  72-28  to  72-36  51st  road,  southeast  corner 
(Block  2465,  Lots  1  to  5),  Woodside,  Borough  of  Queens, 
was  granted  by  the  Board  on  April  30,  1946,  on  certain 

conditions ;  and  ,  . 

Whereas,  the  applicant  requested  an  extension  of  time 

to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  am-end  the  resolution  adopted  on  April  30,  1946, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended,  this  portion  of 

the  resolution  shall  read:  , 

“*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the^date  of  this 
amended, resolution  (Alt.  Applic.  898-45).” 


44-46-BZ 

APPLICANT— Milton  Lefenfeld,  for  Daumar  Realty  Co., 
Inc.,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zon¬ 
ing  resolution,  permitting  in  residence  and  business 
use,  D  area  districts,  the  extension  of  present 
buildings,  to  cover  more  than  area  permitted  at 
curb  level.  TT  , 

PREMISES  AFFECTED— 1609-1611  Avenue  U,  north 
side  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant :  Carl  Peskin.  ■'  '  j 

For  Administration:  Samuel  L.  Becker,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  tim. 

extended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  < 
Negative :  . 1 

THE  RESOLUTION  (44-46-BZ) 

Whereas,  this  application,  under  section  21  of  the  zonin; 
resolution,  permitting  in  a  residence  and  business  use,  1 
area  district,  the  extension  of  present  buildings,  to  cove 
more  than  the  area  permitted  at  curb  level,  affectin: 
premises  1609-1611  Avenue  U,  north  side,  96  ft.  and  112  f 
west  of  East  17th  street  (Block  7321,  Lots  45  and  46) 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  Apr 
2,  1946,  on  certain  conditions;  and  .  . 

Whereas,  the  applicant  requested  an  extension  of  tim 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe* 
hereby  amend  the  resolution  adopted  on  April  2,  19^6,  onl 
so  far  as  it  has  reference  to  obtaining  permits  ana  coir 
pletion  of  work,  so  that  as  amended,  this  portion  of  th 

resolution  shall  read  :  . 

“*  *  *  that  all  permits  shall  be  obtained  and  a 
work  completed  within  one  (1)  year  from  the  date  c 
tliis  amended  resolution.” 


307-46-BZ 

APPLICANT— General  Linen  Supply  &  Laundry  Co.,  Inc 


owner. 

SUB JECT— Application  for  consideration— reopening  an 
amendment  of  resolution— re  Application  (decisic 
of  the  borough  superintendent)  previously  grante 
on  condition  under  sections  7c  and  21  of  the  zonir 
resolution,  permitting  in  a  local  retail  use,  C  arc 
district,  the  alteration  and  extension  of  presei 
building,  for  the  storage  and  shipping  of  laundt 
and  linen  supplies,  using  more  than  the  arc 
required. 

PREMISES  AFFECTED— 857-867  Myrtle  avenue,  norfl 
side,  225  ft.  east  of  Marcy  avenue  (Block  174 
Lots  53-58,  inclusive,)  Borough  of  Brooklyn.  < 

APPEARANCES—  .  J  L  ,  ..  . 

For  Applicant:  Ben  Levine  and  Michael  Mario 
For  Administration :  Samuel  L.  Becker,  Dep’t  c 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resol 
tion  amended.  „ 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLI 

tion—  .  ,  ,  _  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Npp-ative :  . 


THE  RESOLUTION  (307-46-BZ) 

Whereas,  this  application  under  sections  7c  and  21  < 
the  zoning  resolution,  to  permit  in  a  local  retail  use,  C  are 
district,  the  alteration  and  extension  of  present  building  1' 
the  storage,  shipping  and  manufacturing  of  dry  goods, 
conjunction  with  existing  wet  wash  laundry,  using  mo; 
than  the  permitted  area;  premises,  857-867  Myrtle  avenr 
north  side,  225  ft.  east  of  Marcy  avenue  (Block  1747,  Lc 
53  and  58  inc.),  Borough  of  Brooklyn,  was  denied  by  ti 

Board  on  June  25,  1946;  and  .  , . 

Whereas,  the  applicant  requested  reopening  of  tins  app 
cation  and  rehearing  on  a  new  proposal,  based  on  a  ne 
decision  <3f  the  borough  superintendent;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  B oa 
on  November  26,  1946,  subject  to  the  usual  procedure;  a: 

Whereas,  this  application  was  granted  by  the  Board,  1 
January  28,  1947,  pn  certain  conditions,  under  section  /c 
the  zoning  resolution;  and 
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Whereas,  the  applicant  requested  an  amendment  of  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  28  1947 
by  adding  thereto:  ’  ’ 

,  ,  t.hat  there  may  be  not  over  three  openings 

between  this  proposed  building  and  the  existing  build¬ 
ing  under  the  same  ownership  and  control  adjoining 
on  the  west,  on  condition,  that  the  area  of  such  open¬ 
ings  shall  not  exceed  25%  of  the  length  of  the  wall 
'  k11*:  sllc  1  openings  shall  be  protected  as  required 

by  fire  doors,  all  as  passed  upon  by  the  borough  super¬ 
intendent  under  Alt.  Applic.  119-46,  Objection  3,  dated 
Apnl  14,  1947,  and  as  indicated  on  revised  plans  filed 
™  „thls  request  for  amendment  marked  “April  18 
1947,  on  condition  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws  rules 
and  regulations  applicable  thereto,  other  than  as  varied 
by  resolution  adopted  January  27,  1947,  as  amended 
today.  % 


348-46-BZ 

APPLICANT.  Lama  and  Proskauer,  for  Seniority  Realty 
t  Corp.,  owner. 

SUBJEC1  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section-  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  area 
manufacturing  in  excess  of  that  permitted 
PREMISES  AFFECTED — 255-261  18th  street,  north  side, 
150  ft  east  of  5th  avenue  (Block  873,  Lot  69) 
Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

('HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  .  Chairman  Murdock,  Commissioners 
-t>lum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

'HE  RESOLUTION  (348-46-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
esolution,  permitting  in  a  business  use  district,  the  area  of 

excess  o£  that  Permitted,  affecting  prem- 
tf  255-261  1 8th  street,  north  side,  150  ft.  east  of  5th  avenue 
p  j3,  69),  Borough  of  Brooklyn,  was  granted  by 

ivcl  -  on  November  6,  1946,  on  certain  conditions;  and 
v  iereas,  the  applicant  requested  an  extension  of  time  to 
Dtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does  ' 
sreoy  amend  the  resolution  adopted  on  November  6,  1946, 

-mnW-  far  fS  ,lt:  ,ias  ,reference  to  obtaining  permits  and 
^mpletion  of  the  work,  so  that  as  amended,  this  portion 
f  the  ^resolution  shall.  read : 

*  *  *  that  in  view  of  statement  by  applicant  that 
aj  work  required  has  been  practically  completed,  that 
all  permits  shall  be  obtained  and  all  work  completed 
;VI  mn  three  (3)  months  from  the  date  of  this  amended 
resolution. 


12-22-BZ 

PPLTCANT— Robert  Dreyfuss,  for  Julius  Littinsky, 
Israel  Brower,  Morton  Hoffman  and  Maxwell 

.  Kaufman,  owners. 

JBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution  to  permit  manufacturing 
on  second  floor  of  garage,  previously  granted  by 
tne  Board  (decision  of  the  borough  superintendent) 
permitting  in  a  business  use  district,  the  erection  of 

RFAfTcr^c  t£ian  ^ve  (5)  motor  vehicles. 

MISF.S  AFFEC  I  ED — 21 71  Amsterdam  avenue,  north¬ 
east  corner  of  West  167th  street  (Block  2112,  Lot 
a),  Borough  of  Manhattan. 


APPEARANCES- 

For  Applicant:  Jay  Donald  Dreyfuss. 

1' or  Administration:  Samuel  L.  Becker,  Dep’t  of 
,rTTn.T  and  Buildings. 

AL1IOX  OF  BOARD— Application  reopened,  subject  to 

_  usual  procedure. 

THE  VOTE  Tp  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative  -  ^  K  emert  and  DePuty  Chief  Guinee  4 


352-29-BZ 

APPLICANT— Reginald  S.  Hardy,  for  Samuel  Abrams 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
consideration  of  new  proposal— re  Application  (de¬ 
cision  of  the  borough  superintendent)  to  permit  in 
a  business  use,  C  area,  district,  the  erection  and 
maintenance  ot  a  public  garage  for  more  than  five 
motor  vehicles  exceeding  the  area  permitted  and 
mitting  rear  yard  required  (previously  granted 
PR FMT SE^°A »ara§e »  never  built). 

I  REMISES  AFFECTED-220-212  East  98th  street,  north- 
west  corner  °f  Kings  Highway  (Block  4633,  Lot 
\  ■nnr-  a  ,  ’Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

l-  Becker’ Dep,t  °f 

^uarPro?ed„Rr?_APPliCati°n  re0I>ened'  Subi'ct  to 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative^  ^  K  emert  and  DePuty  Chief  Guinee  4 


58-30-BZ 

APPLICANT— Charles  M.  Spindler,  for  Arthur  Salvati 
Q  J°hn  bolazzo,  owners. 

SI  EJECT— -Application  for  consideration— reopening  and 
consideration  of  new  proposal— Application  V deci¬ 
sion  of  the  borough  superintendent)  to  permit  in  a 
business  use  C  area,  district,  the  inclusion  of  a 
motor  vehicle  repair  shop  in  an  existing  gasoline 
station,  parking  and  storage  for  more  than  five  cars 
auto  washing  lubrication,  office  and  sales  (previ- 
DDrinrrSiy  granted  by  the  Board). 

PREMISES  AFFECTED  W-13  to  73-21  Cooper  avenue; 

r-V  j  l.  o‘3S  73 rd  P,ace  (Block  3691,  Lot  19) 
APPEARANCES-r0"Eh  °f  QueenS' 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Samuel  L.  Becker,  Den’t  of 
a  ottaxt  Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure.  *  J 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative*  ““  K  emert  and  DePuty  Chief  Guinee  4 


1231-40-BZ 

APPLICANT— Henry  Nordheim,  for  Angelina  de  Roma 
owner.  ’ 

SUBJECT— Application  for  consideration — reopening  and 
consideration  of  new  proposal— re  Application  (de¬ 
cision  of  the  borough  superintendent)  to  permit 
under  sections  7f  and  21  of  the  zoning  resolution, 
in  a  business  use,  C  area,  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (previ- 
J?usly  granted  on  condition  for  lots  59  and  621 
REMISES  AFFECTED— 4642  White  Plains  road,  east 

^nR7  f  fem  -  ^OUth  ?f  rEast  241  st  street,  Block- 
5087,  Lot  59),  Borough  of  The  Bronx. 
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APPEARANCES—  . 

For  Applicant:  Henry  Nordheim.  , 

For  Administration :  Samuel  L.  Becker,  JJep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . . .  ^ 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

546-45-SA 

APPLICANT— Crotty  Manufacturing  Corn.,  owner. 
SUBJECT— Crotty  Double  Jacket  Fuel  Oil  Heater, 
approval  of. 

APPEARANCES— 

For  Applicant:  Michael  Crotty. 

ACTION  OF  BOARD— Application  withdrawn. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


562-45-SA 

APPLICANT— Crotty  Manufacturing  Corp.,  owner. 
SUBJECT— Crotty  Improved  “U”  Tube  Fuel  Oil  Heater, 
approval  of. 

APPEARANCES— 

For  Applicant:  Michael  Crotty. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 


Adjourned:  4:00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk t 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standard?1 
and  Appeals  held  on  April  22,  1947,  as  they  appeared  in 
Bulletin  No.  17,  No.  32,  are  hereby  corrected  to  read  a? 
follows : 

68-46-A 

APPLICANT — E.  L.  Bruce  Co.,  owner. 

SUBJECT— Application  for  consideration— reopening  ane 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  fire  commissioner  re  Packaging  of 
combustible  mixture  known  as  “Bruce  Floor  (  leanei 
and  Bruce  Floor  Wax”  in  one-gallon  glass  con 
tainers  (capacity  of  same  not  in  conformity  witl 
Administrative  Code  requirements). 
APPEARANCES— 

For  Applicant :  George  H.  Wahl. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of  vari 
ance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OT 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  - 
Negative:  . . . ( 

THE  RESOLUTION  (68-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com 
missioner,  re  Packaging  of  combustible  mixture  known  a 
“Bruce  Floor  Cleaner  and  Bruce  Floor  Wax”  in  one-galloi 
glass  containers  (capacity  of  glass  containers  not  in  con 
formity  with  Adm.  Code  requirements),  was  granted  Iv 
the  Board  on  February  19,  1946,  on  certain  conditions;  am 
Whereas,  the  applicant  requested  reopening  of  this  api>ea 
and  an  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
hereby  amend  the  resolution  adopted  February  19,  1946,  onl; 
so  far  as  it  has-  reference  to  the  term  of  the  variance,  s 
that  as  amended  this  portion  of  the  resolution  shall  read 
“*  *  *  that  this  variance  shall  be  for  a  term  no 
exceeding  three  (3)  months  from  the  date  of  ilu 
amended  resolution.” 

*  Correction — The  words  “exceeding  three  (3)  month 
.  from  the  date  of  this”  inserted  in  the  next  to  the  last  lin 
of  the  resolution. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARAT1 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration^  demolition  or  remova 
of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW,  the  I  LUMb 
1NG  CODE  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING  COD L  01 
THE  CITY’OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  Ioca 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies  tttxtt/^toai 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2U3,  MUNICIL  A 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($o.lb  D 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $1.60). 

Checks  for  $3  or  more  must  be  certified. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1947  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  c 
the  City  Record,  Room  2213,  Municipal  Building,  Mai 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  b' 
cents  per  copy  must  be  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribute 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  8b  cem 
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,Zl1014"46'BZ’  36-47-BZ,  274-47-BZ,  277-47-BZ,  330- 
•-BZ,  864-46-BZ,  694-28-BZ,  302-29-BZ,  515-29-BZ 
4-46-BZ,  40-47-BZ,  215-47-A,  256-47-A,  262-47-A,  318- 
-A,  278-47-A,  952-46-SM,  71-47-SM,  72-47-SM  73-47- 
W,  147-47-SA  and  160-47-SA. 

UtiL°f  Regular  Meeting,  Tuesday  Afternoon,  May 
,1947,  Affecting  Calendar  Numbers  248-47-A  259- 
-A  302-47-A,  305-47-A,  306-47-A,  335-47-A,  351-47-A 
7-47-A,  401-47-A,  302-46-A,  152-47-A,  202-47-A,  237- 
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■MJ-A  327-27-BZ,  55-32-BZ,  1022-40-BZ,  50-45-BZ,’ 
;^Z,  65-46-BZ,  91-46-BZ,  327-3 1-SA,  12-37-SA 
1  u  270-38-SA. 

ection  Affecting  Calendar  Number  418-46-BZ. 
burner  Rules. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


JOT  * 

HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  May  13,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

419- 47-SM — John  H.  West  and  Co.,  275  Gallon  Fuel  Oil 
Storage  Tank,  manufactured  by  John  H.  West,  Material. 

420- 47-BZ — H.B.Bx. — 1486  Crotona  place  and  544  East 
171st  street,  southeast  corner  (Block  2927,  Lot  46),  Bor¬ 
ough  of  The  Bronx,  Alt.  307-47. 

421- 47-A — H.B.Bx. — 1486  Crotona  place  and  544  East 
171st  street,  southeast  corner  (Block  2927,  Lot  46),  Bor¬ 
ough  of  The  Bronx,  Alt.  307-47. 

422- 47-SA — Liquiflow  CO2  Receiver,  Appliance. 

423- 47-BZ — H.B.B. — 67  Rochester  avenue,  east  side,  66 
ft.  8  in.  north  of  Pacific  street  (Block  1338,  Lot  5),  Bor¬ 
ough  of  Brooklyn,  Alt.  5165-46. 

424- 47-A — H.B.B. — 67  Rochester  avenue,  east  side,  66  ft. 
8  in.  north  of  Pacific  street  (Block  1338,  Lot  5),  Borough 
of  Brooklyn,  Alt.  5165-46. 

425- 47-BZ— H.B.Bx.— 2770  Bruckner  boulevard,  south¬ 
west  corner  of  Swinton  avenue  (Block  5535,  Lot  10),  Bor¬ 
ough  of  The  Bronx,  Alt.  324-47. 

426- 47-SA— Uni-Heat,  Atlantic  or  Fairchester  Oil 
Burner,  Models  C-20,  C-45,  C-75  and  C-100,  Appliance. 

427- 47-A — H.B.M. — 11-17  Second  avenue  and  23  East  1st 
street,  southwest  corner  (2nd  and  3rd  floors)  ;  (Block  456, 
Lot  27),  Borough  of  Manhattan,  Alt.  158-46. 

428- 47-SM — Scanlon- Morris  A458,  Pedestal  Type,  Bed- 
pan  and  Urinal  Washer  and  Sterilizer,  manufactured  by 
Scanlon-Morris  Division  of  The  Ohio  C  hemical  and  Manu¬ 
facturing  Co.,  Material. 

429- 47-SA — Scanlon-Morris  A420  Pressure  Autoclave, 
Scanlon-Morris  A410  Pressure  WGter  Sterilizer  and  Scan¬ 
lon-Morris  A-434  to  A-438  inclusive,  non-pressure  Instru¬ 
ment  Sterilizer,  manufactured  by  Scanlon-Morris  Division 
of  The  Ohio  Chemical  and  Manufacturing  Co.,  Appliance. 


430- 47-A — H.B.Bx. — 3752  Third  avenue,  east  side,  127  ft. 
north  of  St.  Paul’s  place  (2nd  floor)  ;  (Block  2927,  Lot  6), 
Borough  of  The  Bronx,  Amendment  to  Alt.  1166-46. 

431- 47-BZ — H.B.B. — 56  Grafton  street,  west  side,  340  ft. 
5  in.  north  of  Sutter  avenue  (Block  3512,  Lot  73),  Bor¬ 
ough  of  Brooklyn,  N.B.  2610-46. 


432-47-A — F.D. — 2019-2035  Broadway,  west  side,  from 
W'est  69th  to  West  70th  streets,  201-209  Amsterdam  avenue 
and  169  West  70th  street  (Block  1141,  Lot  1),  Borough  of 
Manhattan,  Decision  re  40969-LF. 


433-47-A — H.B.Q. — 36-02  to  36-08A  Boardwalk  and  105- 
115  Beach  36th  street,  northwest  cornpr  (1st  floor)  ;  (Block 


308,  part  of  Lot  1),  Edgemere,  Borough  of  Queens,  A1 
849-46. 

d 

434- 47-SM — Premier  Aluminum  Sash  and  Frame  Wii: 
dows,  manufactured  by  Premier  Metal  Products  Corf 
Material. 

435- 47-SA — Cooper  Ileatmaster  Oil  Burner,  Applianc 

■ - -  _  I 

436- 47-A — F.D. — 1493-1495  Bergen  street,  north  side,  28 

ft.  west  of  Schenectady  avenue  (Block  1347,  part  of  L(, 
71),  Borough  of  Brooklyn,  7361-LC. 

437- 47-A — H.B.B. — 132-142  Spencer  street  and  698-7C 
Myrtle  avenue,  southwest  corner  (Block  1750,  part  of  Li 
24),  Borough  of  Brooklyn,  Alt.  1037-47. 

438- 47-A — H.B.B. — 144-146  Spencer  street,  west  side,  11 
ft.  10  in.  south  of  Myrtle  avenue  (Block  1750,  part  of  L<, 
24),  Borough  of  Brooklyn,  Alt.  1038-47. 

439- 47-SM — Cemenstone  precast  concrete  (method  •. 
construction),  manufactured  by  Cemenstone  Corp.,  Materia 

440- 47-BZ — H.B.M. — 2284-2296  First  avenue,  east  sid, 
76  ft.  2 Vi  in.  north  of  East  117th  street  (Block  1711,  Lo 
4  and  49),  Borough  of  Manhattan,  Amendment  to  N.( 
19-47. 

441- 47-SM — Armstrong’s  Veos  Wall  Tile  (vitreo 
enamel  on  steel),  manufactured  by  Armstrong  Cork  C<j 
Inc.,  Material. 

442- 47-SM— Armstrong’s  Cork  Covering  (insulation  f 
refrigerating  pipes) ,'  manufactured  by  Armstrong  Cork  C< 
Inc.,  Material. 

443- 47-SM — Armstrong’s  Corkboard  and  Armstrong 
Corkboard  Lagging,  manufactured  by  Armstrong  Cork  Ct. 
Inc.,  Material. 

-  .  .  1 

444.47. SM — Novoid  Corkboard  (insulation  board  ai 

tank  lagging),  manufactured  by  Cork  Import  Cori; 

Material. 

445- 47-SM— Novoid  Cork  Pipe  Covering,  manufacture 
by  Cork  Import  Corp.,  Material. 

446- 47-SM — Corinco  Cork  Pipe  Covering  and  Fittu 
Jackets,  manufactured  by  Cork  Insulation  Co.,  Inc.,  Materi; 

447- 47-SM — Corinco  Cork  Insulation  Board  and  La 
manufactured  by  Cork  Insulation  Co.,  Inc.,  Material. 

448- 47-SM — Mundet  Cork  Pipe  Covering,  manufacture 
by  Mundet  Cork  Corp.,  Material. 

449- 47-SM — Mundet  Corkboard  and  Cork  Lagging  f 
Insulation,  manufactured  by  Mundet  Cork  Corp.,  Materi; 

450- 47-SM — United’s  Cork  Insulation  Board  and  La 
manufactured  by  United  Cork  Companies,  Material. 
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451-47-BZ  H.B.B. — 944-946  40th  street  (942-944  dis¬ 
played),  south  side,  46  ft.  1  in.  west  of  New  Utrecht  ave- 

"u.en  f BIock  5586>  Lot  25),  Borough  of  Brooklyn,  Alt. 

1350-47. 


v'lent  G1°W  011  Burner»  Models  1300  and 
l3(JO-b,  Appliance. 


152- 47-SM  Joseph  Famiglietti  Hollow  Concrete  Block, 
nanufactured  by  Joseph  Famiglietti,  Material. 

153- 47-BZ  H.B.B.— 2025-2039  Atlantic  avenue,  214-228 
dopkinson  avenue,  northwest  corner  and  23-31  Radde  place 
Block  1564,  Lots  1  and  31),  Borough  of  Brooklyn,  N.  B 

93-47 . 


54-47-A—H.B.Q.— 111-09  Beach  Channel  drive,  south 
ide,  from  Freeway  to  Beach  108th  street  (Block  598,  Lots 

£2959  47 400)1  R°CkaWay  Beach’  Borough  of  Queens, 


5613-5615  8th  avenue,  south  side, 
)  ft.  2J4  in.  east  of  57th  street  (Block  5686,  Lots  4  and 
),  Borough  of  Brooklyn,  Alt.  287-288-47. 

>6-47-A  H.B.B. — 4510  Surf  avenue,  southwest  corner 
Beach  45th  street  (1st  floor);  (Block  7038,  Lot  86) 
orough  of  Brooklyn,  Alt.  1004-47. 

7.47.BZ-H.B.B._3012-3°14  West  8th  street,  west 
le ,  86  ft.  south  of  Surf  avenue  (Block  7287,  part  of  Lot 
,  Borough  of  Brooklyn,  Alt.  1210-47. 

8-47-BZ— H.B.Q.— 141-24  Jewel  avenue,  south  side,  100 
west  of  Main  street  (Block  6616,  Lot  34),  Kew  Gardens, 
rough  of  Queens,  M- 1305-47. 


M7-SM— Scott  Water  Pump,  manufactured  by  Scott 
mP  Co.,  Material. 


jM7-A  H.B.Q.  195-02  Linden  boulevard,  southeast 
ner  of  195th  street  (Block  12613,  Lots  1  and  3),  St. 

>ans,  Borough  of  Queens,  Decision  re  Revocation  of 
•mits  re  N.  B.  583-47. 


-47-BZ  H.B.B.— 1714-1726  West  6th  street  and  305 
gs  Highway,  northwest  corner  (Block  6650,  Lot  11) 
ough  of  Brooklyn,  N.  B.  377-47. 

-47-A-F.D.-224-232  West  50th  street,  south  side, 
t.  east  of  8th  avenue  (Block  1021,  Lot  52),  Borough  of 

ihattan,  41588-LF. 


327-31-SA— Caloroil  Burner,  Models  1300  and  1300-S 
Appliance. 


7-BZ  H.B.B.— 462-498  Park  place,  south  side,  350 
jjst  of  Classon  avenue  (Block  1167,  Lots  18,  23,  24,  25, 
S'  and  31),  Borough  of  Brooklyn,  Alt.  445-47. 

Restored  to  Docket. 

♦6- A  H.B.B.  205-207  State  street,  north  side,  170 
/8  in.  west  of  Boerum  place  (3rd  floor)  ;  (Block  271 
U,  borough  of  Brooklyn,  Alt.  970-46. 

18-SA— Bidoro  Vacuum  Breaker  (Backflow  pre- 

r).  Appliance. 


jKf  KEKSEi  Ktsr 

l»nm,Tof  tSoJSr*!  ‘  Boil  H  Bnh 

O  Housing  and  Buildings,  ffimonJ-  H B  B^n™Parf|nenJ 
Ilousmg  and  Buildings,  Bronx;  H.D.— Health  ‘  Deparmient-FD  °f 
Fire  Department,  and  M.  nnd  A.-Dept.  of  Marine  and aHL 


RULES 

Blended  Cements,  Rules  for  Testing  ^ 

::££  ,|;  g. jjj  « 

Certificate  of  Occupancy,  approved  ’  ' 

ConcretT  F.ai  Slabs*. *  Rato.' ! ! !  .* !  .* ! !  ?uly  IS}?- vS*  22*  N°n 

Concrete  Masonry  Units.  Rules  for  ’  V°l  22’  No'  28 

Manufacture,  Testing  and  Use 

j: iiEH S « 

Erection,  Alteration,  Repair,  Ex-’  '  ’  936  Vo1- 21>  No.  9 

cavation  for  and  Demolition  of 

Exit  Rules’^RevoIving " Doors)  .*  .*  .*  .*  .*  .*  jfc  ?f'  gglJJ  If  Z  |2A 
Exterior  Veneering  Materials,  Rules  u>.  HW— Vol.  22.  No.  24 

Factory  Erii *  TtoV;.'  | .* 1 .* .* ! .* ; ; ; .* ; ;  :fS'-  ;4°-  Jo’4.6-™-  J '.  "«•  37 

H S  "ITT ::::::  -£g  J  f  ?, 

Fire  resistive,  Flameproof  Materials,  *  '  *  ^°*  ^ 

Firc"feo?dt?  2S-  ”46-V»1'  «.  N“-  * 

Fireproof '  Wood,*  'Testing'  of !  .*  2  ! .”  !  Apr*.  n  wYDwJi  22  No  H 

Frame  Garages,  Ruling  for . Jan  21  1919  Vnl  a  w°'  ** 

Fusion  Welding  and  Gas  Cutting  3  ^1,  1919-VoI.  4.  No.  3 

Gas  Shm-Off  Bui;;: ; ;;;; ; ; ^rr-  237 •  Hit Z  \l 

Hatchway  Protection  .  j„ne  e’  iq5q v«!'  i ?’  £t0, 

iys"«.,aiin,S,  Fibre  Board  R,,les . Dec  31  1946  Vol' s?’ Wo 

Methyl  Chloride  Rules  for  Class  B  ’  °L  31*  Na  53 

Oil  Burner  'SS?""!”*.  »•  »47_Vot.  32,  No,  , 

Opening  Protective  Assemblies,  ’  47  Vol.  32,  No.  20 

'SFtSSg  Spray-  **  «•  « 

:E;  §  » 1  &  g 

Plumbing  Rules  (Submerged  Tniets;  g‘  ’  1937  Vo  ‘  22<  No.  31 

Protective  Methods  to  Prevent 

Proce^urrRulero0/.  ®”PP,y)*fc  25/  \\ 

Refrigerating  Systems,  Extract  A.C. . Apr.’  s'  i947_Vol*  32  No  Id 
Sprdn icier  ™'*  f°r' ' '  ^  2|  947-Vo!:  If,  Z  It 

Standpipe'  FireHne*  RulZ  .*  .* ! .' .' !  .* !  ]  ]  {“e  8*  937Zv°l'  If  m°' 

Tank  * Tru c ks  ^ ‘ T^ue  1  ° O^l  ^tecporting-  *  *  T'r'ne  Z'  1 Vo h  1 7,  No.'  23 

a SS  s 

Rule  505  of  Industrial  Code).. Sept.  3,  1946— Vol .'31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
NoPI15eAient  t0  tHe  Bul,etln  of  ApriI  10*  1945,  Vol.  30, 


MAY  20,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearimr 
Ton  M  m.0.rm!1^  2°:  1947.  at  10  o’clock  in  Room 

te°rs3’  Ml'niCipal  Buildln8,  Manhattan,  on  the  following  mat- 

and"477;Br5_7bAppHca ti0n’  FcPrUary  28'  1947-  ”nder  sections  7b 
and  /c  of  the  zoning  resolution,  of  Charles  M  Snindler 

applicant,  on  behalf  of  Walter  Vanderveer,  owner  (Anthony 
Stesney  and  Edward  ICorth,  lessees),  to  permit  in  a  residence 
and  retail  use  district,  the  extension  of  existing  gasoline 
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service  station,  to  house  a  lubritorium  and  car  washing 
bay;  premises  92-01  to  92-09  Metropolitan  avenue  and 
69-61  to  69-69  Alderton  street,  northeast  corner  (Block 
3179  Lot  75),  Forest  Hills,  Borough  of  Queens. 


233-47-BZ— -Application,  March  11,  1947,  under  section  7f 
of  the  zoning  resolution,  of  Comprehensive  Omnibus  Corp., 
applicant  and  lessee,  on  behalf  of  1  he  City  of  New  York, 
owner,  to  permit  in  a  retail  and  business  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a 
non-storage  garage  for  more  than  five  (5)  motor  vehicles; 
premises  225-227  Delancey  street,  south  side,  from  Willett 
street  to  Pitt  street  (Block  337,  Lot  13),  Borough  of 
Manhattan. 


700-46-BZ— Application,  September  24,  1946,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Max  Stark,  owner  (Joan  Chin, 
lessee),  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  laundry,  re¬ 
pairs,  lubritorium  and  office  for  a  term  of  years ;  premises 
2489-2499  Coney  Island  avenue  and  1102-1108  Avenue  V, 
southeast  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn. 


871-46-BZ — Application,  October  2,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Wilham  Gold  and 
John  J.  McNamara,  applicants,  on  behalt  of  B.K.K.  Hold- 
ing  Corp.,  owner,  to  permit  in  a  residence  and  business  use, 
C  and  D  area  district,  the  erection  of  a  building  to  be  used 
as  a  motion  picture  theatre  and  stores,  using  more  than  the 
area  permitted;  premises  97-05  Queens  boulevard  97-01  to 
97-07  64th  road,  northwest  corner  and  97-22  to  9/-2b  64th 
avenue  (Block  2091,  Lots  1,  4,  16  and  18),  Woodside,  Bor¬ 
ough  of  Queens. 


400-20-BZ— Application  of  Abraham  Farber,  applicant,  on 
behalf  of  Flatbush  Pontiac  Inc.,  owner,  reopened  June  18, 
1946,  under  section  7i  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  extension  of  use  in  existing  public 
garage  for  more  than  five  (5)  cars  (previously  granted  by 
the  Board)  to  include  automobile  service  and  motor  vehicle 
repair  shop ;  premises  656-670  Parkside  avenue  south  side, 
215  ft.  in.  west  of  Nostrand  avenue  (Block  5057,  Lot 
29),  Borough  of  Brooklyn. 


390-27-BZ— Application  of  Reginald  S.  Hardy,  applicant,  on 
behalf  of  Benjamin  Siegel,  owner,  reopened  April  15,  1947, 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  and  auto  laundry  (pre¬ 
viously  granted  by  the  Board)  ;  premises  73-38  to  73-42 
Cooper  avenue,  south  side,  22.29  ft.  west  of  74th  street 
(Block  3811,  Lot  58  and  part  of  Lot  50),  Glendale,  Bor¬ 
ough  of  Queens. 


223-46-BZ— Application,  March  29,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Raymond  Irrera,  applicant,  on  be¬ 
half  of  Fred  C.  and  Augusta  Dick,  owners  (Steinway  Lum¬ 
ber  Co.,  lessee),  to  permit  in  a  business  use  district,  the  use 
of  power  driven  saws;  premises  40-16  31st  avenue,  south- 
side,  25  ft.  west  of  41st  street  (Block  678,  Lot  44),  Long 
Island  City,  Borough  of  Queens. 


7 11-46-BZ— -Application,  September  23,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Cornelius  G.  DeLoca, 
applicant,  on  behalf  of  140  Riverside  Drive,  Inc.,  owner,  to 
permit  in  a  residence  use  district,  a  business  use  (sale  of 
stationery,  candy,  cigars,  newspapers  and  magazines),  for  a 
term  of  years;  premises  140-147  Riverside  drive,  east  side, 
from  West  86th  to  West  87th  streets,  351-359  West  86th 
street  and  348-352  West  87th  street  (Block  1248,  Lot  1), 
Borough  of  Manhattan. 


877-46-BZ— Application,  November  15,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Milton  B.  Weissman, 
applicant,  on  behalf  of  Leon  D.  DeMatteis,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry,  testing  office  and  boiler  room;  premises  2259-2287 


■  - 

Flatbush  avenue,  4801-4805  Fillmore  avenue,  northeast  co; 
ner  and  1874-1892  East  49th  street  (Block  8488,  Lot  1),  Bo 
ough  of  Brooklyn. 

1052-46-BZ— Application,  December  23,  1946,  under  sectic 
7f  of  the  zoning  resolution,  of  Joseph  Buonocore,  applican 
on  behalf  of  Salvatore  Buonocore,  owner,  to  permit  in 
business  and  residence  use  district,  the  erection  and  mair 
tenance  of  a  gasoline  service  station,  lubritorium,  and  aut 
laundry  for  a  term  of  ten  (10)  years;  premises  2856  Riel 
mond  Terrace,  south  side,  26  ft.  west  of  Van  Pelt  aveni 
(Block  1211,  part  of  Lot  99),  Mariners  Harbor,  Borough  c 
Richmond. 

32-47-BZ— Application,  January  13,  1947,  under  section  7e  < 
the  zoning  resolution,  of  Randolph  M.  Smith,  applicant,  c 
behalf  of  Thomas  O’Rourke  Gallagher,  owner,  to  permit  i 
a  business  use  district,  the  erection  of  a  roof  sign;  premisi 
205-32  99th  avenue,  south  side,  60  ft.  west  of  Francis  Lew 
boulevard  (Block  10853,  Lot  25),  Hollis,  Borough  < 
Queens. 

33.47.A— 205-32  99th  avenue,  south  side,  60  ft.  west  t 
Francis  Lewis  boulevard  (Block  10853,  Lot  25),  Hollis,  Bo 
ough  of  Queens. 

193-47-BZ— Application,  February  28,  1947,  under  section 
of  the  zoning  resolution,  of  Siegel  and  Green,  applicants,  < 
behalf  of  Cedar  Operating  Co.,  Inc.,  owner,  to  permit  in 
residence  and  business  use,  C  area  district,  the  erection  < 
a  building  to  be  used  as  a  multiple  dwelling  with  stores  < 
first  floor,  using  more  than  the  area  permitted;  premis 
626-638  Pelham  parkway,  south,  and  2190  Bolton  stre 
southeast  corner  (Block  4317,  Lot  100),  Borough  of  1 
Bronx. 

252- 47-BZ— Application,  March  19,  1947,  under  section  7b  : 
the  zoning  resolution,  of  Max  Wechsler,  applicant,  on  beh; 
of  23rd  Street  Associates,  Inc.,  owner,  to  permit  in  a  re' 
dence  and  retail  use  district,  the  change  in  occupancy  fro 
hotel,  stores  and  auditorium  to  hotel,  stores  and  theati: 
premises  208-214  West  23rd  street,  south  side,  100  ft.  westi 
7th  avenue  (Block  772,  Lot  56),  Borough  of  Manhattan, 

253- 47-A — 208-214  West  23rd  street,  south  side,  100  ft.  w! 
of  7th  avenue  (1st  floor)  ;  (Block  772,  Lot  56),  Boroui 
of  Manhattan. 


293-47-BZ— Application,  April  2.  1947,  under  section  7e  i 
the  zoning  resolution,  of  Charles  M.  Spindler,  applicant,  1 
behalf  of  Lakedon  Realty  Corp.,  owner  (John  Sherm, 
lessee),  to  permit  in  a  business  use  district,  the  outdoor  d 
play  and  sale  of  more  than  five  (5)  motor  vehicles,  foil 
term  of  five  (5)  years;  premises  766-768  10th  avenue  a 
463  West  52nd  street,  northeast  comer  (Block  1062,  Lot:l 

*  ^  a  /•■»«•  «  1 


and  2),  Borough  of  Manhattan. 


299-47-BZ— Application,  April  1,  1947,  under  sections  7c, 

7 A  and  21  of  the  zoning  resolution,  of  New  York  L: 
Insurance  Co.,  applicant  and  owner,  to  permit  in  a  residen 
business  and  an  unrestricted  use,  D  area  district,  as  to 
extension  of  business  use  (stores)  into  a  residence  distr 
location  of  boiler  house  in  residence  district  and  the  lo 
tion  of  a  gasoline  service  station  in  business  district;  pre' 
ises  Blocks  bounded  by  73rd  avenue,  185th  street,  Hor/ 
Harding  boulevard  and  Peck  avenue  (Fresh  Mead* 
Houses);  (Blocks  5712-5716,  7075-7077,  7080-7082  7(b 
7094,  7098-7105,  7114-7122,  5723  and  7138-7146),  Flushr 


a!  (liiAPnC 


300-47-A— Blocks  .  bounded  by  73rd  avenue,  185th  str< 
Horace  Harding  boulevard  and  Peck  avenue  (Blocks 1  57. 
5716,  7075-7077,  7080-7082,  7092-7094,  7098-7105,  7114-71- 
5723  and  7138-7146,  Lots  ),  Flushing,  Borough 

Queens  (Under  sections  35  and  36,  General  City  Law  re 
of  mapped  streets  and  buildings  not  facing  on  legal  stree 
Fresh  Meadow  Houses). 


256-47-A — 456  Kent  avenue  rear,  west  side,  560  ft.  so 
of  South  8th  street  (1st  floor)  ;  (Block  2143,  Lot  1)  ;  (0  ( 
C  and  F.),  Borough  of  Brooklyn. 
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2 15-47- A  384 -386  Fulton  street  and  1-15  Smith  street,  south- 

u  :Ve<  Pld,  ,and  3rd  floors);  (Block  155,  Lot  10), 
Borough  of  Brooklyn. 


318-47-A— 386  Fulton  street  and  1-15  Smith  street,  southeast 
corner  (Block  155,  Lot  10).  Borough  of  Brooklyn. 

J2S-47-SM— \\  oi  ld  .>'4  Hour,  1  Hour  and  \l/2  Hour  Panel 
.Type  Kalamein  and  Hollow  Metal  Doors. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  20,  1947,  2  P.  M. 

NO  1  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 

■nnSiiL“f  ™,T-J?ay  3  }947-  at  2  °’dock  Room 
013,  Municipal  Building,  Manhattan,  on  the  following  mat- 

17-47-A  124-01  to  124-05  Rockaway  Beach  boulevard 
du t Invest  corner  of  Beach  124th  street  (Block  764  Lot  6)’ 
.ockaway  Beach,  Borough  of  Queens. 

65-45-A  287-473  Maspeth  avenue,  northeast  corner  of 
anck  avenue  (Block  2838,  Lot  1),  Borough  of  Brooklyn 
reopened  May  6,  1947). 

91-47-A — 691  Columbus  avenue,  east  side,  76  ft  1  in 
orth  oi  VVest  93rd  street  (Block  1207,  Lot  60*4  (160) ’ 
orough  of  Manhattan.  '* 

Central  Park  West,  northwest  corner  of 
est  82nd  street  (Block  1196,  Lots  27,  29,  30,  31,  32  and  33), 
arough  of  Manhattan. 

.4-47-A— 205  East  43rd  street,  north  side,  105  ft.  east 
,  3rd  avenue  (Block  1317,  Lot  5),  Borough  of  Manhattan. 

5;,47-A^40(i9C4?19  3rd  avenue,  west  side,  100.58  ft 
uth  of  East  174th  street  (2nd  floor)  ;  (Block  2921,  Lot  33), 
,>rough  of  The  Bronx. 

7-47-A  1020-1026  East  48th  street,  northwest  corner 
Horwood  place  and  1487-1509  Schenectady  avenue  (1st 
or),  (Block  4786,  Lot  22),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  27,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
■  esday  morning,  May  27,  1947,  at  10  o’clock  in  Room 
4,  Municipal  Building,  Manhattan,  on  the  following  mat- 

■ Application,  September  17,  1946,  under  sections 
and  /i  of  the  zoning  resolution,  of  Lama  and  Proskauer 
•  icants,  on  behalf  of  Owen  Dever,  owner,  to  permit  in  a 
'  dence  and  business  use  district,  the  erection  and  mainte- 
ce  ot  a  gasoline  service  station,  including  a  building  to  be 
.  ,as  a  uibritorium,  auto  laundry,  office,  sales  and  motor 
>cle  repair  shop;  premises  210-01  to  210-13  Horace  Hard- 
boulevard  and  58-43  to  58-59  210th  street,  northeast  cor- 
!  (Block  /461,  part  of  Lot  94),  Flushing,  Borough  of 
:  “ens. 

-46-BZ— Application,  October  28,  1946,  under  section  7f 
he  zoning  resolution  of  Albert  W.  Lewis,  applicant,  on 
Ut  of  Bradbury  Building  Corp.,  owner  (Gulf  Oil  Corp., 
to  permit  in  a  residence  and  unrestricted  use  district’ 
rebuilding  of  a  gasoline  service  station  and  the  parking 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
'•HO  hast  73rd  street,  southwest  comer  of  East  River 
;e  (Block  1484,  Lot  26),  Borough  of  Manhattan. 

46-BZ— Application,  November  26,  1946,  under  sections 
4  and  /f  of  the  zoning  resolution,  of  William  T.  Burke 
leant,  on  behalf  of  Ben  Fabrizi,  owner,  to  permit  in  a 
less  use  district,  the  reconstruction  and  extension  of  an 
>ng  gasoline  service  station,  lubritorium,  auto  laundry 
i  and  sale  of  accessories,  and  the  parking  and  storage  of 
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"odTavcnn/Tn  m  \  ^hicles premises  40-08  to  40-20 
and  40 n? tn  3°'°3  Ne™town  road,  southeast  corner, 

Borough  of  Q?,'ea,s  St  ***  <BIOCk  681'  L°'  U4)’ 

7h3o4f6ilB™AppHcati?n’  Nov^e.r  15,  1946,  under  section 

behalf  of  Do  ’  \?orf  RU  M°n ’  EHis  L‘  Lavine’  applicant,  on 

lei  Riding  CorP->  ’owner  (Rebecca  Schnei¬ 
der  lessee),  to  permit  in  a  retail  use,  D  area  district  the 

nr^ipS  a^?°rage  of  more  than  five  (5)  motor  vehicles  • 
piemises  35-45  Rutgers  street,  east  side,  22  ft.  south  of  Madi- 

Manhattan.  B  °ck  271>  L°ts  26  *°  “•>.  Borough  of 

!?n(4W?rAp?'ication;  Deccmber  16.  1946,  under  sec- 
l°n.  7e  of, 1 *e  foning  resolution,  of  Nathaniel  C.  Saxe,  appli¬ 
cant,  on  behalf  of  Oceanic  Lumber  Corp.,  owner  (Dason 
jrt,Corp-.M,  to  permit  in  a  residence  use  dis- 
fiv?V?De  change  ir|  occupancy  from  garage  for  more  than 
me  (a)  motor  vehicles,  to  woodworking  shop  (manufac¬ 
turing  cabinets)  for  a  term  of  years ;  premises  1537  Bergen 

1448  ’ Tn°hrt7! 5DSldo  100  u'  east  of  Schenectady  avenue  (Block 
1348,  Lot  78),  Borough  of  Brooklyn. 

i?TrAfPl'Cal  c1  i°f  ,L?ma  and  Proskauer,  applicants, 
on  behalf  of  Samuel  Schenkel,  owner,  reopened  April  9  1946 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  an  existing  gasoline 
service  station  and  lubritorium,  to  include  auto  laundry,  office 
and  sales;  premises  4313-4323  4th  avenue  and  401-405  44th 

Brooklyn°rtheaSt  (B'°Ck  ?29,  Lot  Borough  o£ 

283-42-BZ— Application  of  Walter  I.  Lansing  applicant  and 

An  ■G?n,obf,haIf  u0'  Mar,in  H  0ffi"Ser.  ownerf  r^ed 

pril  22,  1947,  under  section  7h  of  the  zoning  resolution  to 
permit  in  a  residence  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  for  a  term  of  years* 
premises  230  East  34th  street,  south  side,  225.2  ft.  west  of 
-nd  avenue  (Block  914,  Lot  45),  Borough  of  Manhattan. 

781-46-BZ— Application  of  229  Pulaski  Street  Corp.,  appli- 
cant  and  owner  (Joyce  Sandler,  lessee),  reopened  April  29, 

7,  under  sections  7e  and  21  of  the  zoning  resolution  to 
permit  in  a  residence  use  district,  the  alteration  and  conver- 
sion  of  occupancy  from  bottle  storage  (previously  granted 
Board)  to  manufacture  of  paper  boxes;  premises  235- 
243  I  ulaski  street  north  side,  264  ft.  6  in.  east  of  Throop 
avenue  (Block  1773,  Lot  64,  formerly  part  of  Lot  50) 
Borough  of  Brooklyn. 

990-46-BZ— Application,  December  12,  1946,  under  section  21 
of  the  zoning  resolution,  of  Abraham  Daniels,  applicant  and 
owner,  to  permit  in  a  residence  use,  F  area  district,  the  alter- 
ation  to  existing  building  without  required  side  yards;  prem¬ 
ises  35-15  to  35-17  222nd  street,  east  side,  304  ft.  north  of 

Queens  (Block  6192’  Lot  16>>  Bayside,  Borough  of 

332-47-A— -35-15  to  35-17  222nd  street,  east  side,  304  ft 
north  of  37th  avenue  (3rd  floor);  (Block  6192,  Lot  16) 
Bayside,  Borough  of  Queens. 

1074-46-BZ— Application,  December  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Saj-Lee  Realty  Corp.,  owner,  to  permit 
in  a  business  use  C  area  district,  the  erection  of  a  building 
using  more  than  the  area  permitted ;  premises  1196-1200  Conev 
Island  avenue,  west  side,  400  ft.  north  of  Avenue  I  (Block 
6513,  Lot  24),  Borough  of  Brooklyn. 

288-47-BZ— Application,  April  1,  1947,  under  sections  7e  and 
‘uwuT  resolution  of  Paul  Friedman,  applicant,  on 

SaIf  A°rf  uatnc  u  Rrealty,  CorP-  and  Edna  M.  Went,  owners 
S.  ■  .  Habnch,  Inc.,  lessee),  to  permit  in  a  business  use 
.  district,  the  extension  of  existing  building  and  the  conversion 
or  the  use  of  premises  from  automobile  show-room,  auto 
laundry  and  vacant  land  to  automobile  show-room,  auto 
laundry,  repair  shop,  lubritorium,  outdoor  sale  and  display 
of  more  than  five  (5)  motor  vehicles,  and  the  parking  of 
more  than  five  (5)  motor  vehicles,  for  patrons  and  employees 
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no  fee  to  be  charged ;  premises  138-18  to  138-30  101st  avenue, 
south  side,  158  ft.  7  in.  east  of  Remington  street  (Block 
10018,  Lots  7,  9,  11  and  12),  Jamaica,  Borough  of  Queens. 

324-47-BZ— Application,  April  14,  1947.  under  section  7e  of 
the  zoning  resolution,  of  William  R.  Shirley,  applicant,  on 
behalf  of  Rose  Micheline,  owner  (Ralph  Turnbull,  lessee), 
to  permit  in  a  residence  and  local  retail  use  district,  a  retail 
rental  laundry,  for  a  term  of  five  (5)  years;  premises  4 
Bedford  street,  east  side,  184  ft.  11^  in.  south  of  Downing 
street  (Block  527,  Lot  2),  Borough  of  Manhattan. 

262-47-A — 935  Courtlandt  avenue,  west  side,  250  ft.  north  of 
East  162nd  street  (Block  2409,  Lots  92  and  93),  Borough  of 
The  Bronx. 

56-47-A — 2446  3rd  avenue,  north  side,  20  ft.  2j4  in.  east  of 
East  134th  street  (Block  2317,  Lots  53  and  54),  Borough  of 
The  Bronx. 

334-47-A — Re  use  of  words  “Safe”  or  “Non-explosive” 
on  labels  on  containers  in  connection  with  sale  of  combustible 
mixture  known  as  “Afta”  Cleaning  Fluid. 

114-47-SM — Joseph  Goder  Incinerator  Intake  Door,  Type 
H-S. 

346-40-SM— Super  Limoid  (Hydrated  Lime). 

1066-46-SM— Builders  Block  Company’s  Concrete  Block. 
439-46-SM — Grenby  Hygienic  Toilet  Seat. 

567-46-SM — DeNoyelles  Concrete  Face  Brick. 

577-46-SM — Sedgwick  Underwriters  Labelled  Fire- 

Resistive  Dumbwaiter  Doors. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  27,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  27,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

270-47-A — 82  Beach  62nd  street  (102-110),  northeast  corner 
of  Boardwalk  (Block  354,  Lot  1),  Arverne,  Borough  of 
Queens. 

356-47-A — 1410-1420  Metropolitan  avenue,  east  side,  251.2 
ft.  north  of  McGraw  avenue  (Building  S-9,  Parkchester 
Houses)  ;  (Block  3938,  Lot  1),  Borough  of  The  Bronx. 

363-47-A — 105-78  130th  street,  northwest  corner  of  107th 
avenue  (Block  9583,  Lot  46),  Richmond  Hill,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street— 107th  avenue). 

320-47-A — 541  East  78th  street,  northwest  corner  of  East 
River  drive  (Block  1490,  Lot  122),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  3,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  3,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

274-47-BZ — Application,  March  21,  1947,  under  section  7e  of 
the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant,  on 
behalf  of  Frances  Murtha  Striglis,  owner  (Otto  Kluger, 
lessee),  to  permit  in  a  residence  use  district,  the  extension  to 
two  existing  stores,  to  be  used  for  storage  space,  and  the 
conversion  of  the  two  stores  into  one  store;  premises  2508- 
2510  Eastchester  road,  eas  side,  75  ft.  north  of  Mace  avenue 
(Block  4481,  Lot  17),  Borough  of  The  Bronx. 

109-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Samuel  Sym,  owner,  reopened  October 
22,  1946,  under  section  7c  of  the  zoning  resolution,  to  permit 


in  a  business  use  district,  the  extension  in  area  of  buildi 
used  as  a  wet  wash  laundry  (previously  granted  by  t 
Board  and  having  expired  due  to  limitation  of  time  to  cot 
plete  work)  ;  premises  64-08  Perry  avenue,  south  side,  47. 
ft.  east  of  Willow  avenue  (Block  2716,  part  of  Lots  12  a 
13),  Maspeth,  Borough  of  Queens. 

311-46-BZ — Application,  April  26,  1946,  under  sections 
and  7i  of  the  zoning  resolution,  of  Lama  and  ProskaU 
applicants,  on  behalf  of  Socony  Vacuum  Oil  Co.,  Inc.,  own' 
to  permit  in  a  residence  and  business  use  district,  the  recr 
struction  and  extension  of  an  existing  gasoline  service  si 
tion,  to  include  lubritorium,  auto  laundry,  minor  repai 
office  and  sale  of  accessories;  premises  165-01  to  165-09  Hi 
side  avenue  and  87-45  to  87-53  165th  street,  northeast  corn 
(Block  9837,  Lot  10),  Jamaica,  Borough  of  Queens. 

379-46-A — 165-01  to  165-09  Hillside  avenue  and  87-45  . 
87-53  165th  street,  northeast  corner  (Block  9837,  Lot  11 
Jamaica,  Borough  of  Queens  (under  section  35,  General  C 
Law — re  bed  of  mapped  street — 165th  street). 

947- 46-BZ — Application,  December  4,  1946,  under  secti : 
7e  of  the  zoning  resolution,  of  Joseph  H.  Cornell,  applica, 
on  behalf  of  Harry  D.  O’Connor  and  Sylvester  D.  O’Conn', 
owners,  to  permit  in  a  residence  use  district,  the  change 
occupancy  from  a  one  family  dwelling  to  a  funeral  pari, 
and  one  family  dwelling;  and  the  erection  of  a  two  ((l 
car  garage  to  be  used  in  conjunction  with  the  proposed  bu- 
ness;  premises  172  Beach  84th  street,  east  side,  250  ft.  sou 
of  Rockaway  Beach  boulevard  (Block  619,  Lot  28),  Ro<- 
away  Beach,  Borough  of  Queens. 

948- f6-A — 172  Beach  84th  street,  east  side,  250  ft.  sou 
of  Rockaway  Beach  boulevard  (Block  619,  Lot  28),  Roe 
away  Beach,  Borough  of  Queens. 

973-46-BZ— Application,  December  10,  1946,  under  s: 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ;• 
plicants,  on  behalf  of  Charles  A.  Dahmen,  owner,  to  peri' 
in  a  residence  use  district,  the  extension  and  reconstruct; 
of  an  existing  gasoline  service  station,  to  include  auto  lat1 
dry,  lubritorium  and  office;  and  the  change  of  occupancy  I 
the  florist  store  and  office  to  gasoline  service  station;  pre 
ises  100-33  to  100-35  Atlantic  avenue  and  93-06  to  93! 
102nd  street,  northwest  corner  (Block  9306,  Lots  64-6' 
Richmond  Hill,  Borough  of  Queens. 

457-47-BZ— Application,  April  30,  1947,  under  section 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  apj 
cants,  on  behalf  of  Tilyou  Realty  Co.  and  Estate  of  Theod  i 
W.  Kramer,  owners,  to  permit  in  a  business  use  district,  < 
parking  and  storage  of  more  than  five  (5)  motor  vehicl 
premises  3012-3048  West  8th  street,  west  side,  86  ft.  so 
of  Surf  avenue  (Block  7287,  part  of  Lot  8),  Borough  ! 
Brooklyn. 

101-47-BZ— Application,  January  29,  1947,  under  sect 
7c  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
behalf  of  Harry  Garvin,  Ben  and  Harry  Zeitlin,  owners, 
permit  in  a  residence  use  district,  the  extension  of  exist- 
bathing  establishment,  restaurant,  bar  and  grill;  prem'i 
109-20  to  109-30  Ocean  Promenade  and  134-160  Beach 1L 
street,  northeast  corner  (Block  654,  Lot  42),  RockavJ 
Beach,  Borough  of  Queens. 

249-47-BZ— Application,  March  18,  1947,  under  sect! 
7e  of  the  zoning  resolution,  of  Jacob  J.  Gloster,  applicant,! 
behalf  of  Dominick  Lamacchia,  owner,  to  permit  in  a  hi 
ness  use  district,  the  change  in  occupancy  from  storage 
office;  to  office,  storage  and  baling  of  waste  paper;  premv 
596  Water  street  and  80  Montgomery  street,  northwest  cor 
(Block  245,  Lot  47),  Borough  of  Manhattan. 

290-47-BZ — Application,  March  27,  1947,  under  sect' 
7e  of  the  zoning  resolution,  of  Julius  Eckmann,  applicant, i 
behalf  of  Eugene  Higgins,  owner,  to  permit  in  a  reswr 
use  district,  the  change  in  occupancy  from  Post  Office 
motion  picture  theatre  to  factory  and  storage;  prem 
178-184  West  102nd  street,  south  side,  100  ft.  east  of  Ams' 
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am  avenue  (Block  1856,  Lots  57  and  60),  Borough  of  Man- 

ittan. 

-47-BZ  Application,  January  6,  1947,  under  section  21 
t  tiie  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
i  behalf  of  Crescent  Estates  Inc.,  owner,  to  permit  in  a 
•sidence  and  business  use,  D  area  district,  the  erection  of  a 
lsiness  building  (to  be  used  for  stores)  using  more  than 
earea  permuted;  premises  101-45  Queens  boulevard,  east 
de,  ‘S6^ynft-  north  of  67th  drive  (Block  2135,  Lot  5), 
orest  Hills,  Borough  of  Queens. 

)7-46-A— 605  West  45th  street,  north  side,  100  ft.  west 
lltli  avenue  (Block  1093,  Lot  28),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  3,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
■lesday  afternoon  June  3  1947,  at  2  o'clock  in  Room 
13,  Municipal  Building,  Manhattan,  on  the  following  mat- 

.2-47-A— 34-36  East  32nd  street,  south  side,  165  ft.  east  of 
adison  avenue  (Block  861,  Lot  52),  Borough  of  Manhattan. 

3-47-A— 2.101  Grand  Concourse,  northwest  corner  of 
.rdham  road  (3rd  and  4th  floors);  (Block  3167,  Lot  1), 

I  rough  of  The  Bronx. 

lRr7^~47i'9^flt  63!d  s/£iet’  north  side’  58  ft  3  in-  east 

Mardiattan  ^  fl°°r)  ;  (Block  1116>  Lot  14)>  Borough 

j"47*At~5  14-516  West  126th  street,  west  side,  161  ft.  10  in 

Manhattan161^301  aVCnUe  (B1°Ck  1982’  Lot  36)’  Boroush 

^7-Ar2114  to2136E«  34th  street,  west  side,  100  ft. 
ith  0  Avenue  T  (cellar)  ;  (Block  8533,  part  of  Lot  52), 
rough  of  Brooklyn. 

:-47-A— 122-21  142nd  place,  east  side,  193.28  ft.  north  of 
ckaway  boulevard  (Block  12038,  Lot  2),  South  Ozone 
’  kr5Ugrh  of  Queens  (u°der  section  35,  General  City 
v  re  bed  of  mapped  street— 123rd  (Maple)  avenue). 

47-A— 167  Beach  79th  street,  west  side,  327  ft.  south 
Kockavvay  Beach  boulevard  (Block  615,  Lot  44),  Rock- 
iy  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  10,  1947,  10  A.  M. 

OTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
sday  -morning  June  10,  1947,  at  10  o’clock  in  Room 
iters 1UmC,Pa  Bmding’  Manhattan,  on  the  following 

46-Bz_APplicati°n,  September  4,  1946,  under  sections 
nd  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
■amts,  on  behalf  of  Bryant  Real  Estate  Co.,  Inc.,  ownei1 
-nnan  Brothers,  lessees),  to  permit  in  a  business  use 
ict,  the  reconstruction,  extension  and  enlargement  of 
1 -xisting  gasoline  service  station,  to  include  office,  auto 
?ry’  ihUr,1tonum  and  motor  vehicle  repair  shop; 
dls5.s.  I43'1^  to  M3-19  Hillside  avenue  and  87-56  to 
4  144th  street,  northwest  corner  (Block  9701,  Lot  31) 
Jica,  Borough  of  Queens. 

3^^~A£Plica^ion  of  Samuel  Weiss,  applicant,  on  be- 
K ^in^gS  j  y  Realty  Go.,  Inc  -  owner,  reopened  Febru- 
-  .  1^4/,  under  sections  7f  and  7i  of  the  zoning  resolution 
rmit  in  a  residence  and  business  use  district,  the  erection 
maintenance  of  a  gasoline  service  station  (previously 
a  by  the  Board)  ;  auto  laundry,  motor  vehicle  repair 
!  and  sales,  for  a  term  of  ten  (10)  years;  premises 
-3  Kings  highway  and  1626-1640  Stillwell  avenue,  north- 
corner  (Block  6253,  Lot  21),  Borough  of  Brooklyn. 


?enry  Ge°rge  Greene'  applicant. 

Anril  «  1J7  Cy  De.vel°P“enl'  Corp.,  owner,  reopened 
April  8,  1947,  under  section  7h  of  the  zoning  resolution  to 
permit  in  a  residence  use  district,  the  parking  and  storage 
iw  fivC  (5)  m°t0r  vehicles  (Previously  denied  by 
au  teVipo,rilry  Peri°d;  premises  238-246  East 

915^ Lots  38-42) ^Borouglrof  Manhattan.  2nd  “““  (B'°Ck 

420-46-BZ-Application  June  11,  1946,  under  section  7c  of 
the  zonmg  resolution,  of  Seelig  and  Finkelstein,  applicants 
on  behalf  of  Solomon  Flomberg,  owner,  to  permit  in  a  resi- 
dence  and  business  use  district,  the  change  in  occupancy  from 

i  ^  anir  dwellmgs  ,to  manufacturing,  show-rooms,  offices 
and  dwellings;  premises  185-187  Wilson  street,  north  side, 

BoSughno£eBrookly„ee  aVe"Ue  <B1°Ck  2178'  L°,S  54  a"d  5S>' 

73 1-46-BZ— Application,  October  3,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants 
on  behalf  of  J.  Franklin  Perrine,  owner,  to  permit  in  a  resi- 

d^U^/fnCtV  the  chanSe  of  occupancy  from  public 
garage  to  factory  for  a  temporary  period  of  five  (5)  years- 
preimses  35-38  to  35-44  30th  street,  west  side,  143  ft  north 
of  36th  avenue  and  35-37  to  35-43  29th  street  (Block  341 
part  of  Lot  6),  Long  Island  City,  Borough  of  Queens. 

^-BZ-Appfieation,  January  13,  1947,  under  section  7c 
of  the  zoning  resolution  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Louis  Natale,  owner,  to  permit  in  a  business  use 
district,  the  use  of  motor  driven  tools,  and  saws  for  the 
manufacturing  shaping,  cutting  and  assembly  of  furniture- 
premises  1973-1977  Coney  Island  avenue,  east  side,  280  ft’ 

Brooklyn  AvCnUe  P  (Block  6774-  Lot  65>-  Borough  of 

277-47-BZ— Application,  March  28,  1947,  under  section  7a  of 

hIJf0"TgMreSOrUi10n>  ,°Tf  G“Stave  Gorman,  applicant,  on 
behalf  of  New  Colonial  Ice  Co.,  owner,  to  permit  in  a  retail 

use  district,  the  extension  of  existing  building  (ice  storage 
p  ant  and  sale  °f  ice)  to  be  used  as  an  office  and  machine 
shop;  premises  2850— 8th  avenue  and  264-272  West  152nd 
street,  southeast  corner  and  49  Macombs  place  (Block  2037 
part  of  Lot  1),  Borough  of  Manhattan. 

394-47-A— 149-47  to  149-65  22nd  Avenue,  north  side,  95 
ft.  west  of  150th  street  (Block  4672,  Lot  27),  Flushing,  Bor- 
ough  of  Queens  (under  section  36,  General  City  Law  re 
buildings  not  facing  on  public  highway). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  10,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  June  10,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  & 

38?'4iA,A^5S345r5^  Avenue  of  The  Americas  (6th  avenue) 
and  101  West  Uth  street,  northwest  corner  (cellar,  1st  2nd 
and  3rd  floors)  ;  (Block  791,  Lot  36),  Borough  of  Manhattan. 

395-47-A— 15  East  70th  street,  north  side,  98  ft.  west  of  Madi¬ 
son  avenue  (Block  1385,  Lot  13),  Borough  of  Manhattan. 

230-47-A— 321-323  3rd  avenue  and  201  East  24th  street 
northeast  corner  (Block  905,  Lot  1),  Borough  of  Manhattan! 

321-47-A— 200  East  86th  street,  and  1525  3rd  avenue 

hattan381  (B  °Ck  1S31*’  Lot  45>’  Borough  of  Man- 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  17,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

17>  d947:  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter :  6 
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877-39-BZ — Application  of  L.  J.  and  G.  A.  Shapiro, 
applicants,  on  behalf  of  Max  Kahn,  owner,  reopened  Febru¬ 
ary  4,  1947,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the  installa¬ 
tion  of  an  additional  boiler  and  the  construction  and_ main¬ 
tenance  of  a  new  boiler  room;  premises  1055-1065  63rd 
street,  north  side,  140  ft.  west  of  11th  avenue  and  1062- 
1064  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  17,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  17,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
ters: 

240-47- A— 1240-1256  Broadway,  east  side,  from  West  31st 
to  West  32nd  streets,  43-49  West  31st  street  and  42-52  West 
32nd  street  (Block  833,  Lots  11,  15,  17  and  67),  Borough  of 
Manhattan. 

327-47-A— 2570-2574  Fulton  street  and  17  Alabama  ave¬ 
nue,  southeast  corner  (Block  3667,  Lot  13),  Borough  of 

Brooklyn.  _  _ _ _  . 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE. 24,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  dune  24,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

276-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Thomas  C.  and  Louis  Iervolino,  owners, 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  public  garage  to  a  gasoline  service 
station,  lubritorium,  auto  laundry  and  office;  premises  81 
Rapelye  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  24,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  24,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 


283-47-A— 295  10th  avenue  and  501-503  West  27th  street, 
northwest  corner  (Block  699,  Lot  30),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  1,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  1,  1947,  at  2  o’clock,  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

292-47-A — 41-69  Clark  street,  92-100  Henry  street,  46-8. 
Pineapple  street  and  101-121'  Hicks  street,  entire  block  (Bloc! 
231,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman 


JULY  8,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearini 
Tuesday  afternoon,  July  8,  1947,  at  2  o’clock  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  followin; 
matters : 

211-47-A — 100-116  Park  avenue,  west  side,  from  Ea? 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  1275 
Lots  27  and  43),  Borough  of  Manhattan. 

289-47-A— 100-116  Park  avenue,  west  side,  from  Eas 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  127! 
Lots  27  and  43),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chair  mat 


JULY  15,  1947,  2  P.  M.  j 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearin 
Tuesday  afternoon,  July  15,  1947,  at  2  o’clock  in  Rooi 
1013,  Municipal  Building,  Manhattan,  on  the  followin 
matter :  I 

319-47-A — 152-154  East  42nd  street,  south  side,  141  f 
8  in.  west  of  3rd  avenue  (Block  1296,  Lot  43),  Borough  t( 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairma 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  13,  1947. 

Present :  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  April  29,  1947, 
were  approved  as  printed  in  Bulletin  18,  Volume  32. 


ZONING  APPLICATIONS 

296-32-BZ 

APPLICANT — Samuel  Weiss,  for  Kings  Bay  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  reopened  February  25,  1947 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7f  and  7 i  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 


station  (previously  denied  by  the  Board)  ;  aui 
laundry,  motor  vehicle  repair  shop,  office  and  sale 
for  a  term  of  ten  (10)  years. 

PREMISES  AFFECTED— 115-123  Kings  highway  ar 
1626-1640  Stillwell  avenue,  northwest  corner  (Bloc 
6253,  Lot  21),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Samuel  Weiss.  ' 

For  Opposition :  Edward  Katz  and  Leo  E.  Lungn 
For  Administration:  Samuel  L.  Becker,  Dep’t  ^ 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at 
A.  M.  for  inspection  by  a  Committee  of  the  Boai 
and  decision  without  further  argument. 


16-38-BZ 

APPLICANT— Henry  George  Greene,  for  LeRoy  Develo; 
ment  Corp.,  owner. 
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5UBJLCT— Application  reopened  April  8,  1947— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  parking  and  storage  of 

H10re  i!’ani  motor  vehicles  (previously 

^nucpc*  ky  f°r  a  temporary  period. 

REMISE.1  AFFECT  ED — 238-246  East  35th  street,  south 

we,st  of  2nd  avenue  (Block  915,  Lots 
Borough  of  Manhattan. 

VPPEARANCES — 

hor  Applicant :  Henry  George  Greene  and  Max 
Berley. 

Por  Opposition :  Howard  Wolf,  Moses  M.  Gold- 
man,  G.  Schneck  and  A.  Resnikay. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

.CTION  OF  BOARD— Laid  over  to  June  10,  1947  at  10 
a.  m.  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument. 


77-39-BZ 

PPLICANT  L.  J.  and  G.  A.  Shapiro,  for  Max  Kahn 
owner. 

(JBJECT— Application  reopened  February  4,  1947— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  installa- 
tion  of  an  additional  boiler  and  the  construction 
„  and  maintenance  of  a  new  boiler  room. 

; REMISES  AFFECTED — 1055-1065  63rd  street,  north 
side,  140  ft.  west  of  11th  avenue  and  1062-1064  62nd 

PPE\RANCES-k  573°’  LOt  32)’  B°rough  of  Brooklyn. 

For  Applicant:  Leon  J.  Shapiro  and  Sidney  H. 
Kitzler. 

For  Opposition:  V.  R.  Insinga  and  others. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

.^TION  OF  BOARD— Laid  over  to  June  17,  1947  at  10 
a  m.  for  further  consideration  after  applicant  has 
hied  revised  plans  not  later  than  June  14th 


0-46-BZ 

PPLICANT — Seelig  and  Finkelstein,  for  Solomon  Flom- 
berg,  owner. 

JBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district' 
the  change  in  occupancy  from  stable  and  dwellings 
to  manufacturing,  show-rooms,  offices  and  dwel¬ 
lings. 

.  EMISES  AFFECTED — 185-187  Wilson  street,  north 
side,  85  ft.  7  in.  east  of  Lee  avenue  (Block  2178 

,  r,T-  A  and  55),  Borough  of  Brooklyn. 

PEARANCES — 

For  Applicant :  Harry  Finkelstein  and  Paul  Adler. 
For  Opposition:  Bessie  Rubin. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

iTION  OF  BOARD— Laid  over  to  June  10,  1947  at  10 
a.  m.  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument;  applicant  to 
file  plans  showing  existing  conditions. 


i-46-BZ 

PLICANT— Lama  and  Proskauer,  for  Bryant  Real  Es- 
mtate  Co.,  Inc.,  owner  (Sterman  Brothers,  lessees). 
jJECI  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
reconstruction,  extension  and  enlargement  of  an 
existing  gasoline  service  station,  to  include  office, 
auto  laundry,  lubritorium  and  motor  vehicle  repair 
shop. 


PREMISES  AFFECTED — 143-17  !o  143-19  Hillside  ave- 
nue  and  87-56  to  87-64  144th  street,  northwest 

Oueens(B  OCk  9701  L°l  31)’  Jamaica>  Borough  of 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

AC  1  ION  OF  BOARD — Laid  over  to  June  10,  1947  at  10 
a.  m.  for  applicant  to  file  revised  plans. 


731-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  J.  Franklin 
Perrine,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  public  garage  to  factory  for  a  tem- 

„„„  porary  period  of  five  (5)  years. 

PREMISES  AFFECTED — 35-38  to  35-44  30th  street,  west 
side,  143  ft.  north  of  36th  avenue,  and  35-37  to  35-43 
29th  street  (Block  341,  part  of  Lot  6),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  B.  Seger,  Albert 
E.  Kamp,  J.  Perrine  and  A.  J.  Perrine 
F°r  £P$°?.itio”T:  charles  S.  Belden,  Jacob  Mishler, 
Madeline  Napolitano  and  others. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

.  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1947  at  10 
a.  m  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument. 


871-46-BZ 

APPLICANT— William  Gold  and  John  J.  McNamara,  for 
cnDircT^'  Holding  Corp.,  owner. 

SUBJECT— -Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use,  C  and  D  area  district,  the  erection- of  a  building 
to  be  used  as  a  motion  picture  theatre  and  stores 
DDrut»  more  than  the  area  permitted. 

PREMISES  AFFECTED-97-05  Queens  boulevard,  97-01 
n%  H  ,64th  road-  northwest  corner  and  97-22  to 
?«?8w4t5  -!.Ven^e  (Block  2091-  Lots  4>  16  and 

APPEARANCES-  B°r°Ugh  °f  QueenS' 

For  Applicant :  John  J.  McNamara  and  William 
Gold. 

For  Opposition  :  Martin  D.  Eile. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Laid  over  to  May  20,  1947  at  10 
a.  m. ;  applicant  to  file  7  sets  of  revised  plans. 


1014-46-BZ 

APPLICANT— Nathaniel  C.  Saxe,  for  Oceanic  Lumber 

QTTRTT7r-mPI  °rner  (Das°n.  Equipment  Corp.,  lessee). 
oUdJ til  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  garage  for  more  than  five  (5) 
niotor  vehicles,  to  woodworking  shop  (manufactur- 

_  mg  cabinets)  for  a  term  of  years. 

PREMISES  AFFECTED — 1537  Bergen  street,  north  side, 

7oi  «St  ,  Schenectady  avenue  (Block  1348, 
Lot  78),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  N.  C.  Saxe. 

For  Opposition :  None. 
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For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  27,  1947  at  10 
a.  m.  for  further  consideration;  applicant  to  file 
plans  with  Dept,  of  Housing  and  Buildings  and 
obtain  a  decision. 


36-47-BZ 

APPLICANT— Lama  and  Proskauer,  for  Louis  Natale, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  use  of 
motor  driven  tools  and  saws  for  the  manufacturing, 
shaping,  cutting  and  assembly  of  furniture. 

PREMISES  AFFECTED— 1973-1977  Coney  Island  avenue, 
east  side,  280  ft.  south  of  Avenue  P  (Block  6774, 
Lot  65),  Borough  of  Brooklyn. 

APPEARANCES—  . 

For  Applicant:  Alfred  A.  Lama  and  Louis  Natale. 
For  Opposition:  Samuel  Jond,  Harry  Taraits, 
Annette  Svasek,  L.  Marescu,  Arthur  Svasek, 
Bernard  Rogers  and  others. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at  10 
a.  m.  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument. 


274-47-BZ 

APPLICANT— Ludwig  P.  Bono,  for  Frances  Murtha 
Striglis,  owner  (Otto  Kluger,  Lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the 
extension  of  two  existing  stores,  to  be  used  for 
storage  space,  and  the  conversion  of  the  two  stores 
into  one  store. 

PREMISES  AFFECTED— 2508-2510  Eastchester  road, 
east  side,  75  ft.  north  of  Mace  avenue  (Block 
4481,  Lot  17),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Ludwig  P.  Bono  and  Otto  Kluger. 
For  Opposition :  Vincent  Blancato,  R.  Forte  and 
M.  A.  Cardo. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1947  at  10 
A.  M.  for  further  consideration,  after  the  City 
Planning  Commission  has  acted  on  the  rezoning, 
which  is  set  for  May  28,  1947,  Calendar  40. 


277-47-BZ 

APPLICANT — Gustave  Goldman,  for  Colonial  Ice  Co., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7 a  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  the  extension  of 
existing  building  (ice  storage  plant  and  sale  of 
ice)  to  be  used  as  an  office  and  machine  shop. 
PREMISES  AFFECTED— 2850-8th  avenue  and  264-272 
West  152nd  street,  southeast  corner  and  49  Macombs 
place  (Block  2037,  part  of  Lot  1),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Gustave  Goldman,  Anthony  J. 

Caputo  and  W.  B.  Kirkpatrick. 

For  Opposition:  Max  B.  Schreiter,  Chas.  A. 

Conner  and  H.  Truisorino,  N.  Y.  C.  H.  A. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at  10 
A.  M.  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument. 


330-28-BZ 

APPLICANT — George  W.  Springsteen,  for  A.  H.  Con¬ 
sumers  Society,  Inc.,  owner. 

SUBJECT — Application  reopened  April  2,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent) 
under  sections  7e  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  alteration 
and  maintenance  of  retail  stores. 

PREMISES  AFFECTED — 50  Van  Cortlandt  avenue  and 
3887-3899  Sedgwick  avenue,  northwest  comer 
(Block  3263-B,  Lot  275),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Milton  Altman. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


864-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Daniel  A.  Cornell, 
Jr.  and  James  A.  Cornell,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station, 
lubritorium,  laundry  and  office. 

PREMISES  AFFECTED— 233-12  to  233-20  Linden  boule¬ 
vard,  and  117-02  to  117-10  234th  street,  southwest 
corner  (Block  12750,  Lot  9  and  part  of  Lot  1), 
St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Harold  Klorfein,  Park  Dept,  and 
Royal  E.  Dalrymple. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  at  request 
of  applicant.  The  owners,  as  stated,  were  not  the 
owners  of  record. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . 0 


694-28-BZ 


APPLICANT — Charles  M.  Spindler,  for  Estate  of  Pietro 
DiMaio,  Inc.  and  Edmond  Baisley,  owners. 

SUBJECT — Application  reopened  March  18,  1947 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7a,  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  extension  of 
an  existing  gasoline  service  station,  to  include 
lubritorium,  auto  laundry,  office  and  accessory 
sales  (previously  denied  by  the  Board  on  Lot 
No.  1). 

PREMISES  AFFECTED— 82-01  to  82-13  Queens  boule¬ 
vard  and  82-16  to  82-30  51st  avenue,  northeast 
corner  (Block  1542,  Lots  1  and  4),  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . . . 


4 

0 
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THE  RESOLUTION  (694-28-BZ) 

Whereas,  this  application,  under  the  zoning  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  fasolme  service  station ;  premises  82  Queens  boulevard 
and  8/- 19  Maurice  avenue,  northeast  corner,  Elmhurst, 

Sr?"8'  °  Queens>  vvas  denied  by  the  Board  on  January 
22,  1929 ;  and 

,  Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  of  a  new  proposal  under  sections, 
7a,  7c  and  21  ot  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  extension  of  an  existing  gasoline  service 
station  to  include  lubritorium,  auto  laundry,  office  and  acces¬ 
sory  sales  previously  denied  by  the  Board  as  to  lot  1 
premises  82-01  to  82-13  Queens  boulevard,  and  82-16  to  82-30 
alst  avenue  northeast  corner  (Block  1542,  Lots  1  and  4) 
Elmhurst,  Borough  of  Queens;  and 

Whereas  this  case  was  reopened  by  vote  of  the  Board 
on  March  18,  1947,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
n  the  Board  ot  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  April  29  1947,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  May  13,  1947,  for  inspection  and 
lecision  without  further  argument,  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
ution  show  that  Queens  boulevard  and  51st  avenue  are  in  a 
jiusiness  use,  C.  area  and  class  1J4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
Jated  February  5,  1947  on  N.  B.  Applic.  170-47  reads: 

L Tb<:  extension  in  area  and  the  construction  of  a 
new  building  on  an  existing  gasoline  service  station; 
premises  to  be  used  as  a  gasoline  service  station,  lubri¬ 
cation,  auto  washing,  office,  accessory  sales  in  a  business 
use  district  is  contrary  to  Art.  II,  Sec.  4  (a)  (46)  of  the 
Zoning  Resolution.” 
nd 

Whereas,  the  applicant  states  that  the  premises  consist  of 
plot,  126.89  ft.  frontage  by  70.87  ft.  in  depth,  irregular,  on 
•Inch  is  located  on  lot  4  a  building  2  stories  in  height  of 
rame  construction  used  as  a  dwelling,  store,  and  office,  and 
i  existing  gasoline  service  station  with  a  hydraulic  lift  and 
vo  gasoline  pumps;  that  four  advertising  billboards  are 
•cated  on  lot  1 ;  that  it  is  proposed  to  demolish  all  buildings 
gns  and  pumps  and  to  level  the  plot  to  grade  and  to 
instruct  a  building  45  ft.  front  by  28  ft.  in  depth,  one  story, 
t  tt  in  height,  of  class  3  construction,  to  house  lubritorium, 
lt0  laundry,  office  and  accessory  sales ;  and 

Whereas,  the  applicant  contends  that  the  gasoline  station 
as  constructed  m  1921  under  fire  department  permit  and 
>erating  permits  have  been  issued  continuously  to  the 
esent  date;  that  the  frame  dwelling  on  lot  4  was  erected 
ider  N.  B.  3996-20;  that  the  billboards  existing  on  lot  1 
uch  cover  the  entire  Queens  boulevard  frontage,  are  legally 
! -tmg  non-conforming  uses  with  permits  dating  back  to 
that  the  lot  on  which  the  existing  station  is  located 
n  interior  plot  with  a  frontage  of  only  66  ft.)  is  too  small 
,  ac‘eQuate  ingress  and  egress  of  automobiles;  that 

.e  addition  of  the  corner  plot  will  permit  the  pumps  to  be 
.  well  back  of  both  street  lines  and  permit  ample  driveway 
ice;  that  the  building  will  be  of  pleasing  design  with  face 
i  facade  and  shrubbery  planting  will  be  maintained  and 
■ly  one  post  standard  sign  will  be  erected;  that  the  corner 
is  a  triangular  parcel  only  1400  sq.  ft.  in  area  which  bv 
!*sons  of  both  size  and  shape  is  unsuitable  for  any  type  of 
provement  except  in  conjunction  with  the  adjoining  lot  as 
Uposed;  that  in  view  of  the  fact  that  both  lots  now  con- 
i  non-conforming  uses,  it  is  felt  that  a  modern  gasoline 
vice  station  would  actually  improve  the  appearance  of  the 
>perty  by  eliminating  the  unsightly  billboards  and  it  is 
retore  requested  that  this  application  be  granted  to  permit 
reconstruction  and  extension  in  area  as  proposed  •  that 
i  station  occupying  both  lots  1  and  4  will  always  be  con- 
ted  as  a  single  gas  station  and  will  at  no  time  in  the 
are  be  subdivided  into  two  separate  stations;  that  the 
perty  is  at  present  under  two  separate  ownerships  but  a 
'tract  has  been  signed  subject  to  the  granting  of  this 


variance  which  will  consolidate  the  two  properties  into  a 
single  ownership;  and  •  *  uu  d 

tbe  premises  and  surrounding  area  were  in- 

KTK  by  a  con?mitute&  of.  lbe  Board>  and  flue  consideration 
has  been  given  to  the  existing  gasoline  service  station  and 

known  ?pphhca\wn  for  the  Portion  of  the  premises 

WhlCh  1S  n°W  proposed  to  be  consolidated 

-  WHEfEfs>  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7c 
of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  a  variation  in  the  application  of  the  use  district 
S1®  of  the  zoning  resolution  and  that  the  application 

term  Of  tlhenm  15  granted  ,,nder  section  7c  thereof  for  a 
term  ot  ten  (10)  years,  to  permit  the  premises  now  occupied 

stantiflh,0  me  SerV1Ca  Stati°"  T  TLot  4  to  be  extended  sub¬ 
file!  ’ S  il  ■rOP°rd’  inc,uc|e  Lot  1,  as  indicated  on  plans 
VS,,w  tb  this  application,  marked  “Received  February  10, 

•  ,i  i-  sheets),  on  condition  that  all  existing  structures 
including  sign  boards  shall  be  removed  from  the  premises ; 
that  the  plot  with  a  frontage  of  approximately  126  feet  on 
Queens  boulevard  and  approximately  130  feet  on  51st  avenue 
shall  be  leveled  to  the  grade  of  the  adjoining  streets  ,  that 
the  accessory  building  shall  be  designed  with  face  brick 
and  of  the  arrangement  as  indicated  on  such  plans  and  shall 

•V  *  1Carer  tha?  4  feet  to  the  easterly  lot  line,  as 
indicated ;  that  pumps  shall  be  located  substantially  as  shown 
and  no  pump  nearer  than  12  feet,  6  in.  to  the  street  building 
line,  that  a  block  of  concrete  shall  be  constructed  at  the 
intersection  within  the  building  line  not  less  than  12  in.  in 
leight  and  12  in.  in  width,  extending  across  the  entire  front- 
age  at  the  apex ;  that  planting  shall  be  maintained  as  indi¬ 
cated  properly  protected  with  curbing;  that  the  plot,  where 

™0CuUneS  by  aTess.°,ry  buiIdin&  pumps  and  planting 
area  shall  be  paved  with  concrete  or  bituminous  pavin<* 
which  shall  be  reasonably  impervious ;  that  the  number  of 
gasoline  tanks  shall  not  exceed  six  with  capacity  of  550 
gallons  each  ;  that  signs  shall  be  restricted  to  a  permanent 
sign  attached  to  the  facade  of  the  accessory  building  of  the 
type  as  indicated  and  the  illuminated  globes  of  the  pumps, 
excluding  all  roof  signs  and  all  temporary  signs,  but  per- 
mft,the  erection  of  a  post  standard  at  the  intersection 
within  the  building  lines  for  supporting  a  sign  which  may  be 
two-faced,  advertising  only  the  brand  of  gasoline  on  sale 
and  permitting  such  sign  to  be  illuminated  but  not  to  extend 
beyond  the  building  line  for  a  distance  of  more  than  four 
feet;  that  no  sign  of  the  bill  board  type  as  shown  shall  be 
constructed;  that  the  accessory  building  shall  otherwise 
comply  with  the  requirements  of  the  Building  Code;  that 
the  boilerroom  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  construction,  except  that  the  ceiling 
may  be  fire-retarded ;  that  the  boilerroom  shall  be  enterable 
only  from  the  exterior;  that  the  equipment  for  lubrication 
shall  be  of  the  hydraulic  type;  that  no  greasing  pits  shall 
be  installed ;  that  any  openings  other  than  the  door  to  boiler- 
room  along  the  easterly  wall  of  the  accessory  building  shall 
e  filled  with  glass  block  without  openings  therein  as 
approved  for  exterior  wall  construction;  that  along’ the 
easterly  lot  line  there  shall  be  located  an  ornamental  steel 
tence  of  the  picket  type,  erected  on  a  mas'onry  base  not  less 
than  one  foot  in  height  to  a  total  height  of  not  less  than  six 

eet ,  thal  cuts  shall  be  restricted  to  two  curb  cuts  to 

Queens  boulevard,  each  not  over  30  feet  in  width  and  two 
to  51st  avenue  of  similar  width;  that  no  curb  cuts  shall  be 

nem-er  than  five  feet  to  the  lot  line  as  extended;  that  all 

curbs  shall  be  repaired  and  any  existing  curb  cuts  not  in¬ 
corporated  in  the  proposed  curb  cuts  shall  be  restored  with 
new  curbing  and  new  sidewalks  constructed  along  Queens 
boulevard  and  51st  avenue  to  the  satisfaction  of  the  borough 
president;  that  any  flood  lights  installed  shall  be  on  pipe 
standards  with  metal  reflectors  so  arranged  as  to  reflect 
downwardly  and  away  from  adjoining  occupancies ;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
Eire  Commissioner  shall  require;  that  complete  working 
drawings  snail  be  submitted  for  approval  prior  to  filing  same 
with  the  building  department;  that  all  permits  required  shall 
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be  obtained  and  all  work  completed  within  six  months  after 
the  approval  of  plans  herein  required  to  be  submitted. 


302-29-BZ  . 

APPLICANT— Reginald  S.  Hardy,  for  Louis  Mintz, 

SUBJECT— Application  reopened  May  31,  1944 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7i  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  exten¬ 
sion  in  use  of  present  stores  and  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted 
by  the  Board),  to  include  motor  vehicle  repair 

PREMISES*  AFFECTED— 146-156  East  98th  street  and 
1159-1171  Winthrop  street,  northwest  corner  (Block 
4616,  Lot  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (302-29-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  more  than  five  (5)  motor  vehicles, 
premises  146-156  East  98th  street,  northwest  corner  of 
Winthrop  street  (Block  No.  4616,  Lot  No.  38),  Borough 
of  Brooklyn,  was  granted  by  the  Board  July  26,  1929,  on 
certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  11, 
1941,  and  further  amended  on  March  11,  1941,  at  which 
time  plans  were  approved  by  the  Board ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  sections  7i  and  21  of  the 
zoning  resolution,  to  permit  in  residence  and  business  use 
districts,  the  extension  in  use  of  present  stores  and  garage 
for  more  than  five  (5)  motor  vehicles,  to  include  motor 
vehicle  repair  shop,  affecting  premises  146-156  East  98th 
street  and  1159-1171  Winthrop  street,  northwest  corner 
(Block  4616,  Lot  38),  Borough  of  Brooklyn;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  31,  1944,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  13,  1947,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  98th  street  is  in  a  business  use, 
C  area  and  Class  1)4  height  district;  Winthrop  street  is 
in  residence  and  business  use,  C  area  and  Class  1J4  height 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  13,  1944,  re  Alt.  Applic.  3601-44,  reads: 
“1.  Proposed  stores  and  garage  for  more  than  5 
motor  vehicles  and  repair  shop  for  motor  vehicles  on 
a  lot  partly  in  a  business  use  district  and  partly  in  a 
residential  use  district  is  contrary  to  Art.  II,  Sec.  3 
and  Sec.  4(a),  15  &  19  of  the  Zoning  Resolution. 

Note:  These  premises  were  the  subject  of  conditional 
variation  of  the  Board  of  Stds.  &  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  front  by  120  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  120  ft.  in  depth,  one 
story,  14  ft.  in  height,  of  Class  1  construction,  presently 
used  as  four  retail  stores  and  garage  for  more  than  five 
motor  vehicles;  that  it  is  proposed  to  permit  the  repairing 


of  motor  vehicles  in  the  garage  portion  of  plot ;  that  request 
to  conduct  second  hand  auto  sales  agency  has  been  with¬ 
drawn  ;  and 

Whereas,  the  applicant  contends  that  the  repair  work 
will  be  accessory  to  the  garage  use  and  will  consist  of  only 
such  work  as  can  be  performed  with  light  hand  tools;  that 
no  heavy  tools  or  open  forges  will  be  employed  in  this 
work ;  that  it  is  not  contemplated  that  any  painting  will  be 
done  either  by  brush  or  spray  nor  will  any  welding  be  done 
on  the  premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe- 
hereby  amend  the  resolution  adopted  by  the  Board  July 
26,  1929,  as  last  amended  on  March  11,  1941,  by  adding 
thereto: 

«*  *  *  that  the  building  may  be  occupied  in  addi¬ 
tion  to  the  use  permitted  for  motor  vehicle  repairing 
in  connection  with  the  service  agency  existing  in  tin 
building  for  the  sale  of  Chrysler  and  Plymouth  can 
of  the  Lafayette  Auto  Service,  on  condition  that  sucl 
repairs  shall  be  of  the  type  requiring  hand  tools  onlj 
and  restricted  to  the  cars  dealt  in  by  the  agency;  that 
such  portable  fire-fighting  appliances  shall  be  main 
tained  as  the  fire  commissioner  shall  direct;  that  ii 
all  other  respects  the  resolution  adopted  by  the  Boarc 
July  26,  1929,  as  amended  through  March  11,  1941 
shall  be  complied  with;  that  all  permits  required  shal 
be  obtained  and  all  work  shall  be  completed  withir 
six  (6)  months  from  the  date  of  this  amende( 
resolution.” 


515-29-BZ 

APPLICANT— Henry  Nordheim,  for  Nicola  Romano 
owner. 

SUBJECT — Application  reopened  December  17,  1946- 
Application  (decision  of  the  borough  superintend 
ent)  under  section  7e  of  the  zoning  resolution,  t< 
permit  in  a  residence  use  district,  the  further  ex 
tension  to  the  second  story  of  a  business  use  (under 
taking  establishment)  ;  (previously  granted  by  th 
Board)  for  first  story. 

PREMISES  AFFECTED— 711  Tilden  street  (avenue) 
north  side,  72  ft.  east  of  Gun  Hill  road  (Blocl 
4659,  Lot  85),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Marie  De  Bartolameo  and  S.  D 
Michele.  ^  , 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings  and  John  J.  Saunden 
Board  of  Education. 

ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee. . 
Negative :  . 

THE  RESOLUTION  (515-29-BZ) 

Whereas,  this  application  under  section  21  of  the  zonin. 
resolution,  permitting  in  a  residence  use  district,  the  alter 
ation  and  change  of  occupancy  of  a  portion  of  a  huildin 
(1st  floor),  from  residence  to  business  use  (funeral  park 
and  office),  affecting  premises  711  Tilden  street,  north  sidt 
72  ft.  east  of  Gun  Hill  road  (Block  4659,  Lot  85),  Boroug 
of  The  Bronx,  was  granted  by  the  Board  on  January  1- 
1930,  on  certain  conditions ;  and 

Whereas,  an  application  under  section  7c  of  the  zonm 
resolution,  to  permit  the  extension  of  the  business  us 
(undertaking  establishment),  to  include  the  2nd  story,  vva 
denied  by  the  Board  on  January  16,  1945;  and 

Whereas,  the  applicant  requested  reopening  of  this  appl 
cation  and  an  amendment  of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  o 
December  17,  1946  subject  to  usual  procedure;  and 

Whereas,  it  appears  that  Nicola  Romano,  although  ha\ 
ing  filed  a  notarized  statement  as  the  owner  of  subject  pro] 
erty,  is  not  the  owner  of  record. 
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Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
s  being  improperly  before  the  Board.  otsmtssea. 


14-46-BZ 

'PPL' otneTrLama  and  Proskauer'  Den  Seigel, 

[OBJECT— Application  (decision  of  the  borough  super- 

32  s-.c,ions  il  an<i  21  °r  ti  5 

resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  building  to  be  ’used 

motWdef  thC  St°rage  °f  m°re  tba"  (!) 

REMTSES  AFFECTED— 7°l-7°9  Chester  street,  east  side 
HX>  it.  south  of  Linden  boulevard  (Block ’3643  Lot 

nDirA?>3kTBorough  of  Brooklyn.  ’ 

PPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Ben  Seigel 
h or  Opposition:  None.  gei- 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
housing  a°d  Buildings.  ’  P 

HE  VOTE— B°ARD  Applicati°n  granted  on  condition. 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative:  Klemert  and  Depu,y  Chief  Guinee.  4 

iE  RESOLUTION  (714-46-BZ) 

dHSFeRptemb^ranil  TQd4APrOSkaUe^  f(?r  Ben  Seigel,  owner, 
a  September  11,  1946  an  application  under  sections  7f 

rtf  L  Z°vng  res?bition,  to  permit  in  a  business  use 
lft  Jc  the  erectl°n  ancl  maintenance  of  a  building  to  be 
d  as  a  garage  for  the  storage  of  more  than  five  (S') 

t  sidehllCm’f?ffeCtlfntf  Prreimis7  70}  to  709  Chester  street, 
Vri  ftb  SOrUti  of  Llnden  boulevard  (Block  3643 

23),  Borough  of  Brooklyn;  and  ’ 

ilTTT  apabllc  bearing  was  held  on  this  application 
hMayai3  Td  Appeal?>  at  its  regular  meet- 

i’lefinfand  ^  ^  n°tlCe  by  publication  in  the 

^hereas,  the  district  maps  accompanying  the  zoning 

:  ui *A  ar« TT  V"  re*idence  and  S 

me  A  area  and  class  1  height  districts;  Linden  boule- 
i  in  a  residence  use,  A  area  and  class  1  height  district; 

T  August  T  ^Si°n  M  f  othA  b^rougb  superintendent 
August  16  1946  on  N.  B  Apphc.  1431-46  reads: 

P  *  roposed  building  to  be  used  for  garage  for  the 
torage  of  more  than  five  motor  vehicles  in  f Business 

Sling  SlulLC°ntrary  S'C-  4a'  S“»'  15  <5  “ 


Whereas,  the  Board  deemed  that  this  was  a  proper  case 
Of  the?om?ngeXresofuetion  disCretion  to  «rant  uni“  **«°n  71 

StionT^01 f,  hf  U,,e  ZO"ing  reJolati«  and  fha,  ,he  appil: 

for  a  ermdj  fiftpeby  V3  granted  under  section  7f  thereof, 
a  term  of  fifteen  (15)  years,  to  permit  the  premises 
e  occupied  as  a  one-story  storage  garage  as  proposed 
and  as  indicated  on  plans  filed  with  this  application  marljtf 

theeSdtageStr  ”•  IW,'  (3  sheets)! 

such  plans?  ft  b"  arranfd  substantially  as  indicated  on 
sucn  plans,  that  any  gasoline  pumps  installed  shall  he  nc 

indicated ;  that  storage  tanks  shall  not  exceed  two  550  gallon 
tanks;  that  the  garage  shall  be  used  only  for  the  storage 
of  pleasure  cars  and  light  trucks;  that  no  repairing  shall  be 
done  on  the  premises;  that  no  windows  shall  be  constructed 

abll  reX?mr  Walls1t°  the  easl  and  south;  that  such  port 

able  fire-fighting  appliances  shall  be  maintained  as  the1  fire 
commissioner  shall  direct;  that  sidewalks  and  curbing  shall 
be  installed  in  front  of  the  premises  along  Chester  street 

reqifired1  shah  he  TT®  TOUfh  President;  that  all  permits 

one  Tear  ST  S  obtained  and  aI1  work  completed  within 
one  year  irom  the  date  of  this  resolution. 


TTtASinSVPfCaT  st?tes  *bat  the  premises  consist 
ntPl'  °?  'f  £rontafe  hy  10b  B.  in  depth  presently 
t  that  it  is  proposed  to  erect  a  building  100  ft.  front 

?aragenfore?he  sT  St°r£  13  ft  in  height>  to  be  used 
■  ga™f^  f°,r  the  storage  of  motor  vehicles ;  and 

hereas,  the  applicant  contends  that  it  is  the  intention 

e  owners  to  construct  a  one  story  public  garage  occunv 

,Asna"  ?hop  constructed  under  N.  B  12816- 

SSr3650’  ^  40  1S  a  Iumber  yard,  block  3636,  lot  11 
g  me  service  station  and  public  garage  granted  bv 
loara  „„der  Cal.  849-28-BZ  and  theCmfre  S  3644 
H  tor  non-conforming  uses;  that  in  view  of  the  fact 
he  site  in  question  is  in  the  area  which  is  developed 

i  no  wavTfff  /T’  thr  -g-anting  of  this  application 
affect  the  adjoining  property  owners;  that 

lay  io  tri92RWaariSH<H,anrd  from  unrestricted  to  business 
-  y  H  ,  1  L8  and  the  height  and  area  designations  have 
!en  changed  since  1916;  and 

'!Ereas,  the  premises  and  surrounding  area  have  been 
ted  by  a  committee  of  the  Board ;  and 
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40-47-BZ 

APPLICANT— Cafiero  and  Lacerenza,  for  Julia  Di  Mat- 
tina,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district 
the  change  m  occupancy  from  multiple  dwelling  to 

dwen°ingd  CXtenS10n  °f  exIstin&  store  and  multiple 

PREMI#f  JPFECTEj?--7164  Union  streeb  soutb  side! 

BorougheaSf  Brocddyn  ■,'"1  <B'°Ck  343'  L°l  >'>, 

APPEARANCES— 

For  Applicant :  William  A.  Lacerenza. 

Por  Opposition:  None. 

For  Administration : '  Samuel  L.  Becker,  Dep’t  of 
.  rT,TA,T  Dousing  and  Buildings. 

ThT  VOTEF-B°ARD~Application  granted  on  condition; 
Affirmative :  Chairman  Murdock,  Commissioners 
Negativ?  ^  K  einert  and  DePuty  Chief  Gui'nee  4 

THE  RESOLUTION  (40-47-BZ) 

Whereas,  Cafiero  and  Lacerenza,  for  Julia  Di  Mattina 

T and’ 2Tof  1S’  1947’,  al?  aPPbcation  under  sections 

t1  of  the  zoning  resolution,  to  permit  in  residence 

and,..bVS1TS irSC  dlstr^ts  the  change  in  occupancy  from 
multiple  dwelling  to  the  proposed  extension  of  existing 
stoie  and  multiple  dwelling  affecting  premises  164  Union 
street  soutl,  side  94  9  ft.  east  of  Hicks  sTeef(Bfock  M3 
Lot  11),  Borough  of  Brooklyn;  and  ’ 

bv  ffieERBoSa’rH  ofT  h^rinng  W^S  !?eId  on  this  aPPhcation 

Teeing  Anril  2?  afd  APpeals,  at  its  regular 

the  B  fiEtin  ’i  T7’  aftCr  xlUe  notlce  by  Publication  in 
the  Bulletin,  and  laid  over  to  May  13,  1947,  for  inspection 

and  decisi°n  without  further  argument;  and 

Whereas  the  district  maps  accompanying  the  zoning 
resolution  show  that  Union  street  is  in  residence  and  busn 
ness  use,  C  area  and  Class  1  height  districts;  Hicks  street 
,s  in  a  business  use  C  area  and  Class  1  heigh  district  -  and 
hereas,  the  decision  of  the  borough  superintendent 
dated  January  14,  1947,  re  Alt.  Applic.  sSto-46,1 ^  reads 

1.  Proposed  extension  of  business  use  in  a  residence 

•  d'st.nct  13  contrafy  to  Article  2,  Section  3  of  the 
zoning  resolution. 

and 

Whereas  the  applicant  states  that  the  premises  consist 
of  a  plot,  23.3  ft.  frontage  by  100  ft.  in  depth  on  whirl, 
is  located  a  building  23.3  ft.  front  by  50  ft.  9  in  in  depth 
3  stones  and  basement,  42  ft.  in  height,  of  Class  3  construe- 
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tion,  presently  occupied  as  a  store  and  3  family  multiple 
dwelling  •  that  it  is  proposed  to  maintain  same  occupancy 
by  extending  basement  5  ft.  8  in.  to  building  line  in  front 
of  building  for  one  story,  approximately  11  ft.  6  m.  in 
height;  that  it  is  proposed  to  raise  the  front  tier  of  beams 
to  6  in.  below  the  curb  and  raise  the  2nd  tier  for  new  base¬ 
ment  and  1st  story  heights;  that  the  cellar  ceiling  will  be 
fire  retarded  and  basement  ceiling  covered  with  rock  lathe 
and  Va  in.  plaster ;  that  the  cellar  stairs  will  be  enclosed 
ii*  masonry  and  a  1  hr.  self-closing  fireproof  door  will  be 

provided  at  foot  of  stairs ;  and  .  .  , 

Whereas,  the  applicant  contends  that  upon  this  plot  there 
exists  a  3  story  and  basement  brick  building,  occupied 
basement  fruit  and  vegetable  business;  1st,  2nd  and  3rd 
floors,  one  family  each;  that  it  is  intended  to  maintain  this 
same  occupancy  after  alterations;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  b  of  the  zoning  resolution 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  zoning  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  sections 
7b  and  21  thereof,  to  permit  the  extension  of  use  as  pro¬ 
posed  and  as  indicated  on  plans  filed  with  this  application, 
marked  “Received  January  15,  1947”  (6  sheets),  on  condition 
that  the  building  shall  not  be  increased  further  in  area  or 
in  height  and  that  at  no  time  shall  merchandise  be  displayed 
beyond  the  building  line ;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  six  months 
from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

215-47-A 

APPLICANT— A.  I.  McFarlan  Co.,  Inc.,  for  Frank  G. 

Shattuck  Co.,  lessee  (Agnes  N.  Ladd,  owner). 
SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner.  , 

PREMISES  AFFECTED— 384-386  Fulton  street  and  1-15 
Smith  street,  southeast  corner  (2nd  and  3rd  floors)  ; 
(Block  155,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  J.  B.  Anderson. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1947,  at  10 
a.  m.,  pending  report  of  Fire  Department  inspector. 


APPEARANCES— 

For  Applicant :  Charles  A.  Nesi. 

ACTION  OF  BOARD— Laid  over  to  May  27,  1947,  at  10 
a.  m.,  for  further  consideration,  applicant  to 
submit  further  information. 


318-47-A 

APPLICANT— C.  F.  Oestereich,  for  Frank  G.  Shattuck 
Co.,  lessee  (Mary  S.  Nutting,  Agnes  Nutting  Ladd 
and  May  Patterson,  owners). 

SUB  TECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 386  Fulton  street  and  1-15 
Smith  street,  southeast  corner  (Block  155,  Lot  10), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  C.  F.  Oestereich. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1947,  at  10 
a.  m„  pending  report  of  Fire  Department  in¬ 
spector. 


278-47-A 

APPLICANT— Henry  Nordheim,  for  Nicola  Romano, 

owner.  „  ,  , 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  . 

PREMISES  AFFECTED— 711  Tilden  street,  north  side 
72  ft.  east  of  Gun  Hill  road  (Block  4659,  Lot  85) 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None.  f 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  ■ 
Negative :  . 1 

THE  RESOLUTION  (278-47-A) 

W^hereas,  Henry  Nordheim  for  Nicola  Romano,  ownei 
filed  March *25.  1947,  an  appeal  from  a  decision  of  the  bor 
ough  superintendent,  affecting  711  1  ilden  street,  north  sid* 
72  ft.  east  of  Gun  Hill  road  (Block  4659,  Lot  85),  Boroug 

of  The  Bronx ;  and  ,  ,  . 

Whereas,  it  appears  that  Nicola  Romano,  although  havin 
filed  a  notarized  statement  as  the  owner  of  subject  property 

is  not  the  owner  of  record.  . 

Resolved,  that  the  appeal  be  and  it  hereby  is  dtsmtsset 
as  being  improperly  before  the  Board. 


256-47-A 

APPLICANT— The  F.  and  M.  Schaefer  Brewing  Co., 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 456  Kent  avenue  (rear),  west 
side,  560  ft.  south  of  South  8th  street  (1st  floor)  ; 
(Bldgs.  C  and  E)  (Block  2143,  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Fred  Ophuls. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1947  at  10 
a.  m.,  for  further  consideration  after  conference 
with  applicant  on  May  15,  1947. 


262-47-A 

APPLICANT — Antonio  Giordano,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 935  Courtlandt  avenue,  west 
side,  250  ft.  north  of  East  162nd  street  (Block  2409, 
Lots  92  and  93),  Borough  of  The  Bronx. 


MATERIALS  AND  APPLIANCES  SUBMITTED  FOl 

APPROVAL 


952-46-SM 

APPLICANT— Richard  F.  Keegan,  owner  (d/b/a  Actr 
Cinder  and  Cement  Block  Co.). 

SUBJECT— Acme  Cinder  and  Cement  Block,  8  x  8  x  u 
LB.S.  (Concrete  and  Cinder),  approval  of. 

APPEARANCES— 

For  Applicant:  Richard  F.  Keegan. 

ACTION  OF  BOARD— Materials  approved  in  accordant 
with  the  report  of  a  committee  on  test. 


HE  VOTE  TO  APPROVE— 


Affirmative  :  Chairman  Murdock,  Commissioners 

_ _  .  Tr<  •  1  ta  i  u.iiupp 


Negative : 


THE  RESOLUTION  (952-46-SM) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

March  17,  1947. 

Re:  Cal.  952-46-SM  _  ,  G„  Q„  v  , 

Subject:  Acme  Cinder  and  Cement  Block  8  x  8  x 
L.B.S.  (Concrete  and  Cinder),  approval  of. 
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Richard  F.  Keegan  of  Brooklyn,  New  York,  filed,  on 
December  5,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  under  the  provisions  of  C26- 
178.ob  and  C26-309.0  Administrative  Building  Code  for 
approval  of  Acme  Cinder  and  Cement  Block. 

Description 

These  blocks  are  made  in  one  size  8"  x  8"  x  16"  par¬ 
tition  and  wall  blocks  and  are  composed  of  one  part 
by  volume  of  approved  Portland  cement  and  3  parts  by 
vo  ume  of  aggregate  (Cow-bay  sand  or  cinders),  5  to  7 
gal.  of  water  is  added  to  the  mix  depending  upon  the 
surface  water  carried  by  the  aggregate.  The  cement 
and  sand  are  measured  into  a  one  cubic  foot  box  until 
the  required  amount  is  ready,  then  mixed  and  the  neces¬ 
sary  amount  of  water  added  during  mixing.  The  blocks 
are  then  made  in  a  Universal  Tamping  Machine.  They 
are  stored  in  an  enclosed  dryer  provided  with  heating 
and  moisture  equipment  for  12  hours  to  cure.  They  are 
then  allowed  to  stand  twenty-five  days  under  cover 
before  being  used. 

0n  J*™.  18,  1947,  compression  tests  were  made  of 
blocks  which  were  manufactured  and  identified  by  the 
Committee  on  Test  and  tested  as  laid  in  the  wall  at 
Columbia  University  of  N-  Y.  (report  dated  Feb.  17, 
1947)  in  accordance  with  the  requirements  of  C26-309  o’ 
Administrative  Building  Code.  The  methods  of  test 
were  those  prescribed  by  C26-326.0  Administrative  Build- 
Code.  Present  at  the  Test  were  Commissioner 
Chas.  M.  Blum  and  Chief  Engineer  L.  V.  Huber  of  the 
Committee  on  Test. 

Results  of  tests  were  as  follows : 

The  Average  Compression  strength  of  8"  x  8"  x  16” 
hollow  and  solid  blocks  were:  hollow-cinder  2270  lbs. 
per  sq.  in.,  solid  cinder  2320  lbs.  per  sq.  in.,  hollow 
cement  4020  lbs.  per  sq.  in.,  solid  cement  4710  lbs.  per 
sq.  in.  plus.  A  check  of  the  voids  of  this  block  im 
t  ^ock  had  40%  voids  classifying  them  as 

Maximum  capacity  of  testing  machine  used  was 
600,000;  gross  area  of  blocks,  128  sq.  in. 

Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
lest  recommends  the  approval  of  the  Acme  Cinder  and 
Cement  Block  Co.  size  8"  x  8"  x  16"  L.B.S.  (as  manu¬ 
factured  as  herein  set  forth  at  the  applicant’s  plant) 
pursuant  to  Section  C26- 191.0  for  use  under  C26-309.0 
and  the  Rules  of  the  Board  for  use  in  load  bearing  and 
non-load  bearing  masonry,  as  provided  in  Sub.  Article  4 
of  Art.  9  of  Chapter  26,  Administrative  Building  Code. 

1  he  approval  is  recommended  on  the  following  condi¬ 
tions  : 

1.  That  these  units  be  manufactured  according  to  the 
same  specifications  as  herein  set  forth. 

2.  That  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the 
Administrative  Building  Code  and  the  Rules  of  the  Board 
for  the  manufacture,  testing  and  use  of  Concrete 
Masonry  Units. 

o  tkese  un'ts  be  marked  as  required  by  Rules 

8.1,  8.2  and  8.4. 

4.  That  Rule  8.5  be  complied  with. 

5.  That  nine  copies  of  drawings  showing  the  manu¬ 
facturer  s  distinguishing  mark  and  its  method  of  appli¬ 
cation  with  the  additional  marks  required  by  Rules  8.1 
and  8.2  shall  be  filed  with  the  Board  and  accepted  before 
the  approval  becomes  effective. 

6.  That  quarterly  test  reports  of  compression  for  not 
less  than  three  representative  samples  of  each  size  of 
block  described  herein  manufactured  during  the  quarter 
be  filed  with  the  Board.  Unless  these  tests  are  per¬ 
formed  at  a  Laboratory  approved  by  the  Board,  such 
reports  shall  be  verified  before  a  notary  public  or  com¬ 
missioner  of  deeds  by  the  person  performing  the  same. 


7.  That  only  approved  aggregates  shall  be  used. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  H.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


71-47-SM 

c££f^££NT~Lorirner  Paint  Works,  owner, 
o  U  BJ  EC  i  Lorimer  Paint  Works  Pure  Linseed  Oil  Puttv 
approval  of. 

APPEARANCES— 

a :  benjamin  Friedman. 

ACTION  OF  BOARD  Material  approved  in  accordance 
_ttt,  .with  the  report  of  a  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N  egative :  .  q 

THE  RESOLUTION  (71-47-SM) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Pe:.  Cal.  #71-47-SM  April  14,  1947. 

Subject :  Lorimer  Paint  Works  Pure  Linseed  Oil  Putty 
Approval  of.  ’ 

The  Lorimer  Paint  Works  filed,  on  January  27,  1947 
an  application  with  the  Board  of  Standards  and  Appeals 
under  the  provisions  of  C  26-178. 0.b  for  approval  of  the 
Lorimer  Paint  Works  Pure  Linseed  Oil  Putty. 

Description 

This  material  consists  of  a  mixture  of  88%  chalk 
whiting  and  12%  pure  raw  linseed  oil  which  has  been 
thoroughly  ground  and  mixed  in  a  mixing  machine. 
It  is  knife  grade  and  after  working  in  the  hands  shows 
good  plastic  quality  without  stickiness.  This  putty 
works  smoothly  under  a  knife  without  crumbling  or 
cracking  and  adheres  satisfactorily  to  a  surface  to 
which  it  is  applied.  After  being  molded  in  place  it 
holds  its  form  until  set. 

Inspection  and  Test 

1  his  material  was  inspected  and  tested  at  the  plant 
of  the  applicant  216  Seigel  Street  on  March  19,  1947. 

1  resent  at  the  test  were  Commissioner  Chas.  M.  Blum 
and  Chief  Engineer  L.  V.  Huber  of  the  Committee  on 
lest  and  Benjamin  hriedman,  representing  the  appli¬ 
cant.  The  material  was  found  to  conform  to  ASTM 
designation  D317-33. 

Recommendation 

.Ori  the  basis  of  the  above  data  the  Committee  on 
1  est  recommends  the  approval  of  Lorimer  Paint  Works 
Pure  Linseed  Oil  Putty  for  use  in  New  York  City  under 
the  provisions  of  C26-191.0,  provided  each  can  or  con¬ 
tainer  of  the  material  bears  a  label  permanently  affixed 
reading:  ‘Approved  by  the  Board  of  Standards  and 
use  in  New  York  City  under  Cal. 

#  71-47-SM. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Charles  H.  Blum,  1 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 

r>  »  *  T”»  ,  r  „  Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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72-47-SM 

APPLICANT — Lorimer  Paint 'Works,  owner. 

SUBJECT— Lorimer  Paint  Works  E.  Z.  Working  Steel 
Sash  Putty,  approval  of. 

APPEARANCES— 

For  Applicant:  Benjamin  Friedman. 

ACTION  OF  BOARD— Material,  approved  in  accordance 
with  the  report  of  a  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (72-47-SM) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Re:  Cal.  # 72-47-SM  ,  April  14,  1946. 

Subject:  Lorimer  Paint  Works  EZ  Working  Steel 
Sash  Putty,  Approval  of. 

The  Lorimer  Paint  Works  of  Brooklyn,  N.  Y.  filed, 
on  January  27,  1947,  an  application  with  the  Board  of 
Standards  and  Appeals  under  the  provisions  of  C26- 
178.0.b  for  approval  of  the  Lorimer  Paint  Works  E-Z 
Working  Steel  Sash  Putty. 

Description 

This  material  is  a  knife  grade  easy  working  putty 
designed  for  use  in  steel  sash  and  casements  interior 
and  exterior  consisting  of  a  uniform  mixture  of  pigment 
ground  to  a  fine  texture  free  from  all  lumps.  It  is 
designed  to  retain  its  form  until  setting  takes  place 
and  upon  setting  to  form  a  firm  sealer  between  sash 
and  glass  without  peeling  or  cracking. 

Inspection  and  Test 

This  material  was  inspected  and  tested  at  the  plant 
of  the  applicant  March  19,  1947 ;  present  at  the  test 
were  Commissioner  Charles  M.  Blum  and  Chief  Engi¬ 
neer  Leslie  V.  Huber  of  the  Committee  on  Test  and 
Benjamin  Fx-iedman  representing  the  applicant.  The 
material  conformed  to  the  specifications  submitted  and 
examination  of  building  on  which  the  material  had 
been  used  indicated  that  it  complied  with  the  require¬ 
ments  as  set  forth. 

Recommendation 

On  the  basis  of  this  inspection  and  test  the  Commit¬ 
tee  on  Test  recommend  the  approval  of  Lorimer  Paint 
Works  E-Z  Working  Steel  Sash  Putty  for  use  in 
New  York  City  under  C26-191.0,  provided  each  can 
or  container  of  the  material  bears  a  label,  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards 
&  Appeals  for  use  in  New  York  City  under  Cal. 
#72-47-SM.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  H.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 
Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  this  material  in  accordance  with  the 
above  report. 

73-47-SM 

APPLICANT — Lorimer  Paint  Works,  owner. 

SUBJECT — Lorimer  Paint  Works  Caulktite  (Caulking 
Compound),  approval  of. 

APPEARANCES— 

For  Applicant:  Benjamin  Friedman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  a  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . . . . 0 


THE  RESOLUTION  (73-47-SM) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 
Re:.  Cal.  #73-47-SM  April  14,  1947. 

Subject:  Lorimer  Paint  Works  Caulktite  (Caulking 
Compound),  Approval  of. 

The  Lorimer  Paint  Works  filed,  on  January  27,  1947, 
an  application  with  the  Board  of  Standards  and  Appeals 
under  the  provisions  of  C26-178.0.b  Administrative 
Building  Code  for  approval  of  Lorimer  Paint  Works 
Caulktite  (Caulking  Compound). 

Description 

This  material  consists  of  a  fibrous  pigment  mixed 
with  processed  resinous  oils,  tinting  colors  and  extended, 
thorough  mixed  in  a  mixing  machine  and  to  be  applied 
to  joints  around  wood,  metal  or  masonry  for  the  pur¬ 
pose  of  sealing  the  joints  and  is  applied  with  a  gun  or 
trowel  and  does  not  shrink,  slump  or  stain.  Upon 
setting  a  weatherproof  bond  is  established. 

Tests 

A  sample  of  the  caulking  compound  was  tested  at 
the  United  States  Testing  Co.,  Inc.  at  Hoboken,  N.  J. 
with  results  as  follows: 

Shrinkage — A  layer  of  compound  %  inch  thick  on 
limestone  for  15  days  shrinks  less  than  15%  in  volume. 

Bond — a  layer  of  compound  Mt  inch  thick  on  lime¬ 
stone  for  15  days  adheres  so  firmly  it  cannot  be  peeled 
off  without  leaving  a  film  of  material  in  contact  with 
the  stone. 

Tenacity — A  layer  of  compound  %  inch  thick  after 
contact  with  the  limestone  15  days  does  not  break  or 
crack  when  a  portion  is  loosened  and  folded  back  and 
for  six  times  through  an  angle  of  180°. 

Rate  of  Hardening— The  compound  within  experi¬ 
mental  tolerances  does  not  harden  more  than  50%  in 
a  joint  wide  and  \1/  inch  deep  between  limestone 
slats  for  15  days  by  the  penetrometer  test. 

Oil  Retention — The  compound  does  not  stain  masonrj 
or  other  building  material  for  a  distance  greater  thar 
is  inch  either  side  of  joint.  The  degree  of  staining  is 
so  slight  as  to  be  not  measurable. 

Cementing — The  consistency  is  such  that  the  plastic 
in  a  joint  inches  wide  and  1J4  inches  deep  brown 
limestone  slabs  does  not  flow  or  slump  more  than  A 
inch  when  the  joint  is  placed  in  a  vertical  position  for 
24  hours  at  70°  F. 

Similar  tests  were  also  made  at  the  plant  of  the 
applicant,  216  Seigel  Street,  Brooklyn.  Present  al 
these  tests  were  Commissioner  Chas.  M.  Blum  and 
Chief  Engineer  L.  V.  Huber  of  the  Committee  on  Test 

Recommendation 

On  the  basis  of  the  above  data  the  Committee  on 
Test  recommends  the  approval  of  the  Lorimer  Painl 
Works  Caulktite  (Caulking  Compound)  for  use  ir 
New  York  City  when  manufactured  and  used  ir 
accordance  with  this  report,  provided  the  containers 
of  this  material  bear  a  label,  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  #73-47-SM.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  H.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe; 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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47-47-SA 

J’PLICANT — Gibraltar  Oil  Burner  Manufacturing  Co 
owner.  ■’ 

lUBJECT  Gibraltar  Oil  Burner,  approval  of 

APPEARANCES— 

For  Applicant:  William  P.  Tiernan. 

ATION  OF  BOARD— Appliance  approved  in  accordance 
witli  the  report  of  a  committee  on  test 
HE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  kleincrt  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

HE  RESOLUTION  (147-47-SA) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Re:  Cal.  147-47-SA  April  14,  1947. 

Subject:  Gibraltar  Oil  Burner, 

Approval  of. 

1  he  Gibraltar  Oil  Burner  Manufacturing  Company 
ilcd  on  February  14  1947,  an  application  with  the 
,  ^,t4m<iarcls  an<^  Appeals  for  approval  of  the 

-rnAj  •  •  Burner  under  the  provisions  of  C19- 
b7.0  Administrative  Code  and  the  Oil  Burner  Rules  of 
the  Board  of  Standards  and  Appeals. 

Description 

This  burner  is  a  gun  type  pressure  atomizing  oil 
uirner  and  consists  of  a  blower  housing,  an  electric 
motor  centrifugal  fan,  ignition  transformer,  fuel 
pump  and  nozzle  assembly.  It  is  designed  to  burn 
iuel  oil  not  heavier  than  #3  U.  S.  Department  of 
Commerce  Standards  and  has  a  maximum  capacity  of 
3  gallons  per  hour. 

1  he  pump  is  part  of  an  integral  fuel  unit  which 
consists  of  a  pump,  Sunstrand  or  equal,  a  strainer  a 
pressure  regulating  valve  and  an  oil  by  pass  valve. 

a  a  r  Wh  jh  th?  sets  in  is  accumulated 

and  delivered  to  the  blast  tube  by  the  blower  housing. 

1  he  blower  housing  is  heavy-cast  aluminum  and  is 
machined  so  that  the  pump  and  motor  are  maintained 
in  proper  alignment  The  end  cover  plate  is  cast 
aluminum  disc,  which  closes  the  end  of  the  blast  tube 
and  is  removable  to  facilitate  to  the  nozzle  assembly 
I  he  fan  is  a  forrington  standard  6"  x  3"  or  6"  x  3Va" 
size.  It  is  built  with  an  inside  hub,  is  of  the  blower 
a.  IS  made  of  aluminum.  The  transformer,  a 
. j  ,o-  °r  e9l?al-  is  a  10,000  volt,  secondary  grounded 
mid-point  ignition  transformer  with  base  mounted 
terminal.  It  is  connected  to  the  electrodes  by  high 
tension  cable  with  Rajah  cage  terminal.  The  controls 
consist  ot  Minneapolis-Honeywell  R117  Protecto 
eqnUAal;  MinneaPolis-HoneyweIl  Pressure  Type 
I -IMA1  x  9A4  range  0  to  10  lbs.  or  equal  and  Min¬ 
neapolis  Honeywell  Room  Thermostat  No  Til  A  or 
equal. 

Inspection  and  Test 

The  burner  was  inspected  and  tested  at  215  Castleton 
Avenue,  Staten  Island,  New  York.  Present  at  the 
test  were  Commissioner  Charles  M.  Blum  and  Chief 

,nTwrpLTk  V-  HVbe,r  of  the  Committee  on  Test 
anA...  •  Pieman  of  the  manufacturers. 

1  his  burner  was  an  assembly  of  approved  parts  suit¬ 
able  for  use  with  each  other  for  the  service  intended 
as  approved  and  the  burner  as  provided  with  suitable 
safeguards  to  prevent  abnormal  discharge  of  oil  The 
burner  as  assembled  was  tested  for  defects  and  proper 
functioning  throughout  its  operating  range  and  was 
found  to  function  properly  as  designed  with  no  flare- 
backs  or  unusual  carbon  deposits.  With  the  oil  cut 
3ft  the  controls  functioned  in  50  seconds.  All  parts 
ire  so  designed  as  to  maintain  alignment  and  to  permit 
interchangeability.  With  a  stack  temperature  of  450 
□eg.  the  COa  content  of  the  flue  gases  was  9^%. 


Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  data 
hied  with  this  application,  the  Committee  on  Test 
recommends  the  approval  of  the  Gibraltar  Oil  Burner, 
tor  domestic  and  commercial  installation  with  fuel  oil 
not  heavier  than  #3  U.  S.  Department  of  Commerce 
standard,  when  installed  in  accordance  with  this 
report  and  the  Oil  Burner  Rules  of  the  Board  of 
otandards  and  Appeals,  provided  the  burner  bears  a 
n  j  PeriFane9By,  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 
City  under  Cal.  #  147-47-SA.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  H.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

\Jr^°lVed’  that,,t!ie  Board  of  Standards  and  Appeals  does 
report^  a^rove  tbls  aPPkance  m  accordance  with  the  above 


160-47-SA 

SUBTFCTNrTbGilb^rtR&  Parkrr  A'ffg'  Co>  owner- 

SUBJECT— Gilbert  &  Barker  Gasoline  Dispensing  Pumps 

Models  M96ER,  M96HG,  M98HG  and  M10l’ 
approval  of.  ’ 

APPEARANCES— 

a  tttau  °Ar-A£?!’cant :  C.  Beckman. 

ACTION  Ob  BOARD— Appliance  approved  in  accordance 

THE  VOThElhTepTpPRpaVE-mit,ee  °n  teSt' 

Affirmative:  Chairman  Murdock,  Commissioners 

and  Kleinert  and  Deputy  Chief  Guinee  4 
iNI  egative :  . .  q 

THE  RESOLUTION  (160-47-SA) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Cal.  $  160-47-SA  April  7  1947 

Subject:  Gilbert  &  Barker  Gasoline  Dispensing  Pumps 
Models  M96ER,  M96HG,  M98HG  and  M10l’ 

^  Approval  of  ’ 

wT!|e  c;nll'beri  m  Barker  Manufacturing  Company  of 
West  Springfield,  Massachusetts,  filed,  on  February  11 
1947,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Gilbert  &  Barker  Gasoline 
Dlspensmg  Pumps,  Models  M96ER,  M96HG,  M98HG 
and  Ml 01,  under  the  provisions  of  C19.69.OC  Adminis¬ 
trative  Code. 

Description 

The  Gdbert  &  Barker  M96ER  gasoline  dispensing 
pump  is  an  electrically  driven  metering  pump  with  a 
computer  type  of  registering  mechanism. 

A  quarter  horsepower  explosion-proof  electric  motor 
drives  a  positive  type  of  rotary  pump  to  raise  the  liquid 
trom  the  tank  and  furnish  a  pressure  just  under  twenty 
pounds  tor  proper  metering. 

Between  the  pumping  unit  and  the  meter,  an  air  sep- 

a*jat?£  Js  ^  ace1  to  seParate  air  which  would  be 
admitted  through  a  leaky  suction  line  or  through 
fraudulent  manipulation.  The  air  separator  also  has 
the  important  function  of  providing  room  for  expan- 
sion  of  the  liquid  in  the  system  due  to  a  rise  in  tempera- 
t  re.  The  meter  is  of  the  four-piston  positive  dis¬ 
placement  type.  The  discharge  line  includes  a  check 
vaDe  to  maintain  the  liquid  in  the  hose  under  a  pressure 
at  all  times  to  prevent  vaporization  while  the  unit  is 
standing  idle  This  is  a  necessity,  as  vapor  in  the  hose 
would  cause  false  measurements  in  hot  weather.  A  verv 
rugged  visible  discharge  indicator  is  employed  which 
makes  immediately  visible  any  air  or  vapor  pockets 
which  might  occur  on  the  discharge  side  of  the  meter. 
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The  flow  is  controlled  at  the  nozzle  and  the  unit  has 
a  maximum  rate  of  flow  of  sixteen  gallons  per  minute. 
The  motor  is  turned  on  and  shut  off  by  means  of  a 
handle  on  the  outside  of  the  dispensing  unit,  the  handle 
operating  a  rod  which  is  directly  connected  to  a  switch 
on  the  motor. 

The  Gilbert  &  Barker  M96HG  gasoline  dispensing 
pump  is  an  electrically  driven  metering  pump  with  a 
computer  type  of  registering  mechanism.  This  model 
differs  from  Model  M96ER  in  the  motor  capacity, 
which  on  the  M96HG  is  three-quarter  horsepower  and 
on  the  M96ER  is  one-quarter  horsepower.  The  M96HG 
has  a  rated  capacity  of  twenty-five  gallons  per  minute. 

The  Gilbert  &  Barker  M98HG  gasoline  dispensing 
pump  is  an  electrically  driven  metering  pump  with 
liquid  volume  recording  mechanism.  This  model  is 
similar  to  the  M96HG  except  that  it  records  liquid 
volume  only.  The  M96HG  computes  money  volume 
in  addition  to  liquid  volume. 

The  Gilbert  &  Barker  M101  gasoline  dispensing 
pump  is  an  electrically  driven  metering  pump  with  a 
computer  type  of  registering  mechanism.  This  model 
differs  from  Model  M96ER  in  that  the  meter  on  the 
M101  is  of  the  two-piston  positive  displacement  type, 
while  on  the  M96ER  the  meter  is  of  the  four-piston 
positive  displacement  type.  The  housing  of  the  M101 
is  also  different  from  that  of  the  M96ER. 

These  dispensing  pumps  have  been  approved  by  the 
Underwriters’  Laboratories  Lab.  File  #MH  1941. 

Inspection  and  Test 

The  pumps  were  inspected  and  tested  at  West  Spring- 
field,  Massachusetts.  Present  at  the  test  were  Com¬ 
missioner  Charles  M.  Blum  and  Chief  Engineer  Leslie 
V.  Huber  of  the  Committee  of  Test  and  Mr.  G.  C. 
Donnelly  representing  the  applicant. 

Recommendation 

On  the  basis  of  the  above  data,  the  Committee  on 
Test  recommends  the  approval  of  the  Gilbert  &  Barker 
Gasoline  Dispensing  Pumps  M96ER,  M96HG,  M98HG 
and  M101  for  use  in  New  York  City  under  the  provi¬ 
sions  of  C19.69.0  Administrative  Code  on  condition  that 
the  devices  bear  a  label  permanently  affixed  reading 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  Use  in  New  York  City  under  Cal.  #160-47-SA. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  H.  Blum, 

Commissioner, 
Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Adjourned:  1:00  P.  M. 

Joseph  J.  Doyi.e, 
Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  13,  1947 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

2 48-47- A 

APPLICANT — Samuel  Rosenblum,  for  George  Joseph, 
owner  (Edward  P.  Paul  and  Co.,  sub-lessee) 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1314-1316  Blondell  avenue,  east 
side,  37  ft.  north  of  Westchester  avenue  (Block 
4133,  Lot  2),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . 1 

Negative:  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinee  1 

THE  RESOLUTION  (248-47-A) 

Whekeas,  Samuel  Rosenblum  for  George  Joseph,  owne 
(Edward  P.  Paul  &  Co.,  sub-lessee),  filed  March  10,  1947 
an  appeal  from  an  order  and  decision  of  the  fire  commis 
sioner,  affecting  premises  1314-1316  Blondell  avenue,  eas 
side,  37  ft.  north  of  Westchester  avenue  (Block  4133,  Lot  2) 
Borough  of  The  Bronx;  and 
Whereas,  Order  35326-LF,  issued  by  the  fire  commis 
sioner  on  July  27,  1945,  reads: 

“1.  Provide  a  fixed  fire  extinguishing  system  o 
other  means  for  the  extinguishment  of  fire  satisfactor 
to  the  fire  commissioner,  in  cellar.  09-161.0  Adn 
Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  date 
February  20,  1947,  reads : 

“In  reply  to  your  request  to  reissue  Item  1  of  Orde 
35326-LF  as  modified,  to  accept  a  dry  pipe  sprinkle 
system  in  the  cellar,  as  it  is  not  the  practice  of  thi 
Department  to  reissue  orders,  your  request  is  denied. 

and 

Whereas,  the  applicant  states  that  the  building  is  1  stor 
(15  ft.)  in  height,  125  ft.  by  89  ft.  2  in.  in  area,  of  class 
construction,  erected  in  1927  as  a  one  story  garage,  locate 
in  an  unrestricted  use,  C  area  and  class  1J4  height  distrii 
and  used  and  occupied  since  1945  as  follows:  cellar — storaj 
of  china  and  glass  in  original  sealed  packages — 1  person 
1st  floor — manufacturing  tile  board — 15  persons;  that  tl 
building  is  equipped  with  a  standpipe  system;  that  there 
one  interior  3  ft.  wide  fireproof  stairs  from  the  cellar  I 
the  1st  floor  at  the  front,  equipped  with  fireproof  self-closir 
doors ;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  froi 
an  order  relating  to  the  cellar  and  requiring  a  fixed  fii 
extinguishing  system  and  modified  to  require  a  dry  pi{ 
sprinkler  system;  that  the  building  faces  on  three  street 
that  although  the  building  is  one  story  in  height  on  Blonde 
avenue,  the  cellar  actually  becomes  the  grade  floor  on  Fir 
and  Cooper  avenues,  as  it  is  directly  accessible  from  the 
two  street  fronts;  that  at  the  time  of  the  issuance  of  t 
order  in  July  1945,  the  premises  were  not  occupied  by  t 
present  tenant;  that  the  present  tenant  took  possession 
December  1945 ;  that  this  probably  accounts  for  the  modii 
cation  of  the  order  to  require  a  dry  pipe  sprinkler  systen 
that  the  cellar  story  has  a  fireproof  floor  and  a  fireproi 
ceiling ;  that  the  previous  tenant  was  a  dealer  in  combustib 
material;  that  the  present  occupant  uses  the  cellar  for  tl 
storage  of  crockery  and  glassware  in  sealed  packages ;  th; 
these  packages  are  not  opened  on  the  premises;  that  aboi 
once  a  week  one  person  is  employed  to  deliver  the  me 
chandise  in  its  original  sealed  packages  to  the  truck  for  shi] 
ment  elsewhere;  that  there  are  none  of  the  hazards  usual 
present  in  the  opening  and  closing  of  merchandise  whei 
excelsior  or  straw  might  be  visible  or  in  the  open,  whi< 
might  lend  itself  to  a  fire;  that  there  is  no  heat  except  in 
separate  boiler  room  enterable  from  the  outside;  that  wi< 
aisle  spaces  are  maintained  and  housekeeping  conditions  a 
good;  that  in  view  of  the  fact  that  the  floor  is  accessibl 
being  practically  at  grade,  there  are  no  problems  from  a  fi 
extinguishing  standpoint;  that  doors  and  windows  and  : 
easily  accessible  ramp  are  provided  from  the  street  as  w< 
as  a  fireproof  stair  at  the  southerly  end  at  the  front  of  tl 
building;  that  there  is  a  standpipe  with  two  hose  station 
each  equipped  with  100  ft.  of  hose ;  that  such  equipme 
as  the  order  requires  will  not  add  to  the  fire  protection  < 
the  building,  inasmuch  as  it  cannot  be  used  for  the  n 
apparatus  and  it  is  inconceivable  that  the  fire  departme 
cannot  fight  a  fire  in  a  one  story  structure,  available  fro 
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■hrcc  streets,  with  doors  and  windows  directly  accessible 
from  the  street ;  that  the  present  occupant  is  on  a  monthly 
basis,  having  been  compelled  to  vacate  their  warehouse  to 
make  way  for  the  erection  of  Stuyvesantown ;  that  as  soon 
as  other  quarters  can  be  obtained,  it  is  intended  to  move 
l0.,thef,"e.w  Premises;  that  there  are  approximately  50  fire 
pails  filled  with  water  distributed  throughout  the  premises  • 
and  ’ 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  on  the  Board. 

Resolved,  that  the  decision  of  the  fire  commissioner,  re 
Urder  30326-Lf1,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


259-47-A 

APPLICANT— -Saul  Goldsmith,  for  Airmor  Realty  Corp 
owner.  ’’ 

^LBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

|  PREMISES  AFPECTED — 276  Nostrand  avenue  and  82-90 
Kosciusko  street,  southwest  corner  (Block  1783 
Lot  49),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (259-47-A) 

Whereas,  Saul  Goldsmith,  for  Airmor  Realty  Corpora- 
tion,  owner,  filed  March  21,  1947,  an  appeal  from  a  decision 
ot  the  borough  superintendent  affecting  premises  276 
iNostrand  avenue  and  82-90  Kosciusko  street,  southwest 
corner  (Block  1783,  Lot  49),  Borough  of  Brooklyn;  and 
i  jH^KE^.S\Jbe  decision  of  the  borough  superintendent, 
dated  April  17,  1947,  on  amendment  to  Alt.  Applic.  3453-46 
reads : 

“1.  Present  exits  for  proposed  change  of  use  factory 
purpose  violates  Sec.  270  Labor  Law. 

Note:  Two  fireproof  enclosed  stairways  from  street 
to  roof  required. 

2.,  Present  floor  framing  inadequate  for  required 
minimum  live  load  capacity  of  120  lbs.  per  sq  ft 
Sec.  C26-345.0.” 

and 

tfie  applicant  states  the  building  is  two  stories 
(23  ft.)  in  height;  40  ft.  by  90  ft.  6  in.  in  area,  of  Class  3 
construction;  erected  prior  to  1888;  located  in  a  business 
use  B  area  and  Class  iy2  height  district  and  used  and 
occupied  since  1941  as  follows:  cellar,  boiler  room  and 
storage ;  1st  floor,  manufacturing  toys,  10  persons;  2nd 
noor,  manufacturing  ladies  wear,  29  persons;  that  no 
change  in  use  or  occupancy  is  proposed;  that  the  building 
is  equipped  with  two  4  ft.  wide  steel  stairs,  with  cement 
treads,  enclosed  in  partitions  of  metal  lath  and  cement 
paster,  equipped  with  fireproof  self-closing  doors  leading 
directly  to  the  street,  each  provided  with  a  ladder  and 
cuttle  to  the  roof ;  that  there  is  safe  egress  from  the 
rooi ;  and 

W  hereas,  the  applicant  contends  that  the  building  was 
originally  erected  in  1888;  that  in  1910  and  in  1914  the 
uuiidmg  was  enlarged  to  its  present  size  and  used  as  a 
i"c  story  motion  picture  theatre;  in  1933,  an  intermediate 
ier  was  erected  to  create  a  second  story  and  the  use  changed 
.  *iC  nJ?rk^t  on  the  lst  floor  and  offices  on  the  2nd 
-L  hat  Certificate  of  Occupancy  72844  was  issued;  that 
n  1AJ4,  an  application  was  approved  to  change  the  2nd 
loor  use  for  light  manufacturing  and  display  rooms;  that 
ne  present  owner  purchased  the  building  in  1944  after 
>ccupying  lt  since  1941 ;  that  in  1944,  a  violation  was  filed, 
cquiring  a  new  certificate  of  occupancy  in  view  of  the 
Sf®  ?f  use  to  factory;  that  Alt.  Applic.  3453-46  was 
l proved  and  required  the  enclosure  of  the  stairways  from 


the  street  to  the  roof,  in  compliance  with  Section  270  of 
the  Labor  Law;  that  the  work  called  for  was  impractical 
and  would  work  a  great  financial  hardship  on  the  owner 
n  earned  out ;  that  on  March  18,  1947,  an  amendment  was 
c  e<  to.  ^ A-  3453-46;  that  the  denial  of  this  amendment 
forms  the  basis  of  this  appeal;  that  the  lst  floor  has  two 
direct  means  of  egress  to  the  street;  that  the  second  floor 
has  two  direct  means  through  4  ft.  wide  iron  stairways, 
enclosed  in  fire  retarded  partitions,  equipped  with  3  ft.  wide 
kalamein  se  f-c  osing  doors;  that  the  west  stair  has  a 
scuttle  and  ladder  to  the  roof  and  the  east  stair  will  be 
provided  with  a  scuttle  and  ladder  to  the  roof;  that  the 
interior  cellar,  stairs  will  be  enclosed  in  4  in.  fireproof 
partitions,  equipped  with  a  one  hour  fireproof  self-closing 
door  ,  that  the  boiler  room  will  be  enclosed  in  4  in.  fire¬ 
proof  partitions,  equipped  with  a  one  hour  fireproof  self¬ 
closing  door;  that  the  cellar  ceiling  is  covered  with  plaster 
boards  and  metal;  that  the  first  floor  ceiling  is  covered  with 
metal  and  the  2nd  floor  ceiling  is  covered  with  plaster 
and  metal ;  that  the  occupancy  of  the  building  is  small 
and  the  type  of  manufacturing  is  non-hazardous ;  that  the 
five  load  does  not  exceed  75  lbs ;  it  is  therefore  requested 
the  Board  grant  a  variation,  to  permit  the  factory  occu¬ 
pancy  with  the  existing  exits  and  existing  75  lb.  live  load  • 
and  ’ 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
actmg  on  Alt.  Applic .  3453-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  apepal  be  and  it  hereby  is  cjranted 
on  condition  that  the  existing  means  of  exit  as  proposed 
and  as  shown  on  plans  filed  with  this  appeal  marked 
•  ^Iarch  21,  1947”,  1  sheet,  will  be  maintained,  and 

in  addition  there  shall  be  installed  on  the  Kosciusko  street 
side,  a  fire  escape  balcony  with  a  goose  neck  ladder  to 
the  roof  and  a  counter-balanced  stair  to  the  street  and  so 
located  that  one  window  on  either  side  of  the  sections,  on 
,A°<?b  sha1,1  to  such  fire  escape;  further,  that 

the  budding  shafl  not  be  increased  in  height  or  area; 
that  the  2nd  floor  shall  not  be  further  subdivided;  that  the 
number  of  occupants  on  either  side  of  the  cross  partitions 
shall  be  restricted  to  the  number  permitted  for  the  primary 
means  of  exit  in  such  section ;  that  such  portable  fire  fight- 
mg  appluinces  shall  be  maintained  as  the  fire  commissioner 
shall  direct;  and  as  to  Objection  2,  that  the  present  floor 
capacity  represented  as  75  lbs.  per  superficial  foot  may  be 
permitted,  provided  the  type  of  manufacturing  on  the  2nd 
floor  as  proposed  shall  not  exceed  at  any  time  such  floor 
loading ,  that  signs  stating  such  floor  loading  shall  be  posted 
as  required  by  the  borough  superintendent;  that  in  all  other 
respects  the  building  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


302-47-A 

?h  H‘  CornelI<  for  Jacob  Karsar,  owner. 
SUBJBG1  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

I  REMISES  AFFECTED — 14  Beach  46th  place,  west  side, 
120  ft.  south  of  Edgemere  avenue  (Block  332,  Lot 
34),  Edgemere,  Borough  of  Queens  (Under  section 
35,  General  City  Law  re  bed  of  mapped  street — 
Beach  46th  place). 

APPEARANCES— 

For  Applicant :  Joseph  H.  Cornell. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

O?  BOARD— Appeal  granted  on  condition. 

1  n  h,  VUl  L — 

Affirmative .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative:  .  q 

THE  RESOLUTION  (302-47-A) 

ci^IaER^1’  Joseph  H.  Cornell,  for  Jacob  Karsar,  owner, 
hied  April  7,  1947,  an  appeal  from  a  decision  of  the  borough 
superintendent  and  an  application  pursuant  to  Section  35  of 
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the  General  Citv  Law,  for  permission  to  alter  a  building 
located  in  the  bed  of  a  mapped  street  affecting  premises  14 
Beach  46th  place,  west  side,  120  ft.  south  of  Edgemerc 
avenue  (Block  332,  Lot  34),  Edgemere,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  11,  1947,  on  Alt.  Applic.  3230-46,  reads: 

“1.  Building  is  within  bed  of  mapped  street.  Secure 
approval  of  B.  of  St.  &  A.  or  per  Art.  3,  Sect.  35  of 
General  City  Laws. 

2.  Proposed  extension  is  contrary  to  Sect.  4.1.3.  of 
B.C.  Subsection  2,  as  there  will  be  less  than  6  ft.  be¬ 
tween  buildings  of  frame  construction.” 

and 

Whereas,  the  applicant  states  the  building  is  1)4  stories 
(14  ft.)  in  height;  13  ft.  by  39  ft.  4  in.  in  area,  of  Class  4 
construction;  erected  1914;  located  on  a  lot  60  ft.  by  49  ft. 
in  area,  in  a  residence  use,  D  area  and  Class  1*  height  dis¬ 
trict,  and  used  and  occupied  since  erection  as  a  one  family 
dwelling,  and  proposed  to  be  used  and  occupied  as  two 
family  dwelling;  and 

Whereas,  the  applicant  contends  that  the  widening  of 
Beach  46th  place  to  72  ft.  6  in.  has  been  proposed  for  a  long 
time;  that  the  street  is  short,  running  400  ft.  from  Edge- 
mere  avenue  to  the  ocean  and  is  a  summer  colony  only;  that 
it  is  doubtful  if  a  wider  street  would  be  warranted  in  this 
location  at  any  time;  that  the  construction  work  involved  in 
this  application  is  minor,  consisting  of  alterations  with  small 
side  extension  for  kitchen,  as  shown  on  plans;  and 

Whereas,  plans  filed  with  this  appeal  indicate  that  the 
building  is  now  arranged  for  use  as  a  1  family  dwelling  and 
that  it  is  proposed  to  be  altered  for  two  families  and  ex¬ 
tended  1  ft.  3  in.  on  the  north  side  for  a  distance  of  13  ft. ; 
that  the  proposed  extension  will  be  1  ft.  9  in.  from  the 
northerly  lot  line. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  3230-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  t lie  powers  vested  in  the  Board  under  Section  35  of 
the  General  City  Law,  to  permit  the  existing  building  to  re¬ 
main  within  the  bed  of  proposed  Beach  46th  place,  on  con¬ 
dition  that  in  the  event  such  street  is  opened,  the  owner  will 
remove  these  buildings  without  expense  to  the  city ;  and 
denied  as  to  Objection  2. 


305-47-A 

APPLICANT— F.  P.  Platt  and  Brother,  for  The  Trustees 
of  the  Sailors  Snug  Harbor,  owner  (New  York 
University,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1  Washington  Square  North, 
northwest  corner  of  University  place  (Block  550, 
Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  C.  Platt  and  W.  A. 
Short. 

For  Opposition :  Carl  Hauptman,  Eugene  P.  Con¬ 
nolly,  J.  M.  Hooper,  Jane  Gray  and  others. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (305-47-A) 

Whereas,  F.  P.  Platt  and  Brother,  for  the  Trustees  of 
the  Sailors’  Snug  Harbor,  owner  (New  York  University, 
Inc.,  lessee),  filed  April  6,  1947,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  1  Wash¬ 
ington  Square  North,  northwest  corner  of  University  place 
(Block  550,  Lot  1),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  26,  1947,  on  Alt.  Applic.  513-47,  reads 


“1.  The  proposal  to  use  this  bldg,  for  school  would 
require  construction  to  be  fireproof  as  per  Sec.  4.2.1 
B.  C. 

2.  Provide  two  means  of  egress  from  every  floor  as 
per  Sec.  6.1. 2.2.3.  B.  C. 

3.  Stairs  should  lead  in  a  continuous  enclosure  from 
street  to  roof  Sec.  6.4.1.11  B.  C. 

4.  Stairs  should  be  enclosed  as  per  Sec.  6.4.1. 8.  B.  C. 

12.  Stairs  should  be  of  incombustible  material  Sec. 
6.4. 1.7.1  B.  C. 

13.  Width  of  stairs  should  be  3'-8"  Sec.  6.4.1. 1 
B.  C.” 

and  . 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  and  basement  (52  ft.)  in  height,  27  ft.  8  in.  by  100 
ft.  in  area  at  1st  floor,  27  ft.  8  in.  by  57  ft.  in  area  at 
typical  floor,  of  class  3  construction,  erected  in  1832,  located 
in  a  residence  use,  C  area  and  class  1)4  height  district,  and 
used  and  occupied  since  1939  as  a  hereafter  converted 
class  B  multiple  dwelling  for  which  Certificate  of  Occu¬ 
pancy  was  issued  April  27,  1939,  permitting  the  use  of  the 
cellar  for  storage;  basement — club  rooms  and  storage;  1st 
story — one  apartment  and  one  furnished  room ;  2nd,  3rd 
and  4th  floors — furnished  rooms;  proposed  to  be  used  and 
occupied :  cellar — boiler  room  and  storage ;  basement 

classrooms — 160  persons;  1st  floor — classrooms  and  office- 
69  persons;  2nd  floor — classroom  and  offices^-69  persons; 
3rd  floor — offices — 20  persons;  4th  floor — offices — 20  per¬ 
sons  ;  that  the  building  is  equipped  with  a  one  source 
sprinkler  system  in  stairs  and  public  hall ;  that  there  is  one 
interior  wood  stairs  4  ft.  6  in.,  3  ft.  8  in.  and  3  ft.  4  in 
in  width,  enclosed  in  partitions  of  studs  and  plaster 
equipped  with  fireproof  self-closing  doors  and  leading  frorr 
the  roof  bulkhead,  directly  to  the  street  and  one  fire  escape 
at  the  rear,  leading  to  the  yard  by  stairs  with  egress  tc 
the  street  through  the  rear  yard ;  that  windows  and  door: 
on  the  course  of  the  fire  escape  are  fireproof  self-closing 
and  £ 

Whereas,  the  applicant  contends  as  to  objection  1,  tha 
it  is  requested  the  existing  building  be  accepted  for  schoo 
use  as  it  is  of  substantial  construction  and  as  the  class 
rooms  will  be  located  in  the  lower  stories  with  only  office: 
above  the  second  floor;  as  to  objection  2,  it  is  proposec 
to  erect  a  new  exterior  steel  stairway  to  provide  two  mean: 
of  egress  from  all  classroom  floors ;  that  as  the  third  am 
fourth  floors  have  less  than  1300  sq.  ft.  of  floor  area  eacl 
and  will  be  used  only  for  offices  with  low  occupancy,  i 
is  requested  that  the  existing  '  stairway  from  these  tw< 
floors  be  accepted  as  adequate  for  exit  facilities ;  as  t< 
objection  3,  that  the  interior  stairs  will  lead  in  continuou: 
enclosure  to  the  roof,  as  indicated  on  plans  filed  with  thi: 
appeal ;  it  is  requested  that  the  exterior  stairway  be  approve* 
to  extend  from  grade  to  the  second  floor  only,  as  beinj 
adequate  for  safe  egress;  as  to  objection  4,  it  is  propose* 
to  enclose  the  interior  stairway  by  retaining  stud  and  plastei 
partitions  where  existing,  and  erecting  new  one  hour  tes 
partitions  where  required,  to  provide  the  enclosures  indi 
cated  on  plans  filed  with  this  appeal,  including  stairhall: 
and  entrance  lobby;  as  to  objection  12,  that  the  existing 
stairs  are  wood ;  that  all  new  stairs  will  be  constructed  o: 
incombustible  materials;  as  to  objection  13,  that  all  nev 
stairs  will  be  3  ft.  8  in.  wide  and  the  existing  stairs  ar< 
not  less  than  3  ft.  8  in.  wide,  except  the  stairway  frorr 
the  4th  floor  to  roof,  where  approval  of  the  present  3  ft 
4  in.  width  is  requested,  since  the  small  difference  in  widtl 
is  not  a  hazard  to  the  proposed  occupancy;  and 

Whereas,  the  applicant  requests  that  a  variance  b< 
granted,  to  permit  the  existing  residence  building  to  h* 
used  by  New  York  University  to  meet  the  increase* 
demands  for  facilities  under  the  Veterans’  Bill  of  Rights 
and 

Whereas,  the  premises  and  surrounding  area  were  in 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintenden 
acting  on  Alt.  Applic.  513-47,  be  and  it  hereby  is  affirms 
and  that  the  appeal  be  and  it  hereby  is  denied. 


MINUTES 


306-47-A 

Ar|>LlCAXT_Bc|,jamin  Saltzman,  Borough  Superintend- 

BorrclIo  (Patsy B„r- 

SUBJECT— Revocation  of  Certificate  of  Occupancy  116358- 
47,  issued  on  Alt.  4330-46. 

PREMISES  Ah FECTED— 630  Grand  avenue,  west  side, 
,  ft-  ”°rth  of  Prospect  place  (Block  1154,  part  of 

■  Lot  24),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant :  None. 

For  Owner:  Robert  Bobrick,  Patsy  Borrello  and 
Julius  W.  Schmeides. 

For  Administration:  Samuel  L.  Becker,  Dcp’t  of 
Housing  and  Buildings. 

fCTI0^cS^^Si:»?'',ed-  Cer,ifi“te  of 

P FANCY  iTS5?-47,-KE  CERTIF1CA™  OF  OCCU- 

Affirmative:  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
.Negative:  .  ^ 

I'HE  RESOLUTION  (30O-47-A) 

■  Whereas,  Benjamin  Saltzman,  Borough  Superintendent 

m  °{  and  BuiIdines-  Borough  of  Brook- 

n,  hied  April  2,  1947,  an  application  for  revocation  of  Cer- 
ficate  of  Occupancy  116358-47,  affecting  premises  630 
rand  avenue,  west  side,  100  ft.  north  of  Prospect  place 
Block  1154,  part  of  Lot  24),  Borough  of  Brooklyn,  owned 
/  f  rank  J.  Borrello  and  leased  to  Patsy  Borrello ;  and 
Whereas  the  applicant  states  that  the  premises  consist 
‘  a  &V,{L  bl  141  ft-  and  123  fu  l”"s  mtas,  in 

ea,  located  in  a  business  use,  B  area  and  class  1 height 
strict  and  used  and  occupied  since  January  14,  1947  for  die 
irking  and  storage  of  more  than  five  motor  vehicles  for 
ih.ch  Cert.ficate  of  Occupancy  116358  was  issued  January 
d  '  ^  U*)°n  cornP^etlon  of  work  under  Alt.  Applic.  4330-46; 

Whereas,  the  applicant  requests  the  revocation  of  Certifi- 
e  of  Occupancy  116358  issued  on  January  14,  1947  and 

■  tera  ion  Application  4330-46  on  which  it  was  issued,  for 
e  toUcnvmg  reasons:  1.  Certificate  of  Occupancv  116358 
;lls  for  the  parking  and  storage  of  more  than  five  cars; 
[The  premises  are  located  in  a  “business”  use  district,  and 
L  parking  and  storage  of  more  than  five  cars  is  contrary 
’  Art.  II,  Sec.  4(a)  15  of  the  Zoning  Resolution;  3.  The 

I  ;  Caa  m  lreprefet]tedJ-a,,material  fact  in  Alteration  Appli- 
<  ion  4o30-46,  and  the  following  is  quoted  from  the  altered 
f dding  application  form  under  Remarks:  “This  property 
«  in  Unrestricted,  Zone.  This  neighborhood  .  .  ”• 

l  1  he  application  was  approved  in  error  by  the  examiner’ 

Jo  misread  the  use  district  zoning  map  and  placed  the  line 
jnvmg  he  change  of  zone  100  ft.  parallel  to  Prospect 
fee,  instead  of  the  centerline  between  Prospect  place  and 
.Marks  ^venue  and  under  that  false  reading,  the  portion 
Q  the  lot  in  question  was  erroneously  zoned  “Unrestricted” ; 

Whereas,  the  premises  are  located  in  a  business  zone  and 
^re  the  Board  under  Cal.  341-45-BZ  for  a  zoning 
nance  which  was  denied. 

Uesolved,  that  the  appeal  be  and  it  hereby  is  granted,  re- 
;:mg  Certificate  of  Occupancy  116358-47  and  Alteration 
•plication  4330-46,  approved  November  6,  1946. 


G  -47- A 

IPLICANT— G.  Norman  Robinson,  for  Anheuser-Busch 
Inc.,  owner. 

[BJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  v 
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PREMISES  AFFECTED  973  Brook  avenue,  west  side, 
104  ft.  north  of  East  163rd  street  (Block  2391,  Lot 
6o),  Borough  of  T.hc  Bronx 
APPEARANCES — 

For  Applicant :  John  C.  Repp. 

For  Administration:  Samuel  L.  Becker,  Dep’l  of 
Housing  and  Buildings. 

THE1  VOTEF  B0ARD~Appcal  Sranted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative-  ^  Klcinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (335-47-A) 

Whereas,  G.  Norman  Robinson,  for  Anheuser  Busch 

c  fCfhe°  h11^’  fiilGd  April  16J  1947>  an  appcal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  973  Brook 

muitUn^th  of  East  163rd  street  (Block 
Borough  of  The  Bronx;  and 

d-it^l1  AnA?’ iiheioC!7C1S1°n  °f  ,the  borough  superintendent, 
reads -APn  *947,  on  amendment  to  Alt.  Applic.  174-47, 

limits"  4  2]^”  °f  non'fireproof  §arage  exceeds  tabular 
and 

wi^KEREASLthe  aP?}krani  states  that  the  Proposed  building- 
will  be  one  story  (21  ft.  6  in.)  in  height,  91  ft.  by  85  ft  in 

aiea,  of  class  3  construction,  located  in  an  unrestricted  use, 
aiea  and  class  iy2  height  district,  and  used  as  a  storage 
gaiage  and  for  shipping  with  an  occupancy  of  five  persons; 
that  the  plot  is  now  used  as  an  open  yard  for  shipping  with 
an  occupancy  of  five  persons ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build- 
ing  will  constitute  an  alteration  to  the  existing  warehouse 

h  Ang  byf,cover,ng  the  open  yard  adjoining  the  existing 
building  on  the  south,  thus  forming  a  garage  for  the  storage 
of  Anheuser  Busch  trucks ;  that  there  is  at  present  a  loading 
platform  along  the  south  wall  of  the  existing  building  which 
is  used  for  shipping  space  for  loading  trucks  and  it  is  pro¬ 
posed  to  extend  this  shipping  space  by  extending  the  plat- 
ihC  Wal1  of,the  new  building,  as  indicated 
-,p  an  sfiRd  w£h  thl.s  aPPeal;  that  the  area  of  the  building 
.1  /863  sq'  -ft>  °"]y  363  sq.  ft.  in  excess  of  the  allowable 

aiea  tor  class  0  buildings  on  one  street;  that  in  lieu  of  a 
second  street  front,  there  is  a  large  open  area  unoccupied  by 
buddings  and  directly  connected  by  a. 30  ft.  alley  to  Brook 
avenue,  which  area  and  alley  are  used  for  trucking  to  the 
Lew  ^  ork  Central  freight  yard  adjoining  the  rear  of  the 
proposed  building;  that  this  open  space  and  alley  would 
seive  as  a  street,  to  provide  Fire  Department  access;  that 
the  area  of  the  space  in  the  proposed  building  to  be  used 
as  a  garage  is  6075  sq.  ft.  and  the  area  of  the  existing  and 
proposed  2  ft.  high  shipping  platform  will  be  1788  sq.  ft  • 
that  the  root  will  be  surfaced  with  built-up  roofing  on  2VJ' 
ongue  and  groove  wood  plank  on  nailing  strips  fastened  to 
steei  purlins  all  supported  by  steel  trusses,  the  bottom  chords 
of  which  wdl  be  located  12  ft.  above  floor;  that  the  trusses 
will  be  supported  on  fireproofed  columns;  that  in  view'  of 
1  1  in  tba r  tbe  area  0±  tbe  building  as  proposed  will  be 
Sr?  sq-  f in  excess  of  the  tabular  limits,  it  is  requested 
that  the  Board  grant  a  modification  of  the  decision  of  the 
borough  superintendent,  so  as  to  permit  the  construction  and 
use  of  the  building  as  herein  proposed. 

Resolved  that  the  decision  of  the  borough  superintendent 
^  jnf  °nf,Alt  APPhc-  174- 47  be  and  it  hereby  is  modified 
V  tbat  [be  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  exceed  in  area  the  size  as  pro- 

^®ed.and  as  s^°irio!?7.?lan,  hied  with  this  appeal  marked 
veceived  April  16,  194/  ;  that  this  variance  shall  continue 
only  so  long  as  the  building  is  occupied  as  proposed  as  a 
garage  for  Anheuser  Busch,  Inc.;  that  any  openings  be- 
tween  tins  building  and  adjoining  buildings  shall  be  protected 
with  fire  doors  meeting  the  requirements  of  the  Code  and  in 
afl  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws  and  rules  applicable  thereto. 


MINUTES 


351-47-A 

APPLICANT— Industrial  Installations  Corp.,  for  Academy 
Silver  Corp.,  owner.  ,  .  . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  „  „  _  „  A  ... 

PREMISES  AFFECTED — 45-51  Suffolk  street,  west  side, 
100  ft.  north  of  Grand  street  (2nd  floor)  ;  (Block 
351,  Lot  51),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Moritz  Simon. 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  w  ,  ,  r 

Affirmative :  Chairman  Murdock  and  Commis- 
missioners  Blum  and  Kleinert  and  Deputy 

Chief  Guinee  . ^ 

Negative:  .  u 


appeal  marked  “Received  April  18,  1947,”  3  sheets,  and  in 
addition,  that  a  fire  escape  complying  with  the  requirements 
of  the  Labor  Law,  with  counterbalanced  ladder  to  the  street 
and  a  goose  neck  ladder  to  the  roof  shall  be  constructed  on 
the  Suffolk  street  front,  in  the  location  where  indicated; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


THE  RESOLUTION  (351-47-A) 

Whereas,  Industrial  Installations  Corp.,  for  Academy 
Silver  Corp.,  owner,  filed  April  18,  1947,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
45-51  Suffolk  street,  west  side,  100  ft.  north  of  Grand  street, 
(2nd  floor),  (Block  351,  Lot  51),  Borough  of  Manhattan; 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  17,  1947,  on  Alt.  Applic.  46-47,  reads: 

“1.  2  means  of  egress  required  from  each  floor 
enclosed  in  incombustible  materials  and  lead  from  street 
to  roof.  Section  270,  para.  3  of  Labor  Law. 

Exterior  counterbalanced  stair  from  2nd  floor  not 
acceptable.” 

and  ,  ,  •  , 

Whereas,  the  applicant  states  that  the  building  is  two 

stories  (29  ft.)  in  height,  75  ft.  by  97  ft.  6  in.  in  area  at 
1st  floor,  75  ft.  by  90  ft.  in  area  at  second  floor,  of  class 
3  construction,  erected  in  1914,  located  on  a  lot  75  it.  by  1UU 
ft.  in  area,  in  a  business  use,  B  area  and  class  h^’Sht 
district  and  used  and  occupied  since  its  erection  in  1914  as 
follows:  cellar— boiler  room  and  storage— 25  persons;  1st 
floor — post  office — 50  persons ;  2nd  floor — post  office — 10  per¬ 
sons  ;  that  the  entire  building  now  vacant  and  it  is  proposed 
to  be  used  and  occupied:  cellar— boiler  room,  storage  and 
manufacturing  of  metal  parts — 2  persons;  1st  floor  manu¬ 
facturing  and  storage  of  metal  parts— 100  persons;  2nd 
floor— manufacturing  and  storage  of  metal  parts— 35  per¬ 
sons;  that  not  more  than  25%  of  floor  area  or  area  equal  to 
the  area  of  the  lot  is  to  be  used  for  manufacturing;  that 
the  building  is  equipped  with  two  3  ft.  8  in.  wide  steel  stairs, 
enclosed  in  partitions  of  4"  concrete  block,  equipped  with 
one  hour  fireproof  self-closing  doors,  one  stair  leads  to  the 
roof  and  one  stair  leads  to  the  street;  that  it  is  proposed 
to  erect  a  fire  escape  at  the  front,  leading  to  the  roof  by 
ladder  and  to  the  street  by  counter  balanced  stairs;  that 
windows  and  door  openings  on  the  course  of  the  fire  escape 
will  be  fireproof  self-closing;  and 

Whereas,  the  applicant  contends  that  two  stairhalls  ot 
non-combustible  material  enclosed  in  4  concrete  block  lead 
from  the  cellar  to  the  street;  that  two  exits  lead  from  the 
1st  floor  to  the  street;  that  two  stairhalls  of  non-combustible 
materials  and  enclosed  in  4"  concrete  block  lead  from  the 
second  floor  to  the  1st  floor,  one  of  which  leads  to  the  street 
and  one  from  the  second  floor  to  the  roof ;  that  in  lieu  of  a 
second  stairhall  to  street,  it  is  proposed  to  erect  a  fire  escape 
equipped  with  counterbalanced  stairs,  complying  with  Sec¬ 
tion  274  of  the  Labor  Law  and  a  gooseneck  ladder  to  the 
roof,  thus  forming  three  means  of  egress  from  the  second 
floor ;  it  is  therefore  requested  that  the  Board  modify  the 
provisions  of  Section  270  of  the  Labor  Law  and  permit  the 
alteration  and  use  of  the  building  as  herein  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  46-47,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  existing  means  of  exit  shall  be  main¬ 
tained  as  proposed  and  as  indicated  on  plans  filed  with  this 


377-47-A 

APPLICANT— F.  P.  Platt  and  Brother,  for  The  Trustees 
of  the  Sailors  Snug  Harbor,  owner  (New  York 
University,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  _  ,T  . 

PREMISES  AFFECTED— 3  Washington  Square  North, 
north  side,  55  ft.  4  in.  west  of  University  place 
(Block  550,  Lot  3),  Borough  of  Manhattan. 

For  Applicant:  Charles  C.  Platt  and  W.  A.  Short. 
For  Opposition:  Carl  Hauptman,  Eugene  P.  Con¬ 
nolly,  J.  M.  Hooper,  Jane  Gray  and  others. 
For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  I 

Affirmative:  . .  . . :  . u 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (377-47-A) 

Whereas,  F.  P.  Platt  and  Brother,  for  The  Trustees  of 
the  Sailors  Snug  Harbor,  owner  (New  York  University, 
lessee),  filed  April  25,  1947,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  3  Washing¬ 
ton  Square  North,  north  side,  55  ft.  4  in.  west  of  University 
place  (Block  550,  Lot  3),  Borough  of  Manhattan;  and 
Whereas  the  decision  of  the  borough  superintendent 
dated  April  22,  1947,  on  Alt.  Applic.  547-47,  reads : 

“1.  Non-fireproof  residence  structure  changed  to  J 
public  building  exceeding  the  permissible  height  is  con¬ 
trary  4.2.1  code.  .  . 

3.  Exits  inadequate  under  Section  6.7.1  code 

(a)  Enclosure  of  stairs  to  comply  with  6.4.I.8.; 

code. 

(c)  Doors  to  stairs  to  be  hr.  F.P.S.C. 

(d)  Winders  contrary  to  6.4. 1.4  code. 

(e)  Stairs  to  be  3' -8”  min.  width — 6. 4. 1.1  code. 

(f)  Stairs  to  be  of  incombustible  constructioi 

6.4. 1.7.1  code. 

(h)  Stairs  to  lead  to  roof  6.4.1.11  code.  , 

4.  (e)  All  public  corridors  to  be  1  hr.  fire  resistive 
material — doors  on  public  corridor  to  be  EP.S.C. 

^Whereas,  the  applicant  states  that  the  building  is  5  stone 
and  basement  (75  ft.)  in  height,  27  ft.  8  in.  by  163  t. 
average  in  area,  of  class  3  construction,  erected  in 
located  in  a  residence  use,  C  area  and  class  U4  heign 
district  and  used  and  occupied  since  1938  as  foUows:  cellar- 
storage;  basement— one  apartment;  1st,  2nd,  3rd,  4th  an 
5th  floors— two  apartments  each;  proposed  to  be  used  an 
occupied:  cellar— boiler  room  and  storage;  basement— cias_ 
rooms  and  storage — 144  persons;  1st  floor— classrooms 
persons;  2nd  floor— classrooms,  study  and  office— 168  pei 
sons;  3rd  floor— offices  and  studio— 45  persons;  4th  ttoor- 
offices,  studios  and  study-^17  persons;  5th  flo°r—st.1jJI0rTan 
caretaker’s  apartment — 13  persons;  that  the  building 
equipped  with  a  one  source  sprinkled  system  in  stairs  an 
stairhalls;  that  there  are  two  interior  wood  stairs,  .f£c 
in  partitions  of  wood  studs  and  plaster,  equipped  wi 
doors  which  are  self-closing;  that  one  stairhall  leads  to 
roof  bulkhead  and  both  stairs  lead  directly  to  the  street  ,  tn« 
the  building  is  provided  with  one  fire  escape,  extending 
the  yard  by  stairs,  with  egress  to  the  street  through  yarQ- 
that  windows  and  doors  on  the  course  of  the  fire  escape  ai 
fireproof  self-closing;  and 
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WHEREAS,,  the  applicant  contends  as  to  objection  1,  that 
the  building  is  of  substantial  construction  and  the  classrooms 
will  be  located  only  in  the  lower  stories;  as  to  objection 
3(a).  that  it  is  proposed  to  enclose  interior  stairways  by 
retaining  stud  and  plaster  partitions  where  existing  and 
erecting  new  one  hour  partitions  where  required,  to  provide 
the  enclosures  as  indicated  on  plans  filed  with  this  appeal; 
as  to  objection  3c,  that  it  is  requested  that  existing  solid 
panel  wood  doors  of  stairhalls  be  accepted;  that  all  new 
doors  required  to  complete  the  enclosures  will  have  fire- 
resistive  rating  of  at  least  yA  hour;  as  to  objection  3d,  that 
the  existing  winders  do  not  constitute  a  hazard,  as  they 
comprise  only  the  lowest  steps  of  each  stairway  in  which 
they  occur;  as  to  objection  3e,  that  the  rear  stairs  are  2" 
narrower  than  standard  which  is  not  sufficient  to  justify  the 
requirement  for  new  stairs;  that  the  front  stairs  are  2" 
wider  than  required  and  if  both  stairways  are  accepted  as 
equivalent  to  standard  stairs,  the  actual  capacity  of  all 
stairs,  including  the  proposed  steel  exterior  stairway,  is 
more  than  ample  for  the  occupancy  proposed;  aS  to  objec¬ 
tion  3f,  that  the  existing  wood  stairways  are  of  substantial 
construction  and  it  is  requested  that  they  be  accepted  as  not 
constituting  a  hazardous  condition;  as  to  objection  3h,  that 
the  existing  door  to  the  mam  roof  level  and  the  present 
ladder  to  the  highest  roof  level  from  the  existing  rear  stairs 
are  adequate;  it  is  requested  that  the  exterior  stairway  be 
permitted,  to  extend  from  grade  to  the  second  floor  only 
as  meeting  a  reasonable  requirement  for  safe  egress;  as  to 
objection  4e,  that  it  is  proposed  to  retain  the  existing  stud 
and  plaster  partitions  in  corridors  and  install  new  one  hour 
test  partitions  where  required,  to  complete  the  corridor 
walls ;  it  is  also  requested  that  the  existing  solid  panel  wood 
doors  of  corridors  be  accepted,  in  lieu  of  fireproof  doors; 
that  all  new  doors  required  to  complete  the  enclosures  of 
corridors  will  have  a  %  hour  rating ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  547-47,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


401-47-A 

APPLICANT — F.  P.  Platt  and  Brother,  for  Hilton  Hotels 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 768-5th  avenue,  west  side,  from 
West  58th  street  to  Central  Park  South  (West 
59th  street),  1-19  West  58th  street  and  2-20  Cen¬ 
tral  Park  South  (West  59th  street)  ;  (17th  floor)  ; 
(Block  1274,  Lot  25),  Borough  of  Manhattan. 
\PPEARANCES — 

For  Applicant:  Charles  C.  Platt  and  Harry  M. 
Prince. 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (401-47-A) 

^Whereas,  F.  P.  Platt  and  Brother,  for  Hilton  Hotels 
'r0rP'’  pwner>  filed  May  1,  1947,  an  appeal  from  a  decision 
't  the  borough  superintendent,  affecting  premises  2-20  Cen- 
ral  I  ark  south,  1-19  West  58th  street  and  768  5th  avenue, 

-  between  West  58th  street  and  Central  Park  South 
17th  floor)  ;  (Block  1274,  Lot  25),  Borough  of  Man- 
attan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
ated  Aprd  10,  1947  on  amendment  to  Alt.  Applic.  1165-45 

eads:  ’ 

“2.  Exits  inadequate  under  section  6.1.5  &  6.1  7  Code 
as  follows: 


a.  I  rovide  fire  tower  as  structure  exceeds  75  ft. 
in  height.” 

and 

Whereas,  the  applicant  states  that  the  building  is  19 
stones  (250  ft.)  in  height  285  ft.  by  200  ft.  10  in.  in  area 
at  1st  floor,  275  ft.  by  200  ft.  10  in.  in  area  at  typical  floor, 
of  fireproof  construction,  erected  in  1905,  located  in  a 
residence  and  retail  use,  B  area  and  class  V/2  and  2  height 
districts  and  used  and  occupied:  cellar — hotel — 150  persons; 
basement — hotel— 600  persons  ;  ground  floor — hotel  and 
stores  1550  persons:  mezzanine — hotel  and  stores;  1st 
floor — hotel  and  ballrooms — 1565  persons;  2nd  floor — hotel — 
00  persons;  3rd  to  16th  floors — hotel — 75  persons  each; 
17th  floor — hotel — 120  persons;  18th  floor — hotel  and  offices 

80  persons,  19th  floor — hotel — 55  persons;  no  change  in 
use  or  occupancy  is  proposed  except  for  the  17th  floor,  which 
will  be  used  as  hotel  and  offices  with  an  occupancy  of  120 
persons ;  that  the  building  is  equipped  with  an  approved 
standpipe  system  and  an  approved  interior  fire  alarm  system 
and  regular  monthly  fire  drills  are  maintained ;  that  there 
are  seven  interior  fireproof  stairs  3  ft.  to  6  ft.  in  width; 
and 

Whereas,  the  applicant  contends  that  variation  of  the 
requirements  of  the  Administrative  Code  is  requested  to 
permit  the  use  of  a  portion  of  the  17th  floor  for  offices 
'without  the  necessity  of  installing  a  fire  tower,  on  the 
grounds  that  the  office  occupancy  is  less  hazardous  than 
the  hotel  occupancy  now  permitted ;  that  the  proposed  offices 
will  be  occupied  only  during  business  hours  almost  entirely 
in  the  daytime  when  danger  is  more  readily  detectable  and 
averted  in  advance ;  that  the  space  in  question  is  served  by 
four  fireproof  stairs  adequate  in  combined  width  for 
approximately  200  occupants,  whereas  the  occupancy  of 
the  proposed  offices  will  not  exceed  approximately  50 
persons;  and 

Whereas,  it  appears  that  there  are  six  enclosed  stairs 
reaching  from  roof  to  lobby  where  ample  exits  to  street 
are  provided ;  and 

Whereas,  the  Board  is  not  passing  on  the  legality  of 
the  occupancy  of  portions  of  the  hotel  proposed  to  he 
occupied  for  business  purposes. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1165-45,  objection  2a,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  existing  stairs,  meeting  the  require¬ 
ments  of  all  laws,  rules  and  regulations  applicable  thereto, 
shall  be  maintained ;  that  no  door  or  other  encumbrance 
shall  be  installed  in  any  corridor  to  prevent  any  part  of 
the  building  having  unimpeded  access  to  at  least  two  stairs 
at  all  times  within  that  section. 


302-46-A 

APPLICANT — Joseph  H.  Cornell,  for  Jacob  Kursan, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  re  additional  objections — re  Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  granted  on  condition)  under  Section 
35,  General  City  Law  re  bed  of  mapped  street 
(Beach  46th  place). 

PREMISES  AFFECTED — 16  Beach  46th  place,  west  side, 
120  ft.  south  of  Edgemere  avenue  (Block  332,  Lot’ 
34),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  H.  Cornell. 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  Ob  BOARD — Appeal  reopened  and  resolution 
amended. 

THE^VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 
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THE  RESOLUTION  (302-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
sujjerintendent,  affecting  premises  16  Beach  46th  place,  west 
side,  120  ft.  south  of  Edgemere  avenue  (Block  332,  Lot  34), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  11,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  to  consider 
additional  Objection  No.  2,  reading  as  follows: 

“2.  Show  that  distance  between  buildings  are  at 
least  6  ft.  as  these  are  frame  buildings  and  the  exten¬ 
sion  is  on  the  side.  All  as  per  Section  4.1.3,  Par. 
2  B.  C.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  11,  1946,  so 
as  amended,  the  resolution  shall  read : 

“ Resolved ,  that  the  decision  of  the  borough  superin¬ 
tendent  acting  on  Alt.  Applic.  70-47,  Objection  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  pursuant  to  the  powers  vested  in 
the  Board  under  Section  35  of  the  General  City  Law, 
on  condition  that,  in  the  event  such  street  is  opened, 
the  owner  will  remove  the  buildings  without  expense 
to  the  City  and  denied  as  to  request  for  reopening  to 
consider  objection  2  (Alt.  App.  70-46).” 


152-47-A 

APPLICANT — New  York  Cotton  Exchange,  owner. 
SUBIECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 60-64  Beaver  street,  2-6  Wil¬ 
liam  street,  southwest  corner  and  107  Pearl  street 
(19th  floor)  ;  (Block  28,  Lot  1),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


202-47-A 

APPLICANT — Hotel  Rogers  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 116-02  to  116-10  Rockaway 
Beach  boulevard  and  201-209  Beach  116th  street, 
northwest  corner  (Block  664,  Lot  33),  Rockaway 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  F.  Rogers. 

For  Administration :  Henry  G.  Pheney  and  Samuel 
L.  Becker,  Dep’t  of  Housing  and  Buildings  and 
Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply  with 
the  requirements  of  the  Multiple  Dwelling  Law  as 
to  hotels.  The  Department  of  Housing  and  Build¬ 
ings  advises  that  the  building  at  present  is  classified 
as  a  heretofore  existing  Class  B  hotel. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


237-47-A 

APPLICANT — John  H.  Thatcher,  for  Touraine  Realty 
Corp.,  owner. 

SUBJECT — -Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 19-23  Clinton  street,  east  side, 
238  ft.  2 in.  north  of  Pierrepont  street  (Block 
239,  Lot  20),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . 0 


413-47-A 

APPLICANT— Stanley  H.  Klein,  for  Commonwealth 
Homes,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 247-32  to  247-50  87th  drive, 
south  side,  247-09  to  247-41  87th  drive,  north  side, 
246-06  to  246-64  87th  avenue  and  87-01  to  87-09 
Commonwealth  boulevard  (Block  8639,  Lots  30-41 
inclusive  and  Block  8640,  Lots  1,  6,  9  and  42-64 
inclusive),  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  by  applicant, 
after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
*  Negative:  . 0 


494-46-A 

APPLICANT — Bennett  &  Koeppel,  for  R.  and  R.  Garage 
Corp.,  owner. 

SUBJECT — Application  for  consideration  (reopening  and 
restoration  to  calendar)  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  re¬ 
scinded). 

PREMISES  AFFECTED— 205-207  State  street,  north  side, 
170  ft.  2Y%  in.  west  of  Boerum  place  (3rd  floor) ; 
(Block  271,  Lot  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Bruno  Koeppel. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


356-47-A 

APPLICANT — George  M.  Rusling,  for  Metropolitan  Life 
Insurance  Co.,  owner  (F.  W.  Woolworth  Co., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1410-1420  Metropolitan  avenue, 
east  side,  251.2  ft.  north  of  McGraw  avenue  (Build¬ 
ing  S-9,  Parkchester  Houses)  ;  (Block  3938,  Lot  1), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Cryan. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1947  at 
2  P.  M.  at  request  of  applicants’  representative. 


389-47-A 

APPLICANT — LeRoy  A.  Perry,  for  Audentes,  Tnc.,  owner 
(New  York  Technical  Institute,  Inc.,  lessee.) 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 553-557  Avenue  of  The  Ameri¬ 
cas  (6th),  and  101  West  15th  street,  northwest 
corner  (cellar,  1st,  2nd  and  3rd  floors)  ;  (Block 
791,  Lot  36),  Borough  of  Manhattan. 
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APPEARANCES — 

For  Applicant:  LeRoy  A.  Perry. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at 
21.  M.  for  an  inspection  by  a  committee  of  the 
Board. 


392-47-A 

S°hn.  ar*d  Weston,  for  Rinwel  Corp.,  owner. 
oUBJkGl  Appeal  trom  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2114-2136  East  34th  street,  west 
side  100  ft.  south  of  Avenue  T  (cellar);  (Block 

iDDPADAxrrpp  °f  Lot  52)>  Boroug,>  of  Brooklyn. 
APPEARANCES — 

For  Ajiplicant :  Martyn  N.  Weston. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  3,  1947  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 
Board  and  decision. 


195-47-A 

APPLICANT— Joseph  Schafran,  for  Louis  de  B.  Moore, 
owner  (Cecelia  Kemberton,  purchaser  under  con¬ 
tract). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

’REMISES  AFFECTED — 15  East  70th  street,  north  side 
98  ft  west  of  Madison  avenue  (Block  1385,  Lot 
13),  Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant :  Charles  I.  Goldman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

iCTTON  OF  BOARD— Laid  over  to  June  10,  1947  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 
Board  and  decision,  without  further  discussion. 


ZONING  APPLICATIONS 

27-27-BZ 

ppLICANT— Powsner,  Katz  &  Polinsky,  for  Howard 
TTRTTrr-'r  °r  Sales  Corp.,  new  owner. 

OBJECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
dt-a  rroT-  more  than  five  motor  vehicles. 

REMISES  AFFECTED— 745-757  Ralph  avenue,  east  side, 
2/3  tt.  south  of  Sutter  avenue  and  16  ft.  north 
°f  East  98th  street  (Block  3531,  Lot  7),  Borough 
of  Brooklyn. 

PPEARANCES — 

For  Applicant :  Samuel  Polinsky. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housmg  and  Buildings. 

-riON  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

1 variancf-RE0PEN  AND  EXTEND  term  of 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . . , .  q 

IE  RESOLUTION  (327-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
olution,  to  permit  in  a  business  use  district  the  erection 
maintenance  of  a  garage  for  more  than  five  motor 
icles  affecting  premises  745-757  Ralph  avenue,  east  side, 
ft.  south  of  Sutter  avenue  and  16  ft.  north  of  East  98th 


sheet  (Block  3531,  Lot  7),  Borough  of  Brooklyn,  was 
denied  by  the  Board  on  October  28,  1927;  and 

Whereas,  this  garage,  although  permitted  by  the  Court 
was  not  erected ;  and 

Whereas,  the  applicant  requested  a  reopening  of  this 
application  under  section  7h  of  the  zoning  resolution  to 
permit  for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles  ;  and 

wW™as  the  application  was  granted  by  the  Board  on 
ivlay  23,  1939,  on  conditions;  and 

Whereas  the  term  of  variance  was  extended  on  May  27, 
1941,  June  8,  1943  and  June  26,  1945,  and  the  applicant 
requested  a  iurther  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  23  1939  as 

amended  by  resolutions  adopted  through  June  26,  1945  only 
so  iar  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 

granted  under  section  71 1  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  and  that  other  than  as 

MzTpSmo 61 1  ui  conditions  of  the  resolution  of 
May  23,  1939,  shall  be  complied  with,  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


55-32-BZ 

APPLICANT— Jacob  Barash,  for  Brighton  Beach  Holding 
L-orp.,  owner. 

SUBJEC1  Application  for  consideration — reopening  and 
extension  of  term  of  variance— re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  motor  vehicles 
previously  granted  by  the  Board,  for  erection  and 
maintenance  of  garage  and  gasoline  service  station 
on  part  of  lot) . 

PREMISES  AFFECTED-202-214  Brighton  Beach  avenue 
and  ^  20  Brighton  1st  road  (Calm  street),  south - 
west  corner  (Block  7284,  part  of  Lot  1727),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Jacob  Barash. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

TH  varia^ce-^E0PRN  AND  EXTEND  TERM  0F 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N  egative :  .  q 

THE  RESOLUTION  (55-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  altera¬ 
tion  and  conversion  of  an  existing  building  to  a  garage  for 
more  than  five  motor  vehicles,  and  also  the  installation  of 
a  gasoline  service  station,  affecting  premises  128-138  Brigh¬ 
ton  Beach  avenue  south  side,  110.8  ft.  west  of  Calm  street, 
Borough  of  Brooklyn,  was  granted  by  the  Board  April  1 

J 9Tq??  ce,rt: COondJn??S’  th?  resolufion  amended  December 
6,  1932  and  May  8,  1934;  and 

Whereas,  the  resolution  was  further  amended  Tune  17 

194L  permitting  the  parking  and  storage  of  more  than  five 

(5)  automobiles  under  section  7c  of  the  zoning  resolution 

affecting  premises  202-214  Brighton  Beach  avenue  and  2-20 

7 i  Stf  T°atd  1 7?7^mT3Street l’  southwest  corner  (Block 
7_M,  part  of  Lot  1727),  Borough  of  Brooklyn;  and 

Whereas  on  September  23,  1941,  the  Board  granted  an 
extension  of  time  to  obtain  permits  and  complete  the  work ; 

Whereas,  the  term  of  variance  was  extended  on  June  8, 
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1943  and  May  22,  1945,  and  the  applicant  requested  a  further 
extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  1,  1932,  as 
amended  by  resolutions  adopted  through  May  22,  1945,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance  for 
that  portion  of  the  premises  used  for  the  parking  and  storage 
of  more  than  five  motor  vehicles,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7c  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution  to  permit 
the  adjoining  premises  to  the  east  under  the  same  owner¬ 
ship,  etc.  *  *  *  and  that  other  than  as  amended 

herein,  the  conditions  of  the  resolutions  of  June  8,  1943 
and  May  22,  1945,  shall  be  complied  with  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


1022-40-BZ 


APPLICANT— Henry  Nordheim,  for  E.  J.  B.  Realty  Cor¬ 


poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 309-313  East  149th  street,  north 
side,  400  ft.  west  of  Courtlandt  avenue  and  308-310 
East  150th  street  (Block  2331,  Lots  23,  24,  60,  61 
and  62),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 


variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


THE  RESOLUTION  (1022-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  309-313  East  149th  street, 
north  side,  400  ft.  west  of  Courtlandt  avenue  and  308-310 
East  150th  street  (Block  2331,  Lots  23,  24,  60,  61  and  62), 
Borough  of  The  Bronx,  was  granted  by  the  Board  on  April 
29,  1941;  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  May  lb, 
1943  and  May  1,  1945,  and  the  applicant  requested  a  further 
extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  29,  1941,  as 
amended  by  resolutions  adopted  through  May  1,  1945,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  motor  vehicles,  on  condition  *  *  *  and  that  other 
than  as  herein  amended,  the  conditions  of  the  resolution 
of  April  29,  1941,  shall  be  complied  with,  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


50-45-BZ 

APPLICANT — Hutton  and  Holahan,  for  The  Dime  Sav¬ 
ings  Bank  of  Brooklyn,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 


granted  on  condition,  permitting  under  section  21 
of  the  zoning  resolution,  in  a  business  use,  C  area 
district,  the  erection  of  an  extension  to  a  bank  build¬ 
ing,  the  structure  as  extended,  occupying  in  excess 
of  the  permitted  area. 

PREMISES  AFFECTED— 1101  Avenue  J,  northeast  corner 
of  Coney  Island  avenue  (Block  6704,  Lot  49),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Albert  Hutton. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  0 

THE  RESOLUTION  (50-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  C  area  district,  the 
erection  of  an  extension  to  a  bank  building,  the  structure 
as  extended  occupying  in  excess  of  the  permitted  area,  af¬ 
fecting  premises:  1101  Avenue  J,  northeast  corner  of  Coney 
Island  avenue  (Block  6704,  Lot  49),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  July  10,  1945,  on  certain  con¬ 
ditions  ;  and  • 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  9,  1946,  the  applicant  requested  a  fur¬ 
ther  extension  of  time  for  the  same  purpose.  ■' 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  10,  1945,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  completion 
of  work,  so  that  as  amended,  this  portion  of  the  resolution 

shall  read :  # 

“*  *  *  that  all  permits  required  shall  be  obtained 

and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  amended  resolution.” 


413-45-BZ 

APPLICANT— J.  J.  Gloster,  for  Rabbi  Samuel  A.  Robin, 
owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  residence  and  retail  use  district,  a 
proposed  building  to  be  used  as  a  synagogue,  to 
occupy  more  than  55%  of  the  lot,  to  have  a  rear 
yard  not  in  conformity  with  Section  14(a)  of  the 
zoning  resolution  and  with  proposed  court  width 
contrary  to  zoning  resolution. 

PREMISES  AFFECTED— 154  Henry  street,  south  side, 
83  ft.  west  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Jacob  J.  Gloster.  t 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative :  . u 

THE  RESOLUTION  (413-45-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  and  retail  use  district, 
a  proposed  building  to  be  used  as  a  synagogue  to  occupy 
more  than  55%  of  the  lot,  etc.,  affecting  premises  154  Henry 
street,  south  side  83  ft.  west  of  Rutgers  street  (Block  27 1, 
Lot  57),  Borough  of  Manhattan  was  granted  by  the  Board 
on  May  14,  1946,  on  certain  conditions;  and 
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JV«^S  t,me  to ^btaiH  permits  and  complete  the  work 
was  extended  on  February  8,  1947;  and 

l  oludonAS’  the  applicant  requested  an  amendment  of  the 

'^solved,  that  the  Board  of  Standards  and  Appeals  does 
hereto  °mend  the  resolutlon  adopted  May  14,  1946,  by  adding 

ico  u  *  ^at  ‘n  dlTe  ev^nt  adjoining  building 
at  152  Henry  street  on  Lot  58  is  permitted  by  the  bor¬ 
ough  superintendent  to  be  occupied  in  conjunction  with 
these  premises,  by  connecting  doors  and  it  is  proposed 
o  retain  the  existing  side  court  of  such  building  along 
he  easterly  side  lot  line,  the  requirement  of  this  resolu¬ 
tion  that  there  shall  be  left  a  3  ft.  side  yard  as  to  build- 
•  ing  herein  permitted  to  be  erected  on  lot  57  may  be 
omitted,  provided  the  equivalent  existing  court  or  side 
yard  on  lot  58  is  retained.” 


APPEARANCES— 

For  Applicant :  Humphrey  Nolan  and  William  T 
Smith. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
■N  egative  i  . . .  q 


5-46-BZ 

APPLICANT— Alexander  D.  Crosett  and  Associates,  for 
City  Savings  Bank  of  Brooklyn,  owner. 

|UBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (deci¬ 
sion  ot  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  in  residence  and  business 
use  districts,  the  erection  of  a  building  to  be  used 
as  a  bank. 

REMISES  AFFECTED  6702-6704  Bay  parkway,  and 
2172  67th  street  southwest  corner  (Block  5572,  Lot 
36) ,  Borough  of  Brooklyn 
PPEARANCES— 

F°r  Applicant :  Allen  F.  Stokes. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 

I  Housing  and  Buildings. 

,^TION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

dE  V?2E  T0  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N  egative :  .  q 


THE  RESOLUTION  (91-46-BZ) 

Whereas,  this  application  under  section  7b  and  21  of 
the  zoning  resolution,  to  permit  in  residence  and  business 
use  districts  exits  from  a  business  building  through  a  resi- 

35*58  toeidS,fiRn7oVlPre,m,Sf:  78‘11  to  78-21  37th  avenue  and 

Lot'  38),  ffiVeS.  “SSZSZ  of ’Queensland  S 

StlonsYand6  B°ar<1  °"  MarCh  19’  1946’  “ 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

h J?fh°  Ved’  tJia!:  the  B?ar.d  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  49,  1946  onlv 

ti°onfaofat\p  HaS  ,refereTe  t0  obtaininS  Permits  and  comple- 
resolution  shlll’read0:  “  ‘his  P°r,ion  of  the 

“*  u  *  tJ?at  a11  Permits  required  shall  be  obtained 
da?eanfTprk  COmpJe^ed  widlin  one  (1)  year  from  the 
and  433-46 resolutlon  <N-  B-  APPs.  432-46 


'IE  RESOLUTION  (65-46-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
solution,  to  permit  in  residence  and  business  use  districts 
;)?e.ie<R10n  01  ,a  building  to  be  used  as  a  bank;  premises 
%7?Pairkr^0AanS  2171  67th  street>  southwest  corner 
S?r5572A  LotJ0)UB?r^gh  of  Brooklyn,  was  granted 
'ihHeFRBrd;n  Ma,;ch  5’  1946’  011  certain  conditions ;  and 
Ahereas,  the  applicant  requested  an  extension  of  time 
obtain  permits  and  complete  the  work. 
resolved,  that  the  Board  of  Standards  and  Appeals  does 
>eby  amend  the  resolution* adopted  March  5,  1946  onlv 
•tar  as  it  has  reference  to  obtaining  permits  and’ com- 

iSiun  Sh3l  ’ri°d:  *“S  ame"ded'  *“*  P°rtion  of  ,he 

'  J  u  *  th?t  a11  Pfrmits  required  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  amended  resolution.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

327-31-SA 

SUBTECTNA^fhefSiIen/  G1°W  ®jl  Burner  Eorp.,  owner. 
SUBJECT  Application  for  consideration— reopening  and 

amendment  of  resolution— re  Caloroil  Horizontal 

diS)  0l  Burner  (previously  approved  on  con- 

APPEARANCES— 

A^mT™°J^pJ&cant:  Joseph  Kohart,  Jr. 

ACTIO N^OF  BOARD— Application  reopened  for  amend- 

THE  VOTE  Tp  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negativ?  K  euiert  and  DePuty  Chief  Guinee  4 


46-BZ 

PLICANT— Andrew  J.  Thomas,  for  Queensboro  Con- 

Qrriirtinn  (  ^ 


|  struction  Co.,  owner. 

[BJECT— Application  for  consideration — reopening  and 
extension  of  time  to  complete— Application  (deci¬ 
sion  ot  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  residence  and  business  use 
districts,  exits  from  a  business  building  through  a 
residence  use  district. 

35E58LF«:Sr™S,U8‘n  t0  7U>  37th  a^nue.  a"<i 

1778  .  ,o(9thTStfeet’  nortbwest  corner  (Block 

Queens^*  38^’  Jackson  Heights,  Borough  of 


12-37-SA 

SUBTECTNATrhe+  Cal°J0il  Burner  CorP->  owner. 
-UbJECI  Application  for  consideration— reopening  and 

APPE  A^A^C1^^-  ^  pr^°^^naP^ro^d  no^C^o^it?on)le^, 

ACTi°£»^-^ed  for  mend. 

THE  VOTE'  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negativ?  ^  K  einert  and  DePuty  Chief  Guinee  4 


270-38-SA 

-^■od?sto  Callejo,  owner. 

.  U  BJ  EC  i—  Application  for  consideration— reopening  and 
amendment  of  resolution  re  Bidoro  Vacuum 
Breaker  Type  D-l  (previously  approved  on  con¬ 
dition)  to  include  sizes  XA" ,  JA"  2"  2V->"  V  3i/" 


..  .  .  -  •  vb“-»‘uu5i y  approved  on  con¬ 

dition)  to  include  sizes  }A"  lJA"  2"  2t4"  V  ti/' 

an(j  4"  z  *  ,/4  »  ^  >  4/2  >  J  ,  -J72 

APPEARANCES— 

irTmx^oriPPn^nt:  Modesto  Callejo. 

1  CTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 
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'rutr  VHTV  to  RFDPFN—  Whereas,  the  decision  of  the  borough  superintendent,  re 

Affirmative'  Chairman  Murdock,  Commissioners  Alt.  Applic.  3484-46,  reads :  ...... 

Alternative,  ^nairman  ivu  ■  Quince  4  “1.  The  reconstruction  and  enlargement  of  a  building 

>T  Blum  and  Kleinert  and  Deputy  Chiet  Gurnee  4  included  jn  a  gasoline  scrvice  station  located  in  a  resi- 

JNegative :  . ; .  dcnce  zone>  and  the  rearrangement  of  the  pumps,  are 

-  contrary  to  Article  2,  Section  3  of  the  zoning  law.” 

Adjourned:  4:30  P.M.  ,  .  ,  r.  ,  and 

Joseph  J.  Doyle,  Chief  Clerk.  Whereas,  the  applicant  contends  that  a  gas  station  has 

-  been  on  this  site  since  1929;  that  under  Plan  No.  669  filed 

*  CORRECTION  March  20,  1929,  with  the  Bureau  of  Fire  Prevention  for  the 

The  minutes  of  the  meeting  of  the  Board  of  Standards  installation  of  two  550  gallon  gasoline  storage  tanks,  which 

and  Appeals  held  on  February  25,  1947,  as  they  appeared  in  plan  was  approved  March  26,  1929  the  gasoline  service  sta- 

Bulletin  No  9  No  32,  are  hereby  corrected  to  read  as  tion  use  was  established;  that  on  July  16,  1A51,  mireau  ot 

FXw"  Fire  Prevention  Plan  No.  2588,  was  filed  for  the  installation 

^  of  one  additional  550  gallon  gasoline  storage  tank;  that 

418-46-BZ  approval  was  granted  by  the  Fire  Department  on  August  18, 

APPLICANT— J.  G.  L.  Molloy,  for  Salvatore  Franzone,  jgj  .  that  the  application  filed  with  the  Fire  Department 
owner.  .  A  .  ,  at  this  time  showed  the  buildings  constructed  on  the  lot  sub- 

SUBJECT— Application  reopened  and  restored  to  the  calen-  stantially  as  they  are  indicated  on  the  plan  which  is  filed 

dar,  February  11,  1917— Application  (decision  ot  with  this  application  showing  existing  conditions;  that  per- 

the  borough  superintendent)  under  section  /c  ot  the  mits  for  gasoiine  storage  tanks  at  this  location  have  been 

zoning  resolution,  to  permit  in  a  residence  use  ois-  jssued  every  year  by  the  Fire  Department  since  this  gas 

trict,  the  construction  of  a  building  to  be  used  as  a  service  station  was  established;  that  at  the  time  the  gas 

gasoline  service  station,  lubritorium,  salesroom  and  station  was  established,  the  premises  were  located  in  an  un¬ 
repair  shop,  for  minor  automobile  repairs  (previ-  restrjcted  use  district;  that  the  district  was  changed  to  a 

ously  withdrawn).  residence  use  district  on  May  15,  1941;  that  however,  the 

PREMISES  AFFECTED— 137-32  Centerville  street,  north-  section  opposite  the  property  to  the  east  is  still  in  an  unre¬ 
west  corner  of  149th  avenue  (Block  llbd4,  Lx>t  M),  stricted  use  district;  that  it  is  proposed  to  reconstruct  the 

Ozone  Park,  Borough  of  Queens.  gas  servjce  station  by  the  erection  of  a  modern  building, 

APPEARANCES—  .  ,  n  relocating  the  pumps  and  curb  cuts ;  that  the  proposed  recon- 

For  Applicant:  Henry  J.  Nunck  and  George  B.  struction  wju  enhance  the  value  of  property  in  the  neighbor- 
Levy.  hood  and  will  be  in  harmony  with  the  general  purpose  and 

For  Opposition:  None  r  ,  ,  intent  of  the  zoning  resolution;  that  this  application  comes 

For  Administration:  Samuel  L.  Becker,  Uep  t  ot  within  the  provision  of  Section  7,  subdivision  c  of  the  zoning 

Housing  and  Buildings.  resolution  •  and 

ACTION  OF  BOARD — Application  granted  on  condition.  Whereas,  the  premises  and  surrounding  area  were  in- 

I  HE  VOTE  .  ...  ,  ,  •  •  spected  by  a  committee  of  the  Board;  and 

Affirmative:  Chairman  Murdock,  Commissioner  Whereas,  the  Board  deemed  that  this  was  a  proper  case 

Blum  and  Deputy  Chief  Gurnee  .  in  which  to ’exercise  its  discretion  to  grant  a  variance  undei 

Negative:  . . . . .  section  7c  of  the  zoning  resolution. 

Absent:  Commissioner  Savage .  1  Resolved,  that  the  Board  of  Standards  and  Appeals  doe; 

THE  RESOLUTION  (418-46-BZ)  hereby  make  a  variation  in  the  application  of  the  use  distric 

Whereas  J  G.  L  Molloy,  for  Salvatore  Franzone,  owner,  regulations  of  the  zoning  resolution  and  that  the  apphcatior 

*&»*«&  was  withdrawn  on  November  26,  .946,  shall,  be  l-^loward J^ter  and  thetalance^ 

‘ll  wlSXfthc  applfcaiF  requested  reopening  of  this  appli-  TowJrd’dif inter 

CaWH^sUrthfsr  easels  reopened  by  vote  of  the  Board  section  of  Centerville  street  and  97th  street,  as  indicated 

m7FaU0 7  M  2d '  a"d  SCt  f°r  hCari"g  °n  FCb,'Uary  25'  -d  ' t*M 

Whereas'  a  public  hearing  was  held  on  this  application  the  existing  curb  cuts  may  be  continued;  that  such  portabl 

by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet-  fire-fighting  appliances  shall  be  be  obtaine, 

Sullefi'n;  and  25’  ^  ^  ^  ^  “  the  and"' all  woJk ^completed  within  six  (6)  months  from  the  dat 

’  Whereas,  the  district  maps  accompanying  the  zoning  reso-  of  this  resolution. 

1  height  districts ;  and  3484-46,  inserted  therefor. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1947  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  o 
the  City  Record,  Room  2213,  Municipal  Building,  Mar 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  hv 
cents  per  copy  must  be  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 


Conies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribute 
^°?ieSr ml  9714  Mnnicinal  Buildimr.  Manhattan,  N.  Y.  7.  Price  /5  cents;  by  mail  85  cent. 


Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7. 
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OIL  BURNER  RULES 


(217-21-SR) 

RUtVI:t?  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

\dopted  by  the  Board  of  Standards  and  Appeals  June 

l5>  193*>  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919* 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11 
March  20,  1931;  May  12,  1931;  November  24, 

!  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authonty :  ^Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

tule  1.  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

lule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
irt  jiea,S’  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
btandards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
tor  use  on  premises. 

2.6  CONTROLS  :  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS:  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
tamilies,  including  convents,  rectories,  and  mon¬ 
asteries. 

MO  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 

?™roag,e, tanks  sha11  be  grounded  at  two  (2)  points 
1«0  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  (J^/; )  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall,  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

^  ^  riPE:.That  portion  of  the  line  between  the 

nil  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  (l/2)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eighths  (^)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (%)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  moie  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (J4)  inch 
thick. 

2.12.4  Note— All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current.  , 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 

be  ind'c^Vd6  CVe  *be  °'^  *n  a  sl°rage  tank  may 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 


581 


RULES 


2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2^)  parts  sand  and 
five  (5)  parts  of  course  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY :  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 

‘  foreign  matter.  The  fuel  oils  shall  be  classified  as 

provided  in  Commercial  Standard  CS 12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades: 

Range  Oil 
No.  1  Fuel  Oil 

No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  COJ  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5 . 1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust. 
The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked,  or  riveted  and  welded.  Flanges  or 
other  pipe  connections  may  be  welded.  AU 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  o 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less: 

Tanks  36  in.  in  diameter  and  less — 34  in. 
shell,  34  in.  heads. 

ianks  37  to  72  in.  in  diameter — 34  in. 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  in.  heads. 

Tanks  over  120  in.  in  diameter  to  be  of 
Y&  in.  steel  and  to  be  stiffened  by  angle 
rings  of  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  rect¬ 
angular  tanks. 

5.1'. 5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows: 

.  shell  34  in.  thick,  54  in.  in  diameter 

rivets  234  in.  pitch. 

.  1°  shell  5/16  in.  thick,  54  in.  in  diameter 
rivets  254  in.  pitch. 

.  In  shell  54  in.  thick,  i)4  in.  in  diameter 
rivets  2y2  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  54s  of  an  inch  in 
diameter  and  spaced  not  more  than  2 % 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 

,  the  full  strength  of  the  members.  In  no 

case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

* 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center,  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (27 5)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  (.54")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 

Capacity  Located  Outside  of  Building  Above 

Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  34  inch  and  the  minimum 
thickness  of  roof  plates  r/8  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula: 

PxrxF 

t  equals - 

Tx  E 

P  equals  h§ad  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
pei  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and  of  dimension  not  less  than  fifteen  inches 
(15")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  t< 
.  the  tank;  and  for  each  additional  10  feet  o 

fraction  thereof  by  which  the  longest  insid 
dimension  of  the  enclosure  exceeds  35  fee 
an  additional  fireproof  access  door  shall  b 
similarly  installed  at  one  or  more  interval 
of  not  less  than  10  feet.  The  ceiling  abovi 
the  tank  enclosure  shall  be  either  fireproof  o 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo 
cated  inside  of  buildings  shall  not  excee< 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructs 
of  metal  not  less  than  J4"  in  thickness. 

6.1.4  All  storage  containers  used  in  connectioi 
with  burners  or  oil-burning  heaters  shall  b< 
installed  in  a  substantial  and  workmanliki 
manner  with  rigid  metal  fasteners  to  wal 
or  floor  and  protected  against  mechanica 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal 
Ions  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  twc 
feet  below  floor  level.  In  lieu  of  two  feet  oi 
earth  over  the  tank,  the  tank  may  be  coverec 
by  concrete  flooring  equivalent  to  the  base 
ment  floor  but  not  less  than  the  equivalen 
of  4  inches  of  reinforced  Portland  cemen 
concrete  with  not  less  than  No.  20  gaugf 
steel  wire  cloth  2"  x  2"  mesh.  Tank; 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth 
free  from  ashes  or  other  corrosive  substance 
and  free  from  stones  larger  than  will  pas; 
through  a  one-inch  mesh.  When  necessary  tc 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor 
prior  to  or  at  the  time  of  installation,  shal 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  %"  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 


6.3  Outside  of  Buildings,  Below  Ground. 


6.3.1 


6.3.2 

6.3.3 


6.3.4 


Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 


All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
:o  or  at  the  time  of  installation,  shall  be 
:horoughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
:oated  at  the  site  with  hot  tar,  asphalt  or 
Dther  equivalent  rust-resisting  material.  AH 
tanks  shall  be  electrically  grounded. 

All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  Y\"  in  thickness. 
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6  4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (\%)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule: 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 

If  distant  30  feet .  24,000  “ 

If  distant  40  feet .  36,000  “ 

If  distant  50  feet .  48,000  “ 

If  distant  60  feet .  60,000  “ 

If  distant  75  feet .  96,000  “ 

If  distant  85  feet,  or  more  100,000  “ 

6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (lj4)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (%)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (\l/2)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 

6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and,’ 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

ule  7.  Piping. 

7 . 1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when,  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  (%") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  tyi>e  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1  y2)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  drainage  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1  ).  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1% ")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2”)  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 

If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  be  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 

7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  $hall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  Y%  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1'  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or  elec¬ 
tric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 

Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furc* 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions: 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions: 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 

flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 

legibly  labeled  “Remote  Control  for  Oil  Burner." 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruphon  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
ol  buildings  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 


Rule  10. 


Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 


10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10.1.2  Application  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
COz  content  of  the  Hue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10  3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

10.3.1-  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  _  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
,  which  the  test  is  being  conducted. 

All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
in  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  1 1/2  times  the 
working  pressure. 

10  4  £?e.  for  Permit  and  Test  of  Storage  Tanks  and 

Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1',  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
Hie  schedule  given  in  the  Administrative 
Lode. 

Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  ^of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  be 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 

Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 


Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 


Rule  14.  Fire  Protection. 

Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following : 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  battle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furnaces  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5')  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clear, 
at  all  times. 


14.5  The  floor  beneath  boiler  or  furnace  and  within  five 
(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 

14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  asbestos  or  equiva-  | 
lent  extending  at  least  twelve  inches  (12")  beyond 
the  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner.  Ap¬ 
proved  safety  cans  only  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in 
stalled. 

14  7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


Rule  15.  Instruction  Cards  and  Certifi¬ 
cate  of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addiiton  to  the  instruction  card  herein  provided 
for. 

♦  15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  'ssiieil 
after  May  1,  1941,  under  the  provisions  of  C-2P- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  jo  May  1, 
1941  carrying  an  endorsement  reading  Oil  Burn¬ 
ers”  shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  the 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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COURT  DECISION. 

Matter  of  Ida  Fein  vs  Harris  H..  Murdock,  et  al.:— On  Tune  25 
1946,  Board  denied  application,  under  section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  F  area  dis- 
tnct,  the  erection  of  a  building  without  the  required  setbacks 
and  side  yard,  and  with  the  area  of  second  floor  in  excess  of 
2HI  2PltQlltnid;  PrcT1SeS  ID466-14,74  East  24th  Street  and 
210346-3BZ  °  Can  Street’  Borou&h  of  Brooklyn;  Cal  No. 

„rrAt  aPeu'alDTerl?.  of,  tlle  Supreme  Court,  Mr.  Justice  Nova 
1946)ed  * 16  Board  s  determination  (N.  Y.  L.  J.'  October  25, 

affFmp  fUut,leri  ?ppeaJ’  tlle„  Appellate  Division  unanimously 
affirmed  the  Order  of  the  Supreme  Court  .sustaining  Board’s 
determination  (N.  Y.  L.  J.  May  6,  1947). 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  considt  (he  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
(he  afternoon — Saturdays  excepted. 


his  issue  of  the  Bulletin  contains  in  the  order  given _ 

'ourt  Decision, 
locket. 

Jules  Directory. 

lotice  of  Hearing  Calendar. 

/linutes  of  Regular  Meeting,  Tuesday  Morning,  May 
20,  1947,  Affecting  Calendar  Numbers  400-20-BZ 
390-27-BZ,  223-46-BZ,  700-46-BZ,  871-46-BZ,  877-46- 
BZ,  1052-46-BZ,  32-47-BZ,  177-47-BZ,  252-47-BZ 

299-47-BZ,  233-47-BZ,  711-46-BZ,  193-47-BZ,  293-47- 
?,?U33'47'A>  253-47-A,  256-47-A,  300-47-A,  215-47-A, 
318-47-A  and  125-47-SM. 

linutes  of  Regular  Meeting,  Tuesday  Afternoon,  May 
20,  1947,  Affecting  Calendar  Numbers  265-45-A 

217-47-A,  344-47-A,  385-47-A,  417-47-A,  605-44-A 

1036-46-A,  182-47-A,  314-47-A,  531-37-BZ,  27-40-BZ 
707-41-BZ,  612-45-BZ,  781-45-BZ,  795-45-BZ,  527-46- 
f„Z,  1437-23-BZ,  749-26-BZ,  642-29-BZ,  367-32-BZ,  762- 
38-BZ,  597-39-BZ,  585-41-BZ,  544-44-BZ,  225-45-BZ, 
1035-46-BZ,  89-40-SM,  221-44-SA  and  254-44-SM. 

erection  Affecting  Calendar  Number  227-47-A. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman 
nor  accepted  which  is  not  filed  within  thirty  days  trom 
the  date  of  the  action  of  the  Administrative  Otficial. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

U pon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenliim  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
die  true  location  and  position  of  the  property  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

Nezv  Cases  Filed  up  to  May  20,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

464-47-BZ — H.B.Q. — 112-10  to  112-20  Atlantic  avenue 
and  94-02  to  94-10  113th  street,  southwest  corner  (Block 
9398,  Lots  5-7),  Richmond  Hill,  Borough  of  Queens,  Alt. 
2936-46. 


465-47-A — H.B.Q. — 112-10  to  112-20  Atlantic  avenue  and 
94-02  to  94-10  113th  street,  southwest  corner  (Block  9398, 
Lots  5-7),  Richmond  Hill,  Borough  of  Queens,  Alt. 
2936-46. 


466-47-A— F.D. — 2126  White  Plains  road,  east  side,  161.25 
ft.  north  of  Maran  place  (basement)  ;  (Block  4287,  Lot 
24),  Borough  of  The  Bronx,  51891-LC. 


467-47-SA — Maier-Hancock  Film  Splicer,  Appliance. 


468- 47-SM — Flushing  Block  Co.,  Cement  and  Cinder 
Blocks,  manufactured  by  Flushing  Block  (  o.,  Material. 

469- 47-BZ — H.B.B. — 2911-2923  Atlantic  avenue  and  255- 
267  Warwick  street,  northeast  corner  (Block  3952,  Lots 
1,  45,  46  and  47),  Borough  of  Brooklyn,  Alt.  5161-46. 

470- 47- A — F.D. — 336-374  Furman  street  and  2-14  Jorale- 
mon  street,  southwest  corner  (6th  floor)  ;  (Block  257,  part 
of  Lot  12),  Borough  of  Brooklyn,  18902-LF  and  Decision. 

471- 47-A — 4LB.B. — 61  Bergen  street,  north  side,  125  ft. 
west  of  Smith  street  (Block  193,  Lot  34),  Borough  of 
Brooklyn,  Alt.  5536-46. 

472- 47-SA — Quaker  Model  310  Conversion  Oil  Burner, 
Appliance. 

473- 47-A — H.B.Bx. — 701  East  212th  street  and  3560 
White  Plains  road,  northeast  corner  (2nd  floor)  ;  (Block 
4657,  Lot  94),  Borough  of  The  Bronx,  Alt.  368-47. 


474-47-A— F.D. — 360  Central  Park  West,  west  side,  100 
ft.  8/2  in.  south  of  West  96th  street,  3  West  95th  street  and 
2-10  West  96th  street  (Block  1209,  Lot  33)„  Borough  of 
Manhattan,  41124-LF  and  Decision. 


475-47-A — F.D. — 77  Nicholas  avenue,  northeast  corner 
Slaight  street  (Block  1086,  Lot  16),  Port  Richmond,  Bor¬ 
ough  of  Richmond,  51001-LC  and  Decision. 


476-47-A — H.B.M. — 114-116  East  85th  street,  south  side, 
180  ft.  east  of  Park  avenue  (Block  1513,  Lots  63^4  and 
64),  Borough  of  Manhattan,  Amendment  to  B.N.  3314-46. 


477-47-A — F.D. — 486  Clermont  avenue,  east  side,  277  ft. 
north  of  Atlantic  avenue  (1st  and  2nd  floors)  ;  (Block  2008, 
Lot  55),  Borough  of  Brooklyn,  4101-LC  and  Decision. 


478-47-BZ — H.B.M. — 150  West  4th  street,  south  side,  58 
ft.  3  in.  east  of  Avenue  of  The  Americas  (6th)  ;  (Block 


543,  Lot  42),  Borough  of  Manhattan,  Amendment  to  Alt. 
130-47. 


479-47-A — H.B.M. — 150  West  4th  street,  south  side,  58 
ft.  3  in.  east  of  Avenue  of  The  Americas  (6th)  ;  (Block 
543,  Lot  42),  Borough  of  Manhattan,  Amendment  to  Alt. 
130-47. 


480-47-BZ— H.B.B. — 3492-3502  Atlantic  avenue  and  1-3 
Sheridan  avenue,  southeast  corner  (Block  4174,  Lot  37),  1 
Borough  of  Brooklyn,  N.B.  274-47.  , 


481- 47-BZ— H.B.B. — 30  Conselyea  street,  south  side,  200 
ft.  west  of  Lorimer  street  (Block  2756,  Lot  16),  Borough 
of  Brooklyn,  Alt.  770-47. 

482- 47-A — F.D. — re  Transportation  of  Fuel  Oil  in  Tank 
Truck  in  New  York  City  (weight  of  chassis  not  in  con¬ 
formity  with  requirements  of  Administrative  Code  covering 
Tank  Trucks),  50088-LC  and  Decision. 


483- 47-SM — Uniset  Gas  Appliance  Connectors,  manufac¬ 
tured  by  The  Brockway  Com.,  Material. 

484- 47-BZ — -Marine  and  Aviation — 162-45  Cross  Bay 
boulevard,  northeast  corner  of  163rd  avenue  (Block  4047,' 
Lot  20),  Howard  Beach,  Borough  of  Queens,  Decision.  i 


485- 47-A — H.B.M. — 308  Dyckman  street  and  17-31  Staff 
street,  southeast  corner  (2nd  floor)  ;  (Block  2246,  Lot  20), 

Borough  of  Manhattan,  Alt.  314-47. 

_  \ 

486- 47-BZ— H.B.Q.— 149-07  to  149-19  New  York  boule¬ 
vard  and  179-01  to  179-07  149th  road,  northeast  corner 
(Block  13409,  Lots  1,  3,  5  and  6),  South  Ozone  Park,  Bor¬ 
ough  of  Queens,  Alt.  281-47. 

Restored  to  Docket 

605-44-A — H.B.B. — 110-128  Waterbury  street  and  283- 

293  Ten  Eyck  street,  northeast  corner  (2nd  floor)  ;  (Block- 
3021,  Lot  1),  Borough  of  Brooklyn,  Alt.  79-47. 

89-40-SM — Bell  Concrete  Building  Units  4  in.  by  8  in. 
by  18  in.  (load-hearing),  manufactured  by  H.  W.  Bell  Co.,; 
Material. 

-  ■  1 

225-45-BZ— H.B.M.— 239-243  West  18th  street,  north 

side,  249  ft.  6  in.  east  of  8th  avenue  (Block  768,  Lot  14), 
Borough  of  Manhattan,  Amendment  to  Alt.  2263-46. 

_  ■  1 

544-44-B Z — H.B.M. — 418-422  East  54th  street,  south  side, 

294  ft.  east  of  1st  avenue  (Block  1365,  part  of  Lot  13), 
Borough  of  Manhattan,  Alt.  836-47. 

642-29-BZ— H.B.B.— 137-159  East  98th  street  and  2-14 
Blake  avenue,  southeast  corner  (Block  3548,  Lot  1),  Bor- 
ough  of  Brooklyn,  Alt.  501-47. 

585-41-BZ— H.B.Q.— 109-02  to  109-12  Rockaway  Beach 
boulevard  and  201-209  Beach  109th  street,  northwest 
corner  (Block  653,  Lot  12),  Rockaway  Beach,  Borough 
of  Queens,  Misc.  2582-47. 
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749-26-BZ— H.B.Q.— 101-70  99th  street,  northwest 
ner  of  103rd  avenue  (Block  9105,  Lot  33),  Ozone  Park, 
Borough  of  Queens,  Alt.  715-47. 


762-38-BZ  Il.B.Bx. — 1670-1716  Southern  boulevard,  cast 
side,  50  ft.  south  of  East  174th  street  (Block  2983,  Lots 
7,  11,  15  and  21),  Borough  of  The  Bronx,  Decision  re 
Certificate  of  Occupancy. 


1437-23-BZ  H.B.M. — 235-249  West  154th  street,  and 
,Ol-107  Macombs  place,  northwest  corner  (Block  2040,  Lot 
23),  Borough  of  Manhattan,  Amendment  to  Alt.  1803-46. 


IMO.NICiNATtONS,  H.ll.  Department  of  Housing  amt  Buildings; 
.B.ll.- -Department  of  Housing  and  Buildings,  Brooklyn;  H.II.JH.— 

Depart  men  t  of  Housing  and  Buildings,  Manhattan;  H.n.Q, _ Dc. 

partment  of  Housing  and  Buildings,  Queens;  H.If.R _ Department 

?l  Housing  and  Buildings,  Richmond;  H.It.Ux — Department  of 

Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  P.D, _ 

Department,  and  HI.  mid  A. —  Dept,  of  Marine  and  Aviation. 


Fire 


RULES 

Ija.t  Pultiientloii  in  Itulletfn 

Blended  Cements,  Rules  for  Testing 

and  Use  of.  .  . ....... .  . . Dec.  3,  1946— Vol.  31,  No.  49 

.arbon  Dioxide  Liquefier,  Rules.  ...  Mar.  18,1947 — Vol.  32  No  11 

-ertiheate  of  Occupancy,  approved 

<0r.m  rV I  ciV  . Dec.  2S>  1943— Vol.  28,  No.  52 A 

oncrete  Hat  Slabs,  Rules . July  13,  1937— Vol.  22.  No  28 

.oncrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

■  °f.  •uVraT-VV.' . Sept.  3,  1946— Vol.  31,  No.  36 

oncrete  Rules  (Hydrated  Lime) ...  Aug.  3,  1937— Vol.  22.  No  31 

levator  Rules  . . Mar.  3,  1936— Vol.  21,  No.’  9 

.rection,  Alteration,  Repair,  Ex- 
'  cavation  for  ami  Demolition  of 

Buildings  . . Dec.  28,  1943— Vol.  28,  No.  52A 

xil  Rules  (Revolving  Doors) . June  15,  1937— Vol.  22,  No.  24 

xtenor  Veneering  Materials,  Rules 

°n  •_••••  o’, . Sept.  l0-  1 946 — Vol.  31,  No.  37 

actory  Exit  Rules . Jan.  14,  1947 _ Vol  32  No  2 

;re  AUrm  Rules  (Interior) . May  6,  1947— Vol’.  32!  No.’  18 

!re  Drill  Rules . Dec.  24,  1946- Vol.  31  No  52 

ire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June  25,  1946— Vol.  31  No  ’6 

ire  Retarding  Rules  for  Garages, 

etc . Apr.  1,  1947 _ Vol  32  Nn  13 

ireproof  Wood,  Testing  of . Apr.  13,  1937— V0i  22  No  15 

rame  Garages,  Ruling  for . Jan.  21,  1919— Vol  4'  No’  3 

usion  Welding  and  Gas  Cutting 

,s  ShmV.ff  . ^pr’  H'  *946— Vol.  31,  No.  17 

is  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

atchway  Protection  . June  5,  1928— Vol  13  No  23 

sulating  Fibre  Board  Rules . Dec.  31,1946 — Vol.  31No  53 

ethyl  Chloride  Rules  for  Class  B 
and  C  Refrigerating  Systems. .  .Feb.  1 1,  1947— Vol.  32,  No  6 

20’  “■  N°:  20 

lint?  Varnish  W  ^  ^  "M7-V°L  32'  N°'  15 

ing  Rules . Mar.  1  1,1947 — Vol  32  No  10 

atform  Trucks,  Specifications  for..  Nov.  24,  1936— Vol  2l’  No  47 

umhing  Rules  . Aug.  3  1937— V„i  ??  it 

umbing  Rules  (Submerged  iniets;  *  * 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply). Mar.  25,  1947— Vol.  32,  No.  12 

ocedure.  Rules  of . Sent  7  1937 Vnl  ?? 

fri^erating  Systems,  Extract  A.C.Apr.  8,’  1947 — Vol*  32*  No*  14 

HnU?  ,n/,actor'es>  . .  .Apr.  22!  1947 — Vol!  32,  No!  \t 

' J  •  •  •  . . June  29,  1937— Vol.  22,  No.  26 

net  r,l  Fin  ,n!-  Ru  es,;  •  •  •  • : . June  8,  1937— Vol.  22,  No.  2.3 

k  Tr  k  r  !0?!'!  Reporting. . .  Tune  7,  19.32— Vol.  17.  No.  2.3 

nk  Tn,  ’  r Jcl,Pl1’  e,c . Nov.  24,  1936— Vol.  21,  No.  47 

N«-  «•  ”«-**. 2.. No. 47 

Rule  505  of  Industrial  Code).. Sept.  3,  1946— Vol.  31.  No.  36 


Approved  appliances  and  materials  are  printed  in 
Pplement  to  the  Bulletin  of  April  10,  1945,  Vol. 

■  ISA. 


the 

30, 


MAY  27,  1947,  10  A.  M. 

NOITCE  IS  HEREBY  GIVEN  of  a  public  hearing 

10H  m0rTii’  t  °y  S  1947>  at  10  o’clock  in  Room 
te°rs3’  Municlpal  Budding-  Manhattan,  on  the  following  mat- 

7?6md'^;f^i!,I)liCali0n’  Septe,?lber  17>  1946,  under  sections 
n  and  /i  of  the  zoning  resolution,  of  Lama  and  Proskauer 

app  icants,  on  behalf  of  Owen  Dever,  owner,  to  permit  in  a 

ikcoE^  rSineSS  l!'SC  district>  the  erection  and  mainte¬ 
nance  ot  a  gasoline  service  station,  including  a  building  to  he 

UvlhtZ\l  lubnIt0nUm-  au-t0  laundry>  office,  sales  and  mCto? 
vehicle  repair  shop;  premises  210-01  to  210-13  Horace  Hard- 

lier  (Block’ 74nd  58't3  7  58~59n?10th  street,  northeast  cor- 
Queens.  k  ?4  ’  P  °f  Lot  94)>  FIushinS-  Borough  of 

S^-je-BZ-Apphcation,  October  28,  1946,  under  section  7f 

behalf  of  "Rlfdlif80  ^!bcrt  W-  Lewis,  applicant,  on 

behalf  of  Bradbury  Building  Corp.,  owner  (Gulf  Oil  Corn. 

uee]’  .o  permit  in  a  residence  and  unrestricted  use  district’ 
the  rebuilding  of  a  gasoline  service  station  and  the  parking 

S30  H6  f  f7 'nf,)rcf  lhan  five  (5)  motor  vehicles ;  premise! 

nS'/Di i  7i3.rodi  S,trect’  southwest  corner  of  East  River 
live  (Block  1484,  Lot  26),  Borough  of  Manhattan. 

^157l6-B|Z77A?^Cati0n-  Novcn?ber  26>  1946,  under  sections 
/e,  /i  and  /i  of  the  zoning  resolution,  of  William  T  Burke 

appheant,  on  behalf  of  Ben  Fahrizi,  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  and  extension  of  an 
existing  gasohne  service  station,  lubritorium,  auto  laundry 
office  and  sale  of  accessories,  and  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  premises  40-08  to  40-20 

and*  Sup?1  ai  3°~03  Ne™town  road,  southeast  corner, 

and  30-02  to  30-04  41st  street  (Block  681,  Lot  114),  Astoria, 
Borough  of  Queens. 

923-46-BZ— AppHcation,  November  15,  1946,  under  section 

heha  f  of  DoTm  EUis  L  Lavine’  ^PPficant,  on 

behalf  of  Dot  Mort  Holding  Corp.,  owner  (Rebecca  Schnei¬ 
der  lessee)  to  permit  in  a  retail  use,  D  area  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  35-45  Rutgers  street,  east  side,  22  ft.  south  of  Madi- 

Manhattan  ’  °tS  26  t0  32’  incl)’  Borough  of 


1014-46-BZ— Application  December  16,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Nathaniel  C.  Saxe,  appli¬ 
cant,  on  behalf  of  Oceanic  Lumber  Corp.,  owner  (Dason 
Equipment  Corp.,  Jessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more  than 
nve  (5)  motor  vehicles,  to  woodworking  shop  (manufac¬ 
turing  cabinets)  for  a  term  of  years;  premises  1537  Bergen 
street,  north  side,  100  ft.  cast  of  Schenectady  avenue  (Block 
1348,  Lot  78),  Borough  of  Brooklyn. 

871-46-BZ— AppHcation,  October  2,  1946,  under  sections 
/c  and  21  of  the  zoning  resolution,  of  William  Gold  and 
John  J.  McNamara,  applicants,  on  behalf  of  B  K  R  Hold- 
uig  Corp.,  owner,  to  permit  in  a  residence  and  business  use. 
C  and  D  area  district,  the  erection  of  a  building  to  be  used 
as  a  motion  picture  theatre  and  stores,  using  more  than  the 

o7en7,’Lrn.lltted:,  prem!ses  97-05  Queens  boulevard,  97-01  to 
-V-U/  64th  road,  northwest  corner  and  97-22  to  97-28  64th 
a venue  (Block  2091,  Lots  1,  4,  16  and  18),  Woodside,  Bor¬ 
ough  of  Queens. 

32- 47-BZ  Application,  January  13,  1947,  under  section  7e  of 
he  zoning  resolution,  of  Randolph  M.  Smith,  applicant,  on 

behalf  of  Ihomas  O  Rourke  Gallagher,  owner,  to  permit  in 

2n?U^nooftUSe  dlStnCt>  thLe  ePection  of  a  roof  sign;  premises 
-Oo  3_  99th  avenue,  south  side,  60  ft.  west  of  Francis  Lewis 

Queens^  (B  °Ck  I0853’  Lot  25)’  Hollis-  BorotJgh  of 

33- 47- A— 205-32  99th  avenue,  south  side,  60  ft.  west  of 
Francis  Lewis  boulevard  (Block  10853,  Lot  25),  Hollis,  Bor¬ 
ough  of  Queens. 

^n'hfhH?7fAQPPliCaii0cn  u°f  ,L,ama  and  Proskauer,  applicants, 
on  behalf  of  Samuel  Schenkel,  owner,  reopened  April  9,  1946, 
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under  section  7c  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  an  existing  gasoline 
service  station  and  lubritorium,  to  include  auto  laundry,  office 
and  sales;  premises  4313-4323  4th  avenue  and  401-405  44th 
street,  northeast  corner  (Block  729,  Lot  1),  Borough  of 
Brooklyn. 

283-42-BZ— Application  of  Walter  I.  Lansing,  applicant  and 
lessee,  on  behalf  of  Martin  H.  Offinger,  owner,  reopened 
April  22,  1947,  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  for  a  term  of  years; 
premises  230  East  34th  street,  south  side,  225.2  ft.  west  of 
2nd  avenue  (Block  914,  Lot  45),  Borough  of  Manhattan. 

78 1-46-BZ— Application  of  229  Pulaski  Street  Corp.,  appli¬ 
cant  and  owner  (Joyce  Sandler,  lessee),  reopened  April  29, 
1947,  under  sections  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  from  bottle  storage  (previously  granted 
by  the  Board)  to  manufacture  of  paper  boxes;  premises  235- 
243  Pulaski  street,  north  side,  264  ft.  6  in.  east  of  Throop 
avenue  (Block  1773,  Lot  64,  formerly  part  of  Lot  50), 
Borough  of  Brooklyn. 

990-46-BZ— Application,  December  12,  1946,  under  section  21 
of  the  zoning  resolution,  of  Abraham  Daniels,  applicant  and 
owner,  to  permit  in  a  residence  use,  F  area  district,  the  alter¬ 
ation  to  existing  building  without  required  side  yards ;  prem¬ 
ises  35-15  to  35-17  222nd  street,  east  side,  304  ft.  north  of 
37th  avenue  (Block  6192,  Lot  16),  Bayside,  Borough  of 
Queens. 

332-47-A — 35-15  to  35-17  222nd  street,  east  side,  304  ft. 
north  of  37th  avenue  (3rd  floor)  ;  (Block  6192,  Lot  16), 
Bayside,  Borough  of  Queens. 

1074-46-BZ— Application,  December  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Saj-Lee  Realty  Corp.,  owner,  to  permit 
in  a  business  use,  C  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  1196-1200  Coney 
Island  avenue,  west  side,  400  ft.  north  of  Avenue  I  (Block 
6513,  Lot  24),  Borough  of  Brooklyn. 

288-47-BZ — Application,  April  1,  1947,  under  sections  7e  and 
7i  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Habrich  Realty  Corp.  and  Edna  M.  Went,  owners 
(F.  &  M.  Habrich,  Inc.,  lessee),  to  permit  in  a  business  use 
district,  the  extension  of  existing  building  and  the  conversion 
of  the  use  of  premises  from  automobile  show-room,  auto 
laundry  and  vacant  land  to  automobile  show-room,  auto 
laundry,  repair  shop,  lubritorium,  outdoor  sale  and  display 
of  more  than  five  (5)  motor  vehicles,  and  the  parking  of 
more  than  five  (5)  motor  vehicles,  for  patrons  and  employees, 
no  fee  to  be  charged ;  premises  138-18  to  138-30  101st  avenue, 
south  side,  158  ft.  7  in.  east  of  Remington  street  (Block 
10018,  Lots  7,9,  11  and  12),  Jamaica,  Borough  of  Queens. 
324-47-BZ — Application,  April  14,  1947,  under  section  7e  of 
the  zoning  resolution,  of  William  R.  Shirley,  applicant,  on 
behalf  of  Rose  Micheline,  owner  (Ralph  Turnbull,  lessee), 
to  permit  in  a  residence  and  local  retail  use  district,  a  retail 
rental  laundry,  for  a  term  of  five  (5)  years;  premises  4 
Bedford  street,  east  side,  184  ft.  11^4  in.  south  of  Downing 
street  (Block  527,  Lot  2),  Borough  of  Manhattan. 

262-47-A — 935  Courtlandt  avenue,  west  side,  250  ft.  north  of 
East  162nd  street  (Block  2409,  Lots  92  and  93),  Borough  of 
The  Bronx. 

56-47-A — 2446  3rd  avenue,  north  side,  20  ft.  2*4  in.  east  of 
East  134th  street  (Block  2317,  Lots  53  and  54),  Borough  of 
The  Bronx. 

334-47-A — Re  use  of  words  “Safe”  or  “Non-explosive” 
on  labels  on  containers  in  connection  with  sale  of  combustible 
mixture  known  as  “Afta”  Cleaning  Fluid. 

376-47-A — 324-334  Ellery  street,  east  side,  100  ft.  north 
of  Broadway  (1st  floor);  (Block  3133,  Lot  10),  Borough 
of  Brooklyn. 

114-47-SM — Joseph  Goder  Incinerator  Intake  Door,  Type 
H-S. 

346-40-SM— Super  Limoid  (Hydrated  Lime). 


1056-46-SM— Builders  Block  Company’s  Concrete  Block. 
439-46-SM — Grenby  Hygienic  Toilet  Seat. 

557-46-SM— DeNoyelles  Concrete  Face  Brick. 
577-46-SM — Sedgwick  Underwriters  Labelled  Fii 
Resistive  Dumbwaiter  Doors. 

HARRIS  H.  MURDOCK,  Chain  tic 


MAY  27,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  at  public  heari 
Tuesday  afternoon,  May  27,  1947,  at  2  o’clock  in  Roc 
1013,  Municipal  Building,  Manhattan,  on  the  following  m; 

ters : 

270-47-A— 82  Beach  62nd  street  (102-110),  northeast  corn 
of  Boardwalk  (Block  354,  Lot  1),  Arverne,  Borough 
Queens. 

356-47-A — 1410-1420  Metropolitan  avenue,  east  side,  25 
ft.  north  of  McGraw  avenue  (Building  S-9,  Parkches: 
Houses)  ;  (Block  3938,  Lot  1),  Borough  of  The  Bronx. 
363-47-A— 105-78  130th  street,  northwest  corner  of  10/ 
avenue  (Block  9583,  Lot  46),  Richmond  Hill,  Borough 
Queens  (under  section  35,  General  City  Law  re  bed 
mapped  street — 107th  avenue)." 

320-47-A — 541  East  78th  street,  northwest  corner  of  E; 
River  drive  (Block  1490,  Lot  122),  Borough  of  Manhatt; 
209-47-A — 336-338  3rd  avenue  and  160-162  East  25 
street,  southwest  corner  (Block  880,  Lot  50),  Borough 
Manhattan. 

340-47-A— 157-159  West  30th  street  and  361-365  7th  a\ 
nue,  northeast  corner  (Block  806,  Lots  1  and  2),  Borou 
of  Manhattan. 

437- 47-A — 132-142  Spencer  street  and  698-704  Myr 
avenue,  southwest  corner  (Block  1750,  part  of  Lot  2- 
Borough  of  Brooklyn. 

438- 47-A — 144-156  Spencer  street,  west  side,  110  ft. 
in.  south  of  Myrtle  avenue  (Block  1754,  part  of  Lot  2- 
Borough  of  Brooklyn. 

369-47-A— 492-498  7th  avenue,  200-216  West  37th  stre 
southwest  corner  and  205-221  West  36th  street  (1st  floor 
(Block  786,  Lot  51),  Borough  of  Manhattan. 

373-47-A — 2  Eastern  parkw'ay,  southwest  corner  of  Pla 
street  (Block  1183,  Lot  2),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairtm 


JUNE  3,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  heari 
Tuesday  morning,  June  3,  1947,  at  10  o’clock  in  Ro< 
1013,  Municipal  Building,  Manhattan,  on  the  followi 
matters : 

274-47-BZ — Application,  March  21,  1947,  under  section  7e 
The  zoning  resolution,  of  Ludwig  P.  Bono,  applicant, 
behalf  of  Frances  Murtha  Striglis,  owner  (Otto  Klug 
lessee),  to  permit  in  a  residence  use  district,  the  extension 
two  existing  stores,  to  be  used  for  storage  space,  and  I 
conversion  of  the  two  stores  into  one  store ;  premises  25( 
2510  Eastchester  road,  eas  side,  75  ft.  north  of  Mace  aven 
(Block  4481,  Lot  17),  Borough  of  The  Bronx. 

177-47-BZ — Application,  February  28,  1947,  under  sections 
and  7c  of  the  zoning  resolution,  of  Charles  M.  Spindl 
applicant,  on  behalf  of  Walter  Vanderveer,  owner  (Antho 
Stesney  and  Edward  Korth,  lessees),  to  permit  in  a  resider 
and  retail  use  district,  the  extension  of  existing  gasoli 
service  station,  to  house  a  lubritorium  and  car  washi 
bay ;  premises  92-01  to  92-09  Metropolitan  avenue  a 
69-61  to  69-69  Alderton  street,  northeast  corner  (Blc 
3179,  Lot  75),  Forest  Hills,  Borough  of  Queens. 
400-20-BZ — Application  of  Abraham  Farber,  applicant, 
behalf  of  Flatbush  Pontiac  Inc.,  owner,  reopened  June 
1946,  under  section  7i  of  the  zoning  resolution,  to  permit 
a  business  use  district,  the  extension  of  use  in  existing  pub 
garage  for  more  than  five  (5)  cars  (previously  granted 
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ilie  Hoard)  to  include  automobile  service  and  motor  vehicle 
repair  shop ;  premises  656-670  Parkside  avenue,  south  side 
21a  ft.  8-H  in.  west  of  Nostrand  avenue  (Block  5057,  Lot 
29),  Borough  of  Brooklyn. 

299- 47-BZ— Application,  April  1,  1947,  under  sections  7c,  7f, 
7A  and  21  of  the  zoning  resolution,  of  New  York  Life 

,  Insurance  Co.,  applicant  and  owner,  to  permit  in  a  residence 
business  and  an  unrestricted  use,  D  area  district,  as  to  the 
extension  ot  business  use  (stores)  into  a  residence  district 
location  of  boiler  house  in  residence  district  and  the  loca¬ 
tion  of  a  gasoline  service  station  in  business  district:  prem¬ 
ises  Blocks  bounded  by  73rd  avenue,  185th  street,  Horace 
Harding  boulevard  and  Peck  avenue  (Fresh  Meadow 
Houses);  (Blocks  5712-5716,  7075-7077,  7080-708?  7092- 
7094,  7098-7105  ,  7114-7122,  5723  and  7138-7146)  Flushing, 
Borough  of  Queens. 

300- 47-A— Blocks  bounded  by  73ru  avenue,  185th  street 
Horace  Harding  boulevard  and  Peck  avenue  (Blocks  5712- 

‘g#  70j^yPII 7080- 7°82,  7092-7094,  7098-7105 ,  7114-7122, 
57-3  and  7138-/146,  Lots  ),  Flushing,  Borough  of 

Queens  (Under  sections  35  and  36,  General  City  Law  re  bed 
ot  mapped  streets  and  buildings  not  facing  on  legal  streets — 
fresh  Meadow  Houses). 

109-43-BZ— Application  of  Lama  and  Proskauer,  appli- 
eams  on  behalt  of  Samuel  Sym,  owner,  reopened  October 
.  ’  bHO,  under  section  7c  of  the  zornng  resolution,  to  permit 
■n  a  business  use  district,  the  extension  in  area  of  building 
used  as  a  wet  wash  laundry  (previously  granted  by  the 
..oard  and  having  expired  due  to  limitation  of  time  to  com¬ 
plete  work)  ;  premises  64-08  Perry  avenue,  south  side  47  73 
it  east  of  Willow  avenue  (Block  2716,  part  of  Lots  12  and 
1*4),  Ala  s  pet  1 1,  Borough  of  Queens. 

31 1-46-BZ— Application,  April  26,  1946,  under  sections  7c 
of  the,  zoning  resolution,  of  Lama  and  Proskauer 
ipplicants,  on  behalf  of  Socony  Vacuum  Oil  Co.,  Inc.,  owner 
0  m  a  residence  and  business  use  district,  the  recon¬ 

struction  and  extension  of  an  existing  gasoline  service  sta- 
ion,  to  include  lubritorium,  auto  laundry,  minor  repairs 
itlice  and  sale  of  accessories;  premises  165-01  to  165-09  Hill- 

'P?  aiVenoU«a?d  87;4S  to  87-53  165th  street,  northeast  corner 
.Block  4837,  Lot  10),  Jamaica,  Borough  of  Queens. 

to  165-09  Hillside  avenue  and  87-45  to 
.  165th  street,  northeast  corner  (Block  9837,  Lot  10) 
.amaica,  Borough  of  Queens  (under  section  35,  General  City 
.aw— re  bed  of  mapped  street — 165th  street). 

'47-46-BZ— Application,  December  4,  1946,  under  section 
eot  the  zoning  resolution,  of  Joseph  H.  Cornell,  applicant, 
n  behalt  of  Harry  D.  O  Connor  and  Sylvester  D.  O’Connor 
wners,  to  permit  in  a  residence  use  district,  the  change  of 
ccupancy  from  a  one  family  dwelling  to  a  funeral  parlor, 
net  one  famdy  dwelling;  and  the  erection  of  a  two  (2) 
ar  garage  to  be  used  in  conjunction  with  the  proposed  busi¬ 
es;  premises  172  Beach  84th  street,  east  side,  250  ft.  south 
t  Kockaway  Beach  boulevard  (Block  619,  Lot  28)  Rock- 
"ay  Beach,  Borough  of  Queens. 

48-46-A-  -J72  Beach  84th  street,  east  side,  250  ft.  south 
t  Kockaway  Beach  boulevard  (Block  619,  Lot  28)  Rock- 
u ay  Beach,  Borough  of  Queens. 

73-46-BZ— Application,  December  10,  1946,  under  sec- 
; A  ?  ot  th?  foning  resolution,  of  Lama  and  Proskauer,  an- 

icanrQ  nn  r* i i  a  i 


s,  on  behalf  of  Charles  A.  Dahmen,  owner,  to  permit 
-  a  res'dence  use  district,  the  extension  and  reconstruction 
an  existing  gasoline  service  station,  to  include  auto  laun- 
lubritorium  and  office;  and  the  change  of  occupancy  of 
_  imSnSl?rC.^?®ce  to  gasoline  service  station;  prem- 
1?  ,  to  ’00-35  Atlantic  avenue  and  93-06  to  93-16 

rllm  StneeA  ,ro^thwest  corner  (BIock  9306,  Lots  64-66), 
enmond  Hill,  Borough  of  Queens. 

'7-47-BZ— Application,  April  30,  1947,  under  section  7h 
tbe  zoning  resolution,  of  Lama  and  Proskauer,  appli- 
,  -on  behalf  of  lilyou  Realty  Co.  and  Estate  of  Theodore 
•  ramer,  owners,  to  permit  in  a  business  use  district,  the 


parking  and  storage  of  more  than  five  (5)  motor  vehicles- 
premises  3012-3048  West  8tl,  street,  west  side,  86  ft  souffi 

BrookiynaVCnUe  (IiI°cI<  7287 >  Part  of  Lot  8).  Borough  of 

101-47-BZ— Application,  January  29,  1947,  under  section 
the  zoning  resolution,  of  Max  Horn,  applicant,  on 
L  dial t  of  Harry  Garvin,  Ben  and  Harry  Zeitlin,  owners,  to 
permit  In  a  residence  use  district,  the  extension  of  existing 

iS)  efnob ^nh7ent’  r^staurant.  bar  and  grill ;  premises 
104-^0  to  109-30  Ocean  Promenade  and  134-160  Beach  110th 
street,  northeast  corner  (Block  654,  Lot  42),  Rockaway 
Beach,  Borough  of  Queens. 

249-47-BZ— Application,  March  18,  1947,  under  section 

hfi  ir  riT"?  re,solution.  of  Jacob  J.  Gloster,  applicant,  on 
behalf  of  Dominick  Lamacclna,  owner,  to  permit  in  a  busi- 
ness  use  district,  the  change  in  occupancy  from  storage  and 
\  1°  0  lce’  storage  and  baling  of  waste  paper;  premises 

1  o[cStrreeA^d  80  Montgomery  street,  northwest  corner 
( Jjlock  245,  Lot  47),  Lorough  of  Manhattan. 

290-47-BZ— Application,  March  27,  1947,  under  section 
e  ot  the  zoning  resolution,  of  Julius  Eckmann,  applicant,  on 
behalf  of  Eugene  Higgins,  owner,  to  permit  in  a  residence 
use  district,  the  change  in  occupancy  from  Post  Office  and 

?7°*\7a  urCtllTmoh!^e  t0  fa7ory  and  stora^;  Premises 
178-184  West  102nd  street,  south  side,  100  ft.  east  of  Amster¬ 
dam  avenue  (Block  1856,  Lots  57  and  60),  Borough  of  Man¬ 
hattan. 

4-47-BZ  Application,  January  6,  1947,  under  section  21 
ot  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  Crescent  Estates  Inc.,  owner,  to  permit  in  a 
residence  and  business  use,  D  area  district,  the  erection  of  a 
business  building  (to  be  used  for  stores)  using  more  than 
t  ie  area  Permitted ;  premises  101-45  Queens  boulevard,  east 
side,  86.99  ft.  north  of  67th  drive  (Block  2135  Lot  5) 
Porest  Hills,  Borough  of  Queens. 

797-46-A— 605  West  45th  street,  north  side,  100  ft.  west 
of  Hth  avenue  (Block  1093,  Lot  28),  Borough  of  Manhattan. 

407-47-A  19  Wyckoff  avenue  and  401-405  Troutman 

street,  northwest  corner  (Block  3177,  Lot  1),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  3,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
Tuesday  afternoon  June  3,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

523- 46-BZ  Application,  June  18,  1946,  under  sections 
/g  and  21  of  the  zoning  resolution,  of  Robert  Williamson 
applicant,  on  behalf  of  Flostrand  Realties,  Inc.,  owner  to 
permit  in  a  residence  and  business  use,  C  and  D  area  dis¬ 
tricts,  tbe  erection  and  maintenance  of  a  building  to  be  used 
as  a  storage  garage  for  more  than  five  (5)  motor  vehicles 
using  more  than  the  area  permitted;  premises  3155  West- 
chester  avenue  west  side,  265.6  ft.  south  of  Wilkinson  ave¬ 
nue  (Block  4235,  Lot  45),  Borough  of  The  Bronx. 

524- 46-A— 3155  Westchester  avenue,  west  side,  265.6  ft 
south  of  Wilkinson  avenue  (Block  4235,  Lot  45),  Borough 
of  ihe  Bronx. 

222-47-A— 34-36  East  32nd  street,  south  side,  165  ft.  east  of 
Madison  avenue  (Block  861,  Lot  52),  Borough  of  Manhattan. 

301-47-A — 691  Columbus  avenue,  east  side,  76  ft  1  in 
north  of  West  93rd  street  (Block  1207,  Lot  60j4  (160)’ 
Borough  of  Manhattan. 

143-47-A— 2501  Grand  Concourse,  northwest  corner  of 
Fordham  road  (3rd  and  4th  floors);  (Block  3167,  Lot  1) 
Borough  of  The  Bronx. 

231-47-A-47-49  West  63rd  street,  north  side,  58  ft.  3  in.  east 
of  Manhattan  ^  B  °Ck  1116,  Lot  14)l  BorouSh 
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396-47- A — 514-516  West  126th  street,  west  side,  161  ft.  10  in. 
west  of  Amsterdam  avenue  (Block  1982,  Lot  36),  Borough 
of  Manhattan. 

392-47-A— 2114  to  2136  East  34th  street,  west  side,  100  ft. 
south  of  Avenue  T  (cellar)  ;  (Block  8533,  part  of  Lot  52), 
Borough  of  Brooklyn. 

282-47-A— 122-21  142nd  place,  east  side,  193.28  ft.  north  of 
Rockaway  boulevard  (Block  12038,  Lot  2),  South  Ozone 
Park.  Borough  of  Queens  (under  section  35,  General  City 
Law  re  bed  of  mapped  street— 123rd  (Maple)  avenue). 

307-47-A — 167  Beach  79th  street,  west  side,  327  ft.  south 
of  Rockaway  Beacli  boulevard  (Block  615,  Lot  44),  Rock¬ 
away  Beach,  Borough  of  Queens. 

375-47-A— 89-05  163rd  street  and  163-01  89th  avenue, 
southeast  corner  (Block  9793,  Lot  49),  Jamaica,  Borough 
of  Queens. 

456-47-A — 4510  Surf  avenue,  southwest  corner  of  Beach 
45th  street  (1st  floor);  (Block  7038,  Lot  86),  Borough  of 
Brooklyn. 

398-47-A — 42-11  to  42-15  Bell  boulevard,  east  side,  100.22 
ft.  south  of  42nd  avenue  (cellar)  ;  (Block  2005,  Lot  13),  Bay- 
side,  Borough  of  Queens. 

418-47-A — 812  Columbia  street,  west  side,  1732  ft.  south 
of  Halleck  street  (Block  613,  Lot  1),  Borough  of  Brooklyn. 

381-47-A — 2916  White  Plains  road,  northeast  corner  of 
Arnow  avenue  (Block  4546,  Lot  7),  Borough  of  The  Bronx. 

427-47-A — 11-17  2nd  avenue  and  23  East  1st  street^  south¬ 
west  corner  (2nd  and  3rd  floors)  ;  (Block  456,  Lot  27),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


JUNE  10,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  June  10,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

673-46-BZ — Application,  September  4,  1946,  under  sections 
7c  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Bryant  Real  Estate  Co.,  Inc.,  owner 
(Sterman  Brothers,  lessees),  to  permit  in  a  business  use 
district,  the  reconstruction,  extension  and  enlargement  of 
an  existing  gasoline  service  station,  to  include  office,  auto 
laundry,  lubritorium  and  motor  vehicle  repair  shop ; 
premises  143-17  to  143-19  Hillside  avenue  and  87-56  to 
87-64  144th  street,  northwest  corner  (Block  9701,  Lot  31), 
Jamaica,  Borough  of  Queens. 

296-32-BZ — Application  of  Samuel  Weiss,  applicant,  on  be¬ 
half  of  Kings  Bay  Realty  Co.,  Inc.,  owner,  reopened  Febru¬ 
ary  25,  1947,  under  sections  7f  and  7i  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
denied  by  the  Board)  ;  auto  laundry,  motor  vehicle  repair 
shop,  office  and  sales,  for  a  term  of  ten  (10)  years;  premises 
115-123  Kings  highway  and  1626-1640  Stillwell  avenue,  north¬ 
west  corner  (Block  6253,  Lot  21),  Borough  of  Brooklyn. 

16-38-BZ — Application  of  Henry  George  Greene,  applicant, 
on  behalf  of  LeRoy  Development  Corp.,  owner,  reopened 
April  8,  1947,  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously  denied  by 
the  Board)  for  a  temporary  period;  premises  238-246  East 
35th  street,  south  side,  100  ft.  west  of  2nd  avenue  (Block 
915,  Lots  38-42),  Borough  of  Manhattan. 

420-46-BZ — Application,  June  11,  1946,  under  section  7c  of 
the  zoning  resolution  of  Seelig  and  Finkelstein,  applicants, 
on  behalf  of  Solomon  Flomberg,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  change  in  occupancy  from 
stable  and  dwellings  to  manufacturing,  show-rooms,  offices 


and  dwellings;  premises  185-187  Wilson  street,  north  side 
85  ft.  7  in.  east  of  Lee  avenue  (Block  2178,  Lots  54  and  55), 
Borough  of  Brooklyn. 

731-45-BZ — Application,  October  3,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  J.  Franklin  Perrine,  owner,  to  permit  in  a  resk 
dence  use  district,  the  change  of  occupancy  from  public 
garage  to  factory  for  a  temporary  period  of  five  (5)  years; 
premises  35-38  to  35-44  30th  street,  west  side,  143  ft.  north 
of  36th  avenue,  and  35-37  to  35-43  29th  street  (Block  341  „ 
part  of  Lot  6),  Long  Island  City,  Borough  of  Queens. 

35-47-BZ — Application,  January  13,  1947,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Louis  Natale,  owner,  to  permit  in  a  business  use 
district,  the  use  of  motor  driven  tools  and  saws  for  the 
manufacturing,  shaping,  cutting  and  assembly  of  furniture; 
premises  1973-1977  Coney  Island  avenue,  east  side,  280  ft. 
south  of  Avenue  P  (Block  6774,  Lot  65),  Borough  oi 
Brooklyn. 

277-47-BZ— Application,  March  28,  1947,  under  section  7a  of 
the  zoning  resolution,  of  Gustave  Goldman,  applicant,  or 
behalf  of  New  Colonial  Ice  Co.,  owner,  to  permit  in  a  retail 
use  district,  the  extension  of  existing  building  (ice  storage 
plant  and  sale  of  ice)  to  he  used  as  an  office  and  machine 
shop ;  premises  2850 — 8th  avenue  and  264-272  West  152nt 
street,  southeast  corner  and  49  Macombs  place  (Block  2037 
part  of  Lot  1),  Borough  of  Manhattan. 

252- 47-BZ — Application,  March  19,  1947,  under  section  7b  ol, 
the  zoning  resolution,  of  Max  Wechsler,  applicant,  on  behalf 
of  23rd  Street  Associates,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  and  retail  use  district,  the  change  in  occupancy  froir 
hotel,  stores  and  auditorium  to  hotel,  stores  and  theatre 
premises  208-214  West  23rd  street,  south  side,  100  ft.  west  of 
7th  aveniie  (Block  772,  Lot  56),  Borough  of  Manhattan.  . 

253- 47-A — 208-214  West  23rd  street,  south  side,  100  ft.  wes' 
of  7th  avenue  (1st  floor)  ;  (Block  772,  Lot  56),  Borougl 

of  Manhattan. 

393- 47-BZ — Application,  April  30,  1947,  under  section  21 
of  the  zoning  resolution,  of  Stanley  H.  Klein,  applicant,  or 
behalf  of  Flushing  Units,  Inc.,  owner,  to  permit  in  a  resi 
dence  use,  D  area  district,  the  erection  of  more  than  on< 
building  on  a  lot,  and,  to  permit  the  parking  of  twelve  (12) 
motor  vehicles  for  tenants  of  the  buildings ;  premises  144 
47  to  149-65  22nd  avenue,  north  side,  95  ft.  west  of  150tl. 
street  (Block  4672,  Lot  27),  Flushing,  Borough  of  Queens 

394- 47-A — 149-47  to  149-65  22nd  Avenue,  north  side,  9. 
ft.  west  of  150th  street  (Block  4672,  Lot  27),  Flushing,  Bor 
ough  of  Queens  (under  section  36,  General  City  Law  rc 
buildings  not  facing  on  public  highway). 

585-41-BZ — Application  of  John  J.  Brennan,  applican 

and  lessee,  on  behalf  of  Marion  Connors,  owner,  reopener 
May  20,  1947,  for  consideration  as  to  extension  of  varianci 
(expired  by  limitation) — Application,  previously  granteij 
on  condition,  under  section  7h  of  the  zoning  resolution 
permitting  in  a  residence  use  district,  for  a  term  of  tw< 
years,  the  parking  and  storage  of  more  than  five  (5)  moto; 
vehicles;  premises  109-02  to  109-12  Rockaway  Beach  boule 
vard  and  201-209  Beach  109th  street,  northwest  corne 
(Block  653,  Lot  12),  Rockaway  Beach,  Borough  of  Queen? 

655-24-BZ — Application  of  Frank  J.  Ross,  applicant,  or' 
behalf  of  Jalda  Holding  Corp.,  owner,  reopened  March  26 
1946,  under  section  7c  of  the  zoning  resolution,  to  pernu 
in  a  residence  and  business  use  district,  the  change  JJ 
occupancy  from  theatre  (previously  granted  by  the  Board 
to  store  and  bowling  alleys;  premises  3837  White  Plain 
avenue,  west  side,  74.21  ft.  south  of  East  221st  street  (Bloc! 
46)55,  part  of  Lot  40),  Borough  of  The  Bronx. 

1040-46-BZ — Application,  December  17,  1946,  under  sec 
tion  21  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Frank  Biscardi,  owner,  to  pernu 
in  a  business  use  district,  the  increase  of  floor  area  to  b 
used  for  manufacturing,  in  excess  of  that  permitted 
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premises  2465  Atlantic  avenue  and  55-65  Van  Sinderen 
avenue,  northeast  corner  (Block  1576,  Lot  34),  Borough 
of  Brooklyn. 

20-47-BZ-— Application,  January  7,  1947,  under  sections 
7c  an  /i  of  the  zoning  resolution,  of  Robert  Gottlieb,  appli¬ 
cant,  on  behalf  of  Peter  Mangini,  owner,  to  permit  in  a 
business  and  unrestricted  use  district,  the  extension  of  an 
existing  motor  vehicle  repair  shop  into  the  business  use 
district;  premises  2114  Quarry  road,  south  side,  37.42  ft. 
<*st  3rd  avenue  (Block  3062,  Lots  6  and  13),  Borough 
of  lhe  Bronx. 

'57-47-BZ  -Application,  January  28,  1947,  under  sections 
H  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
ipplicants,  on  behalf  of  Waxrnan  Holding  Corp.,  owner,  to 
lermit  in  a  residence  and  business  use  district  ,the  erection 
if  a  budding  to  be  used  as  a  public  garage  for  more  than 
ue  (o)  motor  vehicles;  the  erection  and  maintenance  of 
i  gasoline  service  station,  brake  testing,  wheel  alignment, 
uhntorium,  parts  department  and  a  motor  vehicle  repair 
hop;  and  the  erection  of  a  building  to  be  used  for  the 
forage  ot  lumber  and  trim,  the  manufacturing  and 
'.ssembly  o!  trim,  and  a  material  yard  for  the  sale  and 
display  of  masonry,  plumbing  and  roofing  materials; 
remises  13-21  Neptune  avenue,  north  side,  10.53  ft  east 
f  East  13th  street,  and  2740-2762  East  14th  street  (Block 
487,  Lot  22),  Borough  of  Brooklyn. 

02-47- BZ  Application,  January  29,  1947,  under  section 
‘  n  .th,r  Z(lning  resolution,  of  Robert  Gottlieb,  applicant, 

■n  behalf  ot  Walthaw  Corporation,  owner,  to  permit  in  a 
usiness  use  district,  the  change  in  occupancy  from  garage 
or  more  than  five  (5)  motor  vehicles,  to  garage  for  more 
han  five  (5)  motor  vehicles  and  motor  vehicle  repair  shop; 
-emises  1154  Intervale  avenue,  east  side,  136.6  ft.  south  of 
ast  169th  street  (Block  2706,  Lot  48),  Borough  of  The 
ronx. 

Application,  April  16,  1947,  under  sections  7c 
id  7d  of  the  zoning  resolution,  of  New  York  Telephone 
o.,  applicant  and  owner,  to  permit  in  a  residence  and 
lsiness  use  district,  the  extension  of  existing  business 
Hiding;  premises  28-27  30th  street  (Marc  place),  east 
le,  100  ft.  north  of  30th  avenue,  and  92  ft  south  of 
;wtown  avenue  (Block  595,  Lots  10  and  16),  Long  Island 
ty,  Borough  of  Queens. 

5-47-BZ— Application,  April  23,  1947,  under  section  7b 
the  zoning  resolution,  of  William  R.  Shirley,  appli- 
nt,  on  behalf  of  Appliance  Operating  Corp.,  owner,  to 
rmit  in  a  residence  and  business  use  district,  the  change 
occupancy  from  garage  for  five  (5)  cars,  first  floor, 
ond  floor  vacant,  to  storage  and  servicing  of  washing 
iclunes  first  floor  and  offices  on  second  floor;  premises 
1  East  83rd  street,  north  side,  96  ft.  6  in.  west  of  York 
:-nue  (Block  1563,  Lot  21),  Borough  of  Manhattan. 

1-47-BZ— Application,  April  17,  1947,  under  sections  7b, 
and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
meant,  on  behalf  of  George  C.  Apostle,  owner,  to  permit 
a  residence  and  business  use,  D  and  E  area  district,  the 
etion  of  a  business  building  (stores),  without  the 
uired  set  back  from  the  building  line;  premises  83-34 
83-46  Woodhaven  boulevard,  west  side,  68.83  ft.  south 
Myrtle  avenue,  89-02  to  89-04  Myrtle  avenue  and  82-45 
32-71  89th  street  (Block  3866,  Lot  160),  Glendale,  Bor- 
h  of  Queens. 


and  101  West  LSth  street,  northwest  corner  (cellar,  1st,  2nd 
and  3rd  floors)  ;  (Block  791,  Lot  36),  Borough  of  Manhattan. 

395-47-A-15  East  70th  street,  north  side,  98  ft.  west  of  Madi¬ 
son  avenue  (Block  1385,  Lot  13),  Borough  of  Manhattan. 

230-47- A  321-323  3rd  avenue  and  201  East  24th  street 
northeast  corner  (Block  905,  Lot  1),  Borough  of  Manhattan.’ 

321-47-A— 200  East  86th  street,  and  1525  3rd  avenue 
southeast  corner  (Block  1531,  Lot  45),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


HARRIS  LI.  MURDOCK,  Chairman. 


JUNE  17,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning  June  17  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  ^ 

877-39-BZ— Application  of  L.  J.  and  G.  A.  Shapiro, 

•  pp  icants  on  behalf  of  Max  Kahn,  owner,  reopened  Febru¬ 
ary  4,  1917,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the  installa¬ 
tion  of  an  additional  boiler  and  the  construction  and  main¬ 
tenance  ot  a  new  boiler  room;  premises  1055-1065  63rd 

si(I5’  140  ft-  west  of  11th  avenue  and  1062- 
10(>4  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 

700-46-BZ— Application,  September  24,  1946,  under  sections 
'  a!u‘  n  zoning  resolution,  of  Lama  and  Proskauer 

applicants,  on  behalf  of  Max  Stark,  owner  (Joan  Chin’ 
lessee),  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  laundry,  re- 

9100%  inn'  r01"""  TaVd  °®ce  ^or  a  term  of  years ;  premises 
2489-2499  Coney  Island  avenue  and  1102-1108  Avenue  V 

southeast  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn.’ 

390-27-BZ— Application  of  Reginald  S.  Hardy,  applicant,  on 
Dehalt  ot  Benjamin  Siegel,  owner,  reopened  April  15,  1947 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  and  auto  laundry  (pre¬ 
viously  granted  by  the  Board)  ;  premises  73-38  to  73- 4? 

ro? SOrUth  side>  2229  ft-  west  of  74th  street 
(Block  3811,  Lot  58  and  part  of  Lot  50),  Glendale,  Bor¬ 
ough  of  Queens. 

223-46-BZ— Application,  March  29,  1946,  under  section  7e  of 
the  zoning  resolution  of  Raymond  Irrera,  applicant,  on  be- 
half  of  Fred  C.  and  Augusta  Dick,  owners  (Steinway  Lum¬ 
ber  Go.,  lessee),  to  permit  in  a  business  use  district,  the  use 
of  power  driven  saws;  premises  40-16  31st  avenue,  south- 
s.de,  25  ft.  west  of  41st  street  (Block  678,  Lot  44),  Long 
Island  City,  Borough  of  Queens. 

877-46-BZ— Appfication,  November  15,  1946,  under  sections 
/t  and  21  of  the  zoning  resolution,  of  Milton  B.  Weissman 
applicant,  on  behalf  of  Leon  D.  DeMatteis,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry,  testing  office  and  boiler  room;  premises  2259-2287 
Flatbush  avenue,  4801-4805  Fillmore  avenue,  northeast  cor¬ 
ner  and  1874-1892  East  49th  street  (Block  8488,  Lot  1)  Bor¬ 
ough  of  Brooklyn.  ’ 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  10,  1947,  2  P.  M. 

OI  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
•sday  afternoon,  June  10,  1947,  at  2  o’clock  in  Room 
\  Municipal  Building,  Manhattan,  on  the  following 

ters : 

553-557  Avenue  of  I  he  Americas  (6th  avenue) 


JUNE  17,  1947,  2  P.  M. 

NO!  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tm%SdaZ  aftern°on’  J™e  17 •  1947 ’  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

240-47-A— 1240-1256  Broadway,  east  side,  from  West  31st 
to  West  32nd  streets,  43-49  West  31st  street  and  42-52  West 
32nd  street  (Block  833,  Lots  11,  15,  17  and  67),  Borough  of 
Manhattan. 
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327-47-A— 2570-2574  Fulton  street  and  17  Alabama  ave¬ 
nue,  southeast  corner  (Block  3667,  Lot  13),  Borough  of 

FI  ARRIS  H.  MURDOCK,  Chairman. 


JUNE. 24,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  24,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

276-42-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Thomas  C.  and  Louis  Iervolino,  owners, 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  public  garage  to  a  gasoline  service 
station,  lubritorium,  auto  laundry  and  office;  premises  81 
Rapelye  street  and  632-640  Hicks  street,  northwest  corner 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 

FI  ARRIS  H.  MURDOCK,  Chairman. 


JUNE  24,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  24,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

283-47-A— 295  10th  avenue  and  501-503  West  27th  street, 
northwest  corner  (Block  699,  Lot  30),  Borough  of  Man¬ 
hattan. 

338-47-A — 67-71  West  38th  street  and  1020-1022  Avenue 
of  The  Americas  (6th  avenue),  northeast  corner  (Block 
840,  Lot  1),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK.  Chairman. 


JULY  1,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  1,  1947,  at  2  o'clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following- 
matters  : 

292-47-A — 41-69  Clark  street,  92-100  Henry  street,  46-82 


Pineapple  street  and  101-121-  Hicks  street,  entire  block  (Block- 
231,  Lot  1),  Borough  of  Brooklyn. 

367-47-A— 800  East  12th  street  and  1122-1124  Avenue  IF, 
northwest  corner  (Block  6695,  Lot  9),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  8,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  8,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

211-47-A — 100-116  Park  avenue,  west  side,  from  East 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  1275, 
Lots  27  and  43),  Borough  of  'Manhattan. 

289-47-A — 100-116  Park  avenue,  west  side,  from  East 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  1275, 
Lots  27  and  43),  Borough  of  Manhattan. 

HARRIS  II.  MURDOCK,  Chairman: 


JULY  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a^  public  hearing 
Tuesday  afternoon,  July  15,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

319-47-A— 152-154  East  42nd  street,  south  side,  141  ft. 
8  in.  west  of  3rd  avenue  (Block  1296,  Lot  43),  Borough  of 

Manhattan.  „  . 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  22,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a^  public  hearing 
Tuesday  afternoon,  July  22,  1947,  tit  2  o  clock  in  Room 

1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

352-47-A — 2520-2526  Broadway  and  207-215  West  94th 
street,  northeast  corner  (Block  1242,  Lots  24  and  25),  Bor¬ 
ough  of  Manhattan. 

HARRIS  FI.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  20,  1947,  10  A.  M. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  May  6,  1947, 
were  approved  as  printed  in  Bulletin  No.  19,  Volume  32. 


ZONING  APPLICATIONS. 

400-20-BZ 


PREMISES  AFFECTED— 656-670  Parkside  avenue,  south 
side,  215  ft.  %Va  in.  west  of  Nostrand  avenue  (Block- 
5057,  Lot  29),  Borough  of  Brooklyn. 


APPEARANCES —  ,  „  .  T 

For  Applicant:  Abraham  Farber  and  Mortimer  l. 

Bock. 

For  Opposition :  None.  ,  , 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings.  in 

ACTION  OF  BOARD— Laid  oyer  to  June  3,  1947  at  1U 
A.  M.  for  further  consideration ;  applicant  to  hie 
additional  statement.  . 


APPLICANT — Abraham  Farber,  for  Flatbush  Pontiac  Inc., 
owner. 

SUBJECT — Application  reopened  June  18,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7i  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  use  in  existing 
public  garage  for  more  than  five  (5)  cars  (previ¬ 
ously  granted  by  the  Board)  to  include  automobile 
service  and  motor  vehicle  repair  shop. 


390-27-BZ 

APPLICANT— Reginald  S.  IFardy,  for  Benjamin  Siegel, 
owner.  . 

SUBJECT— Application  reopened  April  15,  1947— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 

section  7f  of  the  zoning  resolution,  to  permit  in  s 
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business  use  district,  the  erection  and  maintenance 
,  a  gasoline  service  station,  lubritorium  and  auto 

pprui iaucdAytrfeV^UAIy  Sranted  »>y  Board). 

■  PRE  IISES  AFLEC 1  ED — 73-38  to  73-42  Cooper  avenue, 

south  s,de  22.29  it.  west  of  74th  street  (Block 

r^58  a,ul  ,,art  of  Lot  5°)-  Glendale,  Bor¬ 
ough  of  Queens. 

APPEARANCES — 

For  Applicant:  R.  S.  Hardy,  Jos.  B.  Lynch  and 
A.  A.  Lama. 

For  Opposition  :  Frank  Stcphany 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.  _  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1947  at  10 
A.  M  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


223-46-BZ 

A  PPL 1  CAN  4'— Raymond  Irrera,  for  Fred  C.  and'  Augusta 
mDTL-rT’*OW,nerS  (Steinway  Lumber  Co.,  lessee). 

BJ EC  1— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  application, 
to  permit  in  a  business  use  district,  the  use  of  power 
driven  saws. 

REMISES  AFLECTED — 40-16  31st  avenue,  south  side, 
2a  ft.  west  of  41st  street  (Block  678,  Lot  44),  Long 

vppearancesL  oroUEh  of  Quecns- 

For  Applicant:  Raymond  Irrera  and  Michael 
lntindoh. 

For  Opposition :  Robert  E.  O’Farrell 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

■CTION  OF  BOARD— Laid  over  to  June  17,  1947  at  10 

A.  M.  for  decision;  applicant  to  file  additional 
plans. 


30-46-BZ 

PPLICANT— Lama  and  Proskauer,  for  Max  Stark, 
TTPTirr?mneA  (J?an.Chin,  lessee). 

UPjECr—Aliphcation  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station, 
auto  laundry,  repairs,  lubritorium  and  office  for  a 
term  of  years. 

REM'SES  AFFECTED-2489-2499  Coney  Island  avenue 
and  1102-  108  Avenue  V,  southeast  corner  (Block 

ppearances-  ugh  of  Brookly"' 

For  Applicant :  Alfred  A.  Lama. 

Lor  Opposition  :  Murray  R.  Kalish,  William  Tau- 

Frank  Gottilly,  Irving  Berman  and 
B.  G.  Rudnick. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.„.niT  Housing  and  Buildings. 

-/TION  OF  BOARD— Laid  over  to  June  17,  1947  at  10 
a  m.  tor  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument 


1-46-BZ 

D p L 1 CA NT — \Vi 1 1  i am  Gold  and  John  J.  McNamara,  for 

IR  Ttrr^r  a  Holding  Lorp.,  owner. 

1  oj EL. f  —Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use, 
G  and  I)  area  district,  the  erection  of  a  building  to 
be  used  as  a  motion  picture  theatre  and  stores  usin- 
thaIl  the  area  permitted. 

;II^E FECTED— 97-05  Queens  boulevard,  97-01 
n?  oo7'iv  ,  th  roadl  nortbwest  corner  and  97-22  to 
aA’enue  (Block  2°91-  Lots  1,  4,  16  and  18) 
Woodside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Wm.  Gold,  John  J.  McNamara  and 
Kobert  Kereove. 

For  Opposition:  Martin  D.  Eile. 

Lor  Administration :  Samuel  L.  Becker,  Dep’t  of 
A,.r„IAlT  and  Buildings. 

AC  HON  OL  BOARD— Laid  over  to  May  27,  1947  at  10 
A.  M.  for  further  consideration. 


877-46-BZ 

APPLICAN 1— Milton  B.  Weissman,  for  Leon  D  De¬ 
Matteis,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  laundry,  testing 
office  and  boiler  room. 

PREMISES  AFFECTED-2259-2287  Flatbush  avenue, 

Si  1867  Jr1  avenue’  northeast  corner  and 

1874-1892  East  49th  street  (Block  8488,  Lot  1) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  Shlefstein,  Gus  Goldman, 
Frederick  DeMatteis  and  Fred  G.  DeMatteis 
Lor  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
,  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1947  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


1052-46-BZ 

APPLICANT— Joseph  Buonocore,  for  Salvatore  Buono- 
core,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution 
to  permit  in  a  business  and  residence  use  district 
the  election  and  maintenance  of  a  gasoline  service 
station  lubritorium,  and  auto  laundry  for  a  term  of 
ten  (10)  years. 

REMISES  AFFECTED— 2856  Richmond  terrace,  south 
side,  26  ft.  west  of  Van  Pelt  avenue  (Block  1211 

Richmond"01  Mariners  Harbor,  Borough  of 
APPEARANCES— 

Lor  Applicant:  Joseph  Buonocore  and  I.  Nicolai 
Lor  Opposition:  None. 

Lor  Administration :  Samuel  L.  Becker,  Dep’t  of 
a  ~  Housing  and  Buildings. 

ACT  ION  OF  BOARD— Laid  over  without  date,  for  inspec¬ 
tion  by  a  committee  of  the  Board  and  decision  with¬ 
out  further  argument. 


32-47-BZ 

APPLICANT— Randolph  M.  Smith,  for  Thomas  O’Rourke 
Gallagher,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  business  use  district,  the  erection  of 
a  roof  sign. 

PREMI SES  AFFECTED— 205-32  99th  avenue,  soutli  side, 
168^3  T^fS7^°fRrFmnCo  Lewi>  bou]evard  (Block 
APPEARANCES—  ’  H°  1S’  Borough  of  Queens. 

For  Applicant :  Randolph  M.  Smith 
Lor  Opposition:  None 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  HON  OF  BOARD— Laid  over  to  May  27,  1947  at  10 
A.  M.,  for  further  consideration. 
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177-47-BZ 

APPLICANT — Charles  M.  Spindlcr,  for  Walter  Vaiider- 
veer,  owner  (Anthony  Stesney  and  Edward  Kortli, 
lessees). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  and  retail  use 
district,  the  extension  of  existing  gasoline  service 
station,  to  house  a  lubritorium  and  car  washing  bay. 

PREMISES  AFFECTED— 92-01  to  92-19  Metropolitan 
avenue  and  69-61  to  69-69  Alderton  street,  northeast 
corner  (Block  3179,  Lot  75),  Forest  Hills,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’l  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  3,  1947  at  10 
A.  M.  for  further  consideration;  applicant  to  file 
more  complete  plans. 


252-47-BZ 

APPLICANT — Max  Wcchsler,  for  23rd  Street  Associates 
Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent  under  section  7b  of  the  zoning  resolution, 
to  permit  in  a  residence  and  retail  use  district,  the 
change  in  occupancy  from  hotel,  stores  and  audi¬ 
torium  to  hotel ,  stores  and  theatre. 

PREMISES  AFFECTED— 208-214  West  23rd  street,  south 
side,  100  ft.  west  of  7th  avenue  (Block  772,  Lot  56), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Wechsler,  Max  Malin, 
Emanuel  Goldberg,  Max  Rhine,  George  Gott¬ 
lieb,  Wm.  H.  Bird  and  Edward  Harrison. 

For  Opposition:  Nina  M.  Mazzola  and  M.  Rode- 
man. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at  10 
A.  M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


299-47-BZ 

APPLICANT — New  York  Life  Insurance  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7 f,  7 A  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence,  business 
and  an  unrestricted  use,  D  area  district,  as  to  the 
extension  of  business  use  (stores)  into  a  residence 
district,  location  of  boiler  house  in  residence  district 
and  the  location  of  a  gasoline  service  station  in 
business  district. 

PREMISES  AFFECTED— Blocks  bounded  by  73rd  ave¬ 
nue,  185th  street,  Horace  Harding  boulevard  and 
Peck  avenue  (Fresh  Meadow  Houses)  ;  (Blocks 
5712-5716,  7075-7077,  7080-7082,  7092-7094,  7098- 
7105,  7114-7122,  5723  and  7138-7146),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  H.  E.  Wier. 

For  Opposition:  Max  A.  Kraushaar  and  Eugene 
K.  Stachit. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over  to  June  3,  1947  at  10 
A.  M.  at  request  of  objector. 


233-47-BZ 

APPLICANT— Comprehensive  Omnibus  Corp.,  lessee,  for 
The  City  of  New  York,  owner. 


SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  retail  and  business  use  district,  the 
erection  and  maintenance  of  a  building,  to  be  used 
as  a  non-storage  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 225-227  Delancey  street,  south 
side,  from  Willett  street  to  Pitt  street  (Block  337, 
Lot  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  J.  Goodstein. 

For  Opposition:  Harold  Klarfein,  Park  Dept. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  after  dis¬ 
cussion;  to  be  restored  at  a  later  date  after  amend¬ 
ing  application  to  include  additional  use — parking 
lot  and  gasoline  storage  system  for  garage. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleincrt  and  Deputy  Chief  Guinee  4 
Negative :  . 0 


711-46-BZ 

APPLICANT— Cornelius  G.  DeLoca,  for  140  Riverside 
Drive,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  a  business  use 
(sale  of  stationary,  candy,  cigars,  newspapers  and 
magazines),  for  a  term  of  years. 

PREMISES  AFFECTED— 140-147  Riverside  drive,  east 
side,  from  West  86th  to  West  87th  streets,  351-359 
West  86th  street  and  348-352  West  87th  street 
(Block  1248,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Cornelius  G.  DeLoca,  L.  R.  Eno 
and  Alfred  E.  Green. 

For  Opposition :  A.  B.  Sumner,  S.  J.  Mallery, 
Joseph  F.  Addonizio  and  T.  H.  Friend. 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  .  1 

Negative:  Commissioners  Blum  and  Kleinert  and 
Deputy  Chief  Guinee  . 3 

THE  RESOLUTION  (711-46-BZ) 

Whereas,  C.  G.  DeLoca,  for  140  Riverside  Drive,  Inc., 
owner,  filed  September  23,  1946,  an  application  under  section 
7e  of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  a  business  use  (sale  of  stationery,  candy,  cigars,  news¬ 
papers  and  magazines)  for  a  term  of  years,  affecting  prem¬ 
ises  140-147  Riverside  drive  and  351  to  359  West  86th  street, 
block  front  from  West  86th  street  to  West  87th  street  (Block 
1248,  Lot  1),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet-  • 
ing,  May  20,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Riverside  drive  is  in  a  residence  use, 
B  area  and  Class  lp2  height  district;  West  86th  and  87th 
streets  are  in  a  residence  use,  B  area  and  Class  1  l/i  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  9,  1946,  re  B.N.  Applic.  825-46,  reads: 

“A-l.  Proposed  business  use  in  a  residence  zone  not 
permitted,  contrary  to  Section  3  of  the  zoning  resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  201  ft.  5  in.  frontage  by  125  and  160  ft.  in  depth, 
irregular,  on  which  is  located  a  building  201  ft.  front  by 


598 


MINUTES 


114  ft.  4  in.  and  149  ft.  7  in.  in  depth  (irregular),  IS  stories 
and  pent  house,  176  ft.  in  height,  of  Class  1  construction; 
that  it  is  proposed  to  use  two  rooms  formerly  used  as  rent¬ 
ing  office  for  the  sale  of  candy,  cigars,  etc.;  that  the  room 
in  question  is  fireproof  enclosed  ;  and 
Whereas,  the  applicant  contends  that  when  this  building 
was  erected,  piovisions  were  made  for  a  two  room  renting 
office  on  the  1st  floor  of  the  premises,  but  due  to  tiie  present 
excellent  renting  conditions,  such  designated  space  is  not 
required  any  more  and  due  to  the  fact  that  an  offer  was 
made  to  rent  this  space  for  the  sale  of  candy-cigars-news- 
papers  magazmes,  etc.,  the  owners  felt  that  the  tenants 
would  be  obtaining  additional  services  in  this  small  way 
saw  no  objections  to  renting  one  of  these  rooms;  that  the 
room  in  question  is  fireproof  enclosed  and  is  located  in 
>uch  a  location  that  it  is  not  obviously  a  business,  there  are 
10  signs  designating  this  space  nor  is  outside  business  solic- 
ted,  its  main  intent  is  to  serve  the  tenants  in  this  building 
,  that  the  method  in  which  this  business  is  conducted 
neets  with  the  approval  of  most  of  the  tenants  in  this  build- 
ng  and  has  proven  to  be  so  useful  and  convenient  to  them 
hat  they  would  be  deprived  of  a  necessity  should  this  use 
ic  removed  from  the  building;  that  in  comparing  this  tanki¬ 
ng  with  a  Class  B  multiple  dwelling  (hotel)  it  would  seem 
hat  a  similar  condition  exists  here,  in  that  merchandise 

a  u  if  ,thc  cxc,l'slve  use  of  thc  tenants  of  the  building 
.nd  should  be  considered  an  accessory  use  for  such  building 
•ccupants;  that  in  view  of  the  fact  that  such  use  is  per 
utted  in  a  hotel  it  is  felt  that  such  use  should  also  be 
erimtted  in  this  building  and  it  is  therefore  requested  that 
lie  Board  modify  the  decision  of  the  Department  of  Hous- 
¥  ?nd  Buildings  and  permit  this  use  to  be  maintained  in 
us  building;  and 

Whereas,  the  following  resolution  was  offered  for  consid- 

at  ion  i 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
e  thereof,  lor  a  term  of  two  (2)  years,  to  permit  the 
room  within  the  building  as  proposed  and  indicated  on 
plans  filed  with  this  appeal  to  be  used  in  conjunction  with 
the  present  rental  office  for  the  sale  of  stationery,  candy 
cigars,  newspapers  and  magazines,  on  condition  that  there 
wi  I  be  no  signs  exhibited  within  the  premises  or  on  the 
exterior  of  the  premises  and  no  merchandise  shall  be 
sold  outside  of  the  building  and  shall  be  sold  only  to  the 
tenants  within  the  building  and  no  others;  that  all  per- 

fESw*?  be  °?ta'ncd  and  a11  Permits  completed  within 
,  uiree  (3)  months  from  the  date  of  this  resolution; 

Whereas,  the  Board  deemed  that  there  was  no  justifica- 
m  for  the  exercise  of  its  discretion  to  grant  a  zoning 
i  ance  under  section  7e  of  the  zoning  resolution. 

/resolved,  that  the  decision  of  the  borough  superintendent 
.  ed  September  9  1946  on  B.  N.  Applic.  825-46  be  and 
mVr/by  ,S  ^rmed  and  the  application  be  and  it  hereby  is 


3-47-BZ 

PPLICANT— Siegel  and  Green,  for  Cedar  Operating  Co 
Inc.,  owner.  *  ’ 

JBJECT— Apphcation  (decision  of  the  borough  superin- 
endent)  under  section  21  of  the  zoning  resolution, 
to  Permit  in  a  residence  and  business  use,  C  area 

muhinlP  1 1 C  <Tectlon.<?f  a  building  to  be  used  as  a 
multiple  dwelling  with  stores  on  first  floor,  using 

tban  tbe  area  permitted. 

*  and  2196  TED— 626'638  Pelham  parkway  South, 

4317  2  inn\t0p  StrCCu’  southeast  corner  (Block 
’Pl'  ARAXCKS— °  ’  Borough  of  The  Bronx. 

For  Applicant :  Max  Siegel. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
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THE^  VOT&— B0ARD_ Application  granted  on  condition. 

Affiimative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinec  4 
Negative:  .  q 

THE  RESOLUTION  (193-47-BZ) 

Whereas,  Siegel  &  Green  for  Cedar  Operating  Co.,  Inc 
owner  filed  February  28,  1947  an  application  under  section 
ot  the  zoning  resolution,  to  permit  in  residence  and  busi- 
ncss  use,  C  area  districts,  the  erection  of  a  building  to  be 
used  as  a  multiple  dwelling,  with  stores  on  first  floor  using 
more  than  the  area  permitted,  affecting  premises  626-638 
Pelham  parkway  South,  and  2190  Bolton  street,  southeast 

C°WHFRTBA?Ck  43  H  L°n  10^’  Borough  of  The  Bronx;  and 
\\  hereas  a  public  hearing  was  held  on  this  application 

ic  boaid  of  Standards  and  Appeals,  at  its  regular 
Bulletin'-  ^and  2°’  1947’  aftCr  <luC  notice  bY  publication  in  the 

Whereas  the  district  maps  accompanying  the  zoninig 
resolution  show  that  Pelham  Parkway  South  and  Bolton 
s  reet  are  in  residence  and  business  use,  C  area  and  class 
1/4.  height  districts;  and 

i  Wj™3’  die  decision  of  the  borough  superintendent 
dated  February  24,  1947  on  N.  B.  Applic.  41-47  reads: 

A-l.  Proposed  building  area  at  curb  level  exceeds 
area  permitted  by  Section  13-b,  Article  IV  of  the  Zon¬ 
ing  Resolution.  Furthermore :  that  business  use  on  first 
•tnd  H0°r  °CCUpieS  entlre  portion  lot  in  Business  District.” 

of'1'03"1  states  that  the  premises  consist 
ot  a  plot,  100  ft.  2iff  in.  frontage  by  220  ft.  2YA  in.  in  depth 
(irregular)  presently  vacant;  that  it  is  proposed  to  erect 

fl ft‘  ?  in/k  f™nt  ^  197  in  depth  (typical 
floor  142  ft.  in  depth),  six  stories,  60  ft.  in  height,  of 
c  ass  1  construction  to  be  used  as  a  multiple  dwelling  with 
stores  on  the  first  floor;  and  8 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  will  be  erected  in  conformity  with  the  Multiple  Dwell¬ 
ing  Law ;  that  the  typical  floors  likewise  will  conform  in 
all  lespects  with  the  amended  zoning  resolution  as  to  courts 
yards  and  open  areas;  that  this  application  seeks  permission 
o  have  the  lawful  stores  on  the  1st  floor  facing  Pelham 
parkway  south  use  the  entire  portion  of  the  lot  within  the 

iroTnf  lSne^dlStnf!  Td  occupying  an  excess  building 

hi h Miner  18°8'^  /V  tha/  thls  Proposed  arrangement  of 
building  aiea  is  in  full  conformity  with  the  Multiple  Dwell- 

mg  Law  as  specifically  provided  for  in  Section  27,  subd. 
tg;  and  (h)  ;  that  strict  application  of  the  area  district 
requirements  would  cause  unnecessary  hardships  and  prac¬ 
tical  difficulties  and  benefit  no  one  and  no  other  properties 
m  the  area  can  be  affected  by  such  a  variance ;  that  this 
plo  occupies  about  one  half  of  the  block  frontage  on 
Pelham  Parkway  South  between  Bolton  street  and  White 
I  lams  road;  that  the  remaining  half  of  this  block  is  now 
developed  with  a  one  story  theatre  and  store  building 

^ll  Sntr  °°?  -°f  the  area  of  the  plot;  that  the  westerly 
wall  of  tbs  adjoining  property  extends  to  a  depth  of  about 

13U  it.  from  Pe  ham  Parkway  South  immediately  adjacent 
lo  the  easterly  lot  line  of  the  property  in  question;  that 

X  r  1utafli°0r  blnldl.ng  area  for  the  proposed  stores 
is  accomplished  by  occupying  a  portion  of  the  outer  court 

andaTmen  0nfnSibeX1StingaW,all:  t-hat  the  generaI  purposc 
and  intent  of  the  amended  zoning  resolution  for  area 

“  ,¥afs  1°  Prom°te  block  ventilation  among  other 

things ,  that  the  proposed  arrangement  can  in  no  way 

adversely  affect  the  block  ventilation,  as  the  remaining 

Smmoi°UJ'°  MheimU  tlpM  dwelling  will  more  than  amply 
promote  this  block  ventilation;  that  since  the  adjacent 
property  now  enjoys  the  entire  use  and  complete  lot  cover- 
age,  the  constitutional  rule  of  equality  of  privilege  more 
than  justifies  the  Board  exercising  its  discretion  in  gran  ! 
mg  this  apphcation  under  section  21  ;  that  the  plight  of  the 
owner  is  due  to  unique  circumstances  and  not  to  the  gen¬ 
eral  condition  in  the  neighborhood ;  that  since  this  plot 
comprises  a  large  building  area  and  is  to  be  developed 
principally  with  a  6  story  multiple  dwelling  with  incidental 
stores  on  the  1st  floor,  it  is  entirely  different  than  any  other 
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property  in  the  neighborhood;  that  the  variance  requested 
will  not  alter  or  affect  the  essential  character  of  the  neighbor¬ 
hood  nor  tend  to  depreciate  the  appearance  or  value  of 
any  other  property ;  that  such  a  grant  will  do  substantial 
justice  and  permit  a  beneficial  use  of  this  property  without 
affecting  the  public  health,  welfare  or  public  safety;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution,  as  to  area,  and  was  therefore  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appals  does 
hereby  make  a  variation  in  the  application  of  the  area 
district  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  fiereby  is  granted  to  permit  extension 
of  area  as  proposed  under  Section  21,  on  condition  that  the 
building  within  the  business  and  residential  area  shall  not 
exceed  the  area  as  indicated  on  plans  filed  with  •  this 
application  marked  “Received  February  28,  1947,”  4  sheets, 
on  condition  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  that  no  part  of  the  business  rise 
proposed  for  the  first  floor  shall  extend  beyond  the  business 
area  and  no  business  shall  be  conducted  above  the  1st  floor 
within  the  business  area ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  resolution. 


293-47-BZ 

APPLICANT — Charles  M.  Spindler,  for  Lakedone  Realty 
Corp.,  owner  (John  Sherman,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  application, 
to  permit  in  a  business  use  district,  the  outdoor 
display  and  sale  of  more  than  five  (5)  motor  vehi¬ 
cles,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 766-768  10th  avenue  and  463 
West  52nd  street,  northeast  corner  (Block  1062, 
Lots  1  and  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleincrt  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (293-47-BZ) 

Whereas,  Charles  M.  Spindler,  for  Lakedone  Realty 
Corporation,  owner  (John  Sherman,  lessee),  filed  April  2, 
1947  an  application  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  the  outdoor  display  and 
sale  of  more  than  five  (5)  motor  vehicles  for  a  term  of 
five  (5)  years,  affecting  premises  766  to  768  10th  avenue 
and  463  West  52nd  street,  northeast  corner  (Block  1062, 
lots  1  and  2),  Borough  of  Manhattan;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  20,  1947  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  10th  avenue  is  in  business  and  unre¬ 
stricted  use,  B  area  and  class  1)4  height  districts;  West 
52nd  streets  is  in  residence  and  business  use,  B  area  and 
class  1)4  height  districts,  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  24,  1947  on  Alt.  Applic.  498-47  reads: 

”1.  Proposed  use  or  occupancy  ot  premises  located 
within  a  business  use  and  area  ‘B’  district  for  outdoor 
sale  and  display  of  more  than  5  used  cars  is  contrary 
to  Art.  II,  Par.  4  (15),  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 


of  a  plot,  50  ft.  frontage  by  63  ft.  1)4  >»•  >n  depth,  presently 
vacant;  that  it  is  proposed  to  use  the  plot  for  the  display 
and  sale  of  use  pleasure  cars  only,  and  only  one  vehicular 
entrance  is  to  be  provided;  and 

Whereas,  the  applicant  contends  that  immediately  adjoin¬ 
ing  the  property  to  the  east  there  exists  a  junk  shop,  while 
the  building  to  the  north  has  unpierced  walls  overlooking 
the  site  so  that  the  proposed  use  cannot  adversely  affect 
these  properties ;  that  there  also  exists  a  parking  lot  and 
a  factory  within  the  affected  area  covering  the  block  front 
from  West  53rd  to  54th  streets  on  the  east  side  of  10th 
avenue  within  the  business  use  zone;,  that  despite  every 
effort  to  maintain  the  premises  in  a  neat  condition  as  evi¬ 
denced  by  the  10  ft.  high  chain  link  fence  erected  along 
the  building  lines,  the  plot  is  unsightly  and  refuse  littered; 
that  the  zoning  at  this  point  represents  the  questionable 
procedure  of  changing  zone  in  the  center  of  the  street,  so 
that  all  the  property  facing  the  site  on  the  west  side  of 
10th  avenue  lies  in  an  unrestricted  zone  where  any  type  of 
use  may  be  established  as  a  matter  of  right,  thereby  further 
reducing  the  possibility  of  developing  the  site  with  a  con¬ 
forming  use  at  the  present  time;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
for  the  sale  and  display  of  used  motor  vehicles,  on  condition 
that  during  the  term  of  this  variance  the  premises  shall  be 
used  for  no  other  use  and  that  no  signs  shall  be  erected 
thereon,  except  such  signs  as  are  in  accordance  with  the  , 
zoning  resolution  and  as  herein  permitted ;  that  the  plot 
shall  be  levelled  substantially  to  the  grade  of  surrounding 
streets  and  shall  be  surfaced  with  clean  gravel,  steam  cinders 
or  other  suitable  material,  properly  rolled  and  bound  to 
provide  a  reasonably  impervious  surface  and  to  provide 
surface  drainage ;  that  all  signs  shall  be  removed  from  the 
premises  and  from  the  walls  of  adjoining  buildings;  that  ( 
the  walls  of  adjoining  buildings  shall  be  painted  or  stuccoed 
for  a  distance  of  not  less  than  15  ft.  in  height;  that  a  wall 
or  fence  shall  be  constructed  on  the  interior  lot  lines  where 
walls  of  buildings  do  not  occur;  that  the  existing  or  new 
woven  wire  fence  of  the  chain  link  type  with  anchor  steel 
posts  shall  be  installed  and  maintained  on  the  lot  line  to 
a  height  of  not  less  than  6  ft.  with  not  more  than  one 
opening  to  10th  avenue  as  indicated,  not  over  12  ft.  in  width 
with  curb  cut  opposite  not  over  10  ft.  in  width;  that  signs 
shall  be  restricted  to  a  sign  which  may  be  attached  to  the 
fence  or  erected  immediately  inside  of  the  fence  not  over 
15  sq.  ft.  in  area  advertising  the  used  car  sales;  that  such 
sign  shall  not  be  illuminated  nor  extended  beyond  the 
building  line;  that  during  the  term  of  this  variance  no 
structure  shall  be  erected  on  the  premises  other  than  a 
one  story  temporary  office  which  may  be  of  frame  not 
over  100  sq.  ft.  in  area  and  located  near  the  entrance;  that 
such  portable  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
33-47-A 

APPLICANT — Randolph  M.  Smith,  for  Thomas  O’Rourke  i 
Gallagher,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 205-32  99th  avenue,  south  side, 
60  ft.  west  of  Francis  Lewis  boulevard  (Block 
10853,  Lot  25),  Hollis,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  Randolph  M.  Smith 
bor  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  „  Housing  and  Buildings. 

ACTION  OF  BOARD— 1  aid  over  to  May  27,  1947  at 

willfciL'j2-47-Bz"  C°nS'derati0n  in 


253-47-A 

^.ppLI(  ANT— MaX  Wechsler,  for  23rd  Street  Associates, 
SUBJEC1  —  A ppcal  from  a  decision  of  the  borough  super- 

'REMI?ideS  foOEffCTE/)7?0,8-214  WcSt  23rd  street-  *>uth 

772  r  ?  it  B  °f  7|h  \ve"ue  (lst  ;  (Block 

APPEARANCES-'  Ugl  °f  Manhattan- 

For  Applicant:  Max  Wechsler,  Max  Maliii 
Emanuel  Goldberg,  Max  Rhine,  George  Gott- 
hob,  Wm.  H.  Bird  and  Edward  Harrison 

For  RodemS,tl°n :  N”ia  M‘  MazzoIa  and  M. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
~r ^7°™ng  and  Buildings. 
vCTION  OF  BOARD— Laid  over  to  June  10,  1947  at  10 
A  Al.  tor  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


56-47-A 

PPLICANT— The  F.  and  M.  Schaefer  Brewing  Co 
owner.  ® 

OBJECT— Appea1  from  an  order  and  a  decision  of  the 
nre  commissioner. 

REMISES  AFFECTED-456  Kent  avenue  (rear)  west 
sale  500  ft.  south  of  South  8th  street  (1st  floor)  ■ 

a^"dE):  (Btak  21«.  Lo«  1).  Bore* 
PPEARANCES— 

For  Applicant:  E.  R.  Sullivan 

'CTIONOF TnSipnni  %  A'  Mcycr>  Dcp’t. 

•  Oh  BOARD— Laid  over  without  date  for 

inspection  by  a  committee  of  the  Board. 


0-47- A 

;BTFCTNT~Nw  Y°rk  Vlie  Insurance  Co.,  owner 

from  a  decision  of  Iho  borough  super- 

iEMISES  AFFECTED-Blocks  bounded  by  73rd  ave- 
nue,  185th  street,  Horace  Harding  boulevard  and 
Peck  avenue  (Blocks  5712-5716  7075-7077  768fi 

7 T-7105,'  ^  and  ® 

tiotfs  ’  ,of  Queens  (Under  sec¬ 

tions  3a  and  36,  General  City  Law  re  bed  of 

mapped  streets  and  buildings  not  facing  on  le  °al 

'PEARANcis— ^  MCad°W 

Por  Applicant:  H.  E.  Wier 

FOT  KPsSch°" !  MaX  A'  Krausllaar  ™d  Eugene 
For  Administration :  Samuel  L.  Becker  Deo’t  of 
ttoxt  ^S°™ng  and  Buildings.  ’  CP 1  °f 

0  A  °M  ?0ARD— Laid  .over  to  June  3,  1947  at  10 
A.  M.  m  connection  with  Cal.  299-47-BZ. 


-47-A 

PL 1  ^Sh at fuck^ r*n  ,McF:irJan  Co-,  Inc.,  for  Frank  G. 
BTFfT  A  k  Co.  lessee  (Agnes  N.  Ladd,  owner) 

m^onePreaI  ^  a  dedsion  °f  ^  ««  com- 
-M!SES  AFb  EC  rED— 384-386  Fulton  street  and  1-15 
n?i  thiJ 5tieet’  southeast  corner  (2nd  and  3rd  floors)  • 
(Block  155,  Lot  10),  Borough  of  Brooklyn  ’ 


APPEARANCES— 

bor  Applicant:  J.  B.  Anderson,  Jr 
*  Administration:  E.  A.  Meyer,  Fire  Dep’t. 

™*?F  BOARD— Appeal  granted  on  condition, 
t  rlL  VO  IE — 

Affirmative:  Chairman  Murdock,  Commissioners 

vr  J  ?um  and  Fleinert  and  Deputy  Chief  Guinee  4 
.Negative:  .  q 

THE  RESOLUTION  (215-47-A) 

Agnes "nY’kH  n’  McI,arlan  Company,  Incorporated,  for 

All  Marc  ,  f  1047  Frank  Shatt^k  Company,  lessee, 
nit  a  March  4,  1947,  an  appeal  from  a  decision  of  the  tire 

commissioner  affecting  premises  384-386  Fulton  street  and 
l9to,  U  Smith  street,  southeast  corner  (Block  155  lot  10) 

(  WHa,ld  3nl  Borough  of  Brooklyn  ;  and’  } 

Feffiuary'27,  loV  reads :  °'  ^  **  commissioner  dated 
With  reference  to  your  letter  of  Feb  27  1947 

sfon  “L‘eL  T/r0,i°SCd;vSlanati0n  0f  a  direcl  «Si- 
caoacitvang  ,r  conf hnanng  equipment  of  30  tons 
capacity  and  containing  approximately  125  lbs.  of 

I  reon  12 |to  serve  the  2nd  and  3rd  floors  of  the 
isToflowi86  Fu  t0n  Street>  Brooklyn,  I  have  to  advise 

The  proposed  refrigeration  unit  mentioned  in  your 
letter  will  be  located  on  the  3rd  floor  and  will  affi 
condition  the  2nd  and  3rd  floors  by  the  direct  method 
of  lefngeration.  Such  installation  is  contrary  to 
C  lapter  10-98-B  of  the  Administrative  Code.  Your 
denEcf  f°r  appr0val  of  such  installation  is  respectfully 

and 

Whereas  the  applicant  states  that  the  building  is  3 
stories  42  ft.  in  height;  50  ft.  by  150  ft.  in  area  of  Class 
3  construction;  erected  1925;  located  in  a  business  use 
6  llnrea’  CiaSS  2  height  dlsfrict,  and  used  and  occupied  as 

floorrestaurantenti00SnaUrant  a°d  kitchcn'  32  P^sons ;  1st 
Sn,  S  fl.  ’  10°-  p?rso,ns :  •  mezzanine,  restaurant,  50 
persons  2nd  floor,  private  dancing  studio,  90  persons-  3rd 

?” ',„dn""!t’  refr«elalio"  room  and  a'  portion  “'cant 
total  10  persons,  and  proposed  to  be  used  and  occupied  with- 

as1  -,Cd^nge  e;xc,e-pt  Ae  3rd  door  vacant  portion  will  be  used 

the  3r1l  flC0^  ?hat^hhK-mtal  °CCUpanCy  of  80  Persons  on 
•Yr?  "oor  that  the  building  is  equipped  with  two  42  in 

wide  fireproof  sfa.rs  from  roof  bulkhSd  direct  to  street;' 

tI.eWbaMmen,  ‘if.  applican!  that  Schrafft’s  occupy 

restaurant  Llf'  “f,zza"me  and  Parts  of  the  2nd  floor  as 
restaurant  space  with  air  conditioning  machinery  on  the 

3rd  floor;  that  part  of  the  2nd  and  part  of  the  3rd™oors 

of  hee3r°dCCflPledaS  a  pHvate  dance  studi°:  that  a  pordon 
°t  the  3rd  floor  is  now  occupied  by  a  dentist  and  this  enaep 

the  d^ntfst’sHlS^-  danCC  stljdi.°  at  the  expiration  of 

me  dentists  lease  that  space  conditions  prevent  installing 

a  separate  system  for  each  of  the  2nd  and  3rd  floors  and 

roimPro0nP<thed3trd1Ifloor  th.7equiPment  in  a  separate  machine 
1?  '  nrth  ,  0  Wlth  a  scPar‘fle  air  unit  and  Freon 

12  coils  for  each  floor;  that  the  system  will  have  a  canacitv 
of  13  tons  for  the  2nd  floor  and  15  tonTfor  ffie  3^d  K 
or  a  total  capacity  of  28  tons  containing  140  lbs  of  Freon 

lv\i\  lhat  tfe  sVPP,ly  and  return  ducts  from  3rd  to  2nd  floor 
will  be  galvanized  sheet  metal  with  one  inch  asbestos  covcr- 

Jh^usibnnft^  f(niSh  g0l"g  ‘hrU  the  floor’  equipped 
J  J  fllk  fire,  daniPers  in  each  duct  between  the 

on  if  3Xd  i  fl°or  i  th,at  the  maximum  occupancy  will  be 
90  on  the  2nd  floor  and  80  on  the  3rd  floor;  tha"  there  will 
be  no  open  flame  on  either  floor;  that  the  arrangement 
proposed  !s  the  same  as  having  a  separate  system  on  each 
H  f  nnd  d°^S  not  constltute  a  hazard  to  life  or  property 

»aTr,?airfii!itib„e„ in  char- a  --rSg 

p i,f 

ie  a.ppeal  be  and  it  hereby  is  granted  an  condition  that  the 

saBsUcdon  onf0ttlm  finCreased  and  sha11  be  maintained  to  the 
satistaction  of  the  fire  commissioner;  that  the  refrigerant 
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shall  be  Freon  12  with  a  total  of  not  over  160  lbs  m  the 
system ;  that  proper  fire  clampers  shall  be  installed  between 
floors  in  the  ventilating  ducts;  that  such  refrigerating  sys¬ 
tem  shall  be  restricted  to  the  part  of  the  2nd  floor  and  a 
part  of  the  third  floor  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  March  4,  1947  (See  Cal.  318-47-A). 


318-47-A 

APPLICANT— C.  F.  Oestereich,  for  Frank  G.  Shatluck 
Co.,  lessee  (Mary  S.  Nutting,  Agnes  Nutting  Ladd 
and  May  Patterson,  owners). 

SU BJ KCT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 386  Fulton  street  and  1-15 
Smith  street,  southeast  corner  (Block  155,  Lot  10), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  F.  Oestereich. 

For  Administration:  E.  A.  Meyer,  hire  Dep’l. 
THE  VOTE—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (318-47-A) 

Whereas,  C.  F.  Oestereich,  for  Mary  S.  Nutting,  Agnes 
Nutting  Ladd  and  May  Patterson,  owners,  Frank  G.  Shat- 
tuck  Company,  lessee,  filed  March  29,  1947,  an  appeal  from 
an  order  of  the  fire  commissioner  affecting  premises  384-386 
Fulton  street  and  1  to  15  Smith  street,  southeast  corner 
(Block  155,  Lot  10),  Borough  of  Brooklyn;  and 
Whereas,  Order  6596-C,  issued  by  the  fire  commissioner 
March  12,  1947,  reads: 

“1.  Surrender  to  bearer  Fire  Department  Permit 
No.  B-389902,  expiring  December  11,  1947,  authorizing 
the  use  of  premises  for  the  maintenance  of  a  refrig¬ 
erating  system,  as  it  is  revoked  for  the  reason  that  a 
recent  report  shows  the  following  provision  of  the 
Administrative  Code  must  be  complied  with. 

2.  Discontinue  and  remove  the  direct  methods  of 
refrigeration,  from  the  4th  floor  and  roof  of  premises 
to  1st  floor  dining  room.  C-19-98-1),  Administrative 
Code.” 

Whereas,  the  applicant  states  that  the  building  is  3 
stories,  42  ft.  in  height,  50  ft.  by  150  ft.  in  area,  of  Class  3 
construction,  erected  1925 ;  located  in  a  business  use,  B  area, 
Class  2  height  district,  and  used  and  occupied  as  follows: 
basement,  restaurant  and  kitchen,  32  persons;  1st  floor, 
restaurant,  100  persons;  mezzanine,  restaurant,  50  persons; 
2nd  floor,  private  dancing  studio,  90  persons;  3rd  floor, 
dentist,  refrigeration  room  and  a  portion  vacant,  total  10 
persons ;  and  proposed  to  be  used  and  occupied  without 
change  except  the  3rd  floor  vacant  portion  will  be  used 
as  a  dance  studio  with  a  total  occupancy  of  80  persons  on 
the  3rd  floor ;  that  the  building  is  equipped  with  two  42  in. 
wide  fireproof  stairs  from  roof  bulkhead  direct  to  street; 
and 

Whereas,  the  applicant  contends  that  the  refrigeration 
system  in  question  consists  of  six  10  ton  Universal  com¬ 
pressors,  each  containing  20  lbs.  of  Methyl  Chloride,  located 
in  a  room  on  the  3rd  floor  enclosed  in  fireproof  partitions; 
that  the  refrigeration  lines  run  to  the  blower  room  in  the 
penthouse  above  the  compressors ;  that  each  compressor  has 
its  individual  direct  expansion  coil  on  the  suction  side  of 
a  13,000  CFM  fresh  air  blower  which  delivers  the  air  to 
the  1st  floor  and  mezzanine  story  restaurant  and  store;  that 
the  connections  are  so  arranged  that  the  compressors  cannot 
be  operated  unless  the  fan  is  running;  that  this  system  was 
installed  in  1934  and  permits  have  been  issued  by  the  Fire 
Department  each  year ;  that  the  system  is  under  the  super¬ 
vision  of  a  licensed  operator;  that  the  rooms  enclosing  the 
system  are  fireproof  partition  and  the  compressor  room  is 
ventilated  by  two  large  windows;  that  the  ducts  distributing 
conditioned  air  are  metal,  furred  and  plastered;  that  the 
distribution  blower  is  of  13,000  CFM  capacity  delivering 
air  in  a  space  of  106,000  cu.  ft. ;  that  the  plant  has  been  in 


operation  since  1934  without  any  trouble  and  is  kept  in 
perfect  condition  by  a  licensed  mechanic  and  also  by  super¬ 
vising  mechanics;  that  if  the  Board  feels  there  is  somt 
hazard  to  the  Methyl  Chloride  refrigerant,  it  is  agreed  ti 
change  to  Freon  12;  and 

Whereas,  C.O.  110883,  issued  August  2,  1944,  permit! 
the  use  of  the  cellar,  kitchen,  storage  and  locker  rooms 
1st  floor,  restaurant;  mezzanine,  restaurant;  2nd  floor,  show¬ 
rooms  and  offices;  3rd  floor,  showrooms  and  offices. 

Resolved,  that  the  decision  of  the  fire  commissioner,  acting 
on  Order  6596-C,  Objections  1  and  2,  be  and  it  hereby  i> 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  oi 
condition  that  the  system  as  proposed  and  as  installed,  a: 
indicated  on  plans  filed  with  this  appeal  marked  “Reccive<. 
March  29,  1947,”  2  sheets,  shall  not  be  extended;  that  Freot 
12  only  shall  be  used  as  a  refrigerant  with  a  total  o: 
not  over  120  lbs.  in  the  6  units  shown  thereon;  that  tin 
system  shall  be  used  only  on  the  1st  floor  and  mezzanim 
as  proposed  where  occupied  by  Frank  G.  Shattuck  Com 
pany;  that  such  fire  dampers  shall  be  installed  within  th 
ducts  as  the  fire  commissioner  shall  require;  that  the  systen 
shall  be  maintained  to  his  satisfaction;  that  in  all  othe 
respects  it  shall  comply  with  the  requirements  of  the  Refrig 
eration  Code  (See  215-47-A). 


MATERIAL  SUBMITTED  FOR  APPROVAL. 

\ 

125-47-SM 

APPLICANT— Samuel  Cohen,  for  World  Steel  Product 
Corp.,  owner.  v 

SUBJECT— World  Hr.,  1  Hr.,  and  \l/2  Hr.,  Panel  Typ< 

Kalamein  and  Hollow  Metal  Doors,  approval  o 
APPEARANCES— 

For  Applicant :  Samuel  Cohen. 

ACTION  OF  BOARD — Material  approved  in  accordanc 
with  the  report  of  a  committee  on  test,  on  tli 
further  condition  that  the  hinges  on  the  doors  sha 
be  of  the  face  type,  bolted  through  the  door,  a 
was  tested. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . 

THE  RESOLUTION  (125-47-SM) 

REPORT  OF  COMMITTEE  ON  TEST. 

April  10,  1947. 

Re:  Cal.  #  125-47-SM. 

Subject:  World  $4  Hour,  1  Hour  and  1^4  Hour  Pani 
Type  Kalamein  and  Hollow  Metal  Doors,  Approv; 
of. 

The  World  Products  Corp.  filed  an  application  wit 
the  Board  of  Standards  and  Appeals  for  approval  of  tl: 
World  Hour,  1  Hour  and  1^4  Hour  Panel  Type  Kal; 
mein  and  Hollow  Metal  Doors  under  the  provisions  c 
C26-178.0.b,  in  accordance  with  the  test  requirements  c 
C26-610.0  for  use  as  prescribed  in  C26-661',  662,  663,  (6 
and  665  of  the  Administrative  Building  Code. 

Description. 

The  stiles  and  rails  of  the  kalamein  door  are  cor 
structed  of  1^4  in-  thick  white  pine,  covered  with  #^ 
gauge  steel.  Inside  edges  are  formed  with  a  groove  t 
receive  a  #20  gauge  locking  channel  and  the  flanges  c 
the  rolled  steel  panel  moulding  are  #20  gauge  thick.  Tl 
panels  are  not  less  than  7/16  in.  thick,  consisting  of  tw 
#24  gauge  metal  sheets  filled  with  inch  thick  asbestc 
board  and  slipped  into  rabbet  of  panel  moulding.  Tl 
panel  moulding  is  mitred  and  welded  at  all  four  comer 
forming  a  continuous  frame  around  the  panel.  Tl 
panel  is  secured  to  panel  moulding  with  four  welds  ; 
both  sides.  The  panel  with  moulding  on  all  sides  engage 
the  groove  on  the  inside  edge  of  stiles  and  rails  and  th< 
are  securely  locked  together  by  the  interlocking  chanm 
The  stiles,  interlocking  channel  and  the  panel  mouldir 
are  held  fixed  with  three  5/16  in.  plug  welds  located  . 
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indies  down  from  the  top  and  12  inches  up  from  the 
bottom  and  2  feet  on  centers.  Stiles  and  rails  arc  glued 
at  moi  tise  and  tenon  joints.  1  hrcc  drive  pins  are  driven 
I  l  ir,°Ugf,  mortise  and  tenon  at  bottom  rail  and  two  at  top 
rail  Metal  at  joint  of  stiles  and  rails  is  held  together 
with  inch  welds,  three  at  bottom  rail  and  two  at  top 
rail.  At  panel  edge  of  stiles  and  rail  cores  )4  inch  by 
Vi  inch  continuous  groove  is  provided  for  a  ventilating 
flue.  At  the  edge  of  panel  moulding  and  interlocking 
channel  Vs  inch  by  V  inch  vent  holes  arc  provided,  ap¬ 
proximately  6  inches  on  centers.  At  top  and  bottom  rail 
;  six  J4  inch  diameter  vent  holes  arc  provided  through  the 
core  to  the  )4  inch  by  V  inch  vent  groove. 

The  hollow  metal  door  is  1<V  inches  thick  and  is  com 
i  structed  similar  to  the  kalamein  door,  except  that  the 
[  I  stl.,1es1  and  rails  are  formed  of  #18  gauge  steel  filled  with 
cellular  asbestos  full  height  and  width.  The  top  of  the 
lop  rail  and  bottom  of  bottom  rail  arc  stiffened  with  a 
#16  gauge  channel  full  width;  all  hardware  reinforce- 
[  ment  is  %  inch  thick. 

|  Samples  of  these  doors  were  constructed  at  448  Tiffany 
n  i  ’  JJie  Hro?x-  'n  die  Presence  of  Commissioner  Chas. 
M.  Blum  and  Chief  Engineer  L.  V.  Huber;  also  present 
were  Door  Inspector  S.  Cohen  and  M.  Mittelman  repre¬ 
senting  the  applicant. 

Test. 

A  test  of  this  fire  wall  opening  protective  assembly 
was  made  at  the  Protextol  Testing  Laboratory  March 
/,  1947.  Report  filed  herewith  identified  as  test  #181. 
resent  at  the  test  were  Commissioner  Chas.  M.  Blum 
;  Deputy  Fire  Chief  Guinee  and  Chief  Engineer  L.  V. 
Huber  of  the  Committee  on  Test ;  C.  F.  Hartman,  F.  A. 
Hartman  and  R.  C.  Bastrcss  of  the  Laboratory,  and 
S.  Cohen  and  J.  N.  Sussman  of  the  World  Steel’ Prod- 
i  nets  Corp. 

The  purpose  of  this  test  was  to  determine  the  fire 
resistant  performance  of  a  kalamein  metal  door,  designed 
for  the  protection  of  openmgs  in  fire  partitions  in' ac- 
j  cordance  with  Section  C26-661.0  of  the  New  York  City 
Building  Code,  when  subjected  to  the  ninety  minute  fire 
I  and  hose  stream  tests  for  opening  protective  assemblies 
prescribed  m  Sections  C26-610.0  (Fire  Tests  of  Open¬ 
ing  1 protective  Assemblies)  and  C26-586.0  (Hose  Stream 
lest)  of  the  New  York  City  Building  Code.  In  gen¬ 
eral  the  test  was  conducted  in  accordance  with  the  re¬ 
quirements  of  Section  C26-S85.0  (Fire  Tests)  of  the 
Lew  \  ork  City  Building  Code. 

The  test  sample  was  a  full  sized  door  assembly  con- 
, a  ?,ngle  Paneled  kalamein  door  2'  11)4"  wide, 

6  11)4  high,  with  stiles  and  top  rail  5"  wide  and  \vj' 
pick  and  bottom  rail  10"  wide  and  IV4"  thick,  mounted 
in  a  pressed  steel  combined  frame  and  buck  with  no 
I  clearance  on  the  lock  side  and  about  l/s"  clearance  on 
me  hinge  side.  The  bottom  clearance  was  about  3/16". 

1  he  entire  assembly  was  built  into  the  masonry  of  the 
furnace  door  with  its  face  flush  on  the  exposed  side. 

The  door  was  hung  on  one  and  one-half  pairs  of  5" 
x  a  1  loose  pin  butts.  It  was  fitted  with  a  Segal-Sur- 

7'lCo»  rk  att.ach£d  t0  tIie  exposed  face  at  a  point  about 
,j  o  0  from  the  bottom.  The  door  was  hung  so  as  to 
sw  ing  towards  the  fire. 

The  full  report  of  these  tests  is  filed  with  the  appli¬ 
cation  and  is  part  of  this  record. 

R  e  commendation. 

On  the  basis  of  these  tests  and  data,  the  Committee 
on  lest  recommends  the  approval  of  the  World  Products 
Company  s  World  Va  Hour,  1  Hour  and  1)4  Hour  Fire 
Door,  when  constructed  and  hung  as  provided  herein. 

1  his  approval  is  for  use  as  an  opening  protective  assem- 
feU^dcCo  C2J6-6610-  C26-662.0,  C26-663.0,  C26-664.0  and 
.C^b-bto.O  and  as  an  opening  protective  assembly  in  fire¬ 
proof  partitions  under  the  Multiple  Dwelling  Law,  which 
requires  an  assembly  having  a  fire  protective  rating  of 
one  hour  and  as  an  opening  protective  assembly  for  all 
I  openings  requiring  a  lower  fire  protective  rating.  And 


tIlc  acceptance  of  opening  protective  assem- 
/  smaller  size  or  larger  size  not  exceeding  the 

tiH,°l  vSan!i  C  by  nTre.than  25%  under  C26-610.0 

videl’raS^.d  "’,rcd  Ebss  in  doors  as  pro- 

It  is  further  recommended  that  all  opening  protective 
asseinbhes  m.-uiu  factured  and  labelled  under  this  approval 
si  all  comidy  with  the  Rules  of  the  Board  for  Inspection 
of  Opening  Protective  Assemblies. 

(Sgd.)  Charles  M.  Blum, 

Commissioner, 
iimothy  P.  Guinee, 

Deputy  Fire  Chief, 
Leslie  V.  Huber, 

Chief  Engineer. 

„„  ,  ,  ,  ,  Committee  on  Test, 

vi.ui/m/,  that  the  Board  of  Standards  and  Appeals  docs 
report  ap*roVe  thlS  material  in  accordance  with  the  above 


Adjourned:  12:45  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MAY  20,  1947 

B,um  “"d 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

265-45-A 

A  PPL1  CANT-  The  Brooklyn'  Union  Gas  Company, 

SUBJECT— Application  reopened  May  6,  1947— re  Appeal 
lom  a  decision  of  the  borough  superintendent 
PRRTViTQL’ceVA°irA^  granted  on  condition). 

eas?  AFFECTED_287-473  Maspeth  avenue,  north¬ 
east  corner  of  Vanck  avenue  (Block  2838,  Lot  1) 
a  Bor°ugh  °f  Brooklyn.  ’ 

APPEARANCES— 

^Ppkcant :  R.  L.  Heeren  and  L.  A.  Hunziker. 

1  or  Administration :  Samuel  L.  Becker,  Dep’t  of 
ArTTov  ^£?°^51ng  and  Buildings. 

Ti  l  F  vn t?  uy? ^ I^RcsoIu tion  anien(lcd. 

IHL  VOTE  TO  AMEND  RESOLUTION— 

Afhrmative:  Chairman  Murdock,  Commissioners 
Negative"  Klemert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (265-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  287-473  Maspeth  avenue 
northeast  corner  of  Varick  avenue  (Block  2838,  Lot  1)’ 
2B20™gh  of  Brooklyn,  was  granted  by  the  Board  on  May 
vu45,  on  certain  conditions;  and 

resolSfand6  appHcant  recluested  an  amendment  of  the 

on^Mav^joS5  CaKC  T'?  reope”ed  ^  vote  of  the  Board 
w£L6,  19f’  S^bje-t  to  “sual  Procedure;  and 

on  of,  4  A6  borough  superintendent, 

on  Alt  Applic.  1228-45,  dated  April  3,  1947,  reads: 

r  Structure  being  altered.  Resubmit  to  the  Board 
of  Standards  and  Appeals  objections  1,  2  and  3,  for 
the  Board  s  consideration. 

and 

da^dHM?v’  9thC,o«Cis,°n  ,£f  the  bor.°,llsh  superintendent, 
dated  May  2,  1945,  on  the  same  Alt.  Applic.  1228-45 

referred  to  in  the  decision  dated  April  3,  1947,  reads : 

•  \  .,frea  and  height  of  building  (with  new  exten¬ 

sion)  will  exceed  that  permitted  for  Class  #3  con¬ 
struction,  all  steel,  therefore  must  be  fireproofed  to 
comply  With  Class  #1  construction.  Sect.  4-2-1  of 
Bldg.  Code. 
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2.  Exits  to  comply  with  Sect.  # 270  of  Labor  Law. 

3.  Openings  between  floors  to  lie  enclosed  with  3-hr. 

construction  as  per  sect.  10-5-1  of  Bldg.  Code  &  Sect. 
#270  of  Labor  Law.” 

and  ,  .  .  , 

Whereas,  the  applicant  slates  that  it  is  now  proposed 
to  alter  the  building  so  that  when  altered,  it  will  be  339  ft. 
1034  in.  by  103  ft.  2  in.  in  area,  91  ft.  in  height,  of  class  3 
construction;  that  the  existing  building  is  243  ft.  1034  in. 
by  103  ft.  2  in.  in  area,  located  in  an  unrestricted  use,  A 
area  and  class  134  height  district  and  used  and  occupied 
as  follows:  1st  floor— removal  of  ashes  from  generators— 

2  i>ersons;  2nd  floor — cleaning  and  access  to  equipment — 
10  persons;  3rd  floor — charging  and  operating  generators 
— 10  persons;  that  the  occupancy  will  he  as  follows  after 
alteration:  1st  floor — 2  persons;  2nd  floor — 12  persons; 
3rd  floor — 14  persons;  that  the  building  will  he  equipped 
with  a  standpi]>e  system  and  an  interior  fire  alarm  system 
and  fire  drills  will  be  maintained;  that  there  will  be  one 
fire  tower  in  the  proposed  extension ;  that  there  are  seven 
interior  stairs  in  the  existing  building  and  there  will  be 
two  interior  stairs  in  the  proposed  building,  with  access 
on  each  floor  through  fire  doors  to  the  seven  stairs  in  the 
existing  building;  that  two  stairs  lead  to  the  roof ;  that 
the  existing  building  has  two  brick  enclosed  stairs  equipped 
with  w'ood  doors  which  are  self-closing;  that  the  proposed 
building  will  he  equipped  with  open  stairs  with  steel  stringers 
and  treads;  that  the  stairs  in  the  proposed  extension  will 
be  3  ft.  8  in.  and  3  ft.  wide  respectively ;  that  the  stairs  m 
the  existing  building  are  3  ft.  8  in.,  3  ft.  and  2  ft.  6  in. 
in  width ;  and 

Whereas,  the  applicant  contends  that  at  the  time  the 
Board  permitted  the  erection  of  the  existing  extension  to 
the  generator  house,  plans  called  for  a  temporary  end  wall 
to  permit  further  extension ;  that  these  plans  were  modified 
and  a  permanent  brick  wall  erected ;  it  is  now  proposed 
to  erect  the  addition  96  ft.  long  of  the  same  width  and 
height  as  the  present  building,  the  present  end  wall  to 
remain  as  a  fire  wall  having  its  window  and  door  openings 
closed  with  brick,  except  for  openings  required  for  passage 
between  the  two  sections,  which  will  be  protected  by  self¬ 
closing  fireproof  doors ;  that  the  new  section  will  be 
equipped  with  a  fire  tower  extending  from  the  roof  to 
grade ;  that  the  demand  for  gas  has  not  changed  materially 
since  the  last  extension  was  built ;  that  in  order  to  make 
up  this  deficiency,  the  company  has  contracted  for  three 
additional  water  gas  generators;  that  the  new  section  of 
the  building  will  house  these  new  generators ;  that  in  order 
to  save  time,  it  is  proposed  to  erect  extension  of  present 
facilities  rather  than  an  entirely  new  building  at  a  differ¬ 
ent  location,  which  would  require  additional  pipe  lines, 
coke  conveyers,  etc.;  that  the  work  now  proposed  will 
comply  with  the  original  installation  as  contemplated  in 
1927  and  were  it  not  for  a  change  in  the' Administrative 
Code  since  that  time,  no  difficulty  would  now  arise;  that 
the  building  is  intended  as  a  shelter  for  apparatus  which 
in  part  rests  on  the  structural  frame  and  in  part  supports 
it ;  that  to  attempt  to  fireproof  the  steel  work  would 
increase  the  cost  and  would  make  the  plan  inoperative  and 
serve  no  useful  purpose ;  that  the  new  section  will  have 
an  exterior  fire  tower  accessible  from  each  floor  and  will 
have  horizontal  exits  to  each  floor  of  the  old  building ; 
that  since  not  more  than  15  persons  will  occupy  the  new 
section  at  any  one  time,  it  is  contended  that  the  proposed 
exits  are  adequate;  that  it  is  impracticable  to  comply  with 
objection  3  of  the  borough  superintendent;  that  the  interior 
stairways  must  be  open  to  permit  constant  ease  of  inspec¬ 
tion  of  apparatus  and  piping  and  access  thereto ;  that  the 
o]>en  stairways  also  permit  ventilation  throughout  the 
structure,  which  is  of  greater  importance  in  a  gas  generator 
house  than  is  the  possibility  of  fire,  since  there  is  nothing 
combustible  in  the  building  itself ;  that  sections  of  steel 
floor  plate  are  frequently  removed  for  access  to  apparatus, 
so  that  closing  of  certain  openings  permanently  would  be 
of  no  particular  value;  that  it  is  necessary  to  have  two  belt 
conveyors  extend  through  two  of  the  fire  doors ;  that  every 
effort  will  be  made  to  design  doors  which  will  close  openings 
around  the  conveyors,  but  it  seems  impossible  to  design 


anything  practical  which  will  close  them  completely;  that 
one  opening,  however,  will  be  at  ground  level,  so  that  a 
fire  would  not  lick  through  and  the  other  will  he  above 
the  coal  bunkers  remote  from  and  partitioned  off  from  the 
rest  of  the  building;  it  is  therefore  requested  that  the 
requirements  of  the  borough  superintendent  he  waived  and 
that  the  owner  he  permitted  to  construct  the  building  as 
herein  proposed  and  as  indicated  on  plans  filed  with  this 
appeal. 

Resolved,  that  the  Board  of  Standards  and  Ap|>cals  does 
hereby  amend  the  resolution  adopted  May  22,  1945,  by  add¬ 
ing  thereto: 

“*  *  *  that  the  building  may  be  further  constructed 
as  proposed  and  as  passed  upon  by  the  borough  super¬ 
intendent  under  Objection  19,  dated  April  3,  1947,  in 
connection  with  Alt.  Applic.  1228-45,  on  condition  that 
the  extension  shall  be  constructed  as  proposed,  sub¬ 
stantially  of  Class  1  construction,  except  for  the  fire¬ 
proofing  proposed  to  he  omitted  and  as  indicated  on 
plans  filed  with  this  request  for  amendment  marked 
“Received  April  15,  1947”  (7  sheets)  ;  that  any  interior 
wood  doors  in  the  original  section  of  the  building, 
including  the  doors  opening  to  stairways  or  fire  towers 
shall  be  made  fireproof,  self-closing;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  and 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


217-47-A 

APPLICANT— Norman  Lederer  and  Leonard  Joseph,  for 
Washington  Hotel,  Inc.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 124-01  to  124-05  Rockaway 
Beach  boulevard,  southwest  corner  of  Beach  124th  | 
street  (Block  764,  Lot  6),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  Joseph. 

For  Administration :  Henry  G.  Phency  and  Samuel 
L.  Becker,  Dep’t  of  Housing  and  Buildings  and 
Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . ^ 


THE  RESOLUTION  (217-47-A)  ! 

Whereas,  Norman  Lederer  and  Leonard  Joseph,  for 
Washington  Hotel  Inc.,  owner,  filed  March  6,  1947,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  124-01  to  124-05  Rockaway  Beach  boulevard, 
southwest  corner  of  Beach  124th  street  (Block  764,  Lot  o), 
Rockaway  Beach,  Borough  of  Queens;  and 

Whereas,  Order  18992-Lb  issued  by  the  fire  comnus- 

sioner  February  7,  1947  reads:  .  .  . . 

“1.  Install  an  approved  wet  Automatic  Sprinkler 
System  throughout  building,  having  at  least  one  source 
of  water  supply  arranged  and  equipped  as  per  Article 
16,  Chapter  26  of  the  Adm.  Code.  Sec.  09-161,0  Adm. 


Whereas,  the  applicant  states  that  the  building  is  3 
stories  (35  ft.)  in  height,  75  ft.  by  68  ft.  9  in.  in  area  at 
1st  floor,  68  ft.  6  in.  by  58  ft.  11  in.  in  area  at  typical  floor, 
of  class  4  construction,  erected  in  1924,  located  in  a  resi¬ 
dence  use,  F  area  and  class  1  height  district  and  used  and 
occupied  since  1924  as  follows :  basement— bedrooms,  boner 
room  and  storage— 10  persons;  1st  floor— dining  room, 
kitchen,  pantry,  lounge  and  lobby — 200  persons;  ~nd  floor 
bedroom— 42  persons ;  3rd  floor — bedrooms — 42  persons , 
Whereas,  the  representative  of  the  Division  of  Housing 
and  Buildings  states  that  the  building  is  classified  as  a 
heretofore  existing  Class  B  Multiple  Dwelling,  which 
a  hotel ;  and 


604 


MINUTES 


Whereas,  the  premises  have  been  inspected  by  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  appeal  lie  and  it  hereby  is  withdrawn, 
to  hie  plans  with  Department  of  Housing  Buildings  to 
comply  with  sections  67  of  the  Multiple  Dwelling  Law- 
adopted  as  Chapter  728  of  the  laws  of  1947  upon  signature 
of  the  Governor  April  10,  1947 


344-47-A 

APPLICANT— Herbert  Tannenbaum,  for  Mid  West  Leas¬ 
ing  Corp.,  owner  (Yale  and  Towne  Manufacturing 
Co.,  lessee). 

^  Appeal  trom  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED-205  East  43rd  street,  north  side, 
IOa  ft  east  of  3rd  avenue  (5th  floor)  ;  (Block  1317, 

APPEARANCES— °‘ 

Por  Applicant :  Herbert  Tannenbaum. 
b or  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

fACT!ON  OF  BOARD— Appeal  granted  on  condition. 

1 1  HE  VO!  E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


THE  RESOLUTION  (344-47-A) 

Whereas,  Herbert  Tannenbaum,  for  Mid  West  Leasing 

v0rJ\°W^  (iY\ie  and  ^owne  Manufacturing  Co.,  lessee), 
iled  April  4,  1947,  an  appeal  from  a  decision  of  the  bor- 
>ugh  superintendent,  affecting  premises  205  East  43rd 

S  Tsidev!°lft  east  3rd  avenue  (5th  floor); 
(Block  1317,  Lot  5),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
lated  April  1,  1947,  on  Alt.  Applic.  213-47,  reads: 

1.  Change  of  use  of  a  residence  non-fireproof  struc¬ 
ture  5  stoi  ies  &  over  50'  in  height  to  a  business  build- 
i  mg  is  contrary  to  4.2.1  code.  Require  structure  to  be 
fireproof  throughout.” 
nd 

Whereas,  the  applicant  states  the  building  is  5  stories 
•v  ft.  6  in.)  in  height;  25  ft.  by  85  ft.  in  are, a  of  Class 
construction;  erected  prior  to  1900;  located  in  an  un- 
estneted  use,  B  area  and  Class  iy2  height  district  and 
sed  and  occupied  as  a  multiple  dwelling,  now  vacant  under 
acating  Order  of  the  Department  of  Housing  and  Build- 
lgs;  and 

|  Whereas,  it  is  proposed  to  alter  the  building  for  the 
roposed  use  and  occupancy  as  follows:  cellar,  showroom 
nd  repair  room  7  persons;  1st  to  5th  floors,  offices,  30 
,ersons  each  floor  ;  that  the  building  is  equipped  with  one 
it.  wide  steel  interior  stairs,  enclosed  in  partitions  of 
in.  cinder  blocks,  equipped  with  fireproof  self-closing  one 
aur  test  doors  and  leading  from  the  roof  bulkhead,  directly 
■  the  street,  and  one  fire  escape  on  the  rear  wall  extending 
>  the  root  by  a  ladder  and  to  the  yard  by  a  ladder,  with 
gress  from  the  yard  through  the  adjacent  proi>erty, 
vned  by  the  same  owner;  and  £ 

,  Whereas,  the  applicant  contends  that  the  gross  area  of 
-ch  floor  is  1864  sq.  ft.;  that  the  net  average  office  area 
»r  eaeh  floor  is  1614  sq.  ft.;  that  the  proposed  use  of  the 
Hiding  will  be  for  offices;  that  the  Yale  &  Towne  Manu- 
^turing  (  ompany  will  occupy  the  premises  as  executive 

iCefu°nny  °n  the  ccIlar-  lst  an(1  2nd  floors;  that  the  3rd 
id  4th  floors  are  now  being  negotiated  for  by  the  Texas 
>1  Company  for  Executive  offices;  that  the  Texas  Com- 
(.ny  will  lease  the  5th  floor  if  use  of  same  is  permitted; 
at  in  view  of  the  small  area,  the  low  occupancy,  the 
•n-hazardous  use  and  the  fact  that  a  fireproof  stair  will 
provided,  enclosed  in  3  in.  cinder  block  plastered  both 
les,  it  is  felt  that  the  proposed  use  of  the  non-fireproof 
ping,  5  stories  in  height,  will  not  constitute  a  hazard. 
Kesolved ,  that  the  decision  of  the  borough  superintendent 
tmg  on  Alt.  Applic.  213-47,  Objection  1,  be  and  it  hereby 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 


on  condition  that  the  building  shall  not  be  increased  in 
height  or  area;  that  the  budding  shall  be  reconstructed 
as  proposed  and  indicated  on  plans  filed  with  this  appeal, 
marked  Received  May  12,  1947”  (3  sheets)  ;  that  the 
entire  area  on  the  first  floor  for  lobby  and  vestible,  as 
shown  sha  l  be  fireproof ;  that  the  number  of  occupants 
m  the  building  shall  be  restricted  to  the  number  permitted 
lor  the  primary  means  of  exit ;  that  the  existing  old-law 
fire  escape  may  be  continued,  provided  the  stairs  are  made 
not  over  60  and  there  is  a  gooseneck  ladder  to  the  roof 
and  a  counterbalanced  vertical  ladder  to  yard  grade,  with 
the  fence  to  adjacent  property;  that  permission 
T0I*\  he  ^Joining  owner  for  exit  through  such  gate  shall 
t,'  ' °)tained  and  filed  with  the  borough  superintendent; 
that  the  building  may  be  occupied  throughout  as  proposed 
and  shown ;  that  no  manufacturing  shall  be  carried  on ; 
a£V"at  ™  aU  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 


385-47-A 

APPLICANT— Oscar  Goldschlag,  for  Harry  Silverman 
owner.  ’ 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  1 

I  REMISES  AFFECTED. — 4009-4019  3rd  avenue,  west 
side,  100.58  ft.  south  of  East  174th  street  (2nd 
floor);  (Block  2921,  Lot  33),  Borough  of  The 
Bronx 

APPEARANCES— 

For  Applicant:  Seymour  Goldschlag 

hor  Administration:  Samuel  L.  Becker,  Dep’t  of 

«  Housing  and  Buildings. 

THFT  VOTE— B°ARD— Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


THE  RESOLUTION  (385-47-A) 

Whereas  Oscar  .Goldschlag,  for  Harry  Silverman 
owner,  filed  April  28,  1947,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  4009-4019 
3rd  avenue,  west  side,  100.58  ft.  south  of  East  174th  street 
amT  ^°°r  2921,  Lot  33),  Borough  of  The  Bronx; 

4,^;iAEAu05hein(ie,C1S10nA,0f  Allie  borough  superintendent, 
dated  April  25,  1947,  on  Alt.  Applic.  732-46,  reads- 

L  Comply  with  the  labor  laws  as  follows: 

It  is  evident  that  an  extension  was  made  to  original 
structure  after  October  1,  1913. 

Plans  filed  subsequently  to  original  New  Building 
J  Ians  are  missing. 

(a)  Provide  lawful  exits  from  each  subdivided  area 
on  second  floor,  Section  270  (3  and  4)  ” 
and  ‘ 

Whereas,  the  appbcnnt  states  the  building  is  two  stories 
(23  ft.)  in  height;  100.58  ft.  by  75  ft.  10  in.  and  25  ft. 

imon'i  irregV  ar  ln,  ar.ea’  °f  Class  3  construction  erected  in 
1910,  located  in  a  business  use,  B  area,  and  Class  1^4  height 
district,  and  used  and  occupied  since  erection  as  follows  • 
cellar,  storage  and  boiler  room;  1st  floor,  stores,  12  per¬ 
sons;  2nd  floor,  show  rooms,  8  persons;  proposed  to  be 
used  and  occupied  as  follows:  cellar,  same;  lst  floor 
same ;  2nd  floor  factory  and  showrooms,  42  persons ;  that 
the  building  will  be  equipped  with  one  interior  stairs  3  ft 
8  in.  wide,  enclosed  in  4  in.  cinder  block,  and  equipped  with 
fireproof  self-closing  doors,  and  leading  to  the  roof  by 
scuttle  and  to  the  street  through  stair-hall  and  one  3  ft 
fire  retarded  stairs  to  the  street ;  that  one  fire  escape  is 
proposed  at  the  front  of  building,  leading  to  the  roof  by 
a  ladder  and  to  the  street  by  a  ladder;  that  windows  and 
doors  on  the  course  of  the  fire  escape  are  fireproof  self¬ 
closing;  and  ’ 

Whereas,  the  applicant  contends  that  the  owner  bought 
the  property,  intending  to  move  his  business  here  as  he 
is  being  evicted  from  his  present  location;  that  owner 
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cannot  install  two  interior  fireproof  stairs,  since  he  is  tied 
up  with  long  term  leases  in  the  stores  below  and  the  owners 
of  these  stores  will  not  tolerate  any  loss  of  space;  that 
favorable  action  by  the  Board  will  bring  great  relief  to 
the  owner  and  permit  him  to  utilize  the  now  vacant  burden¬ 
some  loft  and  further,  it  would  not  be  necessary  for  him 
to  close  down  his  business,  which  he  might  have  to  do, 
were  he  forced  to  find  another  location. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  moke  ci  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  732-46,  objection  la  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
primary  means  of  exit  as  indicated  on  plans  filed  with 
this  appeal,  marked  “Received  May  14,  1947”  (4  sheets) 
shall  be  maintained  and  in  addition,  a  fire  escape  balcony 
shall  be  erected  on  the  second  floor,  with  exit  through 
window  or  door,  as  shown,  to  all  sections  of  the  sub¬ 
divided  second  floor  and  with  a  counterbalanced  stair  to 
the  street  and  a  gooseneck  ladder  to  the  roof ;  that  the 
building  shall  not  be  increased  in  height  or  area;  that  the 
cellar  area  shall  not  he  further  subdivided  than  as  shown 
on  such  plans  and  the  exits  therefrom  shall  be  maintained; 
and  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


417-47-A 

APPLICANT— Charles  M.  Spindler,  for  Schenectady 
Realty  Corp.,  owner  (Super  Glass  Corp.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFEECTED— 1020-1026  East  48lh  street 
northwest  corner  of  Horwood  place  and  1020-1026 
East  48th  street,  northwest  corner  of  Horwood 
place  and  1487-1509  Schenectady  avenue  (1st 
floor)  ;  (Block  4786,  Lot  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . d  ‘ ‘  . ® 

Negative:  Chairman  Murdock,  Connnissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (417-47-A) 

Whereas,  Charles  M.  Spindler,  for  Schenectady  Realty 
Corp.,  owner  (Super  Glass  Corp.  lessee),  filed  May  6,  1947, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  1020-1026  East  48th  street  northwest 
corner  of  Horwood  place  and  1487-1509  Schenectady  ave¬ 
nue  (1st  floor)  ;  (Block  4786,  Lot  22),  Borough  of 
Brooklyn ;  and  „  * 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  30,  1947,  on  amendment  to  N.B.  Applic.  1746- 
46,  reads : 

“1.  Proposed  substitution  of  Stran  steel  columns, 
girders  and  struts  violates  Sec.  C26-518-.0  Adminis¬ 
trative  Code,  (members  do  not  meet  requirement  for 
minimum  thickness).” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(21  ft.  8  in.)  in  height;  41  ft.  8  in.  by  200  ft.  in  area,  of 
Class  5  construction;  erected  1946;  located  in  an  un¬ 
restricted,  use  A,  area  and  Class  1  height  district,  and 
used  and  occupied  as  a  glass  factory,  100  persons,  that 
the  building  is  equipped  with  two  3  ft.  wide  steel  stairs, 
concrete  block  enclosed,  from  mezzanine  to  the  street;  and 
Whereas,  plans  filed  with  this  appeal  indicate  that  the 
building  is  28  ft.  AV\"  by  140  ft.  2%"  in  area,  and  41  ft. 
4 Y\  in.  by  59  ft.  7%  in.  in  area;  and 
Whereas,  Violation  4529  was  issued  October  21,  1946, 
for  using  sections  of  light  pressed  steel,  contrary  to  approved 
plan  which  shows  all  columns  and  girders  supporting  roof 


in  multiple  Quonset  area  to  be  8"  WE  31  lbs.  and  8''  WF 
35  lb.  beams;  and 

Whereas,  the  applicant  contends  that  the  building  has 
just  been  completed  under  N.B.  Applic.  1746-46,  and  con¬ 
sists  of  two  connected  portions,  a  Quonset  “40”  approxi¬ 
mately  60  ft.  long  without  interior  supports,  and  a  multiple 
Quonset  “80”  approximately  140  ft.  long  with  two  interior 
rows  of  columns  and  girders  which  are  the  subject  of  this 
appeal;  that  the  owner  signed  a  contract  in  the  summer  of 

1946,  after  being  assured  by  the  distributors  that  the  Board’s 
approval  under  Cal.  240-46-SM,  permitted  the  erection  of 
these  buildings;  that  plans  were  filed  and  excavation  of 
foundation  permit  secured  before  approval  of  plans,  so  that 
work  could  commence  immediately;  that  ujion  examination 
by  the  Department  of  Housing  and  Buildings,  it  was  noted 
that  the  Board’s  approval  required  that  interior  structural 
columns  supporting  these  buildings  comply  with  the  require¬ 
ments  of  the  Administrative  Code;  that  acceptable  structural 
steel  members  were  then  indicated  on  plans  and  the  plans 
were  approved ;  and  the  building  was  then  constructed,  using 
the  Stran-steel  interior  supports;  that  it  is  now  proposed  to 
reinforce  all  interior  members  as  necessary,  to  enable  them  to 
support  the  live  loads  required  by  the  Code,  and  modification 
is  requested,  solely  as  to  the  provisions  relating  to  thickness 
of  metal ;  that  the  colmuns  and  girders  are  10  gauge  metal, 
.135"  while  the  struts  which  serve  only  as  column  bracers, 
are  16  gauge;  that  the  columns  and  struts  meet  the  Code 
requirements  as  to  1/r  and  as  to  carrying  capacity  with 
the  reduced  fiber  stresses;  that  the  girders  are  not  adequate 
for  the  required  40  lb.  load  and  it  is  proposed  to  reinforce 
them  by  structural  angle  iron  knee  braces  to  make  them 
adequate  for  40  lb.  roof  load;  that  all  computations  will 
be  submitted  to  the  borough  superintendent  and  all  members 
will  be  made  to  comply  with  the  Code,  except  as  to  thick¬ 
ness  ;  that  since  these  members  carry  only  a  roof  load 
and  since  the  structural  ribs  and  purlins  they  support  are 
even  thinner  metal,  and  since  it  would  be  an  exterme  hard¬ 
ship  to  replace  these  members  with  no  resulting  gain  in 
strength,  it  is  requested  that  this  appeal  be  granted  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  N.  B.  Applic.  1746-46,  dated  April  30, 

1947,  be  and  it  hereby  is  affirmed  and  that  the  appeal  he 
and  it  hereby  is  denied. 


605-44-A 

APPLICANT — Louis  Lieberman,  for  Triboro  Electric  Co., 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  —re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED— 110-128  Waterbury  street  and 
283-291  Van  Eyck  street,  northeast  corner  (1st 
and  2nd  floors);  (Block  3021,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman.  H 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
a  Housing  and  Buildings. 

ACTIOIx  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . ® 


1036-46-A 

APPLICANT— Theron  R.  Galloway,  for  Consolidated 
Edison  Co.  of  New  York,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 666-680  1st  avenue,  east  side, 
from  East  38th  to  East  39th  streets,  401-427  East 
38th  street  and  400-428  East  39th  street  (Block 
970,  Lot  1),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Theron  R.  Galloway  and  F  A 
Brechka. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
I  Housing  and  Buildings. 

|\CTION  Ok  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


82-47-A 

VP  PLICA  NT— Richey,  Browne  and  Donald,  Inc.,  owner 
[  (Sweetlife  Food  Corporation,  lessee). 

[•OBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

•REMISES  AFFECTED— 52-01  to  52-15  Flushing  ave¬ 
nue  (53rd  street),  north  side,  113.89  ft.  west  of 
54th  street  (Block  2626,  Lot  22  and  Block  2628, 

I  t  i°rtS ,  8  ancl  ^0),  Maspeth,  Borough  of  Queens 

(Under  section  35,  General  City  Law  re  bed  of 
mapped  street— 53rd  street). 

PPEARANCES — 

For  Applicant :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  (  ommissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


4-47- A 

PPLICANT— Howard  H.  Snyder,  for  Alden  Hotel  Cor- 
,  poration,  owner. 

OBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

4EMISES  AFFECTED — 225  Central  Park  West,  north- 
^eStonCOr"er  o£  West  82n(1  street  (Block  1196,  Lots 
hpp  \p  A.NCES  ^  and  E°rough  o£  Manhattan. 

For  Applicant :  Howard  H.  Snyder. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

/TION  OF  BOARD — Appeal  withdrawn  after  discus¬ 
sion,  to  resubmit  to  the  Department  of  Housing 
and  Buildings,  in  view  of  adoption  of  Section  67 
of  the  Multiple  Dwelling  Law,  as  Chapter  728  of 
the  Laws  of  1947,  upon  signature  of  the  Governor 
April  10,  1947. 

IE  VOTE  TO  WITHDRAW— 

Affirmative.  Chairman  Murdock,  C  ommissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


SUBJECT— Application  for  consideration-reopening  and 

(decision  f  ti  Vrni  °[  vanance — re  Application 
Jr  ,  T  the  borough  superintendent)  previously 

nli  relohn ■C0ndltl0n’.  u.nder  section  7h  of  the  zon- 
rfct  for  I1’  pernJItt,n8  in  a  business  use  dis- 
SinrLI  f  term  lY°  years-  tlle  Parking  and 

PREMISES  motor  vehicles, 

i  ki.MIMvS  AFFECT  ED— 23-28,  23-30  and  23  32  38ih 

sSnEfwi’  9l'S  ft  west  of  Crescent 

ough  if  Queens  ’  a"d  38)’  Astoria’  B'"" 

APPEARANCES— 

For  Applicant:  James  Mosgoffian. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Armirvvr  an(l  Buildings. 

va r i mcp °pAfR Dr'r)App! icati°n  re°Pened  and  term  of 
T  variance  extended. 

T  variance-  reopen  and  extend  TERM  OF 

<  Affirmative:  Chairman  Murdock,  Commissioners 

NegativeT  Kle",ert  and  ^ePuty  Chief  Guinee  4 

THE  RESOLUTION  (531-37-BZ) 

W^REAS,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 

motoT vehicles  affParking  and-  St°rage  of  more  than  five 
lotor  vehicles,  affecting  premises  23-28  23-30  and  V? 

°B  ocakV?;2eLo,st,C7Sil,el  S?  /*•  ’P-  of  Crescem  SS 
\  \  Lots  37  and  38),  Astoria  Borough  of  Oueens 

cond  if  ion  s*  7  and  ar<l  °n  Februar3r  7’  1939  .<»>  certain 

Tle  le?T  variance  was  extended  on  Febru- 
%“■«?  .  j:,ne  22.  1943  and  June  12,  1945 ;  and 

of  ^theE  term  ofL^S"'  re<IUeS,ed  3  ^ 

hJv»h°lVed’  the  Board  of  Standards  and  Appeals  does 
eitby  amend  the  resolution  adopted  February  7  1939  -is 
amended  by  resolutions  adopted  through  June  12  1945  onS 
Z  Z\S  lt  re£erence.to  the  term  of  the  varffince?  so 
aS«a,*ended’  thls  Portion  of  the  resolution  shall  read: 

*  granted  under  section  7h  for  a  temporary 
term  of  two  years  from  the  date  of  this  amended  resolu¬ 
te’  motor  'vph1!6  1>ark‘ng  and  stora8e  of  more  than 
we  motor  vehicles,  on  condition  *  *  *■  that  other 

arv"  7S  mTTlhauCf!ded'  the  .^solution  adopted  Febru- 
3  a  ii  1)39  sh  l1  be  complied  with  in  all  respects- 

(Misc.laApplic.r  225445)2’  0CCUPa"Cy  sha"  be 


-37-BZ 

EEE/ANT— Max  \Vechsler,  for  Lanroy  Corp.,  owner. 
LJF-L 1 — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

EMLSES  AFFEC  TED — 691  Columbus  avenue,  east  side 
76  ft  1  in  north  of  West  93rd  street  (Block  1207,’ 

nr-  »  (16°)»  Borough  of  Manhattan. 

I  LAKANCES — 

For  Applicant:  Anthony  Viviant. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

|TION  OF  BOARD— Laid  over  to  June  3,  1947  at  2 
P.  M.  at  request  of  applicant’s  representative. 


ZONING  APPLICATIONS 

37-BZ 

3LICANT— James  Mosgoffian  (lessee)  for  Annie  Zins 
owner. 
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27-40-BZ 

SUB TFCT— A~ raUl- Friedman<  for  Frank  Derasmo,  owner. 

Rtf>,A-PP  ,Cai10"  for  consideration — reopening  and 

sion  ofnthf  ime  t0,  compete— Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district 
he  erection  of  an  accessory  building  on  an  Sst- 
PT)rui  ^rl]ne  service  station. 

P  k  LMfSES  AFFECTED  144-25  North  Conduit  avenue, 
oi  th  side,  215  ft  west  of  135th  avenue  and  144-40 

Skh,  Bo™gh(Bo,ftuS  L°‘  ,8)’  So“"' 
APPEARANCES— 

For  Applicant:  Paul  Friedman 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.  T~,.T  Housing  and  Buildings. 

AC  r  0?xt?ndedB0ARD~AppHCati0n  reopened  and  time 
1  HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

«  Affirmative:  Chairman  Murdock,  Commissioners 
NegativeT  KIeinert  and  DeI>uty  Chief  Guinee  4 

THE  RESOLUTION  (27-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  ,n  a  residence  use  district,  the  ere? 
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tion  of  an  accessory  building  on  an  existing  gasoline  service 
station,  affecting  premises  144-25  North  Conduit  avenue, 
north  side,  215  ft.  west  of  135th  avenue  and  144-40  135th 
avenue  (Block  2873,  Lot  18),  South  Ozone  Park,  Borough 
of  Queens,  was  granted  by  the  Board  on  May  5,  1942,  on 
certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  granted  by  the  Board,  from  time  to  time,  the  last 
such  extension  having  been  granted  on  May  7,  1946;  and 

Whereas,  the  applicant  requested  a  further  extension 
of  time  for  the  same  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  5,  1942,  only  so 
far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“*  *  *  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution  (re  Alt.  Applic.  33-42).” 


707-41-BZ 

APPLICANT — George  J.  Shirkey,  for  Edge-Ho  Holding 
Corp.,  owner  (Max  H.  Rivkin  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 34-21  Sprayview  avenue,  south¬ 
east  corner  of  Beach  35th  street  (Block  306,  Lot 
1),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  J.  Shirkey. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
‘  .  Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  RESOLUTION  (707-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  34-21  Sprayview  avenue, 
southeast  corner  of  Beach  35th  street  (Block  306,  Lot  1), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  30,  1942,  on  certain  conditions;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
June  13,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  30,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  grmited  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  that  other  than  as  herein 
amended,  the  resolution  adopted  by  the  Board  June  30, 
1942,  shall  be  complied  with  in  all  respects;  and  that 
a  certificate  of  occupancy  shall  be  obtained  (Misc. 
Applic.  6212-41).” 


612-45-BZ 

APPLICANT — Sidney  L.  Strauss,  for  Henry  J.  Pfistner, 
owner. 


SUBJECT — Application  for  consideration — reopening  and 
approval  of  plans  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station,  auto  showToom  and  parts  department. 
PREMISES  AFFECTED— 94-15  to  94-23  Northern  boule¬ 
vard,  32-45  to  32-61  Junction  boulevard,  northeast  i 
corner  and  32-44  to  32-60  95th  street,  northwest 
corner  of  Northern  boulevard  (Block  1424,  Lots  32 
and  33),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Rueben  Steinberg. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  plans 
approved. 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative:  Chairman  Murdock,  Commissioners 
‘  Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

Negative:  . 0 

THE  RESOLUTION  (612-45-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution  permitting  in  a  residence  use  district,  for  a  term 
of  ten  (10)  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  showroom  and  parts  department,  affect¬ 
ing  premises  94-15  to  94-23  Northern  boulevard,  32-45  to 
32-61  Junction  boulevard,  northeast  corner  and  32-44  to 
32-60  95th  street,  northwest  corner  of  Northern  boulevard. 
(Block  1424,  Lots  32  and  33),  Corona,  Borough  of  Queens, 
was  granted  by  the  Board  on  February  18,  1947,  on  cer¬ 
tain  conditions;  and  S 

Whereas,  the  applicant  requested  the  approval  oi  plans 
as  required  in  the  resolution  adopted  by  the  Board  on 
February  18,  1947. 

Resolved,  that  the  Board  of  Standards  does  hereby  approve 
the  plans  marked  “Received  April  23,  19-17  ’  as  being  in 
accordance  with  the  resolution  adopted  by  the  Board  on 
February  18,  1947  for  buildings,  uses  and  unbuilt  upon  areas 
to  the  south  and  north. 


781-45-BZ 

APPLICANT— Lama  and  Proskauer,  for  John  Opalden, 
owner. 

SUBJF.CT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
the  extension  and  reconstruction  of  an  existing 
gasoline  service  station,  auto  repair  shop  and  auto 
showroom. 

PREMISES  AFFECTED— 115-06  to  115-18  101st  avenue 

and  101-02  to  101-08  116th  street,  southwest 

corner  (Block  9433,  Lots  3  and  5),  Richmond  I  Ini, 
Borough  of  Queens.. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama.  f 

For  Administration  :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended.  , 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
‘  Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 

Negative:  . ' . 

THE  RESOLUTION  (781-45-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  exten¬ 
sion  and  reconstruction  of  an  existing  gasoline  service 
station,  auto  repair  shop  and  auto  showroom,  affecting 
premises  115-06  to  115-18  101st  avenue  and  101-02  to  101- 
116th  street,  southwest  corner  (Block  9433,  Lots  3  and 
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Richmond  Hill  Borough  of  Queens,  was  granted  by  the 
Board  on  May  21,  1946,  on  certain  conditions;  and 
whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  21,  1946  only  so 
lar  as  it  has  reference  to  obtaining  permits  and  completion 

.  IC,  w.<?rk’  s°  diat  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read : 

*  *  *  that  in  view  of  statement  by  applicant  that 
all  plans  have  been  filed  with  and  approved  by  the 
borough  superintendent,  all  work  shall  be  completed 
within  one  year  from  the  date  of  this  amended  resolu- 

tion. 


'95-45-BZ 

\PPLICANT— Lama  and  Proskauer,  for  Charles  J.  Bast, 
rmrr (Haven  Chevrolet  Co.,  lessee). 
lUtJJPA  1  Application  for  consideration — reopening  and 
amendment  as  to  additional  use— Application  (deci¬ 
sion  ot  the  borough  superintendent)— previously 
granted  on  condition  under  sections  7i  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use, 
aiea  district,  the  erection  of  an  automobile  show¬ 
room,  parts  department,  servicing  and  minor 

■pmITCTr^r^raore  than  the  Permitted  area. 
REMISES  AFFECTED— 93-11  to  93-25  Rockaway  boule- 
vard  and  103-30  to  103-38  94th  street,  northwest 
corner  (Block  9114,  Lot  19),  Woodhaven,  Bor¬ 
ough  of  Queens. 

PPEARANCES — 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

iCTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

tFon— TE  T0  RE0PEN  AND  AMEND  RESOLU- 

Affiimative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  y 

HE  RESOLUTION  (795-45-BZ) 

\\  hereas,  this  application  under  section  7i  and  21  of  the 
n.ng  resolution,  permitting  in  a  business  use,  D  area  dis- 
ct,  the  erection  of  an  automobile  showroom,  parts  depart- 
:nt  servicmg  and  minor  repairs,  covering  more  than  the 
> nutted  area:  premises  93-11  to  93-25  Rockaway  boule- 

riockn911143"i°tt(1o!03w  atth  StrC?>t’  northwest  corner 
Hock  9114  Lot  19),  Woodhaven,  Borough  of  Queens 

ididons  Ld7  thC  B°ard  °n  MarCh  5’  1946,  °n  certain 

vVhereas,  the  resolution  was  amended  on  June  4,  1946; 

.V hereas,  a  request  was  made  for  a  further  amendment 

B  ei^rlctl0K  an-  a  decision  has  hcen  filed,  namely 
3.  1881-45,  objection  1,  dated  May  5,  1947. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
eby  amend  the  resolution  adopted  March  5,  1946  only  so 
as  it  has  reference  to  the  type  of  motor  vehicles  to  be 
t  m  by  the  agency,  so  that  as  amended,  this  portion 
the  resolution  shall  read: 

*  *  0,1  condition  that  the  building  shall  be  used 
solely  as  an  agency  for  the  sale  of  new  and  used  motor 
nclcs  ;  that  other  than  as  amended  herein  the 

resohmon  adopted  March  5,  1946  shall  be  complied 
with  in  all  respects  (N.B.  1881-45).” 


•46-BZ 

PLICANT— Lama  and  Proskauer,  for  Theodore 
i~rp  nnbiow,  owner. 

JECT  Application  for  consideration— reopening  and 
amendment  of  resolution— Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7i  of  the  zoning  resolution 


permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  building  to  be  used  as  an 

1 1 1 1 1.- M  i fc)niA  r'c -r,  sho|>  ( now  to  include  paint  shop). 
I  REMISES  AFFECTED— 1 69- 1 89  East  98th  street,  east 
side,  50  ft.  north  of  Dumont  avenue  (Block  3549 

APPEARANCES— °Ugh  °f 

For  Applicant :  Alfred  A.  Lama 
bor  Administration:  Samuel  L.  Becker,  Dep’t  of 
^  Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

T  TION— TE  T°  RE0PEN  AND  AMEND  RESOLU- 

«  Affirmative :  Chairman  Murdock,  Commissioners 

Blum  and  kleinert  and  Deputy  Chief  Guinee  4 
iNJ  egative  i  .  q 

THE  RESOLUTION  (527-46-BZ) 

WHatEAS,  this  application  under  section  7i  of  the  zoning: 
resolution  permitting  in  a  business  use  district,  for  a  term 
ot  ten  (10)  years,  the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  as  an  automobile  repair  shop,  affecting 
premises  169-189  East  98th  street,  east  side,  50  ft  north 

Rro SVm°nt  aVenUC  ,( P’ock  3549,  Lot  2),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  February  25  1947 
on  certain  conditions ;  and  ’  ’ 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  relative  to  the  inclusion  of  a  paint  shop. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  25  1947 
so  that  as  amended,  the  resolution  shall  read. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution  and 
lhat_  the  application  be  and  it  hereby  is  granted  under 
section  7i  thereof  for  a  term  of  ten  (10)  years  from 
February  25,  1947  to  permit  the  building  to  be  con¬ 
structed  substantially  as  jiroposed  and  as  indicated  on 
plans  filed  with  this  application,  marked  “Received 
July  9,  1946  (3  sheets)  on  condition  that  the  building 

sha  not  exceed  one  story  in  height ;  that  the  building 
shall  comply  with  the  requirements  of  the  zoning 
resolution  as  to  area;  that  the  wall  on  the  lot  line  to 
the  east  shah  have  no  openings  therein;  that  such 
wull  shall  be  continued  southerly  to  the  intersection  of 
ast  98th  street,  not  less  than  7  feet  in  height  and 
properly  coped;  that  the  unbuilt  upon  space  shall  be 
cement  paved ;  that  curb  cuts  shall  be  restricted  to  two 
not  over  15  feet  in  width  each,  one  to  the  space  left 
unbuilt  upon  and  one  to  the  entrance  doorway  to  the 
north  on  East  98th  street ;  that  no  openings  shall  be 
constructed  in  the  side  lot  line  to  the  north ;  that  the 
use  of  the  building  shall  be  restricted  to  the  work  pro¬ 
posed,  consisting  of  brake  testing  and  wheel  alignment 
and  such  repairs  as  can  be  done  with  hand  tools  only  • 
that  any  painting  done  on  the  premises  shall  be  within 
a  loom  ventilated  through  the  roof  and  enclosed  with 
fireproof  partitions  and  fireproof  door,  located  along 
t  ie  northwest  corner,  as  indicated  on  revised  plans 
rnaiked  Received  April  28,  1947’,  on  condition  that  in 
all  other  respects,  the  resolution  adopted  by  the  Board 
February  25,  1947,  shall  be  complied  with  and  that  no 
boiler  room  shall  be  installed  in  the  cellar;  that  signs 
shall  be  restricted  to  a  permanent  sign  attached  to  the 
ta .cade  of  the  building,  precluding  all  temporary  and 
all  roof  signs;  that  no  other  use  shall  be  on  the  premises 
other  than  the  repair  work,  as  proposed,  and  no  cars 
shall  be  parked  or  stored  other  than  those  being 
serviced;  that  work  within  the  building  shall  be  done 
only  during  working  hours  from  8:00  A  M  to  6  00 
P.  M„  excluding  work  on  Sundays  and  legal  holidays; 
that  such  portable  fire-fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  require;  that 
there  shall  be  no  cellar  under  the  building;  that  all 
permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  February  25,  1947” 
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1437-23-BZ 

APPLICANT— Harold  L.  Young,  for  C.  &  M.  Garage, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  superintendent  of  buildings)  previously  granted 
on  condition,  permitting  in  a  business  use  district, 
tbe  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 235-2-19  West  154th  street,  and 
101-107  Macombs  place,  northwest  corner  (Block 
2040,  Lot  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harold  L.  Young. 

For  Administration :  Samuel  L.  Becker,  Dcp’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedures. 

the  Vote  to  reopen— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


superintendent)  under  sections  7 a  and  21  of  tli 
zoning,  resolution,  to  permit  in  a  business  use,  ] 
area  district  the  inclusion  of  additional  entrano 
motor  vehicle  repair  shop  to  existing  garage  fc 
more  than  five  motor  vehicles  and  sale  of  gasolin 
to  cars  on  premises  (previously  granted  for  garage 
reopened  and  denied  as  to  inclusion  of  addition: 
driveway  and  gasoline  station). 

PREMISES  AFFECTED — 3320-3338  Broadway  .east  sidt 
from  West  134th  to  West  135th  streets  (Bloc 
1988,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  George  A.  Baggs  and  Fran! 
Baggs. 

For  Administration :  Samuel  L.  Becker,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 


749-26-BZ 

APPLICANT — David  J.  Levinson,  for  Scranton  &  Lehigh 
Coal  Co.,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED — 101-70  99th  street,  northwest 
corner  of  103d  avenue  (Block  9105,  Lot  33)  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  David  J.  Levinson,  C.  Benedict 
Manaro  and  Peter  De  Carlo. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


642-29-BZ 

APPLICANT — Jack  Fein,  for  Emanuel  Levy,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  extension  of  existing  gasoline 
service  station — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 137-159  East  98th  street  and 
2-14  Blake  avenue,  southeast  corner,  (Block  3548, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jack  Fein. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


367-32-BZ 

APPLICANT — George  A.  Baggs,  for  The  A.  C.  &  H.  M. 
Hall  Realty  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  borough 


762-38-BZ 

APPLICANT — Henry  Nordheim,  for  Dorothy  Bell  Dye 
and  Isabel  Sturges,  owners  (Gardner  Super  Service 
Inc.,  lessee). 

SUBJECT — Application  for  consideration — reopening  ani 
extension  of  term  of  variance — re  Application 
(decision  of  the  borough  superintendent)  previous! 
granted  on  condition,  under  section  7h  of  the  zon 
ing  resolution,  permitting  in  a  business  use  dis 
trict,  for  a  term  of  two  years,  the  parking  am 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1670-1716  Southern  boulevard 
east  side,  50  ft.  south  of  East  174th  street  (Blocl 
2983,  Lots  7,  11,  15  and  21),  Borough  of  Th 
Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration :  Samuel  L.  Becker,  Dep’t  o 
Housing  and  Buildings. 

ACTION  OF  BOARD- — Application  reopened  and  set  fo 
hearing  on  June  17,  1947  at  10  A.  M. 

TPIE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  • 
Negative:  . • 


597-39-BZ 


APPLICANT — Lama  and  Proskauer,  for  Socony-Vacuun 
Oil  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  anc 
extension  of  time  to  complete — re  Application  (deci 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7 c  and  21  o; 
the  zoning  resolution,  permitting  in  a  business  usi 
district,  the  alteration  and  extension  of  an  exist 
ing  gasoline  service  station. 

PREMISES  AFFECTED — 84-04  Parsons  boulevard  ant 
152-16  84th  avenue,  southwest  corner  (Block  9751 
Lot  1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Samuel  L.  Becker,  Dep’t  o; 
Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TC 
REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  jl 
Negative:  . *■ 


585-41-BZ 

APPLICANT — John  J.  Brennan,  lessee,  for  Marion  Con¬ 
nors,  owner. 
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EJEC  T  Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7 h  of  the  zon¬ 
ing  resolution  (expired  by  limitation  7/171/43)  per¬ 
mitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
(5)  motor  vehicles. 
lEMISES  AFFECTED— 109-02  to  109-12  Rockaway 
Beach  boulevard,  109-01  to  109-07  St.  Marks  ave¬ 
nue  and  201-209  Beach  109th  street,  west  side, 
between  St.  Marks  avenue  and  Rockaway  Beach 
boulevard  (Block  655,  Lot  12),  Rockaway  Beach, 
Borough  of  Queens. 

PEARANCES—  ' 

For  Applicant :  John  J.  Brennan. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TION  Oh  BOARD — Application  reojiened  and  set  for 
hearing  on  June  10,  1947  at  10  A.  M. 

F.  VOTE  TO  REOPEN— 

Affirmative:  C  hairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


44-BZ 

PLICANT — U.  Lawrence  Bergstein,  for  All  States 
Holding  Corp.,  owner. 

3JECI  Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zon¬ 
ing  resolution,  permitting  partly  in  residence  and 
unrestricted  districts,  the  change  of  occupancy 
from  garage  in  cellar;  garage  and  repair  shop  on 
1st  story  to  garage  in  cellar  and  factory  on  1st 
story,  for  a  temporary  term  with  return  to 
original  occupancy  at  expiration  of  same  and  to 
permit  omission  of  loading  platform. 

LMISES  AFFEC1ED — 418-422  East  54th  street,  south 
side,  294  ft.  east  of  1st  avenue  (Block  1365,  part 
of  Lot  13),  Borough  of  Manhattan. 

’’EARANCES — 

For  Applicant :  U.  Lawrence  Bergstein. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure, 
i  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


•5-BZ 

LICANT — Lama  and  Proskauer,  for  Henry  Blumen- 
feld,  owner;  Dealers  Supply  Corp.,  lessee  . 

JECT— Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (deci¬ 
sion  of  the  borough  superintendent)  to  permit 
under  section  7c  of  the  zoning  resolution,  in  a 
residence  use,  B  area  district,  the  change  of  occu¬ 
pancy  from  public  garage  for  more  than  five  motor 
vehicles  to  storage  and  sales  of  buildings  materials. 

MISES  AFFECTED — 239-243  West  18th  street,  north 
side,  249  ft.  6  in.  east  of  Eighth  avenue  (Block 
768,  Lot  14),  Borough  of  Manhattan. 

EARANCES— 

i  For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 

t  Housing  and  Buildings. 

[ON  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

VOTE  TO  REOPEN— 

Affirmative  :  C  hairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


1035-46-BZ 

APPLICANT-  4  heron  R.  Galloway,  for  Consolidated 
CTTu  P|?1S<An  Co.,  of  New  York,  owner. 

SUBJECI  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  an  unrestricted  use,  A  area  and 
Class  2  height  district,  the  addition  to  existing 
building  increasing  the  height  of  building  in  excess 
of  that  permitted. 

I  REMISES  AFFECTED — 666-680  1st  avenue,  east  side, 
from  East  38th  to  East  39th  streets,  401-427  East 
38th  street  and  400-428  East  39th  street,  (Block 
a  .  /0-  L°t  1),  Borough  of  Manhattan. 
APPEARANCES— 

bor  Applicant:  Theron  R.  Galloway  and  F  .A. 
Brechka. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

A C  FOARD— Application  withdrawn. 

I  HE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


APPLIANCE  AND  MATERIALS  SUBMITTED  FOR 

APPROVALS 

89-40-SM 

APPLICANT — ET.  W.  Bell  Company,  owner. 

SUBJEC1  Application  for  consideration — reopening  and 
amendment  of  resolution  re  “Bell”  Concrete  Build- 
mg  Units  (Hollow  and  Solid  Cinder  Concrete), 
previously  approved  on  condition. 

APPEARANCES— 

For  Applicant :  Leonard  Rappaport. 

ACTION  Ob  BOARD — Application  reopened  for  amend¬ 
ment. 

THE  VOTE  TO  REOPEN— 

Affirmative :  C  hairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  o 


221-44-SA 

API  LICANT — Scanlan-Morris,  Company,  owner. 

SUBJECi  “White  Line”  High-Pressure  Dressing  Steril¬ 
izer,  _  Type  D,  Models  A420e  and  A420s  and 
‘White  Line”  High  Pressure  Water  Sterilizer, 
Model  A410s,  approval  of. 

APPEARANCES— 

For  Applicant :  Bernard  Goodstein. 

ACTION  Ob  BOARD — Application  withdrawn  in  view 
of  new  application  Cal.  429-47-SA 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . .  q 


254-44-SM 

APPLICANT — Scanlan-Morris  Company,  owner. 

SUBJECI — “White  Line”  Bedpan  Washer  and  Sterilizer, 
Pedestal  Type,  Model  A458  and  Recessed  Type’ 
Model  A457,  approval  of. 

APPEARANCES— 

For  Applicant:  Bernard  Goodstein. 

ACTION  OF  BOARD— Application  withdrawn  in  view  of 
new  application  Cal.  428-47-SM. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 


Adjourned:  3:30  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 
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*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  8,  1947,  as  they  appeared  in 
Bulletin  No.  15,  No.  32,  are  hereby  corrected  to  read  as 
follows : 

227-47-A 

APPLICANT— Joseph  Schafran,  for  Antiquities  Inc., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 935-943  3rd  avenue  and  201 
East  56th  street,  northeast  corner  (Block  1330,  Lots 
1,  2 y2,  3  and  4),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  I.  Goldman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (227-47-A) 

Whereas,  Joseph  Schaffran,  for  Antiquities,  Inc.,  owner, 
filed  March  11,  1947,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  935-943  Third  ave¬ 
nue  and  201  East  56th  street,  northeast  corner  (Block  1330, 
Lots  1,  2l/i,  3,  and  4),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  6,  1947,  on  amendment  to  Alt.  Applic.  598-46, 
reads : 

“3.  Ever)'  opening  in  exterior  walls  of  a  business 
structure  within  30  ft.  of  an  opening  in  another  struc¬ 
ture  shall  be  protected  with  34  hr.  F.P.S.C.  assemblies.” 

and 

Whereas,  the  applicant  states  that  the  buildings  are  5 
stories  (54  ft.)  in  height;  100  ft.  5  in.  by  53  ft.  1  in.  and 
80  ft.  in  area,  of  Class  3  construction;  erected  1868;  located 
on  a  lot  101  ft.  5  in.  by  80  ft.  in  area,  in  a  business  use,  D 
area  and  Class  \]/2  height  district  and  used  and  occupied 
before  alteration — cellar,  storage;  1st  floor,  stores;  2nd  to 
fifth  floors,  apartments;  that  the  building  at  present  is  vacant, 
now  in  the  process  of  being  altered  except  for  stores  on 
1st  floor  fronting  on  3rd  avenue;  that  the  building  after 
alteration  will  be  used  and  occupied — cellar,  storage,  10  per¬ 
sons ;  1st  floor,  stores,  20  persons;  2nd  floor,  sales  and  dis¬ 
play  rooms,  15  persons ;  3rd  floor,  sales  and  display  rooms, 
15  persons;  4th  floor,  sales  and  display  rooms,  15  persons; 
5th  floor  to  be  eliminated;  that  the  building  will  be  equipped 
with  one  3  ft.  6  in.  wide  steel  string  and  risers  stairs  with 
cement  treads,  enclosed  in  8  in.  brick,  equipped  with  fire¬ 
proof  self-closing  doors  leading  from  the  roof  bulkhead, 


directly  to  the  street  and  one  horizontal  exit  on  each  of  the! 
upper  floors ;  and  1 1 

Whereas,  Certificate  of  Occupancy,  Temporary  No. 
32568  issued  February  27,  1947  for  a  period  of  30  days 
permits  the  present  use  and  occupancy;  that  the  buildings 
comprising  six  5-story  old  law  tenements  have  been  occu¬ 
pied  since  1868  as  follows— cellar,  storage;  1st  floor, 
stores;  2nd,  3rd,  4th  and  5th  floors,  2  families  each;  that; 
these  buildings  have  now  been  combined  and  Building  “A” 
reduced  to  four  stories  in  height  and  proposed  to  be  used 
above  the  1st  floor  for  the  sale  and  display  of  antique1 
furniture  and  the  5th  floor  will  be  eliminated;  that  the, 
building  is  part  of  a  group  of  interconnected  structures 
and  is  indicated  as  Building  “A”  on  plans  filed  with  this 
appeal ;  that  Buildings  “B”  and  “C”  are  under  the  same 
ownership  and  occupancy  except  for  the  1st  floor  stores 
fronting  on  3rd  avenue,  which  are  rented  to  others;  that 
Building  “B”  is  5  stories  non-fireproof ;  that  Building  “C” 
is  6  stories  fireproof ;  that  the  occupancy  of  Building  “A” 
will  be  low  and  considerably  reduced  from  that  which 
originally  existed ;  that  the  building  will  be  heated  with 
purchased  steam,  and  constantly  patrolled  by  a  24-houi 
watchmans  service ;  that  windows  of  Building  “B”  are  now 
fireproof,  glazed  with  wire  glass  equipped  with  fusibk 
links;  that  Building  “B”  the  only  structure  with  windows 
the  existence  of  which  affects  the  premises  under  appeal 
is  equipped  with  100%  sprinkler  system;  that  due  to  tin 
nature  of  the  occupancy,  the  lowered  hazards,  the  con¬ 
stant  patrol  of  the  premises,  it  is  requested  the  Boarc 
modify  the  requirements  of  the  Building  Code,  to  permii 
the  retention  of  the  windows  as  now  installed;  and 

Whereas,  the  applicant  further  contends  that  if  three 
hour  test  fireproof  assemblies  were  not  provided  at  hori 
zontal  connections  between  Buildings  “A”  and  “B”,  botl 
buildings  would  be  considered  one  structure  and  the  fireproo 
self-closing  windows  would  not  be  required. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  Alt.  Applic.  598-46,  Objection  3 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  i, 
hereby  is  granted  on  condition  that  the  windows  in  Buildim 
B,  opening  upon  the  interior  court  between  Buildings  A  am 
B,  shall  be  fireproof  and  self-closing  and  glazed  with  wir< 
glass,  and  granted  only  so  long  as  the  buildings  are  ownec 
or  operated  jointly  and  the  occupancy  of  Buildings  B  and  ( 
shall  be  one  tenant  throughout;  that  the  same  tenant  shal 
occupy  the  Building  “A”  above  the  street  floor;  that  in  ah 
other  respects,  the  building  and  occupancy  shall  comply  witl 
all  laws,  rules  and  regulations  applicable  thereto;  that  th< 
sprinkler  system  in  Building  B  shall  be  maintained  ii 
accordance  with  the  requirements  to  the  satisfaction  of  thi 
fire  commissioner. 


*  Correction— The  words  “in  question,  facing  the  cour 
from  Building  B”  omitted  in  lines  69  and  70  of  the  resolu1 
tion  and  the  words  “in  Building  B,  opening  upon  the  interior 
court  between  Buildings  A  and  B”.  substituted  therefor. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATF 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolition  or  remova 
of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW,  the  PLUMB¬ 
ING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING  CODE  OF 
THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  local 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNTCTPAI 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $L60).  '  ■ 

Checks  for  $3  or  more  must  be  certified. 
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PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


kitce—  Municipal  Building,  Rooms  1000  to  1018. 
ei .ep h  one — W Orth  2-5600. 

ffice  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CONTENTS 


iis  issue  of  the  Bulletin  contains  in  the  order  given _ 

icket. 

hies  Directory. 

btice  of  Hearing  Calendar. 

nutes  of  Regular  Meeting,  Tuesday  Morning,  May 
17,  1947,  Affecting  Calendar  Numbers  45-42-BZ,  823- 
16-BZ,  871-46-BZ,  1074-46-BZ,  32^47-BZ,  676-46-BZ 
183-42-BZ,  781-46-BZ,  915-46-BZ,  923-46-BZ,  990-46- 
3Z,  1014-46-BZ,  288-47-BZ,  324-47-BZ,  33-47-A,  56- 
47-A,  262-47-A,  376-47-A,  332-47-A,  334-47-A,  346-40- 
5M,  439-46-SM,  567-46-SM,  577-46-SM,  1066-46-SM 
ind  114-47-SM. 

nutes  of  Regular  Meeting,  Tuesday  Afternoon,  May 
7,  1947,  Affecting  Calendar  Numbers  270-47-A,  340- 
7-A,  363-47-A,  369-47-A,  373-47-A,  437-47-A,  438-47-A, 
48-34-A,  102-42-S,  745-42-A,  265-47-A,  209-47-A,  320- 
7-A,  356-47-A,  504-27-BZ,  153-36-BZ,  79-37-BZ,  631- 
0-BZ,  1116-40-BZ,  1211-40-BZ,  786-42-BZ,  790-45-BZ, 
6-46-BZ,  91-47-BZ,  927-22-BZ,  344-33-BZ,  354-45-BZ, 
56-46-BZ,  754-46-SA,  925-46-SA,  55-47-SM,  42-45-SM 
nd  190-45-SA. 

•rection  Affecting  Calendar  Number  199-47-A. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

Nnc  Cases  Filed  up  to  May  27,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

487- 47-BZ— 518-522  East  72nd  street,  south  side, 
298  ft.  east  of  York  avenue  and  517-523  East  71st  street, 
north  side,  273  ft.  east  of  York  avenue  (Block  1483,  Lot  38), 
Borough  of  Manhattan,  Amendment  to  Alt.  310-47. 

488- 47-A— H.B.M.— 518-522  East  72nd  street,  south  side, 
298  ft.  east  of  York  avenue  and  517-523  East  71st  street, 
north  side,  273  ft.  east  of  York  avenue  (1st  floor)  ;  (Block 
1483,  Lot  38),  Borough  of  Manhattan,  Amendment  to  Alt. 
310-47. 


489-47- A — H  .B. M.— 24  West  74th  street,  south  side,  325 
ft.  west  of  Central  Park  West  (3rd,  4th  and  5th  floors)  ; 
(Block  1126,  Lot  46),  Borough  of  Manhattan,  Amendment 
to  Alt.  1696-46. 


490- 47-SM — Jamaica  C  inder  and  Concrete  Blocks,  manufac 
tured  by  Jamaica  Cinder  and  Concrete  Block  Co.,  Material. 

491- 47- A — F.D. — 272  West  126th  street  and  2350  8th  avenue, 
southeast  corner  (Block  1931,  Lot  61),  Borough  of  Manhat¬ 
tan,  41186-LF  and  Decision. 

492- 47-A — H.B.M. — 103  5th  avenue,  east  side,  66  ft.  south 
of  East  18th  street  (Block  846,  Lot  4),  Borough  of  Manhat¬ 
tan,  Amendment  to  Alt.  2380-46. 

493- 47- A — F.D. — 1860  Broadway,  northwest  corner  of  Mc- 
Dougal  street  (Block  1529,  Lot  24),  Borough  of  Brooklyn, 
Decision  re  209-LC. 

494- 47-SM— Atlas  Fire  Retardant  No.  682  (flameproofing 
compound),  manufactured  by  H.  Kohnstamm  and  Co.,  Ma¬ 
terial. 

495- 47-A— H.B.M. — 133  East  62nd  street,  north  side,  103  ft. 
6  in.  west  of  Lexington  avenue  (Block  1397,  Lot  13),  Bor¬ 
ough  of  Manhattan,  Alt.  782-47. 


496-47-BZ — H.B.Q. — 86-12  to  86-22  Rockaway  Beach  boule¬ 
vard  and  200-214  Beach  87th  street,  northeast  corner  (Block 
559,  Lots  1,  3  and  5),  Rockaway  Beach,  Borough  of  Queens, 
Alt!  751-47. 


497-47-A— H.B.Q. — 86-12  to  86-22  Rockaway  Beach  boule¬ 
vard  and  200-214  Beach  87th  street,  northeast  corner  (1st 
floor)  ;  (Block  559,  Lots  1,  3  and  5),  Rockaway  Beach,  Bor¬ 
ough  of  Queens,  Alt.  751-47. 


498-47-A — H.B.Bx. — 607  Crescent  avenue,  north  side,  11  ft. 
8  in.  west  of  Hughes  avenue  (Block  3073,  Lot  32),  Borough 
of  The  Bronx,  Amendment  to  Alt.  570-46. 


499-47-A — F.D. — 753-759  7th  avenue  and  154-166  West  50th 
street,  southeast  corner  (cellar,  1st,  2nd  and  3rd  floors)  ; 
(Block  1002,  Lot  61),  Borough  of  Manhattan,  52112-LC. 


500- 47-SM — Metal  Door  Association,  Inc.,  One  and  One- 
Half  Hour  Flush  Type,  Door,  manufactured  by  Metal  Door 
Association.  Inc.,  Material. 

501- 47-SM — Metal  Door  Association,  Inc.,  Three  Hour  T.C. 
Door,  manufactured  by  Metal  Door  Association,  Inc.,  Ma- 
terial. 

502- 47-A — F.D. — 36-06  43rd  avenue  (formerly  74  Foster 
avenue),  southeast  corner  of  36th  (Buckley)  street  (Block 
221,  Lot  24),  Long  Island  City,  Borough  of  Queens,  Decision 
re  5116-LC. 

503- 47-SA— Richfield  Flame  Control  Oil  Burner,  Model  B, 
Appliance. 

504- 47-SA — Richfield  Flame  Control,  Appliance. 


505-47-A— H.B.Bx— South  side  of  Pell  street,  525  ft.  west 
of  Ci Ly  Island  avenue  (Block  5626,  Lot  194),  Borough  of  j 
The  Bronx,  (Linder  section  35,  General  City  Law  re  bed  of 
mapped  street — Williams  street),  N.B.  244-47. 


505-47-A— F.D.— 54-60  Columbia  street  and  61-63  Congress 
street,  northeast  corner  (1st  floor)  ;  (Block  293,  Lot  2), 
Borough  of  Brooklyn,  Decision  re  4617-LC. 


507-47-A— F.D.— 1341-1347  Avenue  of  The  Americas  (6th)  . 
and  101-105  West  54th  street,  northwest  corner  (Block  1007, 
Lot  29),  Borough  of  Manhattan,  51492-LC  and  Decision. 


508- 47-SM — Brytenu  Canvas  Paint  (fire  resistant),  manu¬ 
factured  by  Brytenu  Chemical  Manufacturing  Co.,  Material. 

509- 47-A— F.D.— 31-39  and  45-47  East  8th  street,  east  side,  1 
150  ft.  9  in.  south  of  Caton  avenue,  52-68  Caton  place  (Block 
5322,  Lot  105),  Borough  of  Brooklyn,  18408-LF  and  De¬ 
cision. 


510- 47-BZ— H.B.B.— 501-517  Avenue  P  and  1695  East  5th  ■ 
street,  northeast  corner  (Block  6612,  part  of  Lot  52),  Bor¬ 
ough  of  Brooklyn,  N.B.  436-47. 

511- 47-BZ— H.B.B.— 194-200  Franklin  avenue  and  65-73 
India  street,  northeast  corner  (Block  2532,  Lots  1-4  inclu¬ 
sive  ),  Borough  of  Brooklyn,  Alt.  771-47. 

512- 47-BZ — H.B.B. — 26-54  Van  Sinderen  avenue  and  1508- 
1518  Herkimer  street,  southwest  corner  (Block  157a,  Lots, 
18  and  22),  Borough  of  Brooklyn,  Alt.  769-47. 

513- 47-BZ— H.B.B.— 883-889  Park  avenue,  north  side,  130  j 
ft.  9^4  in.  west  of  Broadway  and  834-836  Broadway  (Bloc  ( 
1579,  part  of  Lot  26),  Borough  of  Brooklyn,  Amendment  to 
Alt.  4990-46. 

514- 47-BZ— H.B.M.— 645  East  12th  street,  north  side,  83 
ft.  west  of  Avenue  C  (Block  395,  Lot  39),  Borough  of  Man¬ 
hattan,  Amendment  to  N.B.  50-47. 
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515-47-BZ  H.B.M.— 646  Hast  13th  street,  south  side,  70 
tt.  west  of  Avenue  C  (Block  395,  Lot  29),  Borough  of  Man¬ 
hattan,  N.B.  49-47. 


Restored  to  Docket. 

42-45-SM  Spraykote  Acoustical  and  Thermal  Insulation, 
nanutactured  by  Sprayed  Insulation,  Inc.,  Material. 

[190-45-SA— Pantex  Dry  Cleaning  System,  Safety  Drying 
Fumhler,  Type  SH,  Appliance. 


56-45-BZ  H.B.M.  270-272  West  19th  street,  south  side, 
aO  ft.  east  of  8th  avenue  (Block  768,  Lots  75  and  76),  Bor¬ 
as11  of  Manhattan,  Amendment  to  Alt.  1703-45. 


44-33-BZ  H.B.B. — 1048-1072  Ocean  parkway,  west  side 
SO  ft.  south  of  Avenue  J  (Block  5495,  Lots  870  and  872)’ 
lorough  of  Brooklyn,  Alt.  3817-46. 


i  |(  'h  <!^Ss  department  of  Housing  and  Buildings- 

Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M^— 

cDriment  of  Housing  and  Buildings,  Manhattan;  li.B.Q _ i)c 

innient  of  Housing  and  Buildings,  Queens;  H.II. It.— Department 

Housing  and  Buildings,  Richmond;  H.B.Bx _ Department  of 

ousing  and  Buildings,  Bronx;  II. D. — Health  Department;  F  D _ 

ire  Department,  and  M.  mid  A._Dept.  of  Marine  and  Aviation. 


RULES 

.  .  _  I-n» 

ended  Cements,  Rules  for  Testing 

and  Use  of .  Dec. 

rbon  Dioxide  Liquefier,  Rules...  Mar. 
rtificate  of  Occupancy,  approved 

form  . Dec. 

ncrete  Flat  Slabs,  Rules . July 

ncrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

ol  Sept. 

ncrete  Rules  (Hydrated  Lime)  . . .  Aug. 

ivator  Rules  .  Mar 

ection,  Alteration.  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

it  Rules  (Revolving  Doors) . June 

terior  Veneering  Materials,  Rules 

on  •  . . Sept. 

dory  Exit  Rules . Jan. 

e  Alarm  Rules  (Interior) . May 

e  Drill  Rules . L)ec. 

e  resistive.  Flameproof  Materials, 

efO-i  Rules  for  Testing  of . June 

e  Retarding  Rules  for  Garages, 

e*c-  •  . . Apr. 

eproof  Wood,  Testing  of . Apr. 

one  Garages,  Ruling  for . Jan. 

non  Welding  and  Gas  Cutting 

Rules  . Apr 

•  Shut-Off  Rules .  Apr 

chway  Protection  . June 

mating  Fibre  Board  Rules . Dec. 

thy  I  Chloride  Rules  for  Class  B 
and  C  Refrigerating  Systems. .  .Feb. 

Burner  Rules . May 

n‘nK  Protective  Assemblies, 

Rules  for  Inspection  of .  Apr. 

it.  Varnish  and  Lacquer  Snrav- 

ing  Rules  . . Mar. 

rorm  I  rucks,  Specifications  for..  Nov. 

nbing  Rules  . Aug. 

nbmg  Rules  (Submerged  Inlets; 

1  rotective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

'edure.  Rules  of .  ....Sept. 

iterating  Systems,  Extract  A.C.  .Apr. 

king  in  Factories,  Rules  for _ Apr. 

nkler,  Rules  . June 


(  1*11  Illicit  I  Ion  In  Bulletin 

3,  1946 — Vol.  31,  No.  49 
18,  1947— Vol.  32,  No.  11 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943 — Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 


10,  1946- 
14,  1947- 
6,  1947- 
24,  1946- 


-Vol.  31,  No.  37 
-Vol.  32,  No.  2 
-Vol.  32,  No.  18 
-Vol.  31,  No.  52 


25,  1946— Vol.  31,  No.  26 


Standpipe  Fireline  Rules . jmT  nKpSt 

Tank" ' Trucks  *  Fuei°Od  l*CcP°rting-  •  •  /.  1932-Vol!  1 7*  No!  23 

wile  505  of  Industrial  Code).. Sept.  3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 


27-22-BZ— H.B.Bx— 913-915  Westchester  avenue,  north 
■ide,  93.47  ft.  west  of  Rogers  place  (Block  2698,  Lot  79) 
iorough  of  The  Bronx,  Alt.  1064-46. 


1,  1947- 
13,  1937- 
21,  1919- 

23,  1946- 
7,  1925- 
5,  1928- 
31,  1946- 

11,  1947- 

20,  1947- 


-Vol.  32,  No.  13 
-Vol.  22,  No.  15 
-Vol  4.  No.  3 

-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  53 

-Vol.  32,  No.  6 
-Vol.  32,  No.  20 


15,  1947— Vol.  32,  No.  15 


11,  1947- 
24.  1936- 
3,  1937- 


-Vol.  32,  No.  10 
-Vol.  21,  No.  47 
-Vol.  22,  No.  31 


25,  1947— Vol.  32,  No.  12 

7,  1937— Vol.  22,  No.  36 

8,  1947— Vol.  32,  No.  14 
22,  1947— Vol.  32,  No.  16 
29,  1937— Vol.  22,  No.  26 


JUNE  3,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

ion  ilc  3’  1947>  at  10  o’clock  in  Room 

m°anersM  lpa  Bui  ding’  Manhattan,  on  the  following 

274-47-BZ— Application,  March  21,  1947,  under  section  7e  of 
the  zoning  resolution  of  Ludwig  P.  Bono  applicant  on 
!’cha  \  of  Frances  Murtha  Stnglis,  owner  (Otto  Kluger 
essee),  to  permit  in  a  residence  use  district,  the  extension  to 
two  existing  stores,  to  be  used  for  storage  space  and  the 
^^crMon  of  tbe  two  stores  ‘nto  °ne  store;  premises  2508- 

m,  !afSeS,ter  r,°,ad’  “s  sidc’  75  fl •  "°rth  of  Ze avenue 

(Block  4481,  Lot  17),  Borough  of  The  Bronx. 

a,7Jr477;B?TbApillication’  Fe!)rl!ary  28-  1947 -  under  sections  7b 
and  /c  of  the  zoning  resolution,  of  Charles  M.  Soindler 
applicant,  on  behalf  of  Walter  Vanderveer,  owner  (Anthony 

and  Ed™ard  Kortb-  lessees),  to  permit  in  a  residence 

and  retail  use  district,  the  extension  of  existing  gasoline 
service  station,  to  house  a  lubritorium  and  ca?  washing 

Myf,  PmmS?o  9f  u'  .t0  92'09  M«ropolitan  avenue  and 
,  7  /°  AWcr'mi  sfreet,  northeast  corner  (Block 

3179,  Lot  75),  Forest  Hills,  Borough  of  Queens. 

f°?‘2®‘B?~APPhptlon  ?f  Abraham  Farber,  applicant  on 
kma  ^  °.t  Flatbush  Pontiac  Inc.,  owner,  reopened  June’  18 
1746,  under  section  7i  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  extension  of  use  in  existing  public 
garage  tor  more  than  five  (5)  cars  (previously  granted  by 
t.ie  Board)  to  include  automobile  service  and  motor  vehicle 
repair  shop ;  premises  656-670  Parkside  avenue,  south  side, 

i  84  Ln'  °f  Strand  avenue  (Block  5057,  Lot 
borough  of  Brooklyn. 

299- 47-BZ  Application,  April  1,  1947,  under  sections  7c,  7f 

.  /A  and  21  of  the  zoning  resolution,  of  New  York  Life 
insurance  Co.,  applicant  and  owner,  to  permit  in  a  residence, 
business  and  an  unrestricted  use,  D  area  district,  as  to  the 
extension  of  business  use  (stores)  into  a  residence  district 
location  of  boiler  house  in  residence  district  and  the  loca- 
!c°c  tm  a,gas°lme  service  station  in  business  district;  prem¬ 
ises  Blocks  bounded  by  73rd  avenue,  185th  street,  Horace 

Housesf ;  (S* 

Borougrof  Qiln'i4-7'22'  5723  a"d  7U8'7M6>'  Fl'“shi"*' 

300- 47- A— Blocks  bounded  by  73rd  avenue,  185th  street, 

Harding  boulevard  and  Peck  avenue  (Blocks  571?- 

cliS'  70  5-707/'7i~2.  7092-7094,  7098-7105,  7114-7122 
5723  and  7138-7146,  Lots  ),  Flushing,  Borough  of 

Queens  (Under  sections  35  and  36,  General  City  Law  re  bed 

FrcThTleidow  Hoa„"es)Ui'dingS  "0t  fad"s  °"  ''S*' 

7?1;4n6l'B?f~^EliCation’  °ct°ber  2>  ^46,  under  sections 

Tntin  T  vr  M  the  ZOnin?-  resolut>on,  of  William  Gold  and 
John  J.  McNamara,  applicants,  on  behalf  of  B  K  R  Hold¬ 
ing  Lorp.,  owner,  to  permit  in  a  residence  and  business  use 
C  and  J)  area  district,  the  erection  of  a  building  to  be  used 
as  a  motion  picture  theatre  and  stores,  using  more  than  the 
Q7eo7PLrTItted  premises  97-05  Queens  boulevard,  97-01  to 
9/-U7  64th  road,  northwest  corner  and  97-22  to  97-28  64th 

Lo,S  '■  d'  16  *"d  '8).  Woodsidef  Bor- 
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109-43-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Samuel  Sym,  owner,  reopened  October 
22,  1946,  under  section  7c  of  the  zoivng  resolution,  to  permit 
in  a  business  use  district,  the  extension  in  area  of  building 
used  as  a  wet  wash  laundry  (previously  granted  by  the 
Hoard  and  having  expired  due  to  limitation  of  time  to  com¬ 
plete  work)  ;  premises  64-08  Perry  avenue,  south  side,  47.73 
ft.  east  of  Willow  avenue  (Block  2716,  part  of  Lots  12  and 
13),  Maspeth,  Borough  of  Queens. 

31 1-46-BZ— Application,  April  26,  1946,  under  sections  7c 
and  7i  of  the  zoning  resolut:on,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Socony  Vacuum  Oil  Co.,  Inc.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the  recon¬ 
struction  and  extension  of  an  existing  gasoline  service  sta¬ 
tion,  to  include  lubritorium,  auto  laundry,  minor  repa  rs, 
office  and  sale  of  accessories;  premises  165-01  to  165-09  Hill¬ 
side  avenue  and  87-45  to  87-53  165th  street,  northeast  corner 
(Block  9837,  Lot  10),  Jamaica,  Borough  of  Queens. 

379-46-A — 165-01  to  165-09  Hillside  avenue  and  87-45  to 
87-53  165th  street,  northeast  corner  (Block  9837,  Lot  10), 
Jamaica,  Borough  of  Queens  (under  section  35,  General  City 
Law — re  bed  of  mapped  street — 165th  street). 

947- 46-BZ— Application,  December  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Joseph  H.  Cornell,  applicant, 
on  behalf  of  Harry  D.  O’Connor  and  Sylvester  D.  O’Connor, 
owners,  to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  a  one  family  dwelling  to  a  funeral  parlor, 
and  one  fanrly  dwelling;  and  the  erection  of  a  two  (2) 
car  garage  to  lie  used  in  conjunction  with  the  proposed  busi¬ 
ness;  premises  172  Beach  84th  street,  east  side,  250  ft.  south 
of  Rockaway  Beach  boulevard  (Block  619,  Lot  28),  Rock- 
away  Beach,  Borough  of  Queens. 

948- 46-A— 172  Beach  84th  street,  east  side,  250  ft.  south 
of  Rockaway  Beach  boulevard  (Block  619,  Lot  28),  Rock¬ 
away  Beach,  Borough  of  Queens. 

973-46-BZ— Application,  December  10,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Charles  A.  Dahmen,  owner,  to  permit 
in  a  residence  use  district,  the  extension  and  reconstruction 
of  an  existing  gasoline  service  stat:on,  to  include  auto  laun¬ 
dry,  lubritorium  and  office;  and  the  change  of  occupancy  of 
the  florist  store  and  office  to  gasoline  service  station ;  prem¬ 
ises  100-33  to  100-35  Atlantic  avenue  and  93-06  to  93-16 
102nd  street,  northwest  corner  (Block  9306,  Lots  64-66), 
Richmond  Hill,  Borough  of  Queens. 

457-47-BZ — Application,  April  30,  1947,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Tilyou  Realty  Co.  and  Estate  of  Theodore 
W.  Kramer,  owners,  to  permit  in  a  business  use  d'strict,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  3012-3048  West  8th  street,  west  side,  86  ft.  south 
of  Surf  avenue  (Block  7287,  part  of  Lot  8),  Borough  of 
Brooklyn. 

256-47- A — 456  Kent  avenue  (rear),  west  side,  560  ft.  south 
of  South  8th  street  (1st  floor)  ;  (Bldgs.  C  and  E)  ;  (Block 
2143,  Lot  1),  Borough  of  Brooklyn. 

101-47-BZ — Application,  January  29,  1947,  under  section 
7c  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Harry  Garvin,  Ben  and  Harry  Zeitlin,  owners,  to 
permit  in  a  residence  use  district,  the  extension  of  existing 
bathing  establishment,  restaurant,  bar  and  grill ;  premises 
109-20  to  109-30  Ocean  Promenade  and  134-160  Beach  110th 
street,  northeast  corner  (Block  654,  Lot  42),  Rockaway 
Beach,  Borough  of  Queens. 

249-47-BZ — Application,  March  18,  1947,  under  section 
7e  of  the  zoning  resolution,  of  Jacob  J.  Gloster,  applicant,  on 
behalf  of  Dominick  Lamacchia,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  in  occupancy  from  storage  and 
office;  to  office,  storage  and  baling  of  waste  paper;  premises 
596  Water  street  and  80  Montgomery  street,  northwest  corner 
(Block  245,  Lot  47),  Borough  of  Manhattan. 


290-47-BZ — Application,  March  27,  1947,  under  section 
7e  of  the  zoning  resolution,  of  Julius  Eckmann,  applicant,  on 
behalf  of  Eugene  Higgins,  owner,  to  permit  in  a  residence 
use  district,  the  change  in  occupancy  from  Post  Office  and 
motion  picture  theatre  to  factory  and  storage;  premises 
178-184  West  102nd  street,  south  side,  100  ft.  east  of  Amster-. 
dam  avenue  (Block  1856,  Lots  57  and  60),  Borough  of  Man¬ 
hattan. 

4-47-BZ — Application,  January  6,  1947,  under  section  21 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  Crescent  Estates  Inc.,  owner,  to  permit  in  a 
residence  and  business  use.  D  area  district,  the  erection  of  a 
business  building  (to  be  used  for  stores)  using  more  than 
the  area  permitted;  prem'ses  101-45  Queens  boulevard,  east 
side,  86.99  ft.  north  of  67th  drive  (Block  2135,  Lot  5),. 
Forest  Hills,  Borough  of  Queens. 

797-46-A — 605  West  45th  street,  north  side,  100  ft.  west 
of  11th  avenue  (Block  1093,  Lot  28),  Borough  of  Manhattan. 

407-47- A — 19  Wyckoff  avenue  and  401-405  Troutman 
street,  northwest  corner  (Block  3177,  Lot  1),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  3,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GTVEN  of  a  public  hearing 
Tuesday  afternoon,  June  3,  1947,  at  2  o’clock  in  Room1 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

523- 46-BZ— Application,  June  18,  1946,  under  sections' 
7g  and  21  of  the  zoning  resolut:on,  of  Robert  Williamson, 
applicant,  on  behalf  of  Flostrand  Realties,  Inc.,  owner,  tO; 
permit  in  a  residence  and  business  use,  C  and  D  area  dis-' 
tricts,  the  erection  and  maintenance  of  a  building  to  be  used 
as  a  storage  garage  for  more  than  five  (5)  motor  vehicles,, 
using  more  than  the  area  permitted;  premises  3155  West¬ 
chester  avenue,  west  side,  265.6  ft.  south  of  Wilkinson  ave¬ 
nue  (Block  4235,  Lot  45),  Borough  of  The  Bronx. 

524- 46-A — 3155  Westchester  avenue,  west  side,  265.6  ft. 
south  of  Wilk  nson  avenue  (Block  4235,  Lot  45),  Borough 
of  The  Bronx. 

893-46-A — 50  Church  street,  west  side,  block  bounded  by 
Church,  Fulton,  Dey  and  Greenwich  streets  (Block  81,  Lot 
1)  ;  (Hudson  Terminal,  Building  B),  Borough  of  Manhattan. 

222-47-A — 34-36  East  32nd  street,  south  side,  165  ft.  east  ofi 
Madison  avenue  (Block  861,  Lot  52),  Borough  of  Manhattan. 

301-47-A — 691  Columbus  avenue,  east  side,  76  ft.  1  in. 
north  of  West  93rd  street  (Block  1207,  Lot  60J4  (160). 
Borough  of  Manhattan. 

143-47-A — 2501  Grand  Concourse,  northwest  corner  of 
Fordham  road  (3rd  and  4th  floors)  ;  (Block  3167,  Lot  1),' 
Borough  of  The  Bronx. 

231-47-A — 47-49  West  63rd  street,  north  side,  58  ft.  3  in.  east 
of  Broadway  (3rd  floor);  (Block  1116,  Lot  14),  Borough 
of  Manhattan. 

396-47-A — 514-516  West  126th  street,  west  side,  161  ft.  10  in. 
west  of  Amsterdam  avenue  (Block  1982,  Lot  36),  Borough 
of  Manhattan.  .  '  Mi 

392-47-A — 2114  to  2136  East  34th  street,  west  side,  100  ft 
south  of  Avenue  T  (cellar)  ;  (Block  8533,  part  of  Lot  52). 
Borough  of  Brooklyn. 

282-47-A — 122-21  142nd  place,  east  side,  193.28  ft.  north  o: 
Rockaway  boulevard  (Block  12038,  Lot  2),  South  Ozone 
Park,  Borough  of  Queens  (under  section  35,  General  City 
Law  re  bed  of  mapped  street — 123rd  (Maple)  avenue). 

307-47-A — 167  Beach  79th  street,  west  side,  327  ft.  soutl 
of  Rockaway  Beach  boulevard  (Block  615,  Lot  44),  Rock¬ 
away  Beach,  Borough  of  Queens. 
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375,‘i47‘^~89'05  }£?rd  street  and  163-01  89th  avenue 
oflQueensC°rner  9?93’  Lot  49)’  >a™ica’  B^Zh 


456-47-A  4510  Surf  avenue,  southwest  corner  of  Roari, 
Braokl™'  (’St  fl°0r):  (BI°Ck  7038 ■  £<"  «>>.  Borough  of 

398-47-A— 42-1 1  to  42-15  Bell  boulevard,  east  side  100  2? 
WrCo^^s(Ce,br)  ;  <BI°yk  Lot  13),  Si2. 

■  I  Hallcck  street  (Block^lT  Lot  TLBorough”2  Brooklyn. 

■81-47-A  2916  White  Plains  road,  northeast  corner  of 
vmow  avenue  (Block  4546,  Lot  7),  Borough  of  The  Bronx 

27-47-A — 11-17  2nd  avenue  and  23  East  1st  street  couth 

SraSSir1  3rd  "°°">  :  27)S,°Bor- 

HARRIS  H.  MURDOCK,  Chairman 


JUNE  10,  1947,  10  A.  M. 

.NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ucsday  morning  June  10,  1947,  at  10  o’clock  in  Room 

attersY  ^  BuiIding’  Manhattan,  on  the  following 

3J45'?ZTAii’I,lica.ion’  September  4,  1946,  under  sections 
and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer 
iphcants,  on  behalf  of  Bryant  Real  Estate  Co.,  Inc.  owner 

qtr.VtiaifhBr°therS’  Ies!?ees)>  to  permit  in  a  business  use 

.  ^xistin-  fTr3eqCn<inStrUCtl0n’  extension  and  enlargement  of 
existing  gasoline  service  station,  to  include  office  auto 

undry,  ubntorium  and  motor  vehicle  reoair  shnn 
MlS144ih4i17  tl°  141-19  HilIside  avenue  and  87-56  to 

SiA  BorS'oTQucSl.C°rner  <B1°Ck  9701  Lot  31)- 

“on^Bal^l0' l,ofrSa”JUel  We,'SS-  =>PPlicant,  on  be- 
'2=;  KL17S  1  y  R  a  ty  Go-’  Inc->  owner,  reopened  Febru- 
’  •  .  ’  undcr  sections  7f  and  7i  of  the  zoning  resolution 

ma!ntSianceS1ofnCe  ^  f-Usiness  Vse  district  the  erection 
ned  hvteSfi  n  of  a  gasoline  service  station  (previously 
rr  e  Hoard)  ,  auto  laundry,  motor  vehicle  repair 
■I .  ofhce  and  sales,  for  a  term  of  ten  ( 10)  years  “S 
-123  Kings  highway  and  1626-1640  Stillwell  avenue  north? 
st  corner  (Block  6253,  Lot  21),  Borough  of  Brooklyn 

wfafroAfl>?liCBo°nn0f  ?enry  Ge^rge  Greene'  applicant, 
riis  1047  ,  i<  y  Df.vel°Pm'nl  Corp.,  owner,  reopened 
nl  8,  1 947,  under  section  7h  of  the  zoning  resolution  to 

mn  ‘V  refislde"^  use  district,  the  parking  and  storage 

a  pSMII 

■  Lo.'Ml  B^h”  2nd  (EI°Ck 

-46-BZ— Application,  June  11,  1946,  under  section  7c  of 

behalf gofrSnlUtl0n  pi  Se,eIlg  3nd  Finkelstein-  applicants, 

’p  in  1  ?olomon  Flomberg,  owner,  to  permit  in  a  resi¬ 
le  Sd  HwSr5  use f  district,  the  change  in  occupancy  from 
S  and  duellings  to  manufacturing,  show-rooms,  offices 
\v  e  lings ;  premises  185-187  Wilson  street,  north  side 

ough  ofeBrooklyne  aV'n"  <B‘°Ck  2178’  L°,S  54  a"d  55>i 

46-BZ— Application,  October  3,  1946,  under  section  7e 

SialfnonfgTreF0  UL?P’  P  Lama  and  Proskauer>  applicants, 
ehalf  of  J.  I  rankhn  Perrine,  owner,  to  permit  in  a  resi- 

dlfr,ctV  die  change  of  occupancy  from  public 

fe  toJa^ory  a  temporary  period  of  five  (5)  years- 

6,h  ,35'38  t0  3,0th  street-  west  side,  143  fknor  h 

o?  T  nreMe’Tand  29th  st^et  (Block  341, 

ot  Lot  6),  Long  Island  City,  Borough  of  Queens. 

^?~AppHc?ti(?n’  Ja"uary  13-  1947>  under  section  7c 
ehaTfTAo659  UM0n’i°f  Lama  and  Proskauer,  applicants, 

Ft  th  f  Louis  fNatale-  owner,  to  permit  in  a  business  use 
«ct,  the  use  of  motor  driven  tools  and  saws,  for  the 
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premises1 1973*1 077 ^  CUtTti1ng  and  assembly  of  furniture; 
1  enises  1973-1977  Coney  Island  avenue,  east  side  280  ft 

Brooklyn.  AVCnUC  ?  (B'°ck  6774’  Lot  65>>  Poriugh  of 

ft77  47-B^  Application,  March  28,  1947,  under  section  7a  of 

behaff  of  New'cnVn11’  ,°r  G^Stave  GoIdman,  applicant,  on 

use  d  strict  ?  ICC  ?°-  °Wner’  t0  Permit  in  a  retail 

a?en dlfrict,  the  extension  of  existing  building  (ice  storage 

shop  ;  premises °2850— -8th  avenuf  a'nd *264^1  W^ML^d 

place  <BI-k  2037’ 

S^-^-BZ^pphcation,  October  28,  1946,  under  section  7f 

behalf  oTTrf Hhn* TV*  ^lbert  W'  Lewis-  applicant,  on 
Delta1 1  of  Bradbuiy  Building  Corp.,  owner  (Gulf  Oil  Corp 

th^Tebu  ldmJ’of  m  3  refldenCe  and  unrestricted  use  district,’ 
l  rebuilding  ot  a  gasoline  service  station  and  the  parking 

W?Fpge °f7,m?re  lhan  five  (5)  motor  vehicles;  premise! 
n°;  546tT)iaSi  ,101  sTtrect-  southwest  corner  of  East  River 
me  (Block  1484,  Lot  26),  Borough  of  Manhattan. 

252- 47-BZ  Application,  March  19,  1947,  under  section  7b  of 

of  23°rdn|trSt0  Atl0n’-°/  MtX  WechsIer-  applicant,  on  behalf 
ot  23rd  Street  Associates,  Inc.,  owner,  to  permit  in  a  resi- 

lin'mf  !?d  retai1  use  district,  the  change  in  occupancy  from 
hotel,  stoies  and  auditorium  to  hotel,  stores  and  theatre- 
Premises  208-214  West  23rd  street,  south  side  1(X) ft  wSt of 
avenue  (Block  772,  Lot  56),  Borough  of  Manhattan. 

253- 47-A— 208-214  West  23rd  street,  south  side,  100  ft.  west 

of  Ma„S,r  (lst  fl00r)i  (B,0Ck  772’  Lot  S«.  Borough 

393- 47-BZ— Application,  April  30,  1947,  under  section  21 

behalf  ofTLhhl ’  n  ' ?!  °  Sta"'ey  H'  Klein'  ''PP'icant,  on 
ot  Flushing  Units,  Inc.,  owner,  to  permit  in  a  resi- 

use’  D  area  district,  the  erection  of  more  than  one 
uilding  u1?  f  and,  to  permit  the  parking  of  twelve  (12) 

47  to"  149  65  2S2ndr  tena"tS  °f  u*  YM'mgs :  premises  I49- 
c/  *  VS,-65,  22”d  ayenDe  north  side,  95  ft.  west  of  150th 

street  (Block  46/2,  Lot  27),  Flushing,  Borough  of  Queens 

394- 47-A— 1 49-47  to  149-65  22nd  Avenue,  north  side  95 
ft.  west  of  loOth  street  (Block  4672,  Lot  27),  Flushing  Bor- 

bun  rn°f  Qi:eCrI1S-  (under  le,ction  36>  General  City  Law  re 
buildings  not  facing  on  public  highway). 

585-41-BZ— Application  of  John  J.  Brennan  anolirant 

May  20ei94°7n  fo^^  Ma-rion  Connors,  owner,  reopened 
May  20,  r947,  foi  consideration  as  to  extension  of  variance 

(expired  by  limitation) -Application,  previously  granted 

per mittin °m  ^ndei:  section  7h  of.  the  zoning  Elution, 
permitting  in  a  residence  use  district,  for  a  term  of  two 

years  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  109-02  to  109-12  Rockaway  Beach  boule- 

fBlorkb^2?1')2!^  BpaCl?  109th-r,  street>  northwest  corner 
(Block  6o3,  Lot  12),  Rockaway  Beach,  Borough  of  Queens. 

bfhalf'?fZTTllPPMCm-0n  r  Frank  J-  Ross’  applicant,  on 
TQ4A  f  A  d  Holding  Corp.,  owner,  reopened  March  26 

; 94b’  9"d7  sectlon  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  change  in 
occupancy  from  theatre  (previously  granted  by  the  Board) 
to  store  and  bowling  alleys;  premises  3837  White  Plains 
avenue,  west  side,  74.21  ft.  south  of  East  221st  street  (Block 
4655,  part  of  Lot  40),  Borough  of  The  Bronx. 

^^BZ7AppnCation’  ,D9cember  17,  1946,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Lama  and  Proskauer 
app hcants,  on  behalf  of  Frank  Biscardi,  owner,  to  permit 
in  a  business  use  district,  the  increase  of  floor  area  to  be 
used  for  manufacturing,  in  excess  of  that  permitted- 
premises  2465  Atlantic  avenue  and  55-65  Van  Sinderen 

ofTrooklyn  a$t  C°nier  (Bl0Ck  1576>  Lot  34)’  Borongb 

i°-47^Z7ADPPliCati0n’  January  7,  1947,  under  sections 
ruJ  7  J  uhu  ZOrnit?)g  resoRr,tlon.-  ,of  Robert  Gottlieb,  appli¬ 
cant,  on  behalf  of  I  eter  Mangini,  owner,  to  permit  in  a 
business  and  unrestricted  use  district,  the  extension  of  an 
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existing  motor  vehicle  repair  shop  into  the  business  use 
district;  premises  2114  Quarry  road,  south  side,  37.42  ft. 
east  of  3rd  avenue  (Block  3062,  Lots  6  and  13),  Borougl 
of  The  Bronx. 

97.47.BZ — Application,  January  28,  1947,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Waxman  Holding  (.  orp.,  owner,  to 
permit  in  a  residence  and  business  use  district  ,the  erection 
of  a  building  to  be  used  as  a  public  garage  for  more  than 
five  (5)  motor  vehicles;  the  erection  and  maintenance  oi 
a  gasoline  service  station,  brake  testing,  wheel  alignment, 
lubritorium,  parts  department  and  a  motor  vehicle  repair 
shop;  and  the  erection  of  a  building  to  be  used  for  the 
storage  of  lumber  and  trim,  the  manufacturing  and 
assembly  of  trim,  and  a  material  yard  for  the  sale  and 
display  of  masonry,  plumbing  and  roofing  materials ; 
premises  13-21  Neptune  avenue,  north  side  10.83  It. .  east 
of  East  13th  street,  and  2740-2762  East  14th  street  (Block 
7487,  Lot  22),  Borough  of  Brooklyn. 

102-47-BZ — Application,  January  29,  1947,  under  section 
7i  of  the  zoning  resolution,  of  Robert  Gottlieb,  applicant, 
on  behalf  of  Walthaw  Corporation,  owner,  to  permit  in  a 
business  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  (5)  motor  vehicles,  to  garage  for  more 
than  five  (5)  motor  vehicles  and  motor  vehicle  repair  shop; 
premises  1154  Intervale  avenue,  east  side,  136.6  ft  south  of 
East  169th  street  (Block  2706,  Lot  48),  Borough  of  The 
Bronx. 

341-47-BZ— Application,  April  16,  1947,  under  sections  7c 
and  7d  of  the  zoning  resolution,  of  New  York  Telephone 
Co.,  applicant  and  owner,  to  permit  in  a  residence  and 
business  use  district,  the  extension  of  existing  business 
building;  premises  28-27  30th  street  (Marc  place)  east 
side,  100  ft.  north  of  30th  avenue,  and  92  ft.  south  of 
Newtown  avenue  (Block  595,  Lots  10  and  16),  Long  Island 
City,  Borough  of  Queens. 

365-47-BZ— Application,  April  23,  1947,  under  section  7b 
of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  Appliance  Operating  Corp.,  owner,  to 
permit  in  a  residence  and  business  use  ^district,  the  change 
in  occupancy  from  garage  for  five  (5)  cars,  first  floor, 
second  floor  vacant,  to  storage  and  servicmg  of  washing 
machines  first  floor  and  offices  on  second  floor ;  premises 
451  East  83rd  street,  north  side,  96  ft.  6  in.  west  of  York 
avenue  (Block  1563,  Lot  21),  Borough  of  Manhattan. 
390-47-BZ— Application,  April  17,  1947,  under  sections  7b, 
7c  and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  George  C.  Apostle,  owner,  to  permit 
in  a  residence  and  business  use,  D  and  E  area  district,  the 
erection  of  a  business  building  (stores),  without  the 
required  set  back  from  the  building  line;  premises  83-34 
to  83-46  Woodhaven  boulevard,  west  side,  68.83  ft.  south 
of  Myrtle  avenue,  89-02  to  89-04  Myrtle  avenue  and  82-45 
to  82-71  89th  street  (Block  3866,  Lot  160),  Glendale,  Bor¬ 
ough  of  Queens.  HARRIS  H.  MURDOCK,  Chairman. 


JUNE  10,  1947,  2  P.  M. 


230-47-A— 321-323  3rd  avenue  and  201  East  24th  street, 
northeast  corner  (Block  905,  Lot  1),  Borough  of  Manhattan. 

321-47-A— 200  East  86th  street,  and  1525  3rd  avenue, 
southeast  corner  (Block  153b,  Lot  45),  Borough  of  Man- i 

HARRIS  H.  MURDOCK,  Chairman. 


NOTICE  IS  HEREBY  GIVEN  of  a  public,  hearing 
Tuesday  afternoon,  June  10,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters 


JUNE  17,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  June  17,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 


matters : 


877-39-BZ— Application  of  L.  J.  and  G.  A.  Shapiro, 
applicants,  on  behalf  of  Max  Kahn,  owner,  reopened  Febru¬ 
ary  4,  1947,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the  installa¬ 
tion  of  an  additional  boiler  and  the  construction  and  main¬ 
tenance  of  a  new  boiler  room ;  premises  1055-1065  63rd: 
street  north  side,  140  ft.  west  of  11th  avenue  and  1062- 
1064  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 

700-46-BZ— Application,  September  24,  1946,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Max  Stark,  owner  (Joan  Chin, 
lessee),  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  laundry,  re¬ 
pairs,  lubritorium  and  office  for  a  term  of  years,  premises 
2489-2499  Coney  Island  avenue  and  1102-1108  Avenue  V. 
southeast  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn 


390-27-BZ— Application  of  Reginald  S.  Hardy,  applicant  or, 
behalf  of  Benjamin  Siegel,  owner,  reopened  April  15,  194/ 
under  section  7f  of  the  zoning  resolution,  to  permit  in  3 
business  use  district,  the  erection  and  maintenance  of  £ 
gasoline  service  station,  lubritorium,  and  auto  laundry  (pre- 
viously  granted  by  the  Board)  ;  premises  73-38  to  73-4, 
Cooper  avenue,  south  side,  22.29  ft.  west  of  74th  street 
(Block  3811,  Lot  58  and  part  of  Lot  50),  Glendale,  Bor 
ough  of  Queens. 


223-46-BZ— Application.  March  29.  1946,  under  section  7e  0 
the  zoning  resolution,  of  Raymond  Irrera,  applicant,  on  be 
half  of  Fred  C.  and  Augusta  Dick,  owners  (Steinway  Lum¬ 
ber  Co.,  lessee),  to  permit  in  a  business  use  district,  the  usi 
of  power  driven  saws;  premises  40-16  31st  avenue,  south 
side,  25  ft.  west  of  41st  street  (Block  678,  Lot  44),  Lonj, 
Island  City,  Borough  of  Queens. 

877-46-BZ— Application,  November  15,  1946,  under  section 
7f  and  21  of  the  zoning  resolution,  of  Milton  B.  Weissman. 
applicant,  on  behalf  of  Leon  D.  DeMatteis,  owner,  to  permi 
in  a  residence  and  business  use  district,  the  erection  am 
maintenance  of  a  gasoline  service  station,  lubritorium,  au ' 
laundry,  testing  office  and  boiler  room ;  premises  2259-228 
Flatbush  avenue,  4801-4805  Fillmore  avenue,  northeast  cor 
ner  and  1874-1892  East  49th  street  (Block  8488,  Lot  1),  Bor 
ough  of  Brooklyn. 


346-43- A— 87-86  188th  street,  west  side,  100  ft.  north  of 
Hillside  avenue  (Block  9960  (1007),  Lot  56-formerly  1), 
Hollis,  Borough  of  Queens  (remitted  by  the  Court  to  the 
Board  to  take  additional  testimony). 

389-47- A— 553-557  Avenue  of  The  Americas  (6th  avenue) 
and  101  West  15th  street,  northwest  corner  (cellar,  1st,  2nd 
and  3rd  floors)  ;  (Block  791,  Lot  36),  Borough  of  Manhattan. 
395.47. A — 15  East  70th  street,  north  side,  98  ft.  west  of  Madi¬ 
son  avenue  (Block  1385,  Lot  13),  Borough  of  Manhattan. 
356-47- A — 1410-1420  Metropolitan  avenue,  east  side,  251.2 
ft.  north  of  McGraw  avenue  (Building  S-9,  Parkchester 
Houses)  ;  (Block  3938,  Lot  1),  Borough  of  The  Bronx. 


32-47-BZ — Application,  January  13,  1947,  under  section  7e  0 
the  zoning  resolution,  of  Randolph  M.  Smith,  applicant,  o 
behalf  of  Thomas  O’Rourke  Gallagher,  owner,  to  permit  1 
a  business  use  district,  the  erection  of  a  roof  sign;  premise 
205-32  99th  avenue,  south  side,  60  ft.  west  of  Francis  Lewi 
boulevard  (Block  10853,  Lot  25),  Hollis,  Borough  0 
Queens. 


33-47-A— 205-32  99th  avenue,  south  side,  60  ft.  west  c 
Francis  Lewis  boulevard  (Block  10853,  Lot  25),  Hollis,  01 

ough  of  Queens. 


45-42-BZ— Application  of  Lama  and  Proskauer,  applicant 
on  behalf  of  Samuel  Schenkel,  owner,  reopened  April  9, 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a  dus 
ness  use  district,  the  reconstruction  of  an  existing  gasou 
service  station  and  lubritorium,  to  include  auto  laun  cy,  0 
and  sales;  premises  4313-4323  4th  avenue  and  401-408 
street,  northeast  corner  (Block  729,  Lot  1),  Boroug 
Brooklyn. 
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T935  Court landt  avenue,  west  side,  250  ft  north  of 
The  Brow.  CCt  (  2409'  Lols  92  al,d  93>'  Uoi-o„8h  of 

56-47-A— 2446  3rd  avenue,  north  side,  20  ft  2 Va  in  east  of 
fSe  (UIOCk  23,1  Lo,s  53  and  M).  BoroSh  o°f 

3f  6R47"^~324^34  aEllery  street-  east  side,  100  ft  north 
of  Brooklyn^  (  °°r)  ;  (B'°ck  3133'  Lot  10>.  Borough 

762-38-BZ— Application  of  Henry  Nordheim,  applicant  on 
behalt  of  Dorothy  Bell  Dyer  and  Isabel  Sturges  owners 

for  *Tf  b,e'v,ce'  Inc.  'essee),  reopened  May  20 
194/,  tor  consideration  as  to  extension  of  term  of  variance 
and  amendment  ot  resolution  as  to  use-AppIication  previ¬ 
ously  granted  on  condition,  under  section  7h  of  the’ zoning 
resolution,  for  a  temporary  term  of  years,  permitting  ”n  f 
ousmess  use  district  the  parking  and 'storage  of  morf  than 
h\e  (a)  motor  vehicles;  premises  1670-1716  Southern  boule- 

I  ntsS^n  i-6’  STh  of  East  I74lh  sireet  (Block  2983 
Lots  7,  11,  la  and  21),  Borough  of  The  Bronx. 

58-30-BZ— -Application  of  Charles  M.  Spindler  applicant  on 

Hay  6  ^Imd  ^7  J°h?  7Solazzo’  owners?  reopened 

:'la>  I947’  u"der  sections  7c  and  7i  of  the  zoning  resolution 

to  permit  ,n  a  business  use  district,  the  extension  of  existS 
masonry  building  to  include  motor  vehicle  repair  shop  on  the 
service  station,  and  the  parking  and^torage 
-i  H  r  1  hve  (5)  motor  vehicles;  premises  73-13  to 
/3-_l  Cooper  avenue  and  71-34  to  71-38  73rd  place  northwest 
corner  (Block  3691,  Lot  19),  Glendale.  Borough  of  Queens. 

01 fpChfrIeA  ■ J-  Eicotta-  aPPbcant  and 
essee,  on  behalt  of  Hardee  Realty  Co.,  Alary  Szabo  Atlantic 

Mumcipa1  Corp  Charles  Ricotta  and  Ernest  Hochn  (trus- 
ee),  reopened  September  24,  1946,  under  section  7h  of  the 
■oning  resolution,  to  permit  in  a  business  use  district  the 

jS5fsaiffln8r9f?°5  m°re  than  ^(5>  motor  chicles! 
remises  1881-1893  2nd  avenue  and  235A  East  97th  street 

2,' TACTC  (B,0Ck  1641  Lots  21  to  27'  inch, site)  Bor- 
ugh  of  Alanhattan. 

u1W1'a?f,hAv,,iliC?ti“t  °J  Lium  and  Pcoskauer,  applicants, 
oir  a  OI.  a.e  La”d  Co  owner,  reopened  December  11 
-.  under  sections  7t  and  7i  of  the  zoning  resolution  to 

f  "a" Vasnl  bus,ness. use  district,  the  erection  and  maintenance 
t  a  gasoline  service  station,  ofhee,  lubritorium  and  auto 

ard  ?ndPST7SetS  \°  2?'(S  Horace  Hardin&  boule- 

srd  and  >t-47  to  54-63  Little  Neck  parkway,  northwest 

•ueens  B  °Ck  82?4,  Lot  I28)’  Little  Neck-  Borough  of 

J00-40-BZ— Application  of  Booth,  Lipton  and  Lipton  an- 

ine1  5  ?Qn4rbehal  °f  ESkert  Realty  cirp.,  owner,  reopen'd 
me  2a,  1946  under  sections  7e  and  21  of  the  zoning  resolu- 

arim^^'t  ”  3  reSidenCe  USe  dl^ict,  the  conversion  of 
"a  niVi,aum,?,nt  ,to  stores  :  P^mises  2337  Grand  Con- 
rse  and  164  Field  place,  southwest  corner  (Block  3164, 

>t  19),  Borough  of  The  Bronx. 


more  than  five  (5)  motor  vehicles  and  storage  on  second  and 

on  STh'5’'  rem,SeS  284°-2802  At,afltic  south  side 

avenueSand  |50  27?Ra  /°  Barbey  street,  181-207  Schenck 

<Block  38w' Lo,s  4' 5’  * 

372-47-Bz— Apphcation,  April  24,  1947,  under  section  7a  of 

Ivd t^of 1  rrS °  U 'u'u0 f  Ddward  R.  Kane,  applicant,  on  be¬ 
half  of  Stadium  Holding  Corp.,  owner,  to  permit  in  a  resi- 
luice  use  district,  the  extension  of  existing  building  •  premises 

S  SnfTS  Sdlurz  avenUe  and  Davis  avenueP  (Block 

50U6,  part  of  Lot  2o),  Borough  of  The  Bronx. 

414-47-BZ— Application,  May  5,  1947,  under  section  7b  of  the 

f  MaX  Wechsler’  applicant,  on  behalf  o? 
.uaciison  Equities  Inc.,  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a  busi 

isesS7621(  Teg  CXtending  'nto  the  residence  use  district ;  prem- 
.-621  Jerome  a\enue,  west  side,  362.58  ft  south  of  Kino-s 

bridge  road  (Block  3202,  Lot  50),  Borough  of  The  Bronx. 

451-47-BZ— Application,  Alay  9,  1947,  under  sections  7e  and 
2  of  the  zoning  resolution,  of  Charles  M.  Spindler  appHcan 
of  behalf  of  Joseph  Manfredonio,  owner  to  permft  in  a 

"1  d'S'riCt'  Ckmge  °l  occlUcyTrom  hand 
Luindiy  and  accessory  department  for  dry  cleaning  to  wet 

))as  i  aiJr.ld^  and  dry  cleaning ;  premises  944-946  (942-944 

® nstttx? 

c,eani"g  u"ik 

},kl,1Iow  Cement  and  Cinder 

IS"  8"*  x  12"  x  lb"  R  u  inC,Ude  aPProval  of  8"  x  8"  x 
4"  x  8"  x  18"  Hnll  Cinder  ,and  cement  blocks  and 

1CM7  X  ,  44(3  ?w  kinder  Blocks  (reopened  April  22 

1947  re  amendment  of  resolution).  P  ’ 

DuraMe  Ccn,e"' Biock- 8"  * «"  *  w 

966-46-SM— Apex  Flameproof  Powder  XWX  and  No.  6. 

1 19-47-SM  Durablock  Concrete  Building  Blocks. 

366-47-SM  Banflame  (flame  retardant  fibrous  fabrics). 

HARRIS  H.  MURDOCK,  Chairman. 


°‘  Pa"'  Friedman.  applicant,  on  be- 
.L  ,1!  L,fe  Insurance  Lo  ot  N.  Y.  and  Sears  and 
D  j  a  •,  ?/’  owiiers  (Sears  Roebuck  and  Co.,  lessee) 
jpened  April  8.  1947,  under  section  7h  of  the  zoning  reso- 
’•t0  permit  in  a  residence  and  business  use  district,  the 
tension  ot  basting  parking  lot  for  more  than  five  (5) 

9  2ilhR  eif(lTeV10USly  granted  by  the  Board)  ;  premises 
V--J81  Bedford  avenue,  east  side,  158  ft.  3'A  in.  south  of 

o'sidelm  ft  '^XUH6'170  disP'a>'Cd)  Lm<  street, 

’7  and  5R°  R  S°U  ,h  °/  J,ldf"  avenue  (B]ock  5135,  Lots 
-/  and  53),  Borough  of  Brooklyn. 

an4|67BZ7nP,,liCati°n’  De<ie^ber  2’  1946-  lI”der  sections 
and  7e  of  the  zoning  resolution,  of  Harry  B  Lindbere 

hcant  on  behalf  0f  Borden’s  Farm  Products  (Division  o^f 
to  permit  in  a  residence  and  business 
district,  the  change  in  occuiiancy  from  wagon  storage 
>le  and  garage  tor  less  than  five  (5)  cars,  to  garage  for 


JUNE  17,  1947,  2  P.  M. 

^NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
m\efdlZ  <terno°n’  Jun<?  17,  1947,  at  2  o’clock  in  Room 
ma1t3tersMUmC1Pal  Bmlding>  Manliattan,  on  the  following 

f40uf-A7124°- 1256  Broadway.  east  side,  from  West  31st 
to  \\  est  3-nd  streets,  43-49  West  31st  street  and  47-52  West 

i^VaS.  (B1°Ck  833’  L°tS  n’  15’  17  and  67>>  Borough  of 

327-47-A— 2570-2574  Fulton  street  and  17  Alabama  ave- 
Brooklyn  1CaSt  (B1°d<  3667 ’  Lot  13)’  Boroagb  of 

H.  MURDOCK,  Chairman. 
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JUNE. 24,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

/oil  24t  .l947-  at  10  o’clock  in  Room 

ma13ersM  Pa  Buildin&.  Manhattan,  on  the  following 

276-42-BZ— Application  of  Lama  and  Proskauer,  appli- 
eants,  on  behal  of  Thomas  C.  and  Louis  Iervolino  owSer 
reopened  March  19,  1946,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 

(  BK^brLot3^)  6  BoroSgh1  MB  rooklyn"0" ’ VVGSt  C°rner 
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1074-46-BZ— Application,  December  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Saj-Lee  Realty  Corp.,  owner,  to  permit 
in  a  business  use,  C  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  1196-1200  Coney 
Island  avenue,  west  side,  400  ft.  north  of  Avenue  I  (Block 
6513,  Lot  24),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  24,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  24,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

283-47-A— 295  10th  avenue  and  501-503  West  27th  street, 
northwest  corner  (Block  699,  Lot  30),  Borough  of  Man¬ 
hattan. 

338-47-A — 67-71  West  38th  street  and  1020-1022  Avenue 
of  The  Americas  (6th  avenue),  northeast  corner  (Block 
840,  Lot  1),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  1,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  1,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

292-47-A — 41-69  Clark  street,  92-100  Henry  street,  46-82 
Pineapple  street  and  101-121'  Hicks  street,  entire  block  (Block 
231,  Lot  1),  Borough  of  Brooklyn. 

367-47-A— 800  East  12th  street  and  1122-1124  Avenue  H, 
northwest  corner  (Block  6695,  Lot  9),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  8,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearir 
Tuesday  afternoon,  July  8,  1947,  at  2  o’clock  in  Rooi 
1013,  Municipal  Building,  Manhattan,  on  the  followir 
matters : 

211-47-A — 100-116  Park  avenue,  west  side,  from  Ea 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  127 
Lots  27  and  43),  Borough  of  Manhattan. 

289-47- A — 100-116  Park  avenue,  west  side,  from  Ea 
40th  to  East  41  st  streets,  and  58  East  41st  street  (Block  127 
Lots  27  and  43),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chair  me 


JULY  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hear! 
Tuesday  afternoon,  July  15,  1947,  at  2  o’clock  in  Roc 
1013,  Municipal  Building,  Manhattan,  on  the  follow! 
matter : 

319-47-A — 152-154  East  42nd  street,  south  side,  141  ’ 
8  in.  west  of  3rd  avenue  (Block  1296,  Lot  43),  Borough 
Manhattan. 

HARRIS  H.  MURDOCK,  Chainm 


JULY  22,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  lieari 
Tuesday  afternoon,  July  22,  1947,  at  2  o’clock  in  Roc 

1013,  Municipal  Building,  Manhattan,  on  the  following  m; 

ter : 

352-47- A— 2520-2526  Broadway  and  207-215  West  94 
street,  northeast  corner  (Block  1242,  Lots  24  and  25),  Be 
ough  of  Manhattan. 

HARRIS  II.  MURDOCK,  Chairnn 


MINUTES 

■  —  .....  ■■  .  ,  —  ..  —  i 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

TUESDAY  MORNING,  MAY  27,  1947,  10  A.  M. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  May  13,  1947, 
were  approved,  as  printed  in  Bulletin  20,  Volume  32. 

ZONING  APPLICATIONS. 

45-42-BZ 

APPLICANT— Lama  and  Proskauer,  for  Samuel  Schenkel, 
owner. 

SUBJECT — Application  reopened  April  9,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  of  an 
existing  gasoline  service  station  and  lubritorium, 
to  include  auto  laundry,  office  and  sales. 

PREMISES  AFFECTED — 4313-4323  4th  avenue  and  401- 
405  44th  street,  northeast  corner  (Block  729,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Samuel 
Schenkel. 

For  Opposition :  Patrick  J.  McDonald,  Francis  G. 

Cross,  George  Seuferl  and  Magdalene  De  Beilis. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


ACTION  OF  BOARD— Laid  over  to  June  17,  1947,  at  , 
A.  M.  for  further  consideration;  applicant  to  1 
revised  plans. 

823-46-BZ 

APPLICANT— Albert  W.  Lewis,  for  Bradbury  Buildi 
Corp.,  owner  (Gulf  Oil  Corp.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super 
tendent)  under  section  7f  of  the  zoning  resoluti 
to  permit  in  a  residence  and  unrestricted  use  c 
trict,  the  rebuilding  of  a  gasoline  service  station  £ 
the  parking  and  storage  of  more  than  five  (5)  mo 
vehicles. 

PREMISES  AFFECTED— 530-546  East  73rd  street,  sou 
west  corner  of  East  River  drive  (Block  1484,  J 
26),  Borough  of  Manhattan.  j 

APPEARANCES— 

For  Applicant:  Reuben  Steinberg. 

For  Opposition:  None.  ( 

For  Administration :  Samuel  L.  Becker,  Dep  t 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947 
10  A.  M.  for  further  consideration;  applicant  to  s 
mit  revised  plans. 


871-46-BZ 

APPLICANT— William  Gold  and  John  J.  MacNamara, 
B.  K.  R.  Holding  Corp.,  owner. 
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SUBJ  F-.CI  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
C  and  I)  area  district,  the  erection  of  a  building  to 
be  used  as  a  motion  picture  theatre  and  stores,  using 
more  than  the  area  permitted. 

PREMISES  Ah F ECTED — 97-05  Queens  boulevard,  97-01 
to  97-07  64th  road,  northwest  corner  and  97-22  to 
?7-28  64th  avenue  (Block  2091,  Lots  1,  4,  16  and  18), 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  Konove. 

For  Opposition:  Martin  D.  Eile. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  Oh'  BOARD — Laid  over  to  June  3,  1947  at 
10  A.  M.  at  request  of  applicant. 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama, 
hor  Opposition:  Harold  Klorfein,  Dept,  of  Parks 
hor  Administration:  Samuel  L.  Becker,  Dep’t  of 
.rTrA,T  Housing  and  Buildings. 

ACTION  Oh  BOARD— Application  withdrawn  at  request 
ot  applicant.  1  lie  premises  and  area  were  inspected 
'rwn-  ,  committee  of  the  Board. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative1-  ^  K  emert  and  DePuty  Chief  Guinee  4 


1074-46-B  Z 

APPLICANT— Lama  and  Proskauer,  for  Saj-Lee  Realty 
Corp.,  owner. 

(SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  erec¬ 
tion  of  a  building,  using  more  than  the  area  per¬ 
mitted. 

PREMISES  AFFECTED — 1196-1200  Coney  Island  avenue, 
west  side,  400  ft.  north  of  Avenue  I  (Block  6513’ 
Lot  24),  Borough  of  Brooklyn. 

APPEARANCES— 

Applicant :  A.  Lama  and  Phil  Berlin, 
hor  Opposition:  Arthur  B.  Coburn,  Morton  Lep- 
•  kin,  M.  Gordon  and  Edward  Plymac. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1947  at 
10  A.  M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


12-47-BZ 

APPLICANT — Randolph  M.  Smith,  for  Thomas  O’Rourke 
Gallagher,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of 
a  roof  sign. 

REMISES  AFFECTED — 205-32  99th  avenue,  south  side, 
60  ft.  west  of  Francis  Lewis  boulevard  (Block 
108o3,  Lot  25),  Hollis,  Borough  of  Queens. 
iPPEARANCES — 

For  Applicant :  Randolph  M.  Smith,  Thomas  O’R 
Gallagher,  Jr.  and  Thomas  O’R.  Gallagher,  Sr. 
hor  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

CTION  OF  BOARD — Laid  over  to  June  17,  1947  at 
10  A.  M.  for  further  consideration;  applicant  to  file 
revised  plans. 


'6-46-BZ 

PPLICANT — Lama  and  Proskauer,  for  Owen  Dever 
owner. 

OBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  including  a  building  to  be  used  as  a 
lubritorium,  auto  laundry,  office,  sales  and  motor 
vehicle  repair  shop. 

DEMISES  AFFECTED— 210-01  to  210-13  Horace  Hard¬ 
ing  boulevard  and  58-43  to  58-59  210th  street,  north¬ 
east  corner  (Block  7461,  part  of  Lot  94),  Flushing, 
Borough  of  Queens. 
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283-42-BZ 

APPLICANT  Walter  I.  Lansing,  lessee,  for  Martin  H 
Offinger,  owner. 

SUBJECT— Application  reopened  April  22,  1947— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7h  of  the  zoning  resolution,  to  permit  in  a 

mnrdei?lCe  ^  dlfcrNlct’  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  for  a  term  of 
years. 

PREMISES  AFFECTED— 230  East  34th  street,  south  side, 
225.2  ft  west  of  2nd  avenue  (Block  914,  Lot  45), 
J°.roUgh  of  Manhattan.  '’ 

APPEARANCES— 

For  Applicant:  Harry  G.  Frankel  and  Walter  I 
Lansing. 

For  Opposition :  Murray  T.  Koven 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

tmp  vnn^T!?A^D~^eso*ut'on  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Negative1  ^  K  emert  and  DePuty  Chief  Guinee  4 

THE  RESOLUTION  (283-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zonimr 
Resolution  to  permit  in  a  residence  use  district,  for  a  term 
ot  two  (2)  jears,  the  parking  of  more  than  five  (5) 

sTde Vt' T-fTJ  222-228  Hast  34th  street,  south 
-  i  -1  °/  Jhird  avenue  (Block  No.  914,  Lot  Nos 
46  to  49  inclusive),  Borough  of  Manhattan,  was  granted  by 

Wherfa °n,February  18-  1947>  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli- 
cation  and  an  amendment  of  the  resolution/  to  include  230 

(EBlock49  4  To?  45 1°ph  sid<L  22bh  \  west  of  2nd  avemie 
J14’  Borough  of  Manhattan;  and 

nn  AnrflE99  fe  casTwas  reopened  by  vote  of  the  Board 
on  Apnl  22,  1947  subject  to  usual  procedure;  and 

a  Pfb  c/  he,ari?g  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 

Bulletin- Ynd  ^ ^ '  after  ^  n0t'Ce  by  Publication  in  the 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  34th  street  is  in  residence  and  business 
use,  B  aiea  and  class  ll/2  height  districts;  2nd  avenue  is  in 
3  W™LUSe;tB  area  and  class  l/2  height  district;  and' 
Whereas  the  decision  of  the  borough  superintendent 
dated  March  24,  1947  on  Alt.  Applic.  489-47  reads: 

1.  Use  of  property  in  a  residence  use  district  as 
pa-rking  lot  and  storage  of  more  than  5  motor  vehicles  is 
prohibited  by  Art.  II,  Sec.  3,  Zoning  Resolution  " 

and 

applicant  states  that  the  premises  consist 
of  a  plot,  22  ft.  frontage  by  98  ft.  in  depth,  presently  vacant; 
'hat  >t  is  proposed  to  use  lot  45  in  conjunction  with  lots  46  to 
49  inclusive;  and 

Whereas,  the  applicant  contends  that  the  applicant  has 
obtained  a  lease  to  lot  number  45  which  abuts  premises  222- 
4-6-8  East  34th  street  for  which  the  Board  granted  per¬ 
mission  to  the  appheant  to  use  for  a  parking  lot  for  more 
than  five  motor  vehicles;  that  the  applicant  intends  to  use 
all  of  the  lots  in  connection  with  the  parking  of  automobiles 
and  permission  to  use  lot  45  would  be  a  public  convenience 
and  necessity;  that  if  this  application  is  granted,  it  will 
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avoid  the  necessity  of  constructing  a  cyclone  fence  on  the 
lots  on  which  permission  has  already  been  granted  and  the 
lot  for  which  permission  herein  is  sought ;  that  the  parking 
lot  proposed  would  render  a  service  to  the  public,  sorely  in 
need  of  same ;  that  the  parking  problem  in  the  area  involved 
is  presently  acute  and  permission  afforded  the  applicant  to 
operate  such  parking  facility  would  reduce  such  problem 
considerably ;  that  the  parking  lot  proposed  is  located  near  a 
business  as  well  as  a  residential  area  requiring  parking 
facilities;  that  immediately  adjacent  to  the  proposed  lot  is 
located  the  furniture  firm  of  Peck  &  Hills  and  close  by  is 
located  the  Empire  State  Building  and  the  Fifth  Avenue 
shopping  district,  all  of  which  increase  the  parking  needs  in 
tins  circs 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  (itnciid  the  resolution  adopted  on  February  lo,  w4/, 


by  adding  thereto:  ,  ,, 

“*  *  *  that  in  the  event  the  owner  desires  to  add 

an  additional  lot,  namely  Lot  #45,  with  a  fi  outage  of 
22  ft.,  such  additional  lot  may  be  added  to  lots  previ¬ 
ously  permitted  under  resolution  of  Febiuaiy  lo,  194/, 
and  as  passed  upon  as  to  Lot  #45  by  the  borough  super¬ 
intendent  under  Alt.  Applic.  489-47,  dated  March  -4, 
1947  on  condition  that  the  requirements  of  the  resolu¬ 
tion ’as  adopted  February  18,  1947,  are  complied  with 
and  the  additional  lot  is  surfaced  as  therein  required  and 
the  tvpe  of  fence  required  is  extended  along  the  street 
building  line  and  on  the  rear  and  side  lot  lines  where 
walls  of  adjoining  buildings  do  not  occur,  and  on  the 
further  condition  that  proper  bumpers  shall  be  erected 
along  the  sidewalk  lot  line  to  the  east  to  pi  event  cars 
damaging  the  wall  of  adjoining  building;  that  any  signs 
on  the  adjoining  building  on  Lot  44,  that  may  be  undei 
the  control  of  the  owner  of  Lot  45,  shall  be  completely 
removed;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date 
of  this  amended  resolution  *  *  *  and  that  other  than 

as  herein  amended  the  conditions  of  the  resolution  o 
Februarv  18.  1947,  shall  be  complied  with. 


781-46-BZ 

APPLICANT — 229  Pulaski  Street  Corp.,  owner  (Joyce 
Sandler,  lessee). 

SUBJECT— Application  reopened  April  29,  1947— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7e  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  from  bottle  storage  (previously 
granted  by  the  Board)  to  manufacture  of  paper 
boxes. 

PRFMISES  AFFECTED— 235-243  Pulaski  street,  north 
side,  264  ft.  6  in.  east  of  Throop  avenue  (Block 
1773,  Lot  64 — formerly  part  of  Lot  50),  Borough 
of  Brooklyn. 

APPEARANCES—  _  T  . 

For  Applicant:  George  Rosling,  Paul  Bento,  Irving 
Friedman  and  Alfred  A.  Lama. 

For  Opposition  :  None.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  w  J  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 

THE  RESOLUTION  (781-46-BZ) 

Whereas,  229  Pulaski  Street  Corp.,  owner;  Joyce  Sandler, 
lessee,  filed  April  17,  1947,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  from  bottle  stor¬ 
age  (previously  granted  by  the  Board )  to  the  manufacture 
of  paper  boxes,  affecting  premises  235-243  Pulaski  street, 
north  side,  264  feet,  6  in.  east  of  Throop  avenue  (Block 
1773,  Lot  64— part  of  50),  Borough  of  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular  meetir 
May  27,  1947,  after  due  notice  by  publication  in  the  Bulled 
and 

Whereas,  the  district  maps  accompanying  the  zoning  res 
lution  show  that  Pulaski  street  is  in  residence  and  busim 
use,  "C  area  and  Class  1  height  districts ;  Throop  avenue 
in  a  business  use,  C  area  and  Class  1  height  district  ;  and 

Whereas,  the  decision  of  the  borough  superintende 
dated  March  21,  1947,  re  Alt.  Applic.  4193-47,  reads: 

“1.  Changing  occupancy  from  bottling,  storage 
paper  box  manufacturing  in  a  residential  zone  is  cc- 
trary  to  Art.  II,  Sect.  3  of  zone  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
a  plot  93  ft.,  9  in.  front  by  100  ft.  in  depth,  on  which 
located  a  building  93  ft.,  V/2  in.  front  by  100  ft.  in  dep 
two  stories,  31  ft.  in  height,  of  Class  3  construction,  forme: 
•used  as  bottle  storage,  presently  unoccupied ;  that  it  is  pi 
posed  to  modernize  the  building,  install  an  elevator,  paintit 
etc. ;  and 

Whereas,  the  applicant  contends  that  the  proposed  use  v 
benefit  the  neighborhood  inasmuch  as  the  operations  are  i 
less  noisy  than  those  of  bottle  storage  which  is  the  presen 
authorized  use  of  the  premises ;  that  there  will  be  no  noxic 
odors  whatsoever ;  that  trucking  operations  similarly  will 
only  a  fraction  of  what  brewery  operation  previously  < 
tailed;  that  the  zone  variation  if  granted  will  restore  to  1 
tax  rolls  of  the  City  a  very  valuable  parcel,  while  at  1 
same  time  affording  the  applicant  an  opportunity  to  reco' 
a  part  of  the  heavy  losses  suffered  in  the  earlier  operation 
the  premises ;  and 

Whereas,  the  premises  and  surrounding  area  have  be 
inspected  by  a  Committee  of  the  Board  ;  and  • 

Whereas,  the  Board  deemed  that  this  was  a  proper^c;: 
in  which  to  exercise  discretion  to  grant  under  section  7e ' 
the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  d" 
hereby  make  a  variation  in  the  application  of  the  use  distr 
regulations  of  the  zone  resolution  and  that  the  application 
and  it  hereby  is  granted  under  section  7e  for  a  term  of 
(10)  years  to  permit  the  building  to  be  occupied  as  propo: 
for  the  manufacture  of  paper  boxes,  and  as  indicated  on  pi: 
filed  with  this  application  marked  “Received  April  17,  19-1 
4  sheets,  on  condition  that  the  building  shall  not  be  increa: 
in  height  or  area  and  shall  comply  in  all  other  respects  w 
all  laws,  rules  and  regulations  applicable  thereto ;  that  si 
fire  fighting  equipment  shall  be  installed  within  the  build 
as  the  fire  commissioner  shall  direct ;  that  all  permits  shall 
obtained  and  all  work  completed  within  six  (6)  months  fr 
the  date  of  this  resolution. 


915-46-BZ 

APPLICANT— William  T.  Burke,  for  Ben  Fabrizi,  owi 

SUBJECT — Application  (decision  of  the  borough  super 
tendent)  under  sections  7c,  7i  and  7f  of  the  zon: 
resolution,  to  permit  in  a  business  use  district, 
reconstruction  and  extension  of  an  existing  gasol- 
service  station,  lubritorium,  auto  laundry,  office 
sale  of  accessories,  and  the  parking  and  storage 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 40-08  to  40-20  30th  avenue, 
01  to  30-03  Newtown  road,  southeast  corner,  < 
30-02  to  30-04  41st  street  (Block  681,  Lot  11 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  John  F.  Fitzsimons. 

For  Opposition:  None.  t 

For  Administration:  Samuel  L.  Becker,  Dept* 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  conditi 
THE  VOTE—  .  , 

Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Kleinert  and  Deputy  Chief  Guine 
Negative:  . ' 
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the  RESOLUTION  (915-46-BZ) 

Whereas,  Wm  T.  Burke,  for  Ben  Fabrizi,  owner,  filed 
November  26,  1946  an  application  under  sections  7c  and  7i 
ot  the  zoning  resolution,  to  permit  in  a  business  use  district 
the  reconstruction  and  extension  of  an  existing  gasoline  ser¬ 
vice  station,  lubritorium,  auto  laundry,  office  and  sale  of 
accessories  affecting  premises  40-08  to  40-20  30th  avenue, 
and  0U-U1  to  30-03  Newtown  road,  southeast  corner  (Block 
P681,  lot  114),  Astoria,  Borough  of  Queens;  and 

\\  here; as,  a  public  hearing  was  held  on  this  application 
•  1 ** °ar^  ,5tan<,  arc^s  and  Appeals,  at  its  regular  meet- 

mg  May  6  1947,  after  due  notice  by  publication  ini  the 
bulletin,  and  laid  over  to  May  27,  1947,  for  inspection  and 
decision  without  further  argument;  and 
\\  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  30th  avenue  is  in  a  business  use,  B  area 
and  class  1)4  height  district;  Newtown  road  is  in  residence 
and  business  use,  B  area  and  class  1)4  height  districts;  and 
■  '  ,lf[f h A^'  ,  e  decision  of  the  borough  superintendent, 
uated  November  8,  1946  on  N.  B.  Applic.  8553-46  reads: 

1  roposed  reconstruction  and  extension  of  a  gaso¬ 
line  service  station,  lubritorium,  repairs,  auto  laundry, 
office,  sales  and  parking  and  storage  of  more  than  five 
cars  in  a  business  use  district  is  not  permitted  by  sec  4 
of  the  Zoning  Resolution.” 
and 

\\  hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  127.63  ft.  frontage  by  53.74  ft.  in  depth  (irregular) 
on  which  is  located  a  gasoline  service  station  and  office  and 
a  metal  one  car  garage,  one  open  lift  and  two  (2)  550  gallon 
I  gasoline  storage  tanks  and  one  220  gallon  gasoline  storage 
tank ,  that  it  is  proposed  to  demolish  all  existing  structures 
and  to  construct  a  building  58  ft.  front  by  28  ft.  in  depth, 
one  story,  and  13  ft.  6  in.  in  height,  of  class  3  construction’ 
to  house  an  office,  sale  of  accessories,  boiler  room,  lubri¬ 
torium,  auto  laundry  and  repairs  to  motor  vehicles;  that 
it  is  proposed  to  have  parking  and  storage  for  more  than 
five  (5)  motor  vehicles  on  the  unbuilt  portion  of  the  plot  • 
and  ^  ’ 

Whereas,  the  applicant  contends  that  the  gasoline  service 
|tatl9P  was  erected  under  Fire  Department  approved  plan 
aa9-22;  that  the  premises  are  described  as  beginning  at  a 
point  on  the  south  side  of  Grand  avenue,  distant  50  ft.  east 
from  the  corner  formed  by  the  intersection  of  Newtown 
road  and  Grand  avenue,  running  thence  50  ft.  west,  thence 
south  20  ft.,  thence  east  50  ft.  thence  north  20  ft.  to  point 
and  place  of  beginning;  that  the  additional  area  was  appar¬ 
ently  taken  and  used  without  filing  with  the  proper  authori¬ 
ties  as  the  property'  was  zoned  as  a  business  district  at  the 
time  and  has  not  been  changed  since  1916;  it  is  therefore 
requested  that  this  application  be  granted ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
\\  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7c 
and  section  7i,  of  the  zoning  resolution, 
t  ^solved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zone  resolution  and  that  the  application 
:  be  and  it  hereby  is  granted  under  sections  7c  and  7i,  to  permit 
the  existing  gasoline  station  to  be  extended  and  reconstructed 
'  substantially  as  proposed  and  as  indicated  on  plans  filed  with 
this  application  marked  “Received  November  26,  1946,”  4 
sheets,  on  condition  that  all  existing  buildings  and  uses  shall 
be  removed  from  the  premises  and  the  premises  shall  be 
leveled  substantially  to  the  grade  of  surrounding  streets; 
that  the  premises  shall  be  arranged  substantially  as  indi- 
rated  on  such  plans;  that  the  accessory  building  shall  be 
laced  with  face  brick  and  substantially  of  tbe  design  as 
indicated ;  that  in  all  other  respects  it  shall  comply  with 
that  requirements  of  the  Building  Code  therefor;  that  no 
cellar  shall  be  erected  under  such  building;  that  the  boiler 
room  shall  be  separated  from  the  balance  of  the  building  by 
fireproof  construction  and  enterable  only  from  the  exterior; 
that  along  the  lot  line  to  the  south  from  the  accessory  build¬ 
ing  to  41st  street  and  to  Newtown  road  there  shall  be  erected 
a  brick  wall  not  less  than  7  ft.  in  height ;  that  planting  shall 


be  maintained  where  indicated,  properly  protected  with  curbs 
not  less  than  6  in.  by  6  in.,  on  suitable  foundations;  that 

hnihHna  r  ^ I10t  ncarcr  tlian  ft*  from  the  street 
building  line  of  30th  avenue;  that  the  number  of  gasoline 

auks  shall  not  exceed  six ;  that  the  accessory  building  shall 
be  arranged  as  indicated  for  auto  laundry,  lubritorium  and 
office  and  accessory  sales  space;  that  the  lifts  in  the  lubri¬ 
torium  shall  be  of  the  pneumatic  type,  except  that  if  pits 
are  constructed  and  doors  are  installed  the  pits  shall  be 
ventilated  through  the  roof  by  means  of  a  duct  with  a 
blower  fan  at  the  bottom  of  the  pit;  that  where  not  covered 
by  accessory  building,  planting  or  pumps,  the  premises  shall 
be  surfaced  with  concrete  or  tarvia  or  other  suitable  reason¬ 
ably  impervious  paving;  that  curb  cuts  shall  be  restricted 
to  three  to  30th  avenue  not  exceed  20  ft.  in  width  each,  two 
cuib  cuts  may  also  be  constructed  to  Newtown  road  and  41st 
street  of  similar  width;  that  no  curb  cuts  shall  be  nearer 
than  5  it  to  either  street  line  as  extended;  that  at  the  inter¬ 
section  ot  Newtown  road  and  30th  avenue  and  also  Newtown 
road  and  41st  street  there  shall  be  a  block  of  concrete  not 
less  than  12  in.  in  height  extending  for  at  least  5  ft.  along 
either  street  building  line;  that  such  sections  may  be  seg¬ 
mental  in  shape;  that  signs  shall  be  restricted  to  a  perma¬ 
nent  sign  attached  to  the  facade  of  accessory  building  and  to 
illuminated  globes  of  pumps  excluding  all  roof  signs  and 
a!l  temporary  signs  but  permitting  the  erection  within  the 
building  line,  at  either  corner,  of  a  post  standard  for  sup¬ 
porting  a  sign  which  may  be  illuminated,  advertising  only 
the  brand  of  gasoline  on  sale  and  permitting  such  sign  to 
extend  beyond  the  building  line  for  a  distance  of  not  over 
j  it. ;  that  any  repairing  done  shall  be  entirely  within  the 
accessory  building  and  shall  consist  only  of  minor  repairs 
that  can  be  done  by  hand  tools  only,  excluding  all  fender 
and  chassis  and  other  heavy  repairs ;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  require ;  that  spaces  on  either  side  of  the  acces- 
soiy  building  may  be  occupied  for  parking  and  storage,  other 
than  the  cars  being  serviced,  on  condition  that  not  over  10 
cais  shall  be  so  parked  or  stored;  that  sidewalks  and  curbs 
shall  be  reconditioned  or  reconstructed  as  required  by  the 
jorough  Piesident ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 
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923-46-BZ 

APPLICANT— Ellis  L.  Lavine,  for  Dot  Mort  Holding 
cnnirr'^’  owner  (Rebecca  Schneider,  lessee). 
SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  D  area  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED — 35-45  Rutgers  street,  east  side, 
22  ft.  south  of  Madison  street  (Block  271,  Lots  26 
to  32,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Ellis  L.  Lavine  and  Jacob  Schneider 
For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACyO-N  OF  BOARD— Application  granted  on  condition. 

1  HE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (923-46-BZ) 

V  hereas,  Ellis  L.  Lavine  for  Dot  Mort  Holding  Corpora- 
lion  owner,  Rebecca  Schneider,  lessee,  filed  November  15 
1946,  an  application  under  section  7h  of  the  zoning  resolution’ 
to  permit  in  a  retail  use,  D  area  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  affecting 
premises  3a  to  45  Rutgers  street,  east  side,  22  ft.  south  of 
Madison  street  (Block  271,  Lots  26,  27,  28,  29,  30,  31,  32) 
Borough  of  Manhattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
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May  6  1947,  after  due  notice  by  publication  in  the  Bulletin, 
and  laid  over  to  May  27,  1947,  for  inspection  and  decision 

without  further  argument ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Rutgers  street  is  in  a  retail  use,  D  area  and 
Class  1  height  district;  Madison  street  is  in  a  retail  use, 
D  area  and  Class  1  height  district ;  and 

Whereas  the  decision  of  the  borough  superintendent, 
dated  March  14,  1947,  re  Alt.  Applic.  2188-46,  reads: 

“1  The  use  of  a  lot  in  a  retail  use  district  for  parking 
and  storage  of  more  than  five  (5)  cars  is  not  permitted 
by  Sect.  4-A  and  4a-l5  of  the  Zoning  Resolution. 

2.  The  occupancy  of  the  entire  area  of  the  lot  for 
parking  and  storage  in  “D”  area  district  is  not  permitted. 
Sect.  14,  Zoning  Resolution.” 


and 


Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  153  ft.  1  in.  frontage  by  104  ft.  6  in.  and  53  ft.  9  in. 
in  depth,  irregular,  at  present  used  illegally  as  a  parking  lot ; 
that  there  is  an  office  8  ft.  6  in.  Iront  by  8  ft.  in  depth,  one 
story,  8  ft.  in  height,  of  Class  4  construction ;  and 

Whereas,  the  applicant  contends  that  the  City  Planning 
Commission  changed  the  zoning  of  this  entire  plot  on  March 
1  1939  from  a  business  us,  B  area,  \l/2  height  district  to  a 
retail  use,  D  area,  1  height  district ;  that  in  1934  there  was 
demolished  on  Lots  26-27  (35-37  Rutgers  street)  two  front 
and  two  rear  buildings;  that  these  were  old  law  tenements; 
that  they  had  numerous  violations  of  the  Tenement  House 
Law;  that  at  the  same  time  there  was  demolished  on  Lot  28 
(39  Rutgers  street)  a  motion  picture  theater  building  that 
had  been  vacant  for  a  considerable  time ;  that  shortly  after 
these  buildings  were  demolished  the  owners  of  these  lots 
leased  them  for  the  purpose  of  storage_  and  parking  of  more 
than  five  motor  vehicles;  that  in  1935  the  Borough  Presi¬ 
dent’s  office  requested  that  the  lessee  of  this  parking  lot 
obtain  a  curb  cut  permit  to  allow  the  motor  vehicles  to  cross 
the  sidewalk;  that  such  a  permit  (No.  M-55767 — issued 
4/18/35),  was  obtained,  a  photostat  copy  of  which  is  sub¬ 
mitted  with  this  application ;  that  “application  for  the  in¬ 
stallation  of  drop  curbs”  of  the  Department  of  Buildings 
under  which  the  curb  cut  permit  was  issued  apparently  was 
approved  by  the  office  of  the  Commissioner  of  Buddings  in 
1935;  that  this  application  stated  that  this  plot,  (35-37  Rut¬ 
gers  street)  was  proposed  to  be  used  for  the  parking  of  auto¬ 
mobiles;  that  the  copy  of  letter  from  the  President  of 
Borough  of  Manhattan,  dated  April  15,  1935,  approves  the 
use  of  these  premises  for  a  parking  station  “in  view  of  the 
decision  of  the  Court  of  Appeals”;  that  based  on  these 
approvals,  the  lessee  considered  that  it  had  a  legal  right  to 
occupy  the  premises  for  the  parking  and  storage  of  more 
than  five  motor  vehicles;  that  in  1936  the  three  old  law  tene¬ 
ments  on  Lots  30-31-32  (41-45  Rutgers  st.)  were  demolished 
and  shortly  thereafter  these  lots  were  leased  to  the  lessee  of 
Lots  26-27-28 ;  that  the  lessee  then  continued  to  occupy  the 
entire  plot  35  to  45  Rutgers  street  as  one  storage  and  parking 
lot ;  that  these  premises  are  located  in  a  highly  congested 
area  where  motor  vehicle  traffic  is  heavy;  that  there  are 
several  franchise  bus  lines  that  use  adjacent  streets;  that 
this  parking  lot  has  served  to  relieve  this  congestion  for  the 
past  10  years  and  if  it  were  now  to  be  closed  it  would  cause 
a  further  congestion  in  the  adjacent  neighborhood;  that  this 
would  cause  an  additional  hindrance  to  the  Fire  and  Police 
Department  emergency  vehicles  responding  to  emergencies 
in  the  neighborhood ;  that  the  present  premises  has  been 
graded  to  drain  to  the  street  and  has  been  surfaced  with  hard 
material  well  tamped  so  as  to  prevent  dust ;  that  a  wire  fence 
encloses  the  entire  frontage  except  for  driveway  entrance 
and  all  parts  of  the  enclosing  lot  line  not  protected  by  ad¬ 
jacent  buildings  have  a  wire  fence  along  same;  that  the 
present  owners  purchased  Lots  28  through  32  in  June,  1945, 
for  the  purpose  of  erecting  a  new  building  that  would  con¬ 
form  with  zoning  regulations ;  that  at  that  time  there  were 
no  Governmental  restrictions  on  building  construction ;  that 
in  April,  1946,  they  bought  the  adjacent  Lots  26  and  27  and 
they  were  unable  to  build  on  account  of  governmental  re¬ 
strictions  placed  against  construction ;  that  the  present  lessee 


has  operated  this  storage  and  parking  lot  for  several  years; 
having  had  a  lease  from  prior  owner ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7h  of 
the  zoning  resolution. 

Resolved,  that  the  Board. of  Standards  and  Appeals  does 
hereby  wake  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zone  resolution  and  that  the  application  be 
and  it  hereby  is  (/ranted  under  section  7h,  for  a  term  of  two 
(2)  years  to  permit  the  plot,  as  proposed  and  as  indicated 
on  plans  filed  with  this  application  marked  “Received  No¬ 
vember  15,  1946,”  3  sheets,  to  be  occupied  for  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  the  plot  shall  be  leveled  substantially  to  the  grade  of 
Rutgers  street  and  shall  be  surfaced  with  clean  gravel,  steam 
cinders  or  other  suitable  material  treated  with  a  hinder  and 
properly  rolled  and  graded  so  as  to  provide  surface  drainage; 
that  on  the  interior  lot  lines  where  the  walls  of  adjoining 
buildings  do  not  occur  there  shall  he  erected  a  new  substan¬ 
tial  woven  wire  fence  of  the  chain  link  type  with  anchored  , 
steel  posts  to  a  height  of  not  less  than  6  ft. ;  that  a  similar 
fence  shall  be  erected  along  the  street  building  line  except 
for  one  entrance  to  Rutgers  street  not  over  15  ft.  in  width; 
that  the  curb  cut  opposite  may  be  of  similar  width;  that  dur¬ 
ing  the  term  of  this  variance  the  premises  shall  he  occupied  • 
for  no  other  use  and  no  building  shall  he  erected  thereon  , 
except  there  may  he  a  building  erected  near  the  entrance  as 
an  office  and  shelter  for  the  attendant,  permitting  such  build¬ 
ing  to  he  frame,  not  over  one  story  in  height  and  not  over 
100  sq.  ft.  in  area ;  that  along  interior  lot  lines  where  walls  1 
of  buildings  occur  proper  bumpers  shall  be  installed  for  the 
protection  of  such  walls ;  that  similar  bumpers  shall  also  he 
provided  to  protect  the  fences ;  that  signs  shall  be  restricted 
to  one  sign  attached  to  the  fence  near  the  entrance,  not  over  • 
15  sq.  ft.  in  area,  not  extending  beyond  the  building  line  and 
not  illuminated,  advertising  only  the  parking  and  storage  and 
rates  charged ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress ;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


990-46-BZ 


APPLICANT — Abraham  Daniels,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  F  area  district,  the 
alteration  to  existing  building  without  required  side 
yards. 

PREMISES  AFFECTED— 35-15  to  35-17  222nd  street,  east 
side,  304  ft.  north  of  3/th  avenue  (Block  6192,  Lot 
16),  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  A.  Daniels. 

For  Opposition:  John  Flyn,  Mrs.  James  J.  Corbett, 
R.  W.  Farel  and  S.  A.  Alter. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (990-46-BZ) 

Whereas,  Abraham  Daniels,  owner,  filed  December  12, 
1946,  an  application  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  F  area  district,  the  altera¬ 
tion  of  existing  building  without  required  side  yards,  affect¬ 
ing  premises  35-15  to  35-17  222nd  street,  east  side,  304  ft. 
north  of  37th  avenue  (Block  6192,  Lot  16),  Bayside,  Borough 
of  Queens ;  and 
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.),)VifEK^SV  VUll,l>ic  bearinS  was  held  on  this  application  bv 

M  u  27  ?947  !SndaHrds  and  a*  reguhr  meeting^ 

Ala>  27,  194/,  after  due  notice  by  publication  in  the  Bulletin; 

maps  accomPanying  the  zoning  reso¬ 
lution  show  that  222nd  street  and  37th  avenue  are  in  a  re«i- 

eme  pSe’  F  area  clas.s  V*  height  district;  and 

Decemb?r  l’l  hl94?,S10nA0H  thf  bo.rouSh  superintendent  dated 
reads:  1946  Alt  Applications  3130  and  3131-46 

k1  «.N W of  zoni?4e  S!S° be  erec,ed  011  one 

Re's'”  SldC  >ardS  t0  be  provided  as  Per  sec.  16  of  Zoning 

and 

a  S^S'fthefrl!EliCant>.Stal,e,l,l;a'  !he  praises  consist  of 
1  p‘0t;  ft;  frontage  by  346  ft.  in  depth,  on  which  is 

^/astoriesU30dlftgi58lft:  )\  m  J\ont  ^  32  ft-  H  in.  in  depth, 
.,^t0neS’  r  in.,iei?bt*  ?f  class  d  construction,  presently 
sed  as  a  one  family  dwelling  (eleven  rooms)  -  that  it  is 

initfseJarated^r1  tbe.one.  family  dwelling  to  two  family 
units  separated  b>  an  8  in.  cinder  concrete  block  party  wall 

creating  four  modern  apartments ;  and  y 

\\  hereas  the  applicant  contends  that  since  1930  the  dwell- 

>ng  has  not  been  occupied  except  for  the  past  few  yearTby 

™ber  fWth°  llves,in  a  Part  of  the  building  and  since 

entirely3  thaTffi/T  Ir  Ve  a,ccru.ed  and  were  recently  paid 
entirety  ,  that  the  dwelling,  despite  all  efforts  of  sale  has 

been  idle  for  16  years  and  off  the  city  tax  rolls  as  an  income 
producing  unit ;  that  such  is  the  evidence  of  the  very  practical 
difficulties  presented  by  the  property;  tLt  a  sur^e?  and 
analysis  discloses  the  proposed  changes  to  be  the  most  prac¬ 
tical  and  advantageous  use  to  which  the  property  could  be 

unnecessary3  liar d shin 1  if  ^  applicat,ion  would  result  in  an 
unnecessary  hardship  because  no  other  sound  use  of  the 

property  has  been  found  and  denial  would  result  in  the 

demolition  of  an  excellent  building  which  can  be  readilv 

modernized  and  converted  into  a  serviceable  and  desirable 

neeS^t’harthe  ’ apartments  which  now  are  so  desperately 
needed,  that  the  building  in  its  present  condition  can  not  be 

used  profitably  and  would  continue  a  burden  •  that  the  neffih 

bonngarea  would  be  appreciably  improvedby  the  cfeSfei 

sufcSte  9  deemed  ‘hat  ,he  aPPl;cant  failed  to 

bUDStantiate  a  basis  to  warrant  exercise  of  discretion  to 

?rant  under  section  21  of  the  zoning  resolution  as  to  area 

“actiC  difficub  not.entitled  to  relief  ft  the  grounds  of 
ractical  difficulty  and  unnecessary  hardship. 

lafd^Defember  if  fSf  h"  °f  b,orough  superintendent, 

w  1,  CC  v  e  ■  11(,  1946>  be  and  hereby  is  affirmed  and 
hat  the  application  be  and  it  hereby  is  denied.  mnnea  and 


014-46-BZ 

APPLICANT  Nathmiie1  C.  Saxe,  for  Oceanic  Lumber 

ITRTPrS?rPA  °Yner  (Dason  Equipment  Corp.,  lessee). 
-UBJLCT  Apphcation  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoningS?esoTutiin 

wcumTirvTr  a  residenc^  use  district,  the  change  in 
occupancy  from  garage  for  more  than  five  (5)  motor 

ffiftsWnrf  fWO°d?rk,ng  shop  (manufacturing  cab¬ 
inets;  tor  a  term  of  years. 

REMISES  AFFECTED  1537  Bergen  street,  north  side, 

78)  ftSgh  ?fChBnrooWynaVenUe  ^  L°' 

PPEARANCES — 

E°r  Applicant:  Nathaniel  C.  Saxe. 

Por  Opposition :  None. 

F°r  niStra^°D  £aniuel  L-  Becker,  Dep’t  of 
of°EduoiBon.  Build‘ngs  and  J-  Saunders,  Board 

HE1  VOm-BOARD~ApPliCati°n  granted  0,1  condition. 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative1-  ^  Kle,nert  and  DePuty  Chief  Guinee  4 
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1  HE  RESOLUTION  (1014-46-BZ) 

to  permit  in  a  residence  use  d  strict  "Ing  resoIut,on- 

from  garage  for  more  ffi™  ’  6  chan,ge  111  occupancy 

thc%Ho™AoTstetdHrdsraa9dSAWaS  llldd  0n  'his  al)Phcation  by 
April  22  1947  after  >  '  r  Appeals,  at  its  regular  meeting, 

and  laid ’over  to  May  13  mTand  May^’Tw  ‘fC  Bfulle^in> 
consideration;  and  May  27,  1947,  for  further 

lutffin  show’thm  Bergen  "TreeHrS^Td  ^  zoninS  reso‘ 

DeceS“I; 

within  Proposed  change  of  use  to  woodworking  shop 
l0?%d  in  a  residcnce  use  diS 
and  65  Art  Sec-  3,  Zoning  Resolutions.” 

Mmsmm 

^ore.  mere  would  be  no  disturbance  to  surrounding  premises ; 
in  S’  the  ?oar,d  deemed  that  this  was  a  proper  case 

ILt^rlsoS'  *°  «“"*  ™d-  ■&£  7eCaol 

feSh.'oTa^'ttat'S'h'  b“iW^  ■ “'bertangeii  in 
eitfir  buiWinl  SSS 

direct,  thffi  the  spray  booth  and  the  enclosure  shall  be  con 
«ivededM«S23ntiw -”S  ,hha°,Wrt,  °"  revised,  I>Ia"  i"a*ed  “Rei 

thereon^showrf'  shaff  be  ^rranged^scPthat  when^opened^he 
door  ,s  against  the  wall ;  that  the  spraying  equipmeffi  shall 
comply  with  the  requirements  of  the  Rules  ^of  the  Board 

m,ffit°chLl  hat  tH^  Paint  storage  cabinet  and  the  storage  of 
?nd  t  hft  be  maintained  in  accordance  with  the  requirement 
and  to  the  satisfaction  of  the  fire  commissioner  •  that  ffi  all 
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288-47-BZ 

APPLICANT— Paul  Friedman,  for  Habrich  Realty  Corp. 

and  Edna  M.  Went,  owners  (F.  &  M.  Habrich,  Inc., 
lessee) . 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
extension  of  existing  building  and  the  conversion 
of  the  use  of  premises  from  automobile  show-room, 
auto  laundry  and  vacant  land,  to  automobile  show¬ 
room,  auto  laundry,  repair  shop,  lubritorium,  out¬ 
door  sale  and  display  of  more  than  five  (5)  motor 
vehicles,  and  the  parking  of  more  than  five  (5) 
motor  vehicles,  for  patrons  and  employees,  no  xee  to 
be  charged 

PREMISES  AFFECTED— 138-18  to  138-30  101st  avenue, 
south  side,  158  ft.  7  in.  east  of  Remington  street 
(Block  10018,  Lots  7,  9,  11  and  12),  Jamaica, 
Borough  of  Queens. 

APPEARANCES—  .  ,  ,  ..  „  .  .  , 

For  Applicant:  Paul  Friedman  and  Max  Habrich. 

For  Opposition:  George  \akalis.  ,  . 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  w  J  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  u 

THE  RESOLUTION  (288-47-BZ) 

Whereas,  Paul  Friedman,  for  Habrich  Realty  f  'JPv 
Edna  M.  Went,  owner;  F.  &  M.  Habrich,  Inc.,  lessee,  filed 
April  1,  1947,  an  application  under  sections  7e  and  7i  of  the 
zoning  ’resolution,  to  permit  in  a  business  use  district,  the 
extension  of  existing  building  and  the  conversion  of  the  use 
of  premises  from  automobile  showroom,  auto  laundry  and 
vacant  land  to  automobile  showroom,  auto  laundry,  repair 
shop,  lubritorium,  outdoor  sales  and  display  of  more  than 
five  (5)  motor  vehicles  and  the  parking  of  more  than  five 
(5)  motor  vehicles  for  patrons  and  employees;  no  fee  to 
be  charged,  affecting  premises  138-18  to  138-30  101st  avenue, 
south  side,  158  ft.  7  in.  east  of  Remington  street  (Block 
10018,  lots  7,  9,  11  and  12),  Jamaica,  Borough  of  Queens; 

'^Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
May  27,  1947,  after  due  notice  by  publication  in  the  Bulletin ; 

and  .  . 

Whereas,  the  district  maps  accompanying  the  zoning- 
resolution  show  that  101st  avenue  is  in  a  business  use,  D 
area  and  Class  1  height  district;  Remington  street  is  in 
residence  and  business  use.  D  area  and  Class  1  height  dis¬ 
tricts;  and  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  6,  1947,  re  Alt.  Applic.  432-47,  reads : 

“1.  The  enlargement  of  a  building  located  in  a  busi¬ 
ness  zone,  relative  to  the  conversion  of  the  use  of  the 
premises  from  ‘Automobile  show  room  and  auto  laundry, 
and  vacant  land’,  to  ‘automobile  showroom,  limited  re¬ 
pair  shop,  auto  laundry,  lubritorium,  outdoor  display  and 
sale  of  more  than  five  motor  vehicles,  and  free  parking 
of  more  than  5  motor  vehicles  for  patrons  and  em¬ 
ployees,  is  contrary  to  Article  2,  sec.  4a,  subsections  15, 
29  and  46  of  the  Zoning  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  200  ft.  front  by  100  ft.  in  depth,  on  which  is  located 
a  building  50  ft.  front  by  100  ft.  in  depth,  one  story,  15  ft. 
in  height,  of  Class  3  construction  (lot  9)  ;  there  is  also  an 
auto  laundry  adjoining  show  room  (lot  9)  ;  (lots  7  and  11 
are  vacant)  ;  Lot  11  is  enclosed  with  a  wire  fence  formerly 
used  as  an  outdoor  sale  of  used  cars ;  that  formerly  the  plot 
was  granted  under  Cal.  390-41-BZ  was  known  as  Lot  11  (now 
lots  11  and  12) ;  and  _  . 

Whereas,  the  applicant  contends  that  the  proposed  limited 
repair  shop  at  rear  of  building  now  occupied  as  automobile 


showroom  was  previously  occupied  by  permission  of  the 
Board  as  a  machine  shop  for  manufacturing  aeroplane  parts 
during  the  term  of  the  War  Emergency ;  it  is  proposed  now 
to  use  this  portion  of  premises  as  a  limited  repair  shop,  i.c., 
for  the  installation  of  automobile  accessories  and  condition¬ 
ing  cars  for  delivery  (no  painting,  no  body  work  and  no 
heavy  repairs),  without  any  structural  alteration,  that  no 
structural  changes  are  proposed  for  Lots  9,  11  and  12;  the 
only  structural  change  is  the  construction  of  the  proposed 
lubritorium  on  Lot  7 ;  that  the  provision  for  free  parking  of 
automobiles  for  patrons  and  employees  of  h.  &  M.  Habrich, 
Inc.  will  benefit  the  neighborhood  by  providing  off-street 
parking  facilities;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  is  a  proper  case  in 
which  to  grant  a  variance  under  sections  7e  and  7i  of  the 

zoning  resolution.  „  ,  .  .  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be' and  it  hereby  is  granted  under  sections  7e  and  7i  thereof 
for  a  term  of  ten  (10)  years,  to  permit  the  premises  to  be 
occupied  as  proposed  and  as  indicated  on  plans  hied  with 
this  application,  marked  ‘‘Received  April  1,  1947”  (4  sheets), 
on  condition  that  the  existing  buildings  on  the  premises  shall 
not  be  increased  in  height  or  area;  that  the  pioposed  building 
shall  be  of  the  size  indicated  thereon,  meeting  the  require¬ 
ments  of  the  Building  Code  in  all  respects ,  that  the  greasing  j 
equipment  shall  be  of  the  hydraulic  lift  type,  that  where 
not  covered  by  existing  and  proposed  buildings,  the  balance 
of  the  area  shall  be  surfaced  with  concrete,  as  shown,  and 
elsewhere  surfaced  with  steam  cinders  rolled  and  treated 
with  an  asphalt  binder  to  provide  a  reasonably  impervious 
surface  and  to  furnish  surface  drainage;  that  along  the 
building  line  where  walls  of  existing  building  do  not  occur, 
there  shall  be  constructed  and  maintained  a  woven  wire 
fence  of  the  chain  link  type  where  indicated  with  not  more 
than  two  openings  therein  to  street  as  to  lots  11  and  12  and 
as  to  lot  7,  a  similar  fence  shall  be  erected  with  not  more 
than  one  opening  to  street  as  indicated ;  that  a  similar  fence 
not  less  than  8  feet  in  height,  shall  also,  be  constructed  along 
the  interior  lot  line  to  the  west  and  along  the  rear  line  and 
lot  line  to  the  east,  where  walls  of  adjacent  buildings  do  not 
occur ;  that  the  parking  and  storage  and  sale  of  cars  shall 
be  as  proposed ;  that  no  parking  or  storage  for  fees  shall  be 
permitted;  that  signs  shall  be  restricted  to  such  signs  as, 
permitted  under  the  zoning  resolution,  not  extending  bejond  , 
the  street  building  line;  that  curb  cuts  shall  be  restricted  to 
three,  as  shown,  each  12  feet  in  width;  that  a  door  not  over 
3  feet  in  width  may  be  constructed  in  the  westerly  wall  ot 
the  existing  building  into  the  proposed  building  to  be  used 
as  a  lubritorium,  provided  such  door  is  a  fireproof,  selt- 
closing  door;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution. 


324-47-BZ 

APPLICANT— William  R.  Shirley,  for  Rose  Micheline 
owner  (Ralph  Turnbull,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  and  local  retail  use  district, 
a  retail  rental  laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 4  Bedford  street,  east  side,  184 
ft.  11^4  in.  south  of  Downing  street  (Block  52/, 
Lot  2),  Borough  of  Manhattan. 

APPEARANCES—  ^  oi  .  , 

For  Applicant :  William  R.  Shirley. 

For  Opposition :  None.  ,  ,, 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

THE  RESOLUTION  (324-47-BZ) 

Whereas,  William  R  Shirley  for  Rose  Micheline,  owner, 
Ralph  Turnbull,  lessee,  filed  April  14,  1947,  an  application 
under  section  /e  of  the  zoning  resolution,  to  permit^  ‘resi¬ 
dence  and  local  retail  use  districts,  a  retail  rental  laundry  for 

ea^™idef  affectl.n8  Premises  4  Bedford  street, 

§7  11/2  (n\,SOU,th  °{  DowninS  street  (Block 

5^7,  Dot  2),  Borough  of  Manhattan;  and 

Whereas  a  public  hearing  was  held  on  this  application  by 

27 r<lQ47  Stfa"(la,rds  and  APPeals,  at  its  regular  meeting, 

an?  21 '  1947’  af  Cr  dUC  n°tlCe  by  publication  in  the  Bulletin ; 

\\  hereas,  the  district  maps  accompanying  the  zoning  reso- 

?ld£5r‘l  ?‘«et  is  in  a  residence  usTb  area 
ind  Class  l/2  height  district  and  Downing  street  is  in  resi- 
lence^ and  local  retail  use,  B  area  and  Class  1^  height  dis- 
ricis  j  ana 

deCAS1,?n  ?f  tre  ™ougi'  superintendent,  dated 
March  27,  1947,  re  Alt.  Apphc.  508-47  reads: 

•  L  Change  of  use  from  store  to  retail  rental  laundry 

T  a  neScdenC2  and  ocal  retad  district  is  contrary  to 
Ait.  li,  bee.  3  zoning  resolution. 

district”’"’  P°rtion  of  structure  is  in  a  local  retail 

,nd 

fhC  f^icant  states  that  the  premises  consist  of 
plot  22  ft.  irontage  b>-  97  ft.  in  depth,  irregular,  on  which 
located  a  building  22  ft.  front  by  41  ft.  in  depth,  4  stories, 

-  ft.  in  height,  presentl}-  used  as  store,  apartments  (Class  A 

r iiSall^  iTfg>  °W  Law  ;  that  it  is  iroposel 

)  install  20  self-service  automatic  washing  machines  as  ao- 

roved  unrier  Cal.  136-46-SA ;  that  the  machines  wdl  be 

lounted  on  a  platform  to  eliminate  vibration  and  sound- 

)d -handWatCr  W*  be  supphed  from  an  oiI  heater  and  copper 

P16  P^emises  were  recently  inspected  by  a  com- 

Bcdicrd  sTree'"  “nr'''0"  " l0' 

wSrhEfn’  the  Board  deemed  that  this  was  a  proper  case 
rdon  7  tof<;fercis<?  lts  discretion  to  grant  a  variance  under 
etion  /e  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 

111  the,  appHcation  of  the  use.  district 
^and^fi0  hprpt!he-  zonin8  resolution  and  that  the  application 
-rn  nf  .  h  nbn\  1S  9ranted  under  section  7e  thereof  for  a 
•  m  of  ten  (10)  years,  to  permit  the  premises  to  be  occu- 

A  3  laVndry  equipped  with  individual  wash- 

,  machines  that  such  washing  machines  shall  be  of  the 
3e  approved  by  the  Board  under  Cal.  #  136-46-SA-  that 
t  more  than  twenty  (20)  such  machines  shall  be  installed 
it  no  washing  or  other  laundry  work  shall  be  done  on  the 

!e  fir!  fKV”  the  7?achmes  as  proposed;  that  such  port- 
le  fire-fighting  appliances  shall  be  installed  as  the  fire 
nmissioner  shall  direct;  that  in  all  other  respects  the 
Swd  oc.c.uparicy  sha!1  comply  with  all  laws,  rules  and 

dl  hp  nhi  aPPJCab!,e  t,,ierct0. :  and  that  all  permits  required 
c  i  tamed  and  all  work  involved  completed  within  six 
■nths  from  the  date  of  this  resolution. 


APPEARANCES— 

hor  Apphcant:  Randolph  M.  Smith,  Thomas  O’R 
~  GAal,la?her’  Jj-  and  Thomas  O’R.  Gallagher,  Sr.' 
hor  Administration :  Samuel  L.  Becker,  Dep’t  of 
,r„,rA..  Housing  and  Buildings. 

C  10  w  AFMB?AKfDT7Laid  ov7  to  June  17>  1947  at 

A.  M.  tor  further  consideration. 


’PEALS  FROM  ADMINISTRATIVE  DECISIONS 

47-A 

’PLIANT— Randolph  M.  Smith,  for  Thomas  O’Rourke 
tjallagher,  owner. 

BJES7entPPeaI  fr0m  a  decision  of  the  borough  superin- 

EMISES  AFFECTED-205-32  99th  avenue,  south  side, 

108  / f  t  foe  a°  7  *Tan^s  Lewis  boulevard  (Block 
108.  3,  Lot  25),  Hollis,  Borough  of  Queens. 


56-47-A 

snRTFrTNl~FTnrk  Scifo>  owner- 

bUbJLCi  Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 2446  3rd  avenue,  north  side,  20 
Tft:,f of  East  134th  street  (Block  2317, 

appearances-54)'  Borough  o£  The  Bronx' 

For  Applicant:  Alan  G.  Trebach  and  Frank  Scifo 

ACTION°OF  BOARr)10nT:  -5*  A'  Meyerf  Fire  De^ 

AU11UW  OP  BOARD— Laid  over  to  June  17,  1947  at 

-!!a  1  a  •  •  in.sPectl°u  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


262-47-A 

bnRTRrmN  B~Antonio  Giordano,  owner. 
oUBJ EC i  Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREM'ddeS  AFF,ECT?Drl33  Courtlandt  avenue,  west 
side,  2n0  ft.  north  of  East  162nd  street  (Block  2409 

APPEA^SNCESnJ93)'  BOr°,lgh  °f  The 

For  Applicant :  None. 

ACTION °0 FdTTnnARrnti0Tn -7'  A'  Meyer-  Fire  Dep’t. 

‘  Li  U\  ^  BGARD-La]d  over  to  June  17,  1947  at  10 
A.  At.  No  appearance  for  applicant. 


376-47-A 

ARPLIGANT— Metropolitan  Cork  Co.,  owner. 
bUbJECi  Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 324-334  Ellery  street,  east  side, 
Lot  til  Roh  °£  Br0,ad»a>’  (1st  floor) ;  (Block  3133, 

appearances- °l,gh  o£  Brook,yn' 

For  Applicant :  H.  P.  Wexlin. 

VTTON  nftnfpn0!  .?■  A-  Meyer-  Fire  Dep’t. 

ACi  ION  OF  BOARD— Laid  over  to  June  17,  1947*  at 

tmd  for  decS  "  y  Comralttee  °f  th<=  Board 


332-47-A 

^GANF~AbJahani  Daniels>  owner. 

U  ‘  tindentAPPCa  fr°m  3  decision  of  the  borough  superin- 
PREAHSES  AFFECTED-35-15  to  35-17  222nd  street,  east 
i30iio?-TnOrJT°t  37th  avenue  (3rd  floor); 
APPEARANCES—  LOt  6  ’  Bayside’  Borough  of  Queens. 
For  Applicant :  A.  Daniels. 

F°r  p)pwST0n  J°bn  Flyn,  Mrs.  Janies  J.  Corbett 
R.  W.  Farel  and  S.  A.  Alter. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

TOE  VOTE  TO  GRAiT- al  de"ied' 

Affirmative :  .  « 

Negative :  '  Chairman  Murdock,*  *  Comniissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (332-47-A) 

W  hereas,  Abraham  Daniels,  owner,  filed  April  8  1947 
an  appeal  from  a  decision  of  the  borough  superintendent’ 
affecting  premises  35-15  to  37-17  222nd  street^  east  IS  S 
ft.  north  of  37th  avenue  (Block  619?  Lot’  161  R-iv’-tri 
Borough  of  Queens ;  and  Ba3i,de. 


627 


MINUTES 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  11,  1946,  on  Alt.  Applic.  3130  and  3131-46, 

reads :  ,  .  r 

“3.  It  is  unlawful  to  use  more  than  two  stories  for 
living  quarters  in  a  two-family  frame  building,  sec. 
8.7.2.1,  Bldg.  Code.” 

Whereas,  the  applicant  states  that  the  building  is  2x/2 
stories,  30  feet,  in  height,  58  ft.  11  in.  by  32  ft.  11  in.  in  area, 
Class  4  construction,  erected  in  1910,  located  in  residence 
use,  F  area,  Class  y2  height  district ;  used  and  occupied  since 
1910:  Cellar,  heating  plant  and  laundry;  1st  iloor,  living 
room,  kitchen,  bath,  dining  room,  bedroom;  2nd  floor,  4 
bedrooms;  3d  floor,  2  bedrooms;  proposed  to  be  used  and 
occupied :  Cellar,  same ;  1st  floor,  2  living  rooms,  2  kitchens, 
2  bedrooms  and  2  baths;  2nd  floor,  2  living  rooms,  2  bed¬ 
rooms,  2  kitchens,  2  bedrooms  and  2  baths ;  3d  floor,  2  bed¬ 
rooms  and  2  baths;  that  the  building  is  equipped  with  two 
interior  wood  stairs,  42  in.  and  30  in.  wide,  enclosed  in  par¬ 
titions  of  plaster  and  wood,  equipped  with  wood  doors  which 
are  not  self-closing;  stairs  lead  directly  to  street;  and 

Whereas,  the  applicant  contends  that  the  building  con¬ 
tains  seven  bedrooms  which  have  always  been  used  as  such ; 
that  after  the  proposed  alteration,  the  building  will  consist 
of  two  2-family  units,  having  only  6  rooms  to  be  used  as 
bedrooms,  two  of  which  are  the  same  two  bedrooms  now  in 
use  and  existence  since  1910  on  the  3d  floor  of  the  present 
building;  that  after  the  alteration  is  completed  there  will  be 
less  sleeping  facilities  than  at  present ;  that  the  use  of  the  3d 
floor  is  to  continue  in  the  same  manner  as  since  1910 ;  that 
the  sole  purpose  of  this  appeal  is  to  permit  the  continuance 
of  the  use  of  3d  floor  identically  as  since  its  erection  and  as 
part  of  the  proposed  2nd  floor  unit. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  December  11,  1946,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied  (see  990-46-BZ). 


334-47-A 

APPLICANT — Afta  Solvents  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioners 
re  use  of  words  “Safe”  or  “Non-explosive”  on  labels 
on  containers  in  connection  with  sale  of  combustible 
mixture  known  as  “Afta”  Cleaning  Fluid. 
APPEARANCES— 

For  Applicant :  Murray  B.  Hillman  and  Harold 
Sigmud. 

For  Administration :  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (334-47-A) 

Whereas,  Afta  Solvents  Corporation,  owner,  filed  April 
16,  1947  an  appeal  from  an  order  of  the  fire  commissioner, 
relating  to  the  labeling  of  inflammable  or  combustible  mix¬ 
tures  packaged  by  the  applicant  at  460-470  West  128th  street, 
Borough  of  Manhattan ;  and 

.  Whereas,  Order  51266-LC  issued  by  the  fire  commissioner 
March  18,  1947  reads : 

“1.  Discontinue  the  use  of  the  words  ‘SAFE’  or 
‘NON-EXPLOSIVE’  on  labels  in  connection  with  in¬ 
flammable  or  combustible  mixtures  manufactured  or 
sold  in  this  city.” 

and 

Whereas,  the  applicant  states  that  since  1928,  permits 
have  been  issued  by  the  fire  commissioner  for  the  manufac¬ 
ture  of  Afta,  a  fabric  and  leather  cleaner  bearing  a  label 
reading  in  part,  “Caution :  Combustible  mixture  but  non¬ 
explosive.  Do  not  use  near  fire  or  flame;”  and 

Whereas,  the  applicant  contends  that  the  terms  “non¬ 
explosive”  and  “safe”  are  justifiably  applied  to  AFTA  fabric 
cleaner;  that  Afta  will  not  ignite  much  less  explode  at  room 
temperature  when  ordinary  flame  is  applied  to  it ;  that  there 


is  no  inflammable  vapor  emitted  from  a  can  or  bottle  con¬ 
taining  Afta;  that  the  safety  conditions  of  Afta  fabric 
cleaner  are  stabilized  by  use  of  a  binder  which  holds  in¬ 
gredients  in  stable  mixture;  that  the  deflaming  agents  con¬ 
sist  of  carbon  tetrachloride  and  trichorethylene ;  that  these 
ingredients  make  the  mixture  non-inflammable  and  with  the 
aid  of  a  binder  keep  them  non-inflammable  throughout  their 
evaporation  range;  that  for  more  than  18  years  the  fire 
department  has  issued  permits  and  has  repeatedly  picked  up 
samples  of  the  product  for  examination  and  taken  samples 
of  labels;  that  their  approval  has  been  indicated  by  repeated 
renewals  of  permits ;  and  > 

Whereas,  the  applicant  requests  that  the  Board,  in  the 
event  it  deems  the  words  “non-explosive”  and  “safe”  should 
he  deleted  from  the  labels  and  cans,  grant  sufficient  time  in 
which  to  use  up  the  lithographed  cans  and  labels  now  on  hand ; 
that  at  the  present  time  it  has  on  hand  10,000-quart,  5,000_gal- 
lon  lithographed  cans  and  60,0(30  3  oz.,  50,000  /2  pt.  and  5,000 
pint  labels,  which  cans  and  labels  in  the  normal  course  of  busi¬ 
ness  would  be  used  in  18  months ;  that  it  is  necessary  econom¬ 
ically  to  order  labeled  and  lithographed  cans  in  long  runs 
and  all  supplies  were  replenished  in  the  latter  part  of  1946; 
that  it  is  impractical  to  alter  the  cans  and  labels  in  stock 
and  the  inventory  of  such  containers  and  labels  has  a  value 
of  $3,000;  that  in  addition,  lithographed-on-metal  cans  are 
difficult  to  obtain  at  any  price  at  this  time. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  as 
to  Order  #51266-LC  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
labels,  as  stated,  shall  be  discontinued  not  later  than  the 
date  of  expiration  of  the  present  permit,  expiring  October 
17,  1947;  that  any  new  cans  received  and  all  cans  used  in 
New  York  City  after  such  date  of  October  17,  1947,  shall 
comply  with  all  requirements  of  the  Administrative  Code 
and  the  regulations  of  the  Fire  Commissioner  as  to  labels. 


MATERIALS  SUBMITTED  FOR  APPROVAL 


346-40-SM 


APPLICANT— Warner  Company,  owner.  J 

SUBJECT— Super  Limoid  (Hydrated  Lime),  approval  ot. 
APPEARANCES— 


For  Applicant:  Paul  L.  Bock.  .• 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . ® 


THE  RESOLUTION  (346-40-SM) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 


REPORT  OF  COMMITTEE  ON  TEST 

Re:  Cal.  No.  346-40-SM  April  12,  1947. 

Subject:  Super  Limoid  (Hydrated  Lime) — approval  ot. 

The  Warner  Company,  owner,  filed  on  April  5,  1940, 
an  application  for  approval  of  Super  Limoid  Hydrated 
Lime,  pursuant  to  the  requirements  of  Section  C26- 
191. 0.a,  as  required  by  Section  C26-I78.0.b  of  the  Ad¬ 
ministrative  Code  for  use  in  New  York  City,  as  meeting 
the  requirements  of  C26-312.01)  of  the  Administrative 
Code  for  Hydrated  Lime,  Section  C26-3 13.0c  for  use  in 
cement  lime  mortar,  C26-313.0d  for  use  in  cement  mortar 
and  for  compliance  with  the  requirements  of  Section 
C26-463.0  of  the  Administrative  Code.  (  i 

Manufacturing  Process:  Super  Limoid  Mason’s  Hy¬ 
drated  Lime  is  manufactured  by  the  applicant’s  Cedar 
Hollow  Plant.  The  applicant’s  deposit  of  Dolomitic 
limestone  and  reserves  are  sufficient  to  supply  raw  mate¬ 
rial  for  not  less  than  25  years.  The  plant  has  a  maxi¬ 
mum  storage  capacity  of  11,000  lbs.  for  the  finished 
product.  The  stone  is  procured  from  an  open  quarry 
by  hand  sledging  and  selection.  The  stone  is  burned  in 
21  vertical  kilns  and  one  rotary  kiln  at  temperatures 
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ranging  t  rom  2,000  to  2,400  degrees  F.  The  kilns  are 
drawn  every  four  hours.  Fuel  used  in  the  burning  con- 
sists  ot  coal  and  producer  gas.  Run-of-kiln  lime  is  hand 
picked  and  screened  over  one-half  inch  opening  and  the 
lump  hme  is  crushed  and  ground  for  hydrated  lime  and 
finished  by  grinding  and  air  separation.  Hydration  is 
accomplished  in  a  Clyde  Hydrator.  Grinding  is  gen- 
f rally  m  hammer  mills.  Pulverizing  is  done  in  Beth¬ 
lehem  and  Raymond  Mills  and  the  classifying  is  done 
with  Sturtev ant  equipment.  Plant  analyses  and  tests 

houHvdanfjr^qqCnt  yAfand  ne^ssary  control  tests  are  made 
hourly  and  daily  Material  is  not  shipped  in  bulk  but  is 

stanfard  two-ply  hags  having  a  capacity  of 
^0  lbs.  using  Valve  Lag  Company  packers. 

Samples  ol  this  material  were  selected  by  the  ap¬ 
plicants  mill  at  Devault,  Pa.,  April  17  1944  Tv  Com 
miss, oner  Charles  M.  Blum  and  Mr.  H.  P.  Fox  of  the 
engineering  Staff  of  the  Board,  as  representatives  of  the 

Pittsburgh  t"  eSti  a,nd  theSe  .samples  were  tested  at 
l  ittsburgh  1  esting  Laboratory,  in  accordance  with  Fed¬ 
eral  Specification  SS-C-181b. 

On  the  basis  of  the  test  data  on  file  with  the  Board 
under  this  Calendar  Number,  it  is  recommended  by  the 

dr-!!!"! '  l  06  01 1  1CS‘  that  ,th.e  SuPer  Limoid  Mason’s^Hy- 
drated  Lime  be  approved  for  use  in  New  York  City  as 

compjymg  with  the  requirements  of  C26-312  0b  of  the 
Administrative  Code  for  Hydrated  Lime  and  for  use  in 
hme  mortar,  pursuant  to  C26-313.0b,  in  cement  lime 

Code1.  Vu.rsu^nt. t0  C26-3 13.0c,  of  the  Administrate 
Code  and  to  displace  a  maximum  of  15%  of  cement  in 
cement  mortar,  pursuant  to  Section  C26-313.0d  of  the 

i  iAd™?wratlVe  f°de,’i  eX-cept  when  such  cement  mortar 
.  used  tor  panel  walls  in  which  case  the  mix  may  con- 

s is  of  one-part  of  hydrated  lime,  two-parts  of  cement 
and  a  maximum  ot  10-parts  of  sand,  on  condition  that 
;  Tr  Ll.moid  Mason’s  Hydrated  Lime  be  manufactured 
I  ackaged  and  used  under  the  conditions  herein  described 
and  on  the  further  condition  that  each  bag  be  stamn^rl 
tagged  or  labeled,  “Approved  for  Use  in  New  York  Citv 

346*40  SM’’d  1  Stpndar,ds  and  Appea^  under  CaT.  n£ 

bU'k  ,hat  i,S  bi"  °f 

(Sgd.)  Charles  M.  Blum, 

Commissioner. 

Leslie  V.  Huber, 

Chief  Engineer, 

Hugh  P.  Fox, 

Committee  on  Test. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
approve  this  material  in  accordance  with  the  above 


9-46-SM 

JBTFCTNr7Gkenuy  Mami&cturing  Co.,  owner. 
PPEAIU VEXES—  Hyg,eniC  Toilet  Seat>  approval  of. 

-'rrrvx?°^7P£1iCant:  HaroId  H.  Niles. 

-TIOX  OF  BOARD— Material  approved  in  accordance 

iE  v55S  on  Test- 

Affirmative :  Chairman  Murdock,  Commissioners 
Negative*  ^  K  einert  and  Deputy  Chief  Guinee  4 

IE  RESOLUTION  (439-46-SM) 

■Vhereas,  the  report  of  the  Committee  on  Test  reads : 

REPORT  OF  COMMITTEE  ON  TEST 

Re:  Cal.  No.  439-46-SM  Ja"Uary  6’  1W' 

Subject :  Grenby  Hygienic  Toilet  Seat, 

Approval  of. 

rJhe  ?,rTby  Manufacturing  Company  of  Plainville 
Conn.,  filed  on  May  6,  1946,  an  application  with  the 


t'r7t  °f  Standard?  and  Appeals  for  approval  of  the 
C26  1b78 a Cart  under  the  Provisions  of 
ing6Code°’b  dIK  C26'1240-°  of  the  Administrative  Build- 

Description 

The  Grenby  Hygienic  Toilet  Seat  consists  of  a  seat 

lT,  f  ’  W  ien  nm,In  use  1S  subjected  to  germicidal  energy 
light  waves.  These  rays  kill  any  germs  which  may  be 
present  on  top  or  sides  of  the  seat.  The  intensity  ofY the 
concentrated  by  an  “Alzac”  aluminum  reflect  ng 
surface  behind  the  lamp.  A  further  feature  of  he 

after  ^se!"  15  ^  ^  t0llet  b°wl  is  automaticalIy  flushed 

Tbe. mcchamsni  consists  of  a  case,  a  molded  tyiie  seat 
an  hydraulic  cylinder  for  lowering  the  seat,  an  hydraulic 
valve  for  automatically  operating  a-  flush  valve  and  a 
Germicidal  lamp  with  its  ballast,  starter  and  switch 

the  tS  brnT"^  tth-e  flandard  seat  Post  holes  on 
tfie  toilet  bowl.  1  he  seat  is  hinged  in  the  lower  part  of 

the  case  with  a  spring  action  which  tries  to  return  the 

seat  to  the  upright  position  at  all  times.  The  hydraulic 

sCat  hinge1  °Whate!i  0I]  a  lever  arm  attached  to  the 
seat  hinge.  \\  hen  the  button  at  the  top  of  the  case  is 

pushed,  a  valve  applies  line  water  pressure  under  the 
iKston,  thus  lowering  the  seat  to  approximately  1"  above 

Wb°4  WkT  the  vaIve  is  a8ain  shifted  to  neutral 
thus  sloping  the  seat  travel.  The  weight  of  a  person 

sitting  on  the  seat  carries  the  seat  down  to  the  bowl 
and  shifts  tae  valve  into  open  position  so  that  when  the 
weight  is  removed  from  the  seat,  it  returns  slowly  to 
its  upright  position  in  the  case.  As  the  seat  enters  the 

Thnc  !  °|Jerate?  a  swl|ch  which  energizes  the  lamp. 

ms  the  lamp  is  on  only  when  the  seat  is  in  the  case 
As  the  seat  starts  its  return  to  the  case,  an  hydraulic 
\alve  is  tripped,  applying  line  water  pressure  to  a  small 
piston  incorporated  in  a  Sloan  Flush  valve.  This  piston 

onP  fiinCpS4lhe  staJt?,dayd  hand  lever  which  is  normally  used 
on  the  Sloan  J- lush  valve  and  the  action  of  the  flush 

hanfl6  lptSC  f  tuUO  djtferent  lhan  when  actuated  by  the 
hand  jever.  The  valve  can  also  be  flushed  manually  bx- 

die  caseW  TLP7f CCtS  ^  lower  left  hand  Slde  of 

ie  case.  I  he  Sloan  Flush  valve  is  equipped  with  an 

approved  (Cal.  1224-39-SM)  V-100-A  vacuum  breaker 
Inspection  and  Test 

The  seat  was  inspected  and  tested  in  operation  at  101 
J  ark  Avenue,  New  York  City.  Present  at  the  test  were 
ommissmner  Charles  M.  Blum  and  Chief  Engineer 
L  a  Y  ,  uPe.r  °f  the  Committee  on  Test,  P.  C  Platt 
and  j.  A.  Edwards  representing  the  manufacturer  The 
device  functioned  as  designed. 

Recommendations 

,n?TdletbasiS  of  the  above  data  and  the  inspection 
and  test,  the  Committee  on  lest  recommends  the  ap¬ 
proval  ot  the  Grenby  Hygienic  Toilet  Seat  when  con¬ 
structed  and  installed  in  accordance  with  this  report 
provided  the  device  bears  a  label,  permanently  affixed 
leading  as  follows,  Approved  by  the  Board  of  Stand- 

ards  f,nod„AgP7aIS  for  llse  in  New  York  City  under 
Cal  439-46-SM,  and  provided  further  that  all  elec¬ 
trical  connections  shall  be  installed  in  accordance  with 
the  requirements  of  the  Department  of  Water  Supply 
Gas  and  Electricity. 

Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
report  approve  dlls  niater>al  in  accordance  with  the  above 
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567-46-SM 

APPLICANT— The  De  Noyelles  Brick  Co.,  owner. 

SUBJECT _ De  Noyelles  Concrete  Face  Brick,  approval  ot. 

APPEARANCES— 

For  Applicant:  John  L.  De  Noyelles. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . 

THE  RESOLUTION  (567-46-SM) 

Whereas,  the  report  of  the  Committee  on  1  est  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Cal.  567-46-SM  ^  „  APri*  14’  194^  , 

Subject :  DeNoyelles  Concrete  Face  Brick,  Approval  ot 
The  DeNoyelles  Brick  Company  of  Haverstraw,  New 
York,  filed  an  application  on  July  26,  1946  \With  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
DeNoyelles  Concrete  Face  Brick  under  the  provisions 
of  C26-178.0,b  and  the  Rules  of  the  Board  of  Standards 
and  Appeals  for  the  manufacture,  testing  and  use  ot 
concrete  masonry  brick. 

Description 

The  material  is  a  concrete  face  brick  of  standard  size 
2j4  in.  by  344  in.  by  8  in.  manufactured  of  coarse  sand, 
~U"  stone,  Portland  cement,  and  pure  iron  oxide  pigment. 

It  is  manufactured  in  brown,  buff,  red  and  black  shades. 

A  16  cu.  ft.  skip  is  filled  with  sand  from  the  Mt.  Ivy 
Sand  and  Gravel  Company ;  to  this  is  added  two  bags 
of  portland  cement  with  4J4  gallons  of  water  meastned 
by  a  water  meter  to  a  bag  of  cement,  iron  oxide  coloring 
is  added  in  quantity  16  lbs.  to  a  skip.  The  material  is 
mixed  and  the  bricks  are  made  in  a  Dunn  brick  machine. 
They  are  placed  in  a  steam  room  for  16  hours  and  then 
cured  in  a  shed  for  28  days. 

Inspection 

The  plant  of  the  applicant  which  was  inspected  by  the 
Committee  on  Test,  consists  of  eight  acres  of  ground 
both  sides  of  Riverside  Avenue,  Haverstraw,  New  York. 
These  buildings  consist  of  a  machine  room,  40  ft.  by 
50  ft  a  cement  storage  building,  20  ft.  by  50  ft.,  a  brick 
storage  building  25  ft.  by  100  ft.,  and  four  living  rooms 
32  ft.  by  40  ft.  total  area.  Test  specimens  were  selected 
and  tested.  Present  at  the  inspection  was  Commissioner 
Charles  M.  Blum,  Chief  Engineer  Leslie  V.  Huber  of 
the  Committee  on  Test,  and  John  L.  DeNoveiles,  the 
manufacturer. 

Test 

The  samples  selected  at  the  plant  were  tested  at  the 
Pittsburgh  Testing  Laboratory,  report  dated  January 
16,  1947,  with  results  as  follows: 

Modulus  of*  Rupture— Average  783  lbs.  per  sq.  in. 

Compression  Test 
Average  4325  lbs.  per  sq.  in. 

Absorption  Test 

24  hour  submersion  in  cold  water 
Test  result  absorption  7.3%  average 

Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Test  recommends  the  approval  of  the  DeNoyelles  Con¬ 
crete  Face  Brick  L.B.S.  (as  manufactured  as  herein 
set  forth  at  the  applicant’s  plant)  pursuant  to  Section 
C26-191.0  for  use  under  C26-307.0.a  and  the  Rules  of 
the  Board  for  use  in  load  bearing  and  non-load  bearing 
masonry,  as  provided  in  Sub.  Article  4  of  Art.  9  of 
Chapter  26,  Administrative  Building  Code. 

Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 
Leslie  V.  Huber,  ’ 

Chief  Engineer,^ 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


577-46-SM 

APPLICANT— Sedgwick  Machine  Works,  Inc.,  owner. 
SUBJECT— Sedgwick  Fire-Resistive  Underwriters  Labelled 
Dumbwaiter  Doors,  approval  of. 
APPEARANCES— 

For  Applicant:  J.  N.  Walsh. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Test. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 


Negative :  . ® 


THE  RESOLUTION  (577-46-SM) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 


REPORT  OF  COMMITTEE  ON  TEST 
Cal.  #  577-46-SM  .  T  ,  March  21  1947 

Subject :  Sedgwick  Underwriters  Labelled  Fire- Resis¬ 
tive  Dumbwaiter  Doors — Approval  of 
The  Sedgwick  Machine  Works,  Inc.  filed  an  applica¬ 
tion  on  July  30,  1946,  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Sedgwick  Underwriters 
Labelled  Fire-Resistive  Dumbwaiter  Doors  under  the 
provisions  of  C26-178-0.b  and  C26-663.0.C  (Protection 
of  Dumbwaiter  Shafts)  Administrative  Building  Code. 


Description 

General :  . 

The  devices  forming  the  subject  ot  this  report  are  in¬ 
sulated  sheet  metal  dumbwaiter  doors. 

The  counterbalanced  door  sections  are  suspended  front 
the  guides  by  chains,  rods,  and  sheaves  so  that  they 
counterbalance  each  other  and  move  vertically  in  closing 
or  opening.  The  door  sections  are  provided  with  an 
astragal  where  they  come  together  at  the  middle  of  the 
opening  and  are  secured  to  the  guides  at  each  vertical 
edge  and  to  the  sill  and  lintel  by  angles  which  interlock 
when  the  door  is  in  a  closed  position. 

The  swing  access  door  is  mounted  in  single-type 
frame  equipped  with  three  hinges  and  a  single  surtace 
type  lock  which  contacts  a  special  latch  catch  when  in  a 
closed  position.  The  frame  of  the  assembly  is  installed 
in  a  wall  opening  with  the  doors  and  guides  secured  to; 

the  shaft  side.  , 

The  counterbalanced  door  is  manually-operated  front 
the  room  side  by  a  handle  and  in  operating,  the  door, 
sections  move  simultaneously  downwards  and  upwards, 
respectively.  In  closing,  the  door  sections  move  in  oppo  | 
site  directions  until  they  meet  at  the  middle  of  the  open¬ 
ing.  The  locking  mechanism  on  the  counterbalance 
door  is  secured  to  the  upper  panel  and  connects  with  the( 
lower  section  when  in  a  closed  position. 

The  slide-down  door  assembly  is  constructed  of  an  in¬ 
sulated  panel,  moves  in  guides,  and  is  counterbalanced 
by  individual  weights  on  each  vertical  edge  of  the  door 
The  swing  access  door  is  equipped  with  three  steel 

"The  swing  access  door  is  of  the  insulated  type  mounted 
in  a  steel  frame.  ,  , 

Doors  are  designed  for  openings  o4  in.  wide  and  > 

in.  high.  .  .  , : 

The  frame  surrounding  the  opening  for  counterbai- 
anced  doors  is  made  of  No.  14  USS  gauge  steeL  1 
The  jambs  of  the  frame  are  provided  with  adjustabK 
non-removable  anchors  secured  to  the  inner  face  of  tnq 
jamb.  As  shown,  the  frame  is  welded  at  the  corners.  ( 
The  head  and  sill  of  the  frame  for  counterbalance 
doors  are  provided  with  an  interlocking  angle  forming  : 
groove  which  interlocks  when  closed  with  a  companioi 
piece  secured  to  the  upper  and  lower  edge  of  the  door 
Slide-down  doors  are  provided  with  interlock  angles  a 
the  sill  and  slide-up  doors  with  interlocking  angles  a 
the  top. 
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Nn  hu  fTTQQS  f°r  swi?g  access  doors  are  constructed  of 
i\o.  14  Uob  gauge  steel,  having  a  Va-in.  door  ston  nn 

!  nonhrpanib  3t  r’6  The  Jambs  are  provided  with 

non- removable  adjustable  anchors. 

Steel  guides  for  counterbalanced  doors  are  provided 

sevens  S1<Thpf  th^°°r  t0  d‘rerct  the  travel  of  die  door 
sections.  1  he  guides  extend  from  the  bottom  of  the 

bottom  panel  to  the  top  of  the  top  panel  when  the  door 
is  in  an  open  position. 

;  The  guides  consist  of  a  iy2  by  l*/2  by  3/16-in.  channel 
which  is  bolted  to  the  frame  for  the  height  of  the  open- 
>  mg  and  unsecured  above  and  below  the  opening  proper 
leg  °f  the  <\hannel  is  fastened  to  the  frame  with 
A-m.  bolts  spaced  not  more  than  18  in.  on  centers  for 
the  height  of  the  opening.  Ior 

hv^hJ^-0'^  fraime  ar.e  reinforced  on  the  inside 
I  bj  2  by  3/16-in.  flat  steel  members. 

The  hollow  metal  door  panels  are  con- 

:  face'havint'r  ^  2°  US-S  gauge  steel  sheets  for  each 
tace  having  the  edges  reintorced  as  shown.  The  panels 

are  insulated  with  &-in.  cellular  asbestos.  The  room  or 
unexposed  face  of  the  counterbalanced  door  panels  are 
constructed  of  No.  20  USS  gauge  monel  metal 

ihe  meeting  edges  of  the  counterbalanced  panels  are 
provided  with  astragals. 

Counterbalancing  Mechanism—  The  counterbalanced 

securedCtn°dS/rie  PrOV1^d  Wlth  chains,  rods  and  sheaves 
secured  to  the  door  sections  and  guides. 

Mechanism— counterbalanced  door  is  pro¬ 
vided  with  a  center  latch  secured  to  the  lower  edge  of 

nanpH«er  d?or  Panel.  The  upper  edge  of  the  lower 
panel  is  provided  with  a  groove  for  the  latch  to  receive 
the  upper  latch  when  the  doors  are  in  a  closed  position. 
i,_r  le.acc5ss  d°0^  1S  Provided  with  a  single-point  latch 
bar  extending  in.  beyond  the  face  of  the  door.  The 
door  is  hung  on  three  steel  hinges. 

T  est 

A  test  of  these  doors  was  made  at  the  Underwriters 
Laboratories  April  15,  1946  report  Retardant  #2746 

Recommendations 

On  the  basis  of  this  report  of  the  Underwriters' 

>l,erri„a  a°nest,and  tl,e  ,.fa,ct  ‘lie  recommendations 
therein  have  been  complied  with  (as  indicated  by  Under¬ 
writers  Laboratories  letter  January  20,  1947)  the  Com¬ 
mittee  on  Test  recommends  the  approval  of  the  Sedge- 

vv.ck  Underwriters  Labelled-Fire-Resistive  Dumbwaifer 

Doors  for  use  in  New  York  City,  provided  that  each 
installation  comply  with  C26-663.0.C  as  amended  by 
Local  Law  50  of  1942  in  effect  October  29,  1942  and 
provided  further  that  to  each  door  a  permanent  label 
be  attached  reading :  Approved  by  the  Board  of  Stand- 

#577-46  SM^  S  f°r  USC  in  NCW  Y°rk  Gty  Under  CaL 

Harris  H.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 
^solved,  that  the  Board  of  Standards  and  Appeals  does 
by  approve  this  material  in  accordance  with  the  above 


-46-SM 

JOCANT  — Tavolacci  and  Cerniglia,  d/b/a  Builders 
clock  Co.,  owner. 

5JECT— Builders  Block  Co.,  Concete  Block,  approval  of 
’EARANCES— 

For  Applicant :  None. 

ION  01-  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Test. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative*  ^  Kl€inert  and  DePuty  Chief  Guinee  4 

IHE  RESOLUTION  (1066-46-SM) 

Whereas,  the  report  of  the  Committee  on  Test  reads : 
REPORT  OF  COMMITTEE  ON  TEST 

Re :  Cal.  No.  1066-46-SM  Apdl  ?’  1947‘ 

Subject :  Builders  Block  Company’s 
Concrete  Block,  approval  of. 

Bmlders  Block  Company  of  The  Bronx,  New  York 
fi  ed  on  November  4,  1946,  an  application  with  the  Board 

Ob  atdr  C?r5nonPPA^S  Under  the  provisions  of  C26- 
i/t5.Ub  and  C26-309.0  Administrative  Building  Code  for 

approval  of  Builders  Block  Company  Concrete  Blocks. 

Description 

x  and.a.re  made  in  size  8"  x  8" 

x  to  and  8  x  12  x  16  partition  and  wall  blocks  and 
aie  composed  ot  one  part  by  volume  of  approved  Borl¬ 
and  cement  and  6  parts  by  volume  of  sand  and  grits  in 
proportion  ot  6a  parts  sand  to  35  parts  grits,  and  two 
quarts  of  water  per  block  with  correction  for  contained 
water  and  a  yield  of  14  blocks  per  bag  of  cement  The 

RmrSdanuSand  are  measured  until  the  required  amount 
is  ready,  then  mixed  in  a  mechanical  mixer  and  the 
necessary  amount  of  water  added  during  mixing.  The 
blocks  are  then  made  in  a  concrete  block  machine.  Thev 
are  stored  in  an  enclosed  space  provided  with  heating 
and  moisture  equipment  for  three  days  to  cure  Thev 
are  then  allowed  to  stand  twenty-five  days  under  cover 
before  being  used. 

On  January  30,  1947,  compression  tests  were  made  of 
blocks  which  were  manuiactured  in  the  presence  of  Com- 
lmssioner  Charles  M.  Blum  and  Chief  Engineer  Leslie 
\  Huber  °t  the  C  ommittee  on  Test  and  tested  as  laid 
irv  ™Wi mm  Coiumbia  University  (report  dated  Tanu- 
i,  “.accordance  with  the  requirements  of 
C26-309.0.  Administrative  Building  Code.  The  methods 
ot  test  were  those  prescribed  by  C26-326.0  Adminis¬ 
trative  Building  Code. 

Results  of  tests  w-ere  as  follows: 

Based  on  gross  area  8"  x  12"  x  16"  hollow  blocks 
average  compressive  strength  934  p.s.i.  8"  x  8"  x  16" 
hollow  blocks  average  compressive  strength  1020  lbs. 

Jhpt'tl  tu  C  ie<jk  y?ids,  °f.  this  blocks  indicated 

that  the  block  had  35%  voids,  classifying  them  as  L  B.  H. 

onn  nonI!uUm  capacity  of,  testing  machine  used  w^as 
600,000  lbs. ;  gross  area  of  blocks,  128  sq.  in. 

Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
lest  recommends  the  approval  of  the  Builders  Block 
Company  Concrete  Blocks,  size  8"  x  8"  x  16"  L.  B.  H 
(as  manufactured  as  herein  set  forth  at  the  applicant’s 

?nonn}  P^Tar^  \°  Section  C26-191.0  for  use  under  C26- 
309.0  and  the  Rules  of  the  Board  for  use  in  load  bear- 
ing  and  non-load  bearing  masonry,  as  provided  in  Sub 
Artide  4  of  Art  9  of  Chapter  26.  Administrative 
Jtiuilclmg  Code.  The  approval  is  recommended  on  the 
following  conditions : 

1.  That  these  units  be  manufactured  according  to  the 
same  specifications  as  herein  set  forth. 

2  J  hat  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the 
Administrative  Building  Code  and  the  Rules  of  the 
Board  for  the  manufacture,  testing  and  use  of  Concrete 
Masonry  Units. 

3  That  these  units  be  marked  as  required  by  Rules 
8.1,  8.2  and  8.4. 

4.  1  hat  Rule  8.5  be  complied  with. 

5.  That  nine  copies  of  drawings  showing  the  manu¬ 
facturer  s  distinguishing  mark  and  its  method  of  appli¬ 
cation  with  the  additional  marks  required  by  Rules  8.1 
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and  8.2  shall  be  filed  with  the  Board  and  accepted  before 
the  approval  becomes  effective. 

0.  That  quarterly  test  reports  of  compression  for  not 
less  than  three  representative  samples  of  each  size  of 
block  described  herein  manufactured  during  the  quarter 
be  filed  with  the  Board.  Unless  these  tests  are  per¬ 
formed  at  a  Laboratory  approved  by  the  Board,  on 
units  selected  by  a  building  inspector,  such  reports  shall 
be  verified  before  a  notary  public  or  commissioner  of 
deeds  bv  the  person  performing  the  same. 

7.  That  only  approved  aggregates  shall  be  used. 

Harris  H.  Murdock, 

Chairman, 

Chaklks  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  this  material  in  accordance  with  the  above 

report.  _ 

114-47-SM 

APPLICANT— Dean  M.  Granger,  Agent,  for  Joseph  Coder 
Incinerators,  approval  of. 

SUBJECT— I oseph  Coder  Incinerator  Intake  Door,  type 
H-S,  approval  of. 

APPEARANCES— 

For  Applicant:  Dean  M.  Granger. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  committee  on  test. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kieinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ^ 

THE  RESOLUTION  (114-47-SM) 

Whereas,  the  report  of  the  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Re:  Cal.  #114-47-SM  March  31,  1947. 

Subject:  Joseph  Goder  Incinerator  Intake  Door  (Type 
H-S),  approval  of. 

Joseph  Goder  Incinerators  of  Chicago,  Ill.,  filed  on 
February  4,  1947,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Joseph  Goder 
Incinerator  Intake  Door,  Type  H-S  under  the  provisions 
of  Sec.  C26-178.0.b  and  C26-701.0.b.3  Administrative 
Building  Code. 

Description 

The  intake  assembly  consists  of  a  wall  sleeve,  door 
frame  and  hopper. 

The  wall  sleeve  consists  of  a  cast  iron  head  and  sill  of 
]/A"  cross  section  bolted  to  #12  ga.  steel  jambs  with 
4J^"  bolts  each  side.  The  sleeve  is  designed  to  be  in¬ 
stalled  in  8"  or  deeper  masonry  wall  and  jambs  are 
flanged  outward  to  serve  as  anchors  and  stiffener. 

The  door  frame  is  one  piece  cast  iron  frame  of  3/16" 
cross  section  designed  to  engage  wall  sleeve  with  cast 
iron  lug  at  bottom  and  two  set  screws  at  inside  top 
of  frame.  Asbestos  gasket  is  cemented  to  back  of  frame 
to  seal  joint  between  frame  and  wall  sleeve. 

The  door  is  of  one  piece  3/16"  cross  section  cast  iron 
flush  type  door  attached  to  frame  by  cast  iron  lugs  to 
form  hinge  connection  at  bottom  and  concealed  from 
exterior  view.  Hinge  pin  is  J4”  x  10J4"  rod  riveted  at 
ends.  Door  is  10J4"  wide  by  12"  high.  The  daylight 
opening  is  10"  by  10".  Cast  iron  ribs  at  back  face  of 
door  serve  as  stiffeners  and  to  provide  air  space  between 
front  of  insulation  and  back  face  of  door.  Door  opera¬ 
tion  is  self-closing  by  means  of  a  counterweight  at¬ 
tached  to  hopper  and  will  not  remain  open  in  any  position. 

The  hopper  is  of  #12  ga.  steel  equipped  with  x 
Zl/i"  flat  10"  long  to  serve  as  counterweight.  Hopper  is 
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designed  to  close  opening  to  flue  when  door  is  opencl 
The  insulation  is  of  two  thickness  of  V\"  asbestos  mi. 
board  placed  between  front  face  of  hopper  and  back  jcl 
cast  iron  door. 

Inspection  and  Test 

This  Incinerator  Intake  Door  was  inspected  and  teste 
at  the  Protexol  Testing  Laboratory,  Kenilworth,  N.  J 
March  7,  1947.  Present  at  the  test  were  Commissions 
Charles  M.  Blum  and  Chief  Engineer  Leslie  V.  Hulxj 
and  Deputy  Fire  Chief  Timothy  P.  Guinee  of  the  Con1 
mittee  on  Test.  D.  M.  Granger  represented  the  a] 
plicant,  Rollin  C.  Bastress,  C.  F\  Hartman  and  F.  A 
Hartman  of  the  Laboratory. 

The  purpose  of  this  test  was  to  determine  the  fire  r 
sistant  performance  of  a  hopper  door  designed  for  tl 
protection  of  openings  in  the  enclosing  walls  of  con 
bined  flues  and  chutes  of  non  fuel  fired  rubbish  ar 
garbage  incinerators  in  accordance  with  Section  C2i 
701.0.b3  of  the  Administrative  Building  Code,  when  su 
jected  to  the  one  hour  fire  and  hose  stream  tests  f< 
opening  protective  assemblies  prescribed  in  Sections  C2 
610.0  (Fire  Tests  of  Opening  Protective  Assemblies 
and  C26-586.0  (Hose  Stream  Test)  of  the  Administr 
tive  Building  Code.  In  general,  the  test  was  conduct! 
in  accordance  with  the  requirements  of  Section  C2 
610.0  (Fire  Tests)  of  the  Administrative  Building  Coe 
The  door  successfully  withstood  the  fire  and  ho1 
stream  tests.  A  record  of  the  test  is  filed  with  the  a 
plication. 

Recommendation  J 

On  the  basis  of  the  inspection  and  test  the  commit! 
on  test  recommends  the  approval  of  the  Joseph  God 
Incinerator  Intake  Door  Type  H.  S.  under  the  provisit 
of  Section  C26-191.0  and  C26-701.0.b.3  when  other  r 
quirements  of  this  section  and  its  sub-divisions  are  coi' 
plied  with  the  Administrative  Building  Code  for  u; 
in  New'  York  City,  provided  the  Incinerator  Intake  Da 
Type  H.  S.  bears  a  label  permanently  affixed  readin 
‘•Approved  by  the  Board  of  Standards  and  Appeals  i 
use  in  New  York  City  under  Cal.  #  114-47-SM. 

Charles  M.  Blum,  ■ 
Commissioner, 

Timothy  P.  Guinee, 

Deputy  Fire  Chief, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Te 

Resolved,  that  the  Board  of  Standards  and  Appeals  del 
hereby  approve  this  material  in  accordance  with  the  abo 
report. 


Adjourned:  1:00  P.  M. 


Joseph  J.  Doyle, 
Chief  Clch 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  27,  1947,  2  P.M. 

Present:  Chairman  Murdock,  Commissioners  Blum  a- 
Kieinert  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISION 
270-47-A 

APPLICANT — Eugene  Zimmerman  and  Solomon  Wei. 
owners. 

SUBJECT — Appeal  from  an  order  of  the  fire  commission 
PREMISES  AFFECTED— 82  Beach  62nd  street  (102-1 K. 
northeast  corner  of  Boardwalk  (Block  354,  Lot  • 
Arverne,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  Melvin  M.  Klein  and  Simon  Cohen 

a rnnw  Td r?tio*n '  Thoma.s  A.  Larkin,  Fire  Dep’t. 

A(  I  1Q\  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GR  A  NT- 

Affirmative  :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (270-47-A) 

Whereas  Eugene  Zimmerman  and  Solomon  Weiss 
owners,  filed  March  20,  1947,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  82  Beach  62nd 
street,  northeast  corner  of  Boardwalk  (Block  354  Lot  1) 
Arverne,  Borough  of  Queens ;  and  ’ 

\\  it i. reas,  Ol  der  19054-LF,  issued  by  the  fire  commissioner 
February  18,  1947,  reads: 

1.  Install  an  approved  wet  automatic  sprinkler 
system  throughout  building,  having  at  least  one  source 
o!  water  supply  arranged  and  equipped  as  per  Article 
16,  Chapter  26  of  the  Administrative  Code” 

and 

Whereas,  applicant  states  that  the  building  is  3  stories 
and  basement  (48  ft.  6  in.)  in  height;  102  ft.  by  91  ft.  in 

JPriaL1?  flO0r,’  7?-  ft'  by  91  ft-  in  area  at  typical  floor; 

1  CHSS  4  construction;  erected  prior  to  1912;  located  in 
1  residence  use,  D  area  and  Class  1  height  district  and  used 
md  occupied  since  1912-basement,  bedroom,  storage  ami 
ervice,^  6  persons ;  1st  floor,  foyer,  dining  room  and  bed- 
oom,  a  persons;  2nd  floor,  bedrooms,  23  persons;  3rd  floor 
.edrooms,  22  persons;  that  the  building  is  equipped  with  a 
tandpipe  system  and  approved  interior  fire  alarm  system 

md  .h«rZ00d  St!"rS'  ?nclos?V"  Partitions^ 

o  the  f,llC,  r:,'“  S,a‘rs  ,S-2  "■  9  in'  wi«'e  a.Kl  extends 
0  the  roof,  that  the  main  stairs  is  3  ft.  8  in.  wide-  tint 

either  stairway  leads  to  the  street;  that  there  are  five  fire 

'capes  extending  to  the  roof  by  stairs  and  to  the  street  bv 

air  and  to  the  yard  by  stairs  and  a  ladder  with  egress  from 

e  yar,  to  the  pubi  c  beach  ;  ,ha,  windows  andloor  o™- 

iRS  on  the  course  of  fire  escapes  are  fireproof  self-closing; 

Whereas,  the  applicant  states  that  there  are  two  barred 

oirt° entrance 'step^^and'  Chambe' “,endi"® 

-~V  ^,h"rcret  ‘"cLfo  Sn1bi? 

pTeUer  Z  sl™T  s“s0"  J™e  Is’,  to 

spect  ons  if  n  h  year;  lhat  Ttliere  have  been  annual 
pections  by  the  Department  of  Housing  and  Building 

s^fiMr^s6"1’  2nd  “"f11  -194?’  neither  of  said  depart- 

mts  saw  fit  to  issue  the  violation  herein  appealed  -  that  the 
1  mg  is  provided  with  watchmen’s  service  24  hours  a  day 

bfi  PCCUI,a,n,cy.  of  the  building;  that  there  are  two  fire 
-apes  and  in  addition  two  other  means  of  exit  from  the 

S  cT9rSi;61th0at  ?ler  19f4-LF  was  issued  pursuan/to 
-tion  h L°  fi  -hC  Admimstrative  Code;  that  this 

tion  must  be  read  in  conjunction  with  other  nertinent 

Se" Dwel hW ^ dm inFtrative , Codc,  the  Charter  and  the 
Jltiple  Dwelling  Law;  that  at  the  time  the  Multiple  Dwell- 

j  ^  rbecame,  effecTve-  the  premises  were  used  as  a  hotel 
no  changes  have  been  made  to  date ;  that  the  building  is 

Itinle  dwHHnL11  \ ni"Sancel  no  change  is  required  in 

n  ?  n,  u  g  TWhlCh  Yere  "ot  Wlthin  t,le  sc°pe  of  the 
ement  House  Law;  that  Section  15  of  the  Multiple 

Sections^?"  PraV^CS  ''m1  “e?cept  as  expressly  required 
ifire  anv  ^  and  33,  ?°tbing  therein  shall  be  construed  to 
am  fir  y  chanSe.11?  the  construction  or  use  or  occupancv 
-  epr.°°f  multiple  dwelling  or  any  non-fireproof  hote'l 
anv  rooming  house  other  than  a  converted  dwelling  here- 
re  erected,  used  and  occupied  as  such  under  the  provi- 

he  in5ffi°rdi,nancesuand  reso'ahous  applicable  thereto 
e  time  this  chapter  becomes  effective” ;  that  the  order 

of  th?  M,T1iSS1ner,i-  required  by  Sections  25  and 
sion  ?  A  Pfe  "  :  til3t  Section  365>  Sub- 

s h a  1  f  ff  AJult'P.Ie  dwelling  Law  provides  that  said 

enactment -H  °r  irTPa,r  any  right  occurring  prior  to 
ctment,  that  as  the  premises  were  legally  operated 


that  tfi^'n a'ned’  tbe  bTe  commissioner’s  order  is  illegal  • 
and  ft  order„?  with  !he  Multiple  Dweiling  Law 

tlie  Multiple  Dwel  mr  7»  commi.ss,oner  requires  more  than 

ass  kc'ti I  sx 

aies  section  471,  Subdivision  2b  of  the  New  Ynrl- 

no  Se  atvCohrdP;OV,dfS  that  tbe  cLmiLioSr  shS 
that  fi  ^  order.  contrary  to  the  Multiple  Dwelling  Law  • 

Section  C19  ST'8/1?,"61'  not  given  the  authority  under 
oection  L19-161.0  of  the  Administrative  Code  to  « 

order  in  contravention  of  the  Multiple  Dwelling  Law  th^ 

fet  S  ‘ha- 

authority 

(Lyons  vs.  Prince,  281  New  York  •  tw  VUf-c  * 
OcciiDanrv  4f)fn  ^ oil  •  \  9  Certificate  oi 

occupancy  4003  of  1937  was  issued,  classifying  the  building 

comply  in  all  respects  with  tSSgfaS, 

Subdivision  G  of  the  Administrative  Code  prohibits  the  ism’ 
^Whereas  °th  by  tbe  bre  commissioned  and  e  ,U' 
mittee  of  the  l^emiSes  have  been  inspected  by  a  Com- 

Resolved,  that  Order  19054-1  F  issuer!  fw  fi 
mEssioner  February  18,  1947  be  and  it  hereby  is  and 

that  the  appeal  be  and  it  hereby  is  denied. 

340-47-A 

Fff  JCANT— Crawforrl  W.  Hawkins,  for  Pennley  Build- 
mg,  inc.,  owner. 

'  J  J^SIer£rdm  °rderS  and  3  dedsi0n  °f  *" 

p R F. M 1 S E S  A r r E C T E D  157-159  West  30,1,  street  an.l 
JO  1-363  7th  avenue,  northeast  corner  (Block  806 

APrEARAkcESd-2)>  0r0l,8,’ 

For  Applicant:  Emanuel  M  Click 

«« Fire  ^ 

Affirmative:  .  n 

Negative :  Chairman  Murdock,” '  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
T  HE  RESOLUTION  (340-47-A) 

fiWApnd  To  S,*"5'  for  ,P;""'ey  Building, 
decision  of  thp  fir<x  P  •’  •  42,  an  appeal  from  orders  and 

.West  30, h  Sree,  anTsblMr?,!  affeCti"g  prCn,"ses  IS7-'59 
sioner  January  6,  1947,  reads  :  ’  3  1  e  fi  e  comm,s- 

“L  Install  an  adequate  electric  closed  circuit  interior 

iheaBo°,rrdanoC| 

and  Standards  a"d  Appeals.  Section  279  of  the  Labo?  Law  ” 
Whereas,  Order  40618-LF  issuer!  fi  •  . 

sioner  January  6,  1947,  reads :  ’  '  3  f  fire  comniIS' 

An  inspection  of  the  premises  361  3M  7m 
Borough  of  Manhattan,  shows  that  a  fire  drhl 
be  established  and  maintained  therein  according 

LX;Ta™VefcifcX0neh2a74edf  &  ^  & 

and 


MaTchTI^Sf0"  °f  commissioner  dated 
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“In  reply  to  your  letter  dated  February  17,  1947,  which 
was  delivered  to  this  oflice  today,  you  are  advised  that 
an  extension  of  time  to  comply  with  said  orders  cannot 
be  granted. 

As  the  provisions  of  Section  279  of  the  New  York 
Stale  Labor  Law  under  which  the  orders  were  issued 
are  mandatory  the  fire  commissioner  is  without  authority 
to  either  waive  or  modify  any  of  the  requirements.’ 

and 

Whereas,  the  applicant  states  the  building  is  22  stories 
(242  ft.)  in  height;  46  ft.  3  in.  by  75  ft.  in  area,  of  Class  1 
construction;  erected  1932;  located  in  a  business  use,  B  area 
and  Class  2  height  district  and  used  and  occupied  since  1932 
as  follows:  cellar,  mechanical  equipment  and  boiler,  5  per¬ 
sons;  basement,  storage;  1st  floor,  stores;  2nd  floor,  jobbing, 
6  persons;  3rd  floor,  jobbing,  6  persons;  4th  floor,  jobbing 
and  manufacturing  furs,  10  persons;  5th  floor,  office  and 
manufacturing  furs,  18  persons;  6th  floor,  designing,  manu¬ 
facturing  furs  and  offices,  11  persons;  7th  floor,  jobbing 
and  manufacturing  furs,  8  persons;  8th  floor,  designing, 
manufacturing  furs  and  offices,  15  persons;  9th  floor,  design¬ 
ing  and  manufacturing  furs,  20  persons;  10th  floor,  manu¬ 
facturing  furs,  10  persons;  11th  floor,  manufacturing  furs, 

10  persons;  12th  floor,  manufacturing  furs  and  office,  11 
persons;  13th  floor,  manufacturing  furs  and  offices,  15  per¬ 
sons;  14th  floor,  manufacturing  furs,  jobbing  and  office,  28 
persons;  16th  floor,  manufacturing  furs  and  fur  brokerage, 

11  persons;  17th  floor,  jobbing,  12  persons;  18th  floor,  offices, 
15  persons;  19th  floor,  manufacturing  furs  and  jobbing,  10 
persons;  20th  floor,  manufacturing  furs,  10  persons;  21st 
floor,  jobbing,  5  persons;  22nd  floor,  jobbing,  5  persons; 
that  the  building  is  equipped  with  a  standpipe  system,  one 
3  ft.  8  in.  wide  interior  stairs  from  the  roof  to  the  street 
and  one  fire  tower ;  and 

Whereas,  C.O.  18899  issued  April  7,  1933,  permits  the 
following  use  and  occupancy — Subcellar,  coal  storage,  me¬ 
chanical  equipment  and  boiler  room,  5  persons ;  cellar, 
restaurant  and  kitchen,  25  persons,  120  lb.  live  load;  1st 
story,  and  mezzanine,  kitchen  and  restaurant,  100  persons 
on  1st  floor,  75  on  mezzanine,  120  lbs.  live  load  on  1st  floor, 
60  lbs.  on  mezzanine;  2nd  to  17th  floors,  offices,  showrooms 
and  factory,  70  persons  each  floor,  120  lb.  live  load;  18th 
story,  school,  90  persons,  120  lb.  live  load ;  19th  to  20th 
story,  22nd  floor,  offices  showrooms  and  factory,  70  persons 
on  each  floor,  120  lbs.  live  load ;  roof,  fan  and  tank  room, 
40  lb.  live  load ;  and 

Whereas,  the  applicant  contends  that  at  the  time  of  the 
alteration  of  the  Building  in  1932  under  Alt.  Applic.  1570, 
the  use  of  the  building  as  offices,  showrooms  and  factor}' 
from  2nd  to  17th  floors  inclusive  and  from  19th  to  22nd 
floors  was  clearly  shown  and  no  objection  was  then  raised 
as  to  the  installation  of  a  fire  alarm  system  and  the  main¬ 
tenance  of  fire  drills;  that  to  require  the  installation  of  an 
interior  fire  alarm  system  at  the  present  time  would  work 
an  undue  hardship  on  the  owner,  as  its  installation  under 
present  costs  would  be  prohibitive ;  that  the  actual  present 
occupancy  of  the  building  is  far  less  than  the  capacity  of 
the  interior  stairs  and  the  occupancy  permitted  by  C.O. 
18899  issued  April  7,  1933;  that  in  consideration  of  the 
actual  occupancy  which  is  small,  compared  with  the  permitted 
occupancy  and  the  fact  that  the  number  of  persons  at  actual 
manufacturing  throughout  the  building  is  small,  it  is  re¬ 
quested  that  the  Board  grant  a  variation  of  the  provisions 
of  Section  279  of  the  Labor  Law,  to  permit  the  omission 
of  the  required  interior  fire  alarm  system  and  fire  drills; 
and 

Whereas,  the  building  was  erected  under  N.  B.  185-30 
as  a  factory  for  an  occupancy  of  70  persons  per  floor  and 
the  statement  was  made  to  the  Board  under  Cal.  111-31-S 
that  a  fire  alarm  was  installed. 

Resolved,  that  Orders  40619-LF  and  40618-LF,  dated 
January  6,  1947  and  the  decision  of  the  fire  commissioner 
dated  March  26,  1947,  be  and  hereby  are  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


363-47-A 

APPLICANT — Anthony  Fratianni  and  Amelia  Fratian, 
owners. 

SUBJECT — Appeal  from  a  decision  of  the  boroguh  supu 
intendent. 

PREMISES  AFFECTED— 105-78  130th  street,  northwc 
corner  of  107th  avenue  (Block  9583,  Lot  46),  Rio 
mond  Hill,  Borough  of  Queens,  (under  section  ., 
General  City  Law  re  bed  of  mapped  street — lOii 
avenue) . 

APPEARANCES—  i  I 

For  Applicant:  Eugene  Schwartz  and  Antlio' 
Fratianni. 

For  Administration :  Samuel  L.  Becker,  Dep’t  i 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guineej 
Negative:  . 

THE  RESOLUTION  (363-47-A) 

Whereas,  Anthony  Fratianni,  for  Anthony  and  Ame 
Fratianni,  owners,  filed  April  23,  1947,  an  application  pi 
suant  to  Section  35  of  the  General  City  Law,  to  permit  t 
construction  of  a  building  in  the  bed  of  a  mapped  stn 
(107th  avenue),  affecting  premises:  105-78  130th  stre 
northwest  corner  of  107th  avenue  (Block  9583,  Lot  4( 
Richmond  Hill,  Borough  of  Queens ;  and  j 

Whereas,  the  decision  of  the  borough  superintends, 
dated  April  8,  1947,  on  N.B.  Applic.  9678-46,  reads: 

“1.  The  construction  of  any  building  in  the  bed  of 
mapped  street,  is  contrary  to  article  3,  sec.  35  of  t 
General  City  Law.”  .1  J 

and 

Whereas,  the  applicant  states  the  building  in  question 
one  story  (9  ft.  6  in.)  in  height,  20  ft.  by  22  ft.  in  area,  Cla: 
4  construction,  on  the  rear  of  a  lot  25  ft.  by  100  ft.  in  an 
located  in  a  residence  use  and  D  area  district ;  used  and  occ 
pied  as  a  2-car  garage,  now  vacant ;  and  it  is  proposed  to 
used  and  occupied  as  a  2-car  garage  ;  and 

Whereas,  Violation  3154-46  was  issued  October  1,  19- 
for  erecting  a  structure  on  the  rear  of  the  premises  witho 
a  permit  from  the  Department  of  Housing  and  Building 

X 

Whereas,  the  owner  was  convicted  in  Magistrate’s  Cou 
April  15,  1947  on  charge  of  violation  of  the  Administrati 
Code  and  sentence  was  suspended ;  and 
Whereas,  the  applicant  contends  that  107th  Avenue  w 
proposed  to  be  widened  from  50  ft.  to  80  ft.  in  1917;  that 
is  unfair  and  inconsistent  to  require  a  lot  owner  not  to  u 
the  rear  portion  of  his  lot  for  construction  of  a  priva 
garage  for  30  years;  that  107th  avenue  has  not  yet  bet 
widened ;  that  the  garage  is  a  necessary  addition  to  the  dwel 
ing  on  the  premises ;  that  Liberty  and  Atlantic  avenues  we 
widened  since  the  widening  of  107th  avenue  was  propose 
in  1917  and  it  is  doubtful  whether  such  widening  of  107' 
avenue  will  ever  be  carried  out ;  that,  however,  until  sue 
widening  is  carried  out,  the  owner  should  be  permitted  tl 
usual  enjoyment  of  his  property  by  the  construction  of 
private  garage  as  an  appendage  to  his  dwelling  on  the  sail 
premises. 

Resolved ,  that  the  decision  of  the  borough  superintendei 
as  to  N.B.  Applic.  9678-46,  Objection  1,  be  and  it  hereby 
modified  and  that  the  appeal  be  and  it  hereby  is  grailt' 
under  the  powers  vested  in  the  Board  under  section  35  of  tl 
General  City  Law,  to  permit  the  construction  of  the  accei 
sory  garage  as  proposed  in  the  bed  of  a  mapped  street  an 
as  indicated  on  plans  filed  with  this  appeal  marked  “Receivf 
April  23,  1947,”  one  sheet,  on  condition  that  in  the  event  t 
land  is  taken  for  the  proposed  widening  of  107th  avenue,  tl 
garage  will  be  removed  at  the  expense  of  the  owner  an 
that  he  shall  be  reimbursed  for  the  cost  of  construction  > 
determined  by  the  court,  subject  to  amortization  at  the  ra 
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of  five  percent  per  annum  from  the  date  of  this  resolution- 
that  in  a  I  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


369-47-A 

■  PLICInrNT,~J°Se?u LaU’  i0r  Carment  Ccnter  Capitol, 
Inc.,  owner  (Henry  Rosenfeld,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

PR  EMI  SES  AFFECTED  492-498  7th  avenue,  200-216 
VVest  37th  street,  southwest  corner  and  20S-2?1 

TWn  ^thfStTeetu(lst  rioor):  (Block  786,  Lot  51), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  Lau  and  O.  L.  Tucker 
For  Administration :  Samuel  L.  Becker,  Dep;t  of 
Housing  and  Buildings.  1 

ACTION  Oh  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,'  ’  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

'HE  RESOLUTION  (369-47-A) 

•Whereas,  Joseph  Lau,  for  Garment  Center  Capitol  Inc 
Henry  Rosenfeld,  lessee),  filed  April  4,  1947  an  appeal 
rom  a  decision  of  the  borough  superintendent  affertino- 
remises,  492-498  7th  avenue,  200°-216  VVest  37U,  streefsomh* 

a?de,f V21  West  36th  street  (1st  floor); 
Block  /S6,  Lot  51),  Borough  of  Manhattan;  and 

.ted  Mar'eh  2s' 5 , oaf5'0"  °f  !he  borou*h  superintendent, 
'reads-  °n  amendment  to  B-  N.  Applic.  2496- 

ii/1;  ^roP?Sal  to  s,ubstitute  Hei-culite  glass  doors  for 
Uw  tCSt  f‘  P'S'C‘  d°°rS’  iS  COntrar-v  t0  Sec-  270  Labor 

id 

Whereas,  the  applicant  states  that  the  building  is  23 
^les  (311  ft.  /  in.)  in  height,  98  ft.  9  in.  by  250  ft.  9  3/5  in. 
egu  ar  in  area  of  class  1  construction,  erected  in  1919 
>na  [etai  and  unrestricted  use,  B  area  and  class  2 
iglit  district  and  used  and  occupied  since  1919  as  follows 
jar— storage  and  shipping— 230  persons;  1st  floor— stores 
3X)  pei sons;  2nd  to  22nd  floors— garment  factory— 515 
-sons  I)er  floor ;  23rd  floor-club  rooms  and  gymnasium— 
tJ?J.chan.ge  m  llse  or  occupancy  is  pro- 
that  t,ie  building  is  equipped  with  a  two  source 
.inkier  system  a  standpipe  system,  an  interior  fire  alarm 
tern  and  regular  monthly  fire  drills  are  maintained;  that 

fekaiieu  i  ,mter,lor  fireproof  stairs  leading  from  the 
A  bulkhead,  directly  to  the  street ;  and 

applicant  contends  that  it  is  proposed  to 
'Of  and  redecorate  approximately  one  half  of  the  2nd 
,r  tac<nK  7th  avenue,  for  showroom  purposes;  that  this 
i>r  in  addition  to  the  required  fireproof  stairs,  has  an 
uharv  stairway  leading  from  the  1st  floor  corridor  to 
~nd  floor  showrooms ;  it  is  proposed  to  install  Herculite 
ff.s  111  the  corridor  leading  to  the  7th  avenue  entrance  and 
"ng  to  auxiliary  stair  to  showrooms  on  the  2nd  floor- 


Whereas,  C.O.  4125  issued  December  io?i  ^ 
pletion  of  work  mnW  \r  p  UV  ,Een  wei  ]921  on  com- 

and  occupancy  ’  ’  366'19  permits  the  Present  use 

daS"Mlreh2Stm7dedSi°n  ?f  the  borol,«h  superintendent 
objection  )  be  ami  h"  b™eJdment  *2  4  A<>^  2496-47. 

be,andi"h;reby“  i^reby  'S  ,,rat  the 


Whereas,  the  applicant  contends  that  the  building  is 
(led  into  two  portions  by  a  fire  wall,  with  fire  doors  at 
openings;  that  the  means  of  egress  consist  of  four 
irior  fireproof  stairs  from  the  roof  to  the  street,  through 
idors  at  the  1st  floor;  that  the  building  is  equipped  with 
Automatic  sprinkler  system  with  a  30,000  gallon  gravity 

n™nCe  ga!Ion  Pressure  tanks  and  a  roof  house  tank 
/MM)  gallons  with  a  fire  service  reserve  of  3,500  gallons 
I  two  fi°u.se  PumPs  of  150  gallons  per  minute  capacity ; 

I  considering  the  safety  facilities  throughout  the  building 
i  the  fact  that  Herculite  doors  are  incombustible  and  the 
that  the  proposed  doors  will  lead  to  auxiliary  stair 
.  *eads  only  to  the  2nd  floor,  tlie  Board  is  requested  to 
nt  this  installation;  and 
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373-47-A 

of  Public  Works’ for  Ci<*  °£ 
SUBJECT-— Appeal  from  a  decision  of  the  borough  super- 

PREMISES  AFFECTED!— 2  Eastern  parkway  southwest 
of ' Brooklyn 'Za  S'ree'  (RI°Ck  1I83>  Lot  2>’ 

APPEARANCES— 

For  Applicant:  S.  H.  Greenhill. 
or  Administration:  Samuel  L.  Becker  Den’t  of 
a  rTTDM  ko“sing  and  Buildings.  ’  pt  °* 

THE  VOTE_  D~Ap,,eal  granted  on  condition. 

A“e:  ,Cbai ™an  Murdock,  Commissioners 
Negative!  d  kle,nert  and  DePuty  Chief  Guinee  4 

THE  RESOLUTION  (373-47-A) 

Whereas,  Department  of  Public  Works  Citv  of  Npw 
York,  owner  filed  Anril  ?a  1017  ,  ’r  wiry  i\ew 

Of  .hi  borouglf  s^pehinten^ent^a^Fecting^premises  I 
LOTfeor^hof'Siynlan^"  S‘reet  (R'°ck  II83- 

date^ 

extensionto  foot .‘°  C°mP'y  Wi,h  SeCtion  6AUI  “  *> 

tion  c/'  Vlf/b/r  o°"St ruction  to  comply  with  Sec- 

minimum  Aicknestof  °s?ab  ^,rements  "  <»  **»  *"■> 
and 

by'IDff  LheabeUa,d‘Fejai 

7  in  iTsilTi  ■"  1938  ”8  ’?40'  iorated  a  Plot?  416  ft 
area  and  dass  1  hefeh/dftrirt’and  med 

offices  ^and  work  space-488  persons;  proposed  to  be  us^d 

and  occupied  as  follows  :  sub-basement — book  stacks _ 32  ner- 

sons;  basement— maintenance  workrooms — 49  persons'-  1st 

i™r-  'brlrJl932  ‘X,FnS:  2”,d  floor_re^ngP™FE738 

tW  ,  ,  ..A001;  offices  and  work  space-488  persons- 

that  the  building  is  equipped .  with  a  standpipe  system  an 
interior  fire  alarm  system  and  regular  monthly  fire  drills 
are  maintained ;  that  there  are  eight  interior  stairs  of  steel 
pan  construction,  five  stairs  lead  to  the  roof,  two  stairs  lead 

are  9  innfnd°U3rfSttairS-  lea-d  to^f  yard’  that  the  stairs 
a  1  j  y  -m'  a  5  "•  8  in-  in  width  and  are  enclosed  in 
4  m  and  6  in.  terra  cotta  plastered  both  sides  or  4  in  marble 

dosing” an^^  Sta,r  d°°rS  3re  h°Ilow  metal  bom  self- 

hvVYhIlEfAS’  tbe  aPPficant  contends  as  to  objection  2  issued 
by  the  borough  superintendent,  that  existing  stairs  com ilv 
with  the  code;  that  it  is  not  proposed  to  reduce  the  number 
of  required  stairs;  that  stair  10  is  proposed  as  a  service Ttaffi 

the  1st  Sl  dndnflonadl!Ighr0?-1’  Whidl  WH1  be  moved  from 
j  j  2nd  floor;.  that  this  stair  will  be  firenroof  en¬ 
closed  and  equipped  with  a  fireproof  door;  that  this  stair  will 
replace  the  existing  stair  which  terminates  at  the  mezzanine  • 
that  three  stairs  two  of  which  are  required  by  the  Buildinsr 
Code,  are  located  in  proximity  to  the  children’s3 reading  room 
and  afford  egress  to  the  street  or  roof  as  follows-  stair  8  is 
fireproof  enclosed  from  the  street  to  the  roof ;  stair  2  is  an 
open  double  stair  adjacent  to  the  children’s  readin-  room  and 
leads  down  to  the  lobby  on  the  street  floor;  staff  4 Tfire 
proof  enclosed  and  permits  egress  to  the  main  lobby  and 
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the  street  and  roof ;  proposed  stair  10  will  permit  direct 
egress  to  the  rear  court  and  street ;  that  under  these  con¬ 
ditions,  it  is  felt  that  the  occupants  of  the  proposed  children  s 
reading  room  will  be  provided  with  ample  means  of  egress 
and  no  hazard  will  be  created  by  terminating  stair  10  on  the 

2nd  floor;  and  ,  .  .  .  ... 

Whereas,  the  applicant  contends  as  to  objection  4,  that 
the  proposed  thickness  of  book  stack  deck  slabs  varying  from 
3  in.  to  3*4  in.  is  in  accordance  with  standard  book  stack 
tier  construction ;  that  the  stack  room  has  been  designed 
with  fireproof  enclosure  walls  to  accommodate  stacks  which 
will  be  composed  of  three  tiers,  each  6  ft.  3  in.  in  height, 
that  between  tier  levels,  continuous  reinforced  concrete  slab 
decks  will  be  poured  varying  from  3  in.  to  3*4  in.  according 
to  the  type  of  construction  employed  by  the  manufacturer 
making  the  installation;  that  specific  details  of  construction 
cannot  now  be  furnished,  as  they  vary  with  several  manu¬ 
facturers  of  book  stacks  and  no  contract  has  as  yet  been 
awarded  for  the  installation  of  the  book  stacks;  that  filed 
with  this  appeal  are  Exhibits  A,  B  and  C,  which  indicate  the 
standard  construction  details  employed  by  the  Art  Metal 
Construction  Company,  Remington  Rand,  Inc.  and  Snead 
and  Company,  whom  it  is  intended  to  invite  among  others 
to  submit  bids  for  the  installation;  that  Exhibit  C  indicates 
the  multi-tier  book  stacks  presently  installed  in  the  Flatbush 
avenue  wing  of  the  building,  marked  1  Existing  Stack  Room 
on  Exhibit  D;  that  the  proposed  method  of  installing  book 
stacks  with  concrete  decks  less  than  the  minimum  4  thick¬ 
ness  required  is  consistent  with  modern  installations  in 
Hunter  College,  Teachers  College  Library,  Columbia  Uni¬ 
versity,  New  York  County  Court  House  and  the  existing 
book  stacks  in  the  Brooklyn  Central  Library. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  3515-45,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  2,  on  condition  that  the  stairs  that  are  proposed  to  be 
extended  to  the  second  floor  shall  comply  with  the  require¬ 
ments  as  to  construction ;  that  all  other  stairs  in  the  building 
serving  as  exits  shall  be  maintained;  as  to  Objection  4,  that 
the  deck  construction  between  book  stacks  may  be  of  con¬ 
crete  slab  construction  approximately  3  in.  in  thickness,  pro¬ 
vided  the  slab  is  so  reinforced  as  to  provide  a  safe  live  load 
of  40  lbs.  per  superficial  foot. 


437-47-A 

APPLICANT— Lama  and  Proskauer,  for  Aufiero  Realty 
Corp.,  owner  (E.  A.  Laboratories,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 132-142  Spencer  street  and  698- 
704  Myrtle  avenue,  southwest  corner  (roof)  ; 
(Block  1750,  part  of  Lot  24),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Francis 
Decchiarelli. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  . 0 

Negative :  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (437-47-A) 

Whereas,  Lama  and  Proskauer,  for  Aufiero  Realty  Corp., 
owner  (E.  A.  Laboratories,  lessee),  filed  April  20,  1947,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  132-142  Spencer  street  and  698-704  Myrtle 
avenue,  southwest  corner  (roof)  ;  (Block  1750,  part  of  Lot 
24),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  15,  1947  on  Alt.  Applic.  1037-47,  reads: 

“1.  Proposed  erection  of  metal  structures  on  present 
roof  of  basement  and  5  story  structure  violates  Sec. 
4.2.1  Bldg.  Code. 


2.  Exits  from  new  floor  areas  violation  Sec.  270 
Labor  Law — Two  direct  means  of  egress  are  req’d.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
(65  ft.)  in  height,  102  ft.  by  100  ft.  in  area,  of  class  1 
construction,  altered  in  1933,  located  on  a  lot  433  ft.  10  in. 
by  100  ft.  and  150  ft.  in  area,  partly  in  an  unrestricted  use 
and  partly  in  a  business  use,  C  area  and  class  1  height 
district  and  used  and  occupied  since  1933  as  follows:  cellar 
— boiler  room  and  coal  storage — 1st  to  5th  floors — manu¬ 
facturing  electrical  equipment — 55  persons  on  the  1st  floor, 
and  60  persons  on  each  of  the  2nd,  3rd,  4th  and  5th  floors; 
roof — paint  storage  room — no  persons  ;  proposed  to  be  used 
and  occupied  without  change  except  that  the  roof  will  he 
occupied  for  paint  storage  room  and  for  the  storage  of 
electrical  equipment  within  the  new  proposed  story;  that  the 
building  is  equipped  with  a  two  source  sprinkler  system  on 
the  3rd,  4th  and  5th  floors;  that  there  is  an  approved  interior 
fire  alarm  system  and  regular  monthly  fire  drills  are  main¬ 
tained;  that  there  are  two  3  ft.  8  in.  fireproof  stairs  extend¬ 
ing  from  the  roof  to  the  street;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
two  Quonset  huts  on  the  roof,  one  measuring  40  ft.  by  65 
ft.  and  the  other  40  ft.  by  70  ft.,  to  be  used  solely  for  the 
storage  of  materials ;  and 

Whereas,  the  applicant  contends  that  no  personnel  will 
be  housed  in  the  proposed  structures;  that  there  will  be 
complete  isolation  from  the  present  plant  facilities;  that  the 
roof  space  must  be  utilized,  since  no  adequate  storage  space 
is  available  convenient  to  the  plant ;  that  the  Quonset  huts 
will  be  used  solely  for  the  storage  of  materials  which  now 
occupy  considerable  plant  space  needed  for  manufacturing; 
and 

Whereas,  C.O.  117027  issued  March  20,  1947  on  com¬ 
pletion  of  work  under  Alt.  Applic.  1233-44,  permits  the  use 
of  the  building  as  a  factory  with  an  occupancy  of  50  persons 
per  floor  for  single  tenancy  and  describes  the  liveload 
capacity  as  150  lbs.  per  superficial  foot  on  each  floor. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1037-47,  dated  April  15,  1947,  be  and  it; 
hereby  is  affirmed  and  that  the  appeal  be  dnd  it  hereby  is 
denied. 


438-47-A 

APPLICANT — Lama  and  Proskauer,  for  Aufiero  Realty 
Corp.,  owner  (E.  A.  Laboratories,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 144-156  Spencer  street,  west 
side,  110  ft.  10  in.  south  of  Myrtle  avenue  (roof); 
(Block  1750,  part  of  Lot  24),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Application:  Alfred  A.  Lama  and  Francis  Dec¬ 
chiarelli.  *>.  I 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT—  .  I 

Affirmatice  :  . _ . 0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (438-47-A) 

Whereas,  Lama  and  Proskauer,  for  Aufiero  Realty  Corp., 
owner  (E.  A.  Laboratories,  lessee),  filed  April  20,  1947,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  144-156  Spencer  street,  west  side,  110  ft.  10  in. 
south  of  Myrtle  avenue  (roof)  ;  (Block  1750,  part  of  Lot 
24),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  15,  1947,  on  Alt.  Applic.  1038-47,  reads: 

“1.  Proposed  erection  of  metal  structures  on  roof  of 
present  basement  and  six  story  structure  violates  Sec. 
4.2.1,  Bldg.  Code. 
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and 


2.  Exits  from  new  floor  areas  violate  Sec.  270,  Labor 
Law—  1  wo  direct  means  of  egress  are  req’d.” 


\\  HERKA.s  the  applicant  states  that  the  building  is  6  stories 
(78  ft.)  in  height,  laO  ft.  by  100  ft.  in  area,  of  class  1  con- 
.truction,  last  altered  in  1938,  located  on  a  lot  433  ft  10  in 
,n  100  ft.  in  area,  partly  m  an  unrestricted  use  and  partly  in 
i  business  use,  C  area  and  class  1  height  district,  presently 
,i>ed  tor  the  manufacture  of  electrical  equipment  throughout 
.util  an  occupancy  of  50  persons  on  the  1st  floor,  80  persons 
m  the  2nd  floor  and  100  persons  per  floors  above ;  that  no 
; hange  in  use  or  occupancy  is  proposed,  except  that  the  new 
th  story  will  be  used  for  the  storage  of  electrical  equipment 
-no  persons ;  that  the  building  is  equipped  with  a  two  source 
prinkler  s> stem _  throughout,  an  approved  standpipe  system 
n  interior  hre  alarm  system  and  required  monthly  fire'  drills 
re  maintained ;  that  there  are  two  3  ft.  8  in.  wide  firenroof 
tairs  extending  trom  the  roof  to  the  street;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to  con¬ 
duct  two  Quonset  huts,  each  measuring  40  ft.  by  110  ft  in 
rea,  to  be  used  for  the  storage  of  materials  on  the  roof  •  and 
W  hereas,  the  applicant  contends  that  the  building  is  pro¬ 
dded  with  two  fireproof  stairs  which  lead  from  the  roof 
.irectly  to  the  street;  that  the  Quonset  huts’ will  be  used  for 
ie  storage  ot  materials  now  occupying  plant  space  needed 
or  manufacturing;  that  there  will  be  no  occupants  in  the 
oposed  structures;  that  the  proposed  structures  will  be 
ampletely  isolated  trom  the  present  plant  facilities;  that  the 
•x)f  space  must  be  utilized,  since  no  adequate  storage  space 
available  convenient  to  the  plant ;  and 
W  hereas,  C.  O.  91052  issued  February  16.  1939  upon  com- 
e  i°n  ol  wortk  un(1er  Alt.  Applic.  12820-38,  permits  the 
esent  use  and  occupancy  and  describes  the  liveload  capac- 
.  as  -UO  lbs.  per  square  foot  throughout  the  building 

f?;'  •!  !?at1ntke  dec>sion  of  the  borough  superintendent 
ted  Apr,!  b  1947  on  Alt.  Apjdic.  1038-47,  be  and  it  hereby 
affi)  med  and  that  the  appeal  be  and  it  hereby  is  denied. 


8-34-A 

PPL1CANT— Samuel  Rosenblum,  for  The  Montrose  Cor- 
^  poration,  owner. 

IJBJECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance— re  Appeal  from  an 
order  ot  the  fire  commissioner  (previously  granted 
i>ruTP°^COI!ttlon  for  temPorary  term). 

REMISES  AFFECTED — 136  41st  street,  south  side,  2« 
ft.  east  of  First  avenue  (Block  716,  Lot  20),  Bor- 
°ugh  of  Brooklyn. 

’PEARANCES— 

•TimJ°^AA?.pAicant:  Samuel  Rosenblum. 

CTION  OF  BOARD— Appeal  reopened  and  term  of  vari- 
,  __  ance  extended. 

{vartT\nce— RE0PEN  AND  EXTEND  term  OF 

Affirmative:  Chairman  Murdock,  Commissioners 

Blum  and  Klemert  and  Deputy  Chief  Guinee  4 
Negative:  . '  q 

'E  RESOLUTION  (348-34-A) 

appeal.from  an  or('er  of  the  fire  com- 
ea?nf  ReC  tng  prem,*e* 136  41st  street-  south  side.  240 
,oldvn  F  1  aVenJuet  (I  Iock  716-  Lot  20),  Borough  of 
Snditffint  gHanted  b,y  Ule  Board  J«ne  18,  1935,  on  cer- 
■  amended  November  i9’ 1935 

Sr&^i^  varia.nce  was  extended  from  time 
ie  4,  1946  ;  anj  h  extens,on  havinS  been  granted  on 

tenn  oTvarianS^^11  reqUCSted  a  furtIier  extension  of 
tEat,  the  Board  of  Standards  and  Appeals  does 

4%Zsolutrn  °{ Jre  18’ 1935-  2^3 

'ternTof  til’  °"ly  111  f°  far  as  lf  has  reference  to 
"Wes  ottio'n  SSEd?  that  aS  ame"d^  Portion 


that  this  variance  shall  continue  for  a  term  of  one 
,/  ye‘u  Lorn  the  date  of  this  amended  resolution;  that 
other  than  as  herein  amended  as  to  term,  the  conditions 
o  the  resolution  of  June  18,  1935  as  amended  through 
resolution  adopted  this  day  shall  be  complied  with  ” 


102-42-S 

APPLICANT— Gotham  Aseptic  Laboratories,  lessee,  for 

giinrrAernAdel,RcaIty  Corp-  owner. 

LBJJ.CT  Application  for  consideration— reopening  and 
ex  ensmn  cf  term  of  variance— re  Variation  of  the 
laboi  law,  as  cited  in  decisions  of  the  borough  super- 

“ranry“erLPri0U  y  gra"k'd  °"  COnditio"  for 

P REMISES  AFFECi'ED — 40-09  21st  street,  east  side,  58.22 
ft  south  of  40th  avenue  (Block  410,  Lot  9),  Lon- 

APPEARANCES-  °Ugh  °f  QueenS> 

For  Applicant :  Arthur  Levine 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
,rTrn  Housing  and  Buildings. 

CHON  OF  BOARD— Application  reopened  and  term  of 
variance  extended.  01 

1  H  VARTAN CF—RE0PEN  AND  EXTEND  TERM  OF 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Klemert  and  Deputy  Chief  Guinee  4 


Negative : 


0 


THE  RESOLUTION  (102-42-S) 

Whereas,  this  application  from  decisions  of  the  bnrnmrl, 
u^nntenclcnt  affecting  premises  40-09  21st  street  east  side 

Ishnd  n,vUR  °f  f0ll,trm,e  4m  Lot '9)  Long 

ou  r,ih0°,f  ,he  Board 

.heW,?ro1VarLacPePliCant  —  a  ^  ~r  of 
urtl.iu  whidj’Wwfullate ar? to  t “moved’ o 

35  arae"dCd’  "’iS  O- 

.WlSfi  St  z 

Labor  Law  therefor,  shall  be  removed  within  two  CD 
months  or  replaced  by  lawful  partitions  excent  that  irii 
parttt.ons  o,t  the  firs,  door  shill  be  removed Tr  ella  d 

APpHcW«2-4PT™'0nS  Ki,"m  Six  (6)  uE 


745-42-A 

APPLICANT— M.  Martin  Elkind,  for  Queens  Valley  De 

Center  0f’ Kew 

vranmH  °£  1 16  J?°.rouS.h  superintendent  (previously 
PREMiIeS  AFFECTED— 135na  K"j’porar-v 

137th  street,  block  botioled  b  pXlMve  e”? 
73rd  Terrace,  136th,  137th  streets  anrt  77th  \.St’ 

APPEARANCE6!-  LOt  2)’  Flushin^-  borough  of  Queens. 
For  Applicant :  M.  Martin  Elkind 

ACTTO ^  *■>'*  of 

an?eFeB.e^dD_APPeal  re°penK'  and  »f  vari- 

1 H  variance-REOPEN  AND  EXTEND  TERM  OF 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative:  *  e“ert  and  Deputy  Chie^  Guinee  4 
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THE  RESOLUTION  (745-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  135-11  77th  avenue  and 
76-36  137th  street,  block  bounded  by  Park  Drive  East,  73rd 
Terrace,  136th  to  137th  streets  and  77th  avenue  (1st  and 
2nd  floors)  ;  (Block  6585,  Lot  2),  Flushing,  Borough  of 
Queens,  was  granted  by  the  Board  on  February  9,  1943,  on 
certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  October .  24, 

1944 ;  and  .  ' 

Whereas,  the  applicant  requested  an  extension  of  the 

term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  24,  1944,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“*  *  *  but  not  to  exceed  one  (1)  year  from  the 

date  of  this  amended  resolution  *  *  *  (Alt.  Applic. 

811-44).”  ,  _ 

265-47-A 

APPLICANT— Newton  P.  Bevin,  for  Hannah  Collins 
Isham,  owner  (life-tenant);  ( S  chi  umber  ger,  Inc., 
lessee). 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED— 21  East  63rd  street,  north  side, 
70  ft.  west  of  Madison  avenue  (4th  floor)  ;  (Block 
1378,  Lot  14)4).  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Hubert  Reeves. 

For  Administration :  Samuel  L.  Becker,  Dep't  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (265-47-A) 

Whereas,  this  appeal,  from  a  decision  of  the  borough 
superintendent,  affecting  premises  21  East  63rd  street,  north 
side,  70  ft.  west  of  Madison  avenue  (4th  floor)  ;  (Block 
1378,  Lot  14 )4 )  >  Borough  of  Manhattan,  was  granted  by  the 
Board  on  April  8.  1947,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  8,  1947,  only  in  so  far 
as  it  has  reference  to  the  proposed  secondary  means  of  exit, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  that  the  secondary  means  of  exit  shall  be 

provided  in  the  form  of  a  fire  escape  with  exit  through 
adjoining  premises  to  Madison  avenue,  as  shown  and  as 
proposed,  except  that  the  stairs  from  such  fire  escape 
may  be  at  an  angle  of  60  deg.” 


209-47-A 

APPLICANT — Bellrice  Realty  Corp.,  owner  (Lena  Ochs 
Plopler,  lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 336-338  3rd  avenue  and  160-162 
East  25th  street,  southwest  corner  (Block  880,  Lot 
50),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  C.  W.  Loeb  and  Robert  Teichmann. 
For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice.  Applicant  to  file  plans  with  the  Department 
of  Housing  and  Buildings,  for  examination  under 
Section  67  of  the  Multiple  Dwelling  Law. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee 
Negative:  . ( 


320-47-A 

APPLICANT — City  and  Suburban  Homes  Co.,  owner. 
SUBJECT — Appeaf  from  an  order  and  a  decision  of  th< 
fire  commissioner. 

PREMISES  AFFECTED — 541  East  78th  street,  northwes 
corner  of  East  River  Drive  (Block  1490,  Lot  122) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Thomas  J.  Grogan  and  Edward  W 
Merli. 

For  Administration :  Peter  Maher,  Fire  Dep  t. 
ACTION  OF  BOARD — Appeal  withdrawn  without  preju 
dice.  Applicant  states  that  plans  are  filed  with  tin 
Department  of  Housing  and  Buildings  for  coni 
pliance  under  Section  67  of  the  Multiple  Dwelling 
Law.  fln 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
1  Blum  and  Kleinert  and  Deputy  Chief  Guinee  - 
Negative:  . 1 


356-47-A 

APPLICANT — George  M.  Rusling,  for  Metropolitan  Lift, 
Insurance  Co.,  owner  (F.  W.  Woolworth  Co. 

lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED— 1410-1420  Metropolitan  avenue 
east  side,  2ol.2  ft.  north  of  McGraw  avenue  (Build 
ing  S-9,  Parkchester  Houses)  ;  (Block  3938,  Lot  1) 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None.  •[  ] 

For  Administration:  Samuel  L.  Becker,  Dept  o 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1947,  at  . 
P.  M.  at  written  request  of  applicant. 


ZONING'  APPLICATIONS 

504-27-BZ 

APPLICANT — Raymond  Irrera,  for  Broadway  230th  Stree 
Corp.,  owner  (William  I.  Wolpert,  lessee). 

SUBJECT — Application  for  consideration — reopening  an< 
extension  of  time  to  complete  work — re  Applicatioi 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  tin 
alteration  and  reconstruction  of  a  gasoline  station 
previously  granted  by  the  Board,  to  include  a  lubri 
torium,  auto  laundry  and  use  of  part  of  plot  toi 
parking  and  storage  of  more  than  five  motoi 
vehicles. 

PREMISES  AFFECTED— 200-218  West  230th  street  anc 
5485  Broadway,  southwest  corner  (Block  3402,  Lo 
652),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Raymond  Irrera.  ,  : 

For  Administration :  Samuel  L.  Becker,  Dep  t  ol 
Housing  and  Buildings.  .  f 

ACTION  OF  BOARD — Application  reopened  and  tirnt, 
extended.  , 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  - 
Negative:  . 

THE  RESOLUTION  (504-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zorj!^ 

resolution,  permitting  in  a  business  use  district,  the  erectio 
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m'nises,n200a2f«  w  1  §^,ine  service  station,  affecting 
premises  20U-..18  West  230th  street  and  5485  B  road  wav 

southwest  corner  (Block  3402,  Lot  652),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  October  28  1927  on 
certain  conditions;  and  ’ 

imd!»r  on7°ct?bc.r  28>  *941,  the  resolution  was  amended 

iheraflnn  1  !t  ?C  °f  the .  zonmg  resolution,  permitting  the 

‘s  mion  so  aSdtne“T^UCtl(?ni  °f  tbe  existing  gasoline  service 
station  so  as  to  include  a  lubritorium  and  auto  laundry  and 

nr  1C  "S|of  1,art  ot  t  ie  l)lot  for  parking  and  storage  of 
more  than  five  motor  vehicles;  and 

D,ece,mber  16-  1941,  the  resolution  was 
further  amended  and  plans  approved;  and 

.  Whereas  time  to  obtain  permits  and  complete  the  work 

fj942'  °«<*~  *•  j*  <o. 

Whereas,  the  applicant  requested  a  further  extension  of 
nine  to  obtain  permits  and  complete  the  work. 

u^Z0,V,Cd’  I'/'Vi  the  B?ard  of  Standards  and  Appeals  does 
iertb\  amend  the  resolution  adopted  on  October  ?8  1927 
as  amended  through  May  28,  1946,  only  so  far  a“s  ’it  has 
eference  to  obtaining  permits  and  completion  of  work  so 
liat  as  amended  this  portion  of  the  resolution  shall  read : 

,  '  ,*  that. a11  Permits  shall  be  obtained  and  all 

work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


53-36-BZ 

i  IT  LI  CANT  Milton  L.  Sloame,  for  The  West  End  Hold¬ 
ing  Corp.,  owner. 

UBJEC1  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application 
(.decision  of  the  commissioner  of  buildings)  pre¬ 
viously  granted  on  condition  under  section  7c  of 
the  zoning  resolution,  permitting  partly  in  business 
and  partly  in  unrestricted  use  districts,  the  erection 

1 1 K  \ n  erre  "uu-rrirT?*  a  gasobne  service  station. 
REMISES  ALEE  Cl  ED— 140-154  West  End  avenue,  east 

rin  ,  iTroWTSt  66th  street  to  West  67th  street 
(Block  1158,  Lots  1,  2,  3,  4,  61,  62,  63  and  64), 
Borough  of  Manhattan 
PPEARANCES— 

For  Applicant:  Milton  L.  Sloame. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

(C1I0N  OE  BOARD— Application  reopened  and  time 
extended. 

PP  V9XE  T9  AND  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative:  . '  q 

iE  RESOLUTION  (153-36-BZ) 

'n\“EREAS’  tbis  application  under  section  7c  of  the  zoning 
(solution,  permitting  partly  in  a  business  use  and  partly  in 

!casoffnnCted  dls^rict’  tbe  erection  and  maintenance  of 
gasoline  service  station,  affecting  premises  140-154  West 

«.  ?B&'an«dei  Cf  stre«  We«t  67th 

ro  .  Jh Ir  1  LotS  2’  3’  4’  61’  62-  63  and  64) 
ugh  ol  Manhattan,  was  granted  by  the  Board  July  14 
'6,  on  certain  conditions ;  and  '  ’  3 

Whereas  tlie  applicant  submitted  plans  for  the  consid- 

Vher°  vs  ^timeT  ’  mder  date-of  Ma-V  20,  1946;  and 
here  as,  time  to  obtain  permits  and  complete  the  work 

rterfttm,,?"  “C  C  ,946'  “"<1  the  applfcam  revested 
v„ber  extens>°n  for  the  same  purpose ;  and 

whereas,  the  applicant  has  stated  that  if  the  extension 
,  "’f .l?  complete  is  granted  for  one  more  vea  no  f“,he 
jests  for  extension  will  be  made.  runner 

t!iat,  tbe  Board  of  Standards  and  Appeals  does 
oby  amend  the  resolution  adopted  on  July  14  1936  as 

race  '  -May  2h  l946-  o«ly  »  far  as  i,  has 

race  to  obtaining  permits  and  completion  of  work  so 

^amended  this  portion  of  the  resolution  shall  read 

r.1  , ",  111  view  °f  submission  and  approval 

Of  Plans  under  date  of  May  20,  1946,  and  in  view  of 


statement  by  applicant  that  no  further- requests  will  be 
ade  for  extension  of  time  to  complete,  that  all  permits 
s  ull  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  amended  resolution.” 


79-37-BZ 

SnmJ^N!~^e0rge  Jamis°n'  for  Ka‘to  Jamison,  owner. 
e'trati'I  of?1’  for , consideration  reopening  anti 
■  *  “  of  term.  °f  variance— Application  (deci¬ 

sion  of  the  commissioner  of  buildings)  previously 
gi anted  on  condition,  under  section  7h  of  the  zoning 

aeSterm°of  I;erm,tting  in  a  busi»ess  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles  borage  ot 

PREMISES  AFFECTED  1015-1021  East  New  York  ave- 

VVtij  northwest  corner  of  Rochester  avenue  (Block 
1420.  Lot  41),  Borough  of  Brooklyn 

APPEARANCES— 

hor  Applicant:  George  Jamison. 

L- Becker>  De,,,t  °f 
,ACT10: ^a°aF„c?°vratWA"',,,Ca,i0n  ™’“d  a"d  «*"»  of 

TH  variance-RE0PEN  and  extend  term  of 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative1;  ^  Klemert  and  Dehuty  Chief  Guinee  4 

THE  RESOLUTION  (79-37-BZ) 

W  hereas,  this  application,  under  section  7h  of  the  vnn.no- 
solution,  permitting  in  a  business  use  district  the  park  f 

nei^o^f*  5^02^<Eas^^^w^^:)r^,<®v  enu^^northv^r"cor^ 

imSZbXTvg  arnf  2°' 

the  ,ermEoAfMHa„ace  Cim'  a  fur,her  extension  of 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 

throu-h' 'bSv  2  iei94?,Ut,?n  ad°rPted  July  7’  1937-  a'  amended 
yia>  22>  194a,  only  so  far  as  it  has  reference  to  the 

resolution  fhllfS?’  “  ‘hat  SS  a‘”ended  lhis  POTtion  “f  *e 

‘‘GraIlted  Uinde^  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 

Tffiv  7  1937^  tlmn  35  iheirej?  amended  the  resolution  of 
, , l  e)l  ,  ;I937,  a,S  amended  27>  1941,  shall  be  corn- 

obtained”  ’  and  tHat  3  certlficate  of  occupancy  shall  be 


631-40-BZ 

API  LICAN1  j  Jacques  Stone,  for  Bowery  Savings  Bank, 

SUBJECT— Application  for  consideration— reopening  and 

Son  of °  He  tfnn  °fi  varian(ie— AppHcation  (deci¬ 
sion  of  the  borough  superintendent)  previously 

granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a 

Hfive' motor«hidesParking  ^  S'°rage  °f  m0re 
PRE1IISES  AFFECTED  323-.145  West  34, h  street,  north 
flde’  393  f J'  ,of  iNmth  avenue  (Block  758.  Lots 

appearances-  e)'  Borough  of  Manha"a" 

For  Applicant :  J.  Jacques  Stone. 

F°r  HouTiingStarnd°BuildhigsUel  L  ^ 

ACTI0^MBV"llira'id"  a"d  -n.  of 
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the  vote  to  reopen  and  extend  term  of 

VARIANCE. 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (631-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage^  of  more  than  five  motor 
vehicles,  affecting  premises  323-345  W  est  34th  street,  north 
side,  395  ft.  east  of  Ninth  avenue  (Block  758,  Lots  16  and 
23  to  27  inclusive),  Borough  of  Manhattan,  was  granted  by 
the  Board  October  15,  1940,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  May  27,  1941 
and  the  term  of  variance  was  extended  on  May  25,  1943  and 
May  29,  1945  ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  15,  1940, _  as 
amended  through  May  29,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  other  than  as  herein  amended  the  conditions  of 
the  resolution  of  May  27,  1941,  shall  be  complied  with; 
that  a  certificate  of  occupancy  shall  be  obtained.” 


1116-40-BZ 

APPLICANT— Flora  Desposilo,  for  Hub  Commercial  Corp., 
new  owner.  ' 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2100-2116  Surf  avenue,  south¬ 
west  corner  of  West  21st  street  (Block  7071,  Lots 
106  to  115,  inclusive),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Flora  Desposito. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ^ 

THE  RESOLUTION  (1116-40-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  affecting  premises  2100-2116  Surf  avenue, 
southwest  corner  of  West  21st  street  (Block  7071,  Lots 
106  to  115,  inclusive),  Borough  of  Brooklyn,  was  granted 
by  the  Board  March  25,  1941,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  October  15, 
1941  and  the  term  of  variance  was  extended  on  April  6,  1943 
and  May  1,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  25,  1941,  as 
amended  through  May  1,  1945,  only  so  far  as  it  has  reference 
to  the  term  of  the  variance,  so,  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 


*  *  *  and  that  other  than  as  herein  amended,  the 

conditions  of  the  resolution  as  last  amended  on  May 
1,  1945,  shall  be  complied  with;  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


1211-40-BZ 

APPLICANT — M.  Augusta  Constantine,  for  Louis  Seitz, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  partly  in  business  and 
partly  in  residence  use  districts,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 88-17  to  88-19  (now  88-11) 
168th  street,  east  side,  100  ft.  south  of  88th  avenue 
(Block  9819,  Lot  6),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mary  Augusta  Constantine. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (1211-40-BZ)  «J 

Whereas,  this  application  under  section  7h  ol  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  88-17  to  88-19  (now  88-11)  168th  street,  east  side, 
100ft.  south  of  88th  avenue  (Block  9819,  Lot  6),  Jamaica, 
Borough  of  Queens,  was  granted  by  the  Board  on  May  6, 
1941,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  May  25, 
1943  and  May  8,  1945,  and  the  applicant  requested  a  further 
extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  6,  1941,  as 
amended  through  May  8,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution.  .  .  . 
and  that  other  than  as  herein  amended,  the  conditions, 
of  the  resolution  of  May  6,  1941,  shall  be  complied  with, 
and  that  a  certificate  of  occupancy  shall  be  obtained 
(Mis.  Applic.  10302-40).” 


786-42-BZ 

APPLICANT — O.  J.  Heinzmann,  owner.  I  I 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance- — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously, 
granted  on  condition,  under  section  7c  of  the  zoning( 
resolution,  permitting  partly  in  residence  and  partly 
in  local  retail  use  districts,  for  a  term  of  two  years, 
the  alteration  and  conversion  of  occupancy  of  an 
existing  building  to  a  factory  (tool  shop). 

PREMISES  AFFECTED — 8  Crabtree  avenue,  southwest 
corner  of  Bloomingdale  road  (Block  7092,  Lot  61), 
Rossville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  S.  L.  Heinzmann.  t 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  ot 
variance  extended. 
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Fvariance- E0PEN  AND  extend  term  of 

Affi~  ,C^irman  Murdock,  Commissioners 
Negative1;  d  KIemert  and  I)el>«ty  Chief  Guinee  4 

THE  RESOLUTION  (  786-42- BZ) 

re''i!™VnStSi“r°lv  taV-Ad0"  7c  uf  "*  zoning 

a  ,<>cal  re<ad  use  district;  the  ttllerat'irfn  and  conv"'  sSTof 

toUaPa,e?m°oftatn„oTea?f  S 

; a,e.  southwest  corner  of  BlS„K'S?oad  ^BlockSwI" 

dfe*  Board^onS  January  r?9^  1943  Ri?'™°"d  W 
Whereas,  plans  wL  approted’  on  Ma'rch  "?6 '“S,  a"d 

r  WHEREAnsth,LTrIUti7  1  »«!  ’and'943'  “ 

l.is  portion  of  the  resotat/on  shill’ rjad  ’  ”  tha'  35  am'"ded 

frnmT^  f-ction  7e  for  a  term  of  two  (2)  years 

J  (iute  °{  1 1,s  a.mended  resolution  *  *  *  3  and 

resolm  on  ?aij  hereili  amended>  the  conditions  of  the 
resolution  as  last  amended  on  June  12  194S  shall 

’  SnS&3?h  an<1  ,"a'  a  Certifi“te  °f  eeetipancy3 shall 

30-45-BZ 

LpPLICAFrT— Lama  and  Proskaner,  for  Anna  Krishian, 
UBJECT— Application  for  consideration— reopening  and 

sloti 11  of "  the  TC  t0,  comPlete  Application^ deep 
Sion  o  the  borough  superintendent)  previously 

granted  on  condition,  under  section  7f  of  the  zoning- 
resolution,  permitting  in  residence  use  district  t?ie 
erection  and  maintenance  of  a  gasoline  service  sta- 
>on,  auto  and  electrical  supply  showroom  lubri- 
torium,  auto  laundry,  brake  testing,  wheel  aligning 
^AfTcTo0rA7pairs  (hand  tools  only)  gnmg’ 

i-  EMISES  AFFECTED— 178-68  to  178-90  South  Con¬ 
duit  boulevard,  and  144-76  to  144-82  Farmers  boule- 
2nn’  |outhwest  comer  (Block  4510,  Lots  1  and 
’PEARANCES— gfie  d’  Borough  of  Queens- 
For  Applicant:  Alfred  A.  Lama 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
-Tir,.,  Housing  and  Buildings. 

i  ext2idedBOARD~APPliCati0n  reopened  and  time 
IE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
N  B  lm  and  Xleinert  and  Deputy  Chief  Guinee  4 

c^aiiv  e :  .  q 


andP^iaefH  F  * 

week  ?" 

tins  amended  resolution  (N.  B.  Applic.  1880-45),” 

36-46-BZ 

SUBTECT-AFnHS-  andProskauer,  for  F.  Lidonici,  owner. 
J  -FI  Application  for  consideration — reopening  and 

'Sr  t  ,°hVr 10  c,°mpieie-re  Apples  (dad 

(  '  ”  7  dl  bc.)ronSh  superintendent)  previously 
^ranted  on  condition,  under  sections  7f  and  21  of 
the  zoning  resolution,  for  a  term  of  years  permitting 

bdiding  TSf  USe’  *?  area  dis'riat'  «e«ion  Of”! 

n'’iUedfiaV?eamo0n„,Ve,,iC,eS’  ^  ■"«  £ 

PREMISES  AFFECTED-68-72  to  68-88  Austin  street 
south  side,  100  ft.  west  of  69th  avenue  (Block  3234’ 

Queens  °tS  and  34)’  Forest  Hills,  Borough  of 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama 
r  or  Administration :  Samuel  L.  Becker  Dep’t  of 
ArmiriM  Eljm5111?  and  Buildings. 

exte°ndedBOARD“APPliCa'i0n  re°p™d  a"d 
THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Negative1;  d  K  einert  and  DePuty  Chief  Guinee  4 

THE  RESOLUTION  (36-46-BZ) 

Whereas,  this  application  under  sections  7f  and  e  *> 
zoning  resolution,  permitting  in  a  busings  use  D  area  d  7 

premises  68-72  to  68  88  a’  1  rm  ten  years>  affecting 
May  14,  1946?  on  certain  condWonf-Md1  ^  "*  B°ard 

obdi“s,^/SLxes;eodrian  ex,msiM  °f  *« 


E  RESOLUTION  (790-45-BZ) 

Vhereas,  this  application  under  section  7f  of  the  zoning 
iiition  to  permit  m  a  residence  use  district,  the  erection 
maintenance  of  a  gasoline  service  station,  amo  and 

e  aestinvPPwh  S  low;room-  lubritorium,  auto  laundry 
testin8.  wheel  aligning,  minor  repairs  (hand  tools 

6;  t0  17^90,  Som''  Conduit  iKHilevard 

^r^rS20^t,,CS^^g^h'^LlSreorf 

IMSHE  by  ,he  B‘,ard  « !'"y  <  ■».««?: 

Herf.as,  the  applicant  requested  an  extension  of  time 
btain  permits  and  complete  the  work. 

■'solved,  that  the  Board  of  Standards  and  Appeals  does 
<y  amend  the  resolution  adopted  on  July  9  1946  only 

ol  3  'LhXS  refCP"Ce  •»  and’  com- 

Ction  stall  ’read:  35  ame"ded  "ds  por,ion  of  ,hc 


91-47-BZ 

APPLICANT— Alfred  H.  Eccles,  for  Einson  Freeman  Co., 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution-re  Application  (Vision 
ol  the  borough  superintendent)  previously  granted 
on  condition  under  sections  7e  and  21  nf  an.tecI 
reaohnion  p  n,i,ting  in  a'resklence 
strict,  the  change  in  occupancy  from  garage  in 
photography  studio,  using  more  than  the  7 ‘ 

P  R  E  M I S  E  SC  A  FFF  FT  FI  I f  rIequired  rear  yard. 

1  oh.S  AFFECTED — 155  East  35th  street  north  side 

171  H-  west  of  3rd  avenue  (Block  891  lot  34)’ 
Annr-J°r°5h  °f  Manhattan.  ’  ,  4)’ 

APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

ArrJn^^'^'  L  n'CkCn  DeP''  °f 

10  an2nd?dOARD_APPllCation  reope"ed  a'>'l  resolution 
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THF  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  „  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  ^ 

THE  RESOLUTION  (91-47-BZ)  _ 

Whereas,  this  application  under  sections  7e  and  21  of  the 
zoning  resolution,  permitting  in  a  residence  use  B  area  dis¬ 
trict,  the  change  in  occupancy  from  garage  to  photography 
studio  using  more  than  the  area  permitted  and  without  the 
required  rear  yard,  premises  155  East  35th  street,  north  side, 
171  ft.  west  of  3rd  avenue  (Block  891,  lot  34),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  April  15,  1947,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  15,  1947  by 
adding  thereto : 

“that  the  altered  front  of  the  building  may  be  in  accord¬ 
ance  with  revised  plans  marked  ‘Received  May  20,  1947,’ 
on  condition  that  in  all  other  respects  the  resolution 
adopted  on  April  15,  1947,  shall  be  complied  with. 


354-45-BZ 

APPLICANT— L.  R.  Realty  Co.,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  business  and  residence  use 
districts,  the  conversion  of  occupancy  of  a  garage 
(previously  granted  by  the  Board)  to  a  factory. 

PREMISES  AFFECTED— 341-347  Reid  avenue  and  03-79 
Marion  street,  northeast  corner  (Block  1692,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None.  t  u 

For  Administration:  Samuel  L.  Becker,  Dept  ol 
Housing  and  Buildings.  W 

ACTION  OF  BOARD— Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPF.N- 
Affirmativt:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . ® 


927-22-B  Z 

APPLICANT— Herman  Kron,  for  Rogers  Place  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  and  business  use 
district,  the  alteration  and  conversion  of  occupancy 
from  public  baths  to  factory. 

PREMISES  AFFECTED — 913-915  Westchester  avenue, 
north  side,  93.47  ft.  west  of  Rogers  place  (Block 
2698,  Lot  79),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


344-33-BZ 

APPLICANT — Lama  and  Proskauer,  for  Nicholas  Scan- 
dore,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  sections  7a  and  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  recreation  center. 
PREMISES  AFFECTED— 1048-1072  (1060  displayed) 

Ocean  parkway,  west  side,  380  ft.  south  of  Avenue 
J  (Block  5495,  Lots  870  and  872),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Nicholas 
Scandore. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reoi>ened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


156-46-BZ 

APPLICANT— Joseph  Lau,  for  Arthur  Herz,  owner. 

SUB  1 ECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7e  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
conversion  to  printing  shop  t  rom  former  carpenter' 
shop  and  lumber  yard. 

PREMISES  AFFECTED— 270-272  West  19th  street,  south 
side,  150  ft.  east  of  8th  avenue  (Block  768,  Lots  7> 
and  76),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Joseph  Lau.  ( 

For  Administration:  Samuel  L.  Becker,  Dept  ol 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reojiened,  subject  tc; 
usual  procedure. 

THE  VOTE  TO  REOPEN —  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . . 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL 

54-46-SA 

APPLICANT — Staffco  Engineering  Co.,  owner. 

iUBJ ECT— Application  for  consideration— reopening  am 
amendment  as  to  additional  name— re  Staffco  Hori¬ 
zontal  Rotary  Oil  Burner,  Models  5  VEA-R  am 
6  VEA-R,  Sizes  C,  E,  F,  G,  H,  J,  K,  L  (previous!) 
approved  on  condition). 

APPEARANCES — 

For  Applicant:  Vincent  Perotto. 

ACTION  OF"  BOARD — Application  reopened  and  resolu¬ 
tion  amended.  r>  trcnT  T  I 

"HE  VOTE  TO  REOPEN  AND  AMEND  RESOLU 

q'lON .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gmnee  1 
Negative:  . 


'HE  RESOLUTION  (754-46-SA)  n  .  .  I 

Whereas,  Staffco  Engineering  Co.,  owner,  filed  oj1  ^ 

,  1946,  an  application  with  the  Board  of  Stam  <  „ 

appeals  for  approval  of  the  appliance  known  as  £ta 
lorizontal  Rotary  Oil  Burner,  Models  5\  EA  K 
VEA-R,  Sizes  C,  E,  F,  G,  H,  J,  K  and  L;  and  of 
Whereas,  this  appliance  was  approved  by  the 
)ecember  31,  1946,  on  certain  conditions;  and 
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fl<  Board  “““  Sf  fMoclerUK9030, 

A- rCSOlU,ion  °f  31.  by  adding  ad IfJ WlflW  t  ’ f  '°  »te 

y-fe  “  -  installed  ^  >^-».n„„ed  w„ .  a„  „,„er 

,'  Burner  asm  tb.U'?  ulujer  Mlc  name  of  Lieblieli  Oil  42-45-SM 

sT'.wf  reqTC,r,S  ^  SUbMc^UU^  InSll,atio"’  !«.  owner 

|  3,.  mo.  in  all  otherj-espects^shal]  be  complied  wi,^  Z^AUSl 

15-46-SA  SndiSnral  Ins,,la,ion  (Previously  approved  on 

Harvey-Whipple  Inc,  owner.  APPEARANCES— 

ucjc.^1  —  Application  for  consideration— reopening  and  .  ^  For  Applicant:  None 

,PEAs  *» *-  -r,  as 

PPEARANCES —  THE  VOTE  TO  REOPEN— 

-  resold-  4 

^TION-11  10  RE0PEN  AND  AMEND  RESOLU-  *  . .  0 

Negative^  4  SUB JECT^A^ V^T*  ^  C°rp”  °wner' 

p  —  (^SA) . * 

appearance's-  conditio")-  "  ek'  Iy 

El? S5.&r^^fcdk"o»"  “  ACT,of6PA^«p(^r^  for  r,lwt  „ 

weklas,  this  appliance  was  approved  bv  the  Rmrri  ™  ~TT  to  amendment.  '  °  1  as 

\?47’  0,1  certain  conditions ;  and  ^  °n  THE  VOTE  TO  REOPEN- 

jilution  ’  ^  apphcant  guested  an  amendment  of  the  A fhrmative :  Chairman  Murdock,  Commissioners 

“I  ir-Ti^dd-  .  —  Depu*y-cw-f  G- « 

‘^eNfcnSv  Oil  JosEPH  J-  Do™.  Chief  CM. 

£S3=T?U»-S  Tbcni  -  .  *  CORRECTION 

I  _ P1"  W‘th'  and  AppealTLrdCneMarchI1!80f1947  asNhey  a  StJ"<h!rds 

Ll^NT  K  1  1  C  “  »  "  N°-  12'  N°-  32  are  h'rch"  "  W  as 

CtoS m  p“  t5^  APPLICANT-Paul  Friedman,  for  >73  Realty  Carp 

L  d^n)^1  K-903°  app-ed0on  cot 

■EARANCES-  STTRTFrT5^-  ,  - 

:iON  OF ' ^oTRD-Annr  f  im^T'  tmm  a  dedsi°"  °f  th=  ^ough  snper- 

j  tj™  amended  "W  a,'°n  reopened  and  resold-  PREMISES  AFFECTED— 769-773  Coney  Island  avenue 

ON  — ^  T°  RE0PEN  AND  AMEND  RESOLU-  of  (Artelyon'  tnad  ’ ( RloJl/'uiCl  oi'V.lf  R  “"'l' 

!  ^fcdST™"  M,,rdockl  Commissioners  APPEALS,*  '  ''  °r°"K" 

i  Negative:  . e|nerl  ant  leput,  Uuel  Gtunee  4  For  Applicant  :  Paul  Friedman  and  M.  J.  Henlcv 

|  RESOLUTION  (55-47-SM)  .  U  ***”■  ^  "f 

;  an'-mnliraB  *KoI,1-e[  Ea>  owner,  filed  on  January  10  THF  VOTE—  >V  ,^p,)  Appeal  granted  on  condition. 

s: rm  , 

|ffA,Sdi7hiS  ,naterial  was  approved  bv  the  Board  on  AbSe"t:  Commissioner  Savage  *.  ]  ? 

:,^e°aPS  “Tan-lendmen,  of  tbe  Read  C 

'^N^a^^^idf5a^,sid-  |r-sas 

ed.'by  aSgTSet:  °f  "* 

bat  »  vtew  ol  the  statement  by  the  applicant  that  ^"(IKkll^ “f 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  6,  1947,  on  Alt.  Applic.  3749-45,  reads: 

“1.  Bldg,  was  erected  after  Oct.  1st,  1913.  Fxits 
should  comply  with  sect.  270  of  Labor  Law. 

2.  All  doors  to  be  adequate  for  120  lbs.  per  sq.  ft. 
liveload.  (1st  fl.  is  good  for  120  lbs.  per  sq.  It.;  2nd 
fi.  is  good  for  60  lbs.  per  sq.  ft.  liveload.)” 

Whereas,  the  applicant  states  the  building  is  two  stories 
in  height,  40  ft.  \Ys  in.  by  74  ft.  10  in.  in  area,  of  Class  3 
construction,  located  on  a  lot  40  ft.  1}&  in.  by  84  ft.  10  in. 
in  area,  Class  3  construction,  erected  in  1920,  located  in  a 
business  use,  C  area  and  Class  1)4  height  district  and  used 
and  occupied  since  1943,  as  follows :  Cellar,  ordinary  stor¬ 
age;  1st  door,  stores;  2nd  door,  showroom  and  manufactur¬ 
ing  of  clothing,  5  persons;  proposed  to  be  used  and 
occupied:  Cellar,  same;  1st  door,  manufacturing  childrens 
wear,  storage,  shipping  room  and  office,  5  persons,  and  bar 
and  grill  (restaurant)  48  persons;  2nd  door,  manufacturing 
automobile  seat  covers,  storage,  shipping  room  and  office, 
30  persons ;  that  the  building  is  equipped  with  one  4  ft.  6  in. 
wide  wood  stairs,  wood  enclosed,  equipped  with  wood  doors, 
which  are  not  self-closing,  stairhall  leads  directly  to  tiie 
street;  that  a  ladder  and  scuttle  to  roof  is  provided,  also  one 
fire  escape  at  the  rear,  extending  to  the  yard  by  stairs,  with 
egress  to  the  street  through  premises  abutting  to  the  rear; 
that  adjoining  buildings  to  the  north  and  south  are  3  stories 
in  height ;  and 

Whereas,  Certificate  of  Occupancy  issued  to  these  prem¬ 
ises  September  19,  1933,  No.  71885,  permits  the  use  and 
occupancv  as  follows:  Cellar,  ordinary  storage;  1st  floor, 
stores ;  2nd  floor,  stores,  showroom,  clothing  manufacturing, 
not  over  5  employees  and  states  the  liveload  capacity  of  1st 
and  2nd  floors  to  be  120  lbs. ;  and 

Whereas,  the  applicant  contends  exits  from  second  floor 
consist  of  a  4  ft.  6  in.  wide  frame  stairway  to  the  street  and 
a  2  ft.  8  in.  wide  door  at  the  rear,  leading  to  an  existing  iron 
staircase,  which  leads  to  a  rear  yard  40  ft.  in  width  and 
10  ft.  in  depth  and  egress  from  this  yard  is  by  a  3  ft.  wide 
gate  in  the  rear  fence,  leading  to  the  property  abutting  at  the 
rear,  400  Stratford  road,  the  owner  of  which  has  filed  an 
affidavit  authorizing  the  use  of  that  premises  for  egress; 
that  although  Certificate  of  Occupancy  71885  certifies  that 
the  second  floor  has  an  approved  capacity  of  120  lbs.  per 
square  foot  liveload,  the  current  examination  of  plans  has 
resulted  in  the  filing  of  objection  by  the  Borough  Superin¬ 
tendent  to  the  effect  that  the  floor  is  only  good  for  60  lbs. 
p.s.f. ;  that  it  is  proposed  to  change  the  occupancy  of  the 
first  floor  from  stores  to  bar  and  grill  (restaurant)  48  per¬ 
sons,  and  manufacture,  storage,  shipping  room  and  office  for 
children’s  wear,  ,15  persons  and  to  change  the  use  of  the  2nd 
floor  from  stores,  show  room,  clothing  manufacture  with 
not  more  than  five  employees  to  the  manufacturing,  storage, 
shipping  and  offices  for  automobile  seat  covers  with  an  occu¬ 
pancy  of  thirty  persons;  that  the  area  of  both  floors  to  be 
used  for  manufacturing  is  less  than  the  area  of  the  lot;  that 
windows  opening  on  the  iron  stair  are  fireproof,  glazed  with 
wire  glass  windows;  that  the  fire  escape  is  protected  from 
the  duct  opening  by  a  damper  operating  on  a  fusible  link ; 


that  the  front  stair  will  be  fire-retarded,  equipped  with  > 
fireproof,  self-closing  door  at  the  2nd  floor  level;  that  tlj 
diagrams  filed  with  tins  appeal  show  the  location  ol  ti 
machines  to  he  operated  on  the  2nd  floor  as  well  as  the 
weights  and  the  manner  in  which  their  weights  are  spreat 
that  the  proposed  iron  staircase  at  the  rear  leading  to  Stra 
ford  road,  via  the  rear  yard  and  the  proposed  fire-retardi 
staircase  at  the  front  leading  to  Coney  Island  avenue,  affor. 
adequate  egress  for  the  thirty  persons  who  occupy  ti 
second  floor;  that  the  existing  bar  and  grill  on  portion  c 
the  1st  floor  does  not  constitute  a  fire  hazard,  as  the  occi 
panv  of  the  2nd  floor  is  a  daytime  occupancy  during  weel 
days,  while  the  occupancy  of  the  restaurant  approaches  tl 
maximum  occupancy  requested  only  on  evenings  and  weel 
ends ;  that  the  sewing  machines  operated  on  the  2nd  flo< 
do  not  constitute  a  concentrated  load  which  would  crea 
a  dangerous  condition ;  that  the  machines  are  mounted  c 
tables  supported  by  four  legs  which  are  2  ft.  9  in.  apart 
width  and  4  ft.  apart  in  length,  so  that  each  part  i 
machines,  plus  tables  and  operators,  weighing  25  lbs.  pi 
machine,  25  lbs.  per  tables,  150  lbs.  per  operator  or  400  lb 
maximum,  take  up  11  square  feet  of  floor  area  or  a  ur 
rate  of  36  lbs.  per  square  foot  on  a  floor  good  for  60  11 
per  sq.  ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  do 
hereby  make  a  variation  in  the  requirements  of  the  Labi 
Law  as  cited  in  a  decision  of  tlite  borough  superintendent  c 
Alt.  Applic.  3749-45  and  that  the  appeal  be  and  it  hereby 
granted  as  to  objection  1,  on  condition  that  the  building  sli: 
not  be  increased  in  height  or  area  and  shall  othervvi 
comply  with  the  requirements  of  section  270  of  the  Lab 
Law,  except  that  the  enclosure  around  the  primary  mea 
of  exit  may  be  made  fire-retarded  with  fireproof  sel 
closing  doors  as  shown  and  as  proposed,  not  less  than  3 
in  width;  that  skylight  over  stairs  may  be  omitted;  that  t 
soffit  under  the  stair  leading  to  the  second  floor  shall  be  fi 
retarded ;  that  a  second  means  of  exit,  consisting  of  a  re 
fire  escape  with  exit  through  the  yard  of  adjoining  premisi 
shall  be  maintained;  that  permission  to  cross  the  adjoinii 
premises  shall  be  filed  with  the  borough  superintendent; 
to  objection  2,  that  the  60  lb.  load  per  superficial  foot  f 
the  second  floor  may  be  accepted,  provided  the  second  flo 
is  used  only  as  proposed  and  no  machines  are  install 
except  sewing  machines  in  connection  with  work  tables 
indicated  on  plans  filed  with  this  appeal;  that  this  variatt 
shall  continue  only  so  long  as  such  arrangement  is  co 
tinued,  all  as  shown  on  plans  filed  with  this  appeal  mark 
“Received  March  5,  1947,”  seven  sheets;  that  such  portal 
fire-fighting  appliances  shall  be  maintained  throughout  t 
building  as  the  fire  commissioner  shall  direct;  that  the  cell 
of  #771  Coney  Island  avenue  shall  be  used  for  the  < 
burner  only  and  no  material  shall  be  stored  or  other  us 
permitted;’  that  the  ceiling  of  this  cellar  shall  be  fi 
retarded. 

_ _  111 .  \ 

*  Correction— The  words  " except ”  inserted  in  line  98 
the  resolution  and  the  words  “not  less  than  3  ft.  in  widti 
that  skylight  over  stairs  may  be  omitted ”,  inserted  in  hi 
100  of  the  resolution. 


NOTICE 


Copnes  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1947  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor 
the  City  Record,  Room  2213,  Municipal  Building,  Au? 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  h 
cents  per  copy  must  he  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York.  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  L)istributic 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  83  ce. 
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ice  of  Hearing  Calendar. 

dJeSA°i  R?gul*r  Meeting,  Tuesday  Morning  June  3 
77n^ffect^ng  Calendar  Numbers  109-43-BZ  311-46- 
7'  77a"46’BZ’  973-46-BZ,  4-47-BZ,  101-47-Bz'  249-47 
T*774J??'BZ’  29(M7-BZ-  299-47-BZ,  457-47-BZ  400- 
-BZ,  871-46-BZ,  177-47-BZ,  379-46-A,  797-46-A’  948- 
-A,  300-47-A,  256-47-A  and  407-47-A. 

Regular  Meeting,  Tuesday  Afternoon,  June  3 
7’Affecting  Calendar  Numbers  893-46-A  143-47  A 

i  A  42782a47^i’  a3«92;47-A’  3%-47-A’  3 98-47- A,  222- 
;V  5-47-A,  171-46-A,  413-47-A,  524-46-A,  301-47-A 
-47-A,  381-47-A,  418-47-A,  427-47-A,  456-47-A  205- 
?7Zi>785'38'BZ’  587‘41-BZ,  1004-41-BZ,  95-45-BZ 
4onBi?4  523*46'BZ’  562-21-BZ,  976-28-BZ,  422-29-Bz’ 
'-29-BZ,  599-32-BZ,  609-40-BZ,  530-41-BZ  254-45-’ 

U^-Sm  '52’  1077'46'BZ’  657-40-SM,  476-44-SM  and 
'  eUseMoafS°nry  UnitS’  RU1CS  f°r  Manufacture,  Testing 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
w,  1,  winch  court  proceedings  are  pending  or  in  progress 
unless  exception  ts  granted  by  the  chairman,  nor  accepted 
winch  ,s  no,  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 

tit' Lard  U  1S  filCd  °n  thC  f°rm  reQUired  by  the  rules  of 

Upon  receipt  of  any  such  communication  the  writer  will 

or  ::ScTth  ^  °ffiCiaI  f°r  *■  appeal 

At  the  time  of  filing  an  appeal  or  application,  the  appellant 
r  applicant  shall  forward  a  signed  notice  of  appeal  ad¬ 
dressed  to  the  administrative  official  either  borough  superin- 

bo1  T1  a  buiId,n£s  or  fire  commissioner  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  tl.eir  plans 
mus  indicate  the  points  of  the  compass  so  as  to  ^ahhsh 

the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application.  sunject 

Appeals  and  applications  will  be  simplified  and  disposition 
o  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

Nezv  Coses  Filed  up  to  June  3,  1947 

Cal.  No.  Dept.  Premises  Affected 

516- 47-BZ— 426-430  Lafayette  avenue,  south  side, 
210  ft.  west  of  Franklin  avenue  (Block  1949,  Lot  27),  Bor¬ 
ough  of  Brooklyn,  Alt.  96a-47. 

517- 47-A— F.D.— 213-219  West  23rd  street,  north  side,  118 
ft.  9  in.  west  of  7th  avenue  and  206-212  West  24th  street 
(Block  773,  Lot  34),  Borough  of  Manhattan,  40941-LF  and 
Decision. 


518- 47-A — H.B.M. — 307  East  106th  street,  north  side,  150  ft. 
east  of  2nd  avenue  (Block  1678,  Lot  7),  (basement,  1st  and 
2nd  floors)  ;  (Block  1678,  Lot  7),  Borough  of  Manhattan, 
Amendment  to  Alt.  482-47. 

519- 47-A— F.D.— 89-91  Columbia  Heights,  south  side,  75.9 
ft.  east  of  Orange  street  (Block  219,  Lot  4),  Borough  of 
Brooklyn,  19098-F  and  Decision. 

520- 47-A — F.D. — 80-84  Nassau  street,  east  side,  99  ft.  9  in. 
north  of  Dutch  street  and  9-11  Dutch  street  (cellar  and  1st 
floor);  (Block  78,  Lots  24-38),  Borough  of  Manhattan, 
52217-LC. 


521- 47-A — F.D. — 1564  Broadway,  east  side,  40  ft.  5  in.  south 
of  West  47th  street  (Block  999,  Lot  63),  Borough  of  Man¬ 
hattan,  52219-LC. 

522- 47- A — F.D. — 350  5th  avenue,  west  side,  from  West  33rd 
to  West  34th  streets  (35th  to  38th  floors,  inclusive)  ;  (Block 
835,  Lots  19-28  and  41-54),  Borough  of  Manhattan,  49778- 
LC  and  Decision. 

523- 47-A— F.D. — 4014  1st  avenue,  west  side,  200  ft.  south 
of  39th  street  (Building  26)  ;  (Block  710,  Lot  1),  Borough 
of  Brooklyn,  7558-LC. 

524- 47-A— Marine  and  Aviation— West  side  of  Kent  avenue, 
foot  of  South  10th  street  (Block  2143,  Lot  1  and  Block  2154, 
Lot  1),  Borough  of  Brooklyn,  25561,  27307,  17822  and  27308, 
Decisions. 


525-47- A — H.B.Bx. — 858  East  169th  street,  south  side,  89.81 
ft.  east  of  Prospect  avenue  (Block  2694,  Lot  15),  Borough 
of  The  Bronx,  Alt.  257-47. 


526- 47-A— F.D.— 235-245  West  102nd  street  and  2681-2687 
Broadway,  northwest  corner  (Block  1874,  Lots  7)4-11),  Bor¬ 
ough  of  Manhattan,  39761-LF  and  Decision. 

527- 47-SM — Gowanus  Cinder  Block  Corp.,  Blocks  for  Load 
Bearing  Walls,  manufactured  by  Gowanus  Cinder  Block 
Corp.,  Material. 

528- 47- A — F.D. — 303  East  44th  street,  north  side  and  302 
East  45th  street,  south  side,  70  ft.  east  of  2nd  avenue  (Block 
1337,  Lots  105  and  148),  Borough  of  Manhattan,  33285-LF 
and  Decision. 


529-47-BZ — H.B.Bx. — 3476  Boston  roat(,  southwest  eorm 
of  Corsa  avenue  (Block  4738,  Lot  5),  Borough  of  11 
Bronx,  Amendment  to  N.B.  203-47. 


530-47-SM — Universal  Fill  Pipe  Terminal,  manufactured  1 
Universal  Valve  Co.,  Material. 


531- 47-BZ — H.B.B. — 871  64th  street,  north  side,  98  ft.  we 
of  9th  avenue  and  872  63rd  street  (Block  5735,  Lot  17' 
Borough  of  Brooklyn,  N.B.  582-47. 

532- 47-SA — Fire  Chief  Oil  Burner,  Models  A  and  B,  A 
pliance. 

533- 47-A — H.B.Q. — 85-42  to  85-44  57th  avenue  and  57-02 
57-10  Van  Horn  street,  southeast  corner  (Block  2882,  Lo 
10  and  11),  Elmhurst,  Borough  of  Queens,  N.B.  9794-4 

Restored  to  Docket. 

254-45-BZ— H.B.Q.— 186-35  to  186-49  Merrick  boulevai. 
and  186-01  to  186-15  Ridgedale  avenue,  northwest  corn< 
(Block  12718,  Lot  1),  Springfield,  Borough  of  Queens,  A 
1038-47.  •  . 


562-21-BZ— H.B.B. — 420  Midwood  street,  south  side,  Z 
ft.  10)4  in.  east  of  New  York  avenue  (Block  4802,  Lot  12, 
Borough  of  Brooklyn,  Alt.  1333-47. 


976-28-BZ — H.B.Bx. — 656-658  Tiffany  street,  east  side,  1. 
ft.  south  of  Spofford  avenue  (Block  2765,  Lot  131),  Boroug 
of  The  Bronx,  Alt.  337-47. 


448-46-BZ— H.B.B.— 2354-2372  East  19th  street,  west  sid 
100  ft.  north  of  Avenue  X  (Block  7403,  Lot  29),  Boroug 
of  Brooklyn,  Alt.  1087-47. 


599-32-BZ— H.B.Bx.— 596-598  Gun  Hill  road,  southwe 
corner  of  Newell  street  (Block  3358,  Lot  40  and  part  c 
Lot  1),  Borough  of  The  Bronx,  Alt.  792-47. 


422-29-BZ— H.B.B— 620-638  Amboy  street,  1333  Linde 
boulevard,  northwest  corner  and  605-619  East^98th  stre'1 
(Block  3631,  Lots  1  and  5),  Borough  of  Brooklyn,  N.l, 
178-47. 


530-41-BZ— H.B.B.— 85-42  to  85-44  57th  avenue  and  574 
to  57-10  Van  Horn  street,  southeast  corner  (Block  2882,  Lo. 
10  and  11),  Elmhurst,  Borough  of  Queens,  N.B.  9794-46. 


609-40-BZ— H.B.B.— 217-223  Schermerhorn  street,  nort 
side,  310  ft.  4  in.  west  of  Bond  street  (Block  165,  Lots  56, 5 
and  58),  Borough  of  Brooklyn,  B.N.  5673-39.  .  , 


657-40-SM— Triangle  Three  Hour  Fire  Door  (flush  type 
manufactured  by  Triangle  Steel  Products  Corp.,  Materia 

476-44-SM — U.  S.  Gypsum  Solid  Long  Length,  Rocklal 
and  Plaster  Partition,  manufactured  by  U.  S.  Gypsum  C< 
Material. 
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Ilo4'S1V^  ,S1°a"  V'300'A  Vacuum  Breaker,  manufactured 
by  -Sloan  \  alve  Co.,  Material. 

17,-46-A— -H.B.B.  21-33  North  11th  street,  north  side,  170 
ft.  west  of  Kent  avenue  (1st  floor);  (Block  2287,  Lot  1) 
Borough  of  Brooklyn,  Amendment  to  N.B.  155-46. 

413-47- A  H.B.Q.  247-32  to  247-50  87th  drive,  south  side 
247-00  to  24/ -41  87th  drive,  north  side,  246-06  to  246-64  87th 
avenue  and  87-01  to  87-09  Commonwealth  boulevard  (Block- 
8639,  Lots  30-41  inclusive,  Block  8640,  Lots  1,  6,  9  and 
42-64  inclusive),  Bellerose,  Borough  of  Queens,  N.B.  9525- 

46  to  N.B.  9534-46  inclusive,  and  N.B.  1729-46  to  N.B.1748- 
46,  inclusive. 


Standpipe  Fireline  Rules . 

T-mh'-r'*1  Alterations,  Reporting!! 

.ink  trucks.  Fuel  Oil,  etc.... 
t*?-  J™cks>  Gasoline,  etc . 

lre,,  9  aScS,.cKu!es.  (Amendment  to 
Rule  505  of  Industrial  Code). 


Cast  Publication  In  liulletln 

June  8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 


I  une 
Nov. 
Nov. 


Sept.  3,  1946— Vol.  31.  No.  36 


ytaa  rss  s  ms  s 


*  oon  -  a  •  B  815'817  East  New  York  avenue,  north 
side,  280  it.  6  in.  west  of  Schenectady  avenue  (Block  1429 
Lot  56),  Borough  of  Brooklyn,  Alt.  1497-47. 

1077-46-BZ— H.B.M.  421-433  East  100th  street,  northwest 
corner  ot  East  River  drive  and  418-432  East  101st  street 
south  side,  91  ft.  3^2  in.  west  of  East  River  drive  (Block 
1694,  part  ot  Lot  14),  Borough  of  Manhattan,  Alt.  706-47. 


JUNE  10,  1947,  10  A.  M. 

7  ^ morning  %  a,  fut’lic.  hearinS 

1013,_M„„icipa,  Building,’ 


DESIGNATIONS: 


'»  housing  and  iriiil<iings7'"i«ciim’onS“eHSil  Department 

ousin,  and  Huildings  lL>’nx;  fijSSkSJ*  mln  ^FD  - 

lrC  ')epanm<'"1-  anj  M.  and  A. — Dept,  of  Marine  and  A vii.UmT 


s  RULES 

Wended  Cement,.  Rule,  for  Testing  La"'  «" 

.,.r  iSM-ui«fcr;-ii»;:: :  ife  ,2;  ISfc&f  Z « 

ertificate  of  Occupancy,  approved  ’  voi.jj.ino.II 

oncrete  Flat  'siahs, '  Rules' CL  jjfly  ff’  Jg^Zvol’  22'  No’  2 gA 
oncrete  Masonry  Units.  Rules  for  Y  ’  1937-Vo1-  22'  N°-  2» 
Manufacture,  Testing  and  Use 

evator  Rules  ^  1’*  J^Z?#  t’  t*  ^ 

ection.  Alteration.  Repair,  Ex’-’  ‘  ’  36  Vol'2,'No.  9 

cavation  for  anil  Demolition  of 

«h  '^Revolving  *  Doors)  .' .' .' .' .'  fune  ??’  f  g*  |42A 

Her, or  Veneering  Materials,  RuleC  ’  1937-Vo1-  22.  N<fe24 

ExiV  iiuii;: :::::::::::::::  ?«T‘-  [?•  ;$-&/■  » ■  *°'f 

"  <In,'rior) . “V  6,  1947-VofJi;  N»:  ?s 

■«  iteVUui;  "•  l9«-v°'-  »■  N“  52 

/■fca'S;  “•  '«*-V.I.J..Na* 

j  woof '  W^d,'  TeMinK  of ! i ! !  Apfl  S3,  TO7-Voi  22  No  VS 

IE  w’W*'  ,<uli"R  for- . . Jon.  21  1919-vS L  4  No  3 

[s,°n  Welding  and  Gas  Cutting  '  J 

4  ShmOff  t?,.'i . Apr.  23'  1946— Vol.  31,  No.  17 

tchwav °Prot«'tin'n . Apr'  J.  1925— Vol.  10,  No.  14 

ilhylJhSe'  RuTeff^'S’sV  31’’  « 

'Of. 'fen's,  ',0XLfen°,'r'  Spray-  ^  ,S>  m’~V*  *  « 

'& ^ito'ionV  v«:  l\\  !S£:?S  M;  Z. }? 

nbini  8SS  (Submerged  iiiefi)  ’ Al*  *•  *  N°-  2 1 

1  rotcctive  Methods  to  Prevent 

4"'e”“.°,' Wl."'  ^Tfe’.fepi  2t:  IJSzSJ  »  K°-  ’2 
ifterating  Systems,  Extract  A.C.Apr.  8,’  1947 — Vol  32’  No  14 
&  '"Rules0""’  RU,CS  f°r* '  •  ^Pr.  22|  1947-Vol.’  32,’  No”]  J 
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matters : 

(Sterman  Brothers  lessees)  estate  Lo.  Inc.,  owner 

dietnVt  fbea  ULUCri>’  lessees;,  to  permit  in  a  business  use 

f^umLy,tinfu^4torium ^amP  ^e'Xe^au^ 

premises  143-17  to  143-19  Hillciri  ve  llc  e  rePair  shop; 
Jamaica^Borou^h  of01Queens. COrne^  ^  ^Sl,  Lot5  31)! 

a  ry  f2?  f  BayReTlt^  Co^"  n  c.!  owner,  ^2  Febru- 

^  applicant, 

April  8,  1947  under  section  7b  LorP->  owner,  reopened 

5^  aVMUe  (B,«k  2'28'  L<-2  ManVst: 

iHiP=pSiSi 

garage  lo  factory  for  a  tempTary  period^  f??l  Public 
prentisea  35-38  £  35-44  Side  S 

36-47-BZ— Apphcation,  January  13,  1947,  under  section  7 e 

manufacturing,  shaping,  cutting  and  assemhlv  If  I,  f  the 
premises  1973-1977  Coney  Island  avenne  eist  side  Pw'fV 
Brooklyn.  Avenue  P  (“lock  6774,  I-o,  ’  65),'  Botngh  of 

to  S“"der  sec!ion  7»  of 

behalf  of  New  Colonial  Ice  Co  owner  Io  n"’  W,,cant-  °" 
use  district,  the  exteus.on^oPei^n-rtSrZ^e"  stooge 
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plant  and  sale  of  ice)  to  be  used  as  an  office  and  machine 
shop;  premises  2850— 8th  avenue  and  264-272  West  b2nd 
street,  southeast  corner  and  49  Macombs  place  (Block  2037, 
part  of  Lot  1),  Borough  of  Manhattan. 

823-46-BZ— Application,  October  28,  1946,  under  section  7f 
of  the  zoning  resolution,  of  Albert  W.  Lewis,  applicant,  on 
behalf  of  Bradbury  Building  Corp.,  owner  (Gulf  Oil  Corp., 
lessee),  to  permit  in  a  residence  and  unrestricted  use  district, 
the  rebuilding  of  a  gasoline  service  station  and  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises 
530-546  East  73rd  street,  southwest  corner  of  East  River 
Drive  (Block  1484,  Lot  26),  Borough  of  Manhattan. 

4-47-BZ— Application,  January  6,  1947,  under  section  21 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  Crescent  Estates  Inc.,  owner,  to  permit  in  a 
residence  and  business  use,  D  area  district,  the  erection  of  a 
business  building  (to  be  used  for  stores)  using  more  than 
the  area  permitted;  premises  101-45  Queens  boulevard,  east 
side,  86.99  ft.  north  of  67th  drive  (Block  2135,  Lot  5), 
Forest  Hills,  Borough  of  Queens. 

252- 47-BZ— Application,  March  19,  1947,  under  section  7b  of 
the  zoning  resolution,  of  Max  Wechsler,  applicant,  on  behalf 
of  23rd  Street  Associates,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  and  retail  use  district,  the  change  in  occupancy  from 
hotel,  stores  and  auditorium  to  hotel,  stores  and  theatre ; 
premises  208-214  West  23rd  street,  south  side,  100  ft.  west  of 
7th  avenue  (Block  772,  Lot  56),  Borough  of  Manhattan. 

253- 47-A— 208-214  West  23rd  street,  south  side,  100  ft.  west 
of  7th  avenue  (1st  floor)  ;  (Block  772,  Lot  56),  Borough 
of  Manhattan. 

393-47-BZ— Application,  April  30,  1947,  under  section  21 
of  the  zoning  resolution,  of  Stanley  H.  Klein,  applicant,  on 
behalf  of  Flushing  Units,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  use,  D  area  district,  the  erection  of  more  than  one 
building  on  a  lot,  and,  to  permit  the  parking  of  twelve  (12) 
motor  vehicles  for  tenants  of  the  buildings;  premises  149- 
47  to  149-65  22nd  avenue,  north  side,  95  ft.  west  of  150th 
street  (Block  4672,  Lot  27),  Flushing,  Borough  of  Queens. 

394_47_A — 149-47  to  149-65  22nd  Avenue,  north  side,  95 
ft.  west  of  150th  street  (Block  4672,  Lot  27),  Flushing,  Bor¬ 
ough  of  Queens  (under  section  36,  General  City  Law  re 
buildings  not  facing  on  public  highway). 

585-41-BZ — Application  of  John  J.  Brennan,  applicant 
and  lessee,  on  behalf  of  Marion  Connors,  owner,  reopened 
May  20,  1947,  for  consideration  as  to  extension  of  variance 
(expired  by  limitation)— Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  109-02  to  109-12  Rockaway  Beach  boule¬ 
vard  and  201-209  Beach  109th  street,  northwest  'corner 
(Block  653,  Lot  12),  Rockaway  Beach,  Borough  of  Queens. 

655-24-BZ— Application  of  Frank  J.  Ross,  applicant,  on 
behalf  of  Jalda  Holding  Corp.,  owner,  reopened  March  26, 
1946,  under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  change  in 
occupancy  from  theatre  (previously  granted  by  the  Board) 
to  store  and  bowling  alleys ;  premises  3837  White  Plains 
avenue,  west  side,  74.21  ft.  south  of  East  221st  street  (Block 
4655,  part  of  Lot  40),  Borough  of  The  Bronx. 

1040-46-BZ — Application,  December  17,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  Biscardi,  owner,  to  permit 
in  a  business  use  district,  the  increase  of  floor  area  to  be 
used  for  manufacturing,  in  excess  of  that  permitted; 
premises  2465  Atlantic  avenue  and  55-65  Van  Sinderen 
avenue,  northeast  corner  (Block  1576,  Lot  34),  Borough 
of  Brooklyn. 

20-47-BZ — Application,  January  7,  1947,  under  sections 
7c  an  7i  of  the  zoning  resolution,  of  Robert  Gottlieb,  appli¬ 


cant,  on  behalf  of  Peter  Mangini,  owner,  to  permit  in  a 
business  and  unrestricted  use  district,  the  extension  of  an 
existing  motor  vehicle  repair  shop  into  the  business  use 
district;  premises  2114  Quarry  road,  south  side,  37.42  ft.  j 
east  of  3rd  avenue  (Block  3062,  Lots  6  and  13),  Borough 
of  The  Bronx. 

97-47-BZ— Application,  January  28,  1947,  under  sections  j 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Waxman  Holding  Corp.,  owner,  to 
permit  in  a  residence  and  business  use  district  ,the  erection 
of  a  building  to  be  used  as  a  public  garage  for  more  than 
five  (5)  motor  vehicles;  the  erection  and  maintenance  of  , 
a  gasoline  service  station,  brake  testing,  wheel  alignment, 
lubritorium,  parts  department  and  a  motor  vehicle  repair 
shop ;  and  the  erection  of  a  building  to  be  used  for  the 
storage  of  lumber  and  trim,  the  manufacturing  and 
assembly  of  trim,  and  a  material  yard  for  the  sale  and 
display  of  masonry,  plumbing  and  roofing  materials; 
premises  13-21  Neptune  avenue,  north  side,  10.53  ft.  east  ■ 
of  East  13th  street,  and  2740-2762  East  14th  street  (Block 
7487,  Lot  22),  Borough  of  Brooklyn. 

102-47-BZ— Application,  January  29,  1947,  under  section 
7i  of  the  zoning  resolution,  of  Robert  Gottlieb,  applicant, 
on  behalf  of  Walthaw  Corporation,  owner,  to  permit  in  a 
business  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  (5)  motor  vehicles,  to  garage  for  more 
than  five  (5)  motor  vehicles  and  motor  vehicle  repair  shop; 
premises  1154  Intervale  avenue,  east  side,  136.6  ft.  south  of 
East  169th  street  (Block  2706,  Lot  48),  Borough  of  The  i 
Bronx. 

34i.47.BZ— Application,  April  16,  1947,  under  sections  7c 
and  7d  of  the  zoning  resolution,  of  New  York  Telephone 
Co.,  applicant  and  owner,  to  permit  in  a  residence  <  and 
business  use  district,  the  extension  of  existing  business 
building;  premises  28-27  30th  street  (Marc  place),  east 
side,  100  ft.  north  of  30th  avenue,  and  92  ft.  south  of 
Newtown  avenue  (Block  595,  Lots  10  and  16),  Long  Island 
City,  Borough  of  Queens. 

365-47-BZ— Application,  April  23,  1947,  under  section  7b 
of  the  zoning  resolution,  of  William  R.  Shirley,  appli-  j 
cant,  on  behalf  of  Appliance  Operating  Corp.,  owner,  to 
permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  garage  for  five  (5)  cars,  first  floor, 
second  floor  vacant,  to  storage  and  servicing  of  washing 
machines  first  floor  and  offices  on  second  floor;  premises 
451  East  83rd  street,  north  side,  96  ft.  6  in.  west  of  York  , 
avenue  (Block  1563,  Lot  21),  Borough  of  Manhattan.  ^ 

390-47-BZ— Application,  April  17,  1947,  under  sections  7b, 
7c  and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  George  C.  Apostle,  owner,  to  permit 
in  a  residence  and  business  use,  D  and  E  area  district,  the 
erection  of  a  business  building  (stores),  without  the 
required  set  back  from  the  building  line;  premises  83-34 
to  83-46  Woodhaven  boulevard,  west  side,  68.83  ft.  south 
of  Myrtle  avenue,  89-02  to  89-04  Myrtle  avenue  and  82-4.1 
to  82-71  89th  street  (Block  3866,  Lot  160),  Glendale,  Bor¬ 
ough  of  Queens. 

300-47-A — Blocks  bounded  by  73ru  avenue,  185th  street, . 
Horace  Harding  boulevard  and  Peck  avenue  (Blocks  5712- 
5716,  7075-7077,  7080-7082,  7092-7094,  7098-7105,  7114-7122 
5723  and  7138-7146,  Lots  ),  Flushing,  Borough  ot 

Queens  (Under  sections  35  and  36,  General  City  Law  re  bed 
of  mapped  streets  and  buildings  not  facing  on  legal  streets— 
Fresh  Meadow  Houses). 

466-47-A— 2126  White  Plains  road,  east  side,  161.25  ft.  north 
of  Maran  place  (basement)  ;  (Block  4287,  Lot  24),  Borough 
of  The  Bronx. 

262-47-A — 935  Courtlandt  avenue,  west  side,  250  ft.  north  of 
East  162nd  street  (Block  2409,  Lots  92  and  93),  Borough  0 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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M. 


JUNE  10,  1947,  2  P. 

I  NO  1  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  10,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

346-43-A — 87-86  188th  street,  west  side,  100  ft.  north  of 
Hillside  avenue  (Block  9900  (1007),  Lot  56— formerly  1), 
Hollis,  Borough  of  Queens  (remitted  by  the  Court  to  the' 
Board  to  take  additioual  testimony). 

307-47-A — 167  Beach  79th  street,  west  side,  327  ft.  south 
of  Rockaway  Beach  boulevard  (Block  615,  Lot  44),  Rock- 
away  Beach,  Borough  of  Queens. 

389-47-A — 553-557  Avenue  of  The  Americas  (6th  avenue) 
and  101  West  15th  street,  northwest  corner  (cellar,  1st,  2nd 
and  3rd  floors)  ;  (Block  791,  Lot  36),  Borough  of  Manhattan. 

395-47- A — 15  East  70th  street,  north  side,  98  ft.  west  of  Madi¬ 
son  avenue  (Block  1385,  Lot  13),  Borough  of  Manhattan. 

356-47-A — 1410-1420  Metropolitan  avenue,  east  side,  251.2 
t.  north  of  McGraw  avenue  (Building  S-9,  Parkchester 
louses)  ;  (Block  3938,  Lot  1),  Borough  of  The  Bronx. 

127-47-A — 11-17  2nd  avenue  and  23  East  1st  street,  south- 
vest  corner  (2nd  and  3rd  floors)  ;  (Block  456,  Lot  27),  Bor- 
mgb  of  Manhattan. 

30-47-A — 321-323  3rd  avenue  and  201  East  24th  street, 
ortheast  corner  (Block  905,  Lot  1),  Borough  of  Manhattan.’ 

21-47-A — 200  East  86th  street,  and  1525  3rd  avenue, 
lutheast  corner  (Block  1531,  Lot  45),  Borough  of  Man- 

attan. 

iO-47-A — 195-02  Linden  boulevard,  southeast  corner  of 
|5th  street  (Block  12613,  Lots  1  and  3),  St.  Albans,  Borough 
Queens. 

>6-45-A — 855  Meeker  avenue,  north  side,  120  ft.  west  of 
arick  street  (Block  2694,  Lot  21),  Borough  of  Brooklyn 
eopened  January  21,  1947). 

3-47-A — 247-32  to  247-50  87th  drive,  south  side,  247-09  to 
7-41  87th  drive,  north  side,  246-06  to  246-64  87th  avenue, 
rth  side  and  87-01  to  87-09  Commonwealth  boulevard 
•lock  8639,  Lots  30-41  inclusive  and  Block  8640,  Lots  1,  6, 
ind  42-64  inclusive),  Bellerose,  Borough  of  Queens  (re¬ 
ined  June  3,  1947;  previously  withdrawn). 

1-47-A — 110-09  Beach  Channel  drive,  south  side,  from 
:eway  to  Beach  108th  street  (Block  598,  Lots  100  and  400), 
ckaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


gasoline  service  station  H  maintenance  of 

'io.isly  granted  b,  the  Boartl)“ni“misest°7‘a™dtro  7?T 

Sack  TT"|’  .“S'1  s'dc'  222<>  west  of  74th  street 
Slf' 3Q„1ee„s?‘  “  a"d  “f  L“<  50),  GlenSte,^! 

“e'sonfnfT^oluiio^Sf  pfch  29J  1W6-  section  7e  of 
half  of  Fred  C  and  AnLSfn°1d  Irrera-  aPP^ant,  on  be- 
ber  Co.,  lessee)  to  nerm  S  P'Kck'.owners  (Steinway  Lnm- 

°< ,  Power  driven  sawsTpremfse^" dO?!  1H,d'strict’  “e 
side,  25  ft.  west  of  41  t  /pf  V  ooSt  Tavenue-  south- 

Island  City,  Borough  of  Queens  ^  6?8’  Lot  44^’  Long 

'Pa1S7¥ol)hPPiCoan)t7SuToner  XT'  Tkr 

applicant,  on  behalf  of  Leon  D  DeMattH^011  B’  Weissman. 
m  a  residence  and  businftftftjft-T’  ?Wner-  to  Permit 
maintenance  of  a  gasoline  service  ft  .erectlon  and 

as, 

under  section  7e  of 

behalf  of  Thomas  O’Rourke  "(Sa Uglft  Smith’  app,icant-  on 
boulevard  (Block  '  10853,  Lot  °2&  "g 


boulevard 
Queens. 

2?a“  HoWsTL? 

on  behalf  of^amue^Schenkd3"13  a"d  Proskauer-  applicants, 
under  section  7c  of  the^S7S5i^?e,,ed  A?ril  9 ’  p946, 
ness  use  district,  the  reconsSucSn  nf  ’  pe.rn?] lt  ,n  a  busi- 

B;ooklyn°rtheaSt  C°rner  <Block  ^Tot  7),  Bo^ugh^f 

523-46-BZ  Application,  June  18  , 

7g  and  21  of  the  zoning  resolution  Lunder  .  sections 

applicant,  on  behalf  of  Flostrand  p°  Robert  Williamson, 
permit  in  a  residence  ■  Realties,  Inc.,  owner  to 

•rids,  the  erection ’atfd Maintenance  cTi  £  &  D  a™d£ 

as  a  storage  garage  for  more ’firm  ft*  fti,din?  to  be  used 

j^-^o-a — 3155  Westrhpcf^^  o 
a™“ 

%%%&%!>  oi 

°f  ^road;vay24(lst4  floor)7  (Block  3133  "ft’  }°°  ft-  north 
Of  Brooklyn.  J  ’  ^lock  3I33.  Lot  10),  Borough 

bSff^r'S,  Dyfr^d^^V'?’  atP'i“"'.  on 

1947rdfner  Super  Service,  Inc  TeteeW  StUrgf\  ow"ers 
1947,  for  consideration  as  to  extension’  Je°pened  Ma>’  20, 
and  amendment  of  resolution  as  to  a  °-f  variance 
ously  granted  on  condition  under  » V  ^PP^cation,  previ- 
resolution,  for  a  temporal  ?erm  of  ft"  7h  °f  the  zo"''ng 

lubritorium  and  office  for  a  term  of  years;  premises  five  (5)  nftofttrfti tke  Parking  and  storage ^f1  more  th  * 
.C„°"5  ,l?!an,d  »?  !>«•"<«  Avenue.  V, 

Lots  7,  11,  15  and  (BI«*  Wft 


JUNE  17,  1947,  10  A.  M. 

IOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
■sday  morning,  June  17,  1947,  at  10  o’clock  in  Room 

3,  Municipal  Building,  Manhattan,  on  the  following 

ters : 

i 

•39-BZ — Application  of  L.  J.  and  G.  A.  Shapiro, 
icants,  on  behalf  of  Max  Kahn,  owner,  reopened  Febru- 

4,  1947,  under  section  7c  of  the  zoning  resolution,  to 
lit  in  a  residence  and  business  use  district,  the  installa- 
of  an  additional  boiler  and  the  construction  and  main- 
nce  of  a  new  boiler  room ;  premises  1055-1065  63rd 
4,  north  side,  140  ft.  west  of  11th  avenue  and  1 062- 
62nd  street  (Block  5730,  Lot  32),  Borough  of  Brooklyn. 

♦6-BZ — Application,  September  24,  1946,  under  sections 
id  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
cants,  on  behalf  of  Max  Stark,  owner  (Joan  Chin, 
-),  to  permit  in  a  business  use  district,  the  erection  and 
tenance  of  a  gasoline  service  station,  auto  laundry,  re 
.  lubritorium  and  office  for  a  term  of  years;  premise: 
2499  Coney  Island  avenue  and  1102-1108  Avenue  V, 
east  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn. 
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58-30-BZ— Application  of  Charles  M.  Spindler,  applicant,  on 
behalf  of  Arthur  Salvati  and  John  Solazzo,  owners,  reopenec 
May  6  1947.  under  sections  7c  and  7i  ot  the  zoning  resolution 
to  permit  in  a  business  use  district,  the  extension  of  existing 
masonry  building  to  include  motor  vehicle  repair  shop  on  the 
existing  gasoline  service  station,  and  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  73-13  to 
73-21°Cooper  avenue  and  71-34  to  71-38  73rd  place,  northwest 
corner  (Block  3691,  Lot  19),  Glendale,  Borough  of  Queens. 


business  use  district,  the  change  of  occupancy  from  hand 
laundry  and  accessory  department  for  dry  clean  mg,  to  wet 
wash  laundry  and  dry  cleaning;  premises  944-940  (942-944 
displayed)  40th  street,  south  side,  46  ft.  1  m  west  of  New 
Utrecht  avenue  (Block  5586,  Lot  25),  Borough  of  Brooklyn. 

951-46-A _ 1759  2nd  avenue  and  234-244  least  92nd  street, 

southwest  corner  (Block  1537,  Lot  27),  Borough  of  Manhat¬ 
tan. 


1013-38-BZ — Application  of  Charles  J.  Bicotta,  applicant  and 
lessee,  on  behalf  of  Hardee  Realty  Co  Mary  Szabo  Atlantic 
Municipal  Corp.,  Charles  Ricotta  and  Ernest  Hoehn  (trus 
tee),  reopened  September  24,  1946  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  } 
premises  1881-1893  2nd  avenue  and  235A  Last  97th  street, 
northwest  corner  (Block  1647,  Lots  21  to  2/,  me  usive),  »or 
ough  of  Manhattan. 


721-41-BZ— Application  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Yale  Land  Co.,  owner,  reopened  December  11, 
1945,  under  sections  7f  and  7i  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  office,  lubritorium  and  auto 
laundry;  premises  260-01  to  260-09  Horace  Harding  boule¬ 
vard  and  54-47  to  54-63  Little  Neck  parkway ^northwest 
corner  (Block  8274,  Lot  128),  Little  Neck,  Borough  of 

Queens. 

1000-40-BZ — Application  of  Booth,  Lipton  and  Lipton,  ap¬ 
plicants  on  behalf  of  Eckert  Realty  Corp.,  owner,  reopened 
June  25,  1946,  under  sections  7e  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  conversion  o 
apartments  in  basement  to  stores ;  premises  2337  Grand  Con 
course  and  164  Field  place,  southwest  corner  (Block  3164, 
Lot  19),  Borough  of  The  Bronx. 


708-45-BZ— Application  of  Paul  Friedman,  applicant,  on  be¬ 
half  of  Mutual  Life  Insurance  Co  of  N  Y.  and  bears  and 
Roebuck  and  Co.,  owners  (Sears  Roebuck  and  Co.,  lessee), 
reopened  April  8,  1947,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  business  use  district,  the 
extension  of  existing  parking  lot  for  more  t.ian  five  (-  ) 
motor  vehicles  (previously  granted  bytheBoard);  premises 
2359-2381  Bedford  avenue,  east  side,  1j8  ft.  314  m-  south  ot 
Ti?den  avenue  and  160-174  (126-170  displayed)  Lott  street 
west  side,  200  ft.  south  of  lilden  avenue  (Block  5135,  Lots 
23-27  and’ 53),  Borough  of  Brooklyn. 


1006-46-BZ— Application,  December  2,  1946,  under  sections 
7a  and  7e  of  the  zoning  resolution,  of  Harry  B  LindUerg, 
applicant,  on  behalf  of  Borden’s  Farm  Products  (Division  of 
Borden  Co.),  owner,  to  permit  in  a  residence  and  business 
use  district,  the  change  in  occupancy  from  wagon  storage, 
stable  and  garage  for  less  than  five  (5)  cars,  to  garage  for 
more  than  five  (5)  motor  vehicles  and  storage  on  second  and 
third  floors;  premises  2840-2862  Atteic  avenue  south  sjde 
from  Schenck  avenue  lo  Barbey  street  181-3)7  Schenck 

avenue  and  250-272  Barbey  street  (Block  3864,  Lots  4,  5,  6, 
8  and  23),  Borough  of  Brooklyn. 


729-44-SA— Noex  Safe  Petroleum  Dry  Cleaning  Unit, 
Models  1,  1A,  IB,  1C,  2,  2A,  2B  and  2C. 


339-46-SM— Apex  Block  Corp.  Hollow  Cement  and  Cinder 
Blocks,  size  8"  x  8"  x  16"  to  include  approval  of  8  x  8  x 
18"  8"  x  12"  x  16"  Hollow  cinder  and  cement  blocks  and 
4"  x  8"  x  18"  Hollow  Cinder  Blocks  (reopened  April  22, 
1947  re  amendment  of  resolution). 


415-46-SM— M.A.B.  Durable  Cement  Block,  8"  x  8"  x  16" 
L.B.H.  (concrete). 

956-45-SM — Apex  Flameproof  Powder  X\\  X  and  No.  6.  ^ 
119-47-SM — Durablock  Concrete  Building  Blocks. 
365-47-SM — Banfiame  (flame  retardant  fibrous  fabrics). 

PI  ARRIS  H.  MURDOCK,  Chairman 


JUNE  17,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public,  hearim 
Tuesday  afternoon,  June  17,  1947,  at  2  o  clock  in  Roor 
1013,  Municipal  Building,  Manhattan,  on  the  followin 

matters : 

418-47-A— 812  Columbia  street,  west  side,  1732  ft.  soutl 
of  Halleck  street  (Block  613,  Lot  1),  Borough  of  Brookly. 

240-47-A— 1240-1256  Broadway,  east  side,  from  West  3 L 
to  West  32nd  streets,  43-49  West  31st  street  and  42-52 !  We. 
32nd  street  (Block  833,  Lots  11,  1 5,  17  and  67),  Borough  Cj 
Manhattan. 

327-47-A— 2570-2574  Fulton  street  and  17  Alabama  av< 
nue,  southeast  corner  (Block  3667,  Lot  13),  Borough  c 
Brooklyn.  '  | 

a74-47-A— 287-295  Amsterdam  avenue  and  170  West  74t 
street,  southeast  corner  (Block  1145,  Lot  61),  Boroug  4 
Manhattan. 

495-47 -A— 133  East  62nd  street,  north  side,  103  ft.  west  r 
Lexington  avenue  (Block  1397,  Lot  13),  Borough  of  Mai 

hattan.  . 

HARRIS  H.  MURDOCK,  Chatrma 


I 


372-47-BZ — Application,  April  24,  1947,  under  section  7a  of 
the  zoning  resolution,  of  Edward  R.  Kane,  applicant,  on  be¬ 
half 'of  Stadium  Holding  Corp.,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  extension  of  existing  building ,  Pre™>ses 
Northeast  corner  of  Schurz  avenue  and  Davis  avenue  (Block 
5606,  part  of  Lot  25),  Borough  of  The  Bronx. 

414.47-BZ— Application,  May  5,  1947,  under  section  7b  of  the 
zoning  resolution,  of  Max  Wechsler,  applicant,  on  behalf  of 
Madison  Equities  Inc.,  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a  busi¬ 
ness  building  extending  into  the  residence  use  distnct  .prem¬ 
ises  2621  Jerome  avenue,  west  side,  362.58  ft-  soVt™lPf  £  g 
bridge  road  (Block  3202,  Lot  50),  Borough  of  The  Bronx. 


JUNE  24,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearn 
Tne?dTaymornin9,  Jane  24,  1947,  at  10  o’clock  in  Roo 
1013,  Municipal  Building,  Manhattan,  on  the  follow.) 

matters : 


276-42-BZ— Application  of  Lama  and  Proskauer,  app 
cants,  on  behalf  of  Thomas  C.  and  Louis  Iervolmo .  ojn*| 
reopened  March  19,  1946,  under  section  7c  of  the  ton 
resolution,  to  permit  in  a  residence  use  district  he  chan 
in  occupancy  from  a  public  garage  to  a  gasoline  s^r 
Station  lubritorium,  auto  laundry  and  office  .premises 
Rapclye  street  and  632-640  Hicks  street,  northwest  corn 
(Block  363,  Lot  38),  Borough  of  Brooklyn. 


451-47-BZ — Application,  May  9,  1947,  under  sections  7e  am 
21  of  the  zoning  resolution,  of  Charles  M.  Spindler,  applicant, 
of  behalf  of  Joseph  Manfredonio,  owner,  to  permit  in  a 


1074-46-BZ— Application,  December  22,  1946,  under  seed 
21  of  the  zoning  resolution,  of  Lama  and  Pros^uer’ JJJJ 
cants,  on  behalf  of  Saj-Lee  Realty  Corp.,  owner,  to  pe 
STa  business  use,  C  area  district  the  erection  of  a  budd» 
using  more  than  the  area  permitted ;  premises  1196-12UU  ^  . 
Island  avenue,  west  side,  400  ft.  north  of  Avenue  I  (Bio 
6513,  Lot  24),  Borough  of  Brooklyn. 
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274-47-BZ  Application,  March  21,  1947,  under  section  7e  of 

l, r?VeS°h,tT,>  of  Ludwi'g  P-  Bono,  applicant  on 
,  >  of  Prances  Murtha  Striglis,  owner  (Otto  Kluger 

lessee),  to  permit  in  a  residence  use  district,  the  extension  to 

■»,  »££ 

(Block  4481, SLot  T*),’  Borough  of  The  Bronx!  ***“  aVCnUe 

609-40-BZ— Application  of  Frank  Fclino  applicant  and 
lessee,  on  behalf  of  A.  I.  Namm  &  Son  and  Minerva  V 
(Snhe/Ye,r’  owners>  reopened  June  3,  1947,  for  consideration  as 

L  nJUJ1  i°f  vanan,ce  (exP!red  by  limitation)—  Applica- 
on.’  Previ°usly  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  for  a  term  of  two  (2)  years  permitting  in 
a  busmoss  use  district,  the  parking  ami  storage  of  more  than 
h\e  (5)  motor  vehicles;  premises  217-223  Schcrmerhorn 

165CLotelS  ?7e’  3t1?^t’  i  in‘  west  of  Bond  strcet  (Block 
lot),  Lots  56,  57  and  58),  Borough  of  Brooklyn. 

328-46-BZ  Application,  April  17,  1946,  under  section  7c  of 

o  eL°BngOdT1Utlfn'  °f  Herman  Kron’  applicant,  on  behalf 
Ot  l,.  15.  UU  Co  Inc.,  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  of  an  extension  to  an  exist¬ 
ing  gasoline  service  station  (previously  granted  by  the  Board) 

boulevard <and"l4^n24ai20i ilaundrv  ’  Premises  120-06  Sutphin 

12045  I  ot  m^4!  4  2°  n avenue,  southwest  corner  (Block 
t^U4a,  Lot  194),  Jamaica,  Borough  of  Queens. 

349-46-BZ— Application,  May  10,  1946,  under  section  7e  of 

ofeisaacnf  FhttUt,°"'  °f  ^r,manA  r\S?n’  aPPlirant,  on  behalf 
ot  Isaac,  1.  FI  at  to,  owner  (John  A.  Kiefer,  lessee)  to  permit 

m  a  business  use  district,  the  erection  and  maintenance  of  a 

lS"  PalmeHo0,5^!10^  ?remises  714  Cypress  avenue  and 
!7Jal"!  tto  street  southeast  corner  (Block  3449,  part  of 
-ot  6),  Ridgewood,  Borough  of  Queens. 

n7-46-BZ-Application,  November  26,  1946,  under  section 

on  S,Tf  rCf°Afl0l1’  °f  Lama  an<1  Proskauer,  appli- 
ants,  on  behalf  of  Maria  Aurecchione,  owner  (Crescent 

asting  Co.,  lessee),  to  permit  in  a  residence  use  district  the 
bange  of  occupancy  from  wet  wash  laundry  to  foundry  • 
■remises  1011  Logan  street  and  650-666  Cozine  avenue  south- 
ast  corner  (Block  4564,  Lots  2-10),  Borough ^of  Brooklyn. 

c07fnd62?orthPPPnCatiOn’  D(iCeniber  ?2’  1946>  under  sections 
c  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer 

ppheants,  on  behalf  of  Osher  and  Reiss  Inc ,  ovvne?  to 

xS,mhm-MbUSinfS  US/a-  -C  a,rea  district-  the  extension  to 
xisting  building  for  additional  garage  for  five  (5)  trucks 

sing  more  than  the  permitted  area;  premises  1110  Utica 

3S  «60  Lok norf hwest  corner 

ciock  4/60,  Lots  15-16),  Borough  of  Brooklyn. 

0!f!t'BZ~APplicat,ion'  December  22,  1946,  under  section 
-  ol  the  zoning  resolution,  of  Lama  and  Proskauer  appli- 
mts  on  behalf  of  B  &  E  Service  Station  Inc.  owner  to 

Son  o%baUSmeS-S^SC  dlStr,i-Ct’  the  ^construction  of’ an 
lir  0fnameX1Sting,gasoline  service  station,  auto  re- 

•nhim  aidnd10ffi<H  t0  inc  ude  gasoline  service  station,  lubri- 

m,  auto  laundry,  motor  vehicle  repair  shop  office  and 

i-29Stor9°^  Zrr  T'02  /°  104-°8  Atlantic  avenue, 

u  oio/i.i  44  104th  street,  southeast  corner  and  104-01  to 

*'53t?£h«aVenue  (Block  9384>  Lots  1,  3  and  59)  Rich 
ond  Hill,  Borough  of  Queens 


erection  and  maintenance  of  a  building  to  be  used  as  a  garage 

Icluct ;Park’rg  and  Storage  of  m-e  than  five  (S"  motfr 
vehicles,  gasoline  service  station,  motor  accessories  and  -is 

1“°  °r  -pair  shop  will,  sores  from  4  on  the 

the  Americas ;  1120-1136  Avenue  of  The  Amcr- 

s“Lts6  andVe5Te7  ’  We,st  43rd  to  Wcst  44d> 

Borough  of  Manhattan?’  S'rCet  (B'°Ck  12S9'  Lot 

458-47.BZ— Application,  May  12,  1947,  under  section  7h  of 

behalf  ofs  T°U70"-  ,°f  A  A  Salk°wiL  applicant,  on 
•  i  B.  &.  J.  Construction  Corp  owner,  to  permit  in  a 
residence  use  district,,  the  parking  of  more  than  five  5) 
motor  vehicles  in  conjunction  with,  and  for  use  of  shonnVrs 

premises'TIl  24  f}0'fng  storcs’  r!°  fees  to  be  charged; 
premises  141-24  Jewel  avenue,  south  side  100  ft  r,f 

fcs.reet  (Bl0Ck  6616’  Lot  *>■  Gatde™,  Borough  of 

and'7ABo^7dPPlic?ti0n'  1[,ay.13-  1947.  under  sections  7c,  21 
and  /A  of  the  zoning  resolution,  of  Paul  Friedman  annli 

(U  'S0npbosh,aOfficeMrriS  and  .Blarry  Davis,11  owners 

business  use*  f  lC  Sec),’  perml!  in  a  residence  and 
usiness  use,  C  area  district,  the  erection  of  a  building  for 

business  use  using  more  than  the  permitted  area  and  with  a 

pSrniserm/l^rW1^^!  difanCe  from  the  intersection  ; 
premises  1714-1726  West  6th  street  and  305  Kings  Highwav 

northwest  corner  (Block  6650,  Lot  11),  Borougf  oTIrooT 

813-45-SA  The  Salvajor  (dishwasher). 

})cI(ling  Electrodes — SW-10  SW- 
1U  SW -14,  SW-15  and  SW-75,  5/32"  and  3/16"  diameters. 

le5a*«jSM~EUiCOte  Flameproofing  Process  (for  artificial 

HARRIS  H.  MURDOCK,  Cl, air, mm. 


JUNE  24,  1947,  2  P.  M. 

rX«/t™EaGSfNa.°f2  -  hr8 

lO^Municipa,  ^i, ding,  VX,?’ ,  ^ '.t 

283-47-A— 295  10th  avenue  and  501-503  West  27th  street 
northwest  corner  (Block  699,  Lot  30),  Borough  of  mS 

nC'fL/r67'71  w«t  38th  street  and  1020-1022  Avenue 
840,  Lo,  irBSh,gthofaKh)a’,,an.rt’,eaSt  C°rner  (B'°ck 


HARRIS  H.  MURDOCK,  Chairman. 


JULY  1,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
l^sday  morning,  July  1,  1947,  at  10  o’clock  in  R™? 
e°rs3’  Municipal  Building,  Manhattan,  on  the  following  mat- 


'?hpBi~Applica,ti0-n’  Ja"uary  23>  1947,  under  section  7a 

behalf  "f  S™k'0np  0f  Sanders  and  Carer,  applicants? 
,  -f  alt  .?*  Carmen  Pisano,  owner,  to  permit  in  a  Innl 

anlUSefdlStnCt’  the  extension  °f  existing  building  and  the 
nge  of  occupancy  from  three  stores  and  eight  families 

rfageeaat  reaarPfnafid  SrC)  families  and  the  election  of  a 
f,  .£  1  rear  f°r  bYe_  (o)  motor  vehicles;  premises  54-56 
mpkms  avenue  and  712-720  Park  avenue,  southwest  cor 
(Block  1739,  Lots  38  and  39),  Borough  of  Brooklyn. 

i'7i'ofZffi^Pli-ati0n’  ^Prd  22V  l947’  under  sections  7f 
eet  Corn  ITv8  rfesolu;,on-  of  Avenue  and  44th 

ace  Tnr P  ’l  appl'cant  and  owner  (Hippodrome  Parking 
ace,  Inc.,  lessee),  to  permit  in  a  retail  use  'district,  the 


651 


7A 'andBfr^fPPt!iCation:  ApH1  1  1947’  under  sections  7c.  7f, 
/A  and  21  of  the  zoning  resolution,  of  New  York  Life 

nsurance  Co.,  applicant  and  owner,  to  permit  in  a  residence 
business  and  an  unrestricted  use,  D  area  distrk?  as  to  the 
of  husiness  use  (stores)  into  a  Residence  district 
cation  of  boiler  house  in  residence  district  and  the  loca- 
L°n  m  aSasoIlne  service  station  in  business  district*  prem¬ 
ises  Blocks  bounded  by  73rd  avenue,  185th  street  Horace 
Harding  bon  evard  and  Peck  avenue  (Fresh  ’Meadow 

109-43-BZ— Application  of  Lama  and  Proskauer  aooli 

22  1946n,bClalf  °l  S\mUel  Sym'  owner>  reopened  October 
ffi’n  Sem0n  ?C  °  lhe  zoning  resolution,  to  perm B 

l  siness  use  district,  the  extension  in  area  of  building 
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used  as  a  wet  wash  laundry  (previously  granted  by  the 
Board  and  having  expired  due  to  limitation  of  time  to  com¬ 
plete  work)  ;  premises  64-08  Perry  avenue,  south  side,  47.73 
ft.  east  of  Willow  avenue  (Block  2716,  part  of  Lots  12  and 
13),  Maspeth,  Borough  of  Queens. 

311-46-BZ — Application,  April  26,  1946,  under  sections  7c 
and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Socony  Vacuum  Oil  Co.,  Inc.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the  recon¬ 
struction  and  extension  of  an  existing  gasoline  service  sta¬ 
tion,  to  include  lubritorium,  auto  laundry,  minor  repairs, 
office  and  sale  of  accessories;  premises  165-01  to  165-09  Hill¬ 
side  avenue  and  87-45  to  87-53  165th  street,  northeast  corner 
(Block  9837,  Lot  10),  Jamaica,  Borough  of  Queens. 

379-46-A — 165-01  to  165-09  Hillside  avenue  and  87-45  to 
87-53  165th  street,  northeast  corner  (Block  9837,  Lot  10), 
Jamaica,  Borough  of  Queens  (under  section  35,  General  City 
Law — re  bed  of  mapped  street — 165th  street). 

947- 46-BZ — Application,  December  4,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Joseph  H.  Cornell,  applicant, 
on  behalf  of  Harry  D.  O’Connor  and  Sylvester  D.  O’Connor, 
owners,  to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  a  one  family  dwelling  to  a  funeral  parlor, 
and  one  family  dwelling;  and  the  erection  of  a  two  (2) 
car  garage  to  be  used  in  conjunction  with  the  proposed  busi¬ 
ness;  premises  172  Beach  84th  street,  east  side,  250  ft.  south 
of  Rockaway  Beach  boulevard  (Block  619,  Lot  28),  Rock- 
away  Beach,  Borough  of  Queens. 

948- 46- A— 172  Beach  84th  street,  east  side,  250  ft.  south 
of  Rockaway  Beach  boulevard  (Block  619,  Lot  28),  Rock¬ 
away  Beach,  Borough  of  Queens. 

973-46-BZ — Application,  December  10,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Charles  A.  Dahmen,  owner,  to  permit 
in  a  residence  use  district,  the  extension  and  reconstruction 
of  an  existing  gasoline  service  stafion,  to  include  auto  laun¬ 
dry,  lubritorium  and  office;  and  the  change  of  occupancy  of 
the  tlorist  store  and  office  to  gasoline  service  station ;  prem¬ 
ises  100-33  to  100-35  Atlantic  avenue  and  93-06  to  93-16 
102nd  street,  northwest  corner  (Block  9306,  Lots  64-66), 
Richmond  Hill,  Borough  of  Queens. 

457-47-BZ — Application,  April  30,  1947,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf' of  Tilyou  Realty  Co.  and  Estate  of  Theodore 
W.  Kramer,  owners,  to  permit  in  a  business  use  d:strict,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  3012-3048  West  8th  street,  west  side,  86  ft.  south 
of  Surf  avenue  (Block  7287,  part  of  Lot  8),  Borough  of 
Brooklyn. 

101-47-BZ — Application,  January  29,  1947,  under  section 
7c  of  the  zoning  resolution,  of  Max  Horn,  applicant,  on 
behalf  of  Harry  Garvin,  Ben  and  Harry  Zeitlin,  owners,  to 
permit  in  a  residence  use  district,  the  extension  of  existing 
bathing  establishment,  restaurant,  bar  and  grill;  premises 
109-20  to  109-30  Ocean  Promenade  and  134-160  Beach  110th 
street,  northeast  corner  (Block  654,  Lot  42),  Rockaway 
Beach,  Borough  of  Queens. 

249-47-BZ — Application,  March  18,  1947,  under  section 
7e  of  the  zoning  resolution,  of  Jacob  J.  Gloster,  applicant,  on 
behalf  of  Dominick  Latnacchia,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  in  occupancy  from  storage  and 
office;  to  office,  storage  and  baling  of  waste  paper;  premises 
596  Water  street  and  80  Montgomery  street,  northwest  corner 
(Block  245,  Lot  47),  Borough  of  Manhattan. 

290-47-BZ — Application,  March  27,  1947,  under  section 
7e  of  the  zoning  resolution,  of  Julius  Eckmann,  applicant,  on 
behalf  of  Eugene  Higgins,  owner,  to  permit  in  a  residence 
use  district,  the  change  in  occupancy  from  Post  Office  and 
motion  picture  theatre  to  factory  and  storage;  premises 


178-184  West  102nd  street,  south  side.  100  ft.  east  of  Amster¬ 
dam  avenue  (Block  1856,  Lots  57  and  60),  Borough  of  Man¬ 
hattan. 

797-46- A — 605  West  45th  street,  north  side,  100  ft.  wes 
of  l  ltli  avenue  (Block  1093,  Lot  28),  Borough  of  Manhattan 

HARRIS  H.  MURDOCK,  Chairman 


JULY  1,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a,  public  hearinj 
Tuesday  afternoon,  July  1,  1947,  at  2  o’clock  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  followinj 
matters : 

292-47-A — 41-69  Clark  street,  92-100  Henry  street,  46-81 
Pineapple  street  and  101-121-  Hicks  street,  entire  block  (Bloc! 
231,  Lot  1),  Borough  of  Brooklyn. 

367-47-A — 800  East  12th  street  and  1122-1124  Avenue  H 
northwest  corner  (Block  6695,  Lot  9),  Borough  of  Brooklyn 

301-47-A — 691  Columbus  avenue,  east  side,  76  ft.  1  in 
north  of  West  93rd  street  (Block  1207,  Lot  60j/2  (160) 
Borough  of  Manhattan. 

381-47-A — 2916  White  Plains  road,  northeast  corner  o 
Arnow  avenue  (Block  4546,  Lot  7),  Borough  of  The  Bronx 

HARRIS  H.  MURDOCK,  Chairman 


JULY  8,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearinj 
Tuesday  afternoon,  July  8,  1947,  at  2  o’clock  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  followinj 
matters : 

211-47-A — 100-116  Park  avenue,  west  side,  from  Eas, 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  1275 
Lots  27  and  43),  Borough  of  Manhattan.  ■  • 

289-47-A — 100-116  Park  avenue,  west  side,  from  Eas 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  1275 
Lots  27  and  43),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


JULY  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearinj 
Tuesday  afternoon ,  July  15,  1947,  at  2  o’clock  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  followinj 
matter : 

319-47-A — 152-154  East  42nd  street,  south  side,  141  ft 
8  in.  west  of  3rd  avenue  (Block  1296,  Lot  43),  Borough  oi 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


JULY  22,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearinj 
Tuesday  afternoon,  July  22,  1947,  at  2  o’clock  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

352-47-A— 2520-2526  Broadway  and  207-215  West  94th 
street,  northeast  corner  (Block  1242,  Lots  24  and  25),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 
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BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  3,  1947 


approved  as  printed  in  Bulletin  21,  Volume  32  ’ 


ZONING  APPLICATIONS 

109-43-BZ 

■APPLICANT— Lama  and  Proskauer,  for  Samuel  Sym 
owner.  J  1 

SUBJECT— Application  reopened  October  22,  1946— Ap- 
p  ication  (decision  of  the  borough  superintendent) 
under  section  /c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  extension  in  area  of 
building  used  as  a  wet  wash  laundry  (previously 
granted  by  the  Board  and  having  expired  due  to 
p„,;, , ,  'I .tlme  to  conB)lete  work). 

I  b  EC Perry  avenue,  south  side, 

T  .t  f?  eaf,°/^,l  low  avenue  (Block  2716,  part  of 

APPEARANCES-  Maspeth’  BorouSh  of  Queens. 

bor  Applicant:  Alfred  A.  Lama  and  John  Sym. 
bor  Opposition:  John  Baehr,  Dominick  Dombronski, 
Walter  Szachaez,  John  Balcunas,  W.  Tomkovuit 
and  others. 

bor  Administration :  Samuel  Becker,  Dep’t  of  Hous- 
i  mg  and  Buildings. 

ACl  ION  OF  BOARD— Laid  over  to  July  1,  1947  at  10 
A.  M.  tor  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


APPEARANCES— 

bor  Applicant:  Joseph  H.  Cornell,  Harry  D.  O’Con¬ 
nor  and  J.  Lewis  Fox. 
ror  Opposition  :  None. 

*'0r  ingt"!  BuMTngsSamUel  Bcc,£cr-  **  of  Holls- 
ACTION  OF  BOARD  Laid  over  to  July  1,  1947  at  10 

NvT  for  mspection  by  a  committee  of  the  Board 
and  decision  without  further  argument 


973-46-BZ 

A Pi’Ll CAN1^—Lama  and  Proskauer,  for  Charles  A.  Uah- 

SUBJECI— Application  (decision  of  the  borough  superin- 

™t“nder  Se^°"  7c  °f  ^  zoning8 resolution, 
to  permit  in  a  residence  use  district,  the  extension 

stadtionCOfSt,-UCitl0J1  °f  an.existing  gasoline  service 

office  ’and  !bpUie  aut0  laundry,  lubritorium  and 
otbee ,  and  the  change  of  occupancy  of  the  florist 

PRFMTSF?  AnpT7p?'Cm^?AgaSOline  service  station. 
PREMISES  AFFECTED— 100-33  to  100-35  Atlantic  Ave- 

ner  Tn  ?3*16  \°2nd  street-  northwest  cor- 

ner  (Block  9306,  Lots  64-66),  Richmond  Hill,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Charles  A 
Dahmen. 

For  Opposition :  Thomas  B.  Miceli  and  Otto  A 
bsaessler. 

bor  Administration :  Samuel  Becker,  Dep’t  of  Hous- 
.  lng  and  Buildings. 

ACl  ION  OF  BOARD— Laid  over  to  July  1,  1947  at  10 

A:  M-  ior  inspection  and  decision  by  the  Board 
without  iurther  argument. 


311-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Socony  Vacuum 
-  E°-’  ^nc>  ovvner- 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7i  of  the  zoning 
resolution  to  permit  in  a  residence  and  business  use 
district,  the  reconstruction  and  extension  of  an  ex¬ 
isting  gasoline  service  station,  to  include  lubritorium 
auto  laundry,  minor  repairs,  office  and  sale  of  ac¬ 
cessories. 

PREMISES  AFFECTED  165-01  to  165-09  Hillside  avenue 
and  0/-35  165th  street,  northeast  corner  (Block  9837 

appearances^13^’  Borough  of  Queens- 

For  Applicant :  Alfred  A.  Lama 
For  Opposition :  Mabel  R.  Crane,  Wm.  L.  Schrauth, 
Mary  E.  Caswell  and  Hermine  Nelson 
bor  Administration:  Samuel  Becker,  Dep’t  of  Hous- 
■ng  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  1,  1947  at  10 
A.  M.  for  mspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


4-47-BZ 

APPLICANT— Alden  B.  MacNeil,  for  Crescent  Estates 
Inc.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin- 
encent)  under  section  21  of  the  zoning  resolution 
to  permit  in  a  residence  and  business  use,  D  area 
district,  the  erection  of  a  business  building  (to  be 
used  toi  stores)  using  more  than  the  area  permitted 
PREMISES  AFFECTED-101-45  QueenS  boulevard,  east 
side  86.99  ft.  north  of  07th  drive  (Block  2135,  Lot 
5),  b orest  Hills,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  Alden  B.  MacNeil. 

For  Opposition :  A.  Kanter. 

For  Administration :  Samuel  Becker,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at  10 
A.  M.  at  request  of  objector. 


947-46-BZ 

APPLICANT— Joseph  H  Cornell,  for  Harry  D.  O’Connor 
Sylvester  D.  O  Connor,  owners. 

;3UBJLCT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  a  one  family  dwelling  to  a  funeral 
parlor,  and  one  family  dwelling;  and  the  erection  of 
a  two  (2)  car  garage  to  be  used  in  conjunction  with 
the  proposed  business. 

REMISES  AFFECTED— 172  Beach  84th  street,  east  side, 

fin  t  S°l’  2!  Kockaway  Beach  boluevard  (Block 
Oiy,  Lot  28),  Rockaway  Beach,  Borough  of  Queens 


101-47-BZ 

APPLICANT— Max  Horn,  for  Harry  Garvin,  Ben  and 
Marry  Zeitlin,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  extension 
ot  existing  bathing  establishment,  restaurant,  bar 
and  grill. 

PREMISES  AFFECTED  109-20  to  109-30  Ocean  Prom¬ 
enade  and  134-160  Beach  110th  street,  northeast 
corner  (Block  654,  Lot  42),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Horn,  Harold  Garvin  and 
Harry  Zeitlin. 
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For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks, 
Frank  J.  Carey,  William  Borriello,  Annie 
Hunter  and  others. 

For  Administration:  Samuel  Becker,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  J.  Saunders,  Board  of 
Education. 

ACTION  OF  BOARD— Laid  over  to  July  1,  1947  at  10 
A.  M.  for  inspection  and  decision  by  the  Board 
without  further  argument. 


249-47-BZ 

APPLICANT— Jacob  J.  Gloster,  for  Dominick  Lamacchia, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  from  storage  and  office;  to  office,  storage 
and  baling  of  waste  paper. 

PREMISES  AFFECTED— 596  Water  street  and  80  Mont¬ 
gomery  street,  northwest  corner  (Block  245,  Lot 
47),  Borough  of  Manhattan. 

APPEARANCES—  ,  „  ,  .  T  , 

For  Applicant:  J.  J.  Gloster  and  Nathan  A.  Lashen. 
For  Opposition :  Geo.  H.  Bruns,  Deputy  Commr.  of 
Hospitals,  Dr.  Bloom  and  others. 

For  Administration :  Samuel  Becker,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  1,  1947,  at  10 
A.  M.  for  inspection  and  decision  by  the  Board 
without  further  argument. 


274-47-BZ 

APPLICANT— Ludwig  P.  Bono,  for  Frances  Murtha  Strig- 
lis,  owner  (Otto  Kluger,  lessee),. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  two  existing  stores,  to  be  used  for  storage  space, 
and  the  conversion  of  the  two  stores  into  one  store. 

PREMISES  AFFECTED— 2508-2510  Eastchester  road,  east 
side,  75  ft.  north  of  Mace  avenue  (Block  4481,  Lot 
17),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono. 

For  Opposition  :  Louis  Forti. 

For  Administration:  Samuel  Becker,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  24,  1947  at  10 
A.  M.  for  further  consideration. 


290-47-BZ 

APPLICANT— Julius  Eckmann,  for  Eugene  Higgins, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  Post  Office  and  motion  picture 
theatre  to  factory  and  storage. 

PREMISES  AFFECTED— 178-184  West  102nd  street, 
south  side,  100  ft.  east  of  Amsterdam  avenue  (Block 
1856,  Lots  57  and  60),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Julius  Eckmann. 

For  Opposition :  Wm.  Kilgannon,  Max  Schwartz, 
Regina  Brandes  and  others. 

For  Administration :  Samuel  Becker,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  J.  Saunders,  Board  of 
Education. 

ACTION  OF  BOARD — Laid  over  to  July  1,  1947  at  10 
A.  M.  for  inspection  and  decision  by  the  Board 
without  further  argument. 


299-47-BZ 

APPLICANT— New  York  Life  Insurance  Co.,  owner. 

SUBJECT— Application  (decision  of  the^  borough  superin¬ 
tendent)  under  sections  7c,  7f,  7 A  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  business 
and  an  unrestricted  use,  D  area  district,  as  to  the 
extension  of  business  use  (stores)  into  a  residence 
district,  location  of  boiler  house  in  residence  district 
and  the  location  of  a  gasoline  service  station  in 
business  district. 

PREMISES  AFFECTED— Blocks  bounded  by  73rd  ave¬ 
nue,  185th  street,  Horace  Harding  boulevard  and 
Peck  avenue  (Fresh  Meadow  Houses)  ;  (Blocks 
5712-5716,  7075-7077,  7080-7082,  7092-7094,  7098- 
7105,  7114-7122,  5723  and  7138-7146),  Flushing, 
Borough  of  Queens. 

APPEARANCES—  .  A  _ 

For  Applicant:  Perry  C.  Smith,  Jos.  A.  Ross,  Jr., 
Joseph  B.  Klein,  Mendes  Hershman  and  others. 
For  Opposition :  M.  Krausliaar,  Harry  Green,  Mor¬ 
timer  I.  Metzger  and  others. 

For  Administration:  Samuel  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  1,  1947  at  10 
A.  M.  for  further  consideration. 


457-47-BZ 

APPLICANT— Lama  and  Proskauer,  for  Tilyou  Realty  Co. 
and  Estate  of  Theodore  W.  Kramer,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3012-3048  West  8th  street,  west 
side,  86  ft.  south  of  Surf  avenue  (Block  7287,  part 
of  Lot  8),  Borough  of  Brooklyn. 


Alfred  A.  Lama  and  Theo.  McCul- 


APPEARANCES— 

For  Applicant : 

lough.  .  ,  ,  _ 

For  Opposition:  Harold  Klorfein,  Dept  of  Parks. 
For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  1,  1947  at  10 

A  "A/l  4*/-x t-  inen^rfinn  nnrl  HoriKlOn  f)V  tllG  BOtU'cl  Wltll" 


out  further  argument. 


400-20-BZ 

APPLICANT— Abraham  Farber,  for  Flatbush  Pontiac  Inc., 


uwnu.  r\  A  £  A  1* 

SUBJECT— Application  reopened  June  18,  1946— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7 i  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  extension  of  use  in  existing 
public  garage  for  more  than  five  (5)  cars  (previ¬ 
ously  granted  by  the  Board)  to  include  automobile 
service  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 656-670  Parkside  avenue  south 
side,  215  ft.  8H  in-  west  of  Nostrand  avenue  (block 
5057,  Lot  29)  ,  Borough  of  Brooklyn. 


APPEARANCES—  _  n  u 

For  Applicant :  A.  Farber  and  Mortimer  J.  Bock. 

For  Opposition :  None.  ,  , 

For  Administration :  Samuel  Becker,  Dep  t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION—  _  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 

Mpcrotivp  •  . v 


THE  RESOLUTION  (400-20-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit  in  a  business  use  district  the  erection  of  a  garage 
more  than  five  (5)  motor  vehicles,  affecting  premises  656-0/v 
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aPvelSede( EKf,  si,d%?‘5  «■  ["■  west  of  Nostrand 

avenue  (Block  5057,  Lot  29),  Borough  of  Brooklyn  wk 

Enf;  and  '6  B°ard  °”  November  16-  1920  on  certain  con- 

WHEREAS,  the  applicant  requested  reopening  of  this  apnli- 
ca  ion  and  an  amendment  of  the  resolution;  and  '  P 

IunVl«RFi04kt  c\9aSf  tWaS  re<?pened  b>'  vote  of  the  Board  on 
June  18,  1946,  subject  to  usual  procedure;  and 

WHt-REAS  a  pubhc  hearing  was  held  on  this  application  by 

Mav  °0r?947  a"d  Appeals:  at  its  regular  meeting, 

‘  1  47,  att®r  due  notice  by  publication  in  the  Bulletin 

and  laid  oyer  to  June  3,  1947  for  further  consideration  and 
for  the  applicant  to  file  additional  statement;  and 
yv  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Parkside  avenue  and  Nostrand  avenue^are  in 
a  busmess  use,  C  area  and  class  1%  height  district;  and 

Mav  8E1Q4A  theAdnCISA10n,?f  ‘be  borough  superintendent  dated 
May  8,  1946  on  Alt.  Apphc.  670-46  reads  : 

th r.1  ExiStmg  occupancy  as  a  public  garage  for  more 
than  five  cars  was  approved  conditionally  by  Resolution 

BZh400m2nOfpStanda4dS  and  Appeals  nnder  Res°bition 
B./.  400/1920.  Proposed  extension  of  use  to  include  auto 

!  '  conI!derMiom”PairS  mUSt  be  referred  to  the  Board  for 

and 

1  SE14oV’ie^P-P'i,?nt  ,State1  *?' the  premises  consist  of 
a  plot,  HU  ft.  1 H  in.  frontage  by  125  ft.  in  in  denth  nn 

which  is  located  a  building  140  ft.  front  by  117  ft  indepth 

nser|S^ry’  ft  ?  hdght’  °f  class  3  construction,'  presently 
used  as  a  garage  for  more  than  five  cars;  that  it  is  proposed 
to  use  the  building  as  it  is  and  to  include  the  service  and 
repairing  of  motor  vehicles ;  and 

Whereas,  the  applicant  contends  that  there  are  now  four 

?nd  N  garag?  on  Parkside  avenue  between  Rogers  avenue 
and  Nostrand  avenue,  each  doing  a  certain  amount  of  at. to 

a  caidSvafadcto^IC,e  :  ^  ther£  1Sjds0  ,a  large  fact°ry  building  ; 

and  fini  1  ^  rag’-  pape,r  and  Junk  yar(1  and  an  auto  body 

it,  ,aM  „fP?|m""g  shop  °"  ,he  of  tile 

.tbat  all  of  these  uses  are  ones  usually  allowed  onlv  in 
unrestricted  areas;  that  the  use  of  auto  service  and  Sirs 
are  practically  synonymous  with  that  of  public  garages  for 
more  than  five  cars;  that  as  the  proposed  use  fnvofves  no 

front  of tf ^iarS-M'°  tbe  cbaracter  of  this  block  and  as  the 
ovv  the  bu.dd'ng  m  question  has  been  redecorated  and  is 
, ow  the  one  bright  spot  on  the  block ;  that  as  this  block  has 

"rfigra"*ing  of,  original  'appeal 
•  e  defimtely  as  a  block  of  public  garages 
md  allied  industries  of  auto  service  and  repairs  -  that  as  the 
-»Wner,  having  a  standard  automobile  agency  requires  the 

nHwr  USe-  m  ltS  e,xistence-'  that  as  the  spacer  cars  in  She 
“'Iding  will  be  reduced  due  to  the  required  office  and  service 
nP  ,Ce,Sl  /t  is  requested  that  Cal.  400-20-BZ  be  amended  to 
nclude  the  additional  use  of  auto  service  and  repairs 

enZ0^’  the  B,°ard  0f  Standards  and  Appeals  does 
dding  thereto  :  hC  reSO'Utl°n  adopted  November  16,  1920,  by 

*  *  *  that  the  additional  use  of  motor  vehicle  re- 
pan-ing,  as  proposed  in  letter  dated  May  22,  1947,  read- 

ton"  COr?PJnar2Se  writh  your  instructions  at  hearing 
hed  on  5-20-47  ref.  Cal.  #400-20- BZ  we  herewith 
submit  in  detail  the  character  of  the  service  and  repairs 
to  be  performed  on  these  premises,  viz :  P 

c'lk  of  eJlT 'Cinf  °fr  nCW  a,nd  ,used  cars-  customers’ 
cars  of  all  makes  (general  public)  ; 

2-  PyPfs  of  services  rendered  include : 

a.  All  kinds  of  mechanical  repairs  inclndinrr 

ancffig  f r-°nt  and  wheel  alignment  and  bah 

tincingf  transmission  and  rear  end  jobs. 

cars  Lubncation>  washing,  polishing,  all  types  of 

c.  Body  fender  &  paint  work  on  all  type  of 

paint  jnobsUd,ng  CHaSS1S  strai8btening  and  complete 

3.  Sale  of  General  Motors  and  other  makes  of 
parts  and  accessories,  including  gas  &  oil. 


r-^la„meoftrcfiaLT^eo7t;4  s 

'S  ed  hereWith  to  accom‘la”y  this 

may  be  permitted,  on  condition  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  com- 

STrran-edas  d-,rf 4  tbat  the  equipment  as  listed  shall 

ceived  Mtvd2?  1Q47-C^edi  °n  l'ev,1Sed  plans>  marked  ‘re¬ 
ceived  Ma>  22,  1947  (2  sheets)  that  the  existing  gasoline 

storage  system  indicated  thereon  shall  not  be  increase 

hat  signs  shall  be  restricted  to  the  existing  permanenl 

s  fnsTn  lernrf nt  °f  thCt buddlng>  excluding  all  temporary 
signs  and  roof  signs ;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws  rules  and 
regulations  applicable  thereto  other  than  as  modified  by 

1*  -x-1-  fr- 
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871-46-BZ 

A p P L I CA NT —Will i am  Gold  and  John  J.  McNamara,  for 

STIRTPr  m  a  .Wing  Corp.,  owner. 

B U BJ ECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
‘°  ■*-"”*  i"  a  residence  and  businesf 

in^’  to  hd  °  a  dlStricts>  the  erection  of  a  build¬ 
ing  to  be  used  as  a  motion  picture  theatre  and 

P REM T SF SCSA  S>T,°'n  th£n  the  area  Permitted. 

to  97  "n7  64to  TEId~97“0u  Queens  boulevard,  97-01 
07  i64^  road’  northwest  corner  and  97-22  to 

?7'28  64th,  avenue  (Block  2091,  Lots  1,  4  16  and 

appearI'nces^'  Boroug"  of  Q““"s- 

FOrM^Namart:  Wi"''am  G°'d  3nd  John  ^ 

For  Opposition:  Martin  D  File 

Ar_  ;'0r,ngdraant,S;,0dni^n™d  B“k“'  ^ 

THE  VOTE-B°ARD~Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative :  ^  a"d  Deputy  Chief  Gllinee-  4 

THE  RESOLUTION  (871-46-BZ) .  ° 

Whereas  WiHiam  Gold  and  John  J.  McNamara  for 
B.  K.  R.  Holding  Corporation,  owner,  filed  October  2  1Q4A 
an  application  under  sections  7c  and  71  nf  ’  4b| 

lution  to  permit  in  residence  and ^  business  useZOCnfndeSOn 

mittecT  Srefal S‘°freaS’  ^n't  per! 

97-01  to  97-07  64tl'ng  Premises  97-05  Queens  boulevard}- 
97  28  torn  4tb  ,road-.  northwest  corner  and  97-27  to 

s- io,s  *• 4' 16  vvooj° 

b,  the^Board  SfLndtif  Z  %%£ 

i*§£^sg&s$sm 

heU"  toricfs'^nd  “  C  a"d  D  area  a"d  Class  1 

— enden, 

inza  ™sid’ee„ceereSe0d^i?t  7 25*^ 
and  CXCeeds  the  a,I°wableCarena  '(sec  Ub^B.Z.R0)^"  °f  '0t 

.  ssj  it-sta-ras  vss.ts  s' 
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front  on  Queens  boulevard,  63.6  ft.  on  64th  road  and  80  ft. 
on  64th  avenue  by  200  ft.  in  depth  from  64th  road  to  64th 
avenue  presently  vacant ;  that  it  is  proposed  to  erect  a  build¬ 
ing  85  ft.  front  by  170  ft.  in  depth,  irregular,  2  stones  and 
basement,  45  ft.  in  height,  of  Class  1  construction,  to  be  used 
as  a  motion  picture  theatre  and  stores ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  theatre  with  two  stores  on  an  irregularly  shaped  plot, 
two-thirds  of  which  are  in  a  business  use  district  and  one- 
third  in  a  residence  use  district ;  that  about  one-tlurd  of  the 
proposed  theatre  building  would  extend  into  the  residence 
use  portion ;  that,  as  indicated  on  plans,  the  proposed  layout 
would  leave  considerable  unoccupied  frontage  and  inside 
areas  surrounding  the  proposed  building;  the  a  previous 
appeal  was  made  under  Cal.  775-45-A,  at  which  time  the 
Board  ruled  it  would  not  be  possible  to  hear  the  appeal 
unless  a  zoning  variance  were  requested  and  the  Committee 
recommended  that  the  appeal  be  denied,  there  being  no  basis 
for  the  interpretation  requested ;  that  in  accordance  there¬ 
with  this  application  is  made  to  accommodate  a  redesigned 
structure  of  s'tnilar  nature  now  so  located  on  the  plot  as  to 
afford  a  slightly  increased,  but  far  more  commodious,  struc¬ 
ture;  that  the  business  use  areas  of  this  block  front  along  the 
entire  length  of  Queens  boulevard  and  of  64th  road  and 
extend  100  ft.  along  64th  avenue  east  of  Queens  boulevard 
and  for  100  ft.  along  98th  street  north  of  64th  road;  thus, 
each  of  the  four  streets  which  bound  this  particular  block 
is  exposed  to  business  use  along  some,  if  not  all  of  its 
length;  that  subject  plot  has  a  continuous  frontage  of  100.21 
ft.  on  Queens  boulevard  (which  meets  64th  road  to  form  an 
obtuse  angle)  and  continues  63.6  ft.  along  64th  road  and 
runs  through  to  and  fronts  80  ft.  on  64th  avenue ;  that  lots 
16  and  18  constitute  the  residence  portion,  but  as  indicated 
half  of  this  portion  is  so  shallow  and  irregularly  shaped 
as  to  be  unlikely  of  any  such  use ;  that  this  part  of  Queens 
boulevard  is  presently  wholly  undeveloped ;  that  the  situa¬ 
tion  of  this  entire  phjt  is  unique  and  distinct  from  that  of 
any  other  property  in  the  block,  resulting  in  unnecessary 
hardship  and  practical  difficulty  in  improving  it  for  con¬ 
forming  use;  that  it  is  the  only  plot  which  fronts  on  three 
streets,  two  of  which  are  entirely  zoned  for  business  (Queens 
Blvd.  and  64th  Road)  and  is  the  only  plot  in  this  entire 
block  which  fronts  on  Queens  boulevard  and  is  backed  by 
any  plottage  fronting  on  64th  avenue;  that  since  Queens 
boulevard  is  a  main  commercial  highway,  almost  any  com¬ 
mercial  use  which  the  Queens  boulevard  frontage  could  be 
put  to  would  have  a  serious  deleterious  effect  on  the  64th 
avenue  portion  of  the  plot  insofar  as  its  use  for  residence 
purposes  is  concerned ;  that  the  structure  proposed  is  a  high 
class  neighborhood  motion  picture  theatre  of  1,490  seats; 
that  the  building  would  contain  two  stores,  one  on  each 
side  of  the  theatre  lobby;  that  the  entrance  and  lobby  and 
_both  stores  would  front  on  Queens  boulevard;  that  to  the 
"west  of  the  building  on  Queens  boulevard  would  be  an  un¬ 
occupied  space  12  ft.  wide  and  on  the  east  of  the  building 
along  the  front  of  64th  road  an  unoccupied  area  of  approxi¬ 
mately  50  ft.  front  by  40  ft.  in  depth;  thus  between  the 
theatre  building  and  the  residence  on  64th  road  (which  is 
zoned  for  business)  will  be  an  unoccupied  area  of  about  50 
ft.  front  with  a  minimum  depth  of  40  ft.  and  at  the  building 
line  of  the  plot  of  the  first  residence  on  64th  road,  the  depth 
of  this  unoccupied  area  would  be  a  full  100  ft. ;  that  on 
64th  avenue  (facing  the  rear  of  the  theatre)  the  entire  street 
frontage  of  80  ft.  would  be  unoccupied  with  the  depth  of 
said  unoccupied  area  varying  from  more  than  57  ft.  on  the 
easterly  line  of  said  plot,  gradually  diminishing  to  about 
20  ft.  at  the  approximate  center  and  then  increasing  to  a 
full  depth  of  100  ft.  on  the  most  easterly  line  of  said  plot, 
which  line  bounds  the  westerly  line  of  the  first  plot  improved 
with  a  residence  on  64th  avenue;  that  it  is  the  opirnon  of  this 
organization  which  has  interests  in  45  theatres  in  New  York 
that  this  vicinity  requires  a  theatre  of  the  proportions  here 
contemplated;  that  it  is  submitted  an  examination  of  the 
unique  peculiarities  of  the  plot  in  question  and  a  considera¬ 
tion  of  its  location  in  relation  to  the  balance  of  the  block 
of  which  it  is  a  part  indicates  that  the  portion  of  the  plot 
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in  question  now  zoned  for  residence  cannot  yield  a  reason-  j 
able  return  if  used  only  for  such  a  purpose;  that  the  use 
sought  herein  would  not  alter  the  essential  character  of  the 
locality  nor  effect  injury  to  other  property  but  on  the  con¬ 
trary  will  safeguard  the  further  property  in  the  immediate 
area  and  promote  public  health,  safety  and  general  welfare 
of  the  community,  while  rendering  substantial  justice  to  the 
applicant ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution,  as  to  extension  of 
use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  on 
condition  that  the  building  shall  be  erected  substantially  as 
indicated  and  of  the  area  as  indicated  on  revised  plans 
marked  “Received  May  15,  1947,”  five  sheets;  that  the  re¬ 
quirements  of  the  zoning  resolution  as  to  area  coverage  shall 
be  complied  with  in  all  respects ;  that  the  area  towards  64th 
avenue  to  be  unbuilt  upon  shall  be  landscaped  and  main¬ 
tained  in  a  presentable  condition  at  all  times  and  that  walks 
from  the  exit  doors  to  a  gate  on  64th  avenue  shall  be  main¬ 
tained  ;  that  there  shall  be  erected  on  the  64th  avenue  build¬ 
ing  line  and  on  the  interior  lot  lines  continuously  through 
to  Queens  boulevard  both  east  and  west  and  along  64th 
road  an  ornamental  steel  fence  erected  on  a  concrete  founda¬ 
tion  not  less  than  1  ft.  high  to  a  total  height  of  not  less  than 
6  ft. ;  that  the  portion  of  the  plot  to  be  unbuilt  upon  along. 
64th  road  and  also  along  Queens  boulevard  to  the  west  shall 
be  similarly  landscaped  and  walks  shall  be  maintained  to 
gates  in  the  fence  leading  from  the  exits;  that  the  building 
shall  comply  with  the  requirements  of  the  zoning  resolut’on 
and  the  building  code  in  all  other  respects;  that  complete- 
working  drawings  shall  be  submitted  to  the  Board  for 
approval  before  same  are  filed  with  the  borough  superin¬ 
tendent;  that  such  plans  shall  be  filed  within  two  (2)  months 
and  after  approval,  all  permits  shall  be  obtained  and  all  work 
completed  within  ten  (10)  months  thereafter. 


177-47-BZ 

APPLICANT— Charles  M.  Spindler,  for  Walter  Vander- 
veer,  owner  (Anthony  Stesney  and  Edward  Korth, 

lessees). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  and  retail  use] 
district,  the  extension  of  existing  gasoline  service 
station,  to  house  a  lubritorium  and  car  washing  bay. 
PREMISES  AFFECTED— 92-01  to  92-19  Metropolitan 
avenue  and  69-61  to  69-69  Alderton  street,  northeast 
corner  (Block  3179,  Lot  75),  Forest  Hills,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition :  None.  f 

For  Administration:  Samuel  Becker,  Dept  ot 
Housing  and  Buildings.  .  , 

ACTION  OF  BOARD — Application  granted  on  condition, 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  - 
Negative:  . J 

THE  RESOLUTION  (177-47-BZ) 

Whereas,  Charles  M.  Spindler  for  Walter  Vanderveer 
owner  (Anthony  Stesney  and  Edward  Korth,  lessees)  filer 
February  28,  1947  an  application  under  sections  7b  and  /< 
of  the  zoning  resolution,  to  permit  in  residence  and  retai 
use  districts,  the  extension  of  existing  gasoline  service  statioi 
to  house  a  lubritorium  and  car  washing  bay,  affecting  prem 
ises  92-01  to  92-19  Metropolitan  avenue,  and  69-61  to  69-6. 
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H|:KS'0Trte°a™r (B,ock3179’  lw  7s>-  f°-< 
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b  WHS1h0Ver  I?  eXisti”*  pi,;eaVndeX,enSi°n  Wi" 
was  SSructed  i&„X“d!Rlb,n4e  sasoline  station 

"'in  efeJ^LTfte^use™  °f  occ“»a"fy  41»2 of™9» 
“unrestricted”  until  May  15  1 941  C°  If01!?  tbe  entire  Iot  was 
to  retail  and  SentS  -thJt  the  ZOne  was  changed 

from  A  to  D  on  February  5  loin fTif  fZ°fne-  was  cIianged 
erect  a  25  ft.  by  30  ft  one'  story  hr  *  IS  pr?posed  t0 

present  building  and  use  ,hn  °JV  nck  Slde  extension  to  the 
and  auto  washing  •  that  inr  CW  ex.tens'on  f°r  lubrication 
are  proposed'  that  ?  1I?creas,es.in  the  area  of  the  plot 

including6  tvvo  a'rea 

■'?cd  as  a  gasoline  ser?™e  stetlon  that'Thl  n  “  “’s  Iegal,y 

Ss^an^will^mTroTeX5'™01'™  crjuir>I>ed  ''’.O  overhead 

aching 

ara  -  *- 

.  which  "to  exercK  ‘Ws  WaS  a  proper  casc 

ection  7c  of  the  zoning  resolution  gran‘  3  Vanance  "ml«" 

« V  «^.;a^.W,hef  application  SdthAl,pea!?  docs 

safe's  ^zdSP'%  z  -S™ 

■e  existing  gasoline  rendee  statil :cl,,on,7c  thereof'  to  Permit 
arranged  as  indicate!  rl  6  St*f  Sn  |°  be  reconstructed  and 

•ay  27,  1947”  (3  sheets)  Z/Z  J/v"S’  1liarked  “Received 
hidings  will  be  erected other th^tT  ^  no .additional 
the  east  for  occupancy  for  i  •  hf-  propo?ed  extension 
rs,  as  indicated  -  t£  SI  lubncat,on  and  washing  of 
e  pneumatic  lift  type  or  ffreasinS  equipment  shall  be  of 
all  be  ventilated  L  ’  S’  Lu  greasing  pit  »  installed,  it 
)wer  installed  at  the  botS  th/°?gh  ,tbe  roof  with  a  fan 

designed  and  arranged  subsSmiLilv’f  tHp  building  sball 
aiply  in  all  respects  with  o-St  a  y  as  shown  and  shall 

fn'SuctedtS 


&fa^vir^afen;H 


AFFFAL: 3  FR0M  administrative  decisions 

o™derrOS,<ai,er'  f0r  S°“"*  Va™™ 
JE<5up7ttaSenf,r°m  dCdSi°"S  “f  *hp  «*«  borough 
PREMISES  AFFEc'teD-165-,,9  Hillside  avenue,  and 
9837  Lot8  im3  r65  h-S  eS  northeast  corner  (Block 

appearance!^'  s,reet)-  mapp 

fS  AAPplicant:  .Alfred  A.  Lama. 

* °r  Administration:  Samuel  Becker  Don’t  nf 
Arrinxi  ^S°^sAng  and  BuiIdings.  ’  ept  of 

A  aT  BOARD— Laid  over  to  July  1,  1947  at  jq 
A.  Af.  m  connection  with  Cal.  311-46-BZ 


797-46-A  ‘ 

APPLTCo“  E-  Horwood.  for  E.  J.  Kellerman, 
PREaFiSES  AAFFECTEDn  the  bre  commissioner. 

side,  4FfiE^D0^h 

APPEAR8ikCEsA8h  °f  Manha“a"-  '  °‘ 

For  Applicant:  H.  E.  Horwood. 

ACTION ^OF  THESBoSbiLa™overte^ 

Board  arid  £  £ 


948-46-A  - 

f’^^BdSLwS'lEjizabHrii  Q'C Estateg?f  August 
SUBJECT— AnDeal  frirn  o  S  -  •  0rC?nn°r,  Executrix). 

intendent  3  deC‘S10n  of  ,he  borough  super- 

PREMISES  AFFECTED — 17?  Beach  S4.t  * 

(B^k^blp4  LotU28)°  RRkC,CaWa  R  ^eacb  hmiieva^d 
Queens.  ’  }’  Rockaway  Beach,  Borough  of 

APPEARANCES— 

Fohte!lTj:fehFoxCornen- Ha^  D-  °'c- 

ACTIO^,#^  aS^'d^Ue'  BeCker'  DeP'‘  °f 
A  .B°ARD_Laid  over  to  July  1.  1947  at  10 
A.  Af.  m  connection  with  Cal.  947-46-BZ  *  10 


300-47-A  “ 

S‘C£ttr~ **• 

streets  and  buildings  'not  Lin,)  'C'  Pf  mapl*d 
Fresh  Meadow  Houses)!  K  lega‘  s,rKIS- 
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APPEARANCES—  .  ,  T  ,  u  T 

For  Applicant:  Perry  C.  Smith,  Jos.  A.  Ross,  Jr 
Joseph  B.  Klein,  Mendes  Hershman  and 

others.  ,  , 

For  Administration:  Samuel  Becker,  Dept  ol 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at  10 
A.  M.  for  applicant  to  file  larger  scale  plan  of 
proposed  private  roads. 


256-47-A 

APPLICANT— The  F.  and  M.  Schaefer  Brewing  Co., 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 456  Kent  avenue  (rear)  west 
side,  560  ft.  south  of  South  8th  street  (1st  floor); 
(Bldgs.  C  and  E)  ;  (Block  2143,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Eugene  R.  Sullivan. 

For  Administration:  Edwin  A.  Meyer.  Fire  Dep't. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

-THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION— (256-47-A) 

Whereas,  The  F.  and  M.  Schaefer  Brewing  Co.,  owner, 
filed  January  20,  1947,  an  appeal  from  an  order  and  decision 
of  the  fire  commissioner,  affecting  premises  456  Kent  ave¬ 
nue,  rear,  west  side,  560  ft.  south  of  South  8th  street, 
Bldgs.  C  and  E,  1st  floor,  (Block  2143,  Lot  1),  Borough 
of  Brooklyn ;  and  . 

Whereas,  Order  #5053-LC,  issued  by  the  Fire  Commis¬ 
sioner  December  16,  1946,  and  referred  to  in  his  letter  of 
March  13,  1947,  reads:  . 

“An  inspection  of  your  refrigerating  system  located 
at  the  above  premises,  shows  the  following  must  be 
done  to  have  the  system  conform  with  Fire  Department 
regulations :  . 

1.  Provide  adequate  window  area  or  mechanical 
means  for  ventilating  the  refrigerating  machinery  room 
(pipe  rooms  in  hallways  at  each  landing,  Building  E) 
in  accordance  with  the  requirements  of  C19-99-b-l, 
Administrative  Code. 

2.  Discontinue  the  use  of  any  fire,  open  flame  or  arc 
light  in  refrigerating  machinery  room  (steam  boilers) 
C19-110.0-a,  Administrative  Code. 

5.  Provide  means  of  quick  ventilation  in  case  of 
emergency  of  areas  located  inside  walls  of  cold  storage 
beer  tank  enclosures  in  Building  E  where  direct  expan¬ 
sion  lines  are  located.  C19-11.0,  Administrative  Code.” 

Whereas,  the  applicant  states  that  Building  C  is  8  stories, 
113  ft.,  in  height,  76  ft.  by  83  ft.  in  area,  Class  3  construc¬ 
tion,  erected  in  1937,  located  in  an  unrestricted  use,  A  area, 
Class  2  height  district;  used  and  occupied  since  1937: 
Basement,  pipe  gallery;  1st  floor,  power  plant;  3rd  floor, 
same ;  4th  to  8th  floors,  brewery  cellars,  2  persons  per  floor ; 
that  the  building  is  equipped  with  two  3  ft.  8  in.  wide 
concrete  and  steel  stairs,  enclosed  in  6  in.  terra  cotta  and 
brick  cement,  plastered,  equipped  with  metal-clad  self- 
closing  doors  extending  from  roof  bulkhead  direct  to  street , 

Whereas,  the  applicant  states  that  Items  1  and  5  of  the 
order  apply  to  Building  E  and  Item  2  to  Building  C; 
that  Building  E  is  used  as  a  stock  house  and  Building  C 
used  as  engine  room  and  power  house ;  that  at  the  time 
of  the  design  of  the  power  house  the  matter  was  carefully 
discussed  with  the  Fire  Dept,  and  the  design  was  approved 
by  a  representative  of  the  Division  of  Combustibles ;  that 
all  the  requirements  of  the  Department  in  regard  to  the 
combination  refrigerating  and  power  plant  were  complied 
with;  that  at  the  time  of  the  original  design,  justification 


for  placing  the  refrigerating  machinery  in  the  same  room 
with  the  boiler  system  was  based  on  the  following;  that  < 
the  refrigerating  machines  use  Freon-11  as  a  refrigerating  I 
medium ;  that  the  anyhdrous  ammonia  is  used  simply  as  a 
brine  to  carrv  the  refrigerating  effect  from  the  power  i 
plant  throughout  the  brewery  where  required;  that  the 
anhydrous  ammonia  is  condensed  by  the  breon-11  to  a 
liquid  at  the  temperature  and  pressure  at  which  it  performs 
refrigeration  at  the  plant ;  that  there  are  no  open  flames 
in’  the  power  plant;  boilers  are  fired  with  crude  oil  and 
the  fire  entirely  enclosed  in  the  furnaces  of  the  boilers;  and 
Whereas,  the  applicant  contends  specifically  as  to  Item 
1  of  the  Order,  which  calls  for  adequate  window  area  or 
mechanical  ventilation  for  the  refrigerating  machinery  | 
rooms,  that  the  hallways  at  each  landing  of  Building  E  j 
mentioned  in  the  violation  are  not  refrigeration  machinery 
rooms  but  part  of  brewery  cellars,  as  indicated  on  di  awing 
632-6  filed  with  this  appeal;  that  in  these  hallways,  which 
have  direct  access  to  the  brewery  cellars,  are  located  the 
ammonia  liquid,  suction  and  pumpout  headers  with  their 
mains  necessary  for  the  operation  of  the  direct  expansion  j 
ammonia  cooling  coils  on  the  ceilings  of  the  bi  ewery  cellars  j 
are  provided;  that  as  to  item  2  of  the  order,  this  item 
was  apparently  intended  to  be  issued  under  C19-10U.0  ol 
the  Administrative  Code;  that  the  design  of  the  power 
plant  omitting  a  partition  or  wall  between  the  boilei  plantj 
and  the  engine  room  proper  was  adopted  because  there  are 
no  open  flames  in  either  one  of  these  power  plant  sections; 
that  the  combustion  chamber  of  the  boilers  is  surrounded 
by  water  walls,  firebrick  and  steel  casings ;  that  the  direct 
expansion  ammonia  cooling  system  was  retained  when  the 
new  power  plant  was  designed  as  the  then  existing  brewery 
cellars  were  refrigerated  in  this  manner;  that  instead  ot 
providing  reciprocating  ammonia  compressors  turbine 
driven  centrifugal  Freon  compressors  are  installed  and  t  ie 
anhydrous  ammonia  system  is  used  only  to  transfer  the 
refrigerating  effect  from  the  centrifugal  compressors  to 
the  various  parts  of  the  plant;  that  the  anhydrous  ammonia 
in  the  present  system  is  condensed  by  the  refrigerant 
Freon  11  at  the  ammonia  suction  pressure  of  the  system; 
that  the  ammonia  vapor  in  the  system  has  a  maximum 
pressure  of  30  lbs. ;  that  by  this  system  the  hazards  con¬ 
nected  with  the  operation  of  reciprocating  ammonia  com¬ 
pressors  are  entirely  eliminated  and  in  addition  there  is 
no  water  cooled  ammonia  vapor  at  the  high  pressures  and 
temperatures  required  where  it  is  the  primary  refrigerant; 
that  the  plant  has  been  in  successful  operation  since  193/ , 
that  as  to  item  5  of  the  order,  09-11  of  the  Adminis¬ 
trative  Code  has  reference  to  hazardous  or  dangerous  in¬ 
dustries;  that  the  brewing  industry  is  not  considered  n 
dangerous  industry;  that  the  owner  has  made  an  applica¬ 
tion  for  and  received  a  permit  each  year;  that  to  provide 
means  of  quick  ventilation  of  the  brewery  cellars  is  some¬ 
thing  that  has  never  been  done  before  and  never  beei 
required  by  the  municipal  authorities ;  that  this  require¬ 
ment  is  practically  the  same  as  specified  under  item  1  ot 
the  order;  and 

Whereas,  report  of  special  survey  dated  September  , 
1946  filed  in  the  records  of  the  Division  of  Combustib  . 
describes  the  system  in  part  as  follows : 

The  refrigeration  system  now  existing  in  the  budding  con 
sists  of  an  ammonia  system  of  approximately  8,000  lbs. .acting 
as  a  refrigerant  and  three  Carrene  #2  systems  (Carrier) 
acting  instead  of  compressors  to  refrigerate  the  gaseous  am¬ 
monia  returned  from  the  various  parts  of  the  premises  wher 
the  ammonia  was  used  by  direct  expansion  or  through  bnm 
systems.  The  Carrier  carrene  units  are  located  on  the  same 
floor  area  in  the  power  house  where  oil  burners  and  bode  - 
are  located  and  the  ammonia  liquid  receivers  are  locate*: 
directly  underneath  the  Carrier  units  in  a  basement  pil 
grill  openings  leading  into  the  power  and  boiler  room  wbe 
the  Carrier  units  are  located.  The  ammonia  from  the JoH 
pressure  side  of  the  system  is  passed  up  into  the  barrier  un 
where  it  is  refrigerated  by  the  action  of  the  Carrier  uni  san 
then  the  liquid  ammonia  is  dropped  into  the  receivers  unoe 
the  carrene  units  and  then  used  throughout  the  various  c 
storage  rooms  in  Buildings  A,  C,  D  and  E  by  direct  expan 
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jTc°  Tfe,  a!ui  b*  br ™  systems  in  some  pans  of  Duiltl- 

pressure  side  aiKl'T'"™  vacuum  rln'tli"' l  '  ll>S'  °"  llle  lnsl' 
There  is  a2"<;.U.  ,  i  acm  T  on  tl,c  ,ow  pressure  side 

pressttre  through  a  3'  vem  S'the'ouWde''  The  '°  lbs' 
system  has  three  receivers  in  ,  ,d  ‘  / llc  ammonia 

running  to^e  outer  ^ir^Lhis^08 '  trckLn™Lto 

sms: 

direct  expa„sior  iinenre  used  for  ammon!j!  ™*«-  Sotne 
SrCr's.  „“s£  on 

Ken^iL^ofhugf  vats  ““SeT^l 

rrSF  b°  • 

sr  ttsyrs  ~  “ 

“iTfetoSSf  Thi^  'i™" 

thTtZpoZZbZxtsdnjrhiZeffi  Prov'de  refrigerationZor 

I"  r;  ss?  t1* 

i'i 

«ilsan  The™  arft^marimle'  ‘°P  ?f Se^E 

terv  of  tanks  ?„  J^i ?  manh°le  openmgs  at  each  end  of  bat- 
1«£  of  ammon'ia  feats  Ed'0  repaire  *°  >*  made  in 

the  fKAS’  PremiSeS  Were  'nsPected  by  a  Committee  of 

on^dM^OM  L.rhL°rd5r-,0f  th«  fir<!  commissioner,  acting 

that  «hl 

opening  to  the  outer  -nV  nf  '  an  De  a  skylight  or  a  duct 
ittcli  duct  or  skylight f„  L  "P*  n?»  '?s,s  tlw.  100  sq.  in., 

astened^to  f  f  “tZVE^ 

|4fi  f  H  .ss 

tg  such  installation  in  Build  ug  C  ■  thatThe  ,  ?h?w' 

entilation  in  the  boiler  rnmf  i  ’  11  the  existing  window 


'7 -47- A  ~ 

PPLI  &NI™ma  a’'d  Proskauer’  for  G-  E.  Specialty 

nXougfof  sZklyT' corner  (B,ock  3I77'  L°‘ 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTIONOF  BOARD1 tlAnnn  Eidwin  A-,Mc>'er»  Fire  Dept. 
THE  VOTE—  UAKD~ApI  grantcd  on  condition. 

AffirBlumandKTei-rmafn  Ml,lr^ock-  Commissioners 
Negative :  .  ^  °  .  Dcputy  Chief  Guinee  4 

THE  RESOLUTION  (407-47-A)  .  ° 

W  hereas.  Lama  and  Proskaner  for  r  rr  c  •  ,  ^ 

Pany  (owner)  filed  April  25  1QJ.7  *  --Specialty  Com- 

avenue  Sj  «S* 

oTie > COmCr 

March  31,  1947  reads:  ’  ISSUcd  tlle  dre  commissioner 

21, “m?  (ZCt7ZI'S  ,y°l,r  “"h'ication  dated  January 

Combustible  Mixtmes  t“n’a,M,facture  .Inflammable  and 

n.cn,  is  without  powei  to  Sam  STZ  tWf 
following  reason :  &  1  SUch  a  Permit  for  the 

vides  9t‘hft°  nonpermi9t°toi6’thedmini1ratiV'  Code  pn> 

wiirxe^'^r  r  ^ 

fetaatij 

and 

stonSlSa  6hh,.toPlh%htf2Sefttlby  95eftfaU7ldii,nar-  iS  °"C 

occupied  since  1937  as  foil  ^  Clg  ?}  d]S*nct  and  used  and 
boiler  room-1  person  1st  ZV  room  and 

I  person;  that  no  chance  in  use  1CC  a"d  StoraSe  r°om- 
that  the  building  is  equipped  wkh  ^neTTt  ^ ] 
stairs,  unenclosed,  leading  direct  to  sheet  Li  .  i  t  W°°C 
scuttle  to  roof  is  provided;  and  d  ladder  and 

th,f  peTss!on  is  - 

(paint  thinner)  ;  that  the  Jalvasnl  !  T  °f  Sa‘VaSo1  #3 

gallon  steel  drum  and  immed^a  e°y  pHced"  inX^  ^-SS 
room  in  the  cellar  ,-r.  f iac,ey  in  the  mixing 

equipped  with  a  fireproof  n<t  °®ed  masonry  walls, 
to  tl  e  outer  air  bv  a  Stoanf  V°Slnf  door  aml  voitilateJ 
is  used  i„  the  mamSctore  „fT  duc‘v‘tat  ,,le  Salvanol 
rosin  and  alcohol  b  T„  °f  n‘IOr  hplish  composed  of 

Salvasol  is  then  added  and  the  aglta,t,l.ng  "laclll"c :  that 
mixed :  that  the  entire TtcraL.  ,  rcsultl,nS  m.xture  hand 

&  srt  &KF st  F 

are  maintafaed  ?n  a  “tol,  fittZ  "S  and  ,door  of  which 
i  this  room  is  covert  wZ  sfeeT  metW-  'Zl  «ilinf 

the  fact  that  immediately  upon  its  recent'  at  .1,1"  V’eW-  °f 
the  salvasol  is  nlaccrl  ;,a  ■  •  ieceiPt  at  the  premises 

lions  are  carried  on  in  the  ™Xmg  room  a,"d  onera- 
product  is  safely  stored  .  i  room  and  the  finished 

that  .Ids  appeaf'be  framed.  CSCr'bed  ^  i(  is  cer,„cStecl 

on  Orc/e r"  72 01  . r  '  1  Crder  of  the  fire  commissioner,  acting 

?*:  Kg.  b£,r^trAadr,d  T, 

nsetl  in  counmioit  with  the"  ma,itifactnreVaSO  Sha”  °,nly  * 

s"di  . . . . .  fi..ed  ^rzXofThr^it' 
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proved  by  the  Underwriters  Laboratories  or  the  Factory 
Mutual  Laboratories  and  removed  from  drum  in  approved 
safety  can  for  use  in  mixing  of  floor  polish;  that  a  drip 
pan  shall  be  maintained  under  the  drum  at  all  times,  that 
in  ail  other  respects  the  premises  and  operation  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner. 


Adjourned:  3:00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON',  JUNE  3,  1947. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


893-46-A 

APPLICANT— Ludwig  Hanauer,  for  Hudson  and  Man¬ 
hattan  Railroad  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 50  Church  street,  west  side, 
block  bounded  by  Church,  Fulton,  Dey  and  Green- 
wich  streets  (Block  81,  Lot  1),  (Hudson  Terminal, 
Building  B),  Borough  of  Manhattan. 


APPEARANCES—  „  ... 

For  Applicant:  Ludwig  Hanauer,  Walter  L.  Drill 
and  William  A.  Davis.  j 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 


THE  RESOLUTION  (893-46-A) 

Whereas,  Ludwig  Hanauer,  for  Hudson  and  Manhattan 
Railroad  Co.,  owner,  filed  October  25,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
50  Church  street,  west’side,  block  bounded  by  Church,  Fulton, 
Dey  and  Greenwich  streets  (Hudson  Terminal  Building  B), 
(Block  81,  Lot  1),  Borough  and  Manhattan;  and 
*  Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  12,  1946,  on  Alt.  Applic.  2326-46,  reads : 

“1.  Exits  should  comply  with  requirements  of  Exit 
Order  56  of  1945.” 

and  .  . 

Whereas,  said  Alt.  Application  was  filed  after  the  issuance 
of  Exit  Order  No.  56-1945,  which  was  referred  to  in  a 
decision  of  the  borough  superintendent,  dated  October  16, 
1946,  reading  as  follows : 

“Replying  to  your  letter  of  October  10,  1946,  request¬ 
ing  the  reissuance  of  Exit  Order  56/1945,  you  are  ad¬ 
vised  that  this  department  may  not  reissue  an  order  to 
conform  with  the  Rules  of  the  Board  of  Standards  and 
Appeals,  so  that  appeal  is  within  the  time  limit  required 
by  that  Board. 

However,  we  repeat  herewith  the  order  as  filed  July 
23,  1945 : 

‘In  accordance  with  the  provisions  of  Sec.  C26-276.0 
of  the  Administrative  Code  of  the  City  of  New  York, 
you  are  hereby  ordered  to  provide  proper  means  of 
egress  and  exit  facilities  from  the  structure  at  the  above 
location,  as  follows : 

‘Provide  three  additional  stairways  (one  for  every 
wing)  at  least  3  ft.  8  in.  wide,  extending  from  roof  to 
street  and  enclosed  with  three  hour  fireproof  partitions 
and  fireproof  doors.’ 


I  trust  this  gives  you  the  desired  information.” 

and  ,  .  . 

Whereas,  the  applicant  states  the  building  is  22  stories 
(264  ft.)  in  height;  155  ft.  by  198  ft.  irregular  in  area,  of 
fireproof  construction;  erected  1907 ;  located  in  an  unre¬ 
stricted  use,  B  area  and  Class  1  l/z  height  district  and  used 
and  occupied  throughout  as  stores  and  offices,  76  persons  per 
floor,  above  grade;  that  the  building  is  equipped  with  two 
3  ft.  8  in.  fireproof  stairs,  1st  to  11th  floors  and  one  fireproof 
enclosed  stairs  from  lltli  floor  to  roof,  and  in  addition  there 
are  horizontal  bridges  on  the  3rd  and  17th  floors,  connecting 
to  building  at  30  Church  street  in  the  same  ownership;  that 
the  building  is  equipped  with  a  one  source  sprinkler  system 
in  all  areas  below  grade,  an  approved  standpipe  system  and 
interior  fire  alarm  system  and  regular  monthly  fire  drills  are 
maintained ;  and 

Whereas,  the  applicant  contends  that  an  average  ot  80 
persons  occupy  each  floor  at  any  one  time,  .  including 
transients  doing  business  therein  ;  that  when  the  building  was 
erected,  exits  conforming  to  the  then  existing  regulations 
were  provided  for;  that  Exit  Order  No.  56-45  was  placed 
upon  the  building,  requiring  three  3  ft.  8  in.  stairways  from 
street  to  roof  ;  that  in  view  of  the  existing  fire  alarm  systems, 
fireproof  doors,  fire  extinguishers,  watchmen’s  clock  devices, 
automatic  sprinkler  on  the  floors  below  grade,  etc.  there 
exists  a  safety  margin  sufficient  to  cover  any  emergency ;  and 
Whereas,  the  applicant  has  filed  a  statement,  indicating 
that  the  annual  rate  of  fire  insurance  premium  has  steadily 
decreased  in  the  passing  years,  because  of  these  added  pro¬ 
tections;  that  the  buildings  are  operated  continuously 
throughout  the  24  hours  of  each  day ;  that  elevator  service  is 
provided  and  employees  are  on  duty  in  the  main  lobby  at  all 
times ;  that  employees  are  also  on  duty  at  all  times  in  the 
Hudson  Terminal  Station  below  the  building  and  in  the 
electric  substation  furnishing  power  for  the  operation  of  the 
railroad  and  the  building ;  that  there  are  two  standpipes  on 
each  floor,  with  hose  connected  thereto,  sufficient  to  extend 
over  the  entire  area  of  each  floor ;  that  four  5  gallon  soda 
and  acid  fire  extinguishers  are  maintained  on  each  floor ;  two  ' 
being  located  immediately  adjacent  to  each  standpipe;  that 
three  sets  of  kalamein  doors  with  wire  glass  are  installed 
on  each  floor,  which  segregate  each  wing  of  the  building  on 
each  floor  from  the  main  elevator  corridor ;  that  American 
District  Telegraph  Fire  Alarm  System  with  alarm  boxes 
located  on  each  floor  in  the  main  hall  is  installed  and  con- 
nected  directly  to  the  New  York  City  hire  Department,  that 
a  fire  alarm  system  with  an  alarm  box  on  every  floor  is 
connected  to  the  control  board  in  the  engine  room  of  the 
building,  where  employees  are  on  duty  at  all  times ;  that 
watchman  and  clock  system  with  four  boxes  on  each  floor 
is  installed  and  visited  once  every  hour  from  6  P.  M.  to 
8  A.  M.,  the  boxes  connected  to  recording  devices  in  the 
engine  room  of  building  and  in  the  telephone  operators 
room ;  that  an  automatic  sprinkler  system  is  located  on  the 
concourse  and  the  lower  floors  of  the  building  below  grade , 
that  from  1914  to  1945  no  fire  that  occurred  in  the  building 
spread  beyond  the  room  or  closet  involved  and  during  such 
period  only  four  fires  caused  damage  in  excess  of  $100; 

Whereas,  a  report  of  a  Committee  of  the  Board  reads 
as  follows : 

REPORT  OF  COMMITTEE. 

May  23,  1947. 

Re :  Cal.  No.  893-46-A.  .  , 

Premises:  50  Church  Street  (Hudson  Terminal  Bldg. 
B),  (Fulton  Building,  2nd  to  22nd  floors),  Manhat¬ 
tan.  .  , 

After  inspection  of  the  building  and  consideration  ot 
the  problem  of  sufficient  exits  as  required  by  the  deci¬ 
sion  of  the  Borough  Superintendent,  the  Committee  finds 
that  the  existing  means  of  exit  are  inadequate  and  recom¬ 
mends  as  follows : 

1 — That  in  addition  to  the  primary  means  of  exit, 
consisting  of  an  enclosed  stairway  from  roof  to 
street  floor,  the  second  means  of  exit,  consisting 
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of  an  enclosed  stairway  from  12th  floor  to  street 
floor,  should  be  extended  to  roof  and  that  the  exit 
through  the  shipping  area  to  Fulton  Street  should 
,  p!ainIy  parked  by  adequate  illuminated  signs 
showing  exit  to  street,  and  that  an  outwardly 
swinging  door  at  street  line  should  be  installed. 

t  Hiat  an  enclosed  passage  shall  be  constructed 
across  Dey  Street  at  the  12th  floor  level  to  provide 
a  direct  means  of  exit  to  30  Church  Street  and 
leading  to  a  corridor  from  which  direct  access  to 
the  exits  m  that  building  will  be  available ;  that 
signs  in  both  stairways  in  50  Church  Street  shall 
plainly  indicate  at  all  floors  above  the  11th  that 
exit  at  the  12th  floor  is  available  to  30  Church 
Street. 

3— That  all  revolving  doors  leading  to  the  street  from 
the  main  floor  corridors  shall  be  replaced  where 
not  now  on  the  collapsing  type  with  doors  of  that 
type  and  also  hinged  doors  opening  outwardly 
directly  from  public  corridors  and  not  through' 
store  spaces. 

It  is  the  opinion  of  the  Committee  of  Inspection  that 
a  system  of  exterior  fire  escapes  is  not  a  desirable 
method  of  providing  additional  exit  facilities. 

I  he  Committee  also  points  out  that  the  circulatory 
corridors  on  many  of  the  upper  floors  have  been  inter¬ 
rupted  and  thrown  into  office  space,  thereby  restricting 
the  means  of  reaching  adequate  means  of  exit. 

(Sgd.)  Harris  FI.  Murdock, 

Chairman, 
Charles  M.  Blum, 

Timothy  P.  Guinee, 

p  ,  ,  ,  .  ,  .  .  Hugh  P.  Fox. 

Ke  solved,  that  the  decision  of  the  borough  superintendent 
icting  on  Alt  .Applic.  2326-46,  Objection  1,  be  and  it  hereby 
s  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
ondition  that  the  recommendation  of  the  Report  of  the  Com- 
mttee  shall  be  complied  with;  that  in  all  other  respects  the 
Hiildmg  and  occupancy  shall  comply  with  all  laws,  rules  and 
egulations  applicable  thereto. 


43-47-A 

APPLICANT— -Frank  Gaertner,  for  Starrett  and  Van 
Vleck,  for  Level  Realty  Co.,  owner  (Alexander’s 
J department  Store,  lessee). 

'UBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

'REMISES  AFFECTED — 2501  Grand  Concourse,  north- 
comer  of  Fordham  road  (3rd  and  4th  floors)  ; 

ppj- a^!nces—  Lot  1  ’  Borough  of  The  Bronx- 
For  Applicant:  Frank  Gaertner. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
__ r /—v Housing  and  Buildings. 

HE1  VOTE-  B0ARD~Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

^  C^tlVC  l  . # .  q 

HE  RESOLUTION  (143-47-A) 

Whereas,  Starrett  and  Van  Vleck,  for  Level  Realty  Com- 
n>,  owner  (Alexander  Department  Store,  lessee),  filed 
-bruary  11,  1947  an  appeal  from  a  decision  of  the  borou°-h 
perintendent,  affecting  premises  2501  Grand  Concourse, 
rtliwest  corner  hordham  road  (3rd  and  4th  floors)  ;  (Block 
J7  Lot  1 ) ,  Borough  of  The  Bronx  ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
^ted  January  29,  1947,  on  amendment  to  Alt.  Applic.  1133-46, 

o?'  Br°v’de  e"clpsure  for  escalator.  Sections  10.5  1 
(2)  a,  lO.a.4,  and6.4.1.9  (i)  2.” 

rhHsKR/?7S’fith8  aPl>liCan/  states0tehat  the  building  is  four 
nes  (57  ft.  8  in.)  in  height;  252  ft.  by  100  ft.  in  area, 


use  B  area'  and  Cl  u/  \°^ud  ?  a  businfess  and  retail  1 
struction  and  ul?  a  4  h?lfht.  district’  of  Class  3  con- 
sto?e  ?hat  Ihe  hnfid-  °CCUp'ed  since  1916  as  a  department 

sprinkler  'system  throughout  arf'^ior system 
.md  concrete  construction,  enclosed  in  6  in.  hoilow  tile  eaufo 

comiSfif^k  mrder  ||  W2-  «l™ 

o  a  variance  granted  by  the  Board  undefbai  W  41^ 
permitting  the  present  use  an, I  occupancy  "aid  A' 

e4lfetwaeeenS  £ 

well  openings  will  be  protected  with  a  rolling  steel  shuttel 
S  be  ^manually  £S5£ 
baPfflem!f,at,,hebCe,ilmgf  will 

a  sprink fe'rdcm-teiiOW  ?  ;e  general  ceiling  level,  around  which 
spunkier  curtain  will  be  provided  with  heads  4  A  m 

centers  with  shields  to  prevent  water  cooling-  that  an  auto 

matic  electrically  operated  device  will  be  installed  to  ston 

shutter -^that  ft  -beaf Calator-  lip°n  the  closing  action  of' the 

eS’  5  «  '"t  the 

escalator  for  use  in  times  of  emergency;  and 

Whereas  the  applicant  contends  that  the  building  is 
equipped  with  a  two  source  sprinkler  system  interiorSfire 

street  levefto  roof -ThTin  fT,r,  j.tairways  extending  from 
e  to  roof ,  that  the  building  is  now  eauinned  with 

thea2ndrandn?  dgflbetW6en  ^  1§t  and  2nd  doors  and  between 
flame  baffles  f  fl°o.rs,  and  is  equipped  with  fire  shutters 
drdH  -ft  and  sprink,ler  water  curtain;  that  regular  fire 
d  s  wdl  de  maintained  for  the  safety  of  the  occupants  of 
the  store  and  certain  individuals  will  be  trained  in  the  onera- 
on  of  the  shutter;  it  is  also  requested  that  the  Board  relieve 
the  owner  of  the  necessity  of  providing  the  skylight  in  the 
eiling  over  the  escalator,  in  view  of  that  fact  that  it  will  not 
be  enclosed  with  masonry  walls  extending  to  the  ccilZ 

tl  f  A  V'CW  ?f  ?h5  fact.  ,he  ventilation  may  be  secured  bv 
the  opening  of  windows  in  the  street  walls ;  and  ^ 

the%HoaRrdAanHh6PremipSeS  inspected  by  a  committee  of 
me  coard  and  it  was  found  that  there  was  an  open  stair  to 

“£*5?  adja9ent  thereto  open  escalators  for  the"  first 

the  code7and  °°rS  mStaIled  contrary  to  the  requirements  of 

?9^1Q47RrAS’  Board  is  in  receipt  of  a  letter  dated  May 
follows  :  StarrCtt  and  Van  Vleck’  applicants,  reading  as 

We  hereby  wish  to  supplement  the  brief  filed  bv  us 

FabrUa,rp  4’  194.7>  in  connection  with  the  aforecap- 
tioned  building,  with  the  following  additional  informa- 

Under  this  program  we  now  propose  to  modernize  the 
existing  escalator  equipment  between  the  1st  and  2nd 

2nd  fin  f  hlS  bT  dl-n?  by  treating  the  well  opening  at  the 
2nd  floors  level  with  a  steel  frame  balustrade  finished 
with  plaster  on  both  sides  and  protecting  the  opening 
wffh  a  rolling  steel  shutter  placed  in  a  horizontal  pSsitioS 

by  means  of"ch1inse  ""  SUCh  Shut,er  ma"“all>' 

In  addition  the  2nd  floor  well  opening  is  to  be  pro- 

baffled?af?Udd  thC  Cei  ug  ?■  ,the  lst  flo°^  with  a  flame 
iaffle  2  ft.  deep  around  which  will  be  provided  a  sprin- 

Ptevem  wmer 'cool  “g  5  4  ft  °n  Centers’  with  to 

The  existing  escalator  between  the  2nd  and  3rd  floor 

til  «fen-COnf<?rmS4t0-t!le  ndes  of  your  Board  in  that 
the  same  is  equipped  with  smoke  baffle,  sprinkler  water 

curtain  and  rolling  shutter. 
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The  new  escalator  between  the  3rd  and  4th  floor  will  be 
similarly  equipped,  as  indicated  in  our  brief  of  February 
4,  1947. 

’  In  addition  to  the  foregoing,  there  exists  at  the  present 
time  an  8  ft.  wide  stairway  between  the  basement  and 
1st  floor  of  the  building,  which  under  the  building  code 
is  classified  as  a  service  or  ornamental  stairway  and  is 
in  addition  to  the  regular  required  means  of  egress  that 
are  provided  from  the  basement  floor  of  the  building. 
However,  in  view  of  the  possible  hazard  which  exists 
because  of  this  floor  opening  and  its  proximity  to  the 
escalator  going  to  the  2nd  floor,  it  is  proposed  to  pro- 
tect  the  well  opening  at  the  ceiling  of  the  basement  with 
a  flame  baffle  2  ft.  deep,  around  which  will  be  provided 
a  sprinkler  water  curtain  with  heads  4  ft.  on  centers, 
with  shields  to  prevent  water  cooling. 

In  addition  to  the  foregoing,  there  will  be  installed  an 
automatic  electrically  operated  device  to  stop  the  °Per£“ 
tion  of  the  escalators  upon  the  closing  action  of  the 
shutters  on  any  one  floor.  Also  it  is  intended  to  install 
a  gong  in  the  basement,  1st,  2nd  and  3rd  floors  with  a 
push  button  at  the  escalator  for  use  in  times  of  emer¬ 
gency,  all  as  described  in  our  brief  of  February  4,  1947. 

Additional  plans  indicating  the  proposed  changes  are 

filed  herewith.”  .  a  , 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1133-46,  Objection  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  escalator  shall  be  equipped  with  battle 
plates,  sprinkler  curtains,  and  roller  steel  shutter,  hand 
operated  as  proposed  on  all  floors ;  that  in  addition,  the 
existing  open  stairway  to  the  cellar  shall  be  protected  with 
a  baffle  curtain  and  a  sprinkler  curtain  as  proposed  and  as 
indicated  on  revised  plans  filed  with  this  appeal  marked 
“Received  June  2,  1947,”  6  sheets;  that  at  each  floor  level 
there  shall  be  a  bell  system  arranged  to  sound  a  gong  on  each 
floor,  to  notify  the  persons  on  that  floor,  so  that  the  curtain 
at  the  escalator  will  be  manually  closed  and  the  escalator  on 
that  floor  stopped;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto,  other  than  as  modified  by  the  Board 
under  Cal.  600-41 -A,  and  that  the  Sprinkler  System  through¬ 
out  shall  be  maintained  in  accordance  with  the  requirements. 


231-47-A 

APPLICANT— Ervin  Palmer,  for  Nathan,  Leonard  and 
Milton  Feist,  owners  (American  Radio  Institute, 
lessee) . 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 17-49  West  63rd  street,  north 
side,  58  ft.  3  in.  east  of  Broadway  (3rd  floor)  ; 
(Block  1116,  Lot  14),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Irvin  Palmer. 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (231-47-A) 

Whereas,  Ervin  Palmer,  for  Nathan  Feist,  Leonard 
Feist  and  Milton  Feist,  owners  (American  Radio  Institute, 
lessee),  filed  March  3,  1947,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  47-49  West 
63rd  street,  north  side,  58  ft.  3  in.  east  of  Broadway  (3rd 
floor)  ;  (Block  1116,  Lot  14),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  7,  1947,  on  Alt.  Applic.  2640-46,  reads : 

“1.  For  use  as  school  in  3rd  floor  of  building  should 
be  fireproof,  as  it  exceeds  tabular  height  limit.  Sections 
1.3,  4.2.1  and  3.2.1  B.C. 


2.  Two  means  of  egress  required  to  accommodate 
the  number  of  persons.” 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
(55  ft.)  in  height;  50  ft.  by  100  ft.  in  area  at  1st  floor; 
50  ft.  by  88  ft.  4  in.  in  area  at  typical  floor:  of  Class  8  con¬ 
struction;  erected  1890;  located  on  a  lot  50  ft.  by  1(H)  ft. 

5  in.  in  area,  in  a  business  use,  B  area  and  Class  V/z  and 
Class  2  height  district,  and  used  and  occupied  since  Decem¬ 
ber,  1946:  cellar,  storage  and  boiler  room;  1st  floor,  store 
(music  publishing)  60  persons;  2nd  floor,  salesrooms  and 
exhibition  space,  30  persons;  3rd  floor,  radio  school  for 
veterans,  200  persons;  4th  floor,  sales  room  and  office,  oO 
persons ;  5th  floor,  salesroom,  30  persons ;  that  no  change 
in  use  or  occupancy  is  proposed ;  that  the  building  is 
equipped  with  one  3  ft.  8  in.  wide  steel  stairs,  enclosed  in 
4  in.  terra  cotta  blocks,  plastered  both  sides,  equipped  with 
fireproof  self-closing  doors  and  extending  from  the  roof 
bulkhead,  directly  to  the  street;  that  the  building  is  equipped 
with  two  fire  escapes  on  the  rear,  extending  to  the  roof 
by  ladder  and  to  the  cellar  by  stairs,  with  egress  through 
a  fireproof  passage  in  the  cellar  to  the  street ;  that  windows 
and  door  openings  on  the  course  of  the  fire  escape  are  fire¬ 
proof  self-closing;  and 

Whereas,  Violation  7601-46,  issued  December  4,  1746, 
was  for  changing  the  occupancy  of  the  3rd  floor  from  sales 
room  and  exhibition  space  to  school  (radio)  contrary  to 
C.O.  #3117;  and 

Whereas,  C.O.  #3117  issued  May  5,  1921,  upon  comple¬ 
tion  of  work  under  Alt.  3193-1919,  permitted  the  use  of  the 
building  as  follows:  1st  floor,  repair  and  service  station; 
2nd  floor  and  floors  above,  sales  rooms  and  exhibition  space; 

and  . 

Whereas,  the  applicant  contends  that  the  interior  stair 
is  of  iron  construction,  enclosed  in  3  hour  partitions;  that 
the  building  was  erected  1890  as  two  separate  apartment 
houses  and  altered  in  1920  into  one  building,  with  the  present 
interior  stair  and  twro  new  fire  escapes  were  then  installed ; | 
that  the  central  party  wall  divides  all  floors  into  roughly, 
two  2,000  sq.  ft.  fire  areas;  that  the  1st  and  2nd  floors  are 
occupied  by  music  publishers,  as  salesrooms  and  offices,  the 
4th  and  5th  floors  as  perfume  sales  rooms  and  as  offices; 
the  3rd  floor,  which  is  the  subject  of  this  appeal,  is  occupied 
as  a  radio  institute  for  veterans;  that  the  tenants  leased 
this  floor  and  installed  equipment,  at  a  cost  of  approximately 
$25,000,  and  proceeded  with  registrations,  instructors  and 
other  arrangements,  only  to  discover  the  day  before  classes 
were  to  begin,  that  they  were  violating  the  building  code; 
that  the  building  is  designed  for  60  lbs.  live  load,  has 
plastered  ceilings,  double  wood  floors ;  first  floor  is  fire-, 
proof,  concrete  arch  and  the  stair  enclosure  is  4  in.  terra 
cotta  block  and  brick  construction;  the  main  stairway  is. 
3  ft.  8  in.  wide  and  there  are  two  fire  escapes  in  the  yard, 
accessible  to  the  front  lobby  through  a  fireproof  passage  in 
the  cellar;  that  the  front  westerly  laboratory  on  the  3rd 
floor,  which  is  accessible  to  all  students,  has  a  large  window 
from  which  access  can  be  gained  to  the  adjoining  roofs 
and  which  serves  as  an  emergency  exit ;  that  the  students 
are  all  adult  veterans  capable  of  walking  up  and  down  stain 
and  are  well  trained  and  so  disciplined  as  to  eliminate  the 
danger  of  panic;  that  the  veterans  need  the  instructions 
which  the  institute  is  able  to  give  them  and  which  the) 
would  be  deprived  of  if  the  use  of  this  space  were  denied, 
as  it  is  difficult  to  find  adequate  space  for  this  purpose ;  thai 
smoking  will  be  prohibited  in  the  school ;  that  all  precau¬ 
tions  will  be  taken  to  avoid  danger ;  it  is  therefore  requestec 
that  the  Board  permit  the  use  of  these  premises  until  bettei 
and  more  adequate  space  is  available  and  until  such  time  a: 
there  will  be  no  need  for  teaching  veterans  to  rchabilitat* 
themselves ;  that  the  school  will  be  occupied  by  300  men  it, 
two  shifts ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  o: 
the  Board.  „ 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  2640-46,  objections  1  and  2,  be  am 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereb) 
is  granted  on  condition  that  the  primary  means  of  exit,  con 
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in!,iddi?Lanjv!r-°r  |nclosed  stair’  slia"  be  maintained  and 
in  addition,  exterior  fire  escapes,  exiting  to  the  first  floor 

a!ld  als°  ,hc  cellar  from  which  exit  to  the  street  can  lie 
obtained  by  means  of  a  fireproof  passage  leading  to  the 
primary  means  of  exit,  shall  be  continued  as  proposed  and 

Ma?cliC3  Cfg47”Pianp  fi'cd  W,,th  ’!lis  appcal  niarked  “deceived 
March  3,  1947  4  sheets;  that  the  building  throughout  shall 

«  ihqthPPet  ^Uh  a  onc‘ source  sprinkler  system,  complying 

hr  trr  ro|UI7ne,l,tS  theref°r;  that  the  building  shall' not 
be  increased  m  height  or  area;  and  that  in  all  other  rcspec's 

cable  '  l«r«o  y  W'"  ,aWS'  ™leS  and  rcSl|Iations  appli-' 


282-47-A 

l'~Bertl,a  Donald,  owner. 

bLIiJhLj— Appeal  from  a  decision  of  the  borough  super- 

PREMI|v!FECT,ED71|2-2,1  142nd  place-  ««t  side, 

7038  T  nt"7  hQ°f  ,R7kaway  boulevard  (Block 
1-038,  Lot  2),  South  Ozone  Park,  Borough  of 

Queens  (Under  section  35,  General  City  Law  re 
APPEARANCES-”  Street-'23rd  (Maple)  avenue). 

FOf  Jobfson^ :  Alexander  UonaId  and  Francis 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.rTinxT  Housing  and  Buildings.  1 

THE  VOTE— B0ARD~ApPeal  granted  011  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative1-  ^  Klemert  and  Deput>’  Chief  Guinee  4 

THE  RESOLUTION  (282-47-A) 

Whereas,  Bertha  Donald,  owner,  filed  March  31  1947 
an  application  pursuant  to  Section  35  of  the  General  Citv 
Law,  for  permission  to  extend  a  dwelling  located  in  the 

daMsKnfcr  °f  ,he v'borougI,  superintendent. 

1947,  |  AT  Appifc  2«6-Trneadsrat,°n  ^  Marc1'  >3’ 

L  Proposed  extension  lies  wholly  within  the  bed 
of. mapped  street.  The  erection  of  said  extension  re 
quires  the  approval  of  the  Board  of  Standards  and 
Appeals  as  per  Art.  3,  Sect.  33  of  the  Genehl  CUy 

and 

i  ,^-EcEAS’  dl.e,  applicant  states  the  premises  consist  nf  ^ 

dwel'ihp  area1  byV’ 

o  r  °.  a  two  stor-v  addition  at  the  rear  1?  ft  o  •  . 

^  ^ 

Sc  uSCi9!lte  ?£f';?ant  con,cnds  Plans  were  filed  in 

Ss«s?.s€s;!“ 

Present  time;  that  the  existing  buildS^wirSttSd  during 
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1909;  that  the  owner  has  occupied  the  premises  since  1909; 
hat  t°  require  the  owner  to  remove  the  extension  would 
*u.  l  undue  hardship,  therefore  the  owner  requests  the 

ffinanl  ofgtiapntl#fVtar,anCe  -°  pern,it  tl,e  continued  main- 

XX  S^g-aSSS 0,1  the  rcar  as  iIldlcated  - 

ac&irAI^A  !Hr  deSl°f  [he  borotigli  superintendent, 
is  Appkc-  2350-46,  objection  1,  be  and  it  hereby 

s  modified  and  that  the  appeal  be  and  it  hereby  is  q ranted 

O  tic  Ge„nerf,,Vei,C<l  in  ,,IC  B?ard  nnder' secS  35 

shall  not  bl  f  ty  Law’,°”  c°™htwn  that  the  building 
shall  not  be  further  extended;  that  the  extension  shall  be 

only  as  proposed  and  as  indicated  on  plan  filed  with  this 
appeal,  marked  ‘Received  March  31,  1947”  (2  sheets)  •  tint 

iha  liehoVent  t6  lanud  lS  taken  for  street  purposes,  the  owner 
as  rn  bl*  deter^  f?r, the, cost  of  the  proposed  addition 
the  Ste  of  !  Cd  (by  the  COurt’  less  amortization  at 
resnects  1  wm  Cent\  per  annum;  and  that  in  all  other 
laws  rnlo?  budding  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


392-47-A 

APPLICANT— Sohn  and  Weston,  for  Rinwcl  Corp., 

SUBJECT— Ajrpeal  from  a  decision  of  the  borough  super- 

PREMtSES  AFFECTED-21 14-2136  East  34th  street,  west 
^0  ft.  south  of  Avenue  T  (cellar)  •  (Block 

APPEARANCES—'  L°‘  “>•  of  B  JcU. 

F°rRivkinCant:  Marti"  N-  Weston  and  Solomon 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
.rTm.,  Housing  and  Buildings. 

THE  VOTE— B°ARD~ApPeal  granted  011  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative!  ^  K  ^  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (392-47-A) 

fil^dApRril‘23Sm7and  f°r  RinwcI.  Corp.,  owner, 

i  .“  ’  ,  ,  an  appeal  from  a  decision  of  tbp  hnr- 

-  ugh  superintendent,  affecting  premises  9114-21!6  F-,ct  un 
Street,  west  side.  100  ft.  south  o‘f  A«  t  e  T  (celfar)  (Bto 

WhSU  k°‘  n2)-'  Bo,'ou?h  o£  Brooklyn;  and  '  ' 
dated  Aorif’23  m7eCf°H  °i  F  !?°rough  superintendent, 
inclusive aid  2602  46  reads  Api’llcat":,"s  2431  <°  2438-46 
R  there  is  a  storm  and  sanitary  sewer  in  street 
h  v  ^  °d  °f,  dramTing  garage  driveways  by  means  of 

C26-1221T  yo?ZSCo°£’’  Uw  #3§  S"bd™  C  a,M 
and 

£a%!«S  m  exam  ra 

it  is  proposed  to  er'ecf  n!n?2'  fSy‘  tSSsTcSI 

IT  by  Tf  ?CW  f‘-  by  60  '*•  in  area  «  Istfloor  itd 
In  l  i-  K  b4f  10  in-  111  area  at  second  floor  23  ft  4  in 

boiUrSrn  ^  ",°W  proposed  to  be  occupied  in  the  cellar  -is 
boiler  room  and  one  car  garage;  and  aS 

with  the  appIicant  contends  that  plans  were  filed 

with  the  borough  superintendent  on  Sep  ember  20  1948 
and  approved  October  15,  1946;  that  nrin  -  to  oL  fv  c 
plans,  same  were  submitted  to  the  FHA  in  t  uv  7in.g  °, 

FHAhefoCr°ffid  iicrease^in  sdling^ef  thal  i^pre'ar'^ 
plans,  this  was  taken  into  account  and  the  rear  wal^of't^f 
cellar  was  so  designed  that  it  rnnM  uaC  c,lS  wa>1  ot  the 

rf  t  n  afS£FS 

stngle  garage  door  opening;  that  the  plan  also  htdiSes 
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the  spandrel  wall  from  the  sill  of  said  window  down  to  the 
cellar  floor  is  to  be  of  8"  brick,  whereas  the  rest  of  the  rear 
foundation  wall  is  12"  thick;  that  the  plan  also  indicates 
a  ceiling  outlet  so  spaced  that  when  garage  block  partitions 
were  erected,  said  outlet  would  be  in  the  center  of  the 
garage ;  that  plans  also  indicate  a  common  driveway ;  that 
actual  construction  commenced  October  15,  1946  and  within 
two  weeks  thereafter,  the  owner  included  the  garages  as 
he  found  that  he  would  be  unable  to  sell  the  buildings 
unless  they  contained  garages;  that  this  decision  was 
reached  before  foundation  walls  were  completely  poured 
and  the  garage  doors  were  actually  hung  before  the  build¬ 
ings  were  fully  enclosed ;  that  the  roof  drainage  of  the 
buildings  is  carried  off  by  means  of  exterior  leaders  on 
the  rear  wall  and  then  brought  into  the  building  and  along 
the  cellar  ceiling  to  the  front  wall,  at  which  point  they 
drop  under  grade  and  discharge  into  the  storm  sewer  in 
the  street,  which  is  4  ft.  2  in.  below  street  level ;  that  since 
the  yard  drains  in  the  rear  are  below  the  level  of  the  storm 
sewer  in  the  street  and  since  they  cannot  discharge  into 
the  sanitary  sewer  in  the  street,  permission  is  requested  to 
discharge  rain  water  of  the  rear  yard  drains  only,  into 
substantially  built  dry  wells,  one  for  each  building;  that 
the  total  paved  area  per  house  is  only  388  sq.  ft.,  which  is 
the  maximum  load  to  be  imposed  on  any  one  dry  well ; 
that  the  soil  is  clean,  dry,  sharp  sand  throughout;  that 
storm  water  is  immediately  syphbned  off,  as  is  evidenced 
by  the  fact  that  the  ground  is  free  of  water  directly  after 
a  heavy  rain;  it  is  therefore  requested  that  the  Board  modify 
the  provisions  of  Section  C26-122L1,  subdivision  C,  of  the 
Administrative  Code  and  grant  a  variance,  so  as  to  permit 
the  construction  as  herein  proposed ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applies.  2431-2438  of  1946,  inclusive  and 
2602-46,  objection  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
dry  well  system  of  drainage,  as  proposed  and  indicated  on 
plan  filed  with  this  appeal,  marked  “Received  April  23, 
1947"  shall  be  maintained,  provided  the  dry  well  is  of  suf¬ 
ficient  capacity  to  carry  off  the  one-inch  rainfall  within  one 
hour. 


396-47-A 

APPLICANT — Francis  W.  Roudebush,  for  Manhattanville 
Neighborhood  Center,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 514-516  West  126th  street,  west 
side,  161  ft.  10  in.  west  of  Amsterdam  avenue 
(Block  1982,  Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Francis  W.  Roudebush  and  Frank 
Cuzzi. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  THE  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (396-47-A) 

Whereas,  Francis  W.  Roudebush,  for  Manhattanville 
Neighborhood  Center,  Inc.,  owner,  filed  May  1,  1947,  an 
appeal  from  decisions  of  the  borough  superintendent,  affect¬ 
ing  premises  514-516  West  126th  street,  west  side,  161  ft. 
10  in.  west  of  Amsterdam  avenue  (Block  1982,  Lot  36), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  11,  1947,  re  Alt.  Applic.  676-47,  reads: 

“1.  Two  means  of  egress  remote  from  each  other, 
consisting  of  interior  stairs,  constructed  of  incombustible 
material  with  a  minimum  width  of  3'  8"  and  sufficient 
capacity  for  number  of  persons  as  determined  by  floor 


area,  as  per  sec.  6. 1.2.3  B.C.,  should  be  provided  from 
each  floor;  stairs  should  be  enclosed  in  3  hr.  partitions 
with  1J/2  hr.  s.c.  doors,  approved  Bd.  S.  &  A.  with 
treads  and  risers  as  per  sec.  6.4. 1.4  B.C.  and  continuing  ( 
from  roof  to  street,  secs.  6.1. 2.2.3  B.C.,  sec.  6.4. 1.1  B.C., 
sec.  6.4.1. 8.1  B.C..  6.4.1.11  B.C. 

2.  Rooms  arranged  to  be  occupied  by  more  than  75 
persons  should  have  two  means  of  egress,  remote  from 
each  other  and  all  rooms  should  have  doors  of  adequate 
width  as  per  sec.  6.2.1  B.C.  for  number  of  persons  based 
on  floor  area  as  per  sec.  6.1. 2.3  B.C. 

3.  Public  halls  should  be  provided  on  each  floor,  lead¬ 
ing  to  all  required  means  of  egress,  enclosed  in  1  hr. 
partitions  and  provided  with  hr.  s.c.  doors.’’ 

and  .  { 

Whereas,  the  applicant  states  the  building  is  five  stories 
and  basement  (72  ft.)  in  height,  49  ft.  6  in.  by  100  ft.  in  area 
at  1st  floor,  49  ft.  6  in.  by  70  ft.  in  area  at  typical  floor,  of 
fireproof  construction,  erected  in  1902,  located  in  an  un¬ 
restricted  use,  B  area  and  Class  1 *4  height  district;  now 
vacant,  formerly  used  and  occupied  as  follows:  Cellar,  gym¬ 
nasium  and  storage;  1st  floor,  library  and  lecture  room; 
2nd  floor,  offices;  3rd  floor,  classrooms  and  playroom;  4th 
floor,  classrooms,  5th  floor,  open  space ;  and  proposed  to  be  ‘ 
used  and  occupied  after  alteration,  as  follows :  Cellar,  gym¬ 
nasium,  shop  and  locker  room,  145  persons;  1st  floor,  lounge  i 
and  clubroom,  65  persons ;  2nd  floor,  clubrooms,  95  persons ; 

3d  floor,  club  and  play  rooms,  70  persons;  4th  floor,  lounge 
and  art  room,  50  persons ;  game  room,  club  room,  offices,  60 
persons ;  5th  floor,  two  apartments  and  3  offices,  40  persons 
(5th  floor  to  remain  vacant  until  future  development  is  pos¬ 
sible)  ;  that  the  building  is  equipped  with  two  interior  stairs 
of  steel  with  cement  treads,  enclosed  in  brick  and  4  in.  terra 
cotta  blocks,  plastered,  equipped  with  kalamein  doors  which 
will  be  made  self-closing;  that  one  satirway  leads  to  the 
roof  bulkhead  and  both  stairways  lead  to  public  hall  and 
thence  to  the  street  at  the  1st  floor  and  to  passage  at  the  ; 
cellar,  leading  to  the  street ;  that  there  is  one  fire  escape  on 
the  rear,  extending  from  the  main  roof  to  the  roof  of  base¬ 
ment  extension,  with  egress  by  ladder  to  the  adjoining  yards; 
and 

Whereas,  the  applicant  contends  as  to  item  1,  the  greatest 
floor  area  for  any  floor  above  the  cellar  is  2770  sq.  ft. ;  that 
the  greatest  net  floor  area  for  occupied  space  on  1st,  2nd,  3rd 
or  4th  floors,  not  including  public  halls,  stairs,  shafts  and 
closets  is  2370  sq.  ft.;  that  the  greatest  distance  to  a  stair 
from  any  point  on  the  floor  is  49  feet;  that  public  halls  exist 
in  the  cellar  and  on  the  1st,  2nd,  3rd  and  4th  floors;  that  the 
1st  floor  public  hall  is  7  ft.  \0y2"  wide,  and  leads,  to  the 
street ;  that  the  public  hall  in  the  cellar  leads  to  two  interior 
stairs  and  to  the  street ;  that  the  public  halls  on  the  2nd,  3d 
and  4th  floors  lead  to  two  interior  stairs  on  the  2nd  and  3d 
floors  and  to  main  stairs  only  on  the  4th  floor ;  that  the  5th 
floor  remains  vacant  until  such  time  as  funds  are  available 
for  its  development;  that  the  main  stairs  from  the  cellar  to 
the  roof  is  of  incombustible  materials  and  is  51^4"  wide 
from  the  cellar  to  the  1st  floor,  46  in.  wide  from  1st  floor  to 
5th  floor  and  40  in.  wide  from  5th  floor  to  roof  and  has  a 
rated  capacity  of  52  persons  per  floor ;  that  this  stair  is  en¬ 
closed  on  three  sides  and  will  be  entirely  enclosed  in  accord¬ 
ance  with  the  requirements  of  the  Building  C  ode ;  that  the 
secondary  stair  extends  from  the  cellar  to  the  3d  floor  and 
is  partially  enclosed,  45  in.  wide,  has  a  rated  capacity  of  38 
persons  per  floor;  that  to  enclose  this  stair  completely  can 
only  be  done  by  encroaching  on  the  public  halls  on  all  floors; 
that  the  rear  fire  escape  extends  from  the  roof  of  the  build¬ 
ing  to  the  roof  of  the  cellar  gymnasium  and  is  reached  from 
all  rooms  in  the  rear  of  the  building  to.  all  rooms  in  the 
cellar;  that  egress  from  the  roof  of  the  adjoining  gymnasium 
to  the  rear  yard  in  the  west  is  by  drop  ladder  thence  through 
adjoining  property  to  the  street;  that  all  fire  escape  plat¬ 
forms  are  48  in.  wide,  all  stair  rungs  are  2  ft.  wide;  that 
fire  escape  balconies  are  provided  with  high  railings  as  pro¬ 
vided  for  schools ;  that  while  the  building  does  not  contain 
two  stairs  from  the  street  to  the  roof,  due  to  the  fireproof 
construction  of  the  building,  the  small  net  area  of  unoccupied 
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space  and  the  simple,  uncomplicated  plan  arrangement  with 
generous  public  halls  on  each  floor,  that  the  fire  hazard  is 
diminished ;  that  while  the  fire  escape  does  not  take  the  place 
of  the  stair,  it  is  so  located  as  to  provide  egress  to  all  floors 
above  street  level,  thus  relieving  the  load  from  the  interior 
stairs  therefore  it  is  requested  that  the  existing  exits  be 

satIs^tory  foF  the  proposed  occupancy  and  that 
the  secondary  stair  remain  partially  enclosed  rather  than 

°iSied  aS  reqmred;  and  intends  as  to  Objection  2 
that  the  cellar  arrangement  has  an  area  of  2270  sq.  ft  ■  that 
the  1st  floor  club  room  has  an  area  of  768  sq.  ft.  and  the 
3d  floor  play  room  has  an  area  of  907  sq  ft  •  that  the 
requirement  for  compliance  on  the  basis  of  one  person  pe? 

a\uT ?3  exceeds  the  capacity  required,  it  is  not  an¬ 
ticipated  that  more  than  100  persons  will  occupy  the  gym- 
nas.um  at  any  one  time;  that  the  gymnasium  has  egrefs  to 
public  hall  and  street  through  main  doors  5  ft  wide  bv 

J?*®8!  °n  ™est  to  sh°P-  thence  to  public  hall  and  thence  to 
street  and  by  emergency  stair  on  the  southwest  corner  of 
room,  leading  to  existing  exit,  to  the  adjoining  yard  on  the 

°f  buiSngS:  that  the  gymnasium  will  be  occu¬ 
pied  b>  more  than  100  persons  at  any  one  time;  that  the  first 
floor  clubroom  has  egress  to  public  hall  and  street  by  door 
42  in.  wide  and  by  rear  windows,  direct  to  the  gymnasium 
ro°  at  roof  level,  which  is  1  ft.  in.  above  theTs,  fl„“ 
level  of  this  clubroom ;  that  not  more  than  50  persons  will 
occupy  this  room  at  a  given  time ;  that  the  3rd  floor  club- 

iar  egress  t0  Puhhc  hall  by  two  doors,  each  36  in.  wide 
and  b}  four  rear  windows  to  the  rear  fire  escape;  that  the 
occupancy  of  this  room  will  be  approximately  32  persons  • 
that  the  existing  means  of  egress  from  all  these  rooms  is 
sufficient  in  number  and  size  and  so  located  that  the  hazard 
is  minimized;  and  contends  as  to  objection  3,  that  public 
halls  enclosed  in  one-hour  partitions  will  exist  in  the  cellar 

,aTc!  °?  t^e+lsVi  2nd’  3rd  and  4th  floors !  that  existing  public 
balls  lead  to  the  street  from  the  cellar  and  1st  floor  and 

existing  public  halls  lead  to  two  interior  stairs  in  the  cellar 
| and  In  |he  1st,  2nd  and  3rd  floors  and  to  one  interior  stairs 
on  l he  4th  floor  ;  that  existing  doors  in  these  public  halls  are 
kalamem  with  kalamem  bucks  and  trims  and  will  be  made 
elt-closing;  that  all  new  doors  required  in  these  public  halls 

r  u  ii  i  jT  self'c  osing;  that  to  construct  additional  pub- 
hc  halls  leading  to  the  rear  fire  escape  would  constitute  a 
hardship  by  reducing  the  area  of  rear  rooms,  thus  reducing 
lcir  usefulness;  that  as  to  the  rear  fire  escape,  direct  egress 
from  all  rear  rooms  on  the  1st,  2nd,  3rd  and  4th  floors  is  will 
t>e  thus  given,  this  means  of  egress  frees  the  load  upon  the 
interior  stairs;  it  is  therefore  requested  that  the  Board 
accept  the  existing  means  of  egress  as  sufficient  for  the 
proposed  occupancy  and  if  accepted,  the  owners  agree  to 
maintain  regular  supervised  fire  drills;  and 

ffie  BoTrdAS’  thC  Premises  were  insPected  by  a  Committee  of 

Resolved,  that  the  decision  of  the  borough  superintendent, 
ictmg  on  Alt  Apphc.  676-47,  objections  1,  2  and  3,  be  and  it 
tereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
fronted  on  condition  that  the  building  shall  be  altered  and 
constructed  as  proposed  and  as  indicated  on  plans  filed  with 
ffis  appeal,  marked  “Received  May  1,  1947”  (8  sheets)  ;  that 
here  shall  be  installed  throughout  the  building  a  one-source 
pnnkier  system,  complying  with  the  requirements  therefor- 
hat  m  all  other  respects,  the  building  and  occupancy  shall’ 
omply  with  all  laws,  rules  and  regulations  applicable 


For  Applicant:  Chester  A.  Arthus. 

Bor  Administration:  Thomas  A.  Larkin,  Fire 
iJep  t. 

THR1  VOTE  B0ARD~Appeal  panted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative1-  ^  K  emert  and  DePuty  Chief  Guinee  4 


98-47-A 

APPLICANT— A.  F.  Winter,  for  F.  W.  Woolworth  Co., 
lessee  (Estate  of  Rebecca  S.  Lax,  Fanny  Kempner, 
DtH-id  W  Kempner,  Minna  K.  Haldenstein  and 

TTRTc-/^ran  a  KemPner,  owners). 

unjtVl— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

REMISES  AFFECTED— 42-11  to  42-15  Bell  boulevard 
east  side,  100.22  ft.  south  of  42nd  avenue  (cellar)  • 

PPF  ARANCFS— '  ^  ^  Bayside’  BorouSh  of  Queens! 


THE  RESOLUTION  (398-47-A) 

Whereas,  A  F  Winter,  for  Estate  of  Rebecca  S.  Lax 
e  al.,  owners  (F.  W.  Woolworth,  lessee),  filed  May  2  1947’ 
an  appeal  from  an  order  and  decision  of  the  fire  co’mmis- 

side £1i 0022 ‘ft^  to  42'15  Bel1  boulevard,  east 

side,  100.22  ft.  south  of  42nd  avenue  (Block  2005,  Lot  13) 
Bayside,  Borough  of  Queens;  and 

.  Whereas,  Order  18622-LF  issued  by  the  fire  commis¬ 
sioner,  December  9,  1946  and  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  April  1,  1947,  reads- 

1.  Install  an  approved  wet  automatic  sprinkler 
system  in  cellar  having  at  least  one  source  of  water 
n’P,  racrang,ed  ,and  e9mPped  as  per  Sprinkler  Rules 
and  ™  °f  Standards  and  APPeaE.  C19-161.0  Adm.  Code.” 

st ^HnoA!i  a^HFantCAstateSA  that  the  building  is  one 
story  (18  ft.)  in  height,  50  ft.  4  in.  by  125  ft.  in  area  of 

4  in'  h  Cu?aCf°n’  erected  in  1939-  located  on  a  lot  50  ft. 
i  it.  -t'  ,•  in-  m  area>  in  a  business  use,  D  area  and 

s  ock  rnnnfht  a"d  USed  and  occupied :  basement- 

stock  room  and  boiler  room— 1  person;  1st  floor— retail 

3  B  PeTn-Cthat  the.  buiIding  Is  equipped  with  one 
fu  r  in.  wide  interior  stairs  and  an  engineer’s  ladder  at 
the  front,  providing  egress  from  the  cellar;  and 

Whereas,  the  applicant  states  with  respect  to  plans  filed 
vith  this  appeal,  that  there  is  a  fireproof  enclosed  stairway 
from  the  cellar  to  the  1st  floor,  terminating  at  the  ™ 
exit  on  the  1st  floor  ;  that  this  stairway  is  3  ft.  8  in  wide 

leqvUeTPiirkedh“A”Se: lf'?losij?f  fire.pr°of  door  at  the  cellar 
levet,  marked  A  on  plan  filed  with  this  appeal ;  that  there 

is  a  sidewalk  freight  elevator  and  an  engineer’s  ladder  lead 

mg  to  the  sidewalk  from  the  cellar;  thaf  there is  a ^fireproof 

storage  room  marked  “D”  on  plan  filed  with  this  appeal 

thUt  tbf  ■ Storage  °.f  baled  paper,  which  is  baled  every  night-’ 
that  this  room  is  equipped  with  a  self-closin-  firenfoof 
door;  that  area  marked  “F”  is  used  for  the  sforag?  and 
receiving  of  merchandise;  that  area  marked  “H”  ns  used 
for  retail  sales  only;  that  there  are  openings  in  the  granite 

marked1“T”W  pro.Ylding  ventilation  to  the  cellar  and 

marked  I  on  plans;  that  there  is  an  exit  from  the  rear 
store>  indicated  on  plans  as  “J”  •  and 

ried  TnRffiPS’  Si  appIicant  contends  that  the  merchandise  car- 
!u  th  •  ar  1S  common  to  this  type  of  occupancy 
tiat  there  is  no  celluloid  merchandise;  that  all  aisles  are 
.ft.  wide  or  wider  and  are  kept  clear  at  all  times-  that 

are  fireproof; CMd  W,t'’  ^  a"d  3,1  of  the  Partitions 

2l'W|9SQE nS’  C?rtSCate  of  QccuPancy  4422  issued  March 
f  ’  1939-  Permits  the  use  of  the  1st  floor  as  a  store  wit 

fn  ZTnX  7a  Persons  and  that  the  cellar  is  not  listed 
m  the  Certificate  of  Occupancy. 

.  Resolved  that  the  decision  of ‘the  fire  commissioner  act 
mg  on  Order  18622-LF,  Obj.  1  be  and  lt  Lrl 
mochjW  and  that  the  appeal  be  and  it  hereby  is  granted  on 

fr°'‘df  ,hue  bxiMin?  there  stall  be 

shall  beeiocated  wThln^ Hont^olt  the  basS 

system  iballbe  ma,ntained.  with  regular  head’s  but  which 

frontS/tb7  ge-idry  and  ffd  °n  y  from  a  siamese  from  the 
front  of  the  building,  not  less  than  4  in.  in  diameter  located 

e v  t  yV,  ,1311  1  1  j-  ab°ve  the  sidewalk;  that  the  existing 
exit  the  rear,  leading  to  the  rear  vard  ch^Ti  •  ,  •  T 

as  well  as  the  ladder^  the  front  ^.rtio^of 
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as  shown  on  plans  filed  with  this  appeal  marked  Received 
May  2,  1947,”  3  sheets;  that  this  variance  shall  continue 
only  so  long  as  the  building  is  occupied  as  proposed  and  in 
accordance  with  the  certificate  of  occupancy. 


222-47-A 

APPLICANT— Aaron  Kalian,  owner.  . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 34-36  East  32nd  street,  south 
side,  165  ft.  east  of  Madison  avenue  (Block  861, 
Lot  52),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Aaron  Kahan. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice.  Applicant  to  file  plans  with  the  Borough 
Superintendent  for  compliance  with  Section  67  of 
the  Multiple  Dwelling  Law. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


375-47-A 

APPLICANT— Charles  S.  Ward,  for  Charles  L.  Oltmann, 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  ot  the 
fire  commissioner. 

PREMISES  AFFECTED— 89-05  163rd  street^  and  163-01 
89th  avenue,  southeast  corner  (Block  9793,  Lot  49), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  S.  Ward  and  bred  J. 
Oltmann. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Appeal  withdrawn.  Applicant 
stated  that  Alt.  Applic  22-47  has  been  filed  with 
and  approved  by  the  Borough  Superintendent  for 
compliance  with  Section  67  of  the  Multiple  Dwelling 
Law. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


171-46-A 

APPLICANT — Mortimer  H.  Freehof,  for  Kent  Industrial 
Corp.,  owner ;  Ferre-Co  Corp.,  lessee. 

SUBJECT— Application  for  consideration — reopening  and 
rehearing — re  Appeal  from  a  decision  of  the  borough 
superintendent  (previously  withdrawn). 
PREMISES  AFFECTED — 21-33  North  lltli  street,  north 
side,  170  ft.  west  of  Kent  avenue  (1st  floor); 
(Block  2287,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Mortimer  H.  Freehof  and  Kenneth 
Garroad. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Build’ngs. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


413-47-A 

APPLICANT — Stanley  H.  Klein,  for  Commonwealth 
Homes  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Appeal  from 


decisions  of  the  borough  superintendent  (previ¬ 
ously  withdrawn). 

PREMISES  AFFECTED— 247-32  to  247-50  87th  drive, 
247-09  to  247-41  87th  drive,  247-09  to  247-41  87th 
drive,  246-06  to  246-64  87th  avenue  and  87-01  to 
87-06  Commonwealth  boulevard  (Block  8639,  Lots 
30-41,  inc.  and  Block  8640,  Lots  1,  6,  9  and  42-64, 
inc.),  Bellerose,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Stanley  H.  Klein  and  Arthur 
Cutler. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  . 0 


524-46-A 

APPLICANT — Robert  Williamson,  for  Flotstrand  Realties, 
Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3155  Westchester  avenue,  west 
side,  265.6  ft.  south  of  Wilkinson  avenue  (Block 
4235,  Lot  45),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  Williamson. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1947  at  10 
A.  M.  for  further  consideration. 


301-47-A 

APPLICANT — Max  Wechsler,  for  Lanroy  Corp.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 691  Columbus  avenue,  east  side, 
76  ft.  1  in.  north  of  West  93rd  street  (Block  1207, 
Lot  60J4  (160),  Borough  of  Manhattan. 

APPEARANCES—  ii 

For  Applicant :  Max  Wechsler  and  Le  Roy  W. 

Glauber.  a 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  1,  1947  at  2  P.  M. 
for  inspection  by  Committee  and  decision  without 
further  argument. 

307-47-A 

APPLICANT — Sam  and  Sol  Meshonek,  owners.  | 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 167  Beach  79th  street,  west  side, 
327  ft  .south  of  Rockaway  Beach  boulevard  (Block 
615,  Lot  44),  Rockaway  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None.  _  f 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at  2 
P.  M. 


381-47-A 

APPLICANT — Abraham  Grossman,  for  Tri-Gar  Holding 
Corp.,  owner  (Sturdie  Fabrication  Corp.,  Inc., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2916  White  Plains  road,  north¬ 
east  corner  of  Arnow  avenue  (Block  4546,  Lot  7), 
Borough  of  The  Bronx. 
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APPEARANCES— 

F°r  Reingow"1 !  Abraham  Grossman  and  Noali 
For  Administration:  Samuel  L.  Pecker,  Dep’t  of 

ACTION  O F^BO AR D— Laid  <>vef  to  Ju,y  1947  at  2  P  M 

Ssssjs:  Comn,i,lec  a,,d  ^ 


418-47-A 

Jr?  ?  south  of  Halleck  street  (Block  613,  Lot  1) 

«  i-.t-.x-  Borough  of  Brooklyn.  ' 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

ACTION 0OFdBOnARnt,0Tn:-ThomaS  A\Larkin-  Fire  Dep’t. 
P  m  E()ARD— ; Laid  over  to  June  17,  1947  at  2 
I  .  M.  at  request  of  applicant. 


427-47-A 

APPLICANT— Sidney  L.  Strauss,  for  Dr.  J.  Pacelli,  owner 
STTRTFrT^A  Rosf»]>latt,  lessee). 

J  in^denPte  ^  *  dCCisi°n  °f  the  borouSh  super- 
PREMISES  AFFECTED— 11-17  2nd  avenue  and  23  East 

CT?rnCr  (2nd  and  3rd  floors)  ; 
APPEARANCES-  7)’  Borough  of  Manhattan. 

For  Applicant :  Reuben  Steinberg 
b or  Administration:  Samuel  L.  Becker,  Dep’t  of 
a  pttaxt  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1947  at  2 
B.  M.  at  request  of  applicant’s  representative. 


456-47-A 

APPLICAN1— Lama  and  Proskauer,  for  Elizabeth  Con- 

lessee  )°Wner  (ThC  A'A-A-  Summer  School,  Inc., 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  °  1 

PR  E  M I SES  A FFECTED-— 45 1 0  Surf  avenue,  southwest 

7038  T  4Stl]  Stfre^  <lst  floor)i  (Block 

/038,  Lot  86),  Borough  of  Brooklyn 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Leah  Magid 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over,  no  date  set.  Applicant 
to  hie  building  zone  application,  as  to  use  as  a  day 
camp  deemed  by  the  Board  as  a  business  use  not 
permitted  in  a  residence  use  district. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama 
b or  Administration:  Samuel  L.  Becker,  Dep’t  of 
ArTin,T  Housing  and  Buddings. 

’  CT  0^  GF  BOARD  -Application  reopened  and  term  of 
TItt,  ,,Aanance  extended. 

H  variance-RE0PEN  and  extend  term  of 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative1-  ^  Klemert  and  DePuty  Chief  Guinec  4 

THE  RESOLUTION  (205-29-BZ) 

\\  hereas,  this  application  under  the  zonin"  resolution 

S'rr  "*}  3  brsiness  ■'?'  .he  erection  and  main- 

30  wm  ?f  o  «as°hne  service  station  affecting  premises  1  57- 
30  \\  diets  Point  boulevard,  southeast  corner  of  Cross  Island 

of  Oneel (  OCk  °  ’  °f  Lot  1S>-  Wldtestone,  Borough 
f  Queens,  was  granted  by  the  Board  on  July  26  1929  on 

im'J1  HC°rnc!lllons’  tk  resolution  amended  on  July  14 
1933  and  February  14,  1934;  and  y  ’ 

YVhf.reas,  an  application  under  section  21  of  the  zoning 
resolution  to  permit  the  extension  of  an  existing  glsS 
service  station  affecting  premises  157-30  Willetts  Point 
iKulevard  southeast  corner  of  Cross  Island  boulevard 
(Block  619,  Lots  15  and  18),  Whitestone,  Borough  of 
Queens,  was  granted  by  the  Board  on  May  18  1937  on 
certain  conditions;  and  ’ 

W  hereas,  the  applicant  requested  an  extension  of  the  term 
of  variance. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  amend  the  resolution  adopted  Tuly  26,  1929  as 
amended  by  resolutions  adopted  through  May  18  1937  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read  : 

,,  a  '  *  ,  .  Pran^ed  for  a  term  of  ten  (10)  years  from 
the  date  of  this  amoided  resolution,  on  condition  *  *  *  • 
that  otlier  than  as  amended  herein,  the  resolution  adopted 
by  the  Board  May  18,  1937,  shall  be  complied  with  in  all 
respects;  and  that  a  certificate  of  occupancy  shall  be 
obtained.  (Applic.  No.  11072-36.)” 


ZONING  APPLICATIONS 

05-29-BZ 

3 PPL ! CANT— Lama  and  Proskauer,  for  Socony- Vacuum 
t  TJ3  rrrT  Company,  Inc.,  new  owner. 

•UBJiiL  i  Application  for  consideration — reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  zoning- 
resolution,  permitting  partly  in  business  and  partly 
m  residence  use  districts,  the  extension  of  an  exist- 
''Iff  £ast)hne  service  station  for  a  temporary  term 
REMISES  AFFECTED — 157-30  Wille.ls  PoimLoX 

rpi  iSOiinieTlSt  CTrner  of  Cross  Island  boulevard 
(Block  619,  Lots  15  and  18),  Whitestone,  Borough 
of  Queens.  & 


485-38-BZ 

APPLICANT— Edith  B.  Pyne,  for  William  L.  Pyne 
owner.  ’ 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance — Appbcation  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  temporary 
term,  the  parking  and  storage  of  more  than  five 
motor  veh-cles. 

PREMISES  AFFECTED — 168-29  SRtF,  avenue,  northwest 
•corner  of 168tb  place  (Block  894  (  9821),  part  of 

APPEARANCES-3'03'  B°r°Ugh  °f  Qu“ns' 

For  Applicant:  Edith  B.  Pvne. 

For  Administration:  Samuel  L.  Becker  Dep’t  of 
_Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

T VARIANCE-  REOPEN  AND  EXTEND  TERM  OF 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative^  a"d  K  einert  and  DePl,ty  Chief  Guinee  4 

THE  RESOLUTION  (485-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  term  of  two  years 
the  parking  and  storage  of  more  than  five  motor  vehicles’ 
affecting  premises  168-29  88th  avenue,  northwest  corner  of 
168th  pace  (Block  894  (9821),  part  of  Lot  16).  Tamaica 
Borough  of  Queens,  was  granted  by  the  Board  Tune  27 
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1939,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  June 
24,  1941,  June  8,  1943  and  June  5,  1945;  and 
Whereas,  the  applicant  requested  a  further  extension 
of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  June  27,  1939,  as 
amended  by  resolutions  adopted  through  June  5,  1945,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
on  condition  *  *  *;  that  other  than  as  amended 

herein,  the  resolution  adopted  June  27,  1939,  shall  be 
complied  with  in  all  respects;  and  that  a  certificate  of 
occupancy  shall  be  obtained  (re  Corr.  1488-38). 


587-41-BZ 

APPLICANT— Howe’s  Baths,  for  Realty  Associates,  Inc., 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  and  residence 
use  district,  the  seasonal  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 32-11  Sprayview  avenue,  south 
side,  40  ft.  east  of  Beach  33d  street,  east  side  of 
Beach  33d  street,  100  ft.  south  of  Sprayview  avenue 
and  north  side  of  Boardwalk,  between  Beach  32nd 
and  Beach  33d  streets  (Block  304,  Lots  3  and  14), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Vera  Howe  and  Elizabeth  Sullivan. 
For  Administration:  Samuel  L.  Becker,  Dep’l  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Klcinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (587-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  and  residence  use  dis¬ 
trict,  the  seasonal  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  affecting  premises  32-11  Sprayview  ave¬ 
nue,  south  side,  40  ft.  east  of  Beach  33rd  street,  east  side 
of  Beach  33rd  street,  100  ft.  south  of  Sprayview  avenue, 
west  side  of  Beach  32nd  street,  100  ft.  south  of  Sprayview 
avenue  and  the  north  side  of  Boardwalk  between  Beach 
32nd  and  Beach  33rd  streets  (Block  304,  Lots  3  and  14), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
July  17,  1941,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  January  27,  1942  and  the  term  of  variance 
was  extended  on  June  8,  1943  and  June  26,  1945;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  17,  1941,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of 

two  years  from  the  date  of  this  amended  resolution,  to 
permit  the  seasonal  parking  and  storage  of  more  than 
five  motor  vehicles,  on  condition,  *  *  *  that  other 

than  as  herein  amended,  the  resolution  adopted  July  17, 
1941,  shall  be  complied  with  in  all  respects;  that  a  new 
certificate  of  occupancy  shall  be  obtained,  (re  Misc. 
Applic.  5599-41).” 


1004-41-BZ 

APPLICANT— Alexander  A.  Forman,  3rd,  for  Dougland 
Homes  Corporation,  owner  (Frederick  Cornelius, 
lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  re¬ 
construction  and  extension  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 175-42  137th  avenue  and  137-04 
Farmers  boulevard,  southwest  corner  (Block  3237, 
part  of  Lot  24),  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None.  t  j 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (1004-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  and  extension  of  a  gasoline  service  station,  affect¬ 
ing  premises  175-42  137th  avenue  and  137-04  Farmers  boule¬ 
vard,  southwest  corner  (Block  3237,  part  of  Lot  24),  Spring- 
field  Gardens,  Borough  of  Queens,  was  granted  by  the  Board 
on  Tune  30,  1942,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  11,  1943,  May  9,  1944  and  May  15, 
1945  and  May  28,  1946,  and  the  applicant  requested  a  further 
extension  of  time  for  such  similar  purpose.  ■  I 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  30,  1942,  as 
amended  by  resolutions  adopted  through  May  28,  1946,  only 
so  far  as  it  has  reference  to  the  time  within  which  to  com¬ 
plete  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read :  _ 

“*  *  *  that  all  permits  required  shall  be  obtained  and, 
all  work  completed  within  one  year  from  the  date  of 
this  amended  resolution  (re  Alt.  Applic.  2414-41).” 


95-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Marie  Atherton, 
owner. 

SUBJECT — Application  for  consideration — reopening  and1 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  sections  7c  and  21  of  the 
zoning  resolution,  permitting  in  a  business- use  C  area, 
district,  the  alteration  and  extension  of  an  existing 
garage  for  more  than  five  motor  vehicles  and  gaso-' 
line  service  station,  the  buildings  as  extended  being 
in  excess  of  the  area  permitted  by  the  zoning  resolu¬ 
tion. 

PREMISES  AFFECTED— 87-24  to  87-38  Lefferts  boule¬ 
vard,  west  side,  190  ft.  south  of  Tamaica  avenue- 
(Block  9328,  Lots  16,  18,  20  and  22),  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama.  f  ’ 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  -J 
Negative :  . ^ 
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THE  RESOLUTION  (95-45-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of 
the  zoinng  resolution,  permitting  in  a  business  use  C  area 
district,  the  alteration  and  extension  of  an  existing  garaee 
for  more  than  five  motor  vehicles  anH  a  g  garage 

station,  the  building  as  extettded?  o?™pyi„f  i„  "US'  of 

ses  87-%Petrom87e38b,r  eft  Z,°Tg  ,reso,'ition.  affecting  premi- 

^solved,  that  the  Board  of  Standards  and  Appeals  does 
hertby  amend  the  resolution  adopted  June  20,  1945  only  so 

that  5C  11  ia!i  rf  fc.r?nce  to  the  completion  of  the  work  so 
that  as  amended,  this  portion  of  the  resolution  shall  read:' 

that  in  view  of  statement  by  applicant  that 
plans  have  been  filed  with  the  borough  superintendent 

thadt  afn  r0Vet  ’  aiJd  n0  WOrk  has  been  done  at  the  site 
that  all  work  shall  be  completed  within  one  (1)  year 

74°45)t»e  datC  °f  thls  ammded  resolution  (Alt.  Applic 


oermSl<ing  a"d,  chang<:  the  Iocation  of  same  as  herein 
Hne  a  chainVn^  t0  /nStf  ,along  the  street  building 
dated  Mav  1 5  ?S7  he-d^  as  Proposed  in  letter 
‘Received 'Mav  n  1I.ldlcated  on  plans  marked 

-  ~nyaMn  ^ 

^sss«53dsSI 


94-47-BZ 

APPLICANT— Herman  Kron,  for  Anndons,  Inc.,  owner 

STTRTFrm  A  r  -k  C°rp'’  lessee)- 
,  oUBJECT  Application  for  consideration— reopening  and 

amendment  of  resolution— re  Application  (decision 
on  Lvr°Ugh  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  dis¬ 
play  and  sale  of  used  cars  and  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  with 
D»™Ti*e"se  pIates  removed.  Wltn 

PRUHSES  AFFECTED  2318-2332  Jerome  avenue,  east 
I  r  t  ti  r/  ”"r!  °/muaStr!8',rd  S,reet  (Block  3187, 
appearance!-0"811  of  The  Bronx' 

Eor  Applicant :  Herman  Kron  and  Richard  Ferris 

,  ArTrfw  L- Becker- Dep,t  °f 
!o?Ll0d!dRD“'ApPliCa,i°n  resolu- 

THTION— E  T0  RE0PEN  AND  AMEND  resolu- 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative  -  ^  K  emert  and  DePuty  Chief  Guinee  4 

THE  RESOLUTION  (94-47-BZ) 

Whereas  this  application  under  sections  7e  and  7h  of  the 
-oning  resolution  permitting  in  a  business  use  district  the 

mo^th^  f*  ?f^USed  Cars  a”d  thc  Pa^ng  and  storage  of 
“  , tha"  bve  (5)  motor  vehicles  with  license  plates  re- 

197  fV  a  e^ting  Pr$!Tllses  2318-2332  Jerome  avenue,  east  side 

Borou,hnnf  T,°fnEaSt  183rd  Street  (Block  3187’  ^t  9) 

15  ?947  f  Ihe  Bronx,  was  granted  by  .the  Board  on  April 
u;  7’  on  certain  conditions;  and 

r.c^HrREASj  the  applicant  requested  an  amendment  of  the 
esolution  previously  adopted  by  the  Board,  in  letter  of  May 
A  1947,  reading  as  follows:  y 

‘‘1.  Increasing  of  office  building  to  400  sq.  ft 

steel  wfr?  nP  f\he  n0ruh  interior  Iot  line  to  be  made  of 
?/*  fi  l  of  the  anchor  type,  6  ft.  high,  to  eliminate 
the  fire  hazard  of  a  wood  fence 

I  plan  RdoCating  buildinS  &  drop  curb  as  shown  on  new 

4.  Eliminating  if  possible,  front  fence  &  placing 

Sth  chains  »  g  Hne’  and  in  addition  steel  P°st! 

Rcsohvd,  that  the  Board  of  Standards  and  Appeals  does 

ig  thereto”^  thC  reso  utlon  ad°Pted  April  15,  1947,  by  add- 

*  *  *  tbat  *n  tbe  event  the  owner  desires  to  increase 


523-46-BZ 

ARRUCANT-Robert  Williamson,  for  Flostrand  Realties, 

SUBJECT  Auplication  (decision  of  the  borough  super- 

resoludon  S^lons  7g  and  21  °<  the  zoning 

r  a  Jn1'  to  Pf.rm!t  111  a  residence  and  business  use 

Of  adbSiadlrg  S’fZ Slde  trTfo! 

T  £“  M 

PREMISES  AFFECTED-3155  Westchester  avenue  west 
4235  f„SAA  i°Uth  ?f  Wilkinson  avenue  (Block 
APPEARANCES— B°W,'eh  °f  Tl,e  Br0"x- 
For  Applicant :  Robert  Williamson. 

Por  Administration:  Samuel  L.  Becker  Den’t  of 
» /—T rrv\T  housing  and  Buildings.  ’  CP  *  °f 

L  Oh  BOARD — Laid  over  to  June  17  1947  at  10 
a.  m.  for  further  consideration.  ’  ° 


562-21-BZ 

APPLICANT  Lama  and  Proskauer,  for  Jason  Dairy 
cTTT3T'r-/Aa;oauct:s>  Jnc->  owner.  J 

bUBJECT— Application  for  consideration— reopening  and 
change  of  use— Application  (decision  of  the  bor¬ 
ough  superintendent)  under  section  7e  of  the  zoning- 
resolution,  to  permit  in  a  residence  use  C  area  dis° 
net  the  change  of  use  of  an  existing  5-ca?  garage 

and  dairy  Scl^previous”  tttT/'bvfhi  BraS 

PREMISES 

For  Applicant:  Alfred  A.  Lama, 
b or  Administration:  Samuel  L.  Becker,  Dcp’l  of 
u.TTnv  Housing  and  Buildings.  1 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure.  J 

1  HE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Negative:  ^  KIe'nert  and  Deputy  Chief  Guinee  4 
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976-28-BZ 

APPLICANT— Robert  Gottlieb,  for  John  A.  Fiorelli 
owner.  Ul1' 

SUBJECT— Application  for  consideration— reopening  and 
i"?.entof  »se— Application  (decision  of  the  borough 
suoerintendent)  under  sections  7h  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use,  B  area 
district,  the  change  of  use  from  storage  of  con¬ 
tractors  equipment  and  old  trucks  to  parking  and 
storage  of  more  than  five  motor  vehicles  (previously 

PPFHtcrc  £a  irr?. aning  mdl  occupancy). 

PREMISES  AFFECTED— 656-658  Tiffany  street  east 
sade ,150  ft.  south  of  Spofford  avenue  (Block  2765 

appearances-oto"811  of  The  Bronx- 

For  Applicant :  Gerald  Lew. 
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For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  ^ 


422-29-BZ 

APPLICANT— Lama  and  Proskauer,  for  Clarence  M. 

Weil,  owner;  Walmil  Holding  Corp.  and  Sinclair 
Refining  Co.,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
consideration  of  new  proposal — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings) — pre¬ 
viously  granted  on  condition  under  sections  7a,  7c 
and  21  of  the  zoning  resolution,  permitting  in  a 
residence  district,  extending  from  a  business  dis¬ 
trict,  the  Erection  and  maintenance  of  a  greasing 
platform  and  automobile  laundry  to  be  used  in  con¬ 
nection  with  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 620-638  Amboy  street,  1333 
Linden  boulevard,  northwest  corner  and  605-619 
East  98th  street  (Block  3631,  Lots  1  and  5),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama.  > 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  ® 


433-29-BZ 

APPLICANT— Murray  Klein,  for  Nathan  Schlanger, 
owner.  .  , 

SUBJECT— Application  for  consideration— reopening  and 
inclusion  of  additional  use— Application  (decision 
of  the  borough  superintendent)  under  section  7 i  of 
the  zoning  resolution,  to  permit  in  a  business  use, 
C  area  district,  the  use  for  auto  repair  shop,  wheel 
alignment,  brake  testing,  greasing  on  two  hydraulic 
lifts  in  an  existing  garage  for  storage  of  more  than 
five  motor  vehicle  (previously  granted  on  condi¬ 
tion).  , 

PREMISES  AFFECTED— 815-817  East  New  York  ave¬ 
nue  north  side,  280  ft.  6  in.  west  of  Schenectady 
avenue  (Block  1429,  Lot  56),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Murray  Klein. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  ^ 


599-32-BZ 

APPLICANT— Sarsfield  J.  Sheridan,  for  Edward  M. 

Sell i an  and  N.  Y.  Central  System,  owners  (Edw. 
M.  Sellian,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  existing  gasoline  station — Application 
(decision  of  the  borough  superintendent)  previ¬ 
ously  granted  on  condition,  under  section  21  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station. 


PREMISES  AFFECTED— 596-598  Gun  Hill  road,  south¬ 
west  corner  of  Newell  street  (Block  3358,  Lot  40 
and  part  of  Lot  1),  Borough  of  The  Bronx. 

APPEARANCES—  01  ..  . 

For  Applicant:  Sarsfield  J.  Sheridan  and  Edw. 

M.  Sellian.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 


usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . ® 


609-40-8Z 

APPLICANT— Frank  Felino  (new  lessee),  for  A.  I.  Namtu 
&  Son  and  Minerva  V.  Sherer,  owners.  _  1 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance  (expired  by  limita¬ 
tion  5/6/43)  re  Application  (decision  of  the  bor¬ 
ough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 217-223  Schermerhorn  street, 
north  side,  310  ft.  4  in.  west  of  Bond  street  (Block 
165,  Lots  56,  57  and  58),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Frank  Felino.  ^  jft 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings.  V 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  June  24,  1947  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . ” 


530-41-BZ 

APPLICANT— Lama  and  Proskauer,  for  Anna  Scardino, 
owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
rehearing — re  Application  (decision  of  the  borough 
superintendent)  under  sections  /I  and  7 1  of  the 
zoning  resolution,  to  permit  in  a  business  use,  D 
area  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  laundry,  lubritorium, 
office  and  minor  repairs  (previously  withdrawn). 

PREMISES  AFFECTED— 85-42  57th  avenue  and  o7-02 
Van  Horn  street,  southeast  corner  (Block  288- 
Lots  10  and  11),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Samuel  L.  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  - 
Negative:  . u 


254-45-BZ 

APPLICANT— Lama  and  Proskauer,  for  Bell  Motor 
Sales,  Inc.,  owner  (Frank  J.  Titus  Inc.,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 

extension  of  use  and  area— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  ‘condition,  under  section  7i  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  erec¬ 
tion  of  a  building  for  showroom  and  motor  vehicle 
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m/Ssoctmn1  fbfSTSS, en,rancc  Innre  than  25  ft.  from 

PREMISES  AFFECTHD-XH  To 

boulevard  and  186-01  to  186-15  Ridgedale  avenue 
rrgr0f&<sBl0Ck  '2718'  »■  Springfield,' 

appearances- 

For  Applicant:  Alfred  A.  Lama. 

LTOM  n^SS"uadSCsUel  1  ^  of 

usu°f  praedure  Appl,cat,on  reopened,  subject  lo 
THE  VOTE  TO  REOPEN- 

Affirmative :  Chairman  Murdock,  Commissioners 
I  I  Negative1  !  KIeincrt  and  Del'u,y  Chief  Quince  4 

488-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Edward  and 
1  lessee)*.  ^  ’  0WnerS  (Colony  Fuel  Oil  Co.,  Inc!, 

SUBJECT— Application  for  consideration-reopeninrr  re 

|  I  superinjen dent )  ‘  radeT^tio^ "of  The  ^zonif g 

resolution  to  permit  in  a  residence  use  n  !  ? 

i  .  puljhc  tgaragen<for1<more  than  five 'cars 
I  REMISES  AFFECTED— 2354-2372  East  loth  t  <■ 

s  de  1(¥)  ft  £  a  ^ast  street,  west 

X  <Btak  7J03'  Lo* 

E°r  ^ph'cant :  Alfred  A.  Lama. 

* "HSSrS'SiiidSS"'1  L'  **  oi 

usual  pro?ed“~APPhCati0n  reopened'  subJ00t  to 
’HE  VOTE  TO  REOPEN— 

,  3™=" # S&iSSfe  « 

. 0 


actiovT^8"'-'^1  L  neckcr'  Dcp''  of 

usual  procedure  Application  rco'mi'-'d,  subject  to 
I  HE  VOTE  TO  REOPEN— 

All,nnative:  Chairman  Murdock.  Commissioners 

Negative-  Klemert  and  l,cpill-v  Chief  Guinee  4 

. . 


657-M-AsLERIALS  SUBMITTED  FOR  APPROVAL 
APPLICANT— Samuel  Cohen,  for  Triangle  Steel  Products 

SUBJECT— Application  for  consideration— reopening  and 

fow  MStFirern0't,tr_re  Triangle  3-hour 'ho! 
dition)  '  D°°r  fPrevi°usly  approved  on  con- 

APPEARANCES— 

ACTTOMOT^n^A^i:  SamneI  Cohen. 

to  ^amendmenP  Application  reopened,  for  report  as 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negafive”  “d  Kla.nert.  “d  Dep'>f  Chief  4 


I77-46-BZ  ~ 

PPLIC^RrT-Ea^  Side  Omnibus  Corp.  &  Comprehensive 

bus  Corn '  and  CnPn, T  C°rp-  Pst  Sidc  Omni- 
owners.  Comprehensive  Omnibus  Corp., 

rJECp°^onPPPfa£"  f0f0  r  ing  o£ 

~fa8mms&£, 

101st  street,  south  side  91  f  u/  418-432  East 

River  drive  (Block  1694  par,  oflot  14?‘n°£  ’H* 
of  Manhattan  ’  1  1  01  Lot  14)>  Borough 

’PEARANCES— 

For  Applicant:  J.  P.  Goodstein. 


476-44-S.M 

SUBTECT^a"  rInited  Srates  Gypsum  Co.,  owner 
SUBJEtn-^^ppJmahon^for  coiis^demfioti— reoj^ning  ainl 

appkaS^-^  --  ^ 

ACT,05S-SS Sr  report  as 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
NegativeT-  Klemert  and  Deputy  Chief  Guinee !  4 
.  0 


548-44-SM 

SUn  TF CT NI~?'0an  Va,ve  Company,  owner 
SUBJECT— Application  for  consideration— reopenimr  and 

consideration  of  additional  Model _ Sloan  V  Jnfi  \ 

Vacuum  Breaker  (Sloan  V-200  a,id  V" *rpc 

APPEARANCES-aker’  previously  proved) . 

.  For  Applicant:  P  C  Plait 

^^=rAp“  for  report 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Negafi^  K  Cinert  and  Deputy  Chief  Guinee!  4 
.  0 


Adjourned:  4:30  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


ELECTRICAL  CODE  ON  SALE 


gs;;a,xas;;a^^ 


^  a.varRerd  ^  ^  °f. «*  ^e  Supervisor 

f  “d  Federal  DePar,m'",S'  CaS  rn^pjls^  a^S^^ 
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RULES 


RULES  FOR  THE  MANUFACTURE,  TESTING  AND  USE  OF  CONCRETE  MASONRY  UNITS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  AUGUST  2,  1940.  EM  EC- 
TIVE  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 
CITY  CHARTER  AUGUST  26,  1940  AND  AMENDED  JANUARY  22,  1941,  EFFECTIVE 

FEBRUARY  17,  1941. 


(639-40-SR) 


SCOPE: 


These  rules  shall  apply  only  to  concrete  hollow  or  solid 
masonry  blocks  or  tiles  irrespective  of  use,  size,  shape  and 
aggregates  used  in  their  manufacture,  so  as  to. obtain  the 
quality  of  material  intended  within  the  scope  of  C26-309.0 
(7.1. 1.4),  C26-412.0  (8.4.1),  as  further  supplemented  by  these 

rules. 


Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  th after  of 
the  City  of  New  York,  and  C26-189.0,  paragraph  a,  (2.2. 1.1) 
a,  and  C26-305.0  (7.1.1),  and  C26-412.0  (8.4.1). 


Note — References  given  herein  preceded  by  C26-  refer  to 
specific  sections  of  the  Administrative  Building  Code. 


1.0  DEFINITIONS. 


1.1  Aggregate — -The  term  “aggregate”  shall  mean 
inert  material  which  is  mixed  with  cement  and  water 
to  produce  concrete,  consisting,  in  general  of  sand, 
pebbles,  gravel,  cinders,  crushed  stones,  blast  furnace 
slag,  burnt  shale  or  clay,  or  similar  materials.  b>ec- 
tion  C26-10.0a  (1.2).  Dense  aggregates,  such  as  sand, 
pebbles,  crushed  stones  and  crushed  slag,  shall  be 
sound  and  durable  and  free  from  excessive  amounts  ot 
dust,  soft  or  flaky  particles,  or  shale  or  other  deleterious 
material.  Concrete  (block)  Product  aggregates  shall 
consist  of  natural  sands  and  gravels,  crushed  rock,  or 
blast  furnace  slag,  burnt  shale,  or  clay,  cinders  or  other 
inert  materials  having  clean  uncoated  grains  of  strong 
and  durable  minerals.  It  shall  be  unlawful  to  use  aggre¬ 
gates  containing  soft,  friable,  thin,  flaky,  elongated  or 
laminated  particles  in  excess  of  three  percent,  or  con¬ 
taining  unburnt  shale  in  excess  of  one  and  one-half  per¬ 
cent,  or  silt  and  crusher  dust  finer  than  the  No.  1U0 
standard  sieve  in  excess  of  five  percent.  When  all  three 
groups  of  such  deleterious  materials  are  present  in  the 
aggregates,  the  combined  amounts  shall  be  less  than  five 
percent  of  the  combined  aggregate.  These  percentages 
shall  be  based  on  the  weight  of  the  combined  aggregate 
as  used  in  the  concrete.  For  lightweight  aggregates 
such  as  cinders,  burnt  clay  or  shale,  or  expanded  slag, 
the  amount  of  fine  or  soft  material  described  above  shall 
be  limited  so  as  not  to  affect  the  properties  of  the 
finished  product  as  hereinafter  specified,  and  shall  not 
exceed  fifteen  percent  of  the  total  aggregates,  ihe 
maximum  size  of  the  aggregate  is  the  clear  space  be¬ 
tween  the  sides  of  the  smallest  square  opening  through 
which  eighty-five  percent  by  weight  of  the  coarse  ag¬ 
gregate  can  be  passed.  See  C26-31.0  (/. 1.2.1).  ah 
aggregates  shall  be  free  from  frost  or  lumps  of  frozen 
material.  Where  stationary  aggregate  bins  are  pro¬ 
vided,  a  coil  of  steam  pipe  shall  be  arranged  around  the 
outlet  of  the  bins  so  that  the  aggregate  can  be  heated 
to  remove  frost  and  frozen  lumps,  or  other  heating 
methods  approved  by  the  Board  in  a  specific  case. 


1.1.1  Fine  Aggregate— All  fine  aggregate  except 
sand  as  defined  in  1.18  shall  be  considered  as 
material  passing  a  screen  with  four  meshes  per 
linear  inch  and  shall  have  at  least  15  percent 
retained  on  a  number  8  screen  and  consisting .  ot 
particles  one  quarter  of  an  inch  or  less  in  size. 
See  C26-10.0b  (1.2). 


1.1.2  Coarse  Aggregate — shall  be  considered  as 
material  retained  on  a  screen  having  four  meshes 
per  linear  inch,  the  maximum  size  shall  not  exceed 
the  thickness  9f  the  thinnest  web  of  ^ny  con¬ 
crete  masonry  unit  when  load  bearing  and  14  the 
thickness  when  non-load  bearing. 


1 2  Blast  Furnace  Slag — The  term  “blast  furnace 
slag”  shall  mean  the  non-metallic  product,  consisting 
essentially  of  silicates  and  aluminosilicates  of  lime 
which  is  developed  simultaneously  with  iron  in  a  bias' 
furnace.  C26-24.0  (1.15). 


1.3  Cement — Cement  for  use  under  these  rules  shal 
include  only  those  Portland  Cements,  or  High  Earl} 
Strength  Portland  Cements  as  are  approved  by  th< 
Board.  See  C26-312.0,  c  (7.1. 1.7.1). 


1 4  Cinders— Cinders  may  contain  a  maximum  o 
thirty-five  percent  by  weight  of  unconsumed  carbon  am 
a  maximum  of  one  and  one-half  percent  by  weight  o 
sulphur.  Section  C26-309.0  (7.1.1.4).  Such  cinders  shal 
be  of  uniform  quality,  free  from  dirt,  excessive  dust,  o 
other  injurious  or  extraneous  matter,  but  may  include 
sulphur  up  to  1J4  percent. 

1.5  Concrete  Brick — Concrete  brick  shall  consist  o 
a  structural  unit,  usually  solid,  of  a  size  approximate! 
8  in.  x  3^4  in.  x  2^4  in.,  except  as  provided  in  Rule  6.1. ■ 
with  net  cross-sectional  area  at  least  /5  percent  ot  th 
gross  area.  It  shall  consist  of  a  mixture  of  Portlam 
Cement  and  other  aggregates  to  produce  a  material  t 
meet  the  strength  requirements  of  SuMivision  a  o 
Section  C26-307  or  C26-359.0.  See  C26-26.0  (1.1.7). 


1  6  Concrete  Block  Products — The  term  “concret 
block  products”  shall  mean  bricks,  blocks  or  other  um 
made  of  cement,  aggregates,  and  water.  C26-jy.U  (A-JUJ 

1  7  Crushed  Stone— The  term  “crushed  stone”  sha 
mean  bedded  rock  or  boulders,  broken  by  mechanic 
means  into  fragments  of  varying  shapes  and  size: 
C26-44.0  (1.35). 


1.8  Faced  Wall— The  term  “faced  wall’  shall  mea 
a  wall  faced  with  masonry  in  which  the  facing  an 
backing  are  so  bonded,  or  so  bonded  and  anchors 
with  masonry  as  to  exert  common  action  under  loa< 
C26-62.0  (1.54). 


1.9  Filler  Blocks — Filler  blocks  of  concrete  masonr 
units  when  permanently  set  in  a  ribbed  floor  systen 
may  have  structural  properties  m  accordance  with  tc 
limitations  as  provided  in  C26-476.0  (8.5.8)  and  R 
9.3.2. 


1.10  Gravel— The  term  “gravel”  shall  mean  rounde 
particles,  larger  than  sand  grains,  resulting  from 

natural  disintegration  of  rocks.  C26-79.0  (t./D- 


1.11  Hollow  Unit— The  term  “hollow  unit  sha 
mean  any  masonry  unit  whose  net  cross-sectional  ar 
is  less  than  seventy-five  percent  ot  its  gross  cros. 
sectional  area  in  any  plane,  measured  in  the  same  plan 
C26-83.0  (1.75)  (as  laid  in  the  wall). 


1.12  Hollow  Masonry— The  term  “hollow  masonr) 
shall  mean  masonry  consisting  wholly  or  in  par 

hollow  units  meeting  the  strength  requirements  otse 

tions  C26-308.0,  C26-309.0,  and  C26-310.0,  and An  wh 
the  units  are  laid  contiguously  with  the  joints  filled  w 
mortar.  C26-84.0  (1.76). 
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I  “.“‘“SJf.T",',"""  -ii-  .h.ii 

as  to  provide  an  air  cn  '  m^Si°.nry  units  so  arranged 
(1.77).  P  ce  Wlthin  the  wall-  C26-85.0 

l  stone^ricL^Tete  holi?  >asonr>'”  shall  mean 
or  other  similar  buildW  ,mL  ' C’  concr^te  block  or  tile, 

nation  of  them  bonded  "tnoJ/l  ’  °r  ?.latcnals  or  a  combi- 
(1.85).  ’  Donded  together  with  mortar.  C26-93.0 

wa^^MBmTannga„v'T«frThe,  **"?  ‘Wbearing 
than  its  own  weight  C2 Mao'o.ro)™3  no  load  other 

non6bSring0k,ttriore  wall"!,  “p:‘"ition"  ,sl«»  mean  a 

C26- 108.0  fl.101)  16  Story  or  ,ess  in  height. 

hi?  Plaster — The  term  “nlactm-”  ^i  n 
or  Portland  cement  plaster  ‘l/nlL  \u  m.ean  gypsum 
plaster  shall  be  in ‘  of  PoJtlinH  otherwise  Provided, 
sisting  of  one  part  Pn?Lt%  * ,and  cem,ent  Plaster  con- 
and  10%  l,?me  mltv  or V  t  “T”*’  three  parts  sand 

material.  ^  ^  other  approved  finishing 

one8q®aa”er5,ea„'ei„neh'or"f  8h.aU  ,nean  “tall  grains 
Sa  Hna,l;rn1  ?isintegmtion  of  rocks.  $  C26-13LoTl  126 T 

IS  Ml'iir -  XrTreeiganL&;  06- 

S  nSwis3  f?:dbrS?ss: 
si 

or  monolithic  concrete.  Section  C26  13&0  (1 131)°rtar' 

C26-isr.e  ( ] .mr'SC.fi liX  and  su6ili'r 

(7.1.17.6)  U  ty  f  drinking  purposes.  C26-312.0 
rafio”^p!nr'Cementt  Ratic^-The  term  “water-cement 

The  water-cement  ratio  shall  be  exnresseH  in  TT  -f  i 

aa^'ter  nine,y-f0l'r  Skdoi;n  cS“e,d 

’  CONa^T^(I^cakn)sphriOMct  materials 

sSS&SSSs&S5 

»w«s»£§“£-a 


burned  clay  or  shale.  These  materials  ct^ii  k  •  ,  . 

such  proportions  with  thJ  n  matcnais  shaH  be  mixed  in 
so  cured  tint  thn  r  ’•  j  e Proper  water-ccment  ratio  and 

the  requirementi  of  thf™  *fi0duct  SJiaH  bc  Stable  to 
is  sought  S  the  spec,fic  uses  for  which  approval 

shall  beTy  ehherTCh.meTr' by  weight  a"  materia,s 

Of  the  amount  of  water  ofPWI  n°d  h  co"tinVous  record 
mated  allowance  for  Hip  c,  fdcd  Per  hatch  with  an  esti- 

contained  in  these  rules  The  "d  ^ren^th  specifications 
coarse  aggregate  however  C  Proportions  of 

free  from  cracks  and  other  defects  affeetin i  tJfd  hereinJ 
slrcngth  °f  the  onits  and  shall  be  sound^vS  rS^t 
t.D.l  Ihe  finished  product  shall  i,n„n  r 

s“itaMe  - 

3.0  SIZES  OF  CONCRETE  (BLOCK)  PRODUCTS 

be  three  times  the  course  heLht whicb  n.lay 

The  heio-ht  of  hoii  uurse  ucignt  of  the  facing  brick 

s3ofidTcIncreteS7Scklhick  aCSS  °r  width  of  hollow  or 
ness  ns°hnai  °bl  “ch 

*£  ms?  £55 

wise  approved  by  the  Board  in  a  specific  S 

•  S' ‘«heSfaachgf„lt0  aI'°W  4  “**  £  bonding 

shells  for  specific  uses,  as  follow:  and 

(bbckf 'prol^  ufJ  a°,hfierre  waH^"^ 
walls  requiring  a  fire  resistive  ratio/  of  f! 
lours,  shall  meet  the  following  requirements:  UF 

?  Q°ra  s.tr'/ctural  units  8  inches  thick. 
f  %  C1.nder  concrete  blocks  8  inches  thick 

3'  ni  ?  C!?der  ,c°ucrete  blocks  6  inches  thick 
plastered  on  both  sides. 


673 


RULES 


4. 


5. 

6. 


7. 


Hollow  concrete  blocks  (one  piece)  12 
inches  thick  with  webs  and  shells  at  least 
V/2  inches  thick  and  at  least  2  cells  in  wall 
thickness. 

Hollow  concrete  blocks  (one  piece)  8  inches 
thick  plastered  on  both  sides,  shells  of 
which  are  at  least  1 )4  inches  thick. 


Hollow  concrete  block  4  inches  in  thick¬ 
ness  having  webs  %  inch  and  shells 
1  inch  when  used  as  a  backup  with  brick 
at  least  3)4  inches  in  width,  or  equivalent 
ashlar  facing,  with  )4  inch  of  plaster  on 
the  concrete  block  side.  • 


Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-631.0  (10.4.1.1). 


3.6.2  Fire  Partitions — Concrete  block  products 
for  use  in  fire  partitions  and  shaft  enclosures  re¬ 
quiring  a  fire  resistive  rating  of  three  hours  shall 
meet  the  following  requirements: 


1. 

2 

3. 


4. 

5. 

6. 


Solid  brick,  solid  structural  units  8  inches 
thick. 


Solid  cinder  blocks,  6  inches  thick. 

Hollow  concrete  block,  8  inches  thick, 
provided  calcareous,  burnt  clay  or  cinder 
aggregates  are  used  and  the  shells  ar e  at 
least  1)4  inches  thick,  if  unplastered  and 
at  least  1)4  inches  thick  if  plastered. 

Hollow  cinder  block  6  inches  thick  with 
webs  1  inch  and  shells  at  least  1)4  inches 
thick,  plastered  on  one  side. 

Hollow  cinder  block  4  inches  thick  hav¬ 
ing  webs  Vs  inch  and  shells  one  and  5/16 
inches  plastered  on  both  sides,  with  at  least 


y2  inch  plaster. 
Any  other  type 
uct  shall  meet 
resistive  rating. 


of  concrete  block  prod- 
the  requirements  for  fire 
See  C26-633.0  (10.4.2.1). 


4.0 


3.6.3  Stairway  Enclosures  and  Other  Places 
Requiring  Fire  Resistive  Rating  of  Two  Hours 


Concrete  block  products  for  these  uses  shall  meet 
the  following  specifications: 

1.  Solid  brick  or  solid  structural  units  8" 
thick. 


2. 

3. 

4. 

5. 

6. 


Solid  cinder  block  4”  thick. 

Solid  cinder  block  3"  thick  plastered  on 
both  sides. 


Hollow  concrete  block  8"  thick. 

Hollow  concrete  block  4"  thick  with  %" 
;hell  plastered  on  both  sides  with  at  least 
S4"  of  plaster. 

A.ny  other  type  of  concrete  block  prod- 
jet  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-635.0  (10.4.2.3). 


3  6  4  Fireproof  Partitions — Concrete  block  for 
use’  in  fireproof  partitions  requiring  a  one-l^ur 
fire  resistive  rating,  shall  meet  the  following 
specifications : 

1.  Solid  or  hollow  brick  or  solid  concrete 
block  4"  thick. 

2.  Solid  cinder  block  3"  thick. 

3.  Hollow  concrete  block  3"  thick  having  %" 
web  and  J/s'r  shell  plastered  on  both  sides 
with  y2"  plaster. 

4.  Any  other  type  of  concrete  block  product 
shall  meet  the  requirements  for  fire  re¬ 
sistive  rating. 


3.6.5  Protection  of  Structural  Steel — Concrete 

brick,  block  or  tile,  except  cinder  concrete  units, 
may  be  used  in  thickness  and  for  ratings  as  fol¬ 
lows  : 

2)4"  1  Hour 

2)4"  2  Hour 

354"  3  Hour 

354"  4  Hour 

Hollow  or  solid  cinder  concrete  block  and  tile 
having  a  compressive  strength  of  at  least  700 
p.s.i.  of  gross  area  may  be  used  in  thickness  and 
ratings  as  follows : 

I14"  1  Hour 

2  "  2  Hour 

2  "  3  Hour 

2)4"  4  Hour 

See  C26-309.0.2d.  (7.1. 1.4)  and  Rule  5.1. d.  C26- 

575.0  (10.1.4).  .  .  .  ,  „ 

Wherever  the  fire  resistive  rating  is  3  Hours  or 
more,  voids  between  steel  and  concrete  masonry 
units’ shall  be  filled  with  mortar. 

3.6.6  Fire  Resistive  Rating  of  Other  Materials — 

Concrete  (block)  products  of  materials  othei  than 
sand,  crushed  stone,  gravel  or  cinders,  shall  be 
required  to  furnish  test  data,  in  accordance  with 
the  requirements  of  C26-571.0  (10.1.1)  for  the  fire 
resistive  rating  sought. 

MANUFACTURE  OF  CONCRETE  BLOCK 
PRODUCTS. 


4.1  Proportioning  of  Aggregates. 

4.1.1  Proportioning  of  aggregate  shall  be  by 
weight  or  volume.  When  the  correct  mixture  is 
ascertained,  the  equipment  shall  be  set  111  such  a 
manner  as  to  insure  the  batching  of  the  materials 
in  the  correct  proportions. 

4.1.2  Batching  of  Cement— Cement  shall  be 
batched  in  bags  weighing  94  lbs.  When  cemem 
in  bulk  is  used,  because  of  its  tendency  to  Hurt, 
it  shall  be  weighed  and  the  batch  fixed  to  corre¬ 
spond  with  the  required  amount  of  fluffed  bulk 
cement. 

4.1.3  Consistency — Concrete  block  units  made 
from  dense  aggregates  on  tamp  or  pressure  ma¬ 
chines  shall  be  mixed  as  wet  as  practicable  and 
still  preventing  sagging  or  distortion.  Concrete 
made  on  vibrating  or  jolting  machines  shall  be 
mixed  as  dry  as  practicable  so  as  to  completely 
fill  the  molds  and  produce  a  pronounced  water 
web  on  the  surface  without  slumping  or  sagging. 
Where  the  wet  cast  method  of  manufacture  is 
used,  the  water  content  should  be  reduced  to  a 
minimum  and  the  mixture  vibrated  or  tamped 
and  spaded  so  as  to  eliminate  aggregate  pockets 
and  to  insure  filling  of  the  molds. 

4.1.3. 1  Storage  of  Materials — Cement  and 

aggregates  shall  be  stored  in  such  manner  as 
to  prevent  deterioration  or  intrusion  of  for¬ 
eign  matter.  Any  material  which  has  deteri¬ 
orated  or  damaged  shall  not  be  used  in  the 
manufacture  of  concrete  (block)  products. 

4. 1.3.2  Freezing  Weather  —  No  concrete 

(block)  products  shall  be  manufactured  dur¬ 
ing  freezing  weather  unless  artificial  heat  is 
provided  so  as  to  permit  the  manufacture, 
curing  and  drying  of  concrete  (block)  prod 
ucts  of  properties  as  provided  in  these  Kuies. 


4.2  Mixing  Machinery. 

4.2.1  The  dry  mixing  of  dense  aggregates  and 
cement  shall  be  for  at  least  one  minute  before 
the  addition  of  water.  After  the  water  is  addea 
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the  mixture  shall  be  mixed  for  at  least  four  min¬ 
utes. 

,t'2'2  ^ft.? r  .aI1  m.ate5iaIs  are  placed  in  the  mixer, 
ine}  snail  be  mixed  continuously  from  4  to  8 
minutes. 

4.2.3  The  mixing  machine  shall  be  of  such  type 
and  capacity  so  as  to  insure  thorough  mixing 
hach  mixing  machine  shall  be  provided  with  a 

w7.'Ce  a  ™easu/ing  .and  controlling  the  added 
water.  A  clock  for  timing  the  mix,  with  a  dial 
not  less  than  8  inches  in  diameter  with  a  large 
sweep  second  hand,  shall  be  placed  in  such  a 
position  as  to  be  readily  readable  by  the  operator 
of  the  mixer. 

Where  practicable  the  timing  of  the  mixing  shall 
be  integrated  with  the  capacity  of  the  molding 
machine,  in  which  event  the  manufacturer  shall 
certify  that  the  mixer  used  is  of  a  size  that  will 
produce  properly  mixed  materials  in  accordance 
with  the  mixing  time  as  provided  in  Rule  4.2.0. 

4.2.3. 1  A  continuous  mixing  machine  may 
be  used  provided  the  capacity  of  such  mixing 
machine  shall  be  at  least  50%  greater  than  a 
corresponding  batch  mixer.  The  rate  of  water 
led  and  the  time  of  mixing  for  a  specific  num¬ 
ber  of  revolutions  of  driving  shaft  and  paddle 
arrangement  in  the  mixer,  when  once  deter- 
mined  for  any  type  of  concrete  masonry  unit 
siall  be  maintained  throughout  the  manufacture 
of  that  particular  unit. 

4.2.4  l  he  block  molding  machinery  shall  con¬ 
sist  of  hand  or  power  operated  molding  machines 
with  compacting  by  pressure  or  tamping  by  hand 
or  power  or  by  power  vibration  so  as  to  produce 
concrete  block  products  of  such  densities  as  re¬ 
quired  to  produce  strength  and  absorption  values 
consistent  with  the  rules  and  proposed  use  of  the 
linished  product.  Precautions  shall  be  taken  to 
ascertain  how  much  tamping  or  vibrating  shall 
be  provided  so  as  to  maintain  the  same  density 
in  all  concrete  (block)  products,  using  the  same 
ratio  of  fine  and  coarse  aggregates,  so  as  to 
maintain  uniformity. 

.3  Curing  of  Concrete  (Block)  Products. 

4.3  1  Method  of  Curing— All  concrete  (block) 
products  shall  be  properly  cured  by  either  steam 
curing  or  by  storing  in  an  enclosed  space  and 
subjecting  to  artificial  heat  and  moisture  as  fol¬ 
lows  : 

4.3.i.l  Steum  curing  of  freshly  moulded 
units  shall  be  accomplished  by  placing  the 
units  to  be  cured  in  a  steel  cylinder,  room 
or  tunnel  made  tight  and  so  designed  as  to 
provide  moisture  above  the  saturation  point 
at  any  temperature  used.  For  low  pressure 
steam  and  temperatures  up  to  140°  F.  the 
curing  time  shall  not  be  less  than  12  hours 
1<or  high  pressure  steam  ranging  from  120 

i'iUo  T,  p  S1;  and  temperatures  between  300- 
400  f\  such  period  shall  not  be  less  than  6 
hours.  All  units  shall  be  proi>erly  dried  prior 
to  usage. 

4.3.1.2  Wet  curing  of  freshly  moulded  units 
shall  be  accomplished  by  placing  such  units 
in  reasonably  tight  rooms  or  enclosures 
heated  to  prevent  freezing  and  equipped  with  60 
fog  nozzles  to  provide  moisture.  When  the 
outside  temperature  drops  below  50°  F.,  heat 
in  addition  to  moisture  must  be  supplied  to 
maintain  a  temperature  of  at  least  50°  F.  for 
not  less  than  72  hours.  After  curing,  such 
units  shall  be  stored  under  cover  and  allowed 
to  dry  for  at  least  25  days  prior  to  usage. 


5.0  PROPERTIES  OF  CONCRFTF  /m  apvn 
PRODUCTS.  '-uiMCKETE  (BLOCK) 

as  follows^  products  s,iaH  have  properties 

for'  TnCrete  bIock  or  me  when  delivered 

stren4h  of  i  haV<i  a.mmimum  ultimate  compressive 

"er  SqUare  ”'dl 

foJ'uS’1  shall' >hC/v?ab“lding  Wo?k:  "hen  delivered 
strength  nf  flft  i  nnnimiim  ultimate  compressive 

tesfeefas  laid  fafte' P"'"ds  *>uale  inch 

lowing'" requirements  'fn  Sba"  cTp,y  with  the  fol- 
visuaUn/pST  f°r  EC"eral  prop<rf“  “"der 

reionlb?  uSLV  shfpl  aid 

EgE&wgZ&SSr  wh,c" wou,d  afei 

rl  .-Ifi  cinders  form  part  or  all  of  the  aggregate 

sufphur""1  °f  ™e  and  °ne_,lalf  percent  by  weight  of 
rinl  .1 1°  used  in  partitions,  fireproofing  and  fnr 
hoi knl  concrete  S^tiock  ^ 

Srds"1latseq„r  PsS  S^  °*  hi s 

in  the  wall  may  be  used.  tel'clSo-Pm  H)'""1 
amended  by  local  law  120,  approved  A  iTt  i  /nm 
and  local  lav.  In.,  No.  220,  paTsed  Aprulfmo ’ 

5.2  lest  of  Concrete  (Block)  Products. 

5.Z1  Concrete  block  products  shall  be  tested  in 
accordance  with  A.  S.  T.  M.  specification  C140-39 
1  er  pr°per  cunn8  and  drying  except  as  follows: 

•  .  .  High  and  Low  Pressure  Steam  cured 
drying °Pe  y  dnCd  b'°cks  immediately  after 

5.2.1.2  Units  cured  by  artificial  heat  p,,,i 
spnnklered  water  when  dried  under  cover 

davs  AndStCf  anid-  VSed  in  not  less  than  28 
days.  And  when  high  early  strength  Portland 

thaSTs'diys USed'  S"Ch  Sl'a"  '«  bp  S 

Strength,  minimum  compressive 

than-g  f  tCSt  specimens  shaI1  not  be  less 

Soli!? TmitsltS  1  ano  P-S  - '  gross  cross-sectional  area. 

1  1300  p.s.i.  gross  cross-sectional  area. 

“f-y*1  tTh?  sPce<f  of  the  moving  head 
of  the  testmg  machine  shall  not  exceed 
0.05  inches  per  minute. 

not  Absorption  of  concrete  (block)  products  shall 
Crete  nor  shall  ri  d  wa,er  per  cubic  foot  of  con- 

exceed  40  percent  of  the”  totaT^bSrpTk.n"  blselTon 
an  average  of  five  units  as  tested. 

thf'iiC°nCJete  (bI(?ck)  Pr°ducts  not  exposed  to 
e  elements  or  soil  or  protected  by  brick  veneer 

in  C°at  ^ortland  cement  stucco  at  least  1 

"•  ,thlck  °r  otll.er  approved  protective  coatings 

required'underl *°  "'e  absMpti°"  tesfs 

CONCRETE  BRICK. 

6.1  Concrete  Brick  For  Use  in  Masonry  Walls 

6  LI  Concrete  brick  shall  consist  of  a  mixture 

oro,hl1aapnpdrovcTa1gVeS"iEraVel'  CrUsh'd  s*°"p 
owed  alprovldeditf  Rifle  4.0. bC  man"fac"'r^ 
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6.1.3  The  fire  resisting  rating  of  concrete  brick 
shall  be  the  same  as  for  ordinary  clay  brick  of 
similar  thickness. 

6.1.4  The  size  of  concrete  brick  shall  be  as 
follows : 

Depth  2J4"  —  V16"  Tolerance 

Width  3M"  —  Vs" 

Length  8"  —  lA" 

6. 1.4.1  Concrete  bricks  of  sizes  different 
from  the  above  may  be  used  when  approved 
by  the  Board. 

6.2  Physical  Requirements  for  Concrete  Brick. 

6.2.1  Strength  of  Concrete  Brick — Concrete 
bricks  shall  have  an  average  compressive  strength, 
when  tested  flatwise,  of  2500  p.s.i.  for  an  average 
of  5  specimens,  with  no  individual  minimum  less 
than  10%.  The  modulus  of  rupture,  flatwise,  for 
an  average  of  5  specimens  tested  shall  be  not  less 
than  450  p.s.i.  with  no  individual  minimum  less 
than  10%. 

6.2.2  Absorption  of  Concrete  Brick — Absorption 
requirements  shall  be  the  same  as  those  provided 
for  concrete  (block)  products  in  Rule  5.3. 

7  0  FILLER  BLOCK  FOR  RIBBED  FLOOR  CON¬ 
STRUCTION. 

7.1  Ribbed  floor  construction  shall  include  floor 
system  with  slabs  and  ribs  placed  monolithically  be¬ 
tween  permanent  or  removable  fillers,  in  which  the 
ribs  are  spaced  thirty  inches  or  less  from  face  to  face. 
The  ribs  shall  be  straight,  at  least  four  inches  in 
width,  and  of  maximum  clear  depth  not  to  exceed 
three  times  the  average  width.  See  t  26-476.0  a 
(8.5.8). 

7.2  When  concrete  or  scored  burnt  clay  tile  are 
used,  the  thickness  of  the  slab  shall  be  at  least  one- 
twelfth  of  the  clear  distance  between  the  ribs  with  a 
minimum  of  one  and  one-half  inches.  Where  such  tile 
are  of  strength  at  least  equal  to  that  of  concrete  and 
the  joints  are  staggered,  the  shells  in  contact  with 
the  concrete  may  be  included  in  the  resisting  sections. 
In  a  two-way  construction,  provided  the  tile  filler  is 
completely  surrounded  by  concrete  ribs  as  specified, 
the  exterior  shells  of  the  tile  in  contact  with  the  con¬ 
crete  may  be  used  for  strength  calculations  for  shear 
and  bending  and  where  the  top  slab  is  not  required  for 
strength  such  top  slab  may  be  omitted  provided  the 
construction  is  protected  by  at  least  two  inches  of  in¬ 
combustible  material.  See  C26-476.0  (8.5.8)  b. 

7.3  Concrete  filler  block  or  tile  for  use  in  ribbed 
floor  construction  shall  consist  of  a  mixture  of  Port¬ 
land  cement  or  high  early  strength  Portland  cement, 
sand,  gravel,  crushed  stone  or  other  approved  aggre¬ 
gates,  manufactured,  cured  and  stored  as  provided  in 
Rule  4.0. 

7.4  For  use  in  ribbed  floor  construction,  such  filler 
tile  or  block  shall  have  webs  and  shells  not  less  than 
1"  in  thickness  and  shall  have  properties  as  follows: 

7.4.1  The  surfaces  of  the  filler  block  in  contact 
with  the  concrete  rib  and  top  slab  shall  provide 
a  good  bond. 

7.4.2  The  average  compressive  strength  over  the 
net  area  of  five  such  filler  units,  when  manufac¬ 
tured,  cured  and  stored  as  required  in  Rule  4.0, 
shall  be  at  least  equal  to  that  of  the  concrete  in 
the  ribs  of  a  specific  job  on  which  it  is  to  be 
used. 

7.4.3  The  modulus  of  elasticity  of  the  mix  used 
shall  be  determined  preferably  from  a  test  of  an 
average  of  six  filler  blocks  or  in  lieu  thereof  five 
tamped  and  rodded  cylinders  approximating  a 
density  (checked  by  weighing)  equivalent  to  that 
of  the  filler  block,  6  inches  in  diameter  and  12 


inches  high,  when  manufactured,  cured  and  stored 
under  the  same  conditions  as  the  filler  units  and 
as  required  in  Rule  4.0.  From  the.  value  of  mod¬ 
ulus  of  elasticity  as  obtained  in  this  test  and  that 
of  the  concrete  in  the  rib,  a  composite  modulus 
shall  be  derived,  in  accordance  with  the  theory  of 
flexure  as  defined  in  Hooke’s  Law.  Ihe  percent¬ 
age  obtained  from  the  ratio  of  the  modulus  of 
elasticity  of  the  composite  section  to  the  modulus 
of  elasticity  of  the  concrete  in  the  rib  will  pro¬ 
vide  a  new  “n”  value  indicative  of  the  resistance 
of  the  composite  construction  of  the  particular 
filler  block  and  type  of  concrete  used  in  the  rib. 

7.4.4  The  materials  and  method  of  mixing  as 
used  to  determine  the  physical  properties  of  filler 
block  in  Rules  7.4.1  and  7.4.3,  once  fixed,  shall 
be  maintained  for  that  job  order  to  assure  the 
delivery  of  homogeneous  units  of  a  type  as  tested. 

8  0  MARKING  OF  ALL  CONCRETE  (BLOCK) 
PRODUCTS. 

8.1  Concrete  block  products  used  as  fillers  and  in 
partitions,  furring  or  fireproofing  purposes  when  not 
exposed  to  the  weather  and  when  tested  to  a  compressive 
strength  of  300  p.s.i.  over  the  gross  area,  shall  have  a 
clearly  discernible  mark  distinguishing  them  from  load- 
bearing  units. 

8.2  Units  used  for  load  bearing  walls  and  tested  to 
a  compressive  strength  of  over  the  gross  area  of  700 
p  s  i.  for  hollow  units  and  1500  p.s.i.  for  solid  units, 
suitably  identified  in  the  case  of  load-bearing  hollow 
units,  either  by  having  the  letters,  “L.B.H.,’  or  by 
having  a  raised  vertical  mark  on  the  end  web  at  least 
one  inch  wide  and  extending  one-half  the  height  of 
the  unit  and  in  the  case  of  load-bearing  solid  units 
either  by  having  the  letters  “L.B.S.  or  a  raised 
vertical  mark  at  least  one-half  inch  wide  on  the  web 
for  the  full  height  of  the  unit,  and  which  also  shall 
have  the  manufacturer’s  distinguishing  mark  as  pro¬ 
vided  in  Rule  8.4.  On  each  shipment  to  a  job,  the 
delivery  slip  shall  qualify  the  markings  on  the  con¬ 
crete  masonry  units. 

8.3  Units  used  for  filler  blocks  in  ribbed  fl°T?r„con: 
struction  shall  be  identified  as  filler  block,  “F.B.,  and 
shall  also  carry  the  manufacturer’s  distinguishing  mark 
as  provided  in  Rule  8.4. 

8.4  The  manufacturer’s  distinguishing  mark  shall 

consist  of  an  impression,  embossing  or  painting  on  the 
unit.  Nine  copies  of  such  distinguishing  mark  shall  be 
filed  with  the  Board.  All  delivery  slips  shall  be  stamped, 
reading  as  follows : — Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No .  , 

8.5  Contracts  for  all  concrete  (block)  products  shall 
include  a  proviso  from  the  manufacturer  or  his  repre¬ 
sentative  stating  the  material,  type,  use,  compressive 
strength,  water  absorption,  and,  in  addition,  in  the  case 
of  filler  block,  the  modulus  of  elasticity. 

9.0  USES  OF  CONCRETE  (BLOCK)  PRODUCTS. 

9.1  Hollow  Units. 

9.1.1  Load  Bearing  Hollow  Units. 

9.1. 1.1  Hollow  concrete  block  or  tile,  when 
delivered  for  use,  shall  have  a  minimum,  ulti¬ 
mate  compressive  strength  of  700  p.s.i.  of  gross 
area  tested  as  laid  in  the  wall.  C26-30AU 
(7.1.1.4)a. 

9.1. 1.2  The  allowable  working  stresses  for 
concrete  block  or  tile  masonry,  due  to  com¬ 
bined  live  and  dead  loads,  shall  be  one-tenth 
of  the  ultimate  compressive  strength  where 
cement  mortar  is  used,  and  oneAwelnn 
where  cement  lime  mortar  is  used.  Concrete 
block  or  tile  building  units  for  load  bearing 
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of’rnent°  P  P’’erS  8,13,1  be  ,aid  in  cement  or 
cement  lime  mortar.  C26-358.0  (74  2  4) 


l’rivate  dwellings  at 
most  twenty  feet 
high  and  one-story 
structures  at  most 

twenty  feet  high . 

Private  dwelling  over 
twenty  feet  high  or 
other  structures  of 
more  than  one-story 
and  over  twenty  feet 
high  . 


Hollow 
walls  of 

c  ,•  brick 

oohd  Hollow  (con- 
masonry  masonry  Crete) 


12 


12 


12 


16 


16 


Jrt'r  W?"s  °£  ll0|l°w  blocks  may  be 

•  ed  above  grade  when  the  upper  walls  are  of 

s1racti0lramill°m1,0f  fho"T  >"ild,ng  block  con- 
struct  ion.  All  other  foundation  walls  shall  he  of 

solid  masonry,  except  when  the  structure  is  with¬ 
out  basement  or  cellar.  C26-397.0  (8.3.1. 6). 

9.1.3  Thickness. 

In  structures  over  two  stories  high,  except  private 
residences  foundation  walls  shall  be  at  leas^  four 
inches  thicker  than  the  wall  section  next  a£ve  ex¬ 
cept  that  when  the  walls  are  of  hollow  units  or  a?e 
of  oj^3  ,bnck’  the  foundation  walls  may‘be 
°Mbe  n6 ,thlcl5ne.ss  as  the  walls  next  above  pro- 

vided  such  foundation  walls  are  built  of  solid  ma- 
ry  or  concrete  and  that  a  maximum  of  two 

ne°sseC26 'Sko  (SlU)?”  ^  °f  "'e  S3me 

9.1.4  Walls  of  Hollow  Block  or  Tile. 

9.1.4.1  Walls  of  hollow  block  or  tile  or  solid 

the  units  fiIin!ltS  an”  ,13Ve  the  spaces  between 
the  units  filled  with  mortar.  The  requirements 

sictlon1  C26  426  0 161° l!hr0UFh  C26~4210  and  of 
section  L26-426.0  shall  apply  to  such  walls. 

9. 1.4.2  In  all  walls  of  hollow  block  or  tile 

Jnr  structural  units,  built  only  one  unit 

n  thickness  each  unit  shall  break  joints  with 
hose  next  above.  When  more  than  one  unit 

is  required  to  produce  a  given  wall  thickness 
Ibe  u„„s  shall  break  joints  with  the  S 
next  above  and  shall  be  laid  with  a  masonry 
jond  equivalent  to  one  course  of  bonding  units 
to  each  three  courses  of  stretcher*  units,  but 
in  no  event  shall  the  interval  between  bonding 

C26  431  0  h  fre3ter  than  twenty-six  inches* 
L26-431.0  b,  1,  as  amended  by  Local  Law  No 

In  the  case  of  non-bearing  interior  par- 

of  units°m  hVft°r  ,eSS  in  beight’  constructed 
of  units  to  be  left  exposed  on  one  or  both  sides 

for  architectural  effect,  these  bonding  require¬ 
ments  may  be  waived.  q 

*  The  bonding  specified  applies  only  to  com- 
bmation  walls  of  hollow  block,  tile  or  solid 
stiuctura!  units  and  does  not  apply  to  faced 
walls  covered  by  C26-440.0  (8.4  7) 

9.1.4.3  Where  walls  of  hollow  masonry  are 
decreased  in  thickness,  the  units  in  the  ton 
course  of  the  thicker  wall  shall  be  filled  solidly 
with  concrete  or  shall  be  covered  with  slabs  of 
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solid  masonry  at  least  one  inch  in  thickness 
or  solid  units  shall  be  used  for  the  top  course 

Pniu  Where  anchors  are  used  in  walls  of 
hollow  masonry,  such  anchors  shall  be  galvnn- 

qtfate°sizpa  F  °[n°n -corroding  metal  of  adc- 
quate  size  and  substantial  construction. 

r9-f;4^  Where  hollow  units  are  set  with 
cells  honzontal,  such  units  shall  be  set  in  a 
full  bed  of  mortar  one-half  of  an  inch  or  less 
in  thickness,  with  vertical  joints  buttered  full 
on  shells  and  webs;  where  such  units  are  set 
i  i  cells  vertical,  the  bearing  members  shall 

mortar  d  ^  VerticaI  j°ints  slushe(1  ful1 

9.1.4.6  Wherever  girders,  beams,  joists  or 

of  ’ hollow  Chl'rf  menibcrs  frame  i»to  masonry 
of  hollow  block  or  tile  or  solid  building  block- 

bus  ibTeeimmrS-SlliaI1  re8n  Upon  such  solid  incom- 
joad  matenal  as  will  properly  distribute  the 

9  L4.7  The  minimum  thickness  in  inches  of 
bearing  wal  s  of  hollow  masonry,  except  in 

he£ht\nT1Ill?gS/hirty-five  feet  or  less  In 
eight,  and  mixed  occupancies  as  provided  in 

subdivision  a  of  setcion  C26-443  0  shall  be- 

40  .  10 

™  .  10  10 

.  12  10  10 

{y.v--v .  12  12  io  10 

Height  of  wall  in  ft.  40  30  20  10 

9.1.4.8  The  maximum  height  for  walk  or 

ck!;tl0nf  7  W3,,S  °f  hollow  masonry  in  any 
class  of  structure  shall  be  forty  feet  above  the 

support  of  such  walls  or  portions  of  walls. 

9.1.4.9  Walls  of  hollow  masonry  may  be 

on  tonUofed  t0rfe  maximum  Permissible  height 

heio-ht  is  ath°  Id  TS?ml  WaH  whose  max*m>im 
beams  ab°ve  the  first  tier  of 

shalTL  ,The,min,mum  thickness  of  such  walls 
,!e7nbased  upon  the  requirements  of  section 

suXthA’  and  lf  ^Uch  walIs  are  bearing  walls 
such  thicknesses,  shall  be  based  on  the  require- 

ments  of  subdivision  g  of  this  section!  and  the 
solid  masonry  wall  below  shall  be  at  least  of 

soh)a”Vh,CkneSS  as  of  h<''' " 

See  C26-431.0  a  through  i  (8.4.3. 2). 

9.1.5  Veneered  Walls. 

9.1.5.1  Anchorage  for  veneered  masonry 
(TrSgh  &4.6J)Py  With  C26-43™-'-2-3  (8.4.6.I 

9.1.5.2  Thickness  and  height  of  veneered 
walls  shall  not  be  included  in  calculating  the 
bearing  wall  thickness  and  the  required  thick¬ 
ness  of  the  wall.  The  maximum  height  of  ven- 

wanTshallTe  f  °tth7  lha,n  panel  or  enclosure 

abOTe  ,he  fo-da.ionx 

9.1.6  Faced  Walls. 

9.1.6.1  Faced  walls  shall  be  of  at  least  the 
thickness  required  for  masonry  walls  of  the 
materia  forming  the  backing.  Facings  of  br  ek 
or  solid  structural  units  shall  be  bonded  into 
the  backing  with  headers,  or  stretchers  at  leaS 
four  inches  thicker  than  the  facing  he  eouiv 
alent  of  one-sixth  of  the  area  of  wall.  Dressed" 

Ti3CingS-  Sba!1  be  bonded  to  the  backing 
with  the  equivalent  of  approximately  one-fifth 

the  superficial  area  in  bond  stone  at  least 
four  inches  thicker  than  (he  facing,  in  add  him 

S.iY  k  ’  erryTSt°nc  olher  than  bond  stone 
shall  be  anchored  to  the  backing  with  at  least 
one  non-corroding  metal  anchor,  at  least  three- 
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sixteenths  of  an  inch  by  one  inch,  or  the  equiv¬ 
alent,  in  cross-sectional  area.  In  the  case  ot 
plain  coursed  ashlar  the  bond  stone  shall  occur 
at  least  as  every  alternate  stone  in  every  third 
course. 

In  the  case  of  random  ashlar,  range  work  or 
other  jointing  schemes  where  the  more  fre¬ 
quently  spaced  smaller  units  are  used  for  bond 
stone,  the  metal  anchors  may  be  omitted,  pro¬ 
vided  the  superficial  area  of  the  bond  stone  is 
at  least  equal  to  that  required  for  brick  facing, 
one-sixth  the  area  of  the  wall. 

When  faced  walls  are  built  of  different  mate¬ 
rials,  the  minimum  thickness  shall  be  that  re¬ 
quired  for  masonry  walls  built  entirely  of  tne 
material  having  the  lower  compressive  strength. 

The  height  of  a  single  course  in  faced  walls 
shall,  in  all  cases,  except  for  pilaster  and  span¬ 
drel  facing  stone,  be  at  most  ten  times  the 
thickness  of  the  facing  material. 

When  facing  is  used,  such  facing  shall  not 
be  figured  in  the  strength  of  the  wall  unless 
such  facing  is  at  least  four  inches  in  thickness 
or  at  least  the  normal  thickness  of  an  average 

brick.  ,  „ 

See  C26-440.0  a  through  e  (8.4.7). 

9.1, 6.2  The  total  thickness  of  the  wall, 
except  as  noted  above,  shall  be  used  in  com¬ 
puting  the  load  carrying  capacity  of  the  wall, 
and  the  average  allowable  stress  shall  be  based 
on  the  ultimate  compressive  strength  of  the 
weaker  material. 

9.1.7  Party  and  Fire  Walls. 

9. 1.7.1  Party  walls  may  be  of  any  type  of 

masonry  provided  for  herein  and  shall  comply 
with  all  requirements  for  bearing  walls.  Party 
walls  which  function  also  as  fire  walls  shall,  in 
addition,  conform  to  the  requirements  of  section 
C26-631.0  and  of  section  C26-632.0. 

It  shall  be  unlawful  to  load  any  party  wall 
on  either  side  to  more  than  fifty  percent  of  its 
allowable  loading.  See  C26-441.0  (8.4.8.1). 

9.1.7.2  Fire  walls  of  masonry  shall  meet  the 

material  thickness  and  construction  require¬ 
ments  of  section  C26-631.0  and  of  section  C26- 
632.0.  See  C26-442.0  (8.4.8.2)  and  Rule  3.6.1. 

9.1.8  Special  Forms  of  Walls. 

9.1.8.1  Bearing  Walls  for  Private  Dwell¬ 
ings — Bearing  walls  for  private  dwellings 

shall  have  a  minimum  thickness  for  dwellings 
thirty-five  feet  or  less  in  height  as  follows: 


Hollow  Masonry 
and  Hollow 
Walls  of  Solid 

Solid  Masonry  Structural  Units 


3  . 

...  8 

8 

2  . 

...  8 

8 

8 

8 

8  .. 

1  . 

...  8 

8 

8 

10 

8  8 
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See  C26-443.0  (8.4.9.1). 

1 

3 

2  1 

9. 1.8. 1.1  In  such  cases,  faced  walls  of  4 

inches  of  brick  and  4  inches  of  hollow  block 
may  be  used  with  header  courses  every  7th 
course.  This  shall  apply  to  residence  build¬ 
ings  only,  which  are  not  in  excess  of  two 
stories  or  20  feet  in  height. 

9.1. 8.1.2  In  three-story  structures  hav¬ 
ing  a  maximum  width  of  twenty-five  feet, 
where  the  first  story  is  used  for  commer¬ 


cial  purposes  and  the  upper  stories  for 
residence  purposes,  the  minimum  thickness 
of  bearing  walls  shall  be  eight  inches.  See 
C26-443.0  (8.4.9.1.1). 

9.1.9  Parapet  Walls. 

Parapet  walls  may  be  constructed  of  hollow 
masonry,  in  accordance  with  C26-444.0  (S.4.9.2). 

9.1.10  Non-Bearing  Masonry  Walls. 

The  minimum  thickness  of  non-bearing  masonry 
walls,  except  as  provided  in  sections  C26-428.0  and 
C26-446.0,  may  be  four  inches  less  than  the  thick¬ 
ness  required  for  bearing  walls,  except  that  any  such 
wall  shall  be  at  least  eight  inches  thick.  See  C26- 
445.0  (8.4.9.3). 

9.1.11  Panel  Apron  and  Spandrel  Walls. 

Panel,  apron  and  spandrel  walls  of  masonry  in 
skeleton  frame  structures  shall  be  at  least  eight 
inches  thick  if  such  walls  are  constructed  of  solid 
masonry,  or  at  least  twelve  inches  thick  if  such 
walls  are  constructed  of  hollow  masonry  or  at  least 
ten  inches  thick,  if  such  walls  are  constructed  of 
combinations  of  hollow  and  solid  masonry,  except 
that  spandrel  and  apron  walls  may  be  eight  inches 
thick  or  may  be  of  materials,  or  of  assemblies  or 
materials,  other  than  masonry,  meeting  the  require¬ 
ments  of  article  eleven  of  the  Building  (  ode.  Com¬ 
binations  of  hollow  and  solid  masonry  shall  be  con¬ 
structed  with  at  least  four  inches  of  solid  masonry 
on  the  exterior  face.  The  maximum  height  between 
supports  of  such  walls  when  constructed  of  these 
minimum  thicknesses  shall  be  thirteen  feet.  When 
such  walls  exceed  thirteen  feet  in  height,  they  shall 
be  increased  two  inches  in  thickness  for  each  six 
and  one-half  feet  or  fraction  thereof  that  the  height 
is  increased. 

Panel  walls  shall  be  bonded  or  otherwise  so  se¬ 
cured  to  the  structures  as  to  furnish  adequate  lateral 
support  to  the  wall.  See  C26-446.0  (  8A9.4). 

9.1.12  Enclosure  Walls. 

Enclosure  walls  shall  meet  all  the  requirements 
of  height,  thickness  and  type  of  construction  pre¬ 
scribed  for  bearing  walls.  See  C26-447.0  (  8.4.9.5 

9.1.13  Masonry  Curtain  Walls. 

Curtain  walls  of  solid  masonry  shall  be  at  least 
eight  inches  thick  for  the  uppermost  thirteen  feet 
and  at  least  twelve  inches  thick  for  the  next  fiftv- 
two  feet  or  fraction  thereof  below  and  shall  be 
increased  four  inches  in  thickness  for  each  suc¬ 
ceeding  sixty  feet  or  fraction  thereof  below. 

When  masonry  curtain  walls  are  built  of  masonry 
other  than  solid  masonry,  such  walls  shall  be  at 
least  ten  inches  thick  for  the  first  thirteen  feet, 
twelve  inches  thick  for  the  next  lower  thirty-nine 
feet  and  shall  be  increased  in  thickness  four  inches 
for  each  thirty-nine  feet  or  fraction  thereof  next 
below,  provided  that  the  maximum  horizontal  dis¬ 
tance  between  lateral  supports  shall  be  twenty  feet. 
When  the  distance  between  the  lateral  supports  ex¬ 
ceeds  twenty  feet,  the  thicknesses  of  all  walls  speci¬ 
fied  in  this  section  shall  be  increased  four  inches  for 
each  additional  ten  feet  or  fraction  thereof  between 
lateral  supports.  Curtain  walls  of  hollow  masonry 
twelve  inches  or  more  in  thickness  shall  be  made 
of  at  least  two  bonded  units.  See  C26-448.U 
(8.4.9.6). 

9.2  Uses  of  Concrete  Block  Products  including 
Concrete  Brick.  I 

9.2.1  Solid  building  block  when  delivered  for  use 
shall  have  a  minimum  ultimate  compressive  strength 
of  1500  p.s.i.  tested  as  laid  in  the  wall.  C26-309.U  d 
(7.1. 1.4). 
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9.2.2  I  he  allowable  working:  stresses  for  cnliH 
units  of  concrete  (block)  products  shall  be  in  ac- 
(7  47A\  T?  lhe  re9uirements  of  C26-358  0 
ing4 stresses'shaM  Ch°nCrete  bri,ck,tI]e  allowable  work- 
(74  2  2)  bC  aS  provided  for  in  C26-356.0  a, 

Wali!  S°Hd  UnitS  in  Masonry  Foundation 

Solid  concrete  (block)  products  for  use  in 
masonry  foundation  walls  shall  be  in  accord¬ 
ance  with  the  requirements  of  Rule  9.2. 1-2. 

9.2.3.2  Masonry  piers  shall  be  built  of  solid 

in  section 

C26-314.0,  shall  be  laid  in  cement  mortar  or 
emcn  -  ime  mortar,  and  the  maximum  un¬ 
supported  height  shall  be  ten  times  the  least 
dimension.  Sections  of  panel  walls  in  skeleton 
construction  shall  not  be  considered  as  pfers 
It  shall  be  unlawful  to  have  openings  or 
chases  within  the  required  area  of  any  pier. 

vvPlS°!t[y'  P1Cr-S  Sha11  be  bonded  accordance 
vv  th  the  requirements  of  C26-424.0  except  that 

<b'°ck)  products  are  S,  th£ 
shall  be  laid  with  a  masonry  bond  equivalent 
to  one  course  of  headers  to  each  three  courses 

C26-4lToCaerS'  S“  C26'431  “•  s£°S2 

9.2.3.3.  Solid  Masonry  Walls. 

9.2  3  3. i  Bonding  of  Wall  Intersections. 

When  two  bearing  walls  meet  or  inter¬ 
sect  and  the  courses  are  carried  up  together 
the  intersection  shall  be  bonded  by  laying 
m  a  true  bond  at  least  fifty  percent  of  the 
units  at  the  intersection. 

When  the  courses  of  meeting  or  inter¬ 
secting  bearing  walls  are  carried  up  sep¬ 
arately  the  perpendicular  joint  shall  be 
regularly  toothed  or  blocked  with  ei°fit- 
.  !nch  maximum  offsets,  and  the  joints  shall 
be  provided  with  metal  anchors  having  a 
minimum  section  of  one-quarter  of  an  inch 
hy  one  and  one-half  inches,  with  ends  bent 
up  at  least  two  inches,  or  with  cross  pins 
to  form  anchorage.  Such  anchors  shall  be 
at  least  two  feet  long  and  the  maximum 
spacing  shall  be  four  feet. 

i  ¥,ettin?  °r  intersecting  non-bearing  walls 
shall  be  bonded  or  anchored  to  each  other 

(8  4  2  4 approved  manner.  See  C26-426.0 


Thickness  of  Solid  Bearing 


9.2.3. 3.2 
Walls. 

The  thickness  in  inches  of  solid  masonry 
bearing  walls  for  the  respective  story 
heights,  with  the  exception  of  private  dwell¬ 
ings  thirty-five  feet  or  less  in  height  and 

r^efi,°nCUPuat]Pfs  provided  for  in  section 
C26-443.0,  shall  be  at  least : 


1  . 

Stories 


12 

12 

12 

12 

12 

12 

12 

12 

12 

12 

16 

12 

12 

12 

16 

16 

12 

12 

16 

16 

16 

12 

20 

16 

16 

16 

8 

7 

6 

5 

4  3  2  1 


nesses  IhiXST  ?f  plating  waI1  thick- 
« pi  *  •  rteen  feet  shall  be  assumed  to  be 
the  maximum  height  of  a  story. 

sectionar1feSc|  °ifi  \Ue  re9mrements  of  this 
-  t  on,  it  shall  be  unnecessary  for  the 

or  s?ruct„°iS°iid  ,nMS°"r>'  kearingwalls 
i,  |,  of  a  mos}  seventy-five  feet 

m  height  to  exceed  twe  ve  inches  for  the 
uppermost  fifty-five  feet*  of  height  and 

twif611-111?68  n0r  wal1  below  the  required 
twelve-inch  wall.  Where,  under  the  fore- 

ness^/Tall00’  3  chan£e  in  required  thick- 
.a  b,ehtaTt"erto?  £22 

"healTgoveernleVat'0n  °£  *he  reqilired  cl,a"Se 

^Note;— The  Board  under  Calendar  308- 

me„1  “Slows:  ****  C°dq  "Wi- 

tha't'Th'ere^'a  CoSict^fonS'''  "?  board'*  attention 
C26-427.0  of  the  administSve  code Is.fe.sT"1  °f  SeCli°" 

l26-4270  lhe  administrative  code 
the  uppermost  55  feet^of  as„ foll.ows,  as  to  figuring 

starygaref dSd£  a"d  \tteoi 

story  as  defined  in  C26^4S0  /l  13?^  Wlt'lin  the 

wail  shall  be  carrier!  up  o  then^fh XfcS 

kP  c^ear  span  between  bearing 
walls  or  between  a  bearing  wall  and  an 
termediate  support  is  more  than  twenty- 
six  feet,  the  thickness  of  such  walls  shall 
be  increased  four  inches  in  thickness  for 

one-half  feet  or  fraction 
t  lereof  that  such  span  is  in  excess  of 
twenty-six  feet,  except  where  such  bearing 
walls  are  adequately  reinforced  by  but? 
tresses.  See  C26-427.0  (8.4.2.5). 

RasideL?trk“.Snra°sf  Wa"S  “ 

The  thickness  in  inches  of  interior  bear¬ 
ing  walls  with  bearings  on  both  sides  in 

he?!?^  SnrVCturea  for  respective  story 
height  shall  be  at  least : 


6 

5 

4 

3 

2 
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8 

8 

8 

8 

12 

12 
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8 

12 
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8 
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8 
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8 

8  8 
2  1 
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Where  interior  walls  in  residence  struc¬ 
tures  have  bearing  on  one  side  only  or  are 
non-bearing,  the  required  thickness  in  inches 
shall  be  eight  inches  for  the  uppermost 

fnrhy;  VK  ,feet  °J  wSn  heisht  and  twdve 
inches  below  the  fifty-five  foot  distance 
from  top  of  such  walls 

Where  wood  floor  and  roof  beams  bear 
I"  both  sides,  such  beams  shall  be  staggered 

leas  Wa'in?  WaIi  and  there  sha/be  at 
least  four  inches  of  masonry  between  anv 
two  such  wood  beams.  een  any 


679 


The  maximum  length  of  such  bearing 
and  non-bearing  walls  between  cross-walls, 
cross-bracing,  piers  or  buttresses  shall  e 

-  .  r  P  r'O/t  A  OO  n  /  Q  A  /  r»  i 


9.2.3. 3.4  Solid  Masonry  Walls  Above 
Roof  Levels. 


Solid  masonry  walls  above  roof  levels, 
twelve  feet  or  less  in  height,  enclosing  stair¬ 
ways,  elevator  shafts,  penthouses,  or  bulk¬ 
heads  shall  be  at  least  eight  inches  thick  and 
may  be  considered  as  neither  increasing  the 
height  nor  requiring  any  increase  in  the 
thickness  of  the  wall  below,  provided  the 
allowable  working  stress  requirements  are 
met.  See  C26-429.0  (8.4.27). 


9.2.4  Special  Forms  of  Masonry. 

9.2.4. 1  Increasing  Height  of  Walls  If  it  is 

desired  to  increase  the  height  of  any  wall, 
erected  before  January  first,  nineteen  hundred 
thirty-eight,  which  is  thinner  than  required  by 
the  Code,  such  wall  shall  be  reinforced  by  a 
lining  of  solid  masonry  so  that  the  combined 
thickness  shall  be  at  least  four  inches  more  than 
is  required  for  a  new  wall  corresponding  with 
the  total  height  of  the  wall  when  increased  in 
height;  provided  that  it  shall  be  unlawful 
to  use  such  lining  to  a  greater  height  than  iorty 
feet  or  to  increase  the  height  of.  such  wall  to 
exceed  seventy-five  feet.  Such  lining  shall  be 
supported  on  proper  foundations  and  shall  be 
at  least  eight  inches  in  thickness  and  so  anchored 
to  the  old  wall  as  to  make  the  reconstructed 
wall  act  as  a  unit.  Where  any  lining  is  to  be 
built  against  an  old  wall,  such  wall  shall  be 
first  cleaned  of  plaster  or  other  coatings.  Walls 
to  be  lined  shall  be  in  good  condition  and  the 
approval  of  the  superintendent  shall  be  neces¬ 
sary  before  the  work  begins.  See  C26-454.0 
(8.4.9.12). 

9.2.4.2  Height  of  Unsupported  Walls. — The 
maximum  unsupported  height  of  any  masonry 
wall  during  the  period  of  construction  shall  be 
two  stories  or  twenty-six  feet,  unless  satisfac¬ 
tory  support  is  provided  and  specific  approval 
of  the  superintendent  obtained,  except  when 
walls  are  carried  separately  by  structural  mem¬ 
bers  on  each  story.  See  C26-445.0  (8.4.9.13). 

9.2.4.3  Stairway,  Elevator  and  Similar  En¬ 
closures. 

Enclosing  walls  of  interior  shafts,  if  non¬ 
bearing,  shall  meet  the  requirements  for  non¬ 
bearing  walls,  and  if  such  walls  are  bearing, 
they  shall  meet  the  requirements  for  bearing 
walls,  except  as  provided  in  section  C26-428.0, 
and  where  such  enclosing  walls  are  supported 
at  each  story  on  structural  members. 


Where  the  enclosures  are  supported  by  struc¬ 
tural  members  at  each  story,  such  enclosures 
shall  meet  the  requirements  of  sections  C26- 
638.0  through  C26-647.0  and  of  sections  C26- 
660.0  through  C26-665.0.  See  section  C26-456.0 
(8.4.9.14). 

9.3  Filler  Block  for  Ribbed  Floor  Construction. 

9.3.1  Filler  blocks  of  concrete  (block)  products 
used  merely  as  fillers  in  ribbed  floor  construction,  . 
shall  consist  of  any  approved  concrete  (filler  block) 
product  with  no  structural  properties  of  resisting  . 
shear  and  bending  attributed  to  it  in  the  computa¬ 
tions. 

9.3.2  Filler  blocks  of  concrete  (block)  products 
used  in  resisting  shear  and  moment,  as  provided  in 
C26-476.0  (8.5.8)  and  having  properties  as  provided 
in  Rule  7.0,  may  be  used  in  one  and  two-way  ribbed 
floor  construction.  When  so  used,  the  analysis  and 
application  of  the  equivalent  resisting  section  shall 
be  as  follows : 

9.3.2. 1  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  positive  moment  shall  be 
the  beam  formed  by  the  concrete  rib  and  the 
slab  plus  the  shell  and  top  flange  of  the  concrete 
(block)  product. 

9.3.2.2  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  negative  moment  shall 
be  the  beam  formed  by  the  concrete  rib  and  the 
vertical  shell  of  the  block  plus  50  per  cent  of 
the  bottom  flange  in  one-way  construction  and 
all  of  such  flange  in  two-way  construction. 

9.3.2. 3  The  equivalent  resisting  reinforced 
composite  section  to  resist  shear,  with  or  with¬ 
out  the  top  slab,  shall  be  the  rectangular  beam 
formed  by  the  concrete  rib  and  vertical  shell 
of  the  filler  block. 

9.3.2.4  The  equivalent  resisting  reinforced 
composite  section  to  resist  either  positive  or 
negative  moment,  where  the  top  slab  is  omitted, 
shall  be  the  rectangular  beam  formed  by  the  : 
concrete  rib  and  the  vertical  shell  plus  50  per 
cent  of  the  horizontal  flanges  of  the  filler  block 
in  one-way  construction  and  all  of  such  flanges 
in  two-way  construction,  provided  that  the  filler  .- 
block  is  entirely  surrounded  by  qoncrete  ribs 
and  the  joints  between  the  blocks  are  staggered. 

9.3.3  In  the  construction  of  all  ribbed  floor  sys-  1 
terns  precautions  shall  be  taken  so  that  the  edges 
of  filler  blocks  shall  be  placed  straight  and  in  plane 
so  as  to  provide  tight,  uniform  joints  where  they 
contact.  All  burrs  shall  be  removed. 

9.3.3. 1  Filler  blocks  for  special  types  for 
ribbed  floor  systems  may  be  manufactured  as 
provided  herein  and  tested  under  the  require¬ 
ment  of  C26-626.0  (10.3.8)  for  such  values  as 
may  be  justified  from  the  test  results  in  accord¬ 
ance  with  the  aforesaid  section. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  .posting  of  the  calendars  on  the  bulletin  board  in  tbe 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure  j 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  all  the  business  of  the  Board  is  to  dispose  of 
all  cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  necessary  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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FKTCF.  Hours  for  Public— 9  a.  m.  to  4  p.  m. 

Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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iis  issue  of  the  Bulletin  contains  in  the  order  given- 
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ymg  of  Paints,  Varnishes,  Lacquers  and  Other 
■flammable  Surface  Coatings  and  Storage  of  Such 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
w.  h  which  court  proceedings  are  pending  or  in  progress 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
Which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  he  an  appeal  .or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 

re  ie  until  it  is  filed  on  the  form  required  by  the  rules  of 
tins  hoard. 

Upon,  receipt  of  any  such  communication  the  writer  will 

’e  SUPP. ,ed  W,tfl  the  nfficiaI  forms  for  presenting  his  appeal 
or  application.  H 

At  the  time  of  filing  an  appeal  or  application,  the  appellant 
or  applicant  shall  forward  a  signed  notice  of  appeal  ad¬ 
dressed  to  the  administrative  official  either  borough  superin¬ 
tendent  of  buildings  or  fire  commissioner  and  file  with  this 
hoard  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  time  location  and  position  of  the  property,  the  subject 
ot  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

Nciv  Cases  Filed  nf>  to  June  10,  1947 . 
Cal.  No.  Dept.  Premises  Affected. 


534.47. BZ—H.B.Q.— 150-34  Hillside  avenue,  south  side, 
200  ft.  west  of  153rd  street  (Block  9697,  Lot  26),  Jamaica, 
Borough  of  Queens,  Alt.  3498-46. 


535- 47-A— F.D.— 93-99  Columbia  Heights  and  1-9  Orange 
street,  northeast  corner  (Block  219,  Lot  1),  Borough  of 
Brooklyn,  19098-F  and  Decision. 

536- 47- A — F.D. — 56  Willow  street  and  11-19  Orange 
street,  northeast  corner  (Block  219,  Lot  18),  Borough  of 
Brooklyn,  10997-F  and  Decision. 

537- 47-BZ— H.B.Q.— 145-02  to  145-08  Springfield  boule¬ 
vard,  west  side,  300.35  ft.  south  of  South  Conduit  avenue 
(Block  .13331,  part  of  Lot  16),  Springfield,  Borough  of 
Queens,  N.B.  1245-47. 


538- 47-A— H.B.Q.— 145-02  to  145-08  Springfield  boule¬ 
vard,  west  side  300.35  ft.  south  of  South  Conduit  avenue 
(Block  13331,  part  of  Lot  16),  Springfield,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — Springfield  boulevard),  N.B.  1245-47. 

539- 47-A — F.D. — 46-81  to  50-25  Metropolitan  avenue  and 
51-01  to  51-47  Metropolitan  avenue,  northwest  corner 
(Block  2611,  Lot  460),  Maspeth,  Borough  of  Queens, 
19813-LF. 


540- 47-A — F.D. — 106-48  157th  street,  west  side,  100  ft. 
north  of  107th  avenue  (Block  10124,  Lot  25),  Jamaica, 
Borough  of  Queens,  19191-LF  and  Dcision. 

541- 47-A — H.B.Q. — 158-07  Rockaway  boulevard,  south¬ 
east  corner  of  144th  avenue  (Block  13270,  Lot  69),  South 
Jamaica,  Borough  of  Queens,  Decision. 

542- 47-A— F.D. — 42-17  to  42-19  Bell  boulevard,  east  side, 
175  ft.  south  of  42nd  avenue  (basement);  (Block  6298, 
Lots  11  and  12),  Bayside,  Borough  of  Queens,  19644-LF. 


543.47. BZ — H.B.Q. — 77-06  Queens  boulevard  and  50-17 
Ireland  street,  southeast  corner  (Block  2452,  Lots  1,  4 
and  45),  Elmhurst,  Borough  of  Queens,  N.B.  1457-47. 


544.47. BZ— H.B.Q.— 138-39  to  138-43  Hillside  avenue, 
139-65  to  139-81  Queens  boulevard,  northeast  corner  amd 
87-64  to  87-74  139th  street  (Block  9626,  Lots  36  and  44), 
Jamaica,  Borough  of  Queens,  Alt.  1095-47. 

545-47-A — H.B.M. — 357  West  17th  street,  north  side,  100 
ft.  east  of  9th  avenue  (1st  floor);  (Block  741,  Lot  5), 
Borough  of  Manhattan,  Amendment  to  Alt.  2073-45. 


546-47-BZ — H.B.Q. — 120-54  Queens  boulevard,  south  side, 
167.36  ft.  west  of  82nd  avenue  (Block  3358,  "Lot  18),  Kew 
Gardens,  Borough  of  Queens,  N.B.  1467-47. 


547.47. A— H.BTL — 140-144  Metropolitan  avenue,  sow 
side,  52  ft.  9  in.  west  of  Berry  street  (Block  2364,  Lot  10 
Borough  of  Brooklyn,  Alt.  616-47. 


548-47-BZ— H.B.B.— 1387-1395  Ocean  avenue  and  200 
2013  Avenue  I,  northeast  corner  (Block  7566,  Lots  6, 
and  10),  Borough  of  Brooklyn,  N.B.  572-47. 

549.47.BZ — H.B.Bx. — 607-609  Cedar  lane  and  602-6. 
Walton  avenue,  southwest  corner  (Block  2348,  Lots  5  ai 
21),  Borough  of  The  Bronx,  N.B.  279-47. 

550-47-A — H.B.M.— 1014  Madison  avenue,  west  side, 
ft.  north  of  East  78th  street  (Block  1393,  Lot  15 
Borough  of  Manhattan,  Alt.  1148-45. 


551- 47-A — H.B.B. — 924  Manhattan  avenue,  northeast  co 
ner  of  Kent  street  (Block  2551,  Lot  1),  Borough 
Brooklyn,  Decision  re  Revocation  of  Certificate  of  Occ 
pancy  78448-36. 

552- 47-A — F.D. — 890  Bedford  avenue,  west  side,  86  ft. 
in.  south  of  Myrtle  avenue  (2nd  floor);  (Block  1914,  I, 
14),  Borough  of  Brooklyn,  Decision  re  99975-LC. 


553-47-A— F.D. — 34-01  38th  avenue,  north  side,  from  34 
to  35th  streets  (1st  floor);  (Block  376,  Lots  1  and  ( 
Long  Island  City,  Borough  of  Queens,  19814-LF. 


554.47.A — F.D. — 15-19  West  39th  street,  north  sid,  322 
6  in.  west  of  5th  avenue  (15th  floor);  (Block  841,  Lot  2, 
Borough  of  Manhattan,  Decision  re  45409-LC. 


555-47-A— H.B.M.— 121-129  Broad  street  and  15  Sou 
street,  northeast  corner  (Block  5,  Lots  1  and  5),  Borou; 
of  Manhattan,  Amendment  to  Alt.  401-47. 


556-47-BZ— H.B.Q.— 91-01  Northern  boulevard,  nor 
side,  from  91st  to  92nd  streets  (Block  1421,  Lots  40  a 
49),  Jackson  Heights,  Borough  of  Queens,  N.B.  1 437-- 


557-47-A— H.B.B.— 526-528  Fulton  street,  south  side, 
ft.  6  in.  east  of  Hanover  place  and  11-13  Hanover  pla: 
(Block  161,  Lot  27),  Borough  of  Brooklyn,  Alt.  1631-47. 


558-47-BZ— H.B.Q.— 108-16  to  108-44  63rd  drive,  sou 
side,  140  ft.  east  of  108th  street,  108-15  to  108-43,  64 
avenue,  north  side  and  108-16  to  108-44  64th  avenue,  sou 
side,  140  ft.  east  of  108th  street  (Blocks  2169  and  21- 
Lot  13),  Forest  Hills,  Borough  of  Queens,  N.B.  2114- 
N.B.  2115-47  and  N.B.  2116-47. 


559.47.BZ— H.B.B.— 1102-1140  Coney  Island  avenue,  wc 
side,  100  ft.  north  of  Avenue  H  (Block  6498,  Lots  32  :u 
40),  Borough  of  Brooklyn,  N.B.  698-47. 


560-47-BZ— H.B.B.— 1710-1720  Flatbush  avenue  and  111 
1133  East  34th  street,  southeast  corner  of  East  34th  stre 
(Block  7598,  Lots  23  and  24),  Borough  of  Brooklj 
N.B.  593-47. 
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J61-47-BZ— H.B.Q.— 127-08  to  127-18  Merrick  boulevard 
northwest  corner  of  129th  avenue  (Block  12538,  Lots  105* 

Alt  2M  4 7  h  SpnngfieId  Gardens>  Borou«h  of  Queens, 


562  47  BZ  H.R.Q.  9a-12  150th  street,  west  side,  60.11  ft. 
south  of  95th  avenue  (Block  10002,  Lots  10  and  13) 
Jamaica,  Borough  of  Queens,  Alt.  477-47 

•^7'AroH-,B-Q  “95-12  15°th  street’  west  side,  60.11  ft 
south  of  95th  avenue  (Block  10002,  Lots  10  and  13), 

Jamaica,  Borough  of  Queens  (under  section  35,  General 
Uty  Law  re  bed  of  mapped  street— 150th  street),  Alt. 


r7-A^f-2365-2369  8th  avenue>  northwest  corner 

\1  e!!  StreCt  (B1°Ck  21°6’  Lot  100)<  Borough  of 

Manhattan,  Decision. 

Restored  to  Docket. 

323  41-BZ  -H.B.B.  1709-1729  Surf  avenue  and  2931-2947 

o  i  TCet’  northeast  corner  (Block  7061,  Lots  27 
I  and  36>.  Borough  of  Brooklyn,  B.N.  704-41. 

i  •  -  4 

lp?iifntraeaVer'Br00kS  0il  Burner  (°ilbilt  Burner), 


A  i  TV  .  1’tlhlic‘ation  ilk  ItllJI.'fin 

Fire  Dri.r/uSs"  (,n,crior) . May  6,  1947— Vol.  32,  No.  18 

hrc  r.esist.jv<:-  Flameproo'f  Material's  ’  1946~ Vo1-  31>  No.  52 

Fire^etaS  25’  l946~^l  31,  No.  26 

Fireproof  '  Wood,'  Testing'  of |  Apr  lj  W37~  V°ni  32>  ^o.  13 

Frame  Oarages,  Ruling  for..  tV„  '  91 ’  }  m  W~  Y,°  '  22.‘  N°-  15 

Rules  ''^  an<J  Ga”  Cutting";  h  1919~Vo1-  <■  No.  3 

Gas  Shut-Off  Rules . £,)r‘  2Z’  .1946 — Vol.  31,  No.  17 

Hatchway  Protection . 7-  ) 223 — Vol.  10,  No.  14 

Insulating  Fibre  Board  "  Rules . r,une  ,  J?2** — Vol.  13,  No.  23 

Methyl  Chloride  Rules  for  QasV  B ’  1946~Voi  31-  No.  53 

Oil  Burner  SyS,ems‘  ’  ^  \\>  1947-Vol.  32,  No.  6 

Opening  Protective  Assemblies','^  20-  1947— Vol.  32,  No.  20 

l>a'nfn  CnT  Lacquer’  Spray.  Api"'  15’  1947—Vo1-  32-  No.  15 

v»:  Jf«-  »:  Iwfcvi  11:  K:  51 

Plumbing  Rules  (Submerged  inlets'  '  AUf?'  3’  1937— Vol.  22>  No.  31 
1  rotective  Methods  to  Prevent 

Proced"Rulesno°ff  Water  Supp,y>-Mar.  23  •  1947-Vol.  32,  No.  12 
Refrigerating  Systems,  Extract '  A  C  '  W'  1 7*  }o47~V°!'  If’  m°'  o6 

.**»  '”■  ■■&  |  Sts  32;  &  g 
:  I-  ?:  US:  ff;  Z If 

S  M-SLS^:  »  «i:  a  ft g 

F-.le  505  of  Industrial  Code)  .  .Sept.  3.  1946- Vol.  31.  No.  36 


K55-41-SM— Flintkote  %  Inch  Asphalt  Sheathing  Board 
nanufactured  by  The  Flintkote  Co.,  Material 

— 

4 84* 70  Wa,tnn  avenue,  east  side, 
f  V 41[t;  s°uth  of  Mt  Eden  Avenue  (Block  2837,  part  of 
-ot  11),  Borough  of  The  Bronx,  Alt.  277-47 

in7e"BZf^ 'ffl  m-609"611  Livonia  avenue,  northeast 
™  of  Sheffield  avenue  (Block  3805,  Lot  1),  Borough 

f  Brooklyn,  Applic.  1135-37. 

— - 

fe?v^M~H  BTDM'~225"227  DcIancey  street»  south  side, 
om  Willett  to  Pitt  streets  (Block  337,  Lot  13),  Borough 

Manhattan,  Amendment  to  Alt.  250-46. 


Approved  appliances  and  materials  are  printed  in  the 
fe'ir”'  ,o  the  Bulletin  of  Apri.  ,0,  Yw  Vol  3o! 


"EjfW  sk 

of  HomsingS' and  "fiuil^ings it  TV6" 
Housing  and  Buildings,  Richmond  H  fa  I °epa r- ‘ r" e n t 


RULES 

bllK 

nded  Cements,  Rules  for  Testing 

and  Use  of .  Dec 

bon  Dioxide  Liquefier,  Rules' L  Mar! 
tincatc  of  Occupancy,  approved 

form  .  Dec 

Crete  Flat  Slabs,  Rules . July 

Crete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 
of  •••••#..  June 

crete  Rules  (Hydrated  Lime) ! ! !  Aug. 

ator  Rules  . ....Mar 

:tion,  Alteration,  Repair,  Ex- 
cavation  for  and  Demolition  of 

Buddings  . Dec 

Rules  (Revolving  Doors) . June 

rmr  Veneering  Materials,  Rules 

ory  Exit  Rules . ."!!!jan! 


t  Publication  in  Bulletin 


3,  1946— Vol. 
18,  1947— Vol. 

28,  1943— Vol. 
13,  1937— Vol. 


10,  1947— Vol. 
3,  1937— Vol. 
3,  1936— Vol. 


31,  No.  49 

32,  No.  11 

28,  No.  52A 
22,  No.  28 


32,  No.  23 
22,  No.  31 
21,  No.  9 


28,  1943— Vol. 
15,  1937— Vol. 

10,  1946— Vol. 
14,  1947— Vol. 


28,  No.  52A 
22,  No.  24 

31,  No.  37 

32,  No.  2 
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JUNE  17,  1947,  10  A.  M. 

Tue?Zl%rnin™l^,  10  Jeff'  h?ri”8 

matters^,UniCiPaI  Building’  ’  Manhattan,  on  the  following 

877-39-B Z — Application  of  L  T  and  C  A  cu 

aiy  f  ni947°"  b?aIf  °f  Max-  Kah".' owner,  reopined  Fetal 
ary  4  1947,  under  section  7c  of  the  zoning  resolution  tn 

permit  in  a  residence  and  business  use  district  the  installa 
tenance  ft  V"  and  construin'  and  mata 

maintenancfor'a  i",  a,bus,ness.use  district,  the  erection  and 
pairs,  Tubriforium  and°  officf ’fo'a  ^ 

2489-2499  Coney  Island  avenue  and  1102-1108  Avenue^ 
southeast  corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn! 

h?£?f  “5ZirA-Ppli.Catc°n  °,f  ReginaId  S.  Hardy,  applicant  on 
e  ,  f  Benjamin  Siegel,  owner,  reopened  April  15  1947 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
bus, ness  use  district,  the  erection  and  maintenance  of  a 
gasohne  service  station,  lubritorium,  and  auto  laundry  (nre- 

Pnnn  y  granted  by  Jhe  Board)  ;  premises  73-38  to  73-4^ 
fer  so«th  side,  22.29  ft.  west  of  74th  street 

oMgh  of  Qaeens0'  ^  '’art  °f  L°'  50)’  Glendale’ 

223-46-BZ— Application,  March  29,  1946,  under  section  7e  of 

hMfZofFg  aeSr0lutTA  °f  Raymond  Irrera,  applicant  on  be- 
ball  of  Fred  C  and  Augusta  Dick,  owners  (Steinway  Lum- 

fr  °-’  ,esse.e)>  t0  permit  in  a  business  use  district  the  use 
of  power  driven  saws;  premises  40-16  31st  avenue  souffi 
side,  2a  ft.  west  of  41st  street  (Block  678  T  nr  Ad'i  t 
Island  City,  Borough  of  Queens  ’  *  ^  L°"g 

7f7n4C?iZ"7^plicat-ion>  Noverrd)er  15,  1946,  under  sections 
/f  and  21  of  the  zoning  resolution,  of  Milton  B.  Weissmaii', 
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applicant,  on  behalf  of  Leon  D.  DeMatteis,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry,  testing  office  and  boiler  room;  premises  2259-2287 
Flatbush  avenue,  4801-4805  Fillmore  avenue,  northeast  cor¬ 
ner  and  1874-1892  East  49th  street  (Block  8488,  Lot  1),  Bor¬ 
ough  of  Brooklyn. 

32- 47-BZ— Application,  January  13,  1947.  under  section  7e  of 

the  zoning  resolution,  of  Randolph  M.  Smith,  applicant,  on 
behalf  of^Thomas  O’Rourke  Gallagher,  owner,  to  permit  in 
a  business  use  district,  the  erection  of  a  roof  sign;  premises 
205-32  99th  avenue,  south  side,  60  ft.  west  of  Francis  Lewis 
boulevard  (Block  10853,  Lot  25),  Hollis,  Borough  of 
Queens.  > 

33- 47- A— 205-32  99th  avenue,  south  side,  60  ft.  west  of 
Francis  Lewis  boulevard  (Block  10853,  Lot  25),  Hollis,  Bor¬ 
ough  of  Queens. 

45-42-BZ— Application  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Samuel  Schenkel,  owner,  reopened  April  9,  1946, 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  an  existing  gasoline 
service  station  and  lubritorium,  to  include  auto  laundry,  office 
and  sales;  premises  4313-4323  4th  avenue  and  401-405  44th 
street,  northeast  corner  (Block  729,  Lot  1),  Borough  of 
Brooklyn. 

523- 46-BZ— Application,  June  18,  1946,  under  sections 
7g  and  21  of  the  zoning  resolution,  of  Robert  Williamson, 
applicant,  on  behalf  of  Flostrand  Realties,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  C  and  D  area  dis¬ 
tricts,  the  erection  and  maintenance  of  a  building  to  be  used 
as  a  storage  garage  for  more  than  five  (5)  motor  vehicles, 
using  more  than  the  area  permitted;  premises  3155  West¬ 
chester  avenue,  west  side,  265.6  ft.  south  of  Wilkinson  ave¬ 
nue  (Block  4235,  Lot  45),  Borough  of  The  Bronx. 

524- 46-A— 3155  Westchester  avenue,  west  side,  265.6  ft. 
south  of  Wilkinson  avenue  (Block  4235,  Lot  45),  Borough 
of  The  Bronx. 

252- 47-BZ — Application,  March  19,  1947,  under  section  7b  of 
the  zoning  resolution,  of  Max  Wechsler,  applicant,  on  behalf 
of  23rd  Street  Associates,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  and  retail  use  district,  the  change  in  occupancy  from 
hotel,  stores  and  auditorium  to  hotel,  stores  and  theatre ; 
premises  208-214  West  23rd  street,  south  side,  100  ft.  west  of 
7th  avenue  (Block  772,  Lot  56),  Borough  of  Manhattan. 

253- 47-A— 208-214  West  23rd  street,  south  side,  100  ft.  west 
of  7th  avenue  (1st  floor)  ;  (Block  772,  Lot  56),  Borough 
of  Manhattan. 

4-47-BZ — Application,  January  6,  1947,  under  section  21 

of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  Crescent  Estates  Inc.,  owner,  to  permit  in  a 
residence  and  business  use,  D  area  district,  the  erection  of  a 
business  building  (to  be  used  for  stores)  using  more  than 
the  area  permitted;  premises  101-45  Queens  boulevard,  east 
side,  86.99  ft.  north  of  67th  drive  (Block  2135,  Lot  5), 
Forest  Hills,  Borough  of  Queens. 

97-47-BZ — Application,  January  28,  1947,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Waxman  Holding  Corp.,  owner,  to 
permit  in  a  residence  and  business  use  district  ,the  erection 
of  a  building  to  be  used  as  a  public  garage  for  more  than 
five  (5)  motor  vehicles;  the  erection  and  maintenance  of 
a  gasoline  service  station,  brake  testing,  wheel  alignment, 
lubritorium,  parts  department  and  a  motor  vehicle  repair 
shop;  and  the  erection  of  a  building  to  be  used  for  the 
storage  of  lumber  and  trim,  the  manufacturing  and 
assembly  of  trim,  and  a  material  yard  for  the  sale  and 
display  of  masonry,  plumbing  and  roofing  materials; 
premises  13-21  Neptune  avenue,  north  side,  10.53  ft.  east 
of  East  13th  street,  and  2740-2762  East  14th  street  (Block 
7487,  Lot  22),  Borough  of  Brooklyn. 

102-47-BZ — Application,  January  29,  1947,  under  section 
7i  of  the  zoning  resolution,  of  Robert  Gottlieb,  applicant, 


on  behalf  of  Walthaw  Corporation,  owner,  to  permit  in  a  | 
business  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  (5)  motor  vehicles,  to  garage  for  more 
than  five  (5)  motor  vehicles  and  motor  vehicle  repair  shop; 
premises  1154  Intervale  avenue,  east  side,  136.6  ft.  south  of 
East  169th  street  (Block  2706,  Lot  48),  Borough  of  The 
Bronx. 

390-47-BZ— Application,  April  17,  1947,  under  sections  7b, 
7c  and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  George  C.  Apostle,  owner,  to  permit 
in  a  residence  and  business  use,  D  and  E  area  district,  the 
erection  of  a  business  building  (stores),  without  the 
required  set  back  from  the  building  line;  premises  83-34 
to  83-46  Woodhaven  boulevard,  west  side,  68.83  ft.  south 
of  Myrtle  avenue,  89-02  to  89-04  Myrtle  avenue  and  82-4o 
to  82-71  89th  street  (Block  3866,  Lot  160),  Glendale,  Bor¬ 
ough  of  Queens. 

56-47-A — 2446  3rd  avenue,  north  side,  20  ft.  2J4  in.  east  of 
East  134th  street  (Block  2317,  Lots  53  and  54),  Borough  of 
The  Bronx. 

376-47-A— 324-334  Ellery  street,  east  side,  100  ft.  north 
of  Broadway  (1st  floor);  (Block  3133,  Lot  10),  Borough 
of  Brooklyn. 

762-38-BZ— -Application  of  Henry  Nordheim,  applicant,  on 
behalf  of  Dorothy  Bell  Dyer  and  Isabel  Sturges,  owners 
(Gardner  Super  Service,  Inc.,  lessee),  reopened  May  20. 
1947,  for  consideration  as  to  extension  of  term  of  variance 
and  amendment  of  resolution  as  to  use — Application,  previ¬ 
ously  granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  temporary  term  of  years,  permitting  in  a 
business  use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1670-1716  Southern  boule-, 
vard,  east  side,  50  ft.  south  of  East  174th  street  (Block  2983,  • 
Lots  7,  11,  15  and  21),  Borough  of  The  Bronx. 

58-30-BZ— Application  of  Charles  M.  Spindler,  applicant,  on 
behalf  of  Arthur  Salvati  and  John  Solazzo,  owners,  reopened 
May  6,  1947.  under  sections  7c  and  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension  of  existing 
masonry  building  to  include  motor  vehicle  repair  shop  on  the 
existing  gasoline  service  station,  and  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles;  premises  73-13  to 
73-21  Cooper  avenue  and  71-34  to  71-38  73rd  place,  northwest 
corner  (Block  3691,  Lot  19),  Glendale,  Borough  of  Queens. 

1013-38-BZ— Application  of  Charles  J.  Ricotta,  applicant  and 
lessee,  on  behalf  of  Hardee  Realty  Co.,  Mary  Szabo,  Atlantic 
Municipal  Corp.,  Charles  Ricotta  and  Ernest  Hoehn  (trus¬ 
tee),  reopened  September  24,  1946,  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  1881-1893  2nd  avenue  and  235A  East  97th  street, 
northwest  corner  (Block  1647,  Lots  21  to  27,  inclusive),  Bor¬ 
ough  of  Manhattan. 

721-41-BZ— Application  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Yale  Land  Co.,  owner,  reopened  December  11. 
1945,  under  sections  7f  and  7i  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  office,  lubritorium  and  auto 
laundry ;  premises  260-01  to  260-09  Horace  Harding  boule¬ 
vard  and  54-47  to  54-63  Little  Neck  parkway,  northwest 
corner  (Block  8274,  Lot  128),  Little  Neck,  Borough  ot 
Queens. 

1000-40-BZ— Application  of  Booth,  Lipton  and  Lipton,  ap¬ 
plicants,  on  behalf  of  Eckert  Realty  Corp.,  owner,  reopene 
June  25,  1946,  under  sections  7e  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  conversion  ot 
apartments  in  basement  to  stores;  premises  2337  Grand  Con¬ 
course  and  164  Field  place,  southwest  corner  (Block  41M, 
Lot  19),  Borough  of  The  Bronx. 

708-45-BZ— Application  of  Paul  Friedman,  applicant,  on  be¬ 
half  of  Mutual  Life  Insurance  Co.  of  N.  Y.  and  Sears  an 
Roebuck  and  Co.,  owners  (Sears  Roebuck  and  Co.,  lessee;, 
reopened  April  8,  1947,  under  section  7h  of  the  zoning  resv 
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lu non,  to  permit  in  a  residence  and  business  use  district  the 
extension  ot  existing  parking  lot  for  more  than  five  ’  m 

?S9  ^eV,°USly  grantcd  hy  thc  Board)  ;  premises 

£?r238l  Bedford  avenue,  east  side.  158  ft.  3^  in  south  of 

»■«.'  jrz  ;T  '^T(!f'170  displ;,-v£d)  Lot‘*  ««£ 

BorougHof  BrooWyn^”  (B'°Ck  5US-  L°‘S 

7^nd67eZ7;V),)IiCati°n’  December  2<  1946,  under  sections 
f-  7  .  1  10  zoinng  resolution,  of  Harry  B  Lindherp 

app  leant,  on  behalf  of  Borden’s  Farm  Products  (Division  of 

"di  ‘"■t‘ern’i'  in  “  residence  and  K 

.  tlie  change  in  occupancy  from  wagon  stor-mr 

stable  and  garage  for  less  than  five  (5)  car^io  garage  W 
more  than  five  (a)  motor  vehicles  and  storage  on  second  and 
third  floors;  premises  2840-2862  Atlantic  avenue  south  side 

a'™'ie'-mdn5so27l"BC  1°  Barbey,|t,reet-  18I'*7  Schenck 

*£.  ht D^.?s!ssr (  3854>  Lo,s  4' * 6- 

372-47-BZ— Application,  April  24,  1947,  under  section  7a  of 

halfZof1SStadlu?iUtHnid?f  ErWard  R'  Kane>  ^icant,  on  be¬ 
ta  t  ot  stadium  1  olding  Corp.,  owner,  to  permit  in  a  resi- 

\bardieast<conier  of^h16"^011  °f  building=  Premises 

aNoruitast  corner  of  Schurz  avenue  and  Davis  avenue  fBlnrk 

|  fm,  part  ot  Lot  25),  Borough  of  The  Bronx  ( 

414-47-BZ— Application,  May  5,  1947,  under  section  7b  of  the 

1  \rSnreEoufS  f  MaX  Wechsler’  -PPHcant,  on  behalf  of 
-  tadison  Equities  Inc.,  owner,  to  permit  in  a  residence  and 

busmess  use  district,  the  erection  and  maintenance  of  a  busi- 

'  ?“%b-  dTlng  extending  mto  the  residence  use  district  ■  prem¬ 
ises  621  Jerome  avenue,  west  side,  362.58  ft  south  of’lvings 
bridge  road  (Block  3202,  Lot  50),  Borough  of  The  bS 

^n?6BZ_A,,pliCa,i0n’  May  9-  1947 -  under  sections  7e  and 
21  ot  he  zoning  resolution,  of  Charles  M.  Spindler  applicant 
o  behalf  of  Joseph  Manfredonio,  owner,  to  permft  in  a 
,  business  use  district,  the  change  of  occupancy  from  hand 
‘  laiU!dr1y  and  accessory  department  for  dry  cleaning  to  wet 

Ia3?d2Lund  dry  cleanmg:  Premises  944-946  g( 942-944 
displayed)  40th  street,  south  side,  46  ft.  1  in.  west  of  New 
Utrecht  avenue  (Block  5586.  Lot  25),  Borough  of  Brooldy* 

951-45-A— 1759  2nd  avenue  and  234-244  East  92nd  street 
southwest  corner  (Block  1537,  Lot  27),  Borough  o'f  Manh“- 

4TTAr7,7  CC,llol,as  avenue,  northeast  corner  of  Slaight 
WchmonT  °  '  L<>t  6)'  P°rl  Richmond’  Borough*  of 

4\73AJ‘A — 486  9frmon,t  avenue.  east  side,  277  ft.  north  ot 
Borough  oTBrLklyn3  °rS)  !  (B'°ck  2008’  Lot  55>' 

!fvo!Vuer];ra!1Sporfation  of  FueI  0il  in  Tank  Truck 
m  Aeu  \ork  City  (weight  of  chassis  not  in  conformity  with 

Fire  Department  specifications  covering  Tank  Trucks 

?3'47'^rl86P-£roadway’  northwest  corner  of  McDougal 
street  (Block  lo29,  Lot  24),  Borough  of  Brooklyn. 

S07-47-A— 1341-1347  Avenue  of  The  Americas  ffith  av. 

'do^S1AILN?“lQf2:2^t|SleaUnd2?.ry 

fiocks"Ss^7^Pe7"B10Cir"C°rP‘  ?°Jlow  dement  and  Cinder 
8"  «"  X  i XttRJ,  to  include  approval  of  8"  x  8"  x 

“  ’vVX.  ,o»Xtt 16„  Ho”?vv;  cinder  and  cement  blocks  and 
j i7  0  x  ,  Hollow  Cinder  Blocks  (reopened  April  22 
re  amendment  of  resolution). 

15-46-SM--M.A.B.  Durable  Cement  Block,  8"  x  8"  x  16" 
•B.H.  (concrete). 

36-46-SM— Apex  Flameproof  Powder  XWX  and  No.  6. 
19-47-SM— Durablock  Concrete  Building  Blocks. 

•5-47-SM— Banflame  (flame  retardant  fibrous  fabrics). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  17,  1947,  2  P.  M. 


W,(t CJftem  'l 7 G‘ 947Nat°2  o'eff '  ’’r ' ring 

U.13,  Muuiuipa,  Building/  ^Manhattan,  ^  &*£ 

^210-1256  Broadway,  east  side,  from  West  31st 

k  sfsasre 

lu il4/'A7?87'?95  Amsterdam  avenue  and  170  West  74th 
Manhattan  C°rner  (B1°Ck  114S’  Lot  61  >•  Borough  of 

495-47-A  133  East  62nd  street,  north  side  103  ft  wpet  nf 
h*attanf t0”  avenue  1397,  Let  13),  Borough  of  Man- 

474-47-A— 360  Central  Park  West,  west  side  100  ft  8r/ 

Sr  *>■ 

605-44- A— 110-128  Waterbury  street  and  283-293  Ten 

f7knStRet’  n?rtre^ft  corner  (2nd  floor);  (Block  3021 
Lot  1),  Borough  of  Brooklyn  (reopened  May  20,  1947). 

494-46-A-— 205-207  State  street,  north  side,  2^  in  west  of 

HrontT  P/aCe  (3rd,??°r)  :  (Block  27l>  Lot  8) ,  Borough  of 
Brooklyn  (reopened  May  13,  1947).  g  ° 

862;46f'tr249  ,28th  street’  north  side,  154  ft  10  in 

east  of  8th  avenue  (4th  floor)  ;  (Block  778,  Lot  13)  Borough 

of  Manhattan  (reopened  and  restored  to  calendar  April  >9 

1947;  previously  withdrawn).  April  z;, 

350-47-A— -1624-1630  East  14th  street,  west  side  180  ft 

o?BmoLy„VenUe  P  (B'0Ck  6776'  L°'s  i6  AMU 

383-47- A— 37-14  31st  street,  west  side,  148.99  ft  south  of 
of  Queens"6  372’  Lot  26)’  Loilg  Island  City,  Borough 

473-47-A— 701  East  212th  street  and  3560  White  Plains 
BoroughofThe  Br’onx.  <2"d  :  <BI°ck  4657'  Ut  94>’ 

4J6^'7_A  114-116  East  85th  street,  south  side  180 -ft  east 
o^anU'iT  (B1°Ck  1513’  L°tS  B-u^ 

485-47- A— 308  Dyckman  street  and  17-31  Staff  street 
ofUMaenhatC,ar„ner  (2"d  f,°°r)  :  <B1°ck  22^  Lot  20>' 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  24,  1947,  10  A.  M. 
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NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

24'  d947'  M  10  ^  Room 

maUersM  ^  Building-  Manhattan,  on  the  following 

276-42-BZ— Application  of  Lama  and  Proskauer  annli. 
cants,  on  behalf  of  Thomas  C.  and  Louis  Iervolino  owners 
reopened  March  19,  1946,  under  section  7c  of  "he  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
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1074-46-BZ— Application,  December  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Saj-Lee  Realty  Corp.,  owner,  to  permit 
in  a  business  use,  C  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  1196-1200  Coney 
Island  avenue,  west  side,  400  ft.  north  of  Avenue  I  (Block 
6513,  Lot  24),  Borough  of  Brooklyn. 

274-47-BZ— Application,  March  21,  1947,  under  section  7e  of 
the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant,  on 
behalf  of  Frances  Murtha  Striglis,  owner  (Otto  Kluger, 
lessee),  to  permit  in  a  residence  use  district,  the  extension  to 
two  existing  stores,  to  be  used  for  storage  space,  and  the 
conversion  of  the  two  stores  into  one  store;  premises  2508- 
2510  Eastchester  road,  eas  side,  75  ft.  north  of  Mace  avenue 
(Block  4481,  Lot  17),  Borough  of  The  Bronx. 

277-47-BZ— Application,  March  28,  1947,  under  section  7a  of 
the  zoning  resolution,  of  Gustave  Goldman,  applicant,  on 
behalf  of  New  Colonial  Ice  Co.,  owner,  to  permit  in  a  retail 
use  district,  the  extension  of  existing  building  (ice  storage 
plant  and  sale  of  ice)  to  be  used  as  an  office  and  machine 
shop;  premises  2850— 8th  avenue  and  264-272  West  152nd 
street,  southeast  corner  and  49  Macombs  place  (Block  2037, 
part  of  Lot  1),  Borough  of  Manhattan. 

609-40-BZ — Application  of  Frank  Felino,  applicant  and 
lessee,  on  behalf  of  A.  I.  Namm  &  Son  and  Minerva  V. 
Sherer,  owners,  reopened  June  3,  1947,  for  consideration  as 
to  extension  of  variance  (expired  by  limitation) — Applica¬ 
tion,  previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  for  a  term  of  two  (2)  years,  permitting  in 
a  business  use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  217-223  Schermerhorn 
street,  north  side,  310  ft.  4  in.  west  of  Bond  street  (Block 
165,  Lots  56,  57  and  58),  Borough  of  Brooklyn. 

328-46-BZ— Application,  April  17,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Herman  Kron,  applicant,  on  behalf 
of  L.  B.  Oil  Co.,  Inc.,  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  of  an  extension  to  an  exist¬ 
ing  gasoline  service  station  (previously  granted  by  the  Board) 
for  lubritorium  and  auto  laundry;  premises  120-06  Sutphin 
boulevard  and  147-24  120th  avenue,  southwest  corner  (Block 
12045,  Lot  194),  Jamaica,  Borough  of  Queens. 

349-46-BZ— Application,  May  10,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Herman  Kron,  applicant,  on  behalf 
of  Isaac  T.  Flatto,  owner  (John  A.  Kiefer,  lessee),  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  714  Cypress  avenue  and 
1682  Palmetto  street,  southeast  corner  (Block  3449,  part  of 
Lot  6),  Ridgewood,  Borough  of  Queens. 

917-46-BZ— Application,  November  26,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Maria  Aurecchione,  owner  (Crescent 
Casting  Co.,  lessee) ,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  wet  wash  laundry  to  foundry; 
premises  1011  Logan  street  and  650-666  Cozine  avenue,  south¬ 
east  corner  (Block  4564,  Lots  2-10),  Borough  of  Brooklyn. 

1075- 46-BZ — Application,  December  22,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Osher  and  Reiss  Inc.,  owner,  to 
permit  in  a  business  use,  C  area  district,  the  extension  to 
existing  building  for  additional  garage  for  five  (5)  trucks, 
using  more  than  the  permitted  area;  premises  1110  Utica 
avenue  and  4913-4923  Canarsie  avenue,  northwest  corner 
(Block  4760,  Lots  15-16),  Borough  of  Brooklyn. 

1076- 46-BZ — Application,  December  22,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  B  &  E  Service  Station  Inc.,  owner,  to 
permit  in  a  business  use  district,  the  reconstruction  of  an 
extension  of  an  existing  gasoline  service  station,  auto  re¬ 
pair  shop  and  office  to  include  gasoline  service  station,  lubri¬ 
torium,  auto  laundry,  motor  vehicle  repair  shop,  office  and 
storage  room ;  premises  104-02  to  104-08  Atlantic  avenue, 


93-29  to  93-43  104th  street,  southeast  corner  and  104-01  to 
104-03  94th  avenue  (Block  9384,  Lots  1,  3  and  59),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

65-47-BZ— Application,  January  23,  1947,  under  section  7a 
of  the  zoning  resolution,  of  Sanders  and  Glazer,  applicants, 
on  behalf  of  Carmen  Pisano,  owner,  to  permit  in  a  local 
retail  use  district,  the  extension  of  existing  building  and  the 
change  of  occupancy  from  three  stores  and  eight  families 
to  funeral  chapel  and  seven  families  and  the  erection  of  a 
garage  at  rear  for  five  (5)  motor  vehicles;  premises  54-56 
Tompkins  avenue  and  712-720  Park  avenue,  southwest  cor¬ 
ner  (Block  1739,  Lots  38  and  39),  Borough  of  Brooklyn. 

412-47-BZ— Application,  April  22,  1947,  under  sections  7f 
and  7i  of  the  zoning  resolution,  of  Sixth  Avenue  and  44th 
Street  Corp.,  applicant  and  owner  (Hippodrome  Parking 
Space,  Inc.,  lessee),  to  permit  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  garage 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  gasoline  service  station,  motor  accessories  and  as 
a  motor  vehicle  repair  shop  with  stores  fronting  on  the 
Avenue  of  the  Americas;  1120-1136  Avenue  of  I  he  Amer¬ 
icas  (6th  avenue),  east  side,  from  West  43rd  to  West  44th 
streets,  and  51-71  West  43rd  street  (Block  1259,  Lot  1), 
Borough  of  Manhattari.  B, 

458-47-BZ— Application,  May  12.  1947,  under  section  7h  of 
the  zoning  resolution,  of  A.  H.  Salkowitz,  applicant,  on 
behalf  of  S.  &  J.  Construction  Corp.,  owner,  to  permit  in  a 
residence  use  district,  the  parking  of  more  than  five  (5)  ' 
motor  vehicles  in  conjunction  with,  and  for  use  of  shoppers 
and  patrons  of  adjoining  stores;  no  fees  to  be  charged; 
premises  141-24  Jewel  avenue,  south  side,  100  ft.  west  of 
Main  street  (Block  6616,  Lot  34),  Kew  Gardens,  Borough  of  i 
Queens. 

461-47-BZ— Application.  May  13,  1947,  under  sections  7c,  21 
and  7A  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Morris  Davis  and  Harry  Davis,  owners 
(U.  S.  Post  Office,  lessee),  to  permit  in  a  residence  and  j 
business  use,  C  area  district,  the  erection  of  a  building  for 
business  use,  using  more  than  the  permitted  area  and  with  a 
sign  beyond  the  permitted  distance  from  the  intersection; 
premises  1714-1726  West  6th  street  and  305  Kings  Highway, 
northwest  corner  (Block  6650,  Lot  11),  Borough  of  Brook¬ 
lyn. 

502-47-A — 36-06  43rd  avenue  (formerly  74  Foster  avenue), 
southeast  corner  of  36th  (Buckley)  street  (Block  221,  Lot 
24),  Long  Island  City,  Borough  of  Queens. 

813-45-SA — The  Salvajor  (dishwasher). 

27 1-46-SM — Smithway  Welding  Electrodes — SW-10,  SYY- 
11,  SW-14,  SW-15  and  SW-75,  5/32"  and  3/16"  diameters. 

752-46-SM— Ellicote  Flameproofing  Process  (for  artificial 
leather). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  24,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  24,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

283-47-A— 295  10th  avenue  and  501-503  West  27th  street, 
northwest  corner  (Block  699,  Lot  30),  Borough  of  Man¬ 
hattan. 

338-47-A— 67-71  West  38th  street  and  1020-1022  Avenue 
of  The  Americas  (6th  avenue),  northeast  corner  (Block 
840,  Lot  1),  Borough  of  Manhattan.  ' 

492-47-A— 103  5th  avenue,  east  side,  66  ft.  south  of  East 
18th  street  (Block  8-16.  Lot  4),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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JULY  1,  1947,  10  A.  M. 


T ues day  ^nwmin^  Ju/y  l>>\  1947  ^  1°0  J  .ipU?lic-  hpring 

ms.  Municipal  fcudi&  MaZ.am  o'„°  .h^Lin^a"’ 
SrAtSTb'0  *'7'  ™  a  residence 

Board  and  having  etimili  feS  «  ^ 
f  ^,T0r,  .Vfrra'“s  M-08- Perry  avenue,  south  side  47  71 

2716'  *>"  "f i™ 


Sf5S3“£'S,SlS;ii:: 

w!t,nZ~Al>Plica,tion’  March  18>  1947,  under  section 
(Block  245 XUrf,  Ir^ToTZ^0^  “ ™“ 

ii|pt-3SC?s£ 

rfjiSrSSS 

dan,  avenue  (Block  .856,  Lots  57  and 


^-r-B?TApplication.  April  26>  1946,  under  sections  7c 

applicants,  on^Slf  IfToconyTacuun^Od  Co^  IPr°skauer> 
-openui,  in  a  residence  andbl,  siSTsc^isSA  rlcon’ 

tion  to"  inclndeXtfnhSIOtn  ?f  existing  gasoline  service  sta- 
on,  to  include  lubritorium,  auto  laundry,  minor  renairs 

'Se a“™e  and fe'j?  '<5-01  to  165-00  Hill- 

'Block  9837  T  nt  im'  t°  ‘  strcet>  northeast  corner 

cKtock  7837,  Lot  10),  Jamaica,  Borough  of  Queens. 

7^46^165-01  tC*  ^5'09  Hillside  avenue  and  87-45  to 
7  53.  1 6ath  street,  northeast  corner  (Block  9837  Tot  103 
amatca,  Borough  of  Queens  (under  sict  OT  35  Genera  n.v 
-aw  re  bed  of  mapped  street-165th  street)  ty 

47-46-BZ— Application,  December  4,  1946,  under  section 

'■« 

wners,  to  permit  in  a  residence  use  district  the  chano-P  nf 
cupancy  from  a  one  family  dwelling  to  a  funeral  rarlor 
J  “  a”  y,  dwelling ;  and  the  erection  of  a  two  (2)' 

~-ss  ;  premises  1 72S  Beach^dth^treet, 'east  sMe^MTff  south 

v.y' B^Bo^gh bo°fUKs(B'OC,<  6'9'  ^ 2S)^- 
f8-46-A— 172  Beach  84th  street,  east  side,  250  ft  south 
.vay  Re™“yBo,?uth^f  Q;re;d„s(Bl0Ck  6")’  Ut  28)-'  R"rk' 
3-46-BZ— Application,  December  10,  1946  under  ser 

f’>  florjsf  q(n  ‘  ,  °n-iCC’  anc  '  ,e  change  of  occupancy  of 
s  lS  t  rJiSV0  gasoline  service  station;  prem- 
Bnd  ^frit  °?in'35  AtIant,c  aveniie  and  93-06  to  93-16 

n™ a *s 

Kramerha  f  °f  1  ''y°"  Realty  Co.  »"d  Estate  of  Theodore 
Kramer  owners,  to  permit  in  a  business  use  district  the 

&*M12»a\5f  !”S  ,h“  fi™  «>  -«or  vehiclS 

ses  PU12-3048  West  8th  street,  west  side  86  ft  smith 
,SuH  avenue  (Block  7287,  par,  of  Lot  *£  Borough  of 
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parking  and  storage  of  more  than  five  (5)  motor  vehicles  on 

v9yl^f^0[hrSf^1Sser<ibIt?!0^Pre- 

20-36-BZ— Application  of  Lama  and  Proskauer  annli 
amts  on  behalf  of  Vernchester  Estates  Inc.,  owner  reopened 
October  JE  1946,  under  section  7f  of  the  zorJng  ^sSS 
o  permit  in  a  business  use  district,  the  reconstruction  and 
extension  to  existing  gasoline  service  station,  including  auto 
laundry  and  lubritorium,  for  a  period  of  ten  m  l 
premises  1481-1483  Park  avenue  and  101-103  Fast  SS 

ofMLhatSr1  COr"er  (B1°Ck  1636’  L°ts  1  2).  Borough 

230-46-BZ— Application,  March  29,  1946,  under  section  7e 

gf  f  S* 

premises  148  East  40th  street,  south  fide,  1 58  f,  wesf  of  ff.i 
avenue  (Block  .895,  Lot  60),  Borough  of  Manhattan. 

7?2^if7fAK,Plicati?"'  Apr!'  P-  1947'  under  s«=c‘!°”s  7f. 

/i  and  21  of  the  zoning  resolution,  of  Sidney  L  Strauss 

applicant,  on  behalf  of  Sam  Piazza,  owner,  to  perm  t  in  a’ 

residence  and  business  use,  A  area  district,  the  erection  and 

maintenance  of  a  garage  _  for  more  than  five  (5)  motor 

vehicles,  office,  motor  vehicle  repair  and  paint  shop  using- 

west  side"  9M f  ?™V  premis.e/  91'16  143rd’ street, 

west  side,  91-la  139th  street,  east  side,  100  ft  north  of 

BoLhueghofenQtLe=eisB'°Ck  "82'  ^  '2  *"d  27>'  J—ta! 

September  24,  1946,  under  sections  7c,  7f  and  7i  of  the^on- 
ine  resolution  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  stable  to  non-storage  garage  for  five  (5) 
motor  vehicles  and  motor  vehicle  repair  shop  first  floor  and 

See  i°00SmTer  H°r\;  premises  89  Thompson  street, ’west 
sule,  100.01  ft.  north  of  Spring  street  (Block  503,  Lot  35) 
Borough  of  Manhattan.  ’ 

1077-46-BZ— Application  of  East  Side  Omnibus  Corp 
and  Comprehensive  Omnibus  Corp.,  applicants  and  lessees’ 
on  behalf  of  Lusare  Corp.,  owner,  reopened  June  3,  1947’ 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a  resi- 
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dence  use  district,  the  proposed  change  in  occupancy  of  a 
portion  of  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  to  offices;  premises  421-433  East  100th  street,  north¬ 
west  corner  of  East  River  drive,  and  418-432  East  101st 
street,  south  side,  91  ft.  3*4  in.  -west  of  East  River  drive 
(Block  1694,  part  of  Lot  14),  Borough  of  Manhattan. 

797-46-A— 605  West  45th  street,  north  side,  100  ft.  west 
of  11th  avenue  (Block  1093,  Lot  28),  Borough  of  Manhattan. 

45-47-SM — Chex-Flame  (flameproofing  compound). 

162-47-SA — Anco  Products  Company  Oil  Burner,  Model 
D125. 

371-47-SA — Visco  Safety  Fuel  Oil  Heater. 

66-47-SM — Atlas  Cement  and  Cinder  Blocks  (load 
bearing). 

424-45-SM — Clayton  Steam  Generators  10 — 100  HP 
Models  BO  &  WO  Oil  Fired. 

767-46-SM — Ideal  Cinder  and  Cement  Blocks. 

1010-46-SM — EZ  Glaze  (glazing  compound). 

130-46-SM — Armco  Hel-Cor  Pile  Shell— for  approval  of 
shells  actually  installed  at  several  sites. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  1,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  1,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

292-47-A — 41-69  Clark  street,  92-100  Henry  street,  46-82 
Pineapple  street  and  101-121  Hicks  street,  entire  block  (Block 
231,  Lot  1),  Borough  of  Brooklyn. 

367-47-A— 800  East  12th  street  and  1122-1124  Avenue  H, 
northwest  corner  (Block  6695,  Lot  9),  Borough  of  Brooklyn. 

301-47-A — 691  Columbus  avenue,  east  side,  76  ft.  1  in. 
north  of  West  93rd  street  (Block  1207,  Lot  60^2  (160), 
Borough  of  Manhattan. 

381-47-A — 2916  White  Plains  road,  northeast  corner  of 
Arnow  avenue  (Block  4546,  Lot  7),  Borough  of  The  Bronx. 


427-47-A— 11-17  2nd  avenue  and  23  East  1st  street.^south- 
west  corner  (2nd  and  3rd  floors)  ;  (Block  456,  Lot  27),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  8,  1947,  2  P.  M. 

NOTICE  TS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  8,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

211-47-A— 100-116  Park  avenue,  west  side,  from  East 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  1275, 
Lots  27  and  43),  Borough  of  Manhattan. 

289-47-A— 100-116  Park  avenue,  west  side,  from  East 
40th  to  East  41st  streets,  and  58  East  41st  street  (Block  1275, 
Lots  27  and  43),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


JULY  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  15,  1947,  at  2  o’clock  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

319-47-A — 152-154  East  42nd  street,  south  side,  141  ft 
8  in.  west  of  3rd  avenue  (Block  1296,  Lot  43),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


JULY  22,  1947,  2  P.  M. 

NOTICE  IS  HEREBY*  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  22,  1947,  at  2  o’clock  in  Roon 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat 

ters : 

352-47- A — 2520-2526  Broadway  and  207-215  West  94th 
street,  northeast  corner  (Block  1242,  Lots  24  and  25),  Bor¬ 
ough  of  Manhattan. 

569-47-A — 196-202  Grand  Street  Extension  and  373  South 
1st  street,  southeast  corner  (2nd  floor)  ;  (Block  2399,  Lo: 
24),  Borough  of  Brooklyn. 

PIARRIS  LI.  MURDOCK,  Chairman 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  10,  1947. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  May  27,  1947, 
were  approved,  as  printed  in  Bulletin  22,  Volume  32. 


ZONING  APPLICATIONS. 

4-47-BZ 

APPLICANT— Alden  B.  MacNeil,  for  Crescent  Estates, 
Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  D  area 
district,  the  erection  of  a  business  building  (to  be 
used  for  stores)  using  more  than  the  area  permitted. 


PREMISES  AFFECTED— 101-45  Queens  boulevard,  east 
side,  86.99  ft.  north  of  67th  drive  (Block  2135,  Lot 
,  5),  Forest  Hills,  Borough  of  Queens.  • 

APPEARANCES—  .  T  , 

For  Applicant:  Alden  B.  MacNeil  and  Joseph 
Pustilnik. 

For  Opposition  :  None.  , 

For  Administration :  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1947  at  1U 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


97-47-BZ 

APPLICANT— Lama  and  Proskauer,  for  Waxman  Holding 
Corp.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
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district,  the  erection  of  a  building  as  a  public  garage 
for  more  than  five  (5)  motor  vehicles!  the  erection 

UNtin^ai?'|CnainCrl)f  a  gasoI,ne  service  station,  brake 
'  g>  a  1CC  a  '8nnient,  lubritorium,  parts  depart¬ 
ment  and  a  motor-  vehicle  repair  shop;  and  the  erec- 
t.on  of  a  budding  for  the  storage  of  lumber  and  trim 
the  manufacturing  and  assembly  of  trim  and  a 

Sumbinlyaarf  f°rtllC  SaIe  and  display  of  masonry, 
IPREMISES  AtFECTED-13-21  Neptune  avenue,  north 
?7rv?  p  V  i  eas  of  East  13th  street-  ar>d  2740- 
of BrSfel y„  ^  (E'°ck  7487’  Lot  22>’  Boro“Sh 

APPEARANCES— 

hor  Applicant:  Alfred  A.  Lama  and  Harry  Wax- 
man.  y 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks 
Emanuel  Silverman,  Robert  Conklin,  James  j\ 
Fnr  UAl  0n0van’  ^ary  ^mgoH  and  Agnes  McKarp 
For  Adm,,’, stratton  ;  samucl  L.  Becker,  Dept  of 
,rTTmT  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1947  at  10 
A  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


existing  building  (ice  storage  plant  and  sale  of  ice) 

PRFUTgpcf  “fri and  machme  shop. 

\vj5,  jU',  7'V  1  2850-8 th  avenue  and  264-272 

nkr-A  IUaI  souiheasTt  corner  and  49  Macombs 
hattan  °C  v  7 ’  part  of  Lot  Borough  of  Man- 

APPEARANCES— 

For  Applicant :  Gustave  Goldman. 

E or  Opposition  :  None. 

For  Administration :  Samuel  L.  Be?ker,  Dept  of 
.  An'TAxr  Housing  and  Buildings. 

/  Cl  ION  OF  BOARD— Laid  oyer  to  June  24,  1947  at  10 
A.  M.  for  further  consideration;  applicant  to  file 
p  aT  of  ^stmg  !ce  Plant>  for  the  purpose  of  per- 
modmfon  B°arC  t0  determi,ne  whether  the  accom- 
Z  -  Pr°P0S,ed  the  adioining  extension 
cannot  be  accommodated  within  the  building  itself. 


102-47-BZ 

APPLICANT— Robert  Gottlieb,  for  Walthaw  Corporation, 

I  SUBJECT— -Application  (decision  of  the  borough  superin- 

on?S  ni,lmder  KSeC,i0"  7i  0f  «"=  z°niug  resolution, 
to  permit  in  a  business  use  district,  the  change  in 

occupancy  from  garage  for  more  than  five  (5)  motor 
veluc  es,  to  garage  for  more  than  five  (5)  motof 

PR FATT f  vclllclc  repair  shop. 

1 36  6  ffF  H  awV 154nIr.ltervaIe  avenue,  east  side, 
136.6  ft.  south  of  East  169th  street  (Block  2706  Lot 

APPEARlteh°fTheBr0n- 

For  Applicant :  Robert  Gottlieb,  Philip  C.  Thaw  and 
J  ohn  J .  Dwyer. 

For  Opposition  :  Emanuel  Goldberg 
hor  Administration :  Samuel  L.  Becker,  Dept  of 
Jousing  and  Buildings  and  John  J.  Saunders, 
A<~'rT™T  ^Board  of  Education. 

i  C  °  A  °M  M~Laid  vi’  Cr  to  June  17 ’  1947  ^  10 

byaCo^itfoJrBcaT0"'  “d  f°r  ta5p“tio" 


390-47-BZ 

APPLICANTT-  Charles  M.  Spindler,  for  George  C.  Apostle, 

SUBJECT— Application  (decision  of  the  borough  superin- 
tendent)  under  sections  7b,  7c  and  21  of  the  zoning’ 
resolution,  to  permit  in  a  residence  and  business  use^ 
D  and  E  area  district,  the  erection  of  a  business 

froln'fte  buildSg)iineWith0,,t  ^  Setback 

PREMISES  AFFECTED-83-34  to  83-46  Woodhaven 
loulevard,  west  side,  68.83  ft.  south  of  Myrtle  ave- 
mie,  89-02  to  89-04  Myrtle  avenue  and  82-45  to  82- 
71  89th  street  (Block  3866,  Lot  160),  Glendale 
Borough  of  Queens.  e’ 

APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

'°rHnrOSlt!nn:,  Harold  Klorfein,  Dept,  of  Parks 
WiHiam  Deiker,  Mrs.  J.  Lomax,  Mrs.  G.  Moran 
and  Mrs.  N.  Niebecker 

For  Administration :  Samuel  L.  Becker,  Dept  of 
.  Housing  and  Buildings. 

TI°‘\  °Af  B°A.RD— Laid  over  to  June  17,  1947  at  10 
A  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


252-47-BZ 

(APPLICANT— Max  Wechsler,  for  23rd  Street  Associates, 

[SUBJECT— Application  (decision  of  the  borough  superin- 

to  tl)i,Under  SeC,J0"  7b  o!  t,K  zoningS resolution, 
to  Jiermit  in  a  residence  and  retail  use  district  the 

tari  ff  /"n°?TPanCy  fr°n\  hote1’  stores  and  a«di- 
orfmtc^tc  a  stores  and  theatre. 

side  100  |E  West  23rd  street,  south 

s  de,  100  tt  west  of  7th  avenue  (Block  772,  Lot  56) 

\  ddi?  a  ihr?ugh  01  Manhattan.  ’  '  ’ 

APPEARANCES— 

F°r  Burgh Cam :  MaX  Wechsler  and  George  M. 

For  Opposition :  Orselo  Mozzolo  and  M.  Rodeman 
For  Administration :  Samuel  L.  Becker,  Dept  of 

rTTnxT  Housing  and  Buildings. 

1  \  °M  ?°^RD— .Laid  °ver  to  June  17,  1947  at  10 
A.  M.  for  inspection  by  Committee  of  Board 


U-47-BZ 

PPLI<ownor  Gustave  Goldman,  for  Colonial  Ice  Co, 

|UBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoningg resolution 
°  permit  in  a  retail  use  district,  the  extension  of 


393-47-BZ 

APPLICANT— Stanley  H.  Klein,  for  Flushing  Units,  Inc, 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution 
to  permit  m  a  residence  use,  D  area  district,  the  erec¬ 
tion  of  more  than  one  building  on  a  lot,  and  to 
permit  the  parking  of  twelve  (12)  motor  vehicles 
nDr»Tof?.r.tenantsof  the  buildings. 

REMISES  AFFECTED  149-47  to  149-65  22nd  avenue 

T  nrt  77?dFi  ^  -fL  Test  of  150th  street  (Block  4 672,’ 

appearances-  &  0l,sh  of  Queens' 

For  Applicant:  Stanley  H.  Klein,  Joseph  Young 
and  Arthur  Young.  ° 

For  Opposition  :  AuguSta  E.  Tysen,  Charles  N.  Noll 
ana  Dorothy  Noll. 

For  Administration :  Samuel  L.  Becker,  Dept  of 
.  Housing  and  Buildings. 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative!  ^  Kkmert  and  DeP»ty  Chief  Guinee  4 


655-24-BZ 

AFPLICoZ“  1  RoSS’  for  Jalda  Ho,din«  Corp.. 

SUBJECT— Application  reopened  March  26.  1946— Applica- 
tion  (decision  of  the  borough  superintendent)  under 
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section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  and  business  use  district,  the  change  in 
occupancy  from  theatre  (previously  granted  by  the 
Board)  to  store  and  bowling  alleys. 

PREMISES  AEFECTED— 3837  White  Plains  avenue,  west 
side,  74.21  ft.  south  of  East  221st  street  (Block  4655, 
part  of  Lot  40),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Frank  J.  Ross,  Henry  P.  Imbres 
and  Vito  A.  Cardo. 

For  Opposition:  W.  A.  Cannon,  Ida  V.  Cannon, 
Katherine  Wittstadt,  Louise  Trumpler,  Mary 
A.  Boehm,  Samuel  Rosner  and  William  Tresler. 
For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . •••••••• . 0 

Negative :  Chairman  Murdock,  f  ommissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (655-24-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit  in  a  residence  district  the  alteration  and  extension  of 
a  theatre  building,  affecting  premises  3837  White  Plains  road, 
west  side,  75.21  ft.  south  of  East  221st  street  (Block  4655, 
part  of  lot  40),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  September  16,  1924,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  the  change  in  occupancy  from  theatre  to 
store  and  bowling  alleys ;  and 

Whereas,  this  application  was  reopened,  by  vote  of  the 
Board  on  March  26,  1946,  subject  to  usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  10,  1947,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  White  Plains  road  is  in  a  business  use,  C 
area  and  Class  1)4  height  district;  and  East  221st  street  is 
in  residence  and  business  use,  C  area  and  Class  1)4  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  25,  1946,  re  amendment  to  Alt.  Applic.  702-46, 
reads : 

“2.  Proposed  change  of  occupancy  from  motion  pic¬ 
ture  theatre  to  store  and  bowling  alleys  within  a  resi¬ 
dence  district,  is  contrary  to  Board  of  Standards  and 
Appeals  resolution  No.  655-24-BZ  granted  September 
16,  1924.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  39  ft.  4  in.  frontage  by  180  ft.  in  depth,  on  which  is 
located  a  building  presently  vacant,  formerly  used  as  a 
theatre,  39  ft.  4  in.  front  by  180  ft.  in  depth,  two  stories,  25  ft. 
in  height,  of  Class  3  construction;  that  it  is  proposed  to 
install  twelve  bowling  alleys  and  a  store;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7c  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


296-32-BZ 

APPLICANT — Samuel  Weiss,  for  Kings  Bay  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  reopened  February  25,  1947— Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7f  and  7i  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  denied  by  the  Board)  ;  auto  laundry, 
motor  vehicle  repair  shop,  office  and  sales,  for  a 
term  of  ten  (10)  years. 


PREMISES  AFFECTED— 115-123  Kings  highway  and  j 
1626-1640  Stillwell  avenue,  northwest  corner  (Block 
6253.  Lot  21),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  C.  Frank  Ortloff. 

For  Opposition :  Leo  E.  Panzirer. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (296-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  residence  and  business  districts  the 
erection  and  maintenance  of  a  gasoline  service  station, 
affecting  premises  115-123  Kings  highway  and  J626  to  1640 
Stillwell  avenue,  northwest  corner  (Block  6253,  Lot  21), 
Borough  of  Brooklyn,  was  denied  by  the  Board  on  April 
16,  1935  ;  and  ...... 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  sections  7f  and  7i  of  the 
zoning  resolution,  to  permit  the  erection  and  maintenance 
of  a  gasoline  service  station,  auto  laundry,  motor  vehicle 
repair  shop,  office  and  sales;  and  i 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  February  27,  1947,  subject  to  usual  procedure; 

and  _  ...  i 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  13,  1947,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  June  10,  1947,  for  inspection  by 
a  committee  of  the  Board  and  decision  without  further  , 
argument ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Kings  highway  is  in  a  business  use,  D  area  , 
and  class  1  height  district ;  Stillwell  avenue  is  in  residence 
and  business  use,  D  area  and  class  1  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  16,  1947,  on  N.B.  Applic.  2487-46  reads: 

“1.  Proposed  Gasoline  Service  Station,  auto  laundry, 
minor  repairs,  office  and  sales,  located  on  a  lot  within 
a  business  and  residential  district  is  contrary  to  Art.  2, 
Sec.  4a,  46  &  29  &  also  Art.  2,  Sect.  3  of  the  Zoning 
Resolutions.” 

and  , 

Whereas,  the  applicant  states  that  the  premises  consist 

of  a  plot,  108  ft.  4H  in.  frontage  by  136  ft.  1  in.  in  depth, 
irregular,  presently  vacant;  that  it  is  proposed  to  erect,  a  1 
building  80  ft.  front  by  30  ft.  in  depth,  one  story,  13  ft.  6  in. 
in  height,  of  class  3  construction,  to  be  used  as  an  office, 
salesroom,  auto  laundry,  lubritorium  and  motor  vehicle 

repair  shop;  and  .  .'  ,  , 

Whereas,  the  applicant  contends  that  in  view  of  the  tact 
that  over  12  years  have  expired  since  the  previous  action 
of  the  Board,  and  every  effort  has  been  made  to  dispose  ot 
the  property  for  a  conforming  use,  and  inasmuch  as  there  is 
an  existing  gasoline  station  on  the  site  to  the  west,  and  a  I 
of  the  remaining  three  corners  are  presently  unproved  with 
gasoline  stations,  it  is  respectfully  requested  that  this  appli¬ 
cation  be  granted  for  a  period  of  ten  years  tinder  section  n 

of  the  zoning  resolution;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and  . 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7f  or  7i  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  apphcatmn  be  a 
it  hereby  is  denied. 


16-38-BZ 

APPLICANT— Henry  George  Greene,  for  LeRoy  Develop¬ 
ment  Corp.,  owner. 
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sOBJKCT_AppIi^uio„  reopened  April  8,  1947-Application 

section  71,  nf  ti  borough  superintendent)  under 
.ection  7h  ot  the  zoning  resolution,  to  permit  in  a 

I  more  thCan  SSC  fetnCt’  the  Parking ’and  storage  of 

*  C5)  motor  vehicles  (previously  denied 

rREMIs£s,AFFEC)TED 

side  inn  ff  1  *  r  o 'j  East  35th  street,  south 
384^100Rft‘  Wl  ?f^nd  avenue  (Block  915,  Lots 

appearances^  °  Manhatlan- 

F°r  BerleyCant  *  Henry  George  Creene  and  Max 
For  Opposition :  None. 

For  Administration  .-  Samuel  L.'  Becker,  Dep’t  of 
Housing  and  Buildings. 

the' VOTE— BOARD~Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative"-  ^  K  emert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (16-38-BZ) 

W  hereas,  this  application  under  section  21  of  the  zoning 

mrv  ueSdt0dPermit, 111  a  re^idcncc  Use  district,  for  a  temp" 
£nrP  v?’l  parking  and  storage  of  more  than  five  (5) 

south  s Ss  /!  Ctl"g  Pr^nuses  240-246  East  35th  street, 

IS  nd  41  ^  n°  '  ues  Second  avenue  (Block  915,  Lots 

on  jffiy  tl'47and  Manhattan>  was  d“ied  ^  Board 

I  Whereas,  Henry  George  Greene  for  LeRoy  Development 
Corporation,  owner,  requested  reopening  of  this  application 
and  consideration  under  section  7 h  of  the  zoning  resolution 
m  permit  in  a  residence  use  district  the  parking  and  storage 

ffie "Board  la"f  VC  ni°t0r  veh!cles  (Previously  denied  by 
94A°n-rd  J-0,1  a  temPorary  period,  affecting  premises  238 

(BtodcMS  J0b  ft-  west  of  2nd  avenue 

and  9  ’  L  38  t0  42,  inclusive)>  Borough  of  Manhattan; 

\nn1  8EKi'q47  Was  rtcoPeileG  by  vote  of  the  Board  on 

pin  8,  194/,  subject  to  usual  procedure;  and 

W  hereas  a  public  hearing  was  held  on  this  application  by 

\ DvBlTl947  hffda/ds  and  Appeals-  at  its  regular  meeting, 

!  ,,  i*  ]  .  :  194/’  alt,er  due  notice  by  publication  in  the  Bulletin 

Ifllie  Bn°aVrdr  t0|Jl,ine-  10’  1947  for  inspection  by  a  Committee 
\  Hr!>!  dtr  ide)C-Sfn  without  further  argument;  and 
u  HERE  AS,  tlie  district  maps  accompanying  the  zoning  reso- 

f  La?*  S  nS  fA'  V"  resld“«  a"d  Ss 

1  ea  and  Class  1  y2  height  districts;  2nd  avenue  is  in 
fessuse  G  area  and  Class  l/2  height  district;  and' 
Whereas,  the  decision  of  the  borough  sunerintendpnf- 
td  No.-.fca-  26  1946,  re  A!,.  ApplfcTl77X,S. 

1  ropos“  ,lse  cor  Occupancy  of  above  premises  for 
Sr"*'*  ?J  1Sore  J1™  <5)  motor  vehicles 

lid  S  C3ntrary  to  Art-  ^ec-  2  Zoning  Resolution.” 

Dot?nnAfVthft  ai;1,licant  sntatf  that  the  premises  consist  of 
plot  100  tt.  irontage  by  99  ft.  in  depth,  presentlv  vacant- 
;at  it  is  proposed  to  use  the  plot  for  the  parking  and  storage 

■  Wher,  i ia"ipfiVe  mrt0r  Vehides  for  a  term  o*f  years  ;  and 
Whereas,  the  app  icant  contends  that  the  owner  content- 

«  lil-Ied'S/co21  v,rtn,Cnt  hr?  as  s‘»"  priorities  have 
.Seed  wItE  f-l  COndl!lonl  make  it  economically  feasible  to 

luest  d  n,  nep  th°rk’  that  in-the  meantime  permission  is 
quested  to  use  the  property  tor  parking  and  storage  ot 

Wherfa  hvfcmotor  v.ehlcles  for  a  limited  term ;  and  & 
whereas,  the  premises  and  surrounding  area  were  in- 
ected  by  a  committee  of  the  Board ;  and  * 

wh£hEAtS’  thC  Boardrdccnied  that  this  was  a  proper  case 
1  V  ef/ucise  d|scretion  to  grant  under  section  7 

-Jdnision  h,  ot  the  zoning  resolution. 

-ehv  Vedb  that  the  Board  of  Standards  and  Appeals  does 

mlal/ri  efa,Z'W"°n  ,n  t  aPPlicati°"  °d  (he  use  disfriS 
and  ?  1  P  f  i  e-ZOmng  r5so]«tion,  and  that  the  application 
‘mf/J  <t?  ,S  0ra!lted  Unde\  stctio11  7h  thereof  for  a 
'  J2)  yea.rs’  to  l*rmit  the  Premises  to  be  occupied 

|  the  parking  and  storage  of  more  than  five  (5)  motor 


stanti'ffiv^m'0^^^”  tihat  d>e  premises  shall  be  leveled  sub- 

sur face  I  with  q  grade  °f  East  35tl,  street  and  shall  be 
f  .  .  clean  giavel,  steam  cinders  or  other  suitable 

\\]d  rf  an<^  trcate(l  with  a  binder  and  properly  rolled  and 

S  d  siS  717"'°', “,C  “f'«*  dramage  Jthat'on  the  interior 
and  street  building  lines  there  shall  be  erected  a  substantial 

eSSSSS  If?  *S  2 

win-,  u,-c  .  y\°  L'ast  d5th  street  as  shown  on  plans  filed 

not  over  1  p0  lcaJion  marked  “Received  December  4,  1946” 

where  waiic  f  w:dtb ;  that  such  fence  may  be  omitted 
where  walls  of  adjoining  buildings  are  on  the  lot  line  -  that 
mipu s  shnU  be  constructed  to  protect  such  walls  and  fence- 
that  during  the  term  of  this  variance  the  premises  shah  he 
occupied  for  no  other  use  and  no  building  shall  be  erected 
ereon  except  that  there  may  be  erected  near  the  entrance  a 
building  not  over  100  sq.  ft.  in  area  and  not  over  one  storv  in 

slicker  Wforihcay4e  D'T'  >°  “"'7  as  an  office  L," 

appliances  shS 

encfnSfffife6?'  ^  liierc  may  be  a  sign  attached  to  the 
tence  neai  the  entrance  advertising  the  parking  and  sfnno-P 

use  and  the  rates  charged  provided  such  sign  does  not  exceed 

-  sq.-  it.  in  area  and  does  not  extend  beyond  the  buildino-  i;np 
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585-41-BZ 

AppLICANT— John  J.  Brennan,  lessee,  for  Marion  Con- 

limitation)— Application  (decision  of  the  borough 
supermtendent)  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district  for  a 
erm  oi  two  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

I  LEMISES  AFFECTED— 109-02  to  109-12  Rockawav 
Beach  boulevard  and  201-209  Beach  109th  street 
northwest  corner  (Block  653,  Lot  12)  Rockawav 
Beach,  Borough  of  Queens  ^ 

APPEARANCES— 

Foi  Applicant:  John  J.  Brennan. 

Por  Opposition  :  None. 

For  Administration :  Samuel  L.  Becker  Dept  of 
Housing  and  Buildings. 

THMmT°/TBn0ARD~Terni  °f  variance  extended. 

1HE  VOTE  10  EXTEND  TERM  OF  VARI4NCE- 

A ffirmative :  Chairman  Murdock,  Commissioners 
Negatived  d.  Klemert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (585-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zonino- 
litl0nwt°  permit  the  seasonal  transient  parking  of  more 
than  five  (o)  motor  vehicles,  for  a  term  of  two  years  affect 

p  Ft?  te 

Boroug],  0f  Queens  „as  gramed  by  (  A  Botd  "ay,ut J; 

1941,  on  certain  conditions  ;  and  J  y  L/’ 

Whereas  the  applicant  requested  reopening  of  this  annli- 
c<ition  and  the  extension  of  the  term  of  variance  wffief^had 
expired  by  time  limitation  ;  and  d 

on^Mffv^n’  ml  CaSj  was/eopened  by  vote  of  the  Board 
A.  .\1.?uk?’  947’  and  SCt  f°r  heanng  June  iO,  1947  at  10 

dated^ IADHl’lfithl04d7eCiSi°ArV-Of  Athe ,.borough  superintendent 
dated  April  16,  1947,  re  Misc.  Apphc.  2582-47,  reads: 
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“1.  The  storage  or  parking  of  motor  vehicles  in  a 
residence  district  is  contrary  to  Art.  II,  Sec.  3,  of  the 
zoning  resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years,  to  permit  the  seasonal  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  on  the  plot  as 
proposed  and  as  indicated  on  plans  filed  with  this  application 
marked  ‘‘Received  June  25,  1941”,  and  as  passed  upon  by  the 
borough  superintendent  under  Misc.  Applic.  2582-47,  on  con¬ 
dition  that  only  motor  vehicles  of  the  pleasure  car  type  shall 
be  so  stored  or  parked ;  that  no  cars  shall  be  parked  or  stored 
that  are  incapable  of  operation;  that  during  the  term  of  the 
variance,  the  premises  shall  be  occupied  for  no  other  use  than 
as  herein  permitted  and  no  building  shall  be  erected  on  the 
plot  except  that  there  may  be  erected  a  building  not  over  100 
sq.  ft.  in  area  and  not  over  one  story  in  height  which  may  be 
of  frame  for  use  only  as  an  office  and  shelter  for  the  at¬ 
tendant;  that  no  signs  shall  be  erected  on  the  premises  except 
that  there  may  be  one  sign  not  over  15  sq.  ft.  in  area,  attached 
to  the  fence  advertising  the  parking  and  storage  use  and  the 
rates  charged  provided  such  sign  does  not  extend  beyond 
the  building  line  and  is  not  illuminated ;  that  entrances  shall 
be  limited  to  one  to  Beach  109th  street  and  one  to  St.  Marks 
avenue,  each  not  over  12  ft.  in  width ;  that  on  the  building 
line  there  shall  be  erected  a  substantial  woven  wire  fence 
of  the  chain  link  type  not  less  than  6  ft.  in  height;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


420-46-BZ 

APPLICANT — Seelig  and  Finkelstein,  for  Solomon  Flom- 
berg,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  change  in  occupancy  from  stable  and  dwellings 
to  manufacturing,  show-rooms,  offices  and  dwellings. 
PREMISES  AFFECTED— 185-187  Wilson  street,  north 
side,  85  ft.  7  in.  east  of  Lee  avenue  (Block  2178, 
Lots  54  and  55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  Finkelstein. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (420-46-BZ) 

Whereas,  Seelig  and  Finkelstein  for  Solomon  Flomberg, 
/  owner,  filed  June  11,  1946,  an  application  under  section  7c 
of  the  zoning  resolution,  to  permit  in  residence  and  business 
use  districts,  the  change  in  occupancy  from  stable  and  dwell¬ 
ings  to  manufacturing,  showrooms,  offices  and  dwellings, 
affecting  premises  185-187  Wilson  street,  north  side,  85  ft. 
7  in.  east  of  Lee  avenue  (Block  2178,  Lots  54  and  55),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  13,  1947,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  June  10,  1947,  for  inspection  by 


a  committee  of  the  Board  and  decision  without  further  argu¬ 
ment;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Wilson  street  is  in  residence  and  business 
use,  B  area  and  Class  \l/2  height  districts;  Lee  avenue  is  in 
a  business  use,  B  area  and  Class  \l/i  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  6,  1947,  re  Alt.  Applic.  786-46,  reads : 

“1.  Changing  occupancy  from  stable  and  manufac¬ 
turing  of  fine  wood  cabinet  shop  and  show  rooms  and 
offices,  located  in  partly  business  and  partly  residence 
zones  is  contrary  to  Art.  II,  Section  3,  and  Section  4, 
Par.  31  of  zone  resolution.” 

and  .  ■ 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  42  ft.  11  in.  frontage  by  125  ft.  in  depth,  irregular, 
on  which  is  located  a  building  21  ft.  5  in.  front  by  121  ft. 
in  depth,  irregular,  3  stories  and  basement  and  one  story  and 
basement,  20  and  34  ft.  in  height,  of  Class  3  construction, 
formerly  used  as  a  stable  and  apartments ;  that  an  alteration 
was  approved  for  a  garage  but  nothing  was  done  and  it 
remains  substantially  as  it  was  originally  used;  that  it  is 
proposed  to  extend  the  rear  partial  fifst  story  to  the  front 
and  to  occupy  the  basement  and  the  first  story  for  the  manu¬ 
facturing  of  wood  cabinets;  that  the  basement  to  be  used 
as  the  shop,  the  1st  floor  for  showroom,  offices  and  stock; 
that  the  upper  two  stories  will  remain  as  apartments,  one 
family  £ach  floor;  that  the  vacant  lot  adjoining  is  owned 
by  the  owner  of  existing  buildings  and  is  to  be  used  for 
exit  purposes;  and 

Whereas,  the  applicant  contends  that  due  to  the  shape  and 
construction  of  the  buliding,  with  its  available,  usable  area 
in  the  rear,  it  is  impractical  to  convert  same  for  residential 
purposes;  that  although  partly  in  a  business  zone  there  is 
no  need  for  additional  store  space  in  this  neighborhood , 
that  the  only  practical  use  that  this  building  lends  itself  to 
is  one  which  is  of  a  non-conforming  use;  that  this  change 
in  occupancy  which  is  proposed  for  manufacturing  fine  wood 
cabinets,  actually  means  that  the  lower  basement  floor  will 
be  used  for  manufacturing  purposes  and  the  1st  floor  for 
the  business  portion  of  this  establishment ;  that  the  proposed 
occupancy  is  more  desirable  than  the  former  stable  and  it 
will  in  no  way  be  detrimental  to  the  character  of  the  sur¬ 
rounding  area;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and  _ 

Whereas,  the  Board  deemed  that  there  was  no  justifica- 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7c  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


673-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Bryant  Real 
Estate  Co.,  Inc.,  owner  (Sterman  Brothers,  lessees). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
reconstruction,  extension  and .  enlargement  of  an 
existing  gasoline  service  station,  to  include  office, 
auto  laundry,  lubritorium  and  motor  vehicle  repair 

PREMISES' AFFECTED-143-17  to  143-19  Hillside  avenue 
and  87-56  to  87-64  144th  street,  northwest  corner 
(Block  9701,  Lot  31),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama.  y 
For  Opposition  :  None.  f 

For  Administration:  Samuel  L.  Becker,  Dept  oi 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  ,  ,  „  .  .  „ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative: . 
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■  THE  RESOLUTION  (673-46-BZ) 

■r^  TIt:REAS’  Lan/1o  and  Proskauer  for  Bryant  Real  Estate 
Lo  Inc.,  owner  (Sterman  Bros.,  lessees)  filed  September  4 

Iresol u^ioi^P  t!>C  nermit'n'dCr  T™  7c  and  7i  of  tl  zonffig 

re.  o  u.ion,  to  permit  in  a  business  use  district  the  recon- 

service° station "10°”  enIarg£ment  of  an  existing  gasoline 

se  \ice  Station  to. include  an  office,  auto  laundry  lubritorium 

rn  m°uln'enck  rc|,air  sl,°"  preffi  iffi"  to 

,143-19  Hillside  avenue,  and  87-50  to  87-04  144th  s  reel 

SoE/Sr  (B,0Ck  970'’  *>'  Jamaica,  Bofoulh’ 

the VBHoar^ofa^biiC  faring  was  held  on  this  application  by 
Tune  10  947  Sfandards  and  APpcals,  at  its  regular  meeting, 

and  947’  ftCr  dUC  n°tlCe  by  Publication  in  the  Bulletin; 

lutffin  show’  ,tfedHtnC-VnapS  accompanying  the  zoning  reso¬ 
lution  snow  that  Hillside  avenue  and  144th  street  are  in  a 

WhfUa?  0  ar,T  an!!  Clas?  VA  •****»  district;  and 

da  led  Si  f  ,fe,S,onM°t  ‘l’0  ,bOT°ugh  superintendent, 
aated  August  21,  19-46  on  N.B.  Apphc.  4887-46  reads: 

‘  c  ie  c*tension  and  enlargement  and  reconstruc- 

i  \  !oseetioangOof,hcZo“eLa„“  ^  ^  is 

station1  °f  a"  existing  gasoline  service 

service  S  i  ’  office  and  3  car  garage  to  gasoline 
.e  vice  station,  laundry,  office  and  lubritorium  and  auto 
|  ^  repair  shop  ,s  contrary  to  Sec.  4  of  the  Zone  Law  ” 

ofV«X*Sl  m  f?ppflicaat  *e  premises  consist 

01  a  plot,  31. /0  ft.  frontage  by  100  ft.  in  depth  on  which 

tLn°Candd27ftbrffi  47  of  masonry  construc- 

steel  lift  anr/nnl  by  34°  f  •  3  in-  of  metal  construction,  one 
steel  lot  and  one  concrete  pit  uncovered;  that  it  is  proposed 

to  demolish  all  structures  on  the  premises  and  construct  a 

modern  building,  50  tt.  front  by  27  ft  in  depth  rSnbr 

at  the  northerly  end  of  the  site,  to  be  used  as  office  safes  of 

“SgT'and10  'aU"dry’  Iubritoriura  a"d  minor  aut^oMe 

Whereas  lire  applicant  contends  that  according  to  the 

,f„CO-oSl  °,'i  "’e  Uepar|m«nt  of  Housing  and  Buildings  Altera 
tion  591-21  approved  April  8.  1921  calls  for  a  gasolfnt  Ve„S 

April  VIsIlTalls11!!,/1'  ty  100  ft"  N  B  1999:21  aPProved 
rn  to  1941  calls  for  accessory  store;  Alteration  11851 

approved  August  14,  1923  calls  for  a  building  27  ft  4  i  ,  h 

*  l°t  517  ft.  by  100  ft,  and  calls  foLuto  iatiSr^ 

hat  die  immediate  area  has  many  non-conforming  uses  ■  on 

is  Vn°p  h'e?  COrner  of  Hillside  avenue  and  144th  street  there 

Sn-P  Q7r»mg  gas  ,statlon  built  under  N.B.  1627-24; ’lot  1 
DloA  9/02  is  a  used  car  lot  -  block  970?  inf  «  in  j  ’ 

i0.  and  block  9698.  lots  17  and  19  is a u'sed ^car  Tot"  “hat  Se 
premises  are  presently  improved  with  a  gasoline  service  sta 
lion  covering  the  entire  area ;  that  the  masonry  ructure' 

3  ft.  by  47  ft.  houses  an  office  and  store  for  the  sale  of 

by  30  ft  onTsred  ri'fft  fl  'here  iS  °ne  ",e,al  SaraSe  20  ft- 

/  *;  one  steel  uft  and  one  concrete  pit  and  these  are  in 

-he  open,  uncovered;  that  in  view  of  the  fact  that  this  is  an 

mrfrr>ng  of  3nd  tIlat,the  ProP°se<i  new  building  will  greatly 
mprove  the  site  and  will  be  beneficial  to  the  entirf area 

thlS  aPPlidatr  be  granted  ;  and 
k  ’  he  Premises  and  surrounding  area  were  in- 

pected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
n  which  to  exercise  discretion  to  grant  under  section 7  suh 
luasio"s  e  and  i,  of  the  zoning  resolution.  ’  SUb' 

that  tbe  -Board  of  Standards  and  Appeals  does 
err  \  y.make  a.  variation  in  the  application  of  the  use  district 
egulations  of  the  zoning  resolution,  and  that  the  application 
!  and  it  hereby  is  granted  under  sections  7c  and  7i  -herenf 
3  permit  the  existing  gasoline  station  to  be  reconstructed  and' 

Iaya29gei947»nfi1ratedtl0nfrevised  plan?  marked  “Received 
niM'n  ’  i  ’  r<>e  ,sbeets>  011  condition  that  all  existing 

ie  premises^  sffidl  h* ‘  be  remo}'ed  from  the  Premises ;  that 

i^dTrevised  lans  aS  Pr°P°sed  and  indicated 

s  <cn  revised  plans;  that  curb  cuts  shall  be  restrict^  nc 

lovvn  on  144th  street  and  Hillside  avenue;  that  the  sidewalks 

•all  be  repaired  and  curbs  restored  to  the  satisfaction  of  the 


cBa°e7'gtha^rfhSident;Kthat  She  pumPs  sha!1  be  located  as  indi- 
tn  ill' n  '!'  the  number  of  gasoline  tanks  shall  be  restricted 

tanks  “  °U,rhif  ,f  "°n  'a!,ks  “"I1  550  gallon 

a™  ^ 

f-T — -  .umi 

a  th  W.CSt  and  n?rthi  that  there  shall  be  erected 

line  evtendingHfor  S  ff  7  mte.rffction  withm  the  building 

in  usecticn  for  supporting  a  sign  which  may  be  illuminated 
such ^  VheArand  ?f  gaso,ine  on  sale  and  permht  „g 

Of  o  g„ver°5e:n  "d,hbae,Td  ,lle  b,,ildi,1'g  ‘me  a  distancf 

in  all  respects  Hi ,  lhe  building  shall  comply 

hat  v  h,  ?  Ore  requirements  of  the  building  code- 

^al  ^  Tck  wab  shall  be  built  as  shown  between  the  acres’ 

t0a7edbtotgundertffi  buiMiu"?  a” 

«rc-figiS„b  “ 


731-46-BZ 

ApPLICANT— Hama  and  Proskauer,  for  J.  Franklin  Per- 

SUBJECT— Application  (decision  of  the  borough  superin- 

to  permit ^ a1*  ree7°n  °f  i-he  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  of 

occupancy  from  public  garage  to  factory  for  a 

temporary  period  of  five  (5)  years. 

PREAHS^S  avenu^and  35-3^7’ 35^^3 

'  Bmough  of  Queens 371  °f  L°'  6)'  ^  ^ 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  A.  J  Perrine 

Charlesl.S-  Belden>  Joseph  Marffio 
Vera  Restaino  and  others. 

For  Administration  :  Samuel  L.  Becker  Den’t  of 
Housing  and  Buildings.  ’  P  1  * 

TH p1  VO TI<!— 8 ° A R D  ApP lication  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Negatived  ?  .  Klemert  and  DePuty  Chief  Guinee  4 

THp  RESOLUTION  (731-46-BZ) 

WH£reas,  Lama  and  Proskauer,  for  J  Franklin  Pernnp 

o?TheWd  °Ctob1er-3-  1946-  ^  application  under  section  7e 
the  zoning  resolution,  to  permit  in  a  residence  use  district 

a  .emSVLmCoPfaK  l°£SSlM 

Long  Island  City,  Borough  of  Queens  ;  and  ’  *  L  6)’ 

and  lahi  uvei-'to  AS  & 

B  a°reaSand  ciass  l?  fesidenVand  businefs  usei 

,  a  ea  a!  ,  .ass  \lA  height  districts;  29th  street  is  in  rp<d 
deuce  and  business  use,  B  area  and  Class  lfd  height  district?; 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  1.6,  1946,  re  Alt.  Applic.  1516-46,  reads : 

“1.  The  conversion  in  a  residence  use  district,  for  a 
period  of  five  years,  from  one  prohibited  use,  a  public 
garage,  to  another  prohibited  use,  a  factory,  is  contrary 
to  Art.  2,  sec.  3,  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  75.06  ft.  front  by  200  ft.  in  depth,  on  which  is  located 
a  building  75.06  ft.  front  by  200  ft.  in  depth,  one  story,  17  ft. 
in  height  of  Class  3  construction  with  C.O.  101-1916  listed  as 
garage,  150  lbs.  per  sq.  ft.  liveload;  that  the  building  is 
presently  being  used  as  a  factory;  violation  1103-46  issued, 
stating  occupancy  changed  from  garage  to  factory  without 
approval  of  Dept,  of  Housing  &  Buildings ;  under  docket  No. 
3306  Magistrate’s  Court,  L.  I.  C.  fined  occupant  $10  which 
was  paid  8/7/46  for  violation  of  Administrative  Code;  and 
Whereas,  the  applicant  contends  that  the  premises  is  im¬ 
proved  with  a  1-story  masonry  structure,  covering  the  entire 
plot,  which  was  originally  erected  as  a  public  garage  under 
N.B.  2545-1916;  that  the  owner  intends  to  use  the  premises 
for  the  assembly  of  displays,  packing,  shipping  and  storage 
of  display  materials  for  a  temporary  term  of  five  years,  if 
granted  by  the  Board,  after  which  time  the  building  is  to 
revert  to  the  original  use,  a  garage ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  two  (2)  years,  to  permit  the  first  or  top  story  to  be 
occupied  as  proposed  and  by  the  present  tenant  on  condition 
that  the  type  of  manufacturing  shall  not  be  changed  and 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto  : 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  that  the  existing  exits 
shall  be  maintained ;  that  the  existing  fireproof  doors  shall  be 
placed  in  good  workable  condition  to  the  satisfaction  of  the 
borough  superintendent;  that  the  premises  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner;  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  the 
existing  use  on  the  first  floor  on  the  29th  street  side  may  be 
continued ;  that  the  existing  garage  sign  overhanging  the 
building  line  of  30th  street  shall  be  removed ;  that  all  tanks 
and  equipment  for  the  storage  of  gasoline  shall  be  sealed  to 
the  satisfaction  of  the  fire  commissioner;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


823-46-BZ 

APPLICANT — Albert  W.  Lewis,  for  Bradbury  Building 
Corp.,  owner  (Gulf  Oil  Corp.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  and  unrestricted  use  dis¬ 
trict,  the  rebuilding  of  a  gasoline  service  station 
and  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 530-546  East  73rd  street, 
southwest  corner  of  East  River  drive  (Block  1484, 
Lot  26),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Reuben  W.  Steinberg. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  ’Chief  Guinee  4 
Negative :  .  0 


THE  RESOLUTION  (823-46-BZ) 

Whereas,  Albert  W.  Lewis  for  Bradbury  Building  Cor¬ 
poration,  owner,  Gulf  Oil  Corporation,  lessee,  filed  October 
28,  1946,  an  application  under  section  7f  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  unrestricted  use  district, 
the  rebuilding  of  gasoline  service  station  and  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  affecting 
prenrses  530  to  546  East  73rd  street,  southwest  corner  East 
River  Drive  (Block  1484,  Lot  26),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  6,  1947,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  May  27,  1947,  and  June  10,  1947, 
for  inspection  and  for  applicant  to  file  revised  plans;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  73rd  street  is  in  an  unrestricted 
use,  A  area  and  Class  2  height  district;  East  River  Drive 
is  in  residence  and  unrestricted  use,  A  area  and  Class  2 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  22,  1946,  re  N.B.  Applic.  216-46,  reads : 

“1.  Proposed  extension  of  gasoline  service  station 
and  parking  and  storage  lot  for  more  than  five  motor 
vehicles  into  a  residence  use  district  contrary  to  Sec.  3 
of  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  209  ft.  Vs  in.  frontage  by  140  ft.  in  depth,  presently 
vacant,  previously  used  as  a  gasoline  service  station;  that 
it  is  proposed  to  erect  a  building  84  ft.  6  in.  front  by  38  ft. 
2  in.  in  depth,  one  story,  13  ft.  2  in.  in  height,  of  Class  3 
construction,  to  be  used  as  a  gasoline  service  station;  and 
Whereas,  the  applicant  contends  that  the  erection  of  the 
proposed  service  station,  which  will  be  porcelain  enameled, 
face  brick  structure,  would  not  be  detrimental  to  the  ad¬ 
joining  residence  district  due  to  the  fact  that  the  residence 
district  is  facing  on  72nd  street,  which  is  approximately  30 
ft.  above  the  level  of  73rd  street  and  East  River  drive,  sup¬ 
ported  by  a  heavy  retaining  wall ;  that  the  site,  at  present, 
is  vacant,  cluttered  up  with  rubbish  and  junk,  and  presents 
a  very  objectionable  view;  that  it  had  been  previously  used 
by  a  service  station;  that  the  erection  of  the  proposed  build- 
ing  would  be  a  great  improvement,  as  the  property  would  be 
properly  kept  in  clean  condition  and  the  building  itself 
would  obstruct,  to  a  great  extent,  the  ugly  appearance  of 
the  retaining  wall  toward  the  rear  of  the  adjoining  multiple 
dwellings;  that  traffic  conditions  at  the  intersection  of  East 
73rd  street  and  East  River  drive  would  also  be  improved, 
as  the  owner  of  the  property  is  giving  up  10  ft.  of  his  prop- 
erty  for  the  widening  of  East  73rd  street;  that  taking  all 
these  points  into  consideration,  it  is  felt  that  the  proposed 
improvement  will  safeguard  the  character  of  the  district, 


nd 

Whereas,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
1  which  to  exercise  discretion  to  grant  under  section  /, 
Libdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  application  of  the  use  district 
egulations  of  the  zoning  resolution,  and.  that  the  apphea- 
on  be  and  it  herebv  is  granted  tinder  section  7f  thereof,  tor 
term  of  ten  (10)  vears,  to  permit  the  premises  to  be  con¬ 
ned  and  reconstructed  as  a  gasoline  service  station  ana 
earranged  substantiallv  as  indicated  on  revised  plan  marKea 
Received  Tune  3.  1947,”  one  sheet,  elevation  plan  marked 
Received  October  28,  1946,”  and  plot  plan  marked  Ke- 
eived  February  28,  1947,”  one  sheet  on  condition  that  aJ 
xisting  structures  and  uses  shall  be  removed  from  tne 
remises;  that  the  premises  shall  be  graded  substantial l> 
he  grade  of  East  River  Drive  and  East  73rd  street  .  that 
he  accessory  building  shall  be  located  substantially  as  shown 

nd  of  the  design  as  indicated  and  arranged  as  shown  on 

uch  revised  plan  marked  ‘Received  Tune  3,  1947, 

vails  of  existing  buildings  to  the  south  and  west  shall  o 


094 


MINUTES 


S'todiciied-^M?  properly  coped  t0  a  height  of  10  ft 
' accessory building  iifd "Ss Vou' be f°CCTed  i'y  U'c 

EfZbSSfcSi  th?r  £&££ 

greet  no.  over  20  ft"  inwS"  a'ch  a„°d  Z o  l™  E^.RivS 

parrofl^^nrbeT^^tLi  iiT’  ‘If''  ,"° 

3S'“  “  S 

nearer  man  20  it  to  the  building  line  of  the  East  R;Wr 
Dnve  service  roadway  and  not  nearer  than  ia  ft  t  o 
revised  building  line  along  73rd  street  -  tint  ti  t-  1°  tbr 

i  k  e  0t  the  accessory  bmldnfg  and  the  illumlnatert 

globes  of  the  pumps  excluding  all  temporarv  signs  ™d  all 
line  ofTpost  standald'f®  ‘he  Crcc.,ion  within  the  building 

Ulun^n^S  SS/'T r^e 

thntV1t!fd  SUCh  Slgn-  does  not  extend  beyond  the  building  line  • 
hat  the  rear  portion  of  the  building  may  be  oc  Spied  f  ; 
he  parkmg  and  st^age  of  niore  than  (5)  "£s  tlZ 
the  grade  of  such  portion  may  be  at  the  grade  of  the’adin 
cent  portion  of  East  73rd  street  and  rffi  by  a  S 
gradient  from  the  front  portion  of  the  plot-  that  the  heater 
room  shall  be  separated  from  the  balance  of  the  buildint  bv 
fireproof  construction  and  enterable  only  from  die  exterior  • 
that  no  automobile  repairing  shall  be  carried  on  on  ?he 

beCmSinehdatasSUthe  fire-fiSbting  appliances  shall 

e  maintained  as  the  fire  commissioner  shall  direct-  that  all 

(ir)mvearhfaromethptd1IIed  ft3'1  WOfk  comI)!e,ed  within  one 
,  vi )  year  trom  the  date  of  this  resolution. 


1040-46-BZ 

'APPLICANT— Lama  and  Proskauer,  from  Frank  Biscardi 
owner.  ’ 

! SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  increase  of 

I  ontat^tted.11  for  manufacturing- in 

PREMISES  AFFECTED  2465  Atlantic  avenue  and  55-65 

T  \n^d\n<Bren  avenue,  northeast  corner  (Block  1S76 
'  Tot  34),  Borough  of  Brooklyn 
\PPEARANCES— 

For  Applicant :  Alfred  A.  Lama, 
hor  Opposition:  Meyer  Kivett 
For  Administration :  Samuel  ' L.  Becker,  Dep’t  of 
I  Housing  and  Buildings. 

BOARD— Application  granted  on  condition. 
HE  VO  1  E — 

Affirmative:  Chairman  Murdock,  Commissioners 
Negatives  K  emert  and  DePllty  Chief  Guinee  4 

HE  RESOLUTION  (1040-46-BZ) 

ed  DEeemdaiT,ao"S  Proska,,lcr  Fra"k  Biscardi  owner, 
miner  7’  J946  an  application  under  section  21  of  the 

!*  *  e^°].utl0n>  to  t«rmit  in  a  business  use  district  the 
e  sc  of  floor  area  to  be  used  for  manufacturing,  in  excess 

d  5S  to^Tv  d’^- ffrfChng  prCni'SeS  2465  Atlantic  avenue, 

76  L?  341  V"  """deren  ayenue,  northeast  corner  (Block 
/O,  Lot  34),  Borough  of  Brooklyn;  and 

I  thaw’d aofPst!iCdhefing,WAaS  he,ld  °n  this  application 
r  Tune  10  Q4S7^f<S  Ap-I>ea's’  at  its  regular  meet- 
I’iletinfand  947’  f  d"e  n°t,Ce  by  Pub,icati°n  in  the 

Whereas,  the  district  maps  accompanying  the  zonine  reso 
•on  show  that  Atlantic  avenue  is  in  abufiness  Se  C  area 
;1  class  1  height  district;  Van  Sinderen  avenue  is  in  busi- 
,,  and  ""restricted  use.  C  area  and  class  1  height  districts  • 


ngnutel  TK£*  -ScSs  *f 

Resoiution.’,,S  C°mn,ry  *°  Art-  2  S“-  *  &££ 

and 

a  p7remises  c,onsist  of 

which  is  located  a  building  25  ft.  %  infO'tbyOT? 

presently'  used°asS'0fii>  h'  h'ight'  of  class  3  construction,’ 
manufacturing  ol  I°/& 

=as 

section''  thlsT  IslandRaTroad^nter! 

-ection,  this  location  has  deteriorated  greatly  and  the  nrr> 

KgS  l  m 

catrnot  affect  the  adjoining  pro^rties;  and  and 

whereas,  the  premises  and  surrounding  area  were  in 

spected  by  a  committee  of  the  Board;  and 

stamSAVhf  B°ar<l  <lee"led  that  the  applicant  had  sub- 
lifted  a  basis  for  appeal  under  ^eetinn  fU 

resohuion  and  was.  therefore  entitled  to  rebel  S'toTi 

nnthe  grounds  of  practical  difficulty  and  unnecessar)  haJd- 

^sohed,  that  the  Board  of  Standards  and  Appeals  does 
erthy  make  a  variation  in  the  application  of  the  area  disfnVi 
requirements  of  the  zoning  resolution,  and  tha  the  appSon 
he  and  it  hereby  is  granted  under  section  21  of  ?,ppllcat?on 

md°  he  h"'  M-P'rmi*  ,he  of'the  factory Ise  through! 

shall  no,  be  ii^SedTh^h“/SS'^  Aallta  aU  ot8 
ereSSSpriorPJoW19h13hetr?Uire,?entS  for,  a  fa«ory  buihlmg 
Hiances  S  £  £ S  t^ro  tgKf  b'etjl^Ts  Z 

hnnd“riSi,0ner  S,Ml1  direc,l  that  in  all  other  “spies  tlt 

ui  ding  and  occupancy  shall  comply  with  all  laws  rules’  a  nr! 
regula, tons  applicable  thereto;  that  all  permits  sha  I  hi 

(he  Se  oaf"?his  to°oh,«o°aPle'ed  (6)  m°n‘hs  from 
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20-47-BZ 

SUBTFrTNA~r°bf-rt  G/°^tli?b-  for  pcter  Mangini,  owner 
MI  BJF.CT— Application  (decision  of  the  borough  superim 

endent)  under  sections  7c  and  7i  of  the  zoning  So- 

district  °theeemtlt  "•  3  bursiness  and  unrestricted  use 
■  ct  the  extension  of  an  existing  motor  vehicle 

PREMTSFP<?irASp-pn-Vn’m^e  husiness  use  district. 

37  42  fi  F^Dr?U4  Quarry  road,  south  side, 
and  131Ro  °[  3laTe  (Block  3fl62>  Lots  6 

appearanceI"  g  e  Bronx- 

For  Applicant :  Robert  Gottlieb, 
h °r  Opposition  :  Lucy  Corsini 
hor  Administration:  Samuel' L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

THE1  VOTE-BOARD~APPHCati0n  gr3nted  °n  condition- 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative!  Klanert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (20-47-BZ) 

Ja™  for  Pe,ter  owner,  filed 

i  *  iy*4/,  an  application  under  sertinnc  In  t  r 

the  zonitig  resolution,  permit  in  busines  a“d  ,  „?es,r  ,e°c 

se  dtstnets  the  extension  of  an  existing  motor  vehk“  rep2r 

shop  into  the  business  use  district,  affecting  premises  2*114 

te  anM4^  £  hi  k%r 


MINUTES 


June  10,  1947,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Quarry  road  is  in  business  and  unrestricted 
use,  B  area  and  Class  1%  height  district ;  3rd  avenue  is  in  an 
unrestricted  use,  B  area  and  Class  1%  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  18,  1946,  re  amendment  to  Alt.  Applic. 
221-14  reads : 

“No  portion  of  a  structure  used  for  a  repair  shop 
may  extend  into  a  business  district.  (Art.  II,  Sec.  4 
zoning  resolution.)” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  58  ft.  frontage  by  160  ft.  in  depth,  irregular,  on  which 
is  located  a  building  45  ft.  front  by  60  ft.  in  depth  (irregular) 
presently  used  as  an  auto  repair  shop  and  3-car  garage ;  that 
the  balance  of  the  plot  is  used  for  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  applicant  contends  that  access  to  the  new 
portion  is  solely  through  the  unrestricted  portion  and  there 
is  no  entrance  from  Monterey  avenue;  that  in  view  of  the 
fact  that  the  greater  part  of  the  building  (80%)  is  in  the 
unrestricted  portion  and  only  20%  is  in  the  business,  portion, 
and  as  the  space  is  required  for  the  use  of  the  existing  busi¬ 
ness,  it  is  respectfully  requested  that  a  variation  be  granted 
allowing  the  proposed  extension  of  the  present  13  year  old 
use;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  permit 
the  motor  vehicle  repair  use  to  be  extended  in  the  existing 
building  in  the  business  district  for  a  distance  of  not  over 
12  ft.  as  shown  on  plans  filed  with  this  application  marked 
“Received  January  7,  1947,”  two  sheets,  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area;  that 
such  portable  fire-fighting  appliances  shall  be  installed 
throughout  the  building  as  the  fire  commissioner  shall  direct; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  three  (3)  months  from  the  date  of  this  resolution. 


36-47-BZ 

APPLICANT — Lama  and  Proskauer,  for  Louis  Natale, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  use  of  motor 
drive  tools  and  saws  for  the  manufacturing,  shaping, 
cutting  and  assembly  of  furniture. 

PREMISES  AFFECTED — 1973-1977  Coney  Island  avenue, 
east  side,  280  ft.  south  of  Avenue  P  (Block  6774, 
Lot  65),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  Nathaniel  H.  Kramer. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . 0 

Negative:  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (36-47-BZ) 

Whereas,  Lama  and  Proskauer,  for  Louis  Natale,  owner, 
filed  January  13,  1947,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
use  of  motor  driven  tools  and  saws  for  the  manufacturing, 
shaping,  cutting  and  assembly  of  furniture,  affecting  prem¬ 
ises  1973-1977  Coney  Island  avenue,  east  side,  280  ft.  south 
of  Avenue  P  (Block  6774,  Lot  65),  Borough  of  Brooklyn; 
and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  13,  1947,  after  due  notice  by  publication  in  the  . 
Bulletin,  and  laid  over  to  June  10,  1947,  for  inspection  by 
a  committee  of  the  Board  and  decision  without  further 
argument;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Coney  Island  avenue  is  in  a  business 
use,  C!  area  and  Class  1  Ya  height  district;  Avenue  P  is  in 
residence  and  business  use,  C  area  and  Class  1  V\  height 
districts ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  3,  1947,  re  Amend,  to  Alt.  Applic.  2229-46, 
2230-46  and  5259-46,  reads :  . 

“1.  The  amended  occupancy  as  submitted  within  bus. 
dist.  is  contrary  to  Art.  II,  Sec.  4a,  para.  21',  Zone 
Resolution. 

2.  Proposed  occupancy  furniture  mfg.  shaping— cut¬ 
ting  and  assembly  on  1st  floor  within  Bus.  Use  Dist. 
is  contrary  to  Art.  II,  Sect.  4b  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  60  ft.  front  by  100  ft.  in  depth  on  which  is  located 
a  building  of  same  dimensions  (irregular),  two  stories,  24 
feet  in  height,  of  Class  3  construction,  presently  used  as 
furniture  manufacturing,  assembly  and  sale  of  furniture; 
that  the  2nd  story  is  used  for  dwellings ;  that  it  is  proposed 
to  manufacture  new  furniture  in  the  rear  of  newly  con¬ 
structed  extension  (Alt.  2229  &  2230-46)  which  occupancy 
calls  for  sale,  repair  and  storage  of  furniture;  and 

Whereas,  the  applicant  contends  that  while  there  are  sev¬ 
eral  saws  on  premises  and  planing  is  done,  nevertheless  it 
is  not  what  one  might  call  an  actual  saw  mill ;  that  all  lum-  i 
ber  is  finished  furniture  lumber,  which  is  shaped  for  par¬ 
ticular  uses;  and  . 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  it  was  found  that 
the  premises  were  being  used  for  the  manufacture  of  Jur- 
niture  for  wholesale  trade  only  and  not  for  sale  at  retail  on 
the  oremises;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7c  of  the  zoning  resolution.  j 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


341-47-BZ 

APPLICANT— New  York  Telephone  Co.,  owner. 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7d  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  business  use 
district,  the  extension  of  existing  business  building. 
PREMISES  AFFECTED— 28-27  30th  street  (Marc  place), 
east  side,  100  ft.  north  of  30th  avenue,  and  92  ft. 
south  of  Newtown  avenue  (Block  595,  Lots  10  and 
16),  Long  Island  City,  Borough  of  Queens.  a 
APPEARANCES—  '  ^ „  , 

For  Applicant :  Ralph  W.  Brown  and  E.  F.  Snyder- 

strup. 

For  Opposition7:  None.  (  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE—  .  .  Ey 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative . . u 

THE  RESOLUTION  (341-47-BZ) 

Whereas,  New  York  Telephone  Co.,  owner  (Attention 
Edw.  F.  Snydstrup),  filed  April  16,  1947,  an  application  under 
sections  7c  and  7  d  of  the  zoning  resolution,  to  permit  m 
residence  and  business  use  districts,  the  extension  of  existing 
business  building,  affecting  premises  28-27  30th  street  (Marc 
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|prS:SSlF“:““!‘=: 

1  by  tlieXardaofPS»i1^he^nn^Wvas  he!d  on  this  application 
'  ing  June  10  10^ ^a"d;lrds  ,and  Appeals  at  its  regular  meet- 
1  BuiletinT and  ’  al ^  dl’C  I10tlCe  by  Implication  in  the 

-  U  in  a 

'  date S7nt“d'”‘- 

1  u  ex.tens.10n  of  a  business  building  within  a 

f  ZotTeloSo"'  ,S  C°ntr:"';  *U  artW«  2-  -.fen'Tof 

•  and 

a  E'S 't  ‘hat  *«  premises  consist  of 

;  which  Xa/e'd  ^.1 1  f,7^  f;n  x  &  ?r 

■  ismrnrn^m 

ySfe  *«  JS'of  ^M'on^US 

struited  sTl9°mpanyi  ?at  lhc  «'^io„  will  be  con 

g  r 

d1^  to.slde  yard  at  northerly  side  of  building-  that ‘the 

a"  Suite 

Astoria  8  n  R  tha,t  ^  existing  building  houses  the 
.“istoria  »  and  Ravenswood  8  central  offices  each  of  wffiVP 

for  one  In,?  ,!a"el  dial  ,™ilsi  ,hM  there  SaddMonll  See 
heingfasS  edMdwill  f  ,"nit;  part  of  which  is  now 

SX°?"hcht: S 

o  s'  barr  nni  SOwhPfeh  ^ ?  IT  40%)  of  a  second 

pletion  i„  Anril  Q4h  T ,  t,keWlse  15  ^heduled  for  com- 

sjxr  f  .slsstx  ssaa 

Of  snd,  fadlilie?;  these* additional  antral  o&ffadlit’fos  wiH 
?t  meet  the  est, mated  demand  for  service  in  the  Astor  a 
stnet  at  the  scheduled  time  of  completion; “hat  however 

ng  bunSlTaSt'Thl  f”"y  l,ti'ize  "K  capacity  of  the  exist-' 
JJaP8  ’  that  the  proposed  extension  will  afford  snare 

iT-irf|d  f°r  CT?letlon  of  the  second  cross  bar  unit  to  full 
,  •  the  completion  of  said  unit  will  meet  the  estimated 

95cfandf<th  te.lePh°ne.  service  in  the  Astoria  district  through 
3  meet  such  °f-thc  \dditi?naI  ^uipment  in  tile 

pace  be  avaiUwZ  1  reqUI[CS  that  the  addid°nal  building 
fon  asUhnn  d  -u  he  Carly  part  of  1948 :  that  the  exten- 
ar  unit  nn  I?  'a'1  t*™14  completion  of  the  second  cross 
thrr  V one..fl?or-  namely,  the  first  floor  on  which  the 
f  To  •  'ar  dlu  equipment  is  being  installed;  installation 

ns  aZ  So?ntelhTSame  fl°0r  -“‘A  effects  a  substantial 
•oT  tV  r  f  telephone  material  but  also  is  very  desirable 

ficiem  operalfon  !an3  'elcphone  service  m  affording  more 

^”ERUEAF-  the  Board  deemed  that  this  was  a  proper  case 
which  to  exercise  discretion  to  grant  under  Section  7 
bdivision  d,  of  the  zoning  resolution  °"  1 

I rfh°lVedk  that  tbe  .Board  of  Standards  and  Appeals  does 
reby  make  a  variation  in  the  application  of  the  use  district 
julations  of  the  zoning  resolution  and  that  the  application 


extension'  Sfthe  'cxi^thig^ew^Ycfdc^Tcle^jhone1^ "'C 

ST  adddi”g/  « 

T'\  "'is  apXfionS  ''RdecaeSiTfrlT';6Pl^/!!1 

in  MihToTLTefTn<uSedbUM^g  f3"  n°‘ 

is  used  by  the  Telephone  Pomn  "  y  S°  °ng  aS  tbe  extensi°n 
building-  that  in  T  Z  ComPany ,as  a  central  station  office 
shall  Comply  t\vith  a?/  lawTTules  tb®  building  und  occupancy 
thereto;  that  ffil  permits  sTn  i!  Z  r^latl0ns  aPPhcable 

lution.  WitWn  ninC  (9)  months  ^in'the  da^ofThis  ££ 


365-47-BZ 

R-  SHir,ey’  f°r  ApPHa"«  OP«a«- 

- &  Sit 

car  changVna°SlnTye  fTol^aTag?  f of  fivf (5)’ 
cars,  first  floor,  second  floor  vacant  to  storag-e  and 

onr"  3lThi"8  m3ChineS  fct  fl00r  andagoffi^ 

PREMISES  AFFECTED—451  East  83rd  street,  north  side 
96  ft  (,  in.  west  of  York  avenue  (Block  1563  Lot 

appeaITnckS  of  Manhatta"' 

For  Applicant :  William  R.  Shirley. 

Por  Opposition:  None. 

For  Administration :  Samuel  L.  Becker  Den’t  of 
A  rTTDM  H°^ng  and  Buildings.  ’  CP  t  °f 

THE  VOTE—  ARD— Application  granted  on  condition. 

Affirmative;  Chairman  Murdock,  Commissioners 

Negative!  .  a"d  Deputy  Chief  GIinee  4 


THE  RESOLUTION  (365-47-BZ) 

Co^orXn;  m™erm  fifed  SAprif  If  wS?’™  °P'rating 

unde,  section  7b. of  5“ 

residence  and  business  use  district,  the  change  in  occunanev 

vaZZTTm01^  fiVG  i5)  Car-  (first  floor).  second  floor-T 
the  W  fl  Storage  and  servicing  of  washing  machines  on 

ises  III  ETTt^^rTernTlthTidT  PrCm; 

York  avenue  (Block  1563,  Lot  21),  Borough'of  ManTaSanl 

ar  eUblij  hiring  was  held  on  this  application 

TnnI  1(?  lorA70ff?tanidard  and  APPeals>  at  its  regular  meeting 
June  10,  1947,  after  due  notice  by  publication  in  the  Bulletin; 

i  HE^EAS>  *he  district  maps  accompanying  the  zoning  reso 
lution  show  that  East  83rd  streets  is  in  residence  and  busi¬ 
ness  use,  B  area  and  class  V/2  height  districts;  York  avenue 
and”  a  reSldence  use-  B  area  and  class  1%  Height  district; 

datedZTrif’l  ?i047Cisi°A n°f a  thF  bo/rOUgh  superintendent, 
elated  April  15,  1947,  on  Alt.  Applic.  154-47  reads  : 

DiT  J'  -Z’T  both  floors  within  Residence  Use 
Dist.  (2  within  building  along  East  lot  line)  may  not 

and  C  USC<^  ^°r  ®usiness-  Zoning  Resolution,  Art.  2,  par.  3.” 

of^XEA2S7  tbe.aPplifntt  states  that  the  premises  consist 
f i-  t?-  i  j  6  ',n-  ,fr?ntage  by  102  ft.  2  in.  in  depth  on 
\Uuch  is  located  a  building  22  ft.  front  by  96  ft.  11  in’,  in 

depth,  1st  floor;  78  ft.  11  in.  in  depth  at  second  floor  one 
and  two  stories,  25  ft.  in  height,  of  class  3  construction  • 
that  d  is  proposed  to  change  the  occupancy  from  garage 
five  cars,  first  floor,  to  storage  and  servicing  of  wash- 

officeXanr  SCCOnd  floor’  which  is  now  vacant,  to 

Whereas,  the  applicant  contends  that  originally  the  entire 
°t  was  zoned  for  business  and  this  use  was  not  changed 
until  an  amendment  to  the  zoning  law  dated  April  11,  1930, 
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when  the  3  ft.  6  in.  easterly  portion  of  the  lot  for  the  full 
depth  was  changed  from  business  to  residence  zone,  the 
remaining  portion  of  the  lot  remaining  business  use;  that 
therefore,  the  present  building  is  3  ft.  within  the  residence 
zone,  a  6  in.  side  court  space  on  the  east  side,  with  2  ft. 
clear  space  within  building  exclusive  of  exterior  wall ;  that 
there  will  be  no  storage  of  trucks  in  the  building  overnight 
and  all  loading  of  trucks  will  be  done  within  the  budding; 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  b,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and^that  the  application 
be  and  it  hereby  is  granted  under  section  7b  thereof,  to  permit 
the  extension  of  the  business  use  as  proposed  in  the  more 
restricted  area  on  condition  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  the  requirements 
of  the  zoning  resolution  and  all  other  laws,  rules  and  regula¬ 
tions  applicable  thereto  for  the  use  as  proposed  and  as  Passed 
upon  by  the  borough  superintendent  as  indicated  on  plans  hied 
with  this  application  marked  "Received  April  23,  194/,  3 

sheets ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

253-47-A 

APPLICANT— Max  Wechsler,  for  23rd  Street  Associates, 

Inc.,  owner.  ,  ,  t  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  . 

PREMISES  AFFECTED— 208-214  West  23rd  street  south 
side,  100  ft.  west  of  7th  avenue  (1st  floor)  ;  (Block 
772,’ Lot  56),  Borough  of  Manhattan. 

APPEARANCES—  ,  ,  _ 

For  Applicant:  Max  Wechsler  and  George  M. 

For  Opposition :  Orselo  Mazzolo  and  M.  Rodeman. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1947  at  10 
A.  M.  for  inspection  by  Committee  of  Board,  and 
for  decision  by  the  Board. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  withdrawn.  The  Fire  De¬ 
partment  records  indicate  that  the  order  appealed 
from  has  been  rescinded. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  1 
Negative :  .  0 


262-47-A 

APPLICANT — Antonio  Giordano,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 935  Courtlandt  avenue,  west 
side,  250  ft.  north  of  East  162nd  street  (Block 
2409,  Lots  92  and  93),  Borough  of  Tiie  Bronx. 

APPEARANCES — 

For  Applicant:  None. 

For  Administration:  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative: . ® 

THE  RESOLUTION  (262-47-A)  I 

Whereas,  Antonio  Giordano,  owner,  filed  March  22,  1417, 
an  appeal  from  a  decision  and  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  935  Courtlandt  avenue,  west 
side,  250  ft.  north  of  East  162nd  street  (Block  2409,  Lots  92 
and’93),  Borough  of  The  Bronx;  and 

Whereas,  when  this  case  was  called  for  public  hearing, 
there  was  no  appearance  for  the  applicant,  although  he  was 

duly  notified.  .  .  ,  ,  .  .  . 

Resolved,  that  this  appeal  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 


394-47-A 

APPLICANT— Stanley  H.  Klein,  for  Flushing  Units,  Inc., 

owner.  .  ,  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  ^  „  , 

PREMISES  AFFECTED-149-47  to  149-65  22nd  avenue, 
north  side,  95  ft.  west  of  150th  street  (Block  4672, 
Lot  27),  Flushing,  Borough  of  Queens  (under  sec¬ 
tion  36,  General  City  Law  re  buildings  not  facing  on 
public  highway). 

APPEARANCES—  ■  T  u  v 

For  Applicant:  Stanley  H.  Klein,  Joseph  Young 

and  Arthur  Young.  , 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 


466-47- A 

APPLICANT — Daytop  Theatre  Corp.,  lessee,  for  Springco 
Corp.,  owner.  .  . 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2126  White  Plains  road,  east 
side  161  25  ft.  north  of  Maran  place  (basement)  ; 
(Block  4287.  Lot  24),  Borough  of  The  Bronx. 


300-47-A 

APPLICANT— New  York  Life  Insurance  Co.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— Blocks  bounded  by  73rd  ave¬ 
nue  185th  street,  Horace  Harding  boulevard  and 
Peck  avenue  (Blocks  5712-5716,  7075-7077,  /080- 
7082,  7092-7094,  7098-7105,  7114-7122,  5723  and 
7138-7146),  Flushing,  Borough  of  Queens  (Under 
sections  35  and  36,  General  City  Law  re  bed  ot 
mapped  streets  and  buildings  not  facing  on  legal  1 
streets — Fresh  Meadow  Houses). 

APPEARANCES—  „  _  .  ,  ,  n..  T 

For  Applicant:  Perry  C.  Smith  and  Otto  L. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

TUP  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . . 

THE  RESOLUTION  (300-47-A) 

Whereas,  New  York  Life  Insurance  Company,  owner, 
filed  April  1,  1947  an  application  pursuant  to  sections  36  ana 
36  of  the  General  City  Law  relating  to  the  erection  of  budd¬ 
ings  in  the  bed  of  mapped  streets  and  the  erection  of  budd¬ 
ings  which  do  not  face  on  legally  mapped  streets,  affecting 
Blocks  bounded  by  73rd  avenue,  185th  street  Horace  Hard¬ 
ing  boulevard  and  Peck  avenue  (Blocks  5712-n7 16  71V. 

7077,  7080-7082,  7092-7094,  7098-7105,  7114-7122,  7138-71 
and  5723);  (Fresh  Meadow  Housing  Project),  Flushing, 
Borough  of  Queens;  and 
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I  datedMRfrArh  1t^e1Q^cisio"  the  borough  superintendent 
|  sive  reads-  ^  °n  Applications  836-910-47  inclu- 

"1.  Proposed  buildings  do  not  face  on  a  legal  street 
secure  approval  of  15.  of  St.  &  A.  as  per  sS  36  o  ’ 
ueneral  Lit}-  Laws. 

A  Secure  approval  of  B.  of  St.  &  A.  for  the  erec¬ 
tion  ot  buildings  in  the  bed  of  mapped  street  as  per 
section  3.s  of  General  City  Law  ” 

i  and 

E  tSe/PfIic^t  staleMhat  the  Premises  consist  of 

'  ulffJL®,  ?T<  Cd  -,by  4dTaCe  Harding  boulevard,  North 
Hempstead  1  urnpike,  /3rd  avenue,  185th  street,  67th  avenue 
and  1  eck  avenue,  on  which  it  is  proposed  to  erect  a  group 
H  of  dwellings,  stores,  nursery  schools,  garages  and  a  gasoline 
service  station,  as  indicated  on  plans  hied  with  this  applica- 
jj  lion;  and  * 

Whereas,  the  applicant  contends  that  the  Borough  Presi- 
tlcnt  s  office  lias  been  requested  to  prepare  a  closing  map 
elimination  map  and  an  alteration  map  so  that  hnal  mapping 
ot  the  area  will  be  in  conformity  with  the  plan  proposed 

hi  o^PPi1Canti  &at  t!?e rBoard  of  Estimate  on  December 
I  t,  1/46  adopted  Map  3150  relating  to  the  portion  of  the 
premises  south  of  North  Hempstead  Turnpike;  that  as  to  the 
aiea  north  ot  North  Hempstead  Turnpike,  Map  3175  is  now 
being  prepared  by  the  office  of  the  President  of  the  Borough 
ol  tjueens ;  it  is  therefore  requested  that  the  Board  grant 
a  variance  under  sections  35  and  36  of  the  General  City 
■Law  to  permit  the  construction  as  herein  proposed ;  and 
Whereas,  the  applicant  filed  a  letter  with  the  Board 
reading  as  follows:  ’ 

Re :  Calendar  No.  300-47  A 
Pursuant  to  your  direction  at  the  hearing  of  June  10, 
1-4/  in  the  above  captioned  matter  to  supplement  the 
record  heretofore  made  by  the  applicant  that  the  enforce¬ 
ment  on  the  provisions  of  Section  36  of  the  General 
Cit\  Law  would  entail  practical  difficulties  or  unneces¬ 
sary  hardship  and  the  circumstances  of  the  integrated 
site  plan  proposed  do  not  require  the  proposed  buildings 
to  face  on  a  legal  street,  I  am  writing  this  letter  to 
inform  >ou  that  all  of  the  streets  in  the  Fresh  Meadow 
site  will  be  private  streets  except  188th  Street  and  64th 
Avenue  west  of  188th  Street  which  have  been  conveyed 
to  the  City. 

The  private  streets  will  be  constructed,  paved  and 
curbed  by  the  New'  York  Life  Insurance  Company  and 
thereafter  maintained  in  every  respect  by  the  New  York 
Lite  Insurance  Company.  This  will  include  cleaning  of 
the  streets,  removal  of  snow,  installation  and  mainte¬ 
nance  of  adequate  lighting  and  construction  and  mainte¬ 
nance  of  sidewalks. 

The  New'  York  Life  Insurance  Company  will  also 
construct  sewers,  fire  hydrants  and  water  mains  to  con¬ 
nect  with  the  City  trunk  lines  as  well  as  other  sub¬ 
surface  facilities  controlled  by  the  Company  and  main¬ 
tain  same. 

Garbage  will  be  burned  in  incinerators  appropriately 
located  on  the  site. 

Shrubbery,  trees  and  other  landscaping  features  will 
also  be  planted  and  maintained  by  the  New  York  Life 
Insurance  Company. 

\  oorhees,  Walker,  Foley  &  Smith,  the  architects,  are 
preparing  revised  drawings  of  the  site  showing  the 
foregoing  among  other  things,  and  specifications  giving 
details  as  to  methods  and  types  of  construction  on  streets, 
curbs  and  sidewalks  in  compliance  with  your  request  at 
the  hearing.  This  additional  data  will  be  submitted  to 
you  directly  by  the  architects. 

I  trust  that  the  foregoing  includes  all  of  the  matters 
which  were  not  made  explicit  in  the  Memorandum  of 
Understanding  and  which  you  wanted  to  have  as  a  matter 
ot  record  in  connection  with  this  proceeding. 

New  York  Life  Insurance  Company, 

(Sgd.)  By  O.  L.  Nelson, 

S  Vice  President. 

*  Resolved,  that  the  decisions  of  the  borough  superintendent, 
tyting  on  N.  B.  Applications  836  to  910-47,  inclusive,  objec- 
ion  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 


and  it  hereby  is  granted  under  the  powers  vested  in  the 
Board  under  section  36  of  the  General  City  Law,  to  permit 
buildings  to  face  on  private  streets,  as  indicated  on  plan 
tiled  with  tins  appeal,  marked  “Received  May  29  1947” 
U  sheets),  and  in  accordance  with  letter  filed  with  this 
Board  published  herein  stating  the  extent  of  all  streets  other 
than  public  streets,  as  well  as  a  statement  of  maintenance 
and  paving  ot  all  such  private  streets,  on  condition  that  such 
supplemental  plan  shall  also  be  filed  showing  the  details  of 
construction  of  roadways  and  curbs,  giving  the  surfacing 
material  and  the  curbing;  and  on  further  condition  that  all 
private  streets  shall  be  maintained  at  a  width  of  30  feet 
throughout;  that  this  resolution  is  subject  to  further  con- 
sideiation  by  the  Board  as  soon  as  the  additional  informa¬ 
tion  herein  required  is  filed;  and  ivithdraivn  as  to  Objec¬ 
tion  7. 


564-47-A 

AI  1  LI  CAN  1  National  Exhibition  Co.,  owner. 

£CAr4ppeal  from  a  decision  of  the  fire  commissioner. 
I  REM ISES  AFFEC1  ED — 2365-2369  8th  avenue,  northwest 
corner  of  West  157th  street  (Block  2106,  Lot  100) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  E.  P.  Feeley,  Jack  Lehr,  Thomas 
Packs  and  George  Bauer. 

For  Administration:  E.  A.  Meyer,  Fire  Den’t 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative : .  q 

Negative :  C  hairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (564-47-A) 

Y\  hereas,  the  National  Exhibition  Co.,  owner,  filed  June  9, 

’  an  from  a  decision  of  the  Fire  Commissioner 

affecting  2365-69  8th  avenue,  northwest  corner  of  157th  street 
(Block  2106,  Lot  100),  Polo  Grounds,  Borough  of  Manhat¬ 
tan;  and 

V  hereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  9,  1947,  reads: 

"Your  request  for  permission  to  display  fireworks  at 
the  Polo  Grounds,  as  per  your  letter  of  June  5,  1947,  is 
hereby  denied. 

This  is  .necessary  in  the  interest  of  public  safety,  and 
also  contrary  to  Section  C19-44.0  of  the  Administrative 
Code  of  the  City  of  New  York. 

Should  you  desire,  you  may  appeal  from  this  ruling  to 
the  Board  of  Standards  and  Appeals,  Room  1000,  Munic¬ 
ipal  Building,  Manhattan,  within  thirty  (30)  days.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a  plot 
519.8  ft.  by  741  ft.  in  depth,  on  which  is  located  the  existing 
fireproof  structure,  two  stories  in  height,  489  ft.  by  740  ft. 
in  area  used  as  a  baseball  park  with  an  occupancy  of  54,000 
persons ;  and 

Whereas,  the  applicant  contends  that  a  permit  is  desired 
for  the  display  of  fireworks  at  the  Polo  Grounds  starting 
Sunday,  June  15th  and  continuing  to  June  22,  1947;  these 
fireworks  will  consist  of  a  display  of  100  torpedoes  on  each 
of  the  aforementioned  nights;  the  display  will  last  approxi¬ 
mately  5  minutes  each  night  and  will  commence  between  10:45 
P.M.  and  11  :00  P.M.;  the  torpedoes  will  discharge  approxi¬ 
mately  250  feet  into  the  air  and  carry  cardboard  displays 
which  will  be  discharged  and  fall  to  the  ground ;  no  powder 
will  be  discharged  and  all  powder  will  disintegrate  in  the  air; 
that  the  display  will  be  in  charge  of  two  Pyro  Technicians 
holding  certificates  of.  fitness  issued  by  the  Fire  Commis¬ 
sioner  and  the  entire  display  will  comply  with  the  provisions 
of  Sec.  1894  of  Article  72  of  the  N.  Y.  State  Penal  Code, 
which  regulates  the  display  of  fireworks;  that  the  total 
amount  to  be  displayed  will  be  approximately  $4,000  whole¬ 
sale  cost,  of  which  approximately  $500  in  value  will  be  dis¬ 
charged  each  night ;  that  the  display  is  to  be  had  in  connec¬ 
tion  with  the  Roy  Rogers  Circus  to  be  held  during  the  nights 
above  stated;  that  the  point  at  which  the  fireworks  will  be 
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discharged  will  be'  approximately  100  feet  east  of  second 
base  and  the  mortar  will  be  located  so  that  there  will  be 
approximately  200  feet  clearance  between  the  location  of  the 
mortar  and  the  bleacher  stands  at  the  easterly  end  of  the 
field,  which  stands  will  not  be  occupied  during  the  displays ; 
that  all  necessary  precautions  to  minimize  hazards  will  be 
taken  by  the  operators  during  the  displays;  a  Fire  Dept, 
representative  will  be  on  hand  as  will  fire-extinguishing 
equipment,  asbestos  blanks,  etc.,  deemed  necessary  by  the  Fire 
Commissioner;  that  since  all  precautions  will  be  taken  to 
minimize  hazards  and  since  the  diplay  will  be  under  the 
control  of  licensed  Pyro  Technicians,  it  is  requested  that  the 
Board  modify  the  decision  of  the  Fire  Commissioner  and 
permit  the  display  as  herein  proposed,  on  condition  that  the 
entire  display  be  conducted  according  to  the  provisions  of 
Sec.  09-44.0  of  the  Administrative  Code  and  to  the  satis¬ 
faction  of  the  Fire  Commissioner;  that  the  type  of  display 
herein  proposed  has  been  used  in  many  sections  of  the  coun¬ 
try  under  similar  conditions  without  any  accidents  or  injuries 
and  does  not  in  any  way  create  a  fire  hazard. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
June  9,  1947,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


Adjourned:  1:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  10,  1947. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

566-45-A 

APPLICANT — Irving  A.  Adelsohn,  for  Affiliated  Paint  and 
Varnish  Co.,  owner. 

SUBJECT — Appeal  reopened  January  21,  1947 — re  Appeal 
from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED— 855  Meeker  avenue,  north  side, 
120  ft.  west  of  Varick  street  (Block  2694,  Lot  21), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  A.  Adelsohn. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative: .  0 

THE  RESOLUTION  (566-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  855  Meeker  avenue,  north 
side,  120  ft.  west  of  Varick  street  (Block  2694,  Lot  21), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  October 
23,  1945,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  this  case  was  reopened  by  the  Board  on  Janu¬ 
ary  21,  1947,  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  20,  1946  on  Alt.  Applic.  2476-45  reads: 

“1.  Resubmit  to  B.S.A.’s  for  their  consideration 
(566-45-A).  Change  in  occupancy — from  Residence  to 
Business  use  in  a  frame  bldg,  is  contrary  to  sect.  2-1. 3. a 
and  4-2-1  B.C. 

2.  Floor  to  be  adequate  for  50  lbs.  per  sq.  ft.  for 

office.  ' 

3.  Exits  from  2nd  floor  to  comply  fully  with  Art.  6 

of  B.  Code. 


4.  Cellar  stairs  to  be  enclosed  in  F.P.  partition  & 
F.P.S.C.  door. 

5.  Cellar  ceiling  to  be  properly  fire  retarded  as  per 
•sect.  10-11  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(23  ft.)  in  height,  25  ft.  by  50  ft.  in  area,  of  class  4  con¬ 
struction,  erected  prior  to  1914,  located  on  a  lot  30  ft.  by 
143  ft.  y2  in.  and  155  ft.  1  in.  in  area,  in  an  unrestricted 
use,  C  area  and  class  \l/2  height  district  and  used  and  occu¬ 
pied  since  1946  as  follows:  cellar — ordinary — no  persons;  1st 
floor — store  and  one  family — 3  persons ;  2nd  floor — two 
families — 6  persons;  proposed  to  be  used  and  occupied  after 
alteration:  cellar — ordinary — no  persons;  1st  floor — front 
portion — store ;  rear  portion — office — total  of  two  persons ; 
2nd  floor— office — 2  persons;  that  the  building  is  equipped 
with  one  2  ft.  11  in.  wide  wood  stairs,  enclosed  in  partitions 
of  wood  studs,  lath  and  plaster,  leading  directly  to  the  street 
and  provided  with  a  ladder  and  scuttle  to  the  roof ;  and 
Whereas,  the  applicant  now  contends  that  there  is  an 
exit  in  the  front  wall  at  1st  floor,  leading  directly  to  the 
street;  that  there  are  two  doors  on  1st  floor  to  hallway  which 
has  access  to  the  street  and  yard ;  that  the  east  wall  is 
adjacent  to  a  brick  wall,  which  is  unpierced  where  the  two 
walls  abut ;  that  the  other  walls  and  the  cellar  are  accessible 
to  Fire  Department  apparatus  through  a  5  ft.  wide  side 
yard  on  the  west ;  that  the  second  story  window  sills  are  14 
ft.  2  in.  above  sidewalk;  that  there  are  steps  at  the  front, 
to  the  cellar,  covered  by  flush  sidewalk  doors ;  that  the  open 
sheds  shown  on  plot  diagram  will  be  removed  if  directed  by 
the  Board;  that  the  front  wall  is  covered  with  asphalt 
shingles ;  that  the  proposed  occupancy  is  less  hazardous  than 
the  old  law  tenement  occupancy,  which  previously  existed ; 
that  adequate  extinguishers,  sand  pails,  etc.  will  be  provided ; 
that  the  front  portion  of  the  first  floor  for  a  depth  of  28  ft. 
is  occupied  as  a  store  under  Alt.  Applic.  595-14  and  it  is 
presumed  that  the  existing  occupancy  as  a  store  would 
allow  its  use  for  office;  that  this  appeal  is  therefore  filed 
for  change  of  occupancy  of  the  rear  portion  of  the  first 
floor  and  the  entire  second  floor ;  and 

Whereas,  the  applicant  contends  as  to  objection  1,  that 
the  occupancy  will  not  exceed  two  persons  per  floor ;  as  to 
objection  2,  that  inasmuch  as  the  floors  were  designed  for  a 
liveload  of  40  lbs.  and  have  proved  adequate  for  more  than 
30  years  and  as  the  proposed  office  use  does  not  require  any 
heavy  equipment  and  will  not  impose  any  greater  floor  load 
than  the  previous  occupancy,  it  is  requested  that  they  be 
accepted  as  adequate;  as  to  objection  3,  that  as  the  building 
is  only  1250  sq.  ft.  in  area,  two  stories  in  height,  with  an 
occupancy  of  two  persons  per  floor,  with  windows  in  rear 
and  front  and  side  walls  accessible  to  the  Fire  Department 
apparatus,  it  is  requested  that  the  existing  means  of  egress, 
doors,  windows  and  partitions,  be  accepted;  as  to  objection  4, 
it  is  requested  that  the  existing  partitions,  enclosing  the 
opening  to  the  cellar  stair  on  the  first  floor,  be  accepted,  in 
lieu  of  enclosing  the  stairs  at  the  cellar,  with  fireproof 
partitions  and  on  condition  that  the  stair  side  .of  the  parti- 
tions  on  the  first  floor  and  stairs  soffits  and  ceiling  over  the 
cellar  stair  be  covered  with  plaster  board  and  plaster  and 
the  door  on  the  first  floor  leading  to  the  cellar  stairs  be  made 
one  hour  test,  self-closing;  as  to  objection  5,  it  is  requested 
that  the  existing  plaster  boards  on  the  cellar  ceiling  be 
accepted,  provided  the  same  are  repaired  where  required. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  23,  1945,  by  adding 

“that  in  the  event  the  owner  desires  to  occupy  the  build¬ 
ing  as  proposed  and  as  passed  upon  by  the  borough 
superintendent  under  Alt.  2476-45  under  date  ot  De¬ 
cember  20,  1946,  such  occupancy  may  be  permitted, 
provided  the  requirements  of  the  resolution  adopted 
October  23,  1945  are  complied  with ;  that  the  cellar  stairs 
shall  be  enclosed  in  a  fireproof  partition  and  fireprooi 
doors  (objection  4)  and  the  cellar  ceiling  shall  be  fire- 
retarded  (objection  5)  ;  that  the  shed  in  the  rear  as 
proposed  shall  be  removed.” 
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307-47-A 

So1  Meshonek,  owners. 

« £>  U  UJ  EC  I  Appeal  from  an  order  and  a  decision  of  the  fire 
t  commissioner. 

PREMISESAFFECTED  3 67  Beach  79.1,  street,  west  side, 
TG  T  of  Fockaway  Beach  boulevard  (Block 

APPEARANCES—  R°ckaway  Bcach’  BorouSh  of  Queens. 

For  Applicant :  None. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep  t. 

+  AC1  ION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,’  ‘ Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (307-47-A) 

\\'hereas,  Sam  and  Sol  Meshonek,  owners,  filed  April  9 
047,  an  appeal  from  an  order  and  decision  of  the  fire  com- 

&rC?iSeS  1 ?  Beach  79th  street-  west 
T  5vc7  1L  s.outh  of  Rockaway  Beach  boulevard  (Block  615 
Lot  44),  Rockaway  Beach,  Borough  of  Queens;  and 

FeffiuarRvA6’  PcS^  ifucd  by  the  ^  commissioner, 

February  6,  1947  and  referred  to  in  a  decision  of  the  fire 
commissioner,  dated  March  14,  1947,  reads : 

2  Install  an  approved  wet  automatic  sprinkler  sys¬ 
tem  throughout  building,  having  at  least  one  source  of 
water  supply  arranged  and  equipped  as  per  Article  16, 
Chapter  26  of  the  Administrative  Code.  Sec.  09-161  0 
Adm.  Code, 
and 

,  Whereas  the  applicant  states  that  the  building  is  3  stories 

tinn  P-  by  75  ft  in  area-  of  class  4  construc- 

t  on,  erected  in  1914,  located  in  a  residence  use,  D  area,  and 

class  1  height  district  and  used  and  occupied  since  1914  as 
follows  :  basement— 4  rooms — 6  persons;  1st  floor— 9  rooms 
10  persons ;  _nd  floor — 8  rooms — 10  persons ;  3rd  floor — 10 
rooms— 10  persons;  that  the  building  is  equipped  with  a 
sprinkler  system  in  the  halls  only ;  that  there  is  an  approved 
standpipe  system,  an  interior  fire  alarm  system  and  one  in¬ 
terior  wood  stairs,  2  ft.  6  in.  in  width,  enclosed  in  plaster 
partitions,  not  equipped  with  doors;  that  the  stairhall  leads 
direct  y  to  the  street  and  a. ladder  and  scuttle  to  the  roof  is 
provided ;  that  there  is  one  fire  escape  at  the  rear,  leading  to 
the  roof  by  stair  and  to  the  yard  by  stair  with  egress,  to  the 
street  through  4  ft.  and  10  ft.  wide  alleys;  that  windows  and 
doors  on  the  course  of  the  fire  escape  are  not  fireproof,  but 
are  self-closing;  and 

Whereas  the  applicant  contends  that  the  building  is  op- 
erated  in  the  summer  time  as  a  rooming  house,  class  B 
mu  1 1 pie  dwelling;  that  since  1914,  occupants  have  rented 
rooms  in  this  rooming  house  for  the  summer  season  from 
June  1st  to  September  15th  of  each  year;  that  no  rooms  are 
;  rented  by  the  day  or  week  and  no  meals  are  served ;  that  each 
room  or  apartment  has  its  own  kitchen  for  the  sole  use  of 
the  tenant  and  each  of  the  tenants  cooks  and  lives  separate 
and  apart  from  the  other  tenants ;  that  the  building  has  been 
operated  for  some  time  as  a  class  B  multiple  dwelling  and 
there  have  been  annual  inspections  by  the  Department  of 
and  Buildings  and  by  the  Fire  Department  and 
until  1947,  neither  of  said  departments  saw  fit  to  issue  the 
violation  complained  of;  that  the  sprinkler  system  in  the 
halls  was  installed  in  1940  and  approved  by  the  Department 
ot  Housing  and  Buildings  and  by  the  Fire  Department ;  that 
it  the  building  meets  the  standards  of  the  Department  of 
Housing  and  Buildings,  the  Fire  Department  should  have  no 
cause  for  complaint;  that  the  power  to  classify  and  set  stand¬ 
ards  of  safety  rests  solely  with  the  legislature  and  the  De¬ 
partment  of  Housing  and  Buildings  by  reason  of  authority 
by  the  Multiple  Dwelling  Law;  that  Section  C26- 
-/O.U  of  the  Administrative  Code  vests  authority  only  in  the 
department  of  Housing  and  Buildings  to  order  fire  protec- 
:ion  and  not  in  the  fire  commissioner ;  that  the  order  herein 
appealed  was  issued  pursuant  to  Section  C19-161.0  of  the 
\dmmistrative  Code;  however,  this  section  must  be  read  in 
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conjunction  with  other  pertinent  provisions  of  the  Adminis- 

Jrat.1V!  f?°d5’  the,  C^rtcr  and  the  Multiple  Dwelling  Law 

the  nremisrs11116  the  M^ltlple  DwelIing  Law  became  effective! 
the  premises  were  used  as  a  rooming  house  and  no  changes 

have  been  made  since  that  date;  that  the  building  is  no? 

LSt>  ”°r  d°es. lt  constitute  a  nuisance;  that  the  order  of 

commissioner  is  not  required  by  Sections  25  and  33 

th o  M  wU!tiPn  D,well'ng  Law;  that  Section  365,  subd.  2  of 

affect  anv  riih7e  ing  LaW  provides  .that  such  law  shall  not 
attect  any  right  occurring  prior  to  its  enactment;  that  the 

orTrISnefSH°Tly  Wlth -the  Multiple  Dwelling  Law  and  the 

ffian  thp  M?weiCOnmnSIOnf  requircs  Performance  of  more 
than  the  Multiple  Dwelling  Law  requires ;  that  the  order  of 

5  Mfirf  i°mw1SS10ver, thprefo/e  violates  Section  491,  subd. 
-(b)  of  the  New  York  City  Charter;  that  the  fire  commis¬ 
sioner  is  not  given  authority  by  Section  C19-161.01  of  the 

th?Mni1Str1tlVn  C?]de  *?  1SSue  an  order  in  contravention  of 
the  Multiple  Dwelling  Law ;  and 

ihJ^lfomM  S’ande  premises  were  inspected  by  a  committee  of 

Whereas,  the  premises  are  classified  as  a  heretofore 
erected  existing  Class  B  hotel. 

RQ7?aT  deciJ1?*1  o£  the  Fire  Commissioner,  re 
Or  er  #18972-LF,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  ana  it  hereby  is  denied . 


356-47-A 

APPLICANT— George  M.  Rusling,  for  Metropolitan  Life 
insurance  Co.,  owner  (F,  W.  Woolworth  Co 
lessee).  ’ 

SUBJECT— Appeal  from  a  decision  of  the  boroguh  superin¬ 
tendent.  T 

PREMISES  AFFEC1  ED — 1410-1420  Metropolitan  avenue 
east  side,  2a  1.2  ft.  north  of  McGraw  avenue  (Build¬ 
ing  S-9,  Parkchester  Houses)  ;  (Block  3938,  Lot  1) 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  M.  Rusling. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  i  ION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 

Afbi  tnative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
iNJ  egative  m. .  q 

THE  RESOLUTION  (356-47-A) 

Whereas,  George  M.  Rusling,  for  Metropolitan  Life  In- 

AU^ai?C9i  CiiG'?wner  (R  ,VY-  w°olworth  Co.,  lessee)  filed 
April  21,  1J47,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1410-1420  Metropolitan 
avenue,  east  side,  2al.2  ft.  north  of  McGraw  avenue  (Park- 
Houses,  Building  S-9)  ;  (Block  3938,  Lot  1),  Borough 
of  ihe  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  16,  1947,  on  amendment  to  Sprinkler  Application 

6.  Proposed  connection  of  sprinkler  system  to 
domestic  ^upply>  is  contrary  to  Section  15.7  of  the 
Building  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  9  stories 
and  basement  (90  ft.  6  in.)  in  height,  272  ft.  4  in.  by  73  ft. 
in  area  of  class  1  construction,  located  in  a  retail  use  D 
area  and  class  1  height  district,  erected  in  1940  and  used  knd 
occupied  as  follows  :  basement — stores  and  storage — 150  per- 
sons ;  1st  floor  stores — 650  persons ;  2nd  floor — 8  apartments 
and  office  space— 200  persons;  3rd  to  9th  floors— class  A 
multiple  dwelling ;  that  the  building  is  equipped  with  a  stand¬ 
pipe  system  two  3  ft.  8  in.  wide  steel  interior  stairs,  enclosed 
in  gypsum  block  partitions,  plastered,  equipped  with  fireproof 
self-closing  doors  and  leading  from  the  roof  bulkhead 
directly  to  the  street ;  and  ’ 

Whereas,  Certificate  of  Occupancy  2333  issued  June  24 
iy41,  permits  the  present  use  and  occupancy;  and 
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Whereas,  the  applicant  states  that  it  is  proposed  to  pro¬ 
vide  a  new  wet  pipe  sprinkler  system  in  the  portion  of  the 
basement  occupied  by  F.  W.  Woolworth  Co.  as  a  storage 
area,  such  sprinkler  system  to  be  provided  with  a^  source  ot 
supply  consisting  of  a  connection  to  the  present  6"  domestic 
supply  line  where  the  line  enters  the  basement  from  the  street 
and  before  it  reaches  any  domestic  supply  line;  that  an 
approved  meter  will  be  installed  in  the  new  line  to  the 
sprinkler  system;  that  this  supply  is  for  a  system  having  150 
heads  which  at  most  would  require  only  a  portion  of  the 
water  provided  by  the  6"  domestic  line ;  that  automatic  alarms 
and  Siamese  connection  will  be  installed  in  connection  with 
the  sprinkler  system  and  the  entire  installation  will  comply 
with  the  code,  except  as  to  its  source  of  supply;  that  the 
building  is  fireproof,  equipped  with  an  approved  standpipe 
systen\  and  the  basement  has  two  enclosed  exits  to  the  store 
floor  adjacent  to  street  doors. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Sprinkler  Application  42-46,  objection  6,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  sprinkler  system  as  proposed  to 
be  installed,  shall  comply  in  all  respects  with  the  requirements 
of  the  Building  Code,  except  that  the  water  supply  for  such 
si ir inkier  system  may  be  taken  from  the  existing  6  inch 
domestic  supply  fed  from  the  12  inch  water  main  in  the 
street,  as  proposed  and  indicated  on  plans  filed  with  this 
appeal,  marked  “Received  April  21,  1947"  (7  sheets). 


389-47-A 

APPLICANT— LeRoy  A.  Perry,  for  Audentes,  Inc.,  owner 
(New  York  Technical  Institute,  Inc.,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 553-557  Avenue  of  The  Amer¬ 
icas  (6th),  and  101  West  15th  street,  northwest 
corner  (cellar,  1st,  2nd  and  3rd  floors)  ;  (Block 
791,  Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  LeRoy  A.  Perry. 

For  Administration:  Samuel  L.  Becker,  l)ep’t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Ivleinert  and  Deputy  Chief  Guinee  4 
Negative . .  0 

THE  RESOLUTION  (389-47-A) 

Whereas,  LeRoy  A.  Perry,  for  Audentes.  Inc.,  owner 
(New  York  Technical  Institute,  Inc.,  lessee),  filed  April  29, 
1947,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  the  premises  553-557  Avenue  of  The 
Americas  (6th  avenue)  and  101  West  15th  street,  northwest 
corner  (cellar,  1st,  2nd  and  3rd  floors)  ;  (Block  791,  Lot  36), 
Borough  of  Manhattan;  and  '  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  18,  1947,  on  Alt.  Applic.  756-47,  reads : 

“1.  Proposal  to  use  building  for  school  purposes 
would  require  a  fire  tower  as  one  of  the  required  means 
of  egress  as  per  Sec.  6.5.1.  B.C.” 

Whereas,  the  applicant  states  the  building  is  8  stories 
(106  ft.)  in  height;  51  ft.  7j4  in.  by  100  ft.  in  area,  of  fire¬ 
proof  construction ;  erected  1893 ;  located  in  an  unrestricted 
use  B  area  and  Class  2  height  district  and  used  and  occu¬ 
pied  since  May  18,  1944,  as  follows:  cellar,  storage  and 
boiler  room;  1st  floor,  store,  15  persons;  2nd  to  8th  floors, 
factory,  30  persons  per  floor ;  entire  building  now  vacant,  for 
which  Certificate  of  Occupancy  30313  was  issued  May  18, 
1944,  upon  completion  of  work  under  Alt.  Applic.  824-1943; 
that  the  building  is  equipped  with  a  two  source  sprinkler 
system  throughout,  an  approved  standpipe  system  and 
approved  interior  fire  alarm  system;  that  regular  monthly 
fire  drills  are  not  maintained;  that  there  are  two  interior 
steel  stairs,  enclosed  in  partitions  of  terra  cotta  blocks,  plas¬ 
tered  both  sides,  equipped  with  fireproof  self-closing  doors 


and  leading  directly  to  the  street ;  that  one  stair  leads  to  the 
roof ;  that  the  westerly  stair  is  3  ft.  4  in.  and  the  northerly 
stair  is  3  ft.  8  in.  in  width ;  that  there  is  no  safe  egress  from 

the  roof  ;  and  . 

Whereas,  the  applicant  contends  that  the  entire  building 
is  equipjied  throughout  with  an  approved  automatic  sprinkler 
system  having  two  sources  of  supply,  consisting  of  10,000 
gallon  gravity  tank  and  a  7500  gallon  pressure  tank ;  that  the 
sprinkler  system  is  equipped  with  a  central  station  alarm; 
that  it  is  proposed  to  use  the  cellar,  1st,  2nd  and  3rd  floors 
for  school  purposes  and  retain  the  existing  permitted  factory 
use  on  the  upper  floors;  that  Section  6.5.1  requires  a  fire 
tower  for  a  school  building  over  75  ft.  in  height;  that  how¬ 
ever,  the  proposed  school  use  will  only  extend  up  to  and 
including  the  3rd  floor;  that  the  ceiling  of  the  3rd  floor  is 
approximately  44  ft.  above  the  sidew'alk ;  and  thus  the  actual 
portion  of  the  building  to  be  used  for  school  purposes  is 
below  the  requirement  where  a  fire  tower  is^  necessary  and 
in  view  of  the  construction  of  the  building,  the  fact  that  it 
is  equipped  with  a  two  source  sprinkler  system,  connected 
to  central  station  and  as  the  school  occupancy  will  extend 
to  the  3rd  floor  only,  it  is  requested  that  the  existing  two 
fireproof  stairs  be  accepted  as  adequate  and  the  requirement 
for  the  fire  tower  be  waived;  and 

Whereas,  the  applicant  further  contends  that  the  school 
will  be  used  predominantly  for  veterans,  all  capable  of  using 
the  stairs;  that  due  to  the  training  of  these  veterans,  the 
exit  facilities  wall  be  used  with  a  minimum  of  panic  in  cases 

of  emergency.  .  .  ,  ,  t  .  .  t  ,  . 

Resolved,  that  the  decision  oi  the  borough  superintendent, 
acting  on  Alt.  Applic.  756-47,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition,  that  the  building  shall  be  maintained  as  pro¬ 
posed  and  indicated  on  plans  filed  with  this  appeal,  maikeu 
“Received  April  29,  1947’’  (4  sheets)  ;  that  the  exits  therein 
shall  be  maintained ;  that  a  ventilating  system  shall  be  in¬ 
stalled  in  the  cellar  used  for  lecture  rooms  and  classrooms, 
providing  not  less  than  two  cubic  feet  of  fresh  air  per  minute 
per  person ;  that  the  exhaust  shall  be  as  may  be  required  by 
the  borough  superintendent ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  and  that  this  variance 
shall  continue  only  so  long  as  the  building  is  occupied  as 
herein  permitted. 


395-47-A 

A.PP1  I  CANT— Joseph  Schafran,  for  Louis  de  B.  Moore, 
owner  (Cecelia  Kemberton,  purchaser  under  con¬ 
tract).  r  .  I  1 

SUBJECT — Appeal  from  a  decision  of  the  borough  super- 

intendent.  _  ,  .  . , 

PREMISES  AFFECTED— 15  East  /0th  street,  north  side, 
98  ft.  west  of  Madison  avenue  (Block  1380,  Lot  13). 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  I.  Goldman.  i 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  r  ,  ,  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative:  . — . 

THE  RESOLUTION  (395-47-A)  : 

Whereas,  loseph  Schafran,  for  Louis  De  B.  Moore, 
owner  (Cecelia  Kemberton,  purchaser  under  contract),  nleji 
May  1,  1947,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  15  East  70th  street,  north 
side,  98  ft.  west  of  Madison  avenue  (Block  138o,  i-ot  up. 
Borough  of  Manhattan ;  and  ,  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  7,  1947,  on  Alt.  Applic.  621-47,  reads : 

“3.  Provide  two  means  of  egress  from  every  floor 
to  street  as  per  Sec.  6.1.2.2.3  B.C. 

4  Winders  not  permitted  in  required  stairways,  mcu 

6.4.1  .c  B.C. 
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and 


10.  Indicate  if  any  wood  existing  within  stair  enclos¬ 
ure-  A  one  permitted. 

11.  Stairs  should  lead  in  a  continuous  enclosure  from 
street  to  root.  bee.  6.4.1.11  B.C. 

12.  Windows  within  30  ft.  from  opening  of  other 
sliucture  should  comply  with  Sec.  10.7.1  B.C. 


Whereas  the  app  beam  states  that  the  building  is  five 
stones  (66  tt.)  in  height,  25  by  90  ft.  1  in.  in  area,  of  fire¬ 
proof  construction  erected  in  1909,  located  in  a  residence 
use.  B  area  and  Class  V/2  height  district,  used  and  occupied 
since  election  as  a  one-lanuly  dwelling  and  proposed  to  be 
used  and  occupied  as  follows:  Cellar,  meter  room,  storage, 
laundn,  10  persons;  1st  fioor,  ofiice  entry,  dining  room  and 

ld  fioor\  °  PerL7V  2,,d1floor-  2  brooms.  40  persons; 
5.1,  fl’  n  ’  »4t  l  Hoor’  classr°oms  and  office,  35  persons; 
M!  floor.  Deans  apartment  and  office,  5  persons;  that  the 
building  is  equipped  with  one  interior  stairs  of  steel  strings 
w.th  stone  risers  and  treads,  enclosed  in  terra  cotta  parti¬ 
tions,  equipped  V  ith  one-hour  self-closing  doors  and  lead- 

I'prf  V  i  f't  I  hu  it.  .  r  1 


Resolved  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Apphc.  621-47,  objections  3,  4,  10,  11  and  1>’ 

herein  ‘  ere?VS  modified  and  that  the  appeal  be  and  it 
°"  \0nd}ll0n  that  all  bars  above  the  base- 

that ^  snrh  fir?fihg^ard  an<.  COUrt  'vindows  shall  be  removed; 

f  lUpcb  hreffightnig  appliances  shall  be  maintained  through¬ 
out  the  premises  as  the  fire  commissioner  shall  direct ;  that 

dl.rrstamehal’lSteni  i", b°  ?  Sta,rways  and  tliroughout  public 
•l  ed  n  J  (^d  landings  asproposed,  shall  be  main- 
t.  me  to  the  satisfaction  ot  the  fire  commissioner;  that  in 

w  th  dMiespeCtSi  the  5ulldln,g‘  and  occupancy  shall  comply 
y.’  .f  '  IaWs-  rulef  a”d  regulations  applicable  thereto;  anil 
that  this  variance  shall  continue  only  so  long  as  the  buildum 
ts  occupied  as  proposed  and  the  number  of  persons  per  floor 
as  proposed  is  not  exceeded  y 


mg 


,i;,-C..i..  <  A  V  ,  sjuamg  uoors  aim  teau- 

-tj;  e  .  3  to  tbf  street  and  to  the  roof  by  cross-over  on 
floor  to  secondary  s.tairs  and  the  building  is  also  equipped 
\  t  i  a  secondary  stairs,  running  from  1st  fioor  to  roof 
-  it.  4  m.  wide,  fireproof  enclosed;  and 

,  Whereas,  the  applicant  contends  that  the  building  will  be 
occupied  by  the  Barmore  School  as  a  finishing  and  cultural 
school  tor  adult  girls  from  18  to  25  years  of  age  between 
the  hours  of  9:30  A.M.  and  3  P.M.  from  October  1st  to  June 

bv\’hthn  attert,3  P-M.,  the  building  will  be  occupied  solely 
by  the  Dean;  that  the  building  is  equipped  with  one  steel 
stairway  with  wrought  iron  railings  running  from  the  1st 

to  Jp  tl  °°r’  4  ln-\wlde  and  4  ft-  in  width  from  2nd 

to  ath  floors;  that  outside  the  5th  fioor  landing  of  this  stair 

a  dooi  equipped  with  an  appropriate  exit  sign,  illuminated, 
will  open  to  a  secondary  stair  extending  to  the  roof;  that 
the  secondary  stair  is  fireproof  enclosed  of  iron  steps  and 
ladings  and  runs  from  .1st  fioor  to  roof  and  is  2  ft  4  in  in 

and  H  an<  3  ltS  doors  and  bucks  ‘are  fireproof,  enclosed; 

Whereas  the  applicant  contends  specifically  as  to  objec- 
t tons  3  and  4,  that  the  building  is  under  75  feet  in  height 
and  only  2  (bO  square  ieet  in  area  and  its  occupancy  will  not 

,than  fone  pfers<?n  ±or  each  50  sq.  ft.  and  it  is  further 
contended  that  practical  conformity  with  Sec  6  1  223a  (2) 
is  aclneved,  except  for  the  curved  treads  at  the  head  and 

win  1  °*  rthe  St,air-,  f[°m  3d  story  down  and  the  existing 
winders  Horn  the  3rd  story  up;  that  as  an  additional  safety 

measure,  it  is  respectfully  requested  weight  be  given  to  the 
existing  stairway  adjacent  thereto,  which  although  not  re- 
Sranl*  ^  maintained  with  lights  and  signs;  and  the 
S  41?.  i,°ni.ends  f,S  }°  ol)Jeclum  10-  '>>at  the  hardwood 
ha  from  !l  1  ,  T °°!  materials,  exists  in  the  stair 

tall  Irom  the  3d  floor  landing  dowm  to  the  first  fioor;  that  it 

*  requested  this  be  permitted  to  remain  and  as  a  safeguard 
hat  a  sprinkler  system  be  installed  in  both  stairways  and 
throughout  public  halls,  stairhalls  and  landings;  that  all 
other  wood,  such  as  flooring  and  doors  will  be  removed 
rom  the  stairhalls  and  replaced  with  fireproof  materials  ■ 
that  all  new  stair  treads  and  bucks  will  be  one-hour  test’ 
self-closing;  and  contends  as  to  objection  11,  that  safe  egress’ 
o  the  root  is  obtained  by  crossing  the  hallway  at  the  5th 
flcxir  landing  and  entering  the  secondary  stair  which  leads  to 
e  roof  and  which  will  be  adequately  marked  with  an 
illuminated  sign;  and  contends  as  to  objection  12,  that  the 

rCar  vvindows-  w,hich  ;t  is  requested  the  Board 
Urmit  to  remain,  are  hardwood  frames  and  sash;  that  the 
bui  chng  ,n  the  rear  is  approximately  25  feet  awav  and  is  of 
hreproof  construction;  that  the  rear  w^all  of  the  building  in 
„  '  rear  contains  one  wdndow  at  the  1st  fioor,  1  at  the  ?nd 

the°Ho«  •  aithe  5th  fl.°°r  Ievels ;  it  is  proposed  to  replace 
he  glass  in  the  r<*r  windows  of  the  building  in  question 
with  wire  glass  and  make  same  self-closing;  and 

U  hkrkas,  the  premises  were  inspected  by ’a  committee  of 

condition'  rccommended  (I,e  appeal  Ik:  granled  on 
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413-47-A 

APPLICANT— Stanley  H.  Klein,  for  Commonwealth 
Homes  Inc.,  owner. 

SUBJECT— Application  reopened  June  3,  1947— re  Appeal 
lom  decisions  of  the  borough  superintendent  (pre- 
viously  withdrawn). 

PREMISES  AFFECTED — 247-32  to  247-50  87th  drive 
SJde^2474)9  to  247-41  87th  drive,  north  side! 
i  ?46'64  87th  avenue,  north  side  and  87-01 

to  87-04  Commonwealth  boulevard  (Block  8639 

am/?1  n,lclusn;e  and  BI°ck  8640,  Lots  1,6  9 
APPEARANcfs-dUS1Ve)’  Bellerose>  Borough  of  Queens. 

For  Applicant :  Stanley  H.  Klein  and  Robert  Cutler 
P or  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

mh  tl'lw?!n0F  B0ARD— -Appeal  granted  on  condition, 
i  HE  VO  1  E — 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Klemert  and  Deputy  Chief  Guinee  4 
A  egative :  .  q 

THE  RESOLUTION  (413-47-A) 

Whereas  this  appeal  from  decision  of  the  borough  super¬ 
intendent.  affecting  premises  247-32  to  247-50  87th  drive 
U"1'5*:247'09  10  ^1  87.1.  drive,  norti  "df  2U06  to 

vlri  (Btocka8vloer,  8/„1  *.°  f-09  Commonwealth  boule- 
\aid  (Biock  8o39,  Lots  30-41  inclusive  and  Block  8640.  Lots 

6’  9i?nd  42'64  I^lusi1ve)’  Bellerose,  Borough  of  Queens 
was  withdrawn  on  May  13,  1947;  and  W 

Whereas,  the  applicant*  requested  a  reopening  of  the 
uppejfl  and  consideration  of  a  new  proposal ;  and  ‘ 

."TO  this  case  was  reopened  by  vote  of  the  Board  on 
Juie  3,  1947,  subject  to  usual  procedure;  and 

datedHMatS20  1047eCisiM  n  trough  superintendent, 

dated  May  20,  194/.  on  N.  B.  Applic.  9525  to  9534-47.  reads- 
1.  .  I  he  erection  ot  a  frame  building  within  the  fire 
and  imitS  1S  Contrary  t0  Section  4.1.2  Building  Code.” 

tbe  applicant  states  that  the  premises  consist  of 

•md  ’08  SOTO  fng  a  °ntaPu0ef  1S6’01  ft'  on  87,h  avenue 
and  IO8.0O  ft.  on  Commonwealth  boulevard  and  445  62  ft  on 

fde^ ofoShdriJ  16  tf  I6?,  Pl0t  frontin§'  250  011  the  south 

jS  87 th  d  -4  that  the  premises  north  of  87th  drive  are 
located  in  a  residence  use,  C  area  district,  except  for  ?he 
portion  of  the  plot  located  more  than  100  ft.  north  of  87th 
drive,  which  portiqn  is  in  a  residence  use,  E  area  district  •  that 
the  premises  on  the  south  side  of  87th  drive  are  in  a  residence 

!nt«  ?  ar-Ca  dJstnct ;  that ,lt  IS  Proposed  to  divide  the  plots  into 
lots  having  frontages  of  not  less  than  25  ft.  and  to  erect  on 

16Chfta  bv  2°8ryf/r6m-e’  °ne'fami,y  ^welling  22  ft.  in  height, 
ky.  -8  ,ft-  6  m-  m  area;  that  the  dwellings  will  be 
attached  in  pairs  and  will  be  surfaced  on  the  exterior  of  the 

VVU  l  maS°nry  veneer  aild  with  asbestos  shling 
asbestos  shingles,  masonry  veneer  or  stucco,  above  and  roofs 

will  be  surfaced  with  asphalt  shingles;  that  no  dwelling  will 
Ije  located  nearer  than  10  ft.  to  the  building  line  and  each 
dwdhng  will  be  provided  with  a  side  yard,  which  in  no  -asc 
will  be  less  •ban  )  ft.;  u  ]S  proposed  that  in  the  future  one 
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12ft.  by  21  ft.  one-car  accessory  garage  will  be  erected  on 
the  rear  of  each  lot ;  and 

Whereas,  the  applicant  contends  that  the  walls  and  ceilings 
will  be  finished  with  perforated  rock  lath  and  gypsum  plaster, 
party  walls  will  be  of  stone  concrete  below  1st  floor  and  8 
in.  cinder  block  above,  to  the  underside  of  roof  boards;  that 
the  neighborhood  consists  of  detached  frame  dwellings,  ex¬ 
cept  a  few  semi-detached  brick  dwellings  recently  erected ; 
that  on  both  sides  of  87th  drive  there  are  frame  dwellings; 
that  to  the  w'est  on  the  south  side  of  87th  drive  are  eight  fully 
attached  brick  dwellings ;  that  the  owners  originally  intended 
to  erect  brick  attached  dwellings  on  this  site,  but  neither  the 
Federal  Housing  Administration  nor  the  banks  are  willing  to 
extend  mortgages  for  row  housing  in  this  location ;  that  the 
buildings  as  now  planned  have  been  approved  by  the  F.H.A. 
for  rental  or  sale  with  preference  to  veterans;  that  the  cost 
of  erection  of  detached  brick  dwellings  would  be  prohibitive ; 
that  in  view  of  the  fact  that  frame  dwellings  exist  in  this  sec¬ 
tion  and  that  brick  dwellings  cannot  be  financed,  it  is  re¬ 
quested  that  the  proposed  dwellings  be  permitted  to  help 
alleviate  the  present  housing  shortage;  that  each  pair  of 
buildings  will  have  a  varying  set  back  from  the  adjoining- 
pair  which  will  considerably  help  in  making  purchase  more 
attractive. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applications  9525  to  9534-47,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  buildings  shall  be  constructed 
as  proposed  and  as  shown  on  revised  plans  filed  with  this 
appeal  marked  “Received  May  21,  1947”  two  sheets;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  frame 
buildings  when  constructed  outside  the  fire  limits. 


454-47- A 

APPLICANT— H.  Kenneth  Fairbanks,  for  Queensborough 
Gas  and  Electric  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 110-09  Beach  Channel  drive, 
south  side,  from  Freeway  to  Beach  l'08th  street 
(Block  598,  Lots  100  and  400),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  H.  Kenneth  Fairbanks  and  James 
K.  Forster. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (454-47-A) 

Whereas,  H.  Kenneth  Fairbanks,  for  Queensborough  Gas 
and  Electric  Co.,  owmer,  filed  May  9,  1947,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
110-09  Beach  Channel  drive,  southeast  corner  Freeway  and 
south  side  of  Beach  Channel  drive,  between  Freeway  and 
108th  street  (Block  598,  Lots  100  and  400),  Rockaway  Beach, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  6,  1947,  on  Misc.  Applic.  2959-47,  reads : 

“1.  All  oil  storage  tanks  shall  be  buried  so  that  the 
tops  thereof  shall  be  at  least  two  (2)  feet  below  the 
grade  level.  C19-50.0  subd.  e,  Adm.  Code,  City  of 
N.  Y.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  990  ft.  approximate  by  474  ft.  approximate  in  area, 
upon  which  it  is  proposed  to  erect  two  additional  10,000 
barrel  oil  storage  tanks,  each  42  ft.  6  in.  in  diameter,  40  ft. 
in  height;  that  the  premises  are  located  in  an  unrestricted 
use,  A  area,  and  class  1  height  district  and  have  been  used 


as  a  gas  purifier  plant  since  1945  and  as  a  gas  manufacturing 
plant  since  about  1890 ;  that  the  premises  are  equipped  with  a 
city  fire  hydrant  and  with  three  additional  hydrants  con¬ 
nected  to  the  owner’s  wells  and  pump ;  and 
Whereas,  the  applicant  contends  that  large  quantities  of 
fuel  oil  are  used  at  this  plant  for  the  manufacture  of  gas; 
that  the  increase  in  consumer  demand  for  gas  makes  it  im¬ 
perative  to  install  the  two  proposed  additional  fuel  oil  tanks 
in  order  that  the  supply  of  gas  will  not  run  out  during  severe 
winter  weather  when  the  demand  is  greatly  increased  and  the 
transportation  of  oil  rendered  more  difficult  by  ice  in  Jamaica 
Bay;  that  the  plant  is  located  along  the  south  side  of  Jamaica 
Bay  and  between  it  and  the  Atlantic  Ocean ;  that  due  to  the 
particular  nature  of  the  soil  at  this  location  where  it  is  de¬ 
sired  to  erect  two  additional  oil  storage  tanks,  it  is  practically 
impossible  to  make  an  excavation  of  sufficient  depth  to  bury 
the  tanks ;  that  salt  water  seeps  through  the  sub-soil  and  to 
make  an  excavation  over  40  ft.  deep  would  mean  that  the 
salt  water  would  be  flowing  therein ;  that  under  Cal.  949-22- A, 
affecting  the  premises  adjoining  to  the  east,»the  Board  per¬ 
mitted  the  erection  of  above  ground  tanks  and  under  Cal. 
179-31-A,  the  Board  took  similar  action;  that  the  two  pro¬ 
posed  tanks  will  each  be  40  ft.  above  ground  with  an  inside 
diameter  of  42  ft.  6  in.;  that  the  tanks  will  be  used  for  the 
storage  of  Bunker  C  fuel  oil,  the  flashpoint  of  which  is 
approximately  300  deg.  F. ;  that  this  oil  might  generally  be 
described  as  a  low  grade  #6  fuel  oil ;  that  to  bury  these 
tanks  would  occasion  considerable  expense  which  is  not  jus¬ 
tified;  that  each  tank  is  proposed  to  be  surrounded  by  a 
reinforced  concrete  dike  having  an  impound  capacity  of  1^4 
times  that  of  the  tank ;  that  each  tank  will  have  a  ventilator, 
open,  with  screened  hood;  that  a  3"  steam  main  will  be 
connected  with  each  tank  in  such  a  manner  that  live  steam 
can  be  turned  on  inside  each  tank  in  the  event  of  fire;  that 
the  point  at  which  the  steam  can  be  turned  on  is  located  over 
200  ft.  from  the  tanks  and  the  main  through  which  the  steam 
is  transmitted  to  the  tanks  will  be  1  ft.  below  the  surface 
of  the  ground  between  the  boiler  room  and  the  tanks ;  that 
a  foamite  system  will  be  connected  to  each  tank,  each  tank 
being  connected  with  two  2"  foamite  lines  running  from  a 
foamite  house  about  250  ft.  away  from  the  tanks. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  2959-47,  Objection  I,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  tank  shall  be  installed  as  proposed  and  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
May  9,  1947,”  three  sheets;  that  the  proposed  fire  fighting 
equipment  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner. 


226-45-A 

APPLICANT — Joseph  A.  Kinsley,  for  My-R  Construction 
Corp.,  owner  (872  Gerard  Avenue  Corp.,  lessee). 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  for  temporary  term). 

PREMISES  AFFECTED— 872  Gerard  avenue  and  81-9o 
East  161st  street,  northeast  corner  (2nd  floor)  ; 
(Block  2476,  Lot  56),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  F.  Bohan. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of  vari¬ 
ance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative: . ” 

THE  RESOLUTION  (226-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 

superintendent,  affecting  premises  872  Gerard  avenue  and 
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?Rln5rt^7A  noFtheast  corner  (2nd  floor)  ; 

ltv  tli  R  i^0t  ^r\  ’  ?°r0Ugh  Pronx>  was  granted 

}  and  B°ard  °"  °Ctcber  16’  1945  on  certain  conditions; 

;  an^HEREAS>  resolution  was  amended  on  July  23,  1946; 

f  of  ^variance'  ^  applicant  refluest<M  an  extension  of  the  term 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  23,  1946  only  in  so 
tar  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

that  the  present  occupancy  on  the  second  floor  east  con¬ 
sisting  of  a  dress  goods  store  may  be  continued  for  one 
(1)  year  from  the  date  of  this  amended  resolution 
provided  there  is  no  manufacturing  carried  on;  that 
such  portable  fire-fighting  appliances  shall  be  installed 
as  the  fire  commissioner  shall  direct;  that  a  certificate  of 
occupancy  shall  be  obtained.” 

230-47-A 

APPLICANT— Alexander  N.  Wolf,  for  The  Borden  Co 
cnrnrrT6!;  (H°t<4  Monroe,  Inc.,  owner). 

pprlncrc  order  the  fire  commissioner. 

PREMISES  AFFECTED — 321-323  3rd  avenue  and  201 
East  24th  street,  northeast  corner  (Block  905  Lot 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alexander  N.  Wolf  and  Winston 
E.  Barron. 

a  ^a-T^x^°A^d’^nistration  :  Peter  Maher,  Fire  Dep’t. 
'ACTION  OF  BOARD — Appeal  withdrawn  without  preju- 
dice.  .  Applicant  to  file  plans  in  the  Department  of 
Housing  and  Buildings  for  compliance  with  Section 
67  of  the  Multiple  Dwelling  Law 
THE  VOTE  TO  WITHDRAW— 

AfJirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


321-47-A 

APPLICANT— Ellis  L.  Lavine,  for  Howard  P.  Weir, 

I  owner  (Zebu  Realty  Corp.,  lessee). 

.  SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 200  East  86th  street  and  1525 
3rd  avenue,  southeast  corner  (Block  1531,  Lot  45), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ellis  L.  Lavine. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  Oh  BOARD — Appeal  withdrawn  without  preju¬ 
dice.  Applicant  to  file  plans  in  the  Department  of 
Housing  and  Buildings,  for  compliance  with  Section 
67  of  the  Multiple  Dwelling  Law. 

THE  VOTE  TO  WITHDRAW— 

Affirmative;  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


ACTION  OF  BOARD— Hearing  closed.  Date  to  be  set  for 
decision. 


346-43-A 

APPLICANT— Frank  C.  Keller,  for  Mae  B.  McDowell, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (previously  denied) — remitted  by  the 
Court  to  the  Board  to  take  additional  testimony. 
PREMISES  AFFECTED — -87-86  188th  street,  west  side, 
100  ft.  north  of  Hillside  avenue  (Block  9960  [1007], 
Lot  56  [1],),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Victor  D.  Borst,  Jr. 

For  Opposition:  Frederick  W.  Mueller,  Harold 
Wiswall  and  Webster  F.  Williams. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


427-47-A 

AP PL1  CAN T— Sidney  L.  Strauss,  for  Dr.  J.  Pacelli,  owner 
(Max  Rosenblatt,  lessee). 

bUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED-1I-17  2nd  avenue  and  23  East 
street,  southwest  corner  (2nd  and  3rd  floors)  ; 

APPEARANCES^- LOt  2 ^  Borough  of  Manhattan. 

b  or  Applicant :  Edward  J.  Hurley  and  Rueben 
btemberg. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC1  JON  OF  BOARD — Laid  over  to  July  1,  1947  at  2  P.  M. 
at  request  of  applicant’s  representative. 


460-47-A 

AI 1  LICAN  T— St.  Albans  Civic  Improvement  Association 
Inc.,  for  Dorothea  Ferguson,  William  F.  Fetzer’ 
ct  al->  adjoining  property  owners. 

OWNER  OF  PREMISES — Joseph  Gemelli  and  Joseph 
Moccia. 

SU-BJIiCn  Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  Revocation  of  permits  re  N  B  583-47 
PREMISES  AFFECTED-195-02  Linden  boulevard,  south¬ 
east  corner  of  195th  Street  (Block  12613,  Lots  1 

APPEARANCES^1^"3’  B°r°Ugh  °f  Queens- 

For  Applicant :  Hugh  Quinn,  Ralph  A.  Brooks  and 
Royal  E.  Dalrymple. 

For  Owners :  Sydney  S.  Levine,  Stanley  H.  Klein 
and  Joseph  Gemelli. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Hearing  closed;  date  for  decision 
by  the  Board,  to  be  set. 


ZONING  APPLICATIONS 

796-23-BZ 

APPLICANT— Lama  and  Proskauer,  for  1507-1535  Coney 
Island  Ave.  Corp.,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent),  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district  the  alteration 
of  a  garage  (previously  granted  by  the  Board)  to 
include  a  gasoline  service  station,  amended  to  in- 
elude  minor  motor  vehicle  repairs  in  a  showroom. 

PREMISES  AFFECTED — 1505-1537  Coney  Island  avenue 
and  1101-1111  Avenue  L,  northeast  corner  (Block 
6722,  Lot  49),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative :  .  q 

THE  RESOLUTION  (796-23-BZ) 

Whereas,  this  application  under  section  21  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district,  the 

erection  and  maintenance  of  a  garage  for  more  than  five 

motor  vehicles,  affecting  premises  1507-1537  Coney  Island 
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avenue  and  1101-1111  Avenue  L,  northeast  corner  (.Block 
0 722,  Lot  49),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  luly  24,  1923,  on  certain  conditions;  and 

Whereas,  on  November  18,  1932,  the  resolution  was 
amended,  to  permit  the  inclusion  of  a  gasoline  service  sta¬ 
tion;  and 

\\  here  as,  on  April  24,  1945,  the  resolution  was  iurther 
amended,  to  permit  the  inclusion  of  a  room  for  the  display 
and  sale  of  new  and  used  cars;  and 

Whereas,  the  applicant  requested  a  further  amendment 
ol  the  resolution,  to  minor  motor  vehicle  repairs  in  a  show¬ 
room  ;  and 

W  hereas,  the  resolution  was  iurther  amended  on  July  1/, 
1945 ;  and  . 

Whereas,  the  applicant  requested  a  further  amendment  oi 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  24,  1923,  as  amended 
luly  17,  1945,  by  adding  to  the  resolution  adopted  by  the 
Board  on  July  17,  1945: 

“that  the  space  approximately  15  sq.  ft.  in  the  tower 
as  permitted  may  be  occupied  as  a  private  office  for  the 
owner,  on  condition  that  it  shall  be  reached  by  a  new 
iron  spiral  stair  not  less  than  4  ft.  in  diameter  with  a 
passage  constructed  of  2  x  4  studs  covered  with  w'ood 
sheathing,  building  paper,  wire  lath  and  cement  stucco ; 
that  the  ceiling  within  the  space  shall  be  covered  on  the 
inside  with  sheet  rock  and  plaster  and  on  the  outside  by 
wood  sheathing  and  rubberoid  roofing,  all  as  shown  on 
revised  plans  marked  “Received  May  13,  1947,”  two 
sheets;  that  there  shall  be  a  door  leading  from  such 
second  story  space  to  the  roof ;  that  this  space  shall  be 
used  only  as  proposed  as  a  private  office  for  the  owner 
and  in  no  other  way  connected  with  the  garage  use,  all 
as  passed  upon  by  the  borough  superintendent  under, 
Alt.  Applic.  5240.  Items  1,  2  and  3,  dated  May  12,  1947 ;. 
that  the  occupancy  of  such  tower  space  shall  not  be 
deemed  to  require  that  the  building  shall  be  classified 
as  more  than  one  story.” 


811-26-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  L. 
Winkle,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough-  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning- 
resolution,  permitting  in  residence  and  unrestricted 
use  districts,  the  extension  of  existing  public  garage 
and  gasoline  service  station  (previously  granted  by 
Board)  to  garage,  gasoline  station,  showroom,  office, 
lubritorium,  auto  laundry  and  minor  repairs. 

PREMISES  AFFECTED— 93-02  to  93-14  Atlantic  avenue 
and  94-02  to  94-08  Woodhaven  boulevard,  southwest 
corner  (Block  9033,  Lot  1),  Woodhaven,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME—  • 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N egative :  .  0 

THE  RESOLUTION  (811-26-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  on  a  plot  with 
an  existing  garage  affecting  premises  93-02 — 93-14  Atlantic 
avenue  and  94-02  to  94-08  Woodhaven  boulevard,  southwest 
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corner  (Block  9033,  Lot  1),  Woodhaven,  Borough  of  Queens, 
was  granted  by  the  Board  on  December  21,  1926,  on  certain 
conditions ;  and 

Whereas,  on  June  4,  1946,  the  resolution  was  amended 
under  section  7c  of  the  zoning  resolution,  permitting  the 
extension  of  an  existing  garage  and  gasoline  service  station ; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  21,  1926,  as 
amended  through  June  4,  1946,  only  in  so  far  as  it  has  refer¬ 
ence  to  obtaining  a  certificate  of  occupancy,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“in  view  of  the  statement  by  the  applicant  that  all  permits 
have  been  obtained,  and  work  completed,  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained  within  three  (3) 
months  from  the  date  of  this  amended  resolution  (Alt. 
Applic.  2226-45).” 


200-27-BZ 

APPLICANT — Sylvania  Electric  Products,  Inc.,  for  Wil¬ 
liam  B.  Lainpert,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  for  a  term  of  two  years  under 
section  7e  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  conversion  of  occupancy 
for  a  temporary  term  of  a  garage  for  more  than  five 

•  motor  vehicles  to  a  technical  laboratory. 

PREMISES  AFFECTED— 83-30  Kew  Gardens  road,  south¬ 
west  corner  of  83d  drive  (west  side  of  Kew  Gardens 
road,  between  Kingsley  and  Jennico  places)  ;  (Block 
3366,  Lot  30),  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES—  .  .  W 

For  Applicant:  John  B.  Parehman  and  William  B. 

Lampert.  JbJ 

For  Administration :  Samuel  L.  Becker,  Dep  t.  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  b 

THE  RESOLUTION  (200-27-BZ) 

Whereas,  this  application  under  section  21-  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor  vc-  1 
hides,  affecting  premises  83-30  Kew  Gardens  road,  south¬ 
west  corner  of  83rd  drive  (west  side  of  Kew  Gardens  road, 
between  Kingsley  and  Jennico  places)  ;  (Block  3356,  Lot 
30),  Kew  Gardens,  Borough  of  Queens,  was  granted  by 
the  Board  on  May  31.  1927,  on  certain  conditions  and  reso¬ 
lution  amended  on  February  9,  1937  as  to  signs,  and  further 
amended  on  July  25,  1944  permitting  the  conversion  of 
occupancy,  for  a  temporary  period,  to  a  technical  laboratory, 
on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  January 
29,  1946  and  the  applicant  requested  a  further  extension  ot 
the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  31,  19*-7,  as 
amended  through  January  29,  1946,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

"Granted  for  a  term  expiring  on  April  30,  1934,  on 
condition  that  in  all  other  respects,  the  resolutions  as 

*  last  amended  on  January  29,  1946,  shall  be  complied 
with  (Alt.  440-44).” 


MINUTES 


932-38-BZ 

■APPLICANT— Ruth  P.  Wadman,  for  Arthur  J.  Schutz, 
qpihc't^a'  Long  Island  Railroad,  owner, 
r .  uu  he  I —Application  for  consideration— reopening  and 
extension  of  term  of  variance— Application  (decision 
ot  the  borough  superintendent)  previously  granted 
,  °.n  con(htion,  under  section  7 h  of  the  zoning  resolu¬ 

tion.  permitting  in  a  business  use  district,  for  a  term 
of  two  years  the  parking  and  storage  of  more  than 
nve  motor  vehicles. 

I  PREMISES  AFFECTED— Hillside  avenue,  bounded  by 
Hesse, ner  street  and  Babbage  street  (land  under 
JMQm  V(?°ck  3258>  Lot  54  and  Block  926 2 
APPEARANCES— Chm°nd  Hil1,  P>orol,gh  of  Queens. 

For  Applicant :  Ruth  P.  Wadman  and  Arthur  T 
Schutz.  J  ’ 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

I }  TTON  Oh  BOARD— Application  reopened  and  term  of 
\  ariance  extended. 

F  OFVVARIATNCEREOPEN  AND  EXTEND  TERM 
Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  kleinert  and  Deputy  Chief  Guinee  4 
•  Negative:  . .  q 

-  THE  RESOLUTION  (932-38-BZ) 

rJlHrRKAS’  th'S,  application  under  section  7h  of  the  zoning 
re.  olution,  permitting  in  a  business  use  district,  for  a  term 

mninf0  ^S’  thi-  parkmg  atld  storage  of  more  than  five 
motoi  vehicles,  affecting  premises  Hillside  avenue  hounded 
by  Bessemer  and  Babbage  street  (land  under  L.  I.  R  R  ) 

Hill  ISh l  n°  and  B1°Ck  3258’  Lot  54>'  Richmond 
H  I  o  n  gh  °f  Ql,e5n?>  was  granted  by  the  Board  June 
13,  1939,  on  certain  conditions  ;  and  J 

Whf.rka.s  the  term  of  variance  was  extended  on  June  10 
’  -J111.16  ’  1^  ancl  Jur|e  12,  1945  and  the  applicant 

requested  a  further  extension  of  the  term  of  variance. 

herfhv„d’  tiiatfit  lC  Boar(1.  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  13  1939  as 

amended  through  June  12,  1945,  only  so  far  as  it’has  re’fer- 

m  rtionnfTl  erm  .of  ,the  variance,  so  that  as  amended,  this 
imrtion  of  the  resolution  shall  read  : 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles 
on  condition  *  *  *  and  that  other  than  as  herein 
amended,  the  provisions  of  the  resolution  of  June  13 
1939  as  amended  through  June  12,  1945  shall  be  complied 


988-40-BZ 

|ppLf CANT— Contractors  Service  Co.,  for  Annettee  and 
AltredJ.  1  lialman,  owners. 

SLBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (deci¬ 
sion  oil  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  residence  and  partly 
in  business  use  districts,  the  erection  and  mainte¬ 
nance  of  a  garage  for  four  (4)  motor  vehicles  and 
tor  the  storage  and  repairing  of  contractors’  equip¬ 
ment.  1  1 

PREMISES  AFFECTED — 3743-3751  Boston  road,  north- 
west  corner  of  Edson  avenue  (Block  4893  Lots  1 
and  4),  Borough  of  The  Bronx 

appearances— 

bor  Applicant :  Alfred  J.  Thalman 
bor  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 

extended. 


I  HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blume  and  Kleinert  and  Deputy  Chief  Guinee  4 
i\  egative :  .  q 

the  RESOLUTION  (988-40-BZ) 

Wiiereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  and  partly  "n  f 
business  use  district,  the  erection  and  maintenance'  of  a 

SwV  for/our  m°tor  vehicles  and  for  the  storage  and 
ltpairing  of  contractors  equipment,  affecting  premised 3743- 

£  l  0s;t0V  road,  northwest  corner  of  Edson  avenue  (Block 
4,‘ 93o  U)ts,  1  and  4).  Borough  of  The  Bronx,  was  granted  by 
. f ebruarx  4-  1941>  °n  certain  conditions;  and  ‘ 
\\  HFRf  As  the  applicant  requested  an  extension  of  time 
with  n  which  to  complete  the  work,  the  permits  having  ex¬ 
pired  by  time  limitation.  8  ex 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  February  4  1941  only 
so  far  as  it  has  reference  to  the  time  within  which  to’conv- 

uition’ JlU read:°  ‘  **  ,m“**  »«*  portio"  °f  «*- 
‘'that  in  view  of  the  statement  by  the  applicant  that  all 
permits  were  issued  in  1941,  all  work-  aha®  bTcompTeted 
within  one  (1)  year  from  the  date  of  this  amended 

March  28,  1947)  ,  Al)pHcation  (y62~4()-  Objections  of 


55-41-BZ 

APPLICANT— Henry  Nordbeim,  for  Havender  Realties 
Inc.,  owner  (Gordon  and  Ettl,  lessees). 
SUBJECT— Application  for  consideration— reopening  and 
extensmn  of  term  of  variance— Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  years  the  parking  and  storage  of  more  than 
hve  motor  vehicles. 

PREMISES  AFFECTED — 3551  Bainbridge  avenue,  west 
Side,  370.45  ft.  north  of  Gunhill  road  (Block  3328-A 
Lot  108),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

TH  vartancf-RE0PEN  AND  extend  term  OF 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  •  q 

THE  RESOLUTION  (55-41-BZ) 

.Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term  of 
two  years  the  parking  and  storage  of  more  than  five  motor 

l7n^ceSAaEeCtling  Pr^!™ses  3551  Bainbridge  avenue,  west  side, 
370.45  ft.  north  of  Gunhill  road  (Block  3328-A,  Lot  108) 

on0ri°^h  of  The  Bronx,  was  granted  by  the  Board  on  May 
ZV,  mb,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  Tune  15 
1943  and  June  5,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  20,  1941,  as  amended 
through  June  5,  1945,  only  in  so  far  as  it  has  reference  to  the 
term  of  the  variance,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  that  other  than  as  herein  amended. 
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the  provision  of  the  resolution  of  May  20,  1941  as 
amended  June  5,  1945  shall  be  complied  with  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


92-41-BZ 

APPLICANT— Henry  Nordheim,  for  Nathan  Straus, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  business  use  and 
partly  in  residence  use  districts,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 3375-3399  Boston  road,  3425 
Wilson  avenue,  northwest  corner,  1195  East  213th 
street  and  1198  East  214th  street  (Block  4708,  Lot 
1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Samuel  L.  Becker,  Dep’l  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND1  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative:  . : .  0 

THE  RESOLUTION  (92-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  3375-3399  Boston  road,  3425  Wilson  avenue,  north¬ 
west  corner,  1195  East  213th  street  and  1198  East  214th  street 
(Block  4708,  Lot  1),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  June  10,  1941,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  June  2,  1942; 
and 

Whereas,  the  term  of  variance  was  extended  on  June  8, 
1943  and  June  5,  1945 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  10,  1941,  as  amended 
through  June  5,  1945,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  that  other  than  as  herein 
amended,  the  provisions  of  the  resolution  of  June  10. 
1941  as  amended  Tune  5,  1945  shall  be  complied  with  and 
that  a  certificate  of  occupancy  shall  be  obtained.” 


315-41-BZ 

APPLICANT — Anna  Rabe,  owner  (Rabe  Bros.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  garage  for  three  (3)  commercial 
motor  vehicles. 

PREMISES  AFFECTED— 164-44  75th  road,  south  side, 
96  ft  7  in.  west  of  166th  street  (Block  6967,  Lot 
43),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  Rabe. 


For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guineft.  4 
Negative:  . .  0 

THE  RESOLUTION  (315-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  garage  for  three  commercial  motor  vehicles, 
affecting  premises  164-44  75th  road,  south  side,  96  ft.  7  in. 
west  of  166th  street  (Block  6967,  Lot  43),  Flushing,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  on  July  1,  1941, 
on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  July  13, 
1943  and  June  19,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  1,  1941  as  amended 
through  June  19,  1945,  only  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended,  this  porting  of 
the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  maintenance  of  a  garage  for  three  (3)  commercial 
vehicles,  on  condition  *  *  *  that  other  than  as  herein 
aniended,  the  provisions  of  the  resolution  of  July  1, 
1941  as  amended  through  June  19,  1945  shall  be  complied 
with  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained.” 


176-42-BZ 

APPLICANT — Street  and  Adikes,  for  Boulevard  Housing 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7d  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  use  of  a  plot  as  a  recreational  area  for  tenants 
of  a  building  not  located  on  same  lot  with  proposed 
use. 

PREMISES  AFFECTED— 56-39  to  56-51  30th  avenue, 
north  side.  100.78  ft.  east  of  56th  place  (Block 
1024,  Lot  8),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative :  . 0 

THE  RESOLUTION  (176-42-BZ) 

Whereas,  this  application  under  section  7d  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  use  of 
a  plot  of  ground  as  a  recreational  area  for  the  tenants  of 
a  building  not  located  on  the  same  lot  with  the  proposed 
ir-e,  affecting  premises  56-39  to  56-51  30th  avenue,  north 
side,  100.78  ft.  east  of  56th  place  (Block  1024,  Lot  8). 
Woodside,  Borough  of  Queens,  was  granted  by  the  Board 
on  May  5,  1942  on  certain  conditions;  and  Y  j 

Whereas,  time  to  obtain  permits  and  complete  the  worTc, 
was  extended  on  Tune  6,  1944,  May  29,  1945  and  May  28, 
1946,  and  the  applicant  requested  a  further  extension  for 
such  similar  purpose. 
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Resofacd,  that  (lie  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  Mav  5  1Q4?  ,,  i  i 

through  Mav  ioia  •  a’  iy4^-  a'  amended 

tnroiun  Ala\  28,  1946,  only  in  so  far  as  it  has  reference  to 

Permits  and  completion  of  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  • 

that  al  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  35s 
amended  resolution  (Misc.  Applic.  11427-41)” 


110-43-BZ 

?  APPLICo^T-Gustave  Goldman,  for  Tolind  Corporation, 

SUBJECT— Application  for  consideration— reopening  and 

ortheTr  °VeS0luti0n-;e  Application  (dedsion 
the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  resolu- 
tion  permitting  in  residence  and  business  use  dis- 

SeSen  hUfChflnge  m,occuPancy  from  stores  and 
canteen,  1st  floor;  pharmaceutical  and  biological 

B^arHWieSp0n  2nd  ^Previously  granted  by 
Board)  to  pharmaceutical  and  biological  laboratories 

floor St°re  °n  1St  fl°°r  and  bowlin"  alle>rs  on 

PREMISES  AFFECTED— 6214-6224  4th  avenue  and  365- 
„  nd  str^et-  northwest  corner  (Block  5799  Lot 
A  tit—  a  d8)-  borough  of  Brooklyn.  ’ 

APPEARANCES— 

For  Applicant ;  Gustave  Goldman  and  Harold  K 
Feinman. 

For  Administration :  Samuel  L.  Becker,  Dep’t.  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

DEMOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

THE  RESOLUTION  (110-43-BZ) 

Whereas,  this  application  under  section  7A,  7b  and  7c 
of  the  zoning  resolution,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  alteration  and  con¬ 
version  of  occupancy  of  the  2nd  story  of  an  existing  build¬ 
ing  from  classrooms  (of  an  annex  to  public  high  school) 
to  a  factory  and  also  to  permit  the  location  of  an  exit  door 
(from  uses  other  than  residence)  located  in  and  adjoining 
a  residential  zone— contrary  to  Section  7A  of  the  zoning 

^c°lU7o0A7  affect’ng  Premises  6214-6224  4th  avenue  and 
406-4/1  63rd  street,  northwest  corner  (Block  5799  Lot  38) 

•57  of  Brooklyn,  was  granted  by  the  Board’ on  April 

z/-  !  and  the  resolution  amended  on  Tune  8,  1943  •  and 
Whereas,  an  application  for  consideration  under  section 
/c  of  the  zoning  resolution,  for  a  change  in  use  was  granted 

by  the  Board  on  November  6,  1946,  on  certain  conditions- 

and 

Whereas,  plans  were  approved  on  December  3,  1946 ;  and 
Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  27,  1943.  as  amended 
through  December  3,  1946,  by  adding  thereto: 

“that  the  fire  wall  now  existmg  on  the  first  story  may  be 
discontinued,  on  condition  that  in  all  other  respects  the 
resolutions  adopted  bv  the  Board  through  December  3. 
1946  shall  be  complied  with  and  such  floor  may  be  occu¬ 
pied  by  a  retail  business  establishment,  meeting  the  re¬ 
quirements  of  all  laws,  rules  and  regulations  applicable 
to  a  business  district,  provided  the  requirements  of  this 
resolution  as  to  exits  and  windows,  within  the  residence 
district,  are  complied  with;  that  such  windows  on  the 
first  floor  within  the  residential  use  district  shall  be 
arranged  as  provided  in  this  resolution,  for  similar  win¬ 
dows  in  the  second  story  within  the  residence  district, 
and  that  no  shipping  or  receiving  of  merchandise  or  sup¬ 
plies  shall  be  from  63rd  street.” 

709 


618-45-BZ 

APPLI<^neIrAPPeU  &  APPe"’  £°r  Charl0(te  H-  Appell, 
SUBJECT— -Application  for  consideration-reopening  and 

cfs  on  Of  tL  r  complete— re  Application  (de¬ 

cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  for  a  term  of  five  years,  permitting Tf 
de^  !!se  d'stnct,  the  change  of  occupancy  from 
d“b;,  bowl,n£  alleys,  banquet  hall  and  dwelling  to 
nDrur^?.  Stores,  offices  and  dwelling 
PREMISES  AFFECTED-448  West  51st  street,  sonlh  side, 
15W  fSt,  ?th  avcm"-  (Block  1060,  Lot 

appearances-611  °f  Manhattan- 

For  Applicant  :  Faustin  F.  Jehle 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.rn,rA,  Housing  and  Buildings. 

/  CTTON^OF  BOARD— Application  reopened  and  time  ex- 

TLIE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative1-  ^  Klemert  and  DePuty  Chief  Guinee  4 

THE  RESOLUTION  (618-45-BZ) 

VVhereas,  this  application  under  section  7e  of  the  zonino- 

use° ffisTric/The  tehm  °f  fife  yearS’  Permitting  in  a  residence 
tnct  tb<?  nha?ge„?f  occupancy  from  club,  bowhng 
alleys,  banquet  hall,  dwelling,  etc.,  to  retail  stores,  offices  and 
dwelling  affecting  Premises:  448  W  51st  street,  southside 
-04  ft.  9  in.  east  of  10th  avenue  (Block  1060,  Lot  154) 

2  SS1  °£  Manhattan-.was  granted  by  the  Board  on  March 
12,  1946,  on  certain  conditions;  and 

Whereas,  the  time  to  obtain  permits  and  complete  the 
work,  was  extended  on  June  25,  1946 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  12,  1946  as 
amended  on  June  25,  1946,  only  so  far  as  it  has  reference  to 
obtaining  the  permits  and  completion  of  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

„  f  ,n  view  of  the  statement  by  the  appli- 

cant  that  all  plans  have  been  approved,  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 


191-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Carmine  Vivolo 
owner.  ’ 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previouslv 
granted  on  condition  under  section  7e  of  the  zonirn-- 
resolution,  permitting  in  a  residence  use  district 
for  a  term  of  two  years,  a  restaurant,  banquet  hall’ 
meeting  room  and  two  farmlv  dwelling 

PREMISES  AFFECTED — 8821-8829  26th  avenue.  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn 
APPEARANCES—  '  ' 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative  i  . .  q 

THE  RESOLUTION  (191-46-BZ) 

Whereas,  this  application,  under  section  7e  of  the  zoning 

resolution,  permitting  in  a  residence  use  district,  for  a  term 
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of  two  years,  a  restaurant,  banquet  hall,  meeting  room  and 
two  family  dwelling,  affecting  premises  8821-8829  26th  ave¬ 
nue,  south  side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
September  17,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 

complete  the  work.  ,  ,  .  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  17,  1946  only  in 
so  far  as  it  has  reference  to  the  completion  of  the  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  all  work  substantially 
finished,  all  work  shall  be  completed  within  three  (3) 
months  from  the  date  of  this  amended  resolution.” 


76-37-BZ 

APPLICANT— Liebowitz  &  Schuman,  for  Milton  Pincus 
new  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  additional  use  ie 
Application  (decision  of  the  borough  superintend¬ 
ent),  previously  granted  on  condition  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles  for  a  term  of  two  years. 

PREMISES  AFFECTED— 601-611  Livonia  avenue,  north¬ 
east  corner  of  Sheffield  avenue  (Block  3805,  Lot  1  ), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  E.  O.  Corbert  and  Milton  Pincus. 
For  Administration:  Samuel  L.  Becker,  Dcp’t  of 
Plousing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  fuly  8,  1947  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ^ 


PREMISES  AFFECTED— 1570  Walton  avenue,  east  side, 
44.84  ft.  south  of  Mt.  Eden  avenue  (Block  2837, 
part  of  Lot  11),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  I.  L.  Crausman. 

For  Administration:  Samuel  L.  Becker,  Dcp’t  of 
Housing  and  Buildings. 

ACTION  Ob'  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN — 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  (  hief  Guinee  4 
Negative:  .  o 


323-41-BZ 

APPLICANT— Harry  A.  Yarish,  for  Harry  Gleichcr,  new 
owner.  • 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  to  permit  partly  in  residence  and  partly 
in  business  use  district,  for  a  temporary  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 1709-1729  Surf  avenue  and 
2931-2947  West  19th  street,  northeast  corner  (Block 
7061,  Lots  27,  31  and  36),  Borough  of  Brooklyn. 

APPEARANCEiS— 

For  Applicant:  Harry  A.  Yarish. 

For  Administration:  Samuel  L.  Becker,  Dcp’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  Subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


1105-38-BZ 

APPLICANT— Saul  Roberts,  lessee,  for  Ratrob  Operating 
Corp.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
consideration  of  new  proposal — re  Application  (deci¬ 
sion  of  the  borough  superintendent),  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  residence 
use  B-  area  district,  the  storage  and  parking  of 
more  than  five  motor  vehicles  on  lot  with  two 
multiple  dwellings  (previously  denied  under  sec¬ 
tion  21). 

PREMISES  AFFECTED— 224-230  West  18th  street,  south 
side,  325  ft.  west  of  7th  avenue  (Block  767,  part 
of  Lot  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Irving  Rothaus. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Plousing  and'  Buildings. 

ACTION  OF  BOARD— Request  for  rehearing  denied. 
THE  VOTE  TO  REOPEN—  , 

Affirmative:  . ;  •  •. .  0 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Klejnert  and  Deputy  (  hief  Guinee  4 


757-40-BZ 

APPLICANT— I.  L.  Crausman,  for  Eden  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  borough 
superintendent),  under  section  7h  o£  the  zoning 
resolution,  to  permit  in  business  and  residence  use, 
B  area  districts,  the  parking  and  storage  of  more 
than  five  motor  vehicles  (previously  denied  under 
sections  21  and  7h). 


200-47-BZ 

APPLICANT— Morris  Bernard  Adler,  for  Milrene  Realty 
Inc.,  owner. 

SUBJECT— Application  re  (decision  of  the  borough  super¬ 
intendent),  under  sections  7b  and  7c  of  the  zoning 
resolution,  to  permit  in  business  and  residence  use, 
B  area  district,  the  erection  and  maintenance  of 
business  use  (retail  stores). 

PREMISES  AFFECTED— 70-80  Clark  street  and  108-112 
Henry  street  (Block  236,  Lot  112),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  ; 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ^ 


233-47-BZ 

APPLICANT — Comprehensive  Omnibus  Corp.,  lessee,  for 

The  City  of  New  York,  owner.  ■  t 

SUBTF.CT — Application  for  consideration— reopening  and 
consideration  of  new  proposal — re  Application  (de¬ 
cision  of  the  borough  superintendent),  under  section 
7f  of  the  zoning  resolution,  to  permit  in  retail  and 
business  use  D  area  districts  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  motor 
vehicles  and  parking  and  storage  of  more  than  five 
motor  vehicles  in  parking  lot  (previously  withdrawn 
for  non-storage  garage). 
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PREMISES  AFFECTED — 225-227  Delancey  street,  south 
»ule  under  Williamsburg  Bridge  structure  from 
Willett  to  Put  streets  (Block  337,  Lot  13)  Bor- 

v  M . ough  of  Manhattan.  '*  1 

APPEA  RANGES— 

hoi  Applicant:  1.  J.  Goodstein. 

I'Z  %position:  ,Harold  Klorfein,  Dep’t  of  Parks, 
i  or  Administration :  Samuel  L.  Becker,  Dep't  of- 
Housing  and  Buildings. 

L  K  ^  OF  BOARD— Application  reopened  and  set  for 
T . , ,  -  v^r!nS  OHJuiy  8,  1947  at  10  A.M. 

1HE  \01E  fO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
N  B  l”n  and  Kle,nert  and  Deputy  Chief  Guinee  4 

egauve . . .  y 


|  APPLIANCE  AND  MATERIAL  SUBMITTED  FOR 
85-33-SA  APPROVAL. 

SUHIFrTNA~rlea-er'Br00ks  C°-  owner. 

S U  BJ  LC1  Application  lor  consideration— reopening  and 

SSfig  of  resolution  re  change  of  name— re 
APPEARANCES—  ’  prevlOUsly  aPPr°ved  on  condition. 

,  Applicant :  H.  E.  Snodgrass,  Jr 

AC1  ° Jadon  ??fRD~nPPliCati:0n  reoPened  for  consid- 
THE  VOTE  TO  REOPIfN— '  resolution- 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Ivleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ^ 


PREMI?id?  MT^P^Y;867  My«“  avenue,  north 
Lots’  iVJ  St-°fiMoarcy  avenue  (Block  D47, 
APPEARANCES—  UStVe’  B°r0Ugh  of  Brooklyn. 

FOrM&VloCarl  E'  Troy’  B“-  ^  and 

F0riSP&li‘i0Wn^On'y  P-  ,Ema"avlo,  Joseph 
tt  Joseph  Ferngno,  Josephine  Barraco 

Ceci,  A.  HnaB„e£hnPant  W.'ctfade*™* 

Salvatore  Congial”  ro^ md°offienJ°netta  DuIpis’ 
h or  Administration :  Samuel  L.  Becker  Dep’t  of 
irTInM  and  Buildings.  ’  P  01 

THE  VOTE—  0ARD— Application  granted  on  condition. 

M,urdock-  Commissioners 

Negative?  ...  Um  and  Deputy  Chief  Guinee  4 


355-41-SM 

SUBH£CTN4~rhefFlil“k°te  C°”  Iuc->  owner- 

JECT  Application  lor  consideration— reopening  and 

IWdTJ  °!  resol,ution  re  Flintkote  Insulation 
Board  Products,  such  as  Flintkote  Buildino-  Board 
Flintkote  Insulating  Lath,  Flintkote  Roof  Insula- 

S;-n  P^0t,e  teulfting  Board  Tile-  Flintkote  In- 
Accesso r U" h’  bhntkote  Sheathmg  Board,  Flintkote 
conditio”  ’  5  enS’  e.tc-’  Previously  approved  on 

APPEARANCES— 

a  Applicant:  Edwin  A.  Swenson 

AC  1 1GN  Oh  BOARD— Application  reponed  for  considera- 

THE  VOTE3 TO  REOnpnEN-  f  reS°IUli°n- 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative”  K  euiert  and  DeP»ty  Chief  Guinee  4 


Adjourned:  5:15  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


*  CORRECTION 

ows  :  ^  5’  N  32’  arC  hereby  corrected  to  read  as  fol- 

(07-46-BZ 

VPPLTCANT— Cari  E.  Troy,  for  General  Linen  Supplv  and 

iURTFrT^f ry ,^a’- Inc”  owner- 

UKjECI— Apphcation^  reopened  November  26,  1946- 
Application  (decision  of  the  borough  superintendent) 
under  sections  7c  and  21  of  the  zoning  resolution 
to  permit  in  a  local  retail  use,  C  area  district,  the 
alteration  and  extension  of  present  building  for  the 
storage  and  shipping  of  laundry  and  linen  supplies 
using  more  than  the  area  permitted.  PP  S’ 
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THE-  RESOLUTION  (307-46-BZ) 

Whereas,  this  application  under  sections  7c  and  21 

Sflndls'  j®\V“  j  Marcy 

Board  oi  juM  25  W6f  and  Br°°k'yn'  was  deni«i  by  the 

caSn  ErEnS’  aPplicant  requested  reopening  of  this  anoli 

by  the  Board  ofS  Jid  Jjjjd  Tn  hfd  °n  this  aPpbcation 
ing  Januarv  28  1047  ft  i  PPeals,  at  its  regular  meet- 
BMeUn;  lnd  ’  ’  aftCr  dUC  n°tlCe  by  Publication  in  the 

residence,  loca.  retail  use,  C  area  and  MasVl  h^hTdfs,^ 

daSf&t,^1  ■ 

wash  hundr^InT IocaVS  districtTccmrary'lo  Zf 

Sect.  4-c  of  zone  resolution 

and  Art.  IV,rsaee°tfBeTzSr  ‘C  “  - 

in  heigf,.  of  ciJsTcoZtZSa  “and^’  °"e  S'°ry-  18  ft 
Whereas,  the  applicant  contends  that  new  clans  nrnvi* 

that  arefeaence'yisStniaderto'1tlieapapers  on°tta)1foStrUClUre  ’ 
1946Candrlfh  ‘he  affi<lavi:  °f  MiSSM°anrlohfilenuneC|Sie 

Jid  Mav  31  1946°?h  rar?‘ed  by  applicant  °n  May  8,  1946 
ana  May  31,  1946;  that  the  owner,  in  business  since  1RQR 

sLnlv  i°C?,10n  prese?"y  opcrates  a’laund?y  plant  and  £ 

f?  square  a, eSfhe°nca  c0,VerinS  approximately  S 

and  Stockton  street  Xnok/  Mtrtl?  ave,u'e>  Marcv  avenue 

ofctetoMlKJKS"’  ha,Vmf:  an  ovora"  flor'r  area 
tLnt  Jn  zuu’uw  sq.  ft.  and  employing  over  1  000  cersnns  • 

whi)h  f '  p.ropert!es-  including  the  eontigui™  ?fu  Zy 
which  a  variance  is  sought  and  occupied  by  the  owner 

thfSid  realist  $35°,’000  and  the  investments  ‘  in 

iaundjd  sffisssrsr  r 

buildings  ,s  close  to  $3,000,000;  that  the  owS  does  m 

rlZUnl  gr0SS  busme?s  over  $5,000,000  serving  over  40  000 
customers  weekly,  including  many  hospitals?  insthutlns 
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food  and  industrial  establishments  throughout  the  -City  of 
New  York,  Long  Island  and  New  Jersey ;  that  the  variation 
requested  will  substitute  in  the  place  of  six  38  ft.  high  old 
dilapidated  three-story  structures,  a  modern  one-story  struc¬ 
ture  16  ft.  high;  the  contemplated  structure,  adding  three 
openings  for  loading  and  unloading,  and  a  large  space  for 
the  disposition ‘of  goods  will  permit  speedier  shipping  and 
receiving  and  moving  trucks  off  the  street  in  much  quicker 
lime  and  will  enure  to  the  benefit  of  property  owners  in  the 
neighborhood;  that  it  will  increase  the  regular  daily  or 
weekly  deliveries  required  by  hospitals  and  industrial  estab¬ 
lishments  served  by  them;  that  the  objections  raised  to  the 
"ranting  of  the  variance  on  plans  for  a  two-story  structure 
by  property  owners  in  back  of  the  site  to  wit:  owners  of 
Lots  12,  15  and  16  (owners  of  Lots  13,  14  raised  no  objec¬ 
tions)  were  directed  mainly  to  the  issue  of  obstruction  of 
light  and  air  for  their  buildings;  that  said  objections  are 
not  valid,  nor  can  they  be  sustained  in  view  of  the  following: 
that  the  lots  of  these  objectants  presently  have  back  yards 
of  45  feet  in  depth;  that  the  present  three  story  structures 
on  the  site  are  38  ft.  in  height  and  54  ft.  deep ;  that  the 
proposed  new  structure  will  be  only  one  story,  16  ft.  in 
height ;  that  insofar  as  light  and  air  is  concerned,  the  same 
will  be  increased,  rather  than  decreased;  that  no  laundry 
machinery  or  processing  of  any  kind  will  be  done  in  said 
buildings  so  as  to  disturb  occupants  of  objectants  buildings; 
objectant’s  buildings  have  a  market  value  of  only  5p,bUJ 
each  and  no  loss  of  rental  or  other  value  can  possibly  be 
suffered  by  them;  that  it  is  an  extreme  hardship  to  compel 
applicant  to  erect  upon  the  site,  a  building  or  buildings  to 
a  conforming  use  or  uses  which  in  this  case  can  be  prac¬ 
tically  no  kind  of  a  building  at  all  unless  it  were  used  in 
conjunction  with  their  linen  supply  business ;  that  the  land 
cannot  yield  a  reasonable  return  if  used  for  local  retail 
stores  because  the  present  buildings  are  so  gutted  and 
dilapidated  as  to  require  complete  rebuilding  for  any  store 
use;  that  to  build  six  stores  120  x  54  ft.  (the  present  limit 
of  the  zoning  restrictions)  or  approximately  6,500  sq.  it 
at  a  minimum  construction  cost  toda^  of  $8  per  foot  would 
involve  the  cost  of  over  $50,000;  adding  to  this  the  cost 
of  acquiring  the  present  site,  of  $30,000  gives  a  total  cost 
of  $80,000,  which  to  yield  5%  return  annually  would  require 
a  net  income  from  these  six  stores  of  $4,000  annually;  that 
since  stores  in  this  neighborhood  rent  for  only  $25  to  $50 
per  month  it  is  obvious  that  a  total  gross  return  of  only 
$3,600  could  be  expected ;  that  in  addition,  there  are  only  7 
retail  stores  on  the  entire  block  frontage,  and  all  are  bunched 
near  the  corner  of  Tompkins  avenue;  that  the  plight  of  the 
owner  is  due  to  umque  circumstances  and  not  to  the  general 
condition  in  the  neighborhood,  since  the  owner,  having  a 
very  large  plant  comprising  over  200,000  sq.  ft.  and 
requiring  the  extra  space  and  use  for  its  regular  and 
efficient  sanitary  and  health  operations  is  in  a  position  en¬ 


tirely  different  from  any  other  person  in  the  neighborhood; 
that  the  requested  use  will  not  alter  the  essential  character 
of  the  locality;  that  in  fact  it  will  improve  the  appearance 
and  value  of  other  property  in  the  area;  that  the  land  cov¬ 
ered  by  petitioner’s  proposed  buildings  were  zoned  for  local 
retail  use;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution  as  to  extension  of 
use,  and  that  the  applicant  had  substantiated  a  basis  of  appeal 
under  section  21  of  the  zoning  resolution  as  to  extension 
of  area  and  was,  therefore,  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  as  to  extension  of  use,  on  condition  that  the  building 
shall  not  exceed  one  story  in  height  above  the  curb  as 
indicated  on  revised  plans  marked  “Received  October  3, 
1946”,  two  sheets  and  area  diagram  marked  “Received  Janu¬ 
ary  7,  1947,”  one  sheet ;  that  the  building  shall  be  of  class  1 
construction  as  proposed  and  used  only  as  proposed  as  an 
extension  of  the  laundry  for  shipping  and  receiving  and  for 
no  manufacturing  either  on  the  first  floor  or  cellar ;  that  the 
building  shall  not  exceed  16  ft.  in  height  from  curb  to  the  top 
of  the  roof  beams  and  the  parapet  shall  not  exceed  3  ft.  above 
top  of  roof  at  the  rear;  that  any  skylights  erected  on  the 
building  shall  be  not  nearer  than  20  ft.  to  the  rear  lot  line ; 
that  any  connections  between  this  building  and  the  adjoining 
buildings  under  the  same  ownership  and  control  shall  be 
protected  with  opening  assemblies  as  required  by  the  build¬ 
ing  code  for  a  party  wall ;  that  no  signs  shall  be  erected  on 
the  building  except  direction  signs  at  the  entrances  and  exits 
excluding  all  roof  signs  and  all  temporary  signs;  that  not 
more  than  three  (3)  curb  cuts  shall  be  constructed  opposite 
the  entrances  as  indicated ;  that  the  sidewalk  shall  be 
reconstructed  and  a  new  curb  installed  in  front  of  the 
premises;  that  no  windows  shall  be  constructed  in  the  rear 
wall  to  the  north  or  the  side  wall  to  the  east ;  granted  under 
section  21  as  to  extension  in  area  in  accordance  with  the  1 
permissive  provisions  as  set  forth  in  section  19,  subdivision 
g  for  use  of  the  building  a*s  herein  proposed;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  one 
(1)  3'ear  from  the  date  of  this  resolution.  ift  ( 

*  Correction — The  wording  of  the  decision  of  the  borough 
superintendent,  dated  October  1,  1946,  in  acting  on 
Applic.  119-46,  corrected  to  read  as  printed  above. 


NOTICE 


THE  BUILDING  LAWS 


[N  ew  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATE 

VOLUMES,  consisting  ol  matters  affecting  or  relating  to  tlte  constraction,  mamtenance  alterauon  demohtion 

E  3 ELEVATOR1  °  THE  NEW  'yORK^cJtY  ^CHARTER.  G  CODE  OF 

THE  CITY  OF  NEW  YORK the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  venous  local 

laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  ®ndpState/g^~™  22n  MUNICIPAL 
These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record  ROOM  2213, 

BUILDING.  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($6.  5  J 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $1.0U). 

Checks  for  $3  or  more  must  be  certified. 
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extracts  from  the  administrative  code  of  the  city  of  NEW  YORK 

RELATING  TO  REFRIGERATING  SYSTEMS  ’ 

General  Provisions  for  correctional  purposes,  including  among  others  court 

SC19-2.0  Definition, 

— 

dj  Rnf  •  r-  fM  P  22  ’  P^.^tions,  jails  and  passenger  depots. 

wl  .  Refrigerating  system,  a  combination  of  apparatus  in  Qtr  2  Residence  Buddings.  Residence  buildings  are 

ZrJl  a,re  ngerant  13  circulated  for  the  purpose  of  ex-  !£S?res  or  parts  of  structures  in  which  sleeping  accom- 

tracting  heat.  P  modations  are  provided,  except  such  as  may  for  other 

(a)  The  parts  of  the  system  are  the  compressor  gen-  'i033,^5  be  classed  as  public  buildings,  including  multiple 

Jnnl°r’tCOnd^nSer’  absofber>  receiver,  shell  type^r  tube  type  dwel  in2s  as  defined  in  the  Multiple  Dwelling  Law*  P 

apparatus,  p.pes,  vessels,  or  other  parts,  containing  refrig!  struc  ures°T  off  B?,ld,,n^-  CommcrcSl  buildings  are 

era"tv  .  .  as  structures  or  parts  of  structures,  which  are  not  public 

Dl.rect  refrigeration,  a  system  in  which  the  refrig-  -3  residence  buddings,  including  among  others' 

(?)  13  circulated  to  the  substance  or  space  refrigerated  factory  buildings,  salesrooms  (stores),’ 

rn  vl2t  J  dAreCt  refrigeration,  a  system  in  which  brine  22  2  *  ’  restaurants,  warehouses,  freight  depots,  car  barns 

cooled  by  the  refrigerant  is  circulated  to  the  substance  or  f*  £aragts\  m?tor  vehicle  repair  shops,  factories 

space  refrigerated.  laboratories,  smoke  houses,  grain  elevators,  coal  pockets 

i  ♦  Refrigerant  is  the  chemical  agent  other  than  brine  centraI  station  power  plants  and  electric  sub-stations, 
used  to  produce  refrigeration.  ^  vr 

b|Ld!TuSLr^r&raLg?frigeran'  which  wh“  §C1 9-24.0.  Fees  and  Permhs? 

K rS"^0"  rfr'~  ^  re“gerant  °f  'he  °f  this  d,ap- 

burn  nr  J^efng®ra”t»  any  refrigerant  which  will  35;  Refrigerating  systems : 

air  or  exp!ode  when  mixed  with  certain  proportions  of  Class  A  systems  .  $20  00 

is  iocated^n^T-pf  r-atmgf-  machmery  room,  a  room  in  which  Class  C  systems  containing  over  six  pounds  10'°° 

w  located  a  refrigerating  system  containing  refrigerant,  but  of  refrigerant  .  P  c  no 

roo2sCnr  evS  eXpanS1°?  cods  ™hen  Seated  in  cold  storage  Class  C  systems  containing  six ’pounds 'or  5'°° 

(?)  fST  Cf°iS  Wten  locat.ed  in  refrigerator  boxes.  less  of  refrigerant  . .  .  .  .P  1  00 

P actor  of  safety,  the  multiple  three  and  one-third  ra  c  •  ..  . 

(3^),  the  product  of  which  and  the  test  pressure  con-  Refrigerating  Systems 

stitutes  the  probable  rupture  pressure.  ’  C19-  96.0.  Permits.  ‘ 

(j)  Pressure  imposing  element,  that  apparatus  which  C26-214.0.  Supervision, 

draws  the  refrigerant  from  the  low  pressure  or  low  tern-  £  9"  97°-  Classification, 

perature  side  of  the  system  and  discharges  it  into  the  high  280’  Permissible  locations. 

PrfwSrep°r  Hlfih  t1em^ratuJre  ?ide  of  the  system.  1  ri2"i2w!'  RefriSerating  machinery  rooms  and  ventilation 

reinnn<;.\P/em  U tf  •mit2g  devlce,  a  pressure  or  temperature  rio’im  ?PC"  flames  and  electrical  equipment, 
responsive  mechanism  for  automatically  stopping  the  oper-  CJ9-101.0.  Testing. 

atI°n  1  -e  Pressure  imposing  element.  C19-102.0.  Piping. 

(I)  Brine,  any  liquid  which  having  been  cooled  bv  the  Safety  devices, 

refrigerating  system  is  used  for  the  transmission  of  heat.  2!rM2r '2  Size  of  safety  devices. 

2 t  ressure  relief  device,  a  pressure  relief  valve,  a  Location  and  discharge  of  safety  devices 

rupture  member,  fusible  plug  or  other  approved  device  fo?  £19-106.0.  Operating  precautions.  Y  “ 

relieving  the  pressure.  C19-107.0.  Equipment  diagrams. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring  §C  19-96,0.  Permits 

or  other  means  to  automatically  relieve  pressure  in  excess  ,  x  ”  ircrra,ES- 

Pf.Rs  setting.  (a)  Except  as  hereinafter  provided  in  this  article  it  shall 

(o)  Rupture  member,  a  device  that  will  automatically  De.  unlawful  to  maintain  or  operate  a  refrigerating  system 

rupture  at  a  pre-determined  pressure.  y  without  a  permit.  s  b  y 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to  ,  i  )  2  Permit  will  not  be  required  for  a  Class  C  system 

a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid  when  maintained  or  operated  in  the  residence  portion  of  a 
refrigerant.  _  *  d  iqum  dwelling  containing  not  more  than  two  families,  or  in  the 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig-  re^^nce  portions  of  either  a  tenement  house  or  a  business 

erant  constructed  to  conform  to  the  regulations  of  the  building 

interstate  Commerce  Commission.  t  •'  •  sba  be  lawful  to  maintain  or  operate  any  re- 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing  tn^rating  system  employing  a  refrigerant  other  than  those 

the  ammonia  or  other  soluble  vapor  with  water  specified  in  this  article  without  a  permit  issued  upon  such 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal  condltlons,  consistent  with  the  provisions  of  this  article 

operation.  .  as  are  deemed  by  the  fire  commissioner  necessary  in  the’ 

Serv,ie.  valve- . a  bey-operated  shut-off  valve  used  intSr°f  pLbhc  .  . 

only  during  shipment,  installation  or  repairs.  at  on  17^3 be  Rire  Commissioner  issued  under  date  of 

(u)  Fusible  plug,  a  device  having  a  predetermined-  r  uy  ■’  ■’  as  amended  through  December  6,  1946,  the 

temperature  fusible  member  for  the  relief  of  pressure.  following  instructions  to  inspectors: 

SCPfi  n  n  r  •  b  That  the  refrigerants  dichlorodifluoromethane.  known 

Definitions.  as  Freon  (  Kinetic  No.  12"  also  “F-12”)  CCL  F- 

(a)  Public  Buildings..  Public  buildings  are  structures  c^omS,e7‘T  friV^U^k?CL,F‘' ^0"on,,or,°''ri- 

)r  parts  of  structures  in  which  persons  congregate  for  i  °° 22 2  i7  o 2" 1  Vurr St3’  dlch' lonmonofluoromethsuic 

wc,  political  educational,  religious  or  recreational  pur!  ^  J?  CHCGF,  monochlorodifluorometbane 

2  •’  m  whl,ch  Persons  are  harbored  to  receive  medical  l-n2wn  2?  /p  CHCLF,  and  tnchlorotnfiuoroethane 

hantable  or  other  care  or  treatment,  or  in  which  persons  3S  i  F’1VP  C^CLtFs  are  non-flammable  and  non- 

ire  held  or  detained  by  reason  of  public  or  civic  duty  or  ^ss  otIlArwise  hereinafter  provided,  and  shall  be 

V  L  Ui  civic  duty,  or  regulated  in  accordance  with  the  provisions  of  Article  18 
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of  Chapter  19  of  the  Administrative  Code  of  the  City  of 
New  York;  EXCEPT: 

(a)  When  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
then  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

(b)  That  systems  containing  more  than  six  (0)  lbs. 

of  F-21  or  F-113  be  confined  to  separate  machinery 
rooms  in  accordance  with  Section  Ll9-99a,  Adminis¬ 
trative  code.  .  ~ 

2.  That  refrigerating  systems  employing  r-11;  F-12;  r- 
21  •  F-22 ;  F-113  or  F-114  are  restricted  to  parts  of  a  build¬ 
ing  so  specified  in  Section  C19-98.0  (b)  for  refrigerants 
other  than  non-irritant  and  non-flammable.  __ 

3.  That  refrigerating  systems  employing  F-ll  ;  F-12;  F- 
21;  F-22;  F-113  or  F-114  used  for  air  conditioning  are  re¬ 
stricted  to  the  indirect  method  except.that  the  direct  method 
may  be  used  in  parts  of  a  building  so  specified  in  Section 
Cl 9-98.0  (b)  for  refrigerants  other  than  non-irritant  and 

non-flammable.  . 

4.  Except  as  otherwise  provided  in  these  rules,  refriger¬ 

ating  systems  employing  F-ll;  F-12;  F-21;  F-22;  F-113; 
or  F-114;  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
any  building,  provided  that,  Class  “C”  hermetically  sealed 
unit  systems  containing  not  more  than  four  pounds  of  F-12 
may  be  installed  and  maintained  where  such  systems  do  not 
obstruct  any  means  of  egress.  # 

5.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  hospital,  unless  the  entire  system  is  confined  in  a 
fireproof  machinery  room,  used  for  no  other  purpose,  and  in 
which  no  open  flame  shall  be  employed,  except  that  the 
Class  “C”  system  containing  not  more  than  10  pounds  of 
F-ll;  F-12;  F-22;  F-114;  or  not  more  than  six  (6)  pounds 
of  F-21  or  F-113  may  be  used  in  a  diet  kitchen  which  shall 
be  cut  off  from  the  rest  of  the  building  by  a  tight  fitting 
self-closing  door  or  doors  and  provided  with  a  window  or 
windows  to  the  outside  air.  All  open  flames,  and/or  ap¬ 
paratus  for  producing  an  open  flame,  in  diet  kitchens  where 
these  refrigerants  are  used  shall  be  vented  to  the  outside 
air  as  hereinafter  required  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  may  be  installed  or  maintained  in 
a  hospital  private  room,  having  tight  partitions  and  tight 
fitting  self-closing  door  or  doors  and  where  not  more  than 
two  persons  are  helpless  and/or  given  medical  treatment, 
provided  there  is  no  open  flame  and/or  apparatus  for  pro¬ 
ducing  an  open  flame  in  such  room  and  when  tlm  system 
contains  not  more  than  10  pounds  of  F-ll;  F-12;  F-22;  F- 
114;  or  not  more  than  six  (6)  pounds  of  F-21  or  F-113 
and  except  that  portable  oxygen  tents  containing  a  hermeti¬ 
cally  sealed  refrigerating  system  with  a  hermetically  sealed 
lubricating  arrangement  employing  not  more  than  two 
(2)  pounds  of  F-12  may  be  used  in  the  wards  of  hospitals 
provided  that 

(a)  the  electrical  equipment  of  such  unit  shall  con¬ 
form  with  the  requirements  of  the  Department  of  Water 
Supply,  Gas  and  Electricity  and  a  statement  to  that 
effect  has  been  filed  with  the  Fire  Commissioner ; 

(b)  while  such  unit  is  in  operation  there  is  an  at¬ 
tendant  present  and  there  is  no  open  flame  in  the  ward ; 
and 

(c)  when  the  unit  is  not  in  use,  it  shall  be  stored  in 
a  separate  fireproof  room  provided  with  tight-fitting 
self-closing  fire  door  and  with  a  window  to  the  outside 
air. 

(d)  No  person  shall  be  permitted  to  smoke  in  any 
room  or  enclosed  space  where  such  unit  is  operated, 
stored  or  maintained. 

7.  That  a  refrigerating  system  employing  F-ll;  F-12; 
F-21  ;  F-22;  F-113;  or  F-114;  shall  not  be  installed  or  main¬ 
tained  in  a  theatre  or  motion  picture  theatre  unless  the 
entire  system  is  confined  in  a  fireproof  machinery  room, 
used  for  no  other  purpose,  and  in  which  no  open  flame  or 
apparatus  to  produce  such  open  flame  shall  be  employed, 
except  that,  Class  “C”  systems  containing  not  more  than 
ten  pounds  of  F-ll;  F-12;  F-22;  or  F-114;  or  not  more 
than  six  pounds  of  F-21 ;  or  F-113,  may  be  installed  in  a 
rest  room,  smoking  room  or  lounging  room,  provided 
that  in  such  rooms  no  open  flame  or  apparatus  to  produce 


such  open  flame  shall  be  employed,  and,  except  that, 
Class  "C”  hermetically  sealed  unit  systems  containing  not 
more  than  four  pounds  of  F-12  may  be  installed  and  main¬ 
tained  in  a  theatre  or  motion  picture  theatre  provided  no 
open  flame  or  apparatus  to  produce  such  open  flame  shall 
be  employed  in  the  section  of  such  theatres  where  such 
systems  are  maintained  and  provided  further  that  such 
systems  shall  not  obstruct  any  means  of  ingress  to  or 
egress  from  such  theatres.  _  J 

8.  That  a  refrigerating  system  employing  F-ll;  F-12;  F- 
21 ;  F-22;  F-113  or  F-114,  when  used  in  a  room  or  rooms  in 
which  there  is  an  open  flame  or  apparatus  to  produce  such 
open  flame,  such  open  flame  and/or  apparatus  shall  be  pro¬ 
vided  with  a  hood  and  independent  mechanical  ventilation  so 
arranged  as  to  convey  all  the  products  of  combustion  to 
the  outside  of  the  building.  This  provision  shall  apply  only 
to  diet  kitchens  of  hospitals  and  to  Class  “C”  systems  in 
schools,  churches,  dance  halls,  court  rooms,  police  stations, 
jails,  asylums,  subways,  passenger  depots,  rooms  opening 
into  passenger  depots  and/or  subways  and  such  other  places 
as  are  deemed  by  the  Fire  Commissioner  necessary  in  the 
interest  of  public  safety. 

9.  That,  except  for  Class  “C.”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  of 
refrigerant,  each  refrigerating  machinery  room  in  any  build¬ 
ing  in  which  F-ll;  F-12;  F-21;  F-22;  F-113  or  T* -1 14  is 
used,  shall  be  maintained  vapor-tight  and  provided  with 
tight  fitting,  self-closing  doors,  in  accordance  with  Section 

C19-99.0  (a).  .  .  ... 

10.  That  each  refrigerating  machinery  room  in  which 
F-1P ;  F-12;  F-21;  F-22;  F-113  or  F-114  is  used,  shall  be 
adequately  ventilated  directly  to  the  outside  air  in  accordance 
with  Section  C19-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll;  F-12;  F-21;  F-22;  F-113  or  T - 1 14, 
shall  be  included  in  Section  09-101.0  as  follows: 


Refrigerant 

Column  No.  1 

Column  No.  2 

Column 

F-ll 

25 

15 

15 

F-12 

180 

120 

135 

F-21 

50 

20 

35 

F-22 

300 

170 

230 

F-113 

12 

12 

12 

F-114 

60 

30 

30 

1 


12  That  the  size  of  pressure  relief  valves  for  systems 
in  which  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114  is  em¬ 
ployed,  shall  be  as  follows : 


: 

■ms  i 


Capacity  of  System 
Up  to  30  tons 
30  to  60 
60  to  100 
100  to  175 
175  to  250 
250  to  450 
450  to  900 


Number  Required 
One  Vi  inch 
One  Y\ 

One  h  “ 

One  1;J4  inches 
One  V/2  “ 

One  2 
Two  2 


: 


13.  That  the  storage  of  F-ll:  F-12;  F-21;  F-22;  F-113 
or  F-114  shall  conform  with  Section  C19-106.0  (c) -5  lor 
other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  ot  the 
Refrigerating  Code  not  so  mentioned,  shall  be  complied  with. 

15.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114.  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

§C26-214.0.  Refrigeration  System  Opera¬ 
tors;  Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fiftv  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  lo  operate  such  a 
system.  Where  the  system  contains  two  hundred  (cW) 
pounds  or  less  of  refrigerant  and.  is  fully  automatic,  on  y 
one  rmalified  onerator  will  be  required. 
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i,n£  Ju  ,haI1  be  U,n.1, awful  to  maintain  or  operate  in  a 
mined  fing,v  exhibition  hall  any  Class  C  system  per- 
....  I  ,  1  exhibition  or  demonstration  purposes  except 

I  a  s.uPervisi°n,  direction  or  control  of  eilliir 

cerlifica  c  o7mn^Krer  °/  a  ^rSon  who  has  obtained  a 
a?e  such  a  sysS’^  "  the  superinte"de"<  to  oper- 

\  JC>  ^pon  receipt  of  such  certificate  the  applicant  ihere- 

initial  fee  P^y  na",  f nual  ,ice"sc  1>e  as  follows :  For  the 
initial  tee  $.1  and  for  renewal  thereof  the  sum  of  $1  nrn 

Zs\Z^TZiOT  SU?  rcn,evvaI  1-  mad^  within  thirty 

§C1 9-97.0.  Classifications. 

teru^one^Hn^M1  amo/int  of  refrigerant  common  to  a  sys- 

}  saFTtWr'S 

,Jj\,  mSaSS  AJsys,<:"1  is  a  system  containing  one  thou- 

^((1^LTctd^y0o^„v<>ef^.refri8Cra",•  °r  °f 

fhir'tv  nm*  [ass  j  ’  sysIem  is  a  system  capable  of  less  than 

sandal  000'it°nnS  CJjpaCrty’  °r.  containing  less  than  one  thou- 

provided°£or  ^  '”°re  ™ 

tha^n*  tweJntjP(a20)^poundesnofSrefrigetrant.C°n,alnin"  n0t  more 

§C  19-98.0.  Permissible  Locations. 

R  Si  11  -hal1  be  uu^wful  to  install  any  Class  A  or  Class 
oBf  Section  as  d?fi-d  by  Subdivision  a 

With  and  annrnveH  ,  C°de’  untl1  Plans  have  been  filed 

friler^n?  ?ppr0,ved  ,by  jh.e  fire  commissioner,  and  no  re¬ 
beef  Gained  fromP  the  the  SyStC-m  Until  a  permit  has 
ueen  oDtamed  trom  the  fire  commissioner. 

used  in  fv  metbod.  of  refrigeration  shall  not  be 

used  in  any  building,  whether  or  not  a  permit  is  reauired 
tor  installation  therein,  outside  of  the  refrigerating  ma 
Junery  room  except  in  buildings  used  exclusively  for  Te 
making  or  for  refrigerating  purposes,  or  when  such  method 

n  Ihl  h  ab°Ve-  the  fiJst  floor  in  business  buildings  or 
m  the  business  sections  of  business  buildings  provided  the 
en  ire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  smgle  tenant,  or  in  the  business  section  of  a  residence 
fcLd'n&  ^ben  not  carried  above  the  first  floor,  or  in  a  resi- 
lence  building  occupied  by  not  more  than  two  families  or 

refSeralt  lrusePdr0VThed  3  non"irritant  and  non-flammable 
„„  f  an  1S  “sed-  Th.e  Provisions  of  this  subdivision  shall 

lo  DecPemb?rai3U  1927g  Wh'Cl1  instal,ation  was  made  Prior 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir- 

SyStKfl  tha*  wdl  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 

O Jl  as'\  brine'"  C"P  'eS'er'  a"d  "°  refrlSe™'  shall  be 

fi.  shall  be  unlawful  to  install  or  maintain  a  Class  A 
S  us,nS  ammonia  in  any  building  above  the  first  floor 
■evel  unless  such  building  is  used  exclusively  for  ice  makbg 

r3tling  purP°s.cs.  The  provisions  of  this  subdivision 

’>rior"o  D«en,bera  U  1927S  Which  im,a,lation  was  made 

(f)  Systems  on  demonstration  in  exhibition  halls  shall 
e  liimted  to  the  unit  type  containing  not  more  than  ten 
JO)  pounds  of  refrigerant. 

(f)  Jt  shall  be  unlawful  to  install  or  maintain  a  re- 

Ifrf^tl0t!  .system  employing  an  irritant  or  inflammable 
eirigerant  in  or  on: 

1.  I  lie  stairways  halls,  lobbies,  entrances,  exists  or  audi- 
oriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  denot 
r  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre 
r  motion  picture  theatre,  or  where  persons  are  detained 
r  confined ; 

,5\  A.  school,  unless  the  refrigerating  system  is  used  ex- 
aS1Va  for.  instruction  or  research  purposes; 
o.  A  hospital  or  asylum  in  which  persons  are  confined 
•  given  medical  treatment  or  helpless.  Unless  otherwise 


fifo df roV'the  Shn 'lHn’  ^  refri£eratin£  system  shall  be 
tinn  tbe  .buddln£  by  unpierced  fireproof  construe- 

liratedaS  a'moanh  solid.  self-closing  doorfand 

fill  An  ,a.vlllg  a  "‘"dow  to  the  outside  air 

maciLlLSTo^ 

a  type  machine  shall  be  penn  "ted  in  a  ri  ST  S.uch 

fntei^ati"S  pressure "^eam  g*S 

T  j16  |,se  of  methyl  and  ethyl  chloride,  sulphur  diox- 
Oass  A  system's'3  °"  refr‘serant  wil1  not  be  permitted  in 
A  Class  B  system  using  ethyl  chloride  or  a  hvri,.„ 

fhe  il"  refngeJa;l  sba"  not  be  installed  or  main, allied 
he  Borough  of  Manhattan  or  in  other  built-up  sections  of 
he  c,iy.  hlsewhere,  i,  shall  be  installed  or  man, lamed  onh 
n  ?  ^proof  building  of  not  more  than  one  story  in  height 
and  shall  be  located  on  the  ground  floor,  which  shall  be’of 
unpriced  fireproof  construction.  The  refrigerating  ma 
chinery  room  shall  be  cut  off  from  the  rest  of  the  bniM^ 
by  uupierced  firepro°f  walls  of  not  less  than  eight  inchef 

Direct  el  S  °rtSlX  \mh/S  (6">  of  reinforced8  concrete 
Direct  exit  therefrom  leading  to  the  open  air  and  nnt 

§C  19-99.0.  Refrigeration  Machinery  Rooms 
and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

re?rilrLeisrilpdicLnaKhiner^  I'00msI  in  which  a"  irritant 
^d  ,  hal1  be  maintained  vapor-tight  except 

hi  idTS  whl.ch  open  to  other  parts  of  the  buS 
.  hu  1  °n  y  be  required  to  be  self-closing  and  close  fitting 

or  exil  AllkoPtbeCr0ned  a”  iimes>  excePt  d»ring  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 

of  vapor  to  other  parts  of  the  building  shall  be  vSof- 

Is  If  ;ind  ^Pt  closed.  No  opening  from  elevator  shafts 

shall  be  permitted  in  the  refrigerating  machinery  room 

1  l  Pr,?V1S,lon’  however,  shall  not  apply  to  dSmbvvaiS 

afts  the  door  openings  of  which  are  protected  with  self- 

closing  fire  doors  or  to  a  system  containing  less  than  six 

6)  pounds  of  refrigerant.  Closets  solely  contained  withS 

shall  hereon  -dn  yct  mt°  the  ’’efriSerating  machinery  room 
2  be  considered  as  part  of  the  room  in  which  if  open? 

2  In  Class  A  and  Class  B  systems  in  which  an  irri- 
ant  refrigerant  is  used,  the  doors  of  the  refri^eratine 
machinery  rooms  shall  open  outwardly.  ° 
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b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery  room 
o  any  system  shall  be  independently  provided  with  means 

hauls,'  „7natila,ioV  *°  the  oiiter  Sir.  The  Tmi'S 
tlia  ^°nsis.t  of  a  window  or  windows,  opening  directly  to 
be  open  air  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room. 

.y^hen . a  window  or  windows  are  used,  if  placed  in 
pposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively 
of  not  less  than  that  specified  in  Column  D  of  theP  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  wii 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
no  less  than  that  specified  in  Column  E  of  such  table 
3.  When  mechanical  means  are  used  they  shall  consist 
a  Power-dnven  exhaust  fan  of  the  enclosed  case  blower 
t>pe  which  shall  be  capable  of  removing  from  the  refrie- 

nmnnR  ,r°?m  ^.^ount  of  air  specified  in  CoF 

V  ?1  P  the,tab!e  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  Tbe  out- 
tet  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
,bsc  iarge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
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accessible  and  located  outside  of  the  refrigerating  machinery 
room. 

4. 


Meehan-  Window  Area 

Pounds  of  ical  Cm.  Meehan-  in  Sq.  Ft.  Window  Area 

Ref  riger-  Ft.  per  ical  Sq.  for  each  in  Sq.  F  t.  for 

ant  in  Minute  Ft.  Duct  Opposite  One  side 

System  Discharge  Area  Side  Only 


A 

B 

C 

D 

E 

Up  to  ...  20 

150 

Va 

1 

6 

50 

250 

lA 

V/a 

12 

100 

400 

Va 

2 

16 

150 

550 

V, 

2/a 

19 

200 

680 

2A 

3 

25 

250 

800 

1 

3/a 

29 

300 

900 

1 

4 

32 

400 

1,100 

1  Va 

4/a 

38 

500 

1,275 

V/a 

5 

42 

600 

1,450 

v/2 

6 

45 

700 

1,630 

V/a 

6/a 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7/2 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2^4 

9 

68 

1,500 

2,800 

2Va 

11 

78 

L750 

3,150 

3 

12/2 

87 

2,000 

3,500 

V/a 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4/2 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7/a 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

lO1^ 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note— Door  openings  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table.  _ 

5.  Where  a  non-irritant  or  non-inflammable  refrigerant 

is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired.  ,  .... 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system  or  a 
Class  B  system  using  ammonia  is  installed,  a  water  deluge 
may  be  provided  which  shall  consist  of  a  sprinkler  system 
having  open  heads  of  not  less  than  one-quarter  inch  (%  ) 
orifice  spaced  not  more  than  eight  feet  apart  in  any  direc¬ 
tion,  and  such  system  shall  be  located  above  all  the  refriger¬ 
ating  apparatus  and  piping  in  the  refrigerating  machinery 
room.  Not  more  than  one  head  shall  be  installed  on  a 
.^4-inch  pipe;  five  heads  on  a  1-inch  pipe;  six  heads  on  a 
\  14-inch  pipe.  The  deluge  system  shall  be  permanently  con¬ 
nected  with  the  main  house  supply  or  other  assured  source 
from  which  a  constant  water  pressure  of  not  less  than 
twenty  pounds  per  square  inch  can  be  maintained  on  the 
inlet  side  of  the  main  control  valve  or  valves  at  all  times. 
The  control  valve  or  valves  for  such  water  deluge  system 
shall  be  manually  operated  and  easily  accessible,  and  shall 
be  labeled  and  located  outside  of  the  refrigerating  machin¬ 
ery  room. 

§C19-100.0.  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 


b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  it  can  be  quickly  reached  and  operated  in  case  of 

necessity.  _  . 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electricial  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing,  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pressure 
gauges  and  control  mechanism  shall  be  tested  to  at  least 
the  following  pressures :  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room.  _  j 


Refrigerant 


Carbon  dioxide  . 

Ethane  . 

Ammonia  - *. 

Propane  . 

Methyl  chloride 
Sulphur  dioxide 

Iso-butane  . 

Butane  . . 

Ethyl  chloride  . . 
Dichloromethane 
Dichloroethylene 
T  richloroethylene 


Col.  1  Col.  2  Col.  3 

Low  Pressure  Side 
- * - 


High 

Pressure 

Side 

,  With 

Safety 

Valves 

- 

Without 

Safety 

Valves 

1,500 

750 

1,000 

1,050 

520 

760 

300 

150 

225 

250 

115 

175 

155 

80 

120 

135 

100 

100 

90 

45 

70 

75 

35 

50 

30 

15 

25 

12 

12 

12 

12 

12 

12 

12 

12 

12 

§C19-I02.0.  Piping. 

a.  Piping.  .  . 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 

refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations.  .  .  , 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  011  tne 
diagram  for  Class  A  and  B  systems  in  section  C19-1U7.U 

of  the  cqde.  .  ..  .. 

3.  Every  system  which  may  be  charged  after  installation 
shall  have  the  charging  connection  located  on  its  low  pres¬ 
sure. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull  s  eye 
type,  shall  have  automatic  closing  shut-off  valves,  and  such 
glasses  shall  be.  adequately  protected  against  injury  by 
slotted  metal  casings. 

§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the 
device  is  set  to  function  shall  be  indicated  thereon,  (oee 
section  C19-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 

pressure  relief  device  or  pressure  limiting  device  and  tne 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  oft  tor  re¬ 
pair  purposes  at  any  one  time.  .  , 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  tne 
system  when  the  pressure  imposing  element  is  not  in  oper¬ 
ation  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 
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-S£Lf a. srsss  521?  Wwwwmejs 

mg  me  ammonia  into  water  through  a  mixer  to  tiie  sewer 

m  case  of  emergency.  b.  Location  and  discharge  of  safety  devices 

shall  be  caS^!!?  ?!iXe5  S,??11  be  constructed  of  steel  and  L  Eac1’  compressor  or  generator  of  a  Class  A  or  R 

(50)  PounTper^uar  ,S<1‘ng  3  °£  »*  lrast  «*  S ' be Z.eS bvTn  "m"  "  'V  T"?S 

.  %  lv^Sp  ay^ 

'  UPf^m  iSig^iSSl 

;  4- « ” *e ^4?“^?^ 

|£™0™tu%memhdiah^^ 

nection  and  the  water  and  ammonia  mixer  nS  •  /  v?  ves  mi,st  be  conducted  to  the  outside 

6  The  fire  department  shall  havT sole  use  of  the  mixer  feeTd'hff.,e°r  '■n,°  ,ha*  pa!I  °/.'l,e  1°"  Pressure  side  pro- 

and  supply  the  necessary  water.  pin  ma  n  f  ^?Ixer  jS  specified  in  subdivision  C,  of  section 

/.  In  systems  using  over  twenty-seven  thousand  ('ll  nnm  °l  b  ie  ,  e‘  .  Jt  1S  discharged  to  the  outside 

pounds  of  ammonia  there  shall  "be  prided  0?”' additicmal  pTee^ahnw  ThF  „«iliPeW,0j®  f!ie  roof  .or  not  less  than 

water  and  ammonia  mixer  for  each ^twenty-seven^ ^thousand  less  than  ffu^  ,Thfe  d,,scharge  PTe  shall  be  not 

(27.000)  pounds  of  ammonia  or  fraction  thereof  so  used  I  r  t,  6  °f  -th,?  ?elie,f  valve  ?utlet-  The  discharge 

in  excess.  °n  tnereo1  SO  used  [r°™  m°[e  than  one  relief  valve  may  be  run  into  a  common 

8.  The  ammonia  mixer  and  its  connection  for  a  ria«  A  IfnLo  the  ar€ia which  shall  be  equal  to  the  area  of  the 

of  Ih?  code”  COnf°rm  t0  the  diaSram  in  section  Cl 9- io7i)  downvva™.  ^  heret°'  Tbe  outlet  orifice  shall  be  turned 

§C1 9-104.0.  Size  of  Safety  Devices.  -ed  QaST  sysSm^lfe  Shalgetom  rStlvJl 

(a)  The  size  of  pressure  relief  valves  shall  be  as  fol  rials  A  f,  t0  the*  ou,tslde  atmosphere  as  specified  for 

lows:  snaH  De  as  tol‘  V  s  A  systems’  or  to  the  low  pressure  side  as  shown  in 

—  diagrams  m  section  C19-107.0  of  the  code,  or  into  a  tank  of 

Caoacitv  T-u°2a,\d  0ther  ^at?r  wblcbA  shall  be  used  for  no  purpose  except  ammonia 

Of  System  At  Ieast  °.ne  FalIon  of.  fresh  water  shall  be  pro- 

to  3fi  tons - - -  q;;llze  ^,ded  f°r  ever-V  pound  of  ammonia  contained  in  the  system. 

or,  ,tons  .  \—xA  1  ~y2  The  water  used  shall  be  prevented  from  freezing  without 

■  60  o  100  .  I-??,  i-H"  "«  ”«  ?»•  or  chemical.?  The  tank  shill be sufctanSly 

inn  to  17;  ,  .  } — A  1 — 1  constructed  of  not  less  than  one-eighth  (xk)  of  No.  HITS 

17-  .  7-‘n  |ons  .  1 — V*  1 — 1%"  gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 

250  to  So0  tons  . .  Hf  }-&'  Lrfat!rJh!n,  0ne-half  m  !be  height  The  tank shall 

450  to  900  tone;  .  1  \  baYf  ,a  hinged,  coyer  or,^  if  of  the  enclosed  type,  shall  have  a 

—  ‘  .  2—2 _  vent  hole  at  the  top  All  pipe  connections  shall  be  through 

/l\  wru  a.  1  ^  of  the  tank  onl}7.  The  discharge  nine  from  thp 

,.  )  |  '  ’  hcre  r"p!"cc  members  are  permitted  and  used,  the  Pressure  relief  valves  shall  discharge  the  ammonia  in  the 

emnvalent  area  of  the  rel.ef  valve  specified  must  be  pro-  center  of  the  tank  near  the  bottom  The  tank  stall  be  as 

/  tc* *i-vi  1  securely  supported  as  any  other  portion  of  the  system 

land  on1^?  na«  URS  miay  bc  rUSud  t0n  all.Class  C  systems  There  shall  be  no  opening  in  the  tank  below  the  water  level' 

a"dJ"  a,f‘  Class  B  systems  of  the  hermetically  sealed  com-  3.  Where  more  than  fifty  (50)  pounds  of  any  refrieer- 

of  rrfrL'I,e.COTt!inifK  nCj-  n?ore  tban  fifty  (30)  pounds  ant  other  than  ammonia  is  used,  the  discharge  from  relief 

six teentlf  Tf/l 6 'i  Lh  d,Scbarge  °pening  sba11  be  one-  valves  shall  he  to  the  atmosphere  as  specified  for  Class  A 

sixteenth  (1/16)  inch  in  diameter.  ammonia  systems.  Carbon  dioxide  may  be  discharged  into 

SCI 9-1 05.0.  Location  and  Discharge  of  the  room  if  the  same  contains  at  least  10  cubic  feet  of 

c  (  .  n  .  «/»ti.ar0e  or  capacity  per  pound  of  refrigerant  used. 

oarety  Uevices.  4.  Arrangements  of  pressure  relief  devices  for  Class  A 

a.  Location.  ip7^StctT|s  sb conform  to  the  diagrams  in  section 

A  pressure  limiting  device  shall  be  provided  on  the  high  U  °  thC  C0GC' 

Pressure  side  of  each  waterrcooled  refrieeratincr  system  8C1Q  o  * 

•ontaming  more  than  six  (6)  pounds  of  refrigerant  A  Operating  Precautions, 

iressure  relief  valve  shall  be  provided  on  the  high  pres-  a.  Masks  and  helmets. 

ainingd.wc°„^  y"(20>WpiundT^  ii  „1  ''  '  "  C'aSf,  A  Tt”!  ^  °PCra,'s  ^ 

bull  no. .  be  necessary  ,o  disci, aTge  the  felrifS'  to  (he  Sr  *’  ^  S'’a"  be  P''0V'dc<1  at  least  l"'0  hcImc,s 

,«l  s.  e  a,r  or  water  tank  from  any  such  refrigerating  sys-  2.  In  a  Class  B  system  in  which  more  than  fifty  (50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  let¬ 
ters  not  less  than  one  and  one-half  inches  (154")  high, 
designating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 

nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
8 y2"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 
on  the  name  plate.  .  .  .  . 

3.  The  following  information  shall  be  posted  in  Class  A 
and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used :  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box;  (c)  The  name,  address  and  telephone  num¬ 
ber  of  physician  to  be  called  in  case  of  emergency;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  ol 
emergency. 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in'  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 

used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6.  When  the  refrigerant  is  withdrawn  from  a  system  it 
shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only  dur¬ 
ing  period  of  charging  or  withdrawing  the  refrigerant. 

§09-107-0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

Penalties. 

§09-152.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction, _  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATEr“  S 

AW?  REVISED  JULY°6°i937TEFFECTIVELlAriA^T:ALS  -IL,NE  10'  1932 
AMENDED-1  UjbYLYl ™ 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Sland- 
aids  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  Cl 9-84.0,  C19-85.0  and  C19-86.0 of  the  Ad¬ 
ministrative  Code.  J 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  spray,  din  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes 
lacquers  of  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
lor  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
v\  here  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 

f,°r  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  sprav,  dip- 

i1 ^mersing  storage  or  mixing  room  is' to  be 
installed  an  application  shall  be  filed  with  and  ap¬ 
proved  .  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  Citv  of 
New  York  with  any  flammable  paints,  varnishes 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting 
varnishing,  staining  or  similar  purposes  shall  be 
Pelted  in  any  premises  or  portion  thereof  as 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
tamihes,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
trom  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  or  immersing  are  demon¬ 
strated  for  instruction  purposes  only.  • 

1*3-3  Which  is  artificially  lighted  by  anv  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

'ule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPAGF” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 


ti  e  premises  used  for  the  actual  work  of  spraying 

&mSr  ?r  im.mersinS  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  otrS 
flammable  substances,  mixtures  or  compounds  cum 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room.  g 

2'2tTiese  rules  dChBINET  B00TH”  when  used  in 
L«SG  n  .  s  a.  ,  mean  a  compartment  with  a  back 

a  PsubnstanH?1  Sld(;S  i°r  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 

exhaust  facilities,  located  within  a  room  or  any 

portion  of  any  premises  where  spraying  with  any 

flammab  e  paints,  varnishes,  lacquers  or  any  other 

monWansedUbfStanCe?’  ™lxtures  or  compounds  com- 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 

sbu  in  o'0  ?eSe  rtUfS  Sha11  mean  an  installation  con- 
J‘st3  f  3  imeta  ,ca?°Py  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammabJe  substances,  mixtures  or  compounds  com- 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2'4St .‘T  ‘;™NNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 

™°nldeS  an1  •t?P’  equiPPed  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
tor  painting  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on.  ^ 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  ventilated  room 
approved  tor  such  use  in  which  any  article  or  thin~ 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

-.6  The  term  DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 

fuPr0V-  j.r  s,ucb  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures,  or  compounds  commonly  used 
tor  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2'7  PAeRTTrT7nM^EPRP'0Ft°r  FI! ^-RESISTING 
PARTITIONS  used  in  these  rules  shall  mean  the 

standards  set  in  the  Labor  Law  and  the  Rules  of 
j;  .,,.oard  of  Standards  and  Appeals  for  factory 
buddings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 
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2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C 19- 14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
09-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 

in  operation  so  that  the  movement  of  air  shall  be 

at  least  one  hundred  (100')  linear  feet  per  minute 

in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 

immersing  spaces  in  an  amount  equal  to  thex 
capacity  of  the  fan  or  fans  and  in  such  a  manner 

•  as  to  avoid  short-circuiting  the  path  of  air  in  the 

working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying,  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 

Material  Storage  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  adminis¬ 
trative  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 

floors  in  such  rooms  of  concrete.  Where 

such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  unsanded  gypsum 
plaster  or  %"  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  draining 


system  or  the  public  sewer,  shall  not  be  per-  I 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 
opening  to  permit  automatic  flooding,  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (*4)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4'.  1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  tire- 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a.  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self- 
closing. 

The  lighting  equipment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis- 
„  sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con 
nected  directly  to  the  outer  air.  4  he  controls 
for  the  fans  shall  be  so  interlocked  with  the 
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gas  supply  line  that  when  the  gas  is  flowing 

Sfiik  are  •!?  ope^t'on.  An  extra  switch 
f hall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
to  2  inches  of  water. 

nJi.tus.e  of,  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  hght  when  the  flame  is  extin- 
guished  or  the  supply  of  gas  cut  off.  Elec- 
rical  pilot  ignition  shall  be  of  the  continuous 
type,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the.  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents,  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 


tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of 
solvent  is  left  for  evapo¬ 
ration.  A  space  between 
such  ventilating  section 
and  the  drying  section 
shall  be  maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall  be 
separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly,  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  lie  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 
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4.4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  IS  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (54”) 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiva¬ 
lent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  Tf  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact,  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  fluor¬ 
escent  light  or  other  electrical  equipment  shall 


be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  tor  use 
in  explosive  atmosphere  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4.3.2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4.5.2. 1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5. 2. 2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5.2.4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with 
explosion-proof  interlocking  switch 
precluding  the  removal  of  the  plug 
when  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  he 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en- 
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gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  sha  1  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5 . 2  Smoking  or  the  carpdng  of  lighted  cigars,  ciga¬ 
rettes,  matches,  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

.->.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip,  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 

clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  he  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  he  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.K  Metal  waste  cans  with  self-closing  covers  shall  he 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra  ¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  dav. 


511  d?„e“fthPawP:trisaK„d0fp^drPa'nteJ  SUrfaC“  sha"  b' 

512  ™ot°r  ™hjcle  is  taken  in‘o  a  spray  space 

ess  of  snrir-S  ia-  kC  dlsconnected  before  the  proc¬ 
ess  ot  spraying  is  begun. 

5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  In 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  sha 
be  provided  and  maintained  adjacent^  the  work 
as  t  ie  fire  commissioner  shall  direct.  Such  shafts 

elevators  ^  vent,lated  of  fumes  before  starting 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
teo  fe\noy„s°tdrra,rrPOSe  Sha"  n°‘  be  dischawd 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate- 

agaeSbundinhinnefrS  Sha"  be  kept  in  an  outside  stor- 
age  building,  storage  rooms  or  in  vented  metal 

cabinets  m  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal- 
lons  may  be  stored  in  single  walled  metal 
cabinets  ventilated  to  the  outer  air.  Such  cab- 
inet  t°  be  metal  covered  on  all  sides,  includ¬ 
ing  the  doors  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shafl  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
hreproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  adminstrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or.  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 

rCi?M1  9r  r?om  ’n  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day  s  use  but  not  exceeding  twenty  gal- 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located  • 
covers  of  containers  must  he  kept  thereon 
when  such  containers  are  not  actually  in  use 

I  his  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shalh  be  supjiorted  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heavies' 
spraying  materials  used. 

6.1.7  I  ressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  he  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capac¬ 
ity,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand- 
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ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 

are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty- five  (25)  gallons  as  per  Section 
09-113.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 


Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  09-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  xvho  shall  wilfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them'  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7N0. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  Installa¬ 
tions. 

8.1  These  rules  shall  be  retroactive  in  the  following  respects: 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray 
Rooms,  Dip  and  Immersing  Rooms,  New 
Drying  Equipment,  and  Material  Storage 
Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft.  1 1 

4.5.1  Electrical  Equipment. 

4.5.2  Electrical  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs.  *  : 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 

H 1 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans  | 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings. 


copies  at  the  office  of  the  Board  of 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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,J5-  PUBLIC  HEARINGS 
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Special  meetings  as  published  in  this  Bulletin. 

Ail  hearings  are  hey  in  Room  101,1,  Municipal  Building 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one'  in 
the  afternoon — Saturdays  excepted. 
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This  issue  of  the  Bulletin  contains  in  the  order  given _ 

Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

VTi^eSA°l-Regular  Meetin&>  Tuesday  Morning,  June  17 
iy47,  Affecting  Calendar  Numbers  390-27-BZ  877-39- 
A^r>Z^~4*"RZ’  708-45-BZ,  1006-46-BZ,  97-47-BZ  372- 
47-BZ,  390-47-BZ,  451-47-BZ,  58-30-BZ  762-38  BZ 

1013-38-BZ,  1000-40-BZ,  997-41-BZ,  45-42-BZ  223-46-’ 
BZ,  523-46-BZ,  524-46-A,  700-46-BZ,  877-46-BZ  4-47- 

?7Zk  32;o4,7 ~RZk  102-47-BZ>  252-47-B Z,  414-47-BZ,  477- 
J7‘A>  493-47-A,  507-47-A,  93-44-A,  951-46-A,  33-47-A 
56-47-A,  253-47-A,  376-47-A,  475-47-A  482-47-A  729’ 
44-SA,  339-46-SM,  415-46-SM,  966-46-SM,  119-47-SM 
and  366-47-SM. 

IindleSA°lRe.gular  Meetin&-  Tuesday  Afternoon,  June  17 
fy47,  Affecting  Calendar  Numbers  605-44- A  494-46- A  ’ 
862-46-A,  327-47-A,  383-47-A,  418-47-A,  473-47-A,  476- 
47-A,  485-47-A,  216-34-A,  45-43-A,  240-47-A,  350-47-A 
S4c47‘A’  474-47-A>  491-47-A,  495-47-A,  177-32-BZ,  429- 
27:B ,c’r>4|9*38"BZ’  574-39-bz.  1192-40-BZ,  595-41-BZ 
664-46-BZ,  440-45-BZ,  1575-21-BZ  and  200-47-BZ. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 
relief  until  it  is  filed  on  the  form  required  by  the  rules  of 
this  hoard. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appellant 
or  applicant  shall  forward  a  signed  notice  of  appeal  ad¬ 
dressed  to  the  administrative  official  either  borough  superin¬ 
tendent  of  buildings  or  fire  commissioner  and  file  with  this 
hoard  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  So  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  IT.  MURDOCK,  Chairman. 
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DOCKET 

Net*.'  Cases  Filed  up  to  June  17,  1947. 

Cal.  No.  Dept.  Premises  Affected. 

565- 47-BZ— 1246-1260  1st  avenue,  east  side,  from 
East  67th  to  East  68th  streets,  401  East  67th  street  and  400 
East  68th  street  (Block  1462,  part  of  Lot  1),  Borough  of 
Manhattan,  Amendment  to  N.B.  233-46. 

566- 47-SA— Pow-R-Matic  Oil  Burner,  Models  ’  B  and  C, 
Appliance. 

567- 47-SA — Young  Brothers  Co.,  Two-Single  Compartment 
Continuous  Coating  Ovens  (gas-fired),  Appliance. 


568-47-A— F.D.— 41-69  Clark  street,  92-100  Henry  street, 
46-82  Pineapple  street  and  101-121  Hicks  street,  entire  block 
(Block  231,  Lot  1),  Borough  of  Brooklyn,  Decision  re 
6722-LC. 


569- 47-A— H.B.B.— 196-202  Grand  street  extension,  and 
373  South  1st  street,  southeast  corner  (2nd  floor);  (Block 

2399,  Lot  24),  Borough  of  Brooklyn,  Alt.  3065-45. 

* 

570- 47- A — F. IX— 3222  Ely  avenue,  east  side,  314.07  ft.  south 
of  Givan  avenue  (Block  4757,  Lot  50),  Borough  of  l lie 
Bronx,  51673-LC  and  Decision. 


571-47-BZ— ILB.B.— 2302-2330  Surf  avenue,  southwest  cor¬ 
ner  of  West  23rd  street  (Block  7070,  Lots  120  and  126), 
Borough  of  Brooklyn,  Alt.  649-47. 


572-47-BZ— PI. B.B.— 235-245  Kings  Highway,  1701  West  9th 
street,  northwest  corner  and  122-132  Quentin  road  (Block 
6648,  Lots  1  and  4),  Borough  of  Brooklyn,  N.B.  232-47. 


573-47-A— F.D.— 2566-2576  Pitkin  avenue,  south  side,  80  ft. 
west  of  Milford  street  (Block  4024,  Lot  1),  Borough  of 
Brooklyn,  19063-LF  and  Decision. 


574-47-A — H.B.Bx. — 880  Zerega  avenue,  east  side,  236.15 
ft.  south  of  Quimby  avenue  (Block  3702,  Lot  101),  Borough 
of  The  Bronx,  Amendment  to  N.B.  87-38. 


575-47-A— F.D.— 544-546  West  110th  street,  south  side,  200 
ft.  east  of  Broadway  (Block  1881,  Lot  54),  Borough  of 
Manhattan,  41140-LF  and  Decision. 


576-47- A — H.B.B.— 78  Henry  street,  west  side,  59  ft.  11  in. 
south  of  Orange  street  (Block  226,  Lot  24),  Borough  of 
Brooklyn,  Alt.  1733-47. 


577-47- A — H.B.M. — 527  Hudson  street,  west  side,  100.5  ft. 
north  of  West  10th  street  (1st  floor)  ;  (Block  631,  Lot  42), 
Borough  of  Manhattan,  B.N.  1448-47. 


578-47-BZ — H.B.R. — 723-729  Richmond  avenue,  east  side, 
102.63  ft.  south  of  Smith  place  (Block  1065,  Lot  47),  Port 
Richmond,  Borough  of  Richmond,  N.B.  209-47. 


579- 47-SA— Republic  Gas  Heater,  Series  2  and  Series  22,  * 
Appliance. 

580- 47-BZ — H.B.Q. — 18-02  to  48-26  48th  avenue,  south  side, 
from  48th  to  49th  streets  and  48-01  48th  street  (Block  2292, 
part  of  Lot  7),  Long  Island  City,  Borough  of  Queens,  M- 
711-47. 

581- 47-A— H.B.B .— 338-346  Coney  Island  avenue,  west  side, 
104  ft.  7]/2  in.  south  of  Caton  place  (Block  5322,  Lot  64)  , 
Borough  of  Brooklyn,  Revocation  of  Certificate  of  Occu¬ 
pancy  117218-47  re  B.N.  150-42. 


582-47-A — H.B.B. — 287-305  6th  avenue,  soutli  side,  from 
1st  to  2nd  streets,  386-420  1st  street  and  433-467  2nd  street 
(basement-P.  S.  No.  4)  ;  (Block  971,  Lots  1-10  inclusive,  12, 
14,  15,  17,  18,  19,  28,  29,  74,  76  and  78-81  inclusive),  Borough 
of  Brooklyn,  N.B.  222-44. 


583- 47-A — H.B.B. — 422-438  Fulton  street,  south  side,  95  ft. 
west  of  Hoyt  street,  14-30  Hoyt  street,  177  Livingston  street 
and  15  Gallatin  place  (6th  floor)  ;  (Block  156,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  2722-44. 

_ 

584- 47-SA— Penn  Oil  Burner,  Model  PA,  Appliance. 
— 

585- 47-SA — Whirl-O-Magic  Boiler-Burner  (packaged  heater 
unit),  Appliance. 

586- 47- A — F.D. — 201  East  14th  street,  and  125  3rd  avenue, 
northeast  corner  (Block  896,  Lot  1),  Borough  of  Man¬ 
hattan,  39185-LF  and  Decision. 

587- 47-SA — Grant  Type  P-1  Interlock,  Appliance. 

/  \  I 

588- 47- A — F.D. — 18  East  60th  street  and  649  Madison  ave¬ 
nue,  southeast  corner  (Block  1374,  Lot  49),  Borough-  of 
Manhattan,  40984-LF  and  Decision. 

589- 47-A — H.B.M. — 49  East  87th  street  and  1211  Madison 

avenue,  northeast  corner  (Block  1499,  Lots  20  and  22), 
Borough  of  Manhattan,  Amendment  to  N.B.  258-45.  1  | 

590- 47-BZ — H.B.B. — 218-230  Belmont  avenue  and  301-311 
Van  Sinderen  avenue,  southeast  corner  (Block  3748,  Lots 
14  and  17),  Borough  of  Brooklyn,  Alt.  2011-47. 

591- 47-A — H.B.M. — 21  East  52nd  street  and  506  Madison 
avenue,  northwest  corner  (Block  1288,  Lots  13  and  14), 
Borough  of  Manhattan,  Amendment  to  Alt.  612-47. 

-  Ml 

592- 47-SM — Bow  Arch  Roof  Truss,  manufactured  by  Bow- 
Arch  Corp.,  Material. 

593- 47-A — H.B.B. — 180  Morgan  avenue,  northeast  corner 
of  Scholes  street  (1st  floor)  ;  (Block  2061,  Lot  1),  Borough 
of  Brooklyn,  Alt.  5322-46  (under  sec.  35,  General  City  Law 
re  bed  of  mapped  street — Scholes  street). 

594- 47-SM — Yonkers  Concrete  Products  Inc.,  Concrete  and 
Cinder  Blocks,  manufactured  by  Yonkers  Concrete  Products 
Inc.,  Material. 
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Fuel  Oil  Heater,  Models  M  and  L, 


595-47-SA — Safety 
Appliance. 

Restored  to  Docket. 

200-47-BZ  1 1.B.B.  70-80  Clark  street  and  108-112  Henry 
street  southwest  corner  (Block  236,  Lot  112),  Borough  of 
Brooklyn,  N.B.  5-47. 


'  ,4'A  FU— IMl  to  33-15  57th  street,  east  side,  100  ft 
south  ot  Northern  boulevard  (Block  1181,  Lot  29),  Wood- 
side,  Borough  of  Queens,  Decision  re  91165-LC. 

1575-21-BZ-H.B.M.— 205-219  West  39th  street,  north  side, 
it.  west  of  7th  avenue  and  206-216  West  40th  street 
(Bloc..  /89,  Lot  30),  Borough  of  Manhattan,  Alt.  535-47. 


jiTairM.,  ;:ras  srftr 

?!  am.  Building  i«3^^ClK4«.SSSs£SS,t?,eSf 

KD.I  MK  an;1  Uu,l(l,nP’  Hronx;  H.D — Health  Department-  F  D  — 
" e  '^PHrtnten.  a.»J  M.  nnd  A.-Dept.  of  Marine  ami  Avia  Urn., 


RULES 

Hlended  Cements,  Rules  for  Testing  *,S< 

and  Use  of .  |)ec 

Car  I  ion  Dioxide  Liquefier,  Rules!!!  Mar! 
Certificate  of  Occupancy,  approved 

form  .  p)cc 

Concrete  Flat  Slabs,  Rules . !.'!!|uly 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . .June 

Concrete  Rules  (Hydrated  Lime) ...  Aug 

Llevator  Rules  . Mar. 

Erection,  Alteration.  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . jjec_ 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . . . . Sept 

Factory  Exit  Rules . ....Tan. 

Fire  Alarm  Rules  (Interior) .  Mav 

Fire  Drill  Rules .  . [)eC- 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Eire  Retarding  Rules  for  Garages, 

Fireproof  Wood,  Testing  of! ! ! ! .' .' .’ !  Apr! 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  .  Ani¬ 
tas  Shut-Off  Rules . .!!!!.!..  Apr 

latchway  Protection  .  Tune 

Insulating  Fibre  Board  Rules. ..!.! Dec. 

Methyl  (  hloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  Feb. 

)il  Burner  Rules . May 

Iprning  Protective  Assemblies, 

Rules  for  Inspection  of .  Apr 

amt,  Varnish  and  Lacquer  Sprav- 

mg  Rules . ...June 

latform  Trucks,  Specifications  for.  .  Nov 

lumhing  Rules  . . 

lumbing  Rides  (Submerged  Inlets; 

|  I  rotective  Methods  to  Prevent 

Contamination  of  Water  Supply). Mar 

r need u re.  Rules  of .  Sent 

Refrigerating  Systems,  Extract '  AC. !  Tune 

moking  m  Factories,  Rules  for _ Apr 

prinkler.  Rules  .  yj' 

tandpipe  Fireline  Rules . !!!!!!  Tune 

tructural  Alterations,  Reporting.  ..  June 

an,l<  Xr,,cks.  Fuel  Oil,  etc . Nov. 

ank  Trucks,  Gasoline,  etc . Nov. 

’  ,rei.  ■  ,1‘\s  Fules  (Amendment  to 
Rule  505  of  Industrial  Code).. Sept. 


Publication  in  Bulletin 

3,  1946  — Vol.  31,  No.  -19 
18,  1947— Vol.  32,  No.  11 

28,  1943 — Vol.  28.  No.  52A 
13,  1937— Vol.  22,  No.  28 

10,  1947— Vol.  32,  No.  23 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 

28,  1943 — Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 

14,  1947— Vol.  32,  No.  2 

6,  1947— Vol.  32,  No.  18 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

1,  1947— Vol.  32,  No.  13 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol  4  No.  3 

23,  1946— Vol.  31,  No.  17 

7,  1925— Vol.  10.  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

1  1,  1947— Vol.  32,  No.  6 
20,  1947— Vol.  32,  No.  20 

15,  1947— Vol.  32,  No.  15 

17,  1947— Vol.  32,  No.  24 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22.  No.  31 


25,  1947- 

7,  1937- 
17,  1947- 
22,  1947- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  32, 
-Vol.  22. 
-Vol.  32, 
-Vol.  32, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17. 
-Vol.  21. 
-Vol.  21. 


No.  12 
No.  36 
No.  24 
No.  16 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


3,  1946— Vol.  31.  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
iipplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30. 

id  willWhcditiT  K°/  the  Supplement  is  now  on  the  press 
d  will  be  available  soon  and  will  be  published  as  Vol.  32 
o.  25A,  dated  June  24,  1947.  ’ 
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JUNE  24,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Itrrxd<l\j[  m?r.ntn9>  June  24,  1947,  at  10  o’clock  in  Room 
m°attersMUniC1Pa  Blnlding-  Manhattan,  on  the  following 

276-42-BZ— -Application  of  Lama  and  Proskauer  anoli 

reopened  March' VlST  Chand  Louis  ^voC’ow^s, 
r^i  t-  *rch  19>  ,1946>  under  section  7c  of  the  zoning 
evolution,  to  permit  in  a  residence  use  district  the  change 

CO- 

2?7nf4fhBZ~AppIicat,ion>  December  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer  anoli 
cants  on  behalf  of  Saj-Lee  Realty  Corp.,  owner  to  permit 

usiLmninetb  US?io  C  area  dlstrict>  the  erection  of  ’a  budding 
us  ng more  than  the  area  permitted;  premises  1196-1200  Conev 
Island  avenue,  west  side,  400  ft.  north  of  Avenue  I  (BlocJ 
6513,  Lot  24),  Borough  of  Brooklyn.  { 

iVITarC!1  21’  l947’  under  section  7e  of 
i  ?  zomn&  resolution,  of  Ludwig  P.  Bono  aDolicant  on 

ehal f  of  Frances  Murtha  Striglis,  owner  (Otto  Kluger 
lessee),  to  permit  in  a  residence  use  district,  the  extension  to 

on0veers!onnffS,hcref'  ‘°  ^  USed  for  s,ora^  space  <h° 
conversion  of  the  two  stores  into  one  store;  premises  2508- 

(Bloc!  «C8ieT„rfmd^aS  sidt-  ”  ft  nor,h  of  Mace  avenue 
(Diock  4481,  Lot  17),  Borough  of  The  Bronx. 

fhJ'4^'BZ~Apiilication’  ,March  28’  1947>  under  section  7a  of 
the  zoning  resolution,  of  Gustave  Goldman,  applicant  on 

use  adist°rLf ethcCp°  ?nia-  ICC  f0"  •°^'ner’  to  Permit  in  a  retail 
use  district,  the  extension  of  existing  building  (ice  storage 

Plant  and  sale  of  ice)  to  be  used  as  an  office  and  machine 

shop  premises  2850— 8th  avenue  and  264-272  West  152nd 

p,a“ (Blpck  20^ 

i°V^\ 

re°Pcned  /une  3>  l947-  for  consideration  as 
L  ^  !°n  i°f  vanan,ce  (expired  by  limitation)-Applica- 

tion,  previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  for  a  term  of  two  (2)  years,  permitting  in 

fiveUS1(n5?SmntodlStn?’,the  Parkhlg  and  Storage  of  more  than 
Streetnnrfh  v^les ;  premises  217-223  Schermerhorn 

165  T  5  ?7  ’  j  ro\  ’  i  in-  west  of  Bond  street  (Block 
165,  Lots  56,  57  and  58),  Borough  of  Brooklyn. 

328-46-BZ— Application  April  17,  1946,  under  section  7c  of 
the  zoning  resoffitmn,  of  Herman  Kron,  applicant,  on  behalf 
oi  l..  d.  Uil  U,  Inc.,  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  of  an  extension  to  an  exist- 
mg  gasoline  service  station  (previously  granted  by  the  Board) 
for  lubritorium  and  auto  laundry;  premises  120-06  Sutnhin 

UMfLotmi14?-24  !20V-4  Southwest  comer  (B&k 
I2U45,  Lot  194),  Jamaica,  Borough  of  Queens. 

349-46-BZ-Applicati0n  May  10,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Herman  Kron,  applicant,  on  behalf 
of  Isaac  T.  Flatto  owner  (John  A.  Kiefer,  lessee),  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of  a 

1682  Pal^ ZZetSt*l10n\lTemiseS  714  Cypress  avemie  and 

nt  b)  L  ?  street  southeast  corner  (Block  3449,  part  of 
Bot  6),  Ridgewood,  Borough  of  Queens. 

?i^BZ-Applicati?n’.  November  26,  1946,  under  section 

cantsf  in  SJS?  refSOA310n’  °/  Lama  and  Proskauer,  appli- 
r^Hno-  r  b  ih  f  °f  Mar*a  Aurecchione,  owner  (Crescent 
Casting  Co.,  lessee),  to  permit  in  a  residence  use  district,  the 
c  ange  of  occupancy  from  wet  wash  laundry  to  foundry 
premises  101  Logan  street  and  650-666  Cozine  avenue  south¬ 
east  corner  (Block  4564,  Lots  2-10),  Borough  of  Brooklyn. 

7c7a5nd62ffrEhfPl^ti0n’  D^cernber  ?2  1946,  under  sections 
/c  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer 

applicants,  on  behalf  of  Osher  and  Reiss  Inc  owner  to 
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permit  in  a  business  use,  C  area  district,  the  extension  to 
existing  building  for  additional  garage  for  five  (5)  trucks, 
using  more  than  the  permitted  area;  premises  1110  Utica 
avenue  and  4913-4923  Canarsie  avenue,  northwest  corner 
(Block  4760,  Lots  15-16),  Borough  of  Brooklyn. 

1076-46-BZ— Application,  December  22,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  B  &  E  Service  Station  Inc.,  owner,  to 
permit  in  a  business  use  district,  the  reconstruction  of  an 
extension  of  an  existing  gasoline  service  station,  auto  re¬ 
pair  shop  and  office  to  include  gasoline  service  station,  lubri- 
torium  auto  laundry,  motor  vehicle  repair  shop,  office  and 
storage  room;  premises  104-02  to  104-08  Atlantic  avenue, 
93-29  to  93-43  104th  street,  southeast  corner  and  104-01  to 
104-03  94th  avenue  (Block  9384,  Lots  1,  3  and  59),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

65-47-BZ — Application,  January  23,  1947,  under  section  7 a 
of  the  zoning  resolution,  of  Sanders  and  Glazer,  applicants, 
on  behalf  of  Carmen  Pisano,  owner,  to  permit  in  a  local 
retail  use  district,  the  extension  of  existing  building  and  the 
change  of  occupancy  from  three  stores  and  eight  families 
to  funeral  chapel  and  seven  families  and  the  erection  of  a 
garage  at  rear  for  five  (5)  motor  vehicles;  premises  54-56 
Tompkins  avenue  and  712-720  Park  avenue,  southwest  cor¬ 
ner  (Block  1739,  Lots  38  and  39),  Borough  of  Brooklyn. 

412-47-BZ— Application,  April  22,  1947,  under  sections  7f 
and  7i  of  the  zoning  resolution,  of  Sixth  Avenue  and  44th 
Street  Corp.,  applicant  and  owner  (Hippodrome  Parking 
Space,  Inc.,  lessee),  to  permit  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  garage 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  gasoline  service  station,  motor  accessories  and  as 
a  motor  vehicle  repair  shop  with  stores  fronting  on  the 
Avenue  of  the  Americas;  1120-1136  Avenue  of  The  Amer¬ 
icas  (6th  avenue),  east  side,  from  West  43rd  to  West  44th 
streets,  and  51-71  West  43rd  street  (Block  1259,  Lot  1), 
Borough  of  Manhattan. 

458-47-BZ— Application,  May  12,  1947,  under  section  7h  of 
the  zoning  resolution,  of  A.  H.  Salkowitz,  applicant,  on 
behalf  of  S.  &  J.  Construction  Corp.,  owner,  to  permit  in  a 
residence  use  district,  the  parking  of  more  than  five  (5) 
motor  vehicles  in  conjunction  with,  and  for  use  of  shoppers 
and  patrons  of  adjoining  stores;  no  fees  to  be  charged; 
premises  141-24  Jewel  avenue,  south  side,  100  ft.  west  of 
Main  street  (Block  6616,  Lot  34),  Kew  Gardens,  Borough  of 
Queens. 

461-47-BZ— Application,  May  13,  1947,  under  sections  7c,  21 
and  7 A  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Morris  Davis  and  Harry  Davis,  owners 
(U.  S.  Post  Office,  lessee),  to  permit  in  a  residence  and 
business  use,  C  area  district,  the  erection  of  a  building  for 
business  use,  using  more  than  the  permitted  area  and  with  a 
sign  beyond  the  permitted  distance  from  the  intersection; 
premises  1714-1726  West  6th  street  and  305  Kings  Highway, 
northwest  corner  (Block  6650,  Lot  11),  Borough  of  Brook- 
.  lyn. 

493-47-A— 1860  Broadway,  northwest  corner  of  McDougal 
street  (Block  1529,  Lot  24),  Borough  of  Brooklyn. 

502-47-A— 36-06  43rd  avenue  (formerly  74  Foster  avenue), 
southeast  corner  of  36th  (Buckley)  street  (Block  221,  Lot 
24),  Long  Island  City,  Borough  of  Queens. 

93.44. A— 33-11  to  33-15  57th  street,  east  side,  100  ft.  south 
of  Northern  boulevard  (Block  1181,  Lot  29),  Woodside, 
Borough  of  Queens  (reopened  June  17,' '1947).  1 

499-47-A— 753-759  7th  avenue  and  154-166  West  50th  street, 
southeast  corner  (basement.  1st,  2nd  and  3rd  floors)  ;  (Block 
1002,  Lot  61),  Borough  of  Manhattan. 

505-47- A— 54-60  Columbia  street  and  61-63  Congress  street, 
northeast  corner  (1st  floor)  ;  (Block  293,  Lot  2),  Borough 
of  Brooklyn. 


520- 47-A — 80-84  Nassau  street,  east  side,  99  ft.  9  in.  north 
of  John  street  and  9-11  Dutch  street  (cellar  and  1st  floor)  ; 
(Block  78,  Lots  24-38),  Borough  of  Manhattan. 

521- 47-A— 1564  Broadway,  cast  side,  40  ft.  5  in.  south  of 
West  47th  street  (basement)  ;  (Block  999,  Lot  63),  Borough 
of  Manhattan. 

523-47- A — 4014  1st  avenue,  west  side,  200  ft.  south  of  39th 
street  (5th  floor,  Building  26)  ;  (Block  710,  Lot  1),  Borough 
of  Brooklyn. 

552-47-A— 890  Bedford  avenue,  west  side,  86  ft.  10  in.  south 
of  Myrtle  avenue  (2nd  floor)  ;  (Block  1914,  Lot  14),  Bor¬ 
ough  of  Brooklyn. 

554.47. A — 15-19  West  39th  street,  north  side,  322  ft.  6  in. 
west  of  5th  avenue  (15th  floor)  ;  (Block  841,  Lot  27), 
Borough  of  Manhattan. 

570-47-A — 3222  Ely  avenue,  east  side,  314.07  ft.  south  of 
Givan  avenue  (Block  4757,  Lot  50),  Borough  of  The  Bronx. 

607- 47-A— 65-81  Broad  street,  east  side,  from  Beaver  to 
South  William  streets,  30-36  Beaver  street  and  28-36  South 
William  street  (2nd  floor)  ;  (Block  29,  Lot  70),  Borough  of 
Manhattan. 

608- 47-A— 1409-1419  St.  Nicholas  avenue  and  600  West 
181st  street,  southwest  corner  (Block  2162,  Lots  63  and  58), 
Borough  of  Manhattan. 

609- 47- A — 5215  Grand  avenue,  east  side,  145  ft.  north  of 
Page  place  (Block  2610,  Lot  118),  Maspeth,  Borough  of 
Queens. 

434-46- A— 19-29  Rockwell  place,  east  side,  151  ft.  south  of 
DeKalb  avenue  (Block  2095,  Lot  10),  Borough  of  Brooklyn 
(reopened  April  8,  1947). 

813-45-SA — The  Salvajor  (dishwasher). 

271-46-SM— Smithway  Welding  Electrodes— SW-10,  SW- 
11,  SW-14,  SW-15  and  SW-75,  5/32"  and  3/16"  diameters. 

752-46-SM — Ellicote  Flameproofing  Process  (for  artificial 
leather). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  24,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  June  24,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

474-47- A — 360  Central  Park  West,  west  side,  10.0  ft.  8J4  in. 
south  of  West  96th  street,  3  West  95th  street  and  2-10  W  est 
96th  street  (Block  1209,  Lot  33),  Borough  of  Manhattan. 

491_47_A — 272  West  126th  street  and  2350  8th  avenue, 
southeast  corner  (Block  1931,  Lot  61),  Borough  of  Man¬ 
hattan. 

283-47-A — 295  10th  avenue  and  501-503  West  27th  street, 
northwest  corner  (Block  699,  Lot  30),  Borough  of  Man¬ 
hattan. 

338-47-A — 67-71  West  38th  street  and  1020-1022  Avenue 
of  The  Americas  (6th  avenue),  northeast  corner  (Block 
840,  Lot  1),  Borough  of  Manhattan.  I 

492-47-A — 103  5th  avenue,  east  side,  66  ft.  south  of  East 
18th  street  (Block  846,  Lot  4),  Borough  of  Manhattan. 

470-47-A— 336-374  Furman  street  and  2-14  Joralemon  street, 
southwest  corner  (6th  floor)  ;  (Block  257,  part  of  Lot  U), 
Borough  of  Brooklyn. 

509-47- A— 31-39  and  45-47  East  8th  street,  east  side,  150  ft 
9  in  south  of  Caton  avenue,  and  52-68  Caton  place  (Block 
5322,  Lot  105),  Borough  of  Brooklyn. 

28  .  . 


West 7 24th  2tt3r'p2l9  Wei4  23r/  street’  north  sicle  and  206-214 
(Block  773,  Lot  34)^°Borough  of  Manhattan.1  °f  7*  ^ 
526-47-A— 2681-2687  Broadway  and  235-245  West  10?nd 

(Bl0ck  '8H  Lots  »>,  Bor- 

i 

■  Lots  105  and  148),  Borough  of  Manhattan  (  ' 

fn7t"t47’A—I06ri?i  'P1!'  slrccl'  west  side,  100  ft.  north  of 
Queens  <B'°Ck  10124'  Lot  *>'  J^a,  Borough  of 

542-47- A— 42-17  to  42-19  Bell  boulevard,  east  side  175  ft 

(basement)  ;  (Block  6298  ’Lots  11 
and  12),  Bayside,  Borough  of  Queens. 

555-47-A— 121-129  Broad  street  and  15  South  street  north- 

■  east  corner  (Block  5,  Lots  1  and  5),  Borough  of  Manhattan. 

lf'^~U7A^St}l3rd  street’  north  side>  82  ft  west 
'  Bor ^  ^  31’  31*  32  a"d 

: «« (Sts  of  Smi,h 

CWiMMrk  S  n4ti  Sileet’  f°cUih  nside’  325  ft  west  of 

ventral  i. ark  West  (3rd,  4th  and  5th  floors)  ;  (Block  1126 
Lot  46),  Borough  of  Manhattan.  ^  ’ 

?i5"t7’A~3°/nEast  106th  street-  north  side>  ISO  ft  east  of 

T  nf  7^VeiRUe  ('BuSe?1Art’  lst  and  2nd  floors)  ;  (Block  1678 
Lot  7),  Borough  of  Manhattan.  V  I0/0> 

P2rn'47‘^~^58  EaSX  169th  street>  south  s*de>  89.81  ft  east  of 

ourg0h^tTahVeero„ibaSement)  ^  <B1°ck  2694'  L°>  >5)?  Bo°! 

547-47-A— 140-144  Metropolitan  avenue,  south  side  52  ft 

of  BVoXn.'  BCrry  StrCet  (B1°ck  2364’  Lot  19>.  Borough 

nf  7R7  A  526-528  Fulton  street,  south  side,  80  ft.  6  in  east 
^Hanover  place,  and  11-13  Hanover  place  (Block'  161 
Lot  27),  Borough  of  Brooklyn.  ^  101, 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  1,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  1,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 

7A  1ndBfr,?fPPt£Cati0n!  APH1  h  1947’  Under  sectl'ons  7c,  7f, 
/A  and  21  of  the  zoning  resolution,  of  New  York  Life 

Insurance  Co.,  applicant  and  owner,  to  permit  in  a  residence 

business  and  an  unrestricted  use,  D  area  district  as  to  the 

£ca?imnof : fhn4SmlSS  USC-  (stor.e,s)  int0  a  residence  district, 
at  ion  of  boiler  house  in  residence  district  and  the  loca- 

ni  a,Sas1ollne  service  station  in  business  district*  prem¬ 
ises  Blocks  bounded  by  73rd  avenue,  185th  street  Hor^e 
Harding  boulevard  and  Peck  avenue  (Fresh  ’Meadow 

fn m  2080-7082,  7092- 

Borougrof71^4-7122'  5723  and  7138'7I46)’  FIushi^ 

^.'^'B^W^PPfl^tion  of  Lama  and  Proskauer,  appli- 
>2  iQ4ftnnbe11a  1  °f  Samuel  Sym,  owner,  reopened  October 
‘  ’  ,  -.under  section  7c  of  the  zomng  resolution,  to  permit 

tsed  basSmaeHSe  dlttn,Ct’  ?e  e*tension  in  area  of  building 
tmrrl  S  a  i  Ct-  Wash  ,laundry  (previously  granted  by  the 
J  ^haV'ng  expir^d  due  t0  'Citation  of  time  to  com* 
e  work)  premises  64-08  Perry  avenue,  south  side,  47.73 

SkM^'&h^f  &\2716’  Par*  °f  L°,S  12  “0 

nf|'47?'BfT7AppHcation’  ^priI  26’  1946>  under  sections  7c 
nd  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
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applicants,  on  behalf  of  Socony  Vacuum  Oil  Co.,  Inc  owner 
to  permit  in  a  residence  and  business  use  district  the  recon- 

tion  to0  inH  fXtfn^lon  <?f  an  existing  gasoline  service  sta- 

office  and  Sdnf  lubnton.um>  auto  laundry,  minor  repairs, 
ce  and  sale  of  accessories;  premises  165-01  to  165-09  Hill- 

mockV  9SC7aLd0Mn1S  1°  87-53  L«*h  northeast  corner 

tRiocK  ji 537,  Lot  10),  Jamaica,  Borough  of  Queens. 

t0  ld5'09  Hillside  avenue  and  87-45  to 
87-53  16;>th  street,  northeast  corner  (Block  9837  Lot  101 
Jamaica,  Borough  of  Queens  (under  section  35,  General  City 
Law-re  bed  of  mapped  street-165th  street).  VJCnerai  Ulty 

947-46-BZ— Application,  December  4,  1946,  under  section 
7e  Hie  zoning  resolution,  of  Joseph  H.  Cornell  applicant 
on  behalf  of  Harry  D.  O’Connor  and  Sylvester  D  O’Connor’ 
owners,  to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  a  one  family  dwelling  to  a  funeral  parlor 
and  one  famdy  dwelling;  and  the  erection  of  a  two  (2)’ 
ar  garage  to  be  used  in  conjunction  with  the  proposed  busi 
ness;  premie3  172  Beach  84th  street,  east  sidefSB ft  south 
of  Rockaway  Beach  boulevard  (Block  619,  Lot  28)  Rock- 
away  Beach,  Borough  of  Queens. 

ofVn!-*!^-172^6^  84th  street>  east  side,  250  ft.  south 
of  Rockaway  Beach  boulevard  (Block  619,  Lot  28)  Rock¬ 
away  Beach,  Borough  of  Queens.  ’ 

973-46-BZ— Application,  December  10,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer  ap¬ 
plicants,  on  behalf  of  Charles  A.  Dahmen,  owner  to  permit 

of  an’exfsS  elt  r  StnCt’  the  extension  and  reconstruction 
01  an  ex  sting  gasoline  service  station,  to  include  auto  laiin 

dry  lubntorium  and  office;  and  the  change  of  occupancy  of 

£  flf"s  ,St?reiannnd«0ffiACe,t0  ^S0Hne  Ser"ice  ^ation;  p/em- 
OPn  110V3  f t0  100r3S  At'antlc  avenue  and  93-06  to  93-16 
102nd  street,  northwest  corner  (Block  9306,  Lots  64-66) 
Richmond  Hill,  Borough  of  Queens.  ’ 

of7iH!'BZ~Applic,at!on’  A?ril  30’  1947>  under  section  7h 
f  the  zoning  resolution,  of  Lama  and  Proskauer  annli- 

can  s  on  behalf  of  Tilyou  Realty  Co.  and  Estate  of  Theodore 
W.  Kramer,  owners,  to  permit  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles- 
premises  3012-3048  West  8th  street,  west  side,  86  ft  omh 

Brookirj,„aV'nl,e  (BI°Ck  ™l  par'  of  Lot  8).  Borough  of 

877-39-BZ— Application  of  L.  J.  and  G.  A.  Shapiro 
applicants  on  behalf  of  Max  Kahn,  owner,  reopened  Febru¬ 
ary  4  1947,  under  section  7c  of  the  zoning  resolution  to 
permit  in  a  residence  and  business  use  district,  the  insta’lla- 
'°"°  anf  addltl°na  boiler  and  the  construction  and  main¬ 
tenance  of  a  new  boiler  room;  premises  1055-1065  64rrl 
street  north  side,  140  ft.  west  of  11th  avenue  and  1W 
1064  62nd  street  (Block  5730,  Lot  32),  Borough  of  Brook“a 

St*?''?  °f  Reginald  S.  Hardy,  applicant,  on 
jehalt  of  Benjamin  Siegel,  owner,  reopened  April  15  1947 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  and  auto  laundry  (pre¬ 
viously  granted  by  the  Board)  ;  premises  73-38  to  73-42 

CBlodt  3asT,m'l’  ,S°S!h  Si,de'  2229  ,lt  west  of  74th  street 

oS  of  Queeus?  Par'  °£  L°‘  50)'  Glen<iale’  B<>r- 

lOl-y-BZ^ppIicatlou,  January  29,  1947,  under  section 
l  of  the  zomng  re^iitK),!,  of  Max  Horn,  applicant  on 
behalf  of  Harry  Garvin,  Ben  and  Harry  Zeitlin,  owners  to 
pernut  m  a  residence  use  district,  the  extension  of  existing 

?09  ^0^69  5n  Hent’  rpeStaurant,-  bar  and  grill ;  premise! 

HU-  0  to  109-30  Ocean  Promenade  and  134-160  Beach  110th 

s,  B^,srofcoQrns(Block  654’ Lot  42)’  ay 

249-47-BZ-AppIicati°n,  March  18,  1947,  under  section 
/e  of  the  zomng  resolution,  of  Jacob  J.  Gloster,  applicant,  on 
behalf  of  Dominick  Lamacchia,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  in  occupancy  from  storage  and 
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office;  to  office,  storage  and  baling  of  waste  paper;  premises 
596  Water  street  and  80  Montgomery  street,  northwest  corner 
(Block  245,  Lot  47),  Borough  of  Manhattan. 

290-47-BZ — Application,  March  27,  1947,  under  section 
7e  of  the  zoning  resolution,  of  Julius  Eckmann,  applicant,  on 
behalf  of  Eugene  Higgins,  owner,  to  permit  in  a  residence 
use  district,  the  change  in  occupancy  from  Post  Office  and 
motion  picture  theatre  to  factory  and  storage;  premises 
178-184  West  102nd  street,  south  side,  100  ft.  east  of  Amster¬ 
dam  avenue  (Block  1856,  Lots  57  and  60),  Borough  of  Man¬ 
hattan. 

543-26-BZ — Application  of  George  H.  Colin,  applicant,  on 
behalf  of  Crew  Levick  Corp.,  owner  (Cities  Service  Oil  Co., 
lessee),  reopened  March  18,  1947,  under  sections  7e  and  7f 
of  the  zoning  resolution,  to  permit  in  a  retail  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles  on 
vacant  land  in  rear  of  existing  gasoline  service  station  (pre¬ 
viously  granted  by  the  Board)  ;  premises  105-02  Queens 
boulevard,  southwest  corner  of  Yellowstone  boulevard  (Block 
3236,  part  of  Lot  1),  Forest  Hills  Terrace,  Borough  of 
Queens. 

20-36-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Vernchester  Estates  Inc.,  owner,  reopened 
October  15,  1946,  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  reconstruction  and 
extension  to  existing  gasoline  service  station,  including  auto 
laundry  and  lubritorium,  for  a  period  of  ten  (10)  years; 
premises  1481-1483  Park  avenue  and  101-103  East  108th 
street,  northwest  corner  (Block  1636,  Lots  1  and  2),  Borough 
of  Manhattan. 

230-46-BZ — Application,  March  29,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Francis  Seaman,  applicant,  on 
behalf  of  148  and  148J4  East  40th  Street  Realty  Co.,  owner, 
to  permit  in  a  residence  use  district,  the  change  in  occupancy 
from  garage  and  one  family  dwelling  to  offices  and  storage ; 
premises  148  East  40th  street,  south  side,  158  ft.  west  of  3rd 
avenue  (Block  895,  Lot  60),  Borough  of  Manhattan. 

322-47-BZ — Application,  April  11,  1947,  under  sections  7f, 
7i  and  21  of  the  zoning  resolution,  of  Sidney  L.  Strauss, 
applicant,  on  behalf  of  Sam  Piazza,  owner,  to  permit  in  a 
residence  and  business  use,  A  area  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  office,  motor  vehicle  repair  and  paint  shop,  using 
more  than  the  permitted  area;  premises  91-16  143rd  street, 
west  side,  91-15  139th  street,  east  side,  100  ft.  north  of 
Archer  avenue  (Block  9982,  Lots  12  and  27),  Jamaica, 
Borough  of  Queens. 

220-44-BZ — Application,  of  Anthony  M.  DeRose,  appli¬ 
cant,  on  behalf  of  D’Abramo  Realty  Corp.,  owner,  reopened 
September  24,  1946,  under  sections  7c,  7f  and  7i  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  stable  to  non-storage  garage  for  five  (5) 
motor  vehicles  and  motor  vehicle  repair  shop  first  floor,  and 
warehouse  upper  floors;  premises  89  Thompson  street,  west 
side,  100.01  ft.  north  of  Spring  street  (Block  503,  Lot  35), 
Borough  of  Manhattan. 

1077-46-BZ — Application  of  East  Side  Omnibus  Corp. 
and  Comprehensive  Omnibus  Corp.,  applicants  and  lessees, 
on  behalf  of  Lusare  Corp.,  owner,  reopened  June  3,  1947, 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  proposed  change  in  occupancy  of  a 
portion  of  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  to  offices;  premises  421-433  East  100th  street,  north¬ 
west  corner  of  East  River  drive,  and  418-432  East  101st 
street,  south  side,  91  ft.  3^4  in.  west  of  East  River  drive 
(Block  1694,  part  of  Lot  14),  Borough  of  Manhattan. 

797-46- A — 605  West  45th  street,  north  side,  100  ft.  west 
of  11th  avenue  (Block  1093,  Lot  28),  Borough  of  Manhattan. 

507-47-A — 1341-1347  Avenue  of  The  Americas  (6th  ave¬ 
nue)  and  101-105  West  54th  street,  northwest  corner  (Block 
1007,  Lot  29),  Borough  of  Manhattan. 


45-47-SM — Chex-Flame  (flameproofing  compound). 

162-47-SA — Anco  Products  Company  Oil  Burner,  Model 
D125. 

371-47-SA — -Visco  Safety  Fuel  Oil  Heater. 

66-47-SM — Atlas  Cement  and  Cinder  Blocks  (load 
bearing). 

424-45-SM — Clayton  Steam  Generators  10 — 100  HP 
Models  BO  &  WO  Oil  Fired. 

767-46-SM — Ideal  Cinder  and  Cement  Blocks. 

1010-46-SM — EZ  Glaze  (glazing  compound). 

130-46-SM — Armco  Hel-Cor  Pile  Shell — for  approval  of 
shells  actually  installed  at  several  sites. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  1,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  Jidy  1,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

374-47- A — 287-295  Amsterdam  avenue  and  170  West  74th 
street,  southeast  corner  (Block  1145,  Lot  61),  Borough  of 
Manhattan. 

292-47-A — 41-69  Clark  street,  92-100  Henry  street,  46-82 

Pineapple  street  and  101-121  Hicks  street,  entire  block  (Block 
231,  Lot  1),  Borough  of  Brooklyn. 

367-47-A — 800  East  12th  street  and  1122-1124  Avenue  H, 
northwest  corner  (Block  6695,  Lot  9),  Borough  of  Brooklyn. 

301-47-A — 691  Columbus  avenue,  east  side,  76  ft.  1  in. 
north  of  West  93rd  street  (Block  1207,  Lot  60J4  (160), 
Borough  of  Manhattan. 

381-47-A — 2916  White  Plains  road,  northeast  corner  of 
Arnow  avenue  (Block  4546,  Lot  7),  Borough  of  The  Bronx. 

427-47- A — 11-17  2nd  avenue  and  23  East  1st  street,  south¬ 
west  corner  (2nd  and  3rd  floors)  ;  (Block  456,  Lot  27),  Bor¬ 
ough  of  Manhattan.  ■ 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  8,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  July.  8,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

97-47-BZ — -Application,  January  28,  1947,  under  sections 
7f  and  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Waxman  Holding  Corp.,  owner,  to 
permit  in  a  residence  and  business  use  district  ,the  erection  j 
of  a  building  to  be  used  as  a  public  garage  for  more  than 
five  (5)  motor  vehicles;  the  erection  and  maintenance  of 
a  gasoline  service  station,  brake  testing,  wheel  alignment, 
lubritorium,  parts  department  and  a  motor  vehicle  repair 
shop ;  and  the  erection  of  a  building  to  be  used  for  the 
storage  of  lumber  and  trim,  the  manufacturing  and 
assembly  of  trim,  and  a  material  yard  for  the  sale  and 
display  of  masonry,  plumbing  and  roofing  materials; 
premises  13-21  Neptune  avenue,  north  side,  10.53  ft.  east 
of  East  13th  street,  and  2740-2762  East  14th  street  (Block 
7487,  Lot  22),  Borough  of  Brooklyn. 

390-47-BZ — Application,  April  17,  1947,  under  sections  7b, 
7c  and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  George  C.  Apostle,  owner,  to  permit 
in  a  residence  and  business  use,  D  and  E  area  district,  the 
erection  of  a  business  building  (stores),  without  the 
required  set  back  from  the  building  line;  premises  83-34 
to  83-46  Woodhaven  boulevard,  west  side,  68.83  ft.  south 
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f  to  MWmTT’  P/Sl  '?  g?'04  M>'rl,e  *veniie  and  82-45 
]  ougfof  Quec^r'  <MoCk  3866’  Lot  lc0>’  Bor- 

I  1025-39-BZ— -Application  of  Colonial  Beacon  Oil  Comnanv 

I  IPP  ,C5nxT°n  b<Lhalf  °f  MiH  Road  Holding  Corp  owner  re- 

I  resoniu<tion°t^nI,per  -l3’  194St!  U-nder  section  7f  of  the  zoning 
[  resolu,I9n>  to  permit  in  a  business  use  district  the  erection 

I  ami  USo  kumfrv  °f  &  gatSoHne  |ervice  station’,  lubritorium 
I  t-nr  u  ,  laW*  for  a  term  of  ten  (10)  years-  premises 

I  J  Block  4CJlird  t""?  n\  Nr  D°rl"  ,a"C'  ““thwS 

Richmond  ’  ‘  67)'  NW  Dorp>  Borough  of 

-  76-37-BZ— Application  of  Liebowitz  and  Schuman  appli- 

IlOn  i947nfobrehalf  M  Mi,t°n  Pincus’  ^ner,  reopened  jSe 
10,  1947,  for  consideration  as  to  additional  use-sale  of  used 

I  PreVi°US,y  ,gnimed-  °n  -edition,0  under 

I  frCV™  ;h  of  zot}inS  resolution,  for  a  temporary  term 
of  years,  permitting  in  a  business  use  district  the  parkin°- 

606  fiSn  7^  °-  m°re  than  fiue  (5)  motor  vehicles;  premised 

,  (Block  aSOS^Lot;3 1)  ^Borough Brooklyn^ 

:  cy°J' 

owner,  reopened  June  10,  1947,  under  section  7f  of  the 

trictnd,pCp°rcr,10n’  t0  Permit  in  a  retail  and  business  use  dis- 
t  ict  the  erection  and  maintenance  of  a  building  to  be  used 

as  a  non-storage  garage  for  more  than  five  (5)  motor 

vehicles,  and  the  parking  and  storage  of  more  than  five  (51 

337,  Lotei3)!°Bo1?ough  o/M^ntattam  '°  Pl“  $treetS  (Bl°Ck 

cl°nt47o^^PliCratl°rn,  °f  APorris  Bernard  Adler,  appli- 

June  17  1947*  (v°  •  dl ene.  Realty  Inc.,  owner,  reopened 
June  1/  1947  (previously  withdrawn),  under  section  21  of 

se  B™?a S  k01ht0  Permi'  in  ,•  residence  States 
se,  V  area  district,  the  erection  and  maintenance  of  a  build- 

to  the"buildi)nr^  th-"p-the  area  Permitted  and  with  an  entrance 

Clerk  Stoeet  fnd  ns",  rear  )’artl ;  Premises  70-80 

(Block  yM.KugK  BSy„S0UthWeSl  “rnCT 

’•  ■ der  sections  7c  and  7i  of  the  zoning  resolution  to 

tenTon  to  USe  district>.  the  reconstfuction  and ’ex¬ 

tension  to  existing  gasoline  station  (previouslv  granted  bv 

the  Board).  ,o  include  lubritorium,  auto  laCndry  office  sat 
°erm“o?  Sr  and  mo,or  repair  'Cfor  a 

Harding 'bou  eSrd5:' an)  TJ-STto  m'?2  u,18?'"  H,°ra“ 

35aV/5)UXsh& 

beh-,!f°'?iZrApi,1^atif n  °J  hving  M-  Fenichel,  applicant,  on 
alt  ot  Lerad  Realty  Corp.,  owner  (Samuel  Adler  Inc 

ssee),  opened  April  8,  1947,  under  sections  7c  and  21  of 

*«ensto'ng-  r^T°  "i*10"'- to  permit  in  a  business  use  district 
l,Jlgllt  of  an  existing  building  (milk  bottlin  i 
md  distribution  station)  ;  (previously  framed  by  th i 
Board)  ;  premises  103  Bruckner  boulevard  (forme*  447- 

Dlo'cklin.otT/"’  t'ro  !95,  ft:  «  B™„ 

I'hc  Bronx  k  Z"78’  '  64  a"d  69,  inc,uslv<0,  Borough  of 

;Fa'nd"7;Z,7jhPI’liCati°n'  Fel,>ru?ry  20,  1947,  under  sections 
and  7i  of  the  zoning  resolution,  of  Larfia  and  Proskauer 

applicants,  on  behalf  of  Jacob  J.  Greenberg,  owner  to tS 
n  a  local  retail  use  district,  the  erecting  and  maintenance 
gasoline  service  station,  lubritorium,  auto  laundry  and 

'r  '°n  Tr?pair  sh°P-  f°r  a  period  of  ten  (10)  years  - 

remises  26o-ll  Union  turnpike  77-01  tn  77  ru  o ac<u  *  .’ 
or, heas,  comer,  77-02  to  266th 

ugh  of  QuUts™116  (B'°Ck  854''  Ut  62)'  Creedmoor,  Bo  “ 


180-47-BZ— Application,  February  28,  1947,  under  section 

on  bel  aff ZCf '2fl r TSolutlo.n’  °{?Samu?|  Rosenblum,  applicant, 
on  behalf  or  251  Lexington  Realty  Corp.,  owner,  to  permit 

m  a  residence  use  district,  the  change  in  occupan^Yrom 

class  B  converted  dwelling  and  doctor’s  office,  to  class  B 

ise  V251  T  dWelh/,g>  d°Ct0r’S  °ffice  and  beauty  Parlor;  prem- 
r  f2«*u Lexingt/°»  avenue,  east  side,  46  ft  8  in  south  of 
Last  35th  street  (Block  890,  Lot  65),  Borough  of  Manhattan! 

349-47-BZ— Application,  April  18,  1947,  under  section  7d  of 
the  zoning  resolution,  of  Theron  R.  Galloway  applicant  on 
behalf  of  Consolidated  Edison  Co.  of  New  ^owner 
to  permit  in  a  residence  use  district,  the  erection  of  a  plat- 

138n?oTl  nh  °Utd0°r  ele^”c -sub-station  ;  premises  138-02  to 
1  Jo-10  111th  avenue  and  111-01  to  111-09  Van  Wyck  (Ex¬ 
pressway)  boulevard,  southeast  corner  (Block  11954  Loti) 
Jamaica,  Borough  of  Queens.  ’ 

397-47-BZ-Application,  May  2,  1947,  under  section  7c  of 
the  zoning  resolution,  of  Charles  M.  Spindler  applicant 

uTe  Sicf  W°,P(ert’  °Wncr’  to  permit  ^  a  residence 
ioLr  ’  •  reconstruction  and  extension  of  existing 

Ecessorv'sale?  f aj10n4- to  include  lubrication,  auto  washing! 
ccessory  sales  and  office;  premises  64-01  to  64-11  Wood- 

haven  boulevard  and  85-02  to  85-10  64th  road  southeast 
of  Queens!  °Ck  3'36’  L°tS  24  a"d  28)’  Reg0  A  Borough 

558-47-BZ-Application,  June  6,  1947,  under  section  21  of 
the  zoning  resolution,  of  Louis  A.  Brown,  applicant  on 
behalf  of  Certified  Queens  Homes,  Inc.,  owner  to  permh 

!F  a  Use’  D  frea  district,  the  erection  ofPmore 

t  lan  one  building  on  a  lot;  premises  108-16  to  108-44  63rd 
drive,  soutli  side,  140  ft.  east  of  108th  street,  108-15  to  108-43 
64th  avenue,  north  side,  and  108-16  to  108-44  64th  avenue 
south  side,  140  ft_  east  of  108th  street  (Blocks  2169  and  2170’ 
Lot  13),  Forest  Hills,  Borough  of  Queens. 

565-47-BZ— Application,  June  11,  1947,  under  section  21  of 
the  zoning  resolution,  of  Department  of  Public  Works 
applicant,  on  behalf  of  The  City  ’of  New  York,  owner  to 
permit  in  a  business  use,  B  area  district,  the  erection  of  a 
lidding  having  a  tower  not  set  back  in  accordance  with 
requirements  Gf  section  9(d)  and  without  the  required 

fessa'i-ax 
^  :  (B,ock  1462' 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  8,  1947,  2  P.  M. 

oon^S  m7El  1  o’d£kiC  'TinS 

ZL1lmiCiPa'  Building-  '  Manhattan  J  on'  the  SltaSS 

4ntb"4f7’p~b1(!?"116  Park  avenue>  west  side,  from  East 

I  nil  27EaSi  S^reets’  fnd  58  Bust  41st  street  (Block  1275 
Lots  _7  and  43),  Borough  of  Manhattan. 

4mi’4t7’r'~!(i0i'116  Park  avenue»  west  side,  from  East 

fdtk  ?7Ea?/14Ast4treets,,and  58  East  41st  street  (Block  1275 
Lots  27  and  43),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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JULY  15,  1947,  10  A.  M-. 

SvTt  io  oXckic-  heparing 

miiucrsMUnICIPal  Euilding'  blanhattan,  on  the  following 

r  La"’a  and  Proska«er,  applicants, 
on  Denait  ot  Yale  Land  Co.,  owner,  reopened  December  11 

1945,  under  sections  7f  and  7i  of  the  zoning  resolution  to 
permit  in  a  business  use  district,  the  erection  and  maintenance 
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of  a  gasoline  service  station,  office,  lubritorium  and  auto 
laundry;  premises  260-01  to  260-09  Horace  Harding  boule¬ 
vard  and  54-47  to  54-63  Little  Neck  parkway,  northwest 
corner  (Block  8274,  Lot  128),  Little  Neck,  Borough  of 
Queens. 

708-45-BZ— Application  of  Paul  Friedman,  applicant,  ®n  be¬ 
half  of  Mutual  Life  Insurance  Co.  of  N.  Y.  and  Sears  and 
Roebuck  and  Co.,  owners  (Sears  Roebuck  and  Co.,  lessee), 
reopened  April  8,  1947,  under  section  /h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  business  use  district,  the 
extension  of  existing  parking  lot  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the  Board)  ;  premises 
2359-2381  Bedford  avenue,  east  side,  158  ft.  3%  in.  south  of 
Tilden  avenue  and  160-174  (126-170  displayed)  Lott^street, 
west  side,  200  ft.  south  of  Tilden  avenue  (Block  5135,  Lots 
23-27  and’ 53),  Borough  of  Brooklyn. 

1006-46-BZ— Application,  December  2,  1946,  under  sections 
7a  and  7e  of  the  zoning  resolution,  of  Harry  B.  Lindberg, 
applicant,  on  behalf  of  Borden  s  Farm  Products  (Division  of 
Borden  Co.),  owner,  to  permit  in  a  residence  and  business 
use  district,  the  change  in  occupancy  from  wagon  storage, 
stable  and  garage  for  less  than  five  (5)  cars,  to  garage  for 
more  than  five  (5)  motor  vehicles  and  storage  on  second  and 
third  floors ;  premises  2840-2862  Atlantic  avenue,  south  side, 
from  Schenck  avenue  to  Barbey  street,  181-207  Schenck 
avenue  and  250-272  Barbey  street  (Block  3864,  Lots  4,  5,  6, 
8  and  23),  Borough  of  Brooklyn. 

451-47-BZ— Application,  May  9,  1947,  under  sections  7e  and 
21  of  the  zoning  resolution,  of  Charles  M.  Spindler,  applicant, 
of  behalf  of  Joseph  Manfredonio,  owner,  to  permit  in  a 
business  use  district,  the  change  of  occupancy  from  hand 
laundry  and  accessory  department  for  dry  cleaning,  to  wet 
wash  laundry  and  dry  cleaning;  premises  944-946  (  942-944 
displayed)  40th  street,  south  side,  46  ft.  1  in.  west  of  New 
Utrecht  avenue  (Block  5586,  Lot  25),  Borough  of  Brooklyn. 

477.47. A — 486  Clermont  avenue,  east  side,  277  ft.  north  of 
Atlantic  avenue  (1st  and  2nd  floors)  ;  (Block  2008,  Lot  55), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  15,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  15,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

240-47-A— 1240-1256  Broadway,  east  side,  from  West  31st 
to  West  32nd  streets,  43-49  West  31st  street  and  42-52  West 


32nd  street  (Block  833,  Lots  11,  15,  17  and  67),  Borough  of 
Manhattan. 

319-47-A— 152-154  East  42nd  street,  south  side,  141  ft. 
8  in.  west  of  3rd  avenue  (Block  1296,  Lot  43),  Borough  of 
Manhattan. 

495-47-A— 133  East  62nd  street,  north  side,  103  ft.  west  of 
Lexington  avenue  (Block  1397,  Lot  13),  Borough  of  Man¬ 
hattan. 

350-47-A — 1624-1630  East  14th  street,  west  side,  180  ft. 
south  of  Avenue  P  (Block  6776,  Lots  16  and  18),  Borough 
of  Brooklyn. 

593-47-A— 180  Morgan  avenue,  northeast  corner  of  Scholes 
street  (1st  floor)  ;  (Block  2061,  Lot  1),  Borough  of  Brooklyn 
(under  section  35,  General  City  Law  re  bed  of  mapped 
street — Scholes  street). 

616-47-A— Block  bounded  by  Horace  Harding  boulevard, 
Springfield  boulevard,  69th  avenue  and  East  230th  street 
(Blocks  7644  to  7648,  inclusive,  7656  to  7659,  inclusive,  Lot 
1  ;  Block  7660,  Lots  1-51-45,  Block  7668,  Lot  30,  Block 
7669,  Lots  29-36-40-42,  Blocks  7670  to  7672,  inclusive,  Lot 
30  Block  7673,  Lot  32,  Block  7674,  Lot  40,  Block  7675,  Lots 
1-6-40  and  Block  7676,  Lots  1-4-8-14-16),  Bayside,  Borough 
of  Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street  and  section  36,  General  City  Law  re  buildings 
not  fronting  on  a  mapped  street). 

627-47-A— 94-15  to  94-23  Northern  boulevard,  32-45  to  32- 
61  Junction  boulevard,  northeast  corner  and  32-44  to  32-60 
95th  street  (Block  1424,  Lots  32  and  33),  Corona,  Borough 
of  Queens  (under  section  35,  General  City  Law — re  bed  of 
mapped  street — 95th  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  22,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  22,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

352-47- A — 2520-2526  Broadway  and  207-215  West  94th 
street,  northeast  corner  (Block  1242,  Lots  24  and  25),  Bor¬ 
ough  of  Manhattan. 

569-47-A — 196-202  Grand  Street  Extension  and  373  South 
1st  street,  southeast  corner  (2nd  floor)  ;  (Block  2399,  Lot 
24),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

TUESDAY  MORNING,  JUNE  17,  1947. 

Present :  Chairman  Murdock,  Commissioners  Kleinert  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  mornirfg  and  Tuesday  afternoon,  June  3,  1947,  were 
approved  as  printed  in  Bulletin  23,  Volume  32. 


ZONING  APPLICATIONS. 

390-27-BZ 

APPLICANT — Reginald  S.  Hardy,  for  Benjamin  Siegel, 
owner. 


SUBJECT— Application  reopened  April  15,  1947— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium  and  auto 
laundry  (previously  granted  by  the  Board). 

PREMISES  AFFECTED— 73-38  to  73-42  Cooper  avenue, 
south  side,  22.29  ft.  west  of  74th  street  (Block 
3811,  Lot  58  and  part  of  Lot  50),  Glendale,  Bor¬ 
ough  of  Queens. 

APPEARANCES—  „  , 

For  Applicant:  R.  S.  Hardy  and  Jos.  B.  Lynch. 
For  Opposition :  None.  ’  ,  f 

For  Administration :  Samuel  L.  Becker,  Dep  t  0 
Housing  and  Buildings. 
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877-39-BZ 

I  APPLKoAwS~L'  J'  and  G‘  A‘  Shapir0-  for  Max  Kahn, 
■  SUBJECT— Application  reopened  February  4,  1947— Appli- 

imder  sedSn1^  ?  f,i  UlC  borough  superintendent) 
in  7  °f,  th?  zoning  resolution,  to  permit 

a  residence  and  business  use  district,  the  installa- 
on  of  an  additional  boiler  and  the  construction  and 
pr>  rr\f re c'c1  ^nT^nce  a  new  boiler  room 

PREMISHS  AFFECTED— lOSo-lOeo  03rd  street,  north 

street  and  *062- 1064  62nd 

APPEARANCES—  /d°’  LOt  32  ’  Borough  of  Brooklyn. 

[  For  Opposition : ’nZJ'  S'la"ir°  a"d  H*ma"  K*h"' 
LcxroM  L  BKker'  DeP'‘  °£ 

C  0I1  °,t  BOARD  Laid  over  to  July  1,  1947  at  I0 
A.  M.  for  applicant  to  file  more  complete  Jilans. 


721-41-BZ 

APPLICotncu~Lama  and  Proskauer»  for  Yale  Land  Co., 

SL  LJ EC  I— Application  reopened  December  11,  1945— Ap¬ 
plication  (decision  of  the  borough  superintendent) 

Permit  SfnCt,a°nhS  ?f  and  ?1  °f,the  zoning  feso”Sn  i 

S  enLnce  US,e-  d‘StnCt’  the  erection  and 

maintenance  of  a  gasoline  service  station  office 

PumrTScnt^and  auto  Ia'undry. 

\EMTSES  Ah FECTED— 260-01  to  260-09  Horace  Hard 
mg  boulevard  and  54-47  to  54-63  Little  Neckpark- 
way  northwest  corner  (Block  8274,  Lot  128)  Little 

appearances-8  Queens' 

F°r  aAnd  fSS  S.  vifr 1  A'  Lama'  Ricl,ard  1  Maher 
For  Opposition:  Claude  W.  Carlstrom. 
h or  Administration:  Samuel  L.  Becker  Deo’t  of 
.,TinxT  and  Buildings.  ’  Pt  0t 

BOARD — Laid  over  to  July  15  1947  af  in 

and  ^f  0/ f  u rth?60^00  rrV  Committee  of  the  Board 
and  file  a ' ^deratl0F  Applicant  to  obtain 

Si  locafretad  dttSct  ”  ^  °f  ^  °f  ZOne 


as  to  partial  use  of  premises  in  the  rear  of  existing 
uildings  and  within  the  business  use  district  only. 

1006-46-BZ 

APPUCANT-Harry  B.  Lindberg,  for  Borden’s  Farm 

SUBIFCT  d?' :ts,.(D?v,slGnI  Borden  Co.),  owner. 

JLC1  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  7e  of  the  zoning 

disTrffit10th,t0hPermit-m  a  residence  and  business  use 
strict,  the  change  in  occupancy  from  wagon  stor- 

age,  stable  and  garage  for  less  than  five  (5)  cars'  to 

pp  p  Sale  I”  second'and  % ^  ““ 

sideS  AromESCIEDr284°'2862  A,lantic  avenue'  *>uth 
de,  from  Schenck  avenue  to  Barbey  street  181-207 

Barbey  street  (Block 

APPEARANCES—  ’  ’  8  d  1,1  Borough  of  Brooklyn. 

For  Applicant :  Harry  B.  Lindberg,  G.  H  Metzler 
and  Augusta  Lazarus. 

or  Opposition :  Joseph  Stueber,  Howard  Hen- 
Fako  RUt  l  Hennessy  and  Carmela  D’Agostino 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

‘  '  ° jui?FisBm7Da7iIoeaIingA/losed’'  set.for  decisIon 
J  y  5,  1)47  at  10  A.  M.  and  for  inspection  hv 

Committee  of  the  Board;  no  further  argument 


708-45-BZ 

^PPLfCANT-Paul  Friedman,  for  Mutual  Life  Insurance 
L-o.  of  N.  Y.  and  Sears  Roebuck  and  Co.,  owners 
;iTPTT rr(meT  PoebGck  and  Co.,  lessee).  ’  efS 

UJJJh  tPnTAFf  1Ca4tl0n  (dec,slon  of  the  borough  superin- 
endent)  under  section  7h  of  the  zoning  resXtiin 

to  permit  in  a  residence  and  business  use  district  the 

(5  emotnor  eXt!St!ng  Parking  lot  for  more  than  five 
Board)  vehicles  (previously  granted  by  the 

'REMISES  A|FECTEp-2359-2381  Bedford  avenue,  east 

174  Vl26  7«i':  ‘P  s5 lw  of  1  llden  avenue  and  160- 

southnf’T7?/  PayCd^  street’  west  side,  200  ft. 
5D  hRnf  Tllden  avenue  (Block  5135,  Lots  23-27  and 
nr>T-  *  Borough  of  Brooklyn. 

•  PPEARANCES — 

For  Applicant :  Paul  Friedman. 

tOV  Viev^sT  nfry  C‘^nett\  Mary  F-  Driscoll, 
Vieve  s.  k.  Ortega,  S.  Kraack,  Joseph  Sieleppi 

Ellen  Lemon,  Wm.  H.  Clayton  and  others  ’ 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
rTIruT  Hosing  and  Buildings.  P 

0  July  15  ?94?S‘T?AriM  C|°SCd;  Set  for  Vision 
July  la,  1)47  at  10  A.  M.  after  inspection  bv  Com¬ 
mittee  of  the  Board.  Applicant  to  file  revised  plan, 


97-47-BZ 

APPLIC(M^nT~Lania  and  Proskauer,  for  Waxman  Holding 
P  orp.,  owner.  s 

UBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  lining 

disSr’the  PeriVit  ^  FCSide'1Ce  and  bU5ineSS  USC 

districts,  the  erection  of  a  building  as  a  public 
garage  for  more  than  five  (5)  motor  vehiclef-  the 
erection  and  maintenance  of  a  gasoline  service 
station  brake  testing,  wheel  alignment,  lubritorium 
P  atS  department  and  a  motor  vehicle  repair  shop  • 
and  the  erection  of  a  building  for  the  storage  of 
umber  and  trim,  the  manufacturing  and  assembly 
of  trim  and  a  material  yard  for  the  sale  and  display 

PREMTSF^aApnRnrmU^bmfoand  roofing  materials. 

side  i0s;^EP^-21Neptune  avenue,  north 
t?  e)  1,1  “■  east  East  13th  street,  and  2740-2762 

Brooklyn!  (B1°Ck  7487’  Lot  22)’  B°roughof 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Harry  Wax- 
man.  J 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks 
For  Administration :  Samuel  L.  Becker  Deo’t  of 
ArTTmT  D°usinS  and  Buildings.  .  ’  CPt  °f 

1  OF  BOARD— Laid  over  to  July  8,  1947  at  10 

.  M.  for  applicant  to  file  revised  plans. 

372-47-BZ 

APPLICANT—hEdward  R-  Kane,  for  Stadium  Holding 

'SUB;E^A(f  STsicti,1an  o°/  the6  Z&gSfc 

exisfing'buUding1''61166  USe  diS'riCt’  ,he  eX,ension 
PREMISES  AFFECTED— Northeast  corner  of  Schurz 
avenue  and  Davis  avenue  (Block  5606,  part  of  Lot 
.  Dni.  A  ??),  Borough  of  The  Bronx.  P  0t 

APPEARANCES— 

For  Applicant:  William  C.  Kane,  Samuel  Aulls 
Eugene  Zeumer,  Charles  Fromwerk,  Blanche 
Roman,  Emily  Richter  and  others. 

For  Opposition :  Genevieve  G.  Beckhardt,  Theresa 
Surdez,  Eunice  Kramer,  Marie  Schmidt,  Charles 
Costello,  Rose  Scalcione  and  others. 
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For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings.  .  . 

ACTION  OF  BOARD — Hearing  closed.  Date  for  decision 
to  be  set. 


390-47-BZ 

APPLICANT— Charles  M.  Spindler,  for  George  C.  Apostle, 


owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b,  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use,  ' 
D  and  E  area  district,  the  erection  of  a  business 
building  (stores),  without  the  required  set  back 
from  the  building  line. 

PREMISES  AFFECTED — $3-34  to  83-46  Woodhaven 
boulevard,  west  side,  68.83  ft.  south  of  Myrtle  ave¬ 
nue,  89-02  to  89-04  Myrtle  avenue  and  82-45  to 
82-71  89th  street  (Block  3866,  Lot  16),  Glendale, 


Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  C.  Haus.. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks, 
Wm.  Deike,  Paul  Kohl  and  G.  Donovan. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  8,  1947  at  10 
A.  M.  for  further  consideration.  The  premises  and 
area  have  been  inspected  by  a  committee  of  the 
Board. 


451-47-BZ 

APPLICANT— Charles  M.  Spindler,  for  Joseph  Manfre- 
donio,  owner. 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  from  hand  laundry  and  acces¬ 
sory  department  for  dry  cleaning,  to  wet  wash  laun¬ 
dry  and  dry  cleaning. 

PREMISES  AFFECTED— 944-946  (942-944  displayed) 
40th  street,  south  side,  46  ft.  1  in.  west  of  New 
Utrecht  avenue  (Block  5586,  Lot  25),  Borough  of 
Brooklyn. 

APPEARANCES—  ^  TT  _  , 

For  Applicant:  Joseph  C.  Haus,  Joseph  Manfre- 
donio,  Alfred  Manfredonio  and  Frank  Keeton. 
For  Opposition:  Anthony  J.  Leanza,  Eugene 
Schaefer,  Benjamin  Jacobson,  Dorothy  Sperling 
For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  15,  1947  at  10 
A.  M.  for  inspection  by  a  Committee  of  the  Board 
and  for  decision  without  further  argument. 


58-30-BZ 

APPLICANT— Charles  M.  Spindler,  for  Arthur  Salvati  and 
John  Solazzo,  owners. 

SUBJECT— Application  reopened  May  6,  1947— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c  and  7i  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  extension  of  existing 
masonry  building  to  include  motor  vehicle  repair 
shop  on  the  existing  gasoline  service  station,  and 
the  parking  and  storage  of  more  than  five  (5)  motor 


vehicles.  _ „  _ 

PREMISES  AFFECTED— 73-13  to  73-21  Cooper  avenue 
and  71-34  to  71-38  73rd  place,  northwest  corner 
(Block  3691,  Lot  19),  Glendale,  Borough  of  Queens. 

APPEARANCES- 

For  Applicant :  Joseph  C.  Haus. 

For  Opposition :  Frank  Stephany. 

For  Administration:  Samuel  L.  Becker,  Dept  or 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 


THE  VOTE  TO  AMEND  RESOLUTION—  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Gurnee  4 
Negative:  .  ® 


THE  RESOLUTION  (58-30-BZ) 

Whereas,  this  application  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station,  under  section  21  of  the  zoning  resolution,  affecting 
premises  73-13  to  73-21  Cooper  avenue,  and  71-34  to  71-38 
73rd  place,  northwest  corner  (Block  No.  3691,  Lot  No.  19) 
Glendale,  Borough  of  Queens,  was  granted  by  the  Board  on 
April  15,  1930,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  November  24, 
1942,  and  the  applicant  requested  a  further  amendment  of 

the  resolution ;  and  ,  _  , 

Whereas,  this  case  was  reopened  by  vote  ot  the  tioara 
on  May  6,  1947,  subject  to  usual  procedure;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
T,,„0  17  1Q47  a f tpr  rlne  notice  bv  nublication  in  the  Bulletin; 


Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Cooper  avenue  is  in  a  business  use,  C  area 
and  Class  1  height  district;  73rd  place  is  in  a  business  use, 
C  area  and  Class  1  height  district ;  and  , 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
March  27,  1947,  re  Alt.  Applic.  93-47  reads:.  . 

“1.  The  extension  in  area  of  an  existing  building 
which  extension  is  to  be  used  as  a  motor  vehicle  repair 
shop  in  a  business  zone  is  contrary  to  Art.  II,  Par.  4(a) 
27  zoning  resolution.” 


Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  123.73  ft.  frontage  by  86.90  ft.  in  depth  irregular  on 
which  is  located  a  masonry  building  25.02  ft.  front  by  28  tt. 
in  depth,  one  story,  13  ft.  in  height,  of  Class  3  construction, 
that  there  is  an  office  20  ft.  by  20  ft.  and  a  roofed  over  grease 
pit ;  that  there  is  a  parking  area  for  eight  cars  and  an  exist¬ 
ing  gasoline  service  station  with  5  buried  gas  tanks  and  4 
pumps ;  that  it  is  proposed  to  extend  the  existing  masonry 
building  to  the  building  line  making  it  27  ft.  10.  in  front  by 
86.90  ft.  in  depth,  irregular,  one  story,  13  ft.  in  height,  ot 
Class  3  construction,  to  be  used  as  a  motor  vehicle  repair 
shop  and  auto  laundry;  that  the  area  of  new  extension  is 

presently  used  for  parking ;  and  .  . 

Whereas,  the  applicant  contends  that  the  repairing  will 
consist  primarily  of  motor  and  engine  adjustments,  no  heavy 
collision  work  will  be  handled,  and  all  repairing  will  be  done 
with  hand  tools  only,  with  the  exception  of  two  bench  tools 
operated  by  fractional  h.p.  motors ;  that  the  entrance  to  the 
proposed  repair  shop  will  be  from  the  gas  station  area  so  that 
no  additional  curb  cuts  or  driveways  will  be  required ;  that  it 
is  also  proposed  to  erect  a  masonry  wall  along  the  rear  of  the 
present  roofed  over  greasing  area,  but  the  front  will  remain 
open  without  doors ;  that  the  character  of  the  neighborhood 
has  not  changed  at  all  since  the  last  action  by  the  Board  hve 
years  ago  and  the  granting  of  this  application  cannot 
adversely  affect  the  surrounding  properties ;  that  the  premises 
to  the  west  of  the  site,  which  was  granted  by  the  Board  as  a 
motor  vehicle  repair  shop  for  a  temporary  term  of  years,  is 
now  used  as  a  carpenter  shop ;  that  this  change  of  occupancy 
for  this  use  has  been  isued. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  24,  1942, 
by  adding  thereto  : 

“*  *  *  that  in  the  event  the  owner  desires  to  erect  an 
additional  building  as  passed  on  by  the  borough  superin¬ 
tendent  under  Alt.  Applic.  93: 1946,  and  as  proposed  and 
as  indicated  on  plans  filed  with  this  application  marke 
‘Received  April  10,  1947,’  3  sheets  and  plan  of  existing 
conditions  marked  ‘Received  May  21,  1947,’  1  sheet,  sue 
additional  building  may  be  constructed  as  thereon  indi¬ 
cated  and  the  repairing  of  cars  may  be  permitted  on 
condition  that  no  cars  shall  be  repaired  except  within 
such  building  and  limited  to  one  bay  approximately  25  tt. 
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bicam  jenny  tor  flushing  out  motors  or  other  uses  shill 

t  ’  1942  s,ha11  be  constructed,  excent  that  th» 
the  proposerbuTdVirJo'be  constructed!  that  ter! 

FSSESHF? 

mfssS^eSrh^Sdirecr^ 

SaSSs 

year^from^thedate  ~  <>> 


762-38-BZ  '  ~~ 

APPLICANT— Henry  Nordheim,  for  Dorothy  Bell  Dyer 

Inc.,Ileasse!!)StUrgeS’  °Wners  (Gardner  S^r  Service, 

SUBJECT— Application  reopened  May  20,  1947  for  consid 
eration  under  section  7h  of  the  zoning  resdution 
nn  er  a  new  proposal — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con- 
1  ion,  under  section  7h  of  the  zoning  resolution  for 

use  distrS7  thenn  °l  -years>  Permitting  in  a  business 

LutE<« ^  “d  °f  "*« 

PREMISES  AFFECTed-1670-1716  Southern  boulevard, 

2981  I^V  'u  °f  East  174th  street  (Block 
Bronx  '  15  and  21)'  Bor““Sh  °f  The 

APPEARANCES— 

For  Applicant :  H.  Nordheim 
bor  Opposition  :  Jacob  Rubin 
t or  Administration:  Samuel  L.  Becker  Deo’t  of 
*  rmr™  E°uAinS  and  Buildings.  ’  'P  1  °f 

rHI^VOTE— BOARD— Application  granted  on  condition. 

AffirBlntriVe  ■'  ,Cb?irman  Murdock,  Commissioners 
Negative^  d  KWrt  and  DePuty  Chief  Guinee  4 

"HE  RESOLUTION  (762-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
esolution,  permitting  in  a  business  use  district  for  a  Term 
f  two  years,  the  parking  and  storage  of  more  than  five 
wtor  vehicles,  affecting  premises  1670-1716  Southern  boule- 

ots’7eail  5°i  mS°pth  °f  ?ast  174th  street  (Block  2983, 
-R1’  n  andi2P’  Borough  of  The  Bronx,  was  granted 
y  the  Board  on  May  23,  1939,  on  certain  conditions-  and 
id  ,rfAS’  tb£  resolution  was  amended  on  July  16  1940 
/j  the  term  of  variance  was  extended  on  May  13,  1941 ; 

\\  here^s,  on  May  25,  1943  the  resolution  was  corrected 
)d  the  term  of  variance  was  further  extended,  and  the  term 
variance  again  extended  on  May  29,  1945;  and 
iu-.rf.as,  the  applicant  requested  reopening  of  this  apnli- 
tion  and  consideration  under  section  7h  of  the  zoning 
solution,  under  a  new  proposal ;  and 

av  20RlS47thiS/aSf  fwasureoPened  bTy  vote  of  the  Board  on 
ay  20,  1947,  and  set  for  hearing  on  June  17,  1947,  requiring 
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as  •»  - 

date6,*?feS.  AppHa 

District  forP  Parking  and  sloragfoTmoreton  five  TsJ 

fSTnf  fh1C  7  c°Strary  to  Article  II,  Section  4(a) 

ind  a  f  thie  ?,onir}g  Resolution  and  Board  of  Standards 
and  Appeals  Resolution  762-38-BZ.”  anaards 

ana 

WH“WUS’  aPpllcant’s  letter,  dated  May  14,  1947,  reads  • 
When  I  wrote  the  letter  of  April  28th  requesting  the 
reopening  of  the  above  application  for  theTurpofe  Qf 

the  term  for  the  parking  use  I  neglectS  to 
nclude  the  request  that  the  southerly  100  feet  be  ao 

present  -d  sto/age  The  plotTi 

fheTc  +  3°2  f.eet  frontage  on  the  So.  Boulevard  and 
the  operator  finds  that  this  southerly  100  feet  is  useless 
•as  a  used  car  sales  lot  for  the  reasoia  that  there  just  are 
no  used  cars  on  the  market  within  his  reach  on  the 

thanTT  5mhf  a  rruat  demand  for  more  parking  space 

t^oZ!Xtns  up  3,1  night  s?rat  ^ 

f  Asfcu.  operator  is  paying  rent  for  that  southerly  100 
de  1  0  d  rnd  11  can  be  put  to  good  use  to  satisfy  public 
sucTui’T  SPaCe  and  1  h0Pe  the  Board  will  approve 
and 

the  Premises  and  surrounding  area  were  in 
spected  by  a  committee  of  the  Board;  and 

W  hereas,  the  Board  deemed  that  this  was  a  proper  case 

iubStlsL  h  $  t£'Se  d.iscre,i0?  to  under  section  I! 

bUDaivision  h  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 

reo-uktionTof°theT^'M  ”  th<i  application  of  the  use  district 
leguiations  of  the  zoning  resolution  and  that  the  annhVatirm 

be  and  ,t  hereby  is  granted  for  a  tern,  of  two  years  to  oeS 
the  premises  with  a  total  frontage  of  400  ft  ilnno-  P.i 

occ“'Tdrd fS,ar,inf  with  No  1 71?  S0oX^bouIe?a?d0,Utob" 
ccupied  for  parking  and  storage  of  more  than  five  ( 5 ) 

motor  vehicles  on  condition  that  the  plot  shall  be  leveled  sub 
stantially  to  the  grade  of  Southernbou  evard  and Thai  be 
surfaced  with  steam  cinders,  clean  gravel  or  offier  suitable 
material  properly  rolled  and  bound  to  prevent  dustin^  ind 

be°ePrercfedronnthet0  Ptroyide,  SU  r  aCe  drainage;  that  there ’shall 
wT?  Ti  5  interior  lot  lines  a  substantial  woven  wire 
ence  not  less  than  6  ft.  in  height;  that  a  similar  fence  shall 

entranced  thereto  TTs  btf  jJdingK Iinf  with  not  more  than  two 
entrances  thereto  to  Southern  boulevard,  each  not  over  20 

;  wlih  Curb  cut  opposite  not  over  20  ft.  in  width! 

lemit tednNhrenfP  °f  ,hn  variance-  lh«  Premises  as  herein 
pe  muted,  for  parking  and  storage  of  more  than  five  I'D 

motor  vehicles  shall  be  occupied  for  no  other  purpose-  that 

no  sa!e  of  used  cars  shall  be  carried  on;  that  all  existing 

be'er SuerfT  SlgnS  sha11  be  removed  '>  that  no  building  shall 
be  erected  thereon  except  there  may  be  erected  near  the 

entrance  a  building  which  may  be  of  frame  not  over  150 

%  ft  iniaiTaj  n0t  r°ver  one  story  in  height,  to  be  used  as  an 
office  and  shelter  for  the  attendant ;  that  no  signs  shall  be 

sffinT  or,per"lltted  on the  Premises  except  there  may  be  one 
sign  at  each  entrance  advertising  only  the  parking  and  storage 
use  and  the  rates  charged;  that  these  signs  shall  not  eTend 
i  T6  bu,ldinS  hue  and  shall  be  attached  to  the  fences 
and  shall  not  exceed  15  sq.  ft.  in  area  each  and  shall  not  be 
illuminated ;  that  proper  aisles  shall  be  maintained  at  aH 
times  for  easy  entrance  and  egress;  that  such  portable  fire 

S  S  T?  T3  bC  ,n|ta”ed  as  the  fire  commissioner 
T  ’  that, ordy  cars  of  the  pleasure  car  type  shall  be 

so  stored  or  parked  and  only  such  cars  as  are  capable  of 
operation ;  that  all  permits  shall  be  obtained  and  all  work 

and  t’hatt  Tp  T  fr°m  the  date  of  this  resolution 

and  that  a  Certificate  of  Occupancy  shall  be  obtained 
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1013-38-BZ 

APPLICANT— Charles  J.  Ricotta,  lessee,  for  Hardee  Realty 
Co.,  Mary  Szabo,  Atlantic  Municipal  Corp.,  Charles 
Ricotta  and  Ernest  Hoehn  (trustee),  owners 

SUBJECT— Application  reopened  September  24,  1946- 

Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7 h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1881-1889  2nd  avenue  and  23oA 
East  97th  street,  northwest  corner  (Block  1647,  Lots 
21  to  25,  inclusive),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Charles  J.  Ricotta. 

For  Opposition :  None.  , 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Term  of  variance  extended. 
THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Ivleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 


THE  RESOLUTION  (1013-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  premises 
1881-1889  Second  avenue  and  235  East  97th  street,  north- 
west  corner  (Block  No.  1647,  Lot  Nos.  21  to  2o,  inclusive), 
Borough  of  Manhattan,  was  granted  by  the  Board  Novem¬ 
ber  14,  1939  on  certain  conditions ;  and  • 

Whereas,  the  term  of  variance  was  extended  and  the  reso¬ 
lution  'was  amended  on  May  5,  1942,  and  the  applicant 
requested  a  further  extension  of  the  term  of  variance,  which 
liad  expired  by  time  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
September  24,  1946,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  17,  1947,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  2nd  avenue  is  in  a  business  use,  B  area  and 
Class  1  y2  height  district;  East  97th  street  is  in  a  business 

use,  B  area  and  Class  1J4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
April  11,  1947,  re  Alt.  Applic.  694-47,  reads: 

“1.  Parking  &  storage  of  more  than  5  motor  vehicles 
in  a  Business  use  district  is  contrary  to  sec.  4  (a),  (15) 
of  Zoning  Resolution.  Note  that  Board  of  Standards 
and  Appeals  granted  a  temporary  approval  under  Cal. 
#  1013-38-BZ  and  Cal.  #997-41-BZ.” 

and  .  , 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  175  ft.  front  by  100  ft.  in  depth,  presently  used  for  the 
parking  and  storage  of  more  than  five  motor  vehicles ;  that  it 
is  proposed  to  add  lots  26  and  27  to  existing  parking  lot  (lots 
21  to  25,  inclusive)  ;  and 

Whereas,  the  resolution  adopted  by  the  Board  on  May  5, 
1942,  reads  as  follpws : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  northerly  portion  of  the  plot  under  appeal  to 
be  occupied  for  the  transient  parking  of  more  than  five 
(5)  motor  vehicles  of  the  pleasure  car  type  only,  on 
condition  that  the  plot  shall  be  leveled  substantially  to 
the  grade  of  Second  avenue  and  shall  be  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material, 
properly  rolled  and  bound ;  that  there  shall  be  erected 
on  the  interior  lot  lines  where  walls  of  adjacent  build¬ 
ings  do  not  occur,  a  heavy  woven  wire  fence  not  less 
than  6  feet  in  height;  that  a  similar  fence  shall  be  con¬ 
structed  along  Second  avenue  for  a  distance  of  not 
less  than  50  feet  from  the  northerly  lot  line;  that  the 
entrance  to  the  plot  shall  be  restricted  to  one  entrance 


from  Second  avenue,  not  over  15  feet  in  width  with  curb 
cut  opposite  of  similar  width;  that  during  the  term  of 
this  variance,  the  northerly  portion  of  the  plot  shall  be 
occupied  for  no  other  use  and  the  southerly  portion  shall 
be  used  for  no  other  use  than  that  of  selling  used  cars, 
subject  to  a  license  issued  by  the  Commissioner  of 
Licenses;  that  such  parking  shall  be  restricted  to  Lot 
Nos.  23,  24  and  25  and  the  sale  of  used  cars  restricted 
to  Lot  Nos.  21  and  22;  that  no  building  shall  be  erected 
on  these  premises  except  there  may  be  erected  a  building 
not  over  one  story  in  height  or  150  sq.  ft.  in  area  and 
which  may  be  of  frame  used  as  an  office  and  shelter  for 
the  attendant  and  which  may  be  used  also  in  connection 
with  the  sale  of  used  cars ;  that  all  other  buildings  and 
all  other  uses,  if  any,  shall  be  discontinued ;  that  proper 
aisles  shall  be  maintained  at  all  times  for  easy  entrance 
and  egress;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct; 
that  along  the  balance  of  the  street  building  line  on 
Second  avenue  and  East  97th  street  adjoining  the  space 
to  be  used  for  the  sale  of  used  cars,  there  shall  be  erected 
a  substantial  closure  fence,  which  may  be  of  wood;  that 
any  lights  erected  for  general  illumination  shall  be  so 
arranged  as  to  reflect  away  from  the  adjoining  residen¬ 
tial  occupancies;  that  signs  advertising  the  parking  use 
shall  be  restricted  to  one  sign  attached  to  the  fence 
near  the  entrance,  and  not  extending  beyond  the  build¬ 
ing  line  and  not  exceeding  15  sq.  ft.  in  area;  that  all 
permits  required  shall  be  obtained  and  all  work  involved, 
completed  within  six  months  from  the  date  of  this 
resolution.  . 

Resolved  Further,  that  this  lot  may  be  operated  in 
connection  with  the  adjoining  lot  to  the  north,  a  variance 
for  which  w'as  granted  by  the  Board  on  this  date  under 
Cal.  No.  997-41 -BZ  so  long  as  the  conditions  herein 
imposed  and  as  imposed  under  Cal.  No.  997-41-BZ  are 
complied  with.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  5,  1942,  only  so  far 
as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  for  the 
parking  and  storage  of  more  than  five  motor  vehicles 
and  the  sale  of  used  cars  of  the  pleasure  car  type  4 
only,  on  condition  and  that  other  than  as  herein  amended 
the  conditions  of  the  resolution  adopted  May  5,  1942, 
shall  be  complied  with;  that  this  use  shall  be  operated 
in  conjunction  with  a  similar  use  permitted  for  adjoin¬ 
ing  lots  under  a  resolution  adopted  this  day  under  Cal. 
997-41-BZ.” 


1000-40-BZ 

APPLICANT— Booth,  Lipton,  for  Eckert  Realty  Corp., 
owner. 

SUBJECT— Application  reopened  June  25,  1946— Applica¬ 
tion  (decision  of  the  borough  superintendent) 
under  sections  7e  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  conversion 
of  apartments  in  basement  to  stores. 

PREMISES  AFFECTED— 2337  Grand  Concourse  and  164 
Field  place,  southwest  comer  (Block  3164,  Lot 
19),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harold  A.  Lipton. 

For  Opposition:  None.  ,  ( 

For  Administration:  Samuel  L.  Becker,  Dept  ot 
Housing  and  Buildings  and  J.  Saunders,  Board 
of  Education. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  n 

Affirmative:  . . . 

Negative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee. 
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TH,‘:  RESOLUTION  (1000-40- HZ) 

Whereas  tins  application  under  sections  7e  and  21  of  die 
zonmg  resolution,  ,o  permit  in  a  residence  use  d  strict  he 
•  ,«» ,apamnents  in  basement  to  stores;  premises 

S  (B  “d  ma0,!'S?  ^  'S'  Fie,d  cor: 

•K,  S  3  4'  L,01  19)’  BorouSh  of  The  Bronx,  was 
lasj  withdrawn,  without  prejudice,  on  February  5,  1046; 

VVherkas  the  applicant  requested  reopening  of  this  ap- 

W  fI!?  [Tther  consideration  under  new  facts;  and 

on  I  ,  u  2^’  foS  CaSTwas  re°Pened  by  vote  of  the  Hoard 
OI\A-  "e  2a’  1 946.  subject  to  usual  procedure;  and 

*  s'M?  ss  C°,"  a!s  iir^rr 

"'“Me/inTaid  3fter  due  "°,ke  T 

W  hereas  the  district  maps  accompanying  the  zoniiw 
resol utKin  show  that  Grand  Concourse  is  in  a  residence 
‘  ’  B. a,e:i  and  £lass  1%  height  district;  Field  place  is  in 

VtaAsUfk  B!area  andfC,aSS  b’4  height  district;  and 
chto,* ^Tami  'v^l  ieSS7°n  °  the  borough  superintendent, 
reads  ■  anU  ir'  °  rC  ^mend-  t0  Alt.  Applic.  199-40, 

“n  “‘  Pr°P°sed  alteration  of  apartments  into  sto  es 
m  Hasement  of  the  existing  five-story  and  basement 
non  fireproof  New  Law  Tenement  (Class  ‘A’  Multiple 
I  welling)  located  in  a  Residence  District,  is  contrary 
o  Article  2,  Section  3  of  the  Zoning  Resolution.” 


and 

Whereas  the  applicant  states  that  the  p-emises  consist 

S  hl.i'l’V1  'Wr  bi'%  <'■  on  which  Is  located 

I  a  building  100  ft.  front  by  81  ft.  in  depth,  6  stories,  61  ft 
m  height  of  Class  3  construction,  presently  used  as  a  Class 
•  multiple  dwelling;  that  it  is  proposed  to  convert  and 
alter  basement  apartments  facing  the  Grand  Concourse  into 
retail  stores;  and 

Whereas,  the  applicant  contends  that  at  present  a  por¬ 
tion  ot  the  basement  apartments  are  occupied  as  corsetier 
establishment,  an  art  shop  and  a  dentist  and  have  been  so 
occupied  for  a  number  of  years  which  have  been  subject  to 
(violations;  that  on  the  Grand  Concourse  in  and  about  this 
jvumitj  is  generally  used  for  business  and  residential  pur¬ 
poses  and  has  been  so  accepted  by  the  property  owners 
md  residents  of  the  neighborhood;  that  the  proposed  site 
->t  the  stores  will  be  on  the  street  floor  and  will  not  necessi¬ 
tate  any  unusual  alterations;  that  it  has  been  found  through 
experience  that  the  apartments  under  consideration,  being 
ocated  on  street  floor,  are  extremely  unsatisfactory  for 
residential  purposes  and  extremely  difficult  to  rent,  due  to 
| he  noisy  and  business-like  character;  that  the  present  ap¬ 
plication  is  not  one  de  novo  for  this  area  and  vicinitv,  but 
an  be  said  to  be  a  tendency  in  the  neighborhood  to  elimi- 
iate  the  restriction  for  residential  use  solely;  that  the  Board 
ms  m  the  past  granted  many  applications  for  similar  relief; 
hat  the  granting  of  this  application  will  not  affect  the 
ondition  now  prevailing  in  this  neighborhood  and  would 
esult  merely  in  permitting  this  owner  to  conform  the  use 
t  his  property  to  that  of  others  in  the  neighborhood;  that 
>e  applicant  is  cognizant  of  the  fact  that  a  change  of  the 
egulation  is  really  within  the  province  of  the  '  Planning 
ommissioner ;  that  it  is  the  function  of  the  Planning  Com- 

II  ssi on  to  keep  abreast  of  the  real  estate  situation  and  make 
ie  necessary  changes  to  conform  to  the  trend  of  the  times; 
iat  however,  realistically,  there  is  a  decided  reluctance 
i  the  part  of  the  Planning  Commission  to  act  promptly 
1  Sl!°h  situations  and  it  is  therefore  urged  that  the  Hoard 
.-e  its  discretion  and  good  judgment  to  alleviate  the  edi¬ 
tion  set  forth  herein;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  j  usti.fi  ca- 
>n  for  the  exercise  of  its  discretion  to  grant  a  variance 
ider  section  7e  of  the  zoning  resolution  and  that  the 
•plicant  failed  to  substantiate  a  basis  to  warrant  exercise 
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of  discretion  to  grant  under  section  21  of  the  zoning  resol, 

Resolved  that  the  decision  of  the  borough  superintendent 
it iSjby  aml  Uiat  t,1C  !‘PI>licali°n  he  and 


997-41-BZ 

APPLICANT— Chales  J.  Ricotta,  lessee,  for'L.  S.  G.  G. 
ctto  iTrr^rrpA  ar!d  *¥ary  Zerbo,  owners. 

*  1  •  h-GT— Apphcation  for  consideration— reopening  and 

sSfnofn  thl  °ft  var,ance  Application  (deci- 

ston  of  the  borough  superintendent)  previously 

granted  on  condition  under  section  7h  of  the  zoning 

fnr9aUtSn  I:eP"lttmg  in  a  business  use  district 
for  a  term  of  two  years,  the  parking  and  storage 

T'wcuicrc1^11311  ^ve  motor  vehicles. 

fide  4  ft  7TED_;f91',18^  Seco',d  ave™c’ 

ir/17  “t6  £  In-  south  of  East  98th  street  (Block 

appearances-  )'  Borough  of  Manhatta"- 

For  Applicant:  Charles  J.  Ricotta 
hor  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

TON  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

TH  variance-REOPEN  and  extend  term  OF 

Affirmative:  Chairman  Murdock,  Commissioners 

'  BJum  and  Khemert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (997-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zonino- 
resolution,  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period  of  not  more  than  two  (2)  years  the  narkinv 

Tre  than  five  (5)  ,m°t0r  vehicies;  premise! 
1891-1893  Second  avenue,  west  side,  26  ft.  2  in.  south  of 

East  98th  street  (Block  No.  1647,  Lots  Nos.  26  and  27) 
f  1942 h  a°nfdManhattan’  was  granted  by  the  Board  on  May 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  an  extension  of  the  term  of  variance ;  and  PP 
Whereas  the  resolution  adopted  by  the  Board  on  May 
3,  1942,  reads  as  follows :  J 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution 
and  that  the  application  be  and  it  hereby  is  granted  under 
section  7h  thereof,  for  a  term  of  two  (2)  years,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  of  the  pleasure 
car  type  only,  on  condition  that  the  plot  shall  be  leveled 
substantially  to  the  grade  of  Second  avenue  and  shall 
be  surfaced  with  steam  cinders,  clean  gravel  or  other 
suitable  material  properly  rolled  and  bound ;  that  there 
shall  be  erected  on  the  interior  lot  lines  where  walls  of  * 
adjacent  buildings  do  not  occur  a  woven  wire  fence  of 
the  chain  link  type  not  less  than  6  ft.  in  height-  that 
a  similar  fence  shall  be  constructed  along  Second  ave¬ 
nue  ;  that  the  entrance  to  the  plot  shall  be  through  the 
entrance  trom  Second  avenue  now  existing  in  connection 
with  the  adjoining  lot  for  which  variance  was  granted 
under  Cal.  No.  1013-38-BZ;  that  this  lot  shall  be  oper¬ 
ated  in  conjunction  with  such  lot;  that  the  fence  on  the 
mterior  lot  line  adjoining  such  lot  may  be  omitted;  that 
no  building  shall  be  erected  on  the  premises  and  no 
signs  shall  be  erected;  that  this  permit  shall  continue 
only  so  long  as  this  plot  is  operated  in  conjunction 
with  the  plot  and  under  the  conditions  governing  the 
granting  of  the  variance  under  Cal.  No.  1013-38-BZ  as 
amended  this  day;  that  any  lights  for  general  illumina¬ 
tion  shall  be  so  arranged  as  to  reflect"  away  from  the 
adjoining  residential  occupancies;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  5,  1942  only 
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so  far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  to  permit  the  premises  to  be  occupied  for  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  of 
the  pleasure  car  type,  on  coitdition  *  *  *  and  that 

other  than  as  herein  amended  the  conditions  of  the  reso- 
'  lution  of  May  5,  1942,  shall  be  complied  with ;  that  this 
use  shall  he  in  conjunction  with  a  similar  use  granted 
this  day,  under  Cal.  1013-38-BZ.” 


45-42-BZ 

APPLICANT— Lama  and  Proskauer,  for  Samuel  Schenkel, 
owner. 

SUB  1ECT— Application  reopened  April  9,  1946— Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  reconstruction  of  an  exist¬ 
ing  gasoline  service  station  and  lubritorium,  to  in¬ 
clude  auto  laundry,  office  and  sales. 

PREMISES  AFFECTED— 4313-4323  4th  avenue  and  401- 
405  44th  street,  northeast  corner  (Block  729,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Francis  G.  Cross,  Patrick  J.  Mc¬ 
Donald  and  Michael  J.  Roche. 

For  Administration  :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (45-42-BZ) 

Whereas,  Lama  and  Proskauer  for  Samuel  Schenkel, 
owner,  filed  March  15,  1946  an  application  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  reconstruction  of  an  existing  gasoline  service  station  and 
lubritorium  to  include  auto  laundry,  office  and  sales,  premises 
4313-4323  4th  avenue,  and  401  to  405  44th  street,  northeast 
corner  (Block  729,  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
May  27,  1947,  after  due  notice  by  publication  in  the  Bulletin, 
and  laid  over  to  June  17,  1947,  for  applicant  to  file  revised 
plans  and  for  further  consideration ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  4th  avenue  is  in  a  business  use,  C  area  and 
class  VA  height  district;  and  44th  street  is  in  residence  and 
business  use,  C  area  and  class  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
.  February  15,  1946  on  N.  B.  Applic.  199-46  reads: 

“1.  Reconstruction  of  existing  gasoline  station  and 
lubritorium  to  include  auto  laundry,  office  and  sales 
within  a  Business  Use  District,  is  contrary  to  Sec.  4a, 
sub.  46  of  the  Zoning  Resolution. 

Note:  Sec.  21A  of  the  Zoning  Resolution  should  not 
be  violated  in  any  respects.” 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  2  in.  frontage  by  38  ft.  in  depth,  on  which 
is  located  a  one  story  brick  office,  12  ft.  2  in  by  18  ft.  2  in. 
in  area,  3  grease  pits,  3  pumps  and  four  550  buried  gasoline 
storage  tanks ;  that  the  diner  has  been  removed ;  that  it  is 
proposed  to  demolish  all  existing  buildings  and  construct  a 
new  building  60  ft.  front  by  26  ft.  in  depth,  one  story,  14  ft. 
in  height,  of  class  3  construction  to  house  an  office,  lubri¬ 
torium  and  auto  laundry ;  and 

Whereas,  the  applicant  contends  that  at  the  present  time 
the  plot  is  improved  with  a  gasoline  service  station;  that 
the  original  permit  was  procured  under  N.  B.  15346-24, 
certificate  of  occupancy  32258-25 ;  that  this  permit  called  for 
office  and  oil  selling  station;  that  under  Alt.  6073-29,  certifi¬ 
cate  of  occupancy  57285,  three  open  air  grease  pits  were 


installed;  that  it  is  now  the  intention  of  the  owner  to  demol¬ 
ish  all  existing  buildings  on  the  premises  and  construct  a  new 
building  of  approximately  26  ft.  by  60  ft.  to  house  an  office, 
lubritorium  and  auto  laundry ;  that  due  to  the  fact  that  there 
is  now  existing  a  gasoline  service  station  which  abuts  a 
public  garage  to  the  south  and  also  the  fact  that  this  is  an 
improvement  on  the  present  gasoline  station,  it  is  requested 
that  this  application  be  granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  to  permit  the 
premises  with  a  frontage  of  100  ft.  2  in.  on  4th  avenue,  and 
38  ft.  on  44th  street,  now  occupied  as  a  gasoline  service 
station  having  no  connection  to  the  existing  garage  to  the 
east  structurely  or  otherwise  to  be  reconstructed  and  re¬ 
arranged  as  indicated  on  revised  plans  marked  “Received 
Line  10,  1947,”  2  sheets,  on  condition  that  the  gasoline  station 
shall  be  rearranged  and  constructed  substantially  as  indicated 
on  such  plans;  that  a  retaining  wall  shall  be  constructed 
against  the  garage  building  to  the  east  as  indicated ;  that 
such  retaining  wall  shall  be  returned  along  44th  street  for  a 
distance  of  18  ft.  as  indicated ;  that  such  retaining  wall  shall 
be  not  less  than  6  ft.  in  height,  except  that  it  may  be  reduced 
to  4  ft  in  height  for  a  distance  of  5  ft.  back  from  the  ter¬ 
mination  of  such  wall  along  44th  street ;  that  the  curb  cuts 
shall  be  restricted  to  two  curb  cuts  from  4th  avenue,  each  not 
over  25  ft.  in  length  as  indicated,  and  one  to  44th  street  15 
ft.  in  length  as  indicated;  that  no  portion  of  the  curb  cuts 
shall  be  nearer  than  5  ft.  to  the  property  lines  as  extended ; 
that  curbs  shall  be  restored  and  new  sidewalk  laid  or  the 
present  sidewalk  repaired  to  the  satisfaction  of  the  Borough 
President;  that  at  the  intersection  of  44th  street  and  4th 
avenue  within  the  building  line  there  shall  be  erected  a 
concrete  island  of  not  less  than  12  in.  in  height  which  may 
be  segmental  in  shape  and  extending  for  a  distance  of  not 
less  than  5  ft.  along  either  street  building  line;  that  the 
accessory  building  shall  be  exclusively  for  office  and  lubri¬ 
torium  and  laundry  as  indicated ;  that  the  lubritorium  equip¬ 
ment  shall  be  of  the  hydraulic  type ;  that  no  skylight  shall  be 
erected  within  the  roof  of  the  building ;  that  the  opening  to 
4th  avenue  shall  be  filled  with  glass  blocks  as  approved 
for  exterior  construction;  that  signs  shall  be  restricted  to  a 
permanent  sign  attached  to  the  facade  of  the  accessory 
building  and  to  the  illuminated  globes  of  the  pumps,  exclud¬ 
ing  all  temporary  signs  and  roof  signs  but  permitting  the 
erection  of  a  post  standard  within  the  building  line  near  the 
intersection  for  supporting  a  sign  which  may  be  illuminated, 
advertising  only  the  brand  of  gasoline  on  sale,  permitting 
such  sign  to  extend  beyond  the  building  line  for  a  distance 
of  not  more  than  4  ft. ;  that  the  number  of  gasoline  storage 
tanks  shall  be  restricted  to  four  550  gallon  new  tanks ;  that 
all  old  tanks  and  all  other  equipment  and  buildings  on  the 
premises  shall  be  completely  removed;  that  the  premises 
shall  be  leveled  substantially  to  the  grade  of  4th  avenue; 
that  such  portable  fire  fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  all  permits  shal 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  resolution. 


223-46-BZ 

APPLICANT — Raymond  Irrera,  for  Fred  C.  and  Augusta 
Dick,  owners  (Steinway  Lumber  Co.,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  application, 
to  permit  in  a  business  use  district,  the  use  of  power 
driven  saws.  . . 

PREMISES  AFFECTED— 40-16  31st  avenue,  south  side, 
25  ft.  west  of  41st  street  (Block  678,  Lot  44),  Long 
Island  City,  Borough  of  Queens 
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APPEARANCES— 

j  °r  IiUmdolK11 :  Raymond  Irrcra  and  Michael 
For  Opposition:  Robert  E.  O’Farrell. 

P or  Administration:  Samuel  L.  Becker  Den’t  of 
.rTIA,T  H°“s»n8  and  Buildings.  ’  1  0t 

THE1  VOTE- B0ARl)  Application  granted  on  condition. 

A,iiric:  Chairman  Murdock,  Commissioners 
Negative!  d  KIeinert  and  DcPuty  Chief  Guinee  4 
THE  RESOLUTION  (223-46-BZ)  . . 

7  reso^to  ’ “pSS^T  £n™d££t 

sou?h Wside  25e,f t S^fa^ing  premises  40'16  Mst  avenue, 

678’  Lot  44>: 

ifL SSEff  an?  *»  "r 

rewlm^ow%hatSt31stt  TvSueTST^SfinS  uTb 
da^'S  A^ic^t  —dem, 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 

working  shopVtnd  CO"Struct,on’  eres“11>'  “sed  as  a  wood- 
\\  hereas  the  applicant  contends  that  the  major  part  of 

an?l^«k  PKrf0rmred  on,these  Premises  consists  of  the  making 
and  assembling  of  wood  cabinets,  shelving  standing  closets’ 

tLdiai°r.covf,r  storm  and  window  sash  and  the  lTke  •  that 
that  during  the  operation  of  the  work  the  circular  saw  is 
used  at  short  intervals  of  time  for  the  purpose  of  cmTing 
wood  strips  which  are  usually  of  1  in  to  in  thick 
ressed  materials,  into  desired  lengths  and  sizes-  that  the 
band  saw  is  used  only  where  curbed  lmes  or  shapes  a^e 
haTaf  no  1  Constri'ctlon  of  cabinets,  radiator  covers,  etc  • 

Whereas  The^n  theSe  SaWa  continuous  operation;  and 
a  n  ’^he  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

W  hereas,  the  Board  deemed  that  this  was  a  proper  case 

i"  «“*  -derPJtio„C1ee 

herfu°lVedb  Uiat  U?e  Board  of  Standards  and  Appeals  does 
JSteiSf,  JZ”*1™  m  the,  a?pIication  of  nse  district 
b?and  h  herfehv  g,  ^solution  and  that  the  application 

twn  hereb>\ 15  granted,  under  section  7e,  for  a  term  of 
.  a  yea,rs’  *°  permit  the  premises  to  be  occupied  as 
P  P°*d  «"! .  as  shown  on  plans  filed  with  this  appeal 

1947  ’’  1  ,feC?‘V  Ma  jc.h.  26’  1946>”  2  sheets,  and  “June  11-, 

.  ,  •  beet>  on  condition  that  no  machine  tools  shall  be 
pirated  m  connection  with  the  wood  working  shop  except 

'u  W^Pro!!°Sedl  y  band  saw  and  8  in  circular  saw, 
nntv  i  n  h  T  a11  odier  resPects  the  building  and  occu¬ 
py  J-.ba  comply  with  all  laws,  rules  and  regulations 
pplicable  thereto;  that  the  building  shall  not  be  increased 
height  or  area,  that  this  variance  shall  apply  only  o  he 
S  L  a11  pci'nnts  shall  be  obtained  and  all 

bis  resolution^  WU  "n  tW°  ^  months  Horn  the  date  of 


BJLCT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  Sections  7f,  7g  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use, 
and  'area  districts,  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  storage  garage  for 
more  than  five  (a)  motor  vehicles  using  more  than 
the  area  permitted. 

PREMISES  AFFECTED-31S5  Westchester  avenue,  west 
4>.v  5?u(h  °,f  Wilkinson  avenue  (Block 

APPEARANCES—  ’  B°r°l'Eh  °f  Thc  Br0"x- 
h  or  Applicant :  Robert  Williamson 
cor  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
.  cmTr\\T  Housing  and  Buildings. 

THE1  VOTE— BOARD—ApPHcation  granted  on  condition. 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative’1-  KIeinert  and  ,)el>uty  Chief  Guinee  4 


23-46-BZ 

VPPLICANT— Robert  Williamson,  for  Flostrand  Realties 
lnc.,  owner.  ’ 
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THE  RESOLUTION  (523-46-BZ) 

Whereas,  Robert  Williamson  for  Flostrand  Realties  Inc 

an("e2rf  ole  ihpUne  -18’  1946i  a”  application  under  sections  7f 

business  usehCZaJdnnreS0UJ??,-t°  Peumit  in  residence  and 
Vse,,C.and  D  area  dlstricts.  the  erection  and  main- 

han  file  fS)bmoi-ng  to,he,nse<1  a-s  a  storage  garage  for  more 
tnan  five  (b)  motor  vehicles,  using  more  than  the  area  per 

2edV??C;:ng  prtmis5s  3155  Westchester  avenue  Jest 
i  evf  p6  ft.-  south  of  Wilkinson  avenue  (Block  4235 

Lot  45),  Borough  of  The  Bronx;  and  ’ 

t  J '  pJ;REaASVacPubljC  h,earing  was  held  on  this  application  by 
JuneB17  ?9?7  3?d  ^ppea!s  at  its  'regular  meeting 

and  7’  9  7’  ft  dUC  n°tlCe  by  pubhcation  in  the  Bulletin; 

Whereas,  the  district  maps  accompanying  the  zoning  reso 
lution  show  that  Westchester  avenue  is  in  a  businefs  use' 
d  area  and  Class  1  and  1%  height  district-  Wilkinson 

Class  1  andni%hefghCte dstricte?  and  ^  C  °  ^  ^ 

1.  Proposed  erection  of  a  storage  garage  for  more 
than  five  motor  vehicles  in  a  partly  Residence  and  partly 

tm  4encSnf  f'7l  18  C(Ttrary  to  Section  3  and  Sec- 
tion  4  (15)  of  the  Zoning  Resolution. 

,  ,  -Structure  occupies  more  than  permitted  coverage 

Resolution!”^  'eVe''  SeC,i°"  13  <fl)  a"d  14  tozESJ 
and 

a  Z7%Vh^,kr  s.ta,es  'hat  tfce  premises  consist  of 
a  plot  14a  ft.  9ys  m.  frontage  by  115  ft.  944  in  in  denth 

irregular  presently  vacant;  that  it  is  proposed  to  erect  a 
vehicles' ; ^andf  **  &  f°r  m°re  than  five  ^  'uotor 

Whereas  the  applicant  contends  that  he  has  been  the 

vvar$^8  000UaneftPr°Pe%SinCe  1926 :  that  its  original  cost 
T*  taxes  paid  since  amount  to  approximately 
?15,0°0  that  to  date  the  owner  has  been  unable  to 
profitab  e  use  for  this  plot ;  that  the  adjoiffing  building  to 
the  north  is  occupied  by  the  Hamilton  Buick  Service  ^and 
S3  ft.  further  north  at  corner  of  Wilkinson  avenue  is  a  gas 
station,  that  property  to  the  south  and  across  the  streef  is 
vacam ;  that  the  Pelham  Bay  Park  Division  of  the  derated 
subway  structure  on  Westchester  avenue  passes  in  front  nf 
subject  premises  and  makes  it  undesirabfe ^or  refce 
purposes,  that  as  the  property  is  located  near  the  end  of  the 
suhway  fine,  there  is  no  demand  for  retail  stores  in  the  imme- 
d.ate  section ;  that  there  is  no  public  garage  in  the  entire 
leighborhood  nor  are  there  any  open-air  parking  lots-  that 
there  is  considerable  overnight  parking  of  cars  in  the  sheets  ; 

consents  totaling  63  per  cent  of  the  area  deemed 
affected  by  the  Board  have  been  submitted ;  and 

Whereas,  under  Cal.  No.  265-28-B7  a  lrtinr  a.  -i 

18,  1946  from  the  Borough  President  of  the  Bronx  indicates 
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•  hat  Pelham  road  between  Westchester  avenue  and  Wilkin¬ 
son  avenue  was  legally  discontinued  and  closed  in  proceeding 

confirmed  June  17,  1925;  and  .  , 

Whereas,  the  owner  has  recently  acquired  title  to  the 

center  line  of  Pelham  road  at  the  rear; 

Whereas,  the  premises  and  surrounding  area  were  m- 
s  ected  by  a  Committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  a  zoning  variance 
under  sections  7f  and  7 g  of  the  zoning  resolution. 

ResoU  ed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
he  and  it  hereby  is  granted  under  sections  7f  and  7g,  for  a 
term  of  15  years  to  permit  the  construction  of  the  garage  as 
,  ro  used  and  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  June  18,  1946,”  on  condition  that  the  re¬ 
cently  acquired  i  ortion  of  Old  Pelham  road  to  the  rear  shall 
remain  vacant  and  unbuilt  uj  on ;  that  this  portion  of  the  plot 
si  all  he  cement  paved  and  shall  be  surrounded  with  a  woven 
^  ire  fence  of  the  chain  link  type  with  anchored  steel  i>osts 
with  no  opening  therein ;  that  the  garage  shall  he  a  storage 
,ruru‘  e  for  more  than  five  motor  vehicles;  that  any  gas  pump 
installed  shall  be  within  the  garage  and  no  gasoline  shall  be 
sold  to  passing  motor  vehicles;  that  no  repairing  shall  ne 
carried  on;  that  the  building  shall  comply  in  all  other  re- 
s  ects  with  all  laws,  rules  and  regulations  applicable  thereto, 
other  than  as  modified  by  the  Board  under  Cal.  524-46-A; 
that  a  one  source  sprinkler  system  shall  be  installed;  that 
such  i  or  table  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


of  the  proposed  structure  thereby  leaving  a  yard  or  strip 

30  ft  wide;  that  at  the  north  the  existing  adjacent  building 
lias  an  8"  brick  wall  which  with  the  8"  brick  wall  of  the 
proposed  structure  will  form  a  16”  fire  wall;  that  the  plot 
adjoining  on  the  south  extends  to  the  end  of  the  block  with 
a  frontage  of  175  ft.  on  Westchester  avenue  and  a  depth  of 
62  ft.  1  l'in.  adjacent  to  the  proposed  building. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  472-46,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  comply  with  the  require¬ 
ments  of  the  resolution  adopted  this  day  under  Cal.  5-3- 
46-BZ  and  that  the  one  source  sprinkler  system  therein  re¬ 
quired'  shall  be  installed;  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


524-46-A 

APPLICANT— Robert  Williamson,  for  Flostrand  Realties, 
Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3155  Westchester  avenue,  west 
side,  265.6  ft.  south  of  Wilkinson  avenue  (Block 
4235,  Lot  45),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Robert  Williamson.  , 

For  Administration :  Samuel  L.  Becker,  Dep  t  ot 
Housing  and  Buildings.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  „  ,  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . .  ^ 

THE  RESOLUTION  (524-46-A) 

Whereas  Robert  Williamson  for  Flostrand  Realties,  Inc., 
owner,  filed  June  21,  1946  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  3155  Westchester 
avenue  west  side,  265.6  ft.  south  of  Wilkinson  avenue  (Block 
4235,  lot  45),  Borough  of  The  Bronx;  and 

Whereas  the  decision  of  the  borough  superintendent 
dated  Tune  17,  1946  on  N.B.  Applic.  472-46  reads: 

“2  Area  of  the  non-fireproof  of  structure  exceeds 
7500  square  feet  and  is,  therefore,  contrary  to  Section 
4.2.1  (5).” 

\vhere\s,  the  applicant  states  that  the  building  will  be 
1  story  14  ft.  in  height,  145  ft.  9H  in.  by  62  ft.  11  in.  by 
115  ft.  9  in.  in  area,  of  class  3  construction,  located  in  a 
business  use  C  area  lj4  height  district  and  residence  use  D 
area  Class  1  height  district,  used  and  occupied  as  a  garage 
for  more  than  5  motor  vehicles;  and  r 

Whereas,  the  applicant  contends  that  the  building  fronts 
on  Westchester  avenue  which  is  100  ft.  in  width  and  the 
rear  of  the  plot  fronts  on  Old  Pelham  road,  a  60  ft.  wide 
street  which  has  been  legally  closed  and  which  the  owner 
has  all  right  and  title  to  the  center  line  thereof;  that  this 
port:on  of  Old  Pelham  road  will  remain  vacant  at  the  rear 


702-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Max  Stark, 
owner  (Joan  Chin,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  auto  laundry,  repairs,  lub  itorium  and  o  lice 
for  a  term  of  years. 

PREMISES  AFFECTED— 2489-2499  Coney  Island  avenue 
and  1102-1103  Avenue  V.  southeast  corner  (Block 
7371,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES — 

For  A]  p’icant :  Alfred  A.  Lama. 

For  Opposition :  None.  t 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTTON  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . .  9 

Negative:  Chairman  Murdock,  Commissioners 
'  Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (700-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Max  Stark,  owner, 
Joah  Chin,  lessee,  fi'ed  September  24,  1946,  an  application 
”nder  sections  7f  and  7i  of  the  zoning  resolution,  to  permit! 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  laundry,  repairs,  lubritoriurn 
and  office  for  a  term  of  years,  affecting  premises  2489-2499 
Coney  Island  avenue  and  1102-1108  Avenue  V,  southeast 
corner  (Block  7371,  Lot  1),  Borough  of  Brooklyn;  and  _ 
Whereas,  a  p  blic  hearing  was  held  on  this  application 
hy  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  20,  1947,  after  due  notice  by  pulhcation  in  the  Bul¬ 
letin,  and  laid  over  to  June  17,  1947  for  inspection  hy  a 
Committee  of  the  Board  and  decision  without  further  argu¬ 
ment  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Coney  Island  avenue  is  in  a  business 
use,  D  area  and  Class  1  height  district ;  Avenue  V  is  in 
residence  and  business  use,  I)  area  and  Class  1  height  dis¬ 
tricts  ;  and  ,  . 

Whereas  the  decision  of  the  borough  superintendent, 
dated  September  24,  1946,  re  N.B.  Applic.  1786-46,  reads: 

“1.  Proposed  gasoline  service  station,  auto  laundry, 
minor  repairs,  lubritoriurn  and  office  within  a  Inis  ness 
use  district  is  contrary  to  Art.  2,  Sect.  4a,  46  &  29  of 
the  zoning  resolution.” 

and  '  .  .  f 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot  100  ft.  by  4-H  in.  front  by  73  ft.  4*4  in.  in  depth, 
irregular,  presently  vacant;  that  it  is  proposed  to  erect  a 
building  72  ft.  front  by  30  ft.,  one-story,  14  ft.  in  height,  o! 
Class  3  construction,  to  house  an  office,  lubritoriurn,  auto 
laundry  and  minor  repairs;  that  it  is  proposed  to  install 
six  550  gallon  storage  tanks  and  2  pump  islands ;  and 

Whereas,  the  applicant  contends  that  there  are  several 
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non-con torm.ng  uses  in  the  immediate  area;  one  is  a  giso- 

A°Ck  (136<  Lm  3,5’  granted  by  the  Boafd  of 

i”  >  we  u  n  !  ,n  B ock  73«,  Lots  57  and  61  are 

avenue ^  -  •  'St°ry  ?U])hc  ^rage;  that  Coney  Island 

a  ciiix  is  a  heavily  traveled  automobile  thoroughfare  and 

t  c  sue  lends  itself  suitable  for  a  gasoline  service  station 
d  at  the  proposed  use  will  in  no  way  affect  adjoining  l>roD 
cr.y  and  in  no  way  prevent  further  development  as  the 
majority  ot  owners  in  the  affected  area  udll Consent  that 

d!at‘  r  P, '•  Ctln  ?'  l  ie  1,a,nd  111  the  affected  area  is  vacant; 
lo  lhe  communi^and'  y  landSC“Pei1  a"d  a<kl«l  ^ 

area  wcre 

tor  f'!U;K'lAS’  thc  Bo?rcJ-(ieem.ed  that  there  was  no  justification 
i..'1  CIU~<:  of  discretion  to  grant  a  zoning  variance 
iiudci  sections  /l  and  /i  of  the  zoning  resolution. 

acting™  M  l5atAthi  dTin uthe  borou8h  superintendent 
act.ng  on  N.B.  Applic.  1/86-46,  be  and  it  hereby  is  affirmed 

and  that  the  application  be  and  it  hereby  is  denied. 


877-46-BZ 

A1  PLICANT— Mdton  B.  Wcissman,  for  Leon  D.  De- 
Matteis,  owner. 

S U BJ FX 1  —Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning 
resolution  to  permit  in  a  residence  and  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  laundry,  testing 
[  oiiice  and  boiler  room 

PREMISES  AFFECTED  2259-2287  Fla, bush  avenue, 

icri  iodo  £lllmorc  avenue,  northeast  corner  and 
18/4-18/2  Last  49th  street  (Block  8488,  Lot  1), 
Borough  of  Brooklyn. 

|  APPEARANCES— 

Bor  Applicant ;  Abraham  Shlefstein  ‘and  Fred  G 
DeMatteis. 

bur  Opposition :  None. 

L°r  Administration:  Samuel  L.  Becker,  Dep’t  of 
.  Housing  and  Buildings. 

[i  fpLj.L^^b  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  y 

Negative .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

the  RESOLUTION  (877-46-BZ) 

Whereas,  Milton  B.  Weissman  for  Leon  D.  DeMatteis 
owner,  filed  November  15,  1946,  on  application  under  sec¬ 
tions  /f  and  21  of  the  zoning  resolution,  to  permit  in  resi¬ 
dence  and  business  use  districts,  the  erection  and  maintenance 
ot  a  gasoline  service  station,  lubritorium,  auto  laundry,  test¬ 
ing  office  and  boiler  room  affecting  premises  2259  to  2287 
Flat  bush  avenue  and  4801  to  4805  Fillmore  avenue,  northeast 
corner,  and  1874  to  1892  East  49th  street  (Block  8488  Lot  1) 
Borough  of  Brooklyn;  and 

‘  \\  HEKEAS,  a  public  hearing  was  held  on  this  application 

by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meetmg,  June  17,  1947,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
lution  show  that  Flatbush  avenue  is  in  a  business  use,  D  area 
and  Class  1  height  district;  East  49th  street  is  in  residence 
and  unrestricted  use,  D  area  and  Class  1  height  districts 
and  Fillmore  avenue  is  in  business  and  unrestricted  use  D 
area  and  (  lass  1  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  October  29,  1946,  re  N.B.  Applic.  1324-46,  reads: 

L  The  construction  of  a  gasoline  service  station 
lubritorium.  auto  laundry,  testing  office  and  boiler  room 
partly  in  a  business  and  partly  in  a  residence  use  district 
i-  contrary  tg  the  Zoning  Resolution,  Art.  II,  Section  3 
and  Sect.  4(a)  (46).” 
and 


of  a  IP?1*501*  slatcs  that  the  premises  consist 

irntn  ’  2  2  f  ?/S  m •  trontaSe  by  41  ft.  2)4  in.  in  depth, 
irregular  pixsentb-  vacant;  that  it  is  proposed  to  erect  a 

hcSt  Snf  r  '  fT  b>’  24  ft  in  one  story,  16  ft.  in 

slrSi  ci  tCf  k  ,constructlon.  to  be  used  as  a  gasoline 
^  Statlon’  bibritorium,  auto  laundry  and  testing  of  bat- 
iuies,  motor  analysis  and  brake  testing;  and 

Whereas,  the  applicant  contends  that  there  has  been  no 
development  along  Flatbush  avenue  for  many  years  and  be¬ 
cause  of  this,  it  would  be  impractical  to  create  a  building 

T  thc.SItc  111  question;  that  a  conforming 
building  if  erected  on  the  site  would  not  yield  a  fair  return 
to  the  owner;  that  the  premises  cannot  be  developed  for 
residence  use  because  it  is  hemmed  in  by  uses  which  are  non¬ 
conforming  even  in  a  business  use  district,  to  wit :  the  bus 
terminal  of  the  Brooklyn  City  Railroad  Company  which 
occupies  all  of  Block  8489  immediately  across  East  49th 
slieet,  the  Fire  Department  building  located  on  East  48th 
stieet,  a  short  distance  from  Flatbush  avenue;  that  Flatbush 
avenue  is  an  extremely  busy  traffic  street  and  it  would  be 
impiactical  to  erect  a  residence  on  such  a  thoroughfare;  that 
the  proposed  use  will  not  deteriorate  the  neighborhood,  for 
the  proposed  building  would  be  of  an  attractive  design  and 
construction  and  the  proposed  use  would  be  subject  to  the 
regulatory  powers  of  the  Board  of  Standards  and  Appeals  ; 
that  the  proposed  use  will  not  adversely  affect  the  neighbor¬ 
ing  properties  because  of  the  existence  of  the  non-conforming 
uses  aforementioned ;  that  the  proposed  variation  would.be  in 
harmony  with  the  spirit  of  the  zoning  resolution  in  that  it 
would  permit  the  beneficial  use  of  the  property  subject  to 
such  conditions  and  limitation  which  the  Board  may  impose 
wnhout  adversely  affecting  anyone;  that  the  application  is 
proper  under  Section  21  in  that  the  land  in  question  cannot 
yic.d  a  reasonable  return  if  used  only  for  a  purpose  allowed 
in  a  business  zone;  that  the  plight  of  the  owner  is  due  to 
1  n-ulL,e  ^rcumstances  and  not  to  the  general  conditions  in  the 
neighborhood  which  may  reflect  the  unreasonableness  of  the 
zoning  ordinance  itself  and  that  the  proposed  use  will  not 
altei  tne  essential  character  of  the  locality;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  f,  and  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 
(lieiefore  not  entitled  to  relief  on  the  grounds  of  practical 
dilhculty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
a;  ting  on  N.B.  Applic.  1324-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


4-47-BZ 

API  LIC ANT  Alden  B.  MacNeil,  for  Crescent  Estates 
1  nc.,  ’owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution 
to  permit  in  a  residence  and  business  use,  D  area 
district,  the  erection  of  a  business  building  (stores) 
using  more  than  the  area  permitted. 

PREMISES  AFFECTED — 101-45  Queens  boulevard,  east 
side  86.99  ft  north  of  67th  drive  (Block  2135,  Lot 
a),  Forest  Hills,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  J.  Pustilnick. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker.  Dep’t  of 
Housing  and  Buildings. 

Al  I  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  q 

Negati  \  e :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  1 
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THE  RESOLUTION  (4-47-BZ) 

Whereas,  Alden  B.  MacNeil  for  Crescent  Estates,  Inc., 
owner,  filed  January  6,  1947,  an  application  under  section  21 
of  the’ zoning  resolution,  to  permit  in  residence  and  business 
use  I )  area  districts,  the  erection  of  a  business  building  to  be 
used  for  stores,  using  more  than  the  area  permitted,  affecting 
premises  101-45  Queens  boulevard,  east  side,  86.99  ft.  north  ot 
67th  drive  (Block  2135,  Lot  5),  Forest  Hills,  Borough  of 

Queens;  and  -  .  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  10,  1947,  after  due  notice  by  publication  in  the  Bulletin, 
and  laid  over  to  June  17,  1947,  for  inspection  by  a  com¬ 
mittee  of  the  Board  and  decision  without  further  argument , 

and  . 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
Hit  ion  show  t  licit  Queens  boulevard  is  in  a  business  use,  1 1 
area  and  class  1  height  district;  67th  drive  is  in  residence 
and  business  use,  D  area  and  class  1  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
December  26,  1946  on  N.B.  Applic.  9314-46  reads : 

“1.  The  store  building  is  not  to  occupy  more  than  60% 
of  area  of  the  portion  of  the  plot  located  in  the  Business 
use  District,  sec.  13,  Zoning  Resolution.” 

and  .  £ 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot  20.32  ft.  frontage  by  124.52  ft.  in  depth,  presently 
vacant ;  that  it  is  proposed  to  erect  a  building  20.32  ft.  front 
by  70  ft.  in  depth,  one  story,  16  ft.  in  height,  of  class  3  con¬ 
struction,  to  be  used  as  two  (2)  stores;  and 
Whereas,  the  applicant  contends  that  the  rear  portion  of 
the  lot  extending  beyond  100  ft.  from  Queens  boulevard  falls 
into  the  residential  zone;  that  the  area  of  the  building  over 
the  required  coverage  is  only  200  sq.  ft. ;  ^that  the  owner 
wishes  to  construct  the  proposed  building  70  ft.  in  length 
because  he  feels  that  the  narrowness  of  the  stores  is  such  that 
unless  a  little  more  length  is  obtained  they  will  become  almost 
unusable;  that  lie  proposes  to  operate  a  butcher  store  in  the 
southerly  half  and  requires  the  70  ft.  depth  in  order  to  fit 
in  required  fixtures  and  refrigerators  properly;  that  the  ad¬ 
joining  properties  are  vacant  and  therefore  the  proposed 
building  will  not  affect  any  existing  adjoining  yard  condi¬ 
tions  ;  that  it  is  requested  in  view  of  the  unusual  depth  and 
narrowness  of  the  plot  and  in  consideration  of  the  amount  of 
costly  land  which  will  have  to  remain  otherwise  unused,  that 
this  additional  200  sq.  ft.  of  coverage  be  granted;  and 
Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution  and  was  therefore 
not  entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  9314-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


32-47-BZ 

APPLICANT— Randolph  M.  Smith,  for  Thomas  O’Rourke 
Gallagher,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  erection  of  a 
roof  sign. 

PREMISES  AFFECTED— 205-32  99th  avenue,  south  side, 
60  ft.  west  of  Francis  Lewis  boulevard  (Block 
10853,  Lot  25),  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Randolph  M.  Smith. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0  ] 

THE  RESOLUTION  (32-47-BZ) 

Whereas,  Randolph  M.  Smith  for  Thomas  O  Rourke 
Gallagher,  owner,  filed  January  13,  1947  an  application  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district  the  erection  of  a  roof  sign,  affecting  premises 
205-32  99th  avenue,  south  side,  60  ft.  west  of  Francis  Lewis 
boulevard  (Block  10853,  Lot  25),  Hollis,  Borough  of  Queens; 
and  . 

Whereas,  a  public  hearing-  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting, 
May  20,  1947,  after  due  notice  by  publication  in  the  Bulletin, 
and  laid  over  to  May  27,  1947  and  June  17,  1947,  for  applicant 
to  file  revised  plans ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  99th  avenue  and  Francis  Lewis  boulevard 
are  in  residence  and  unrestricted  use,  D  area  and  class  1  ( 
height  districts ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent  dated 
December  14,  1946  on  Misc.  Applic.  11120-46  reads : 

“1.  The  erection  of  a  roof  sign  on  a  Bldg,  located 
within  a  Business  district  is  contrary  to  Art.  2,  Section 
4,  subd.  49  of  the  Zone  Resolution.” 

and  .  .  . 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot,  40  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  40  ft.  front  by  30  ft.  in  depth,  one  story,  12  ft.  in 
height,  of  class  3  construction,  presently  used  as  a  contractor  s 
office  and  garage ;  that  it  is  proposed  to  legalize  the  sign  on 
roof  and  flood  light  it  at  night ;  and 

Whereas,  the  applicant  contends  that  the  owner  of  this 
site  is  a  painting  contractor  doing  business  at  this  location 
and  he  has  just  established  this  business  at  this  location  and 
advertising  is  necessary  to  the  success  of  his  business ,  that 
across  the  street  lies  the  Long  Island  Railroad  main  line} 
that  the  right  of  way  is  an  elevated  embankment;  that  tins 
embankment  tends  to  dwarf  the  building  and  a  roof  sign  is 
the  best  means  of  advertising  the  business;  that  the  area 
across  the  street  is  an  unrestricted  area  extending  a  long 
distance  on  each  side  of  the  property  in  question ;  and 

Whereas,  the  use  district  was  changed  from  business  to 
residence  on  January  21,  1947 ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of 
five  (5)  years  to  permit  a  sign  to  be  erected  on  the  front  of 
the  building  facing  99th  avenue  as  indicated  on  the  revised 
plans  marked  “June  11,  1947,”  2  sheets,  on  condition  that  in 
all  other  respects  the  sign  and  the  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  33-47- A ,  t  lat  a 
permits  shall  be  obtained  and  all  work  completed  within  three 
(3)  months  from  the  date  of  this  resolution ;  that  the  existing 
roof  sign  shall  be  removed. 


102-47-BZ 

APPLICANT — Robert  Gottlieb,  for  Walthaw  Corporation, 

owner.  „  ,  , 

SUB TECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  from  garage  for  more  than  five  (V 
motor  vehicles,  to  include  a  motor  vehicle  repair 
shop. 
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I  KEMLSLS  AbHiCTED— 1154  Intervale  avenue,  east  side, 
t  /  io\  r?out  1  of  East  169th  street  (Block  2706 

AFrEAK?:irc)ES-rOUSh  °f  ThC  Br°"X' 

tor  Applicant:  Philip  L.  Thaw. 

Lor  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
a  rTmM  ^^Tl^sing  and  Buildings. 

ThFvOTE— B°ARD~~AppliCati0n  granted  on  condition. 
Affirmative:  Chairman  Murdock,  Commissioners 
Negative*  ^  K  emert  and  DePlIty  Chief  Guinee  4 

THE  RESOLUTION  (102-47-BZ) 

Whereas  Robert  Gottlieb  for  Walthaw  Corporation 
\\ner,  filed  January  29,  1947  an  application  under  section  7i 
o  the  zoning  resolution,  to  permit  in  a  business  use  district 
the  conversion  of  a  part  of  an  existing  garage  to  a  motor 
1  Sa  f .repair,sh°P.  Prenuses  I154  Intervale  avenue  east  side 
Borough  SThe0^.1^  Street  (B1°ck  27°6’’  Lot  ^ 
fl,}NRHE1REiAS’fac?ublic  ,]earing  was  heId  on  thJs  application  by 

W  ST  947  Stftnd  and  A?pealsi  at  its  regJEr  meeting3; 

194/-  after  due  notice  by  publication  in  the  Bulletin 
and  laid  over  to  June  17,  1947  for  further  consideration  and 
for  inspection  by  a  committee  of  the  Board;  and 

i„f*  HEuEAS’  Vie  d'strict  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Intervale  avenue  and  East  169th  strfet  are 
in  a  business  use,  B  area  and  class  1  &  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  10,  1947  on  Alt.  Applic.  1209-46  reads  : 

LA  Motor  Vehicle  Repair  Shop  in  a  Business  Dis- 
tnc  t  is  contrary  to  Article  II,  Section  4,  Subdivision  29 
of  the  Zoning  Resolution.” 
and 

a  xie  aPPIlcant  states  that  the  premises  consist  of 

a  l!  m5°  fCAfJ0nrtage  b7  83  ft  in  dePth*  on  which  is  located 
a  building  50  ft.  front  by  80  ft.  in  depth,  two  stories,  22  ft 

in  lieight,  of  class  3  construction,  presently  used  as  a  garage 
tor  more  than  five  motor  vehicles;  that  it  is  proposed  to 
convert  part  of  the  1st  floor  and  part  of  the  2nd  floor  for  the 

nnlhl  °1  m?flr  vehlrcles  and  to  insta11  a  paint  spray  booth 
on  the  second  floor  of  a  type  approved  by  the  Board ;  and 

Whereas  the  applicant  contends  that  the  present  owner 
purchased  the  budding  about  four  years  ago  to  carry  on  a 
garage  and  general  repairs  business  without  knowledge  of  the 
deficiency  in  the  certificate;  that  he  is  therefore  petitioning 
le  Board  for  permission  to  continue  using  that  portion  of 
the  first  floor  of  the  garage  now  being  used  for  general  auto 
repairs,  amounting  to  320  sq.  ft.  or  10.4%  of  the  vehicle 
storage  area,  and  in  addition  783  sq.  ft.  or  23%  of  the  storage 
area  of  the  second  floor  for  repairs  and  a  paint  spray  booth  ; 

iat  the  paint  spray  booth  will  be  of  a  type  approved  by  the 
Board  and  shall  be  installed  in  full  accord  with  the  rules  of 
t fie  Board;  that  since  the  owner  does  not  seek  any  change  in 
the  kind  of  occupancy  the  building  has  had  for  the  past  36 
years  and  since  the  owner  cannot  possibly  conduct  a  profitable 
garage  business  without  the  financial  benefit  from  repairs 
it  is  requested  that  the  Board  grant  this  application;  and 
V\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
.  ^  hereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  discretion  to  grant  under  section  7 
subdivision  i,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
Hereby  viake  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
Be  and  it  hereby  is  granted  under  section  7i  for  a  term  of 
nve  (a)  years  to  permit  the  building  to  be  occupied  as  a 
motor  vehicle  repair  shop  and  paint  and  spray  booth  in  addi¬ 
tion  to  the  occupancy  as  a  storage  garage  as  proposed  and 
as  indicated  on  plans  filed  with  this  application  marked  “Re- 
ceived  January  27,  1947”  4  sheets,  on  condition  that  repairing 
sfiall  be  maintained  within  a  space  on  the  1st  floor  as  proposed 
tt.  by  16  ft.  in  area  at  the  rear,  and  on  the  second  floor  as 


proposed  at  the  front  for  a  distance  of  27  ft  by  29  ft  on 

l  tbt*  SUCh  rCpair  work  shaI1  be  by  band  tools  only  * 
that  all  existing  signs  on  the  building  shall  be  removed  and 

only  such  signs  installed  and  maintained  as  are  permitted 
annhl  ^  ?  reso!ut*on ;  that  such  portable  fire  fighting 

dfrea  ffiat  'in  Jf  "la,ntaincd  as  ‘he  commissioner  shall 
sh'dl  rn  n  1  otjT  resPecJs  the  building  and  occupancy 

tL  Lo  hm  Z  IW  VlaWS’i  r,l!'eS  aud  reguIations  applicable 
™et0  ’  that  ^  building  shall  not  be  increased  in  height  01- 
area,  and  that  a  certificate  of  occupancy  can  be  obtained. 


252-47-BZ 

APPLICANT  Max  Wechsler,  for  23rd  Street  Associates 
Inc.,  owner.  ’ 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution 
to  permit  in  a  residence  and  retail  use  district  the 
change  in  occupancy  from  hotel,  stores  and  audi- 
PDL*HTcrrr^°  hotel,  stores  and  theatre. 

PREMISES  AFFECTED-208-214  West  23rd  street,  south 
side,  100  ft  west  of  7th  avenue  (Block  772,  Lot  56) 
Borough  of  Manhattan.  '  ’ 

APPEARANCES— 

For  Applicant  :  George  M.  Burgh,  Emanuel  Gold¬ 
berg  and  Max  Wechsler. 

I* or  Opposition:  O.  Mazzola. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Meinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (252-47-BZ) 

Whereas  Max  Wechsler,  for  23rd  street  Associates,  Inc. 
owner,  filed  March  19,  1947,  an  application  under  section  7b 
°t  the  zoning  resolution,  to  permit  in  residence  and  retail 
use  districts,  the  change  in  occupancy  from  hotel,  stores  and 

>dl  -r:  w  b°?b  St°reS  and  theatre>  affecting  premises 
208  to  214  West  23rd  street,  south  side,  100  ft  west  of  7th 

(Block  772  Lot  56).  Borough  'of  ManhatSo  and 
Whereas  a  public  hearing  was  held  on  this  application 

M^°a™  Oio?7tandrards  fnd  Appeals-  at  its  Aguiar  meet- 
ng  May  20,  1147,  after  due  notice  by  publication  in  the 

Bulletin,  and  laid  over  to  June  10,  1947  and  June  17  1947 
for  inspection  by  a  committee  of  the  Board,  without  further 
argument;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
lution  show  that  West  23rd  street  is  in  a  retail  use,  B  area 
and  Class  „  height  district ;  7th  avenue  is  in  a  retail  use  B 
area  and  Class  \l/2  and  2  height  district;  and 

rlnt  trRKAS’  the  de,C^0n  of  the  borough  superintendent, 
dated  February  20,  1947,  re  Alt.  Applic.  239-47,  reads: 

2.  Proposed  changed  in  use  from  church  to  theatre 
in  portion  of  auditorium  in  a  residence  district  is  con¬ 
trary  to  Art.  II  Sec.  3,  ZR.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  118  ft.  9  in.  in  depth,  on  which 
is  located  a  building  100  ft.  front  by  118  ft.  9  in.  depth  17 
stories,  171  It.  in  height,  of  Class  1  construction,  presentlv 
used  as  a  hotel,  stores  and  auditorium ;  that  it  is  proposed 
to  use  the  present  auditorium  as  a  theatre  containing  299 
seats;  that  the  exits  of  the  proposed  theatre  lead  out  to 
retail  district  only;  that  at  present,  the  existing  auditorium 
and  cellar  below  are  vacant  (formerly  used  as  a  church)  * 
and  y  ’ 

Whereas,  the  applicant  states  that  the  only  type  of  occu¬ 
pancy  that  can  rent  this  space  is  some  form  of  business; 
that  no  residential  quarters  can  be  constructed  in  the  audi¬ 
torium  due  to  the  fact  that  legal  light  and  ventilatiorucannot 
be  provided;  and 
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Whereas,  the  building  was  erected  when  the  area  in  the 
rear  was  zoned  for  unrestricted  use ;  and 

Whereas,  the  cellar  below  the  proi  osed  theatre  is  now  used 
by  the  hotel  tor  storage  of  furniture  and  other  hotel  equip¬ 
ment  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  c*xercise  of  discretion  to  grant  a  zoning  variance 
under  Section  7,  Subdivision  b,  of  the  zoning  resolution  and 
that  the  premises  should  not  be  used  as  proposed. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  239-47,  Objection  2,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


414-47-BZ 

APPLICANT— Max  Wechsler,  for  Madison  Equities  Inc., 


owner. 

SUB  | ECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the 
erection  and  maintenance  of  a  business  building  ex¬ 
tending  into  the  residence  use  district. 

PREMISES  AFFECTED — 2621  Jerome  avenue,  west  side, 
362.58  ft.  south  of  Kingsbridge  road  (Block  3202, 
Lot  50),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Max  Wechsler  and  M.  Glass. 

For  Opposition:  Abraham  Greenberg,  Nathan  D. 

Leiman,  Marie  C.  Walsh  and  John  Graf. 

For  Administration:  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock.  Commissioners 
Blum  and  Kieinert  and  Deputy  C  hief  ( itiinee 
Negative:  . 


4 

0 


THE  RESOLUTION  (414-47-BZ) 

Whereas,  Wax  Wechsler  for  Madison  Equities,  Inc.. 
owner,  filed  May  5.  1947  an  application  under  section  7b  of 
the  zoning  resolution,  to  permit  in  residence  and  business  use 
districts,  the  erection  and  maintenance  of  a  business  building 
extending  into  a  residence  use  district,  affecting  premises 
2621  lerome  avenue,  west  side.  362.58  ft.  south  of  Kings¬ 
bridge  road  (Block  3202,  lot  50),  Borough  of  The  Bronx; 

and  ... 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  17,  1947,  after  due  notice  by  publication  in  the 

Bulletin ;  and  • 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Jerome  avenue  and  Kingsbridge  road 
an  in  a  business  use,  B  area  and  class  1)4  height  district, 

and  . 

Whereas,  the  decision  of  the  borough  superintendent  dated 
\pril  30,  1947  on  amendment  to  N.B.  Applic.  1084-46  reads : 
“23.  Business  use  extending  into  a  Residential  Use 
Area  a  distance  of  13.58  feet  is  contrary  to  Section  o 
of  Article  II  of  the  Zoning  Resolution,  and  is,  there¬ 
fore,  DENIED.” 

and  .  .  , 

Whereas,  the  applicant  states  that  the  premises  consist  ot 

a  plot,  52  ft.  4  in.  frontage  by  113  ft.  7J4  in.  in  depth,  one 
story,  11  ft.  3  in.  in  height,  of  class  3  construction,  to  be 
used  as  a  warehouse  and  office ;  and 

Whereas,  the  applicant  contends  that  if  only  the  business 
portion  were  built  upon  it  would  leave  a  space  in  the  lear 
vacant  that  would  be  useless  to  the  owner  and  anyone  else 
and  cause  a  loss  as  well  as  a  hardship;  that  no  one  else 
could  use  this  space  as  it  is  too  small  and  would  not  have 
any  frontage  on  any  street  and  therefore  could  not  be  built 
upon  >  that  if  the  owner  is  permitted  to  utilize  the  entire  lot 
there  will  be  no  doors  on  the  residential  portion  but  will 


connect  directly  with  the  business  portion  and  the  only  way 
of  entering  the  residential  portion  will  be  through  the  busi¬ 
ness  portion  of  the  lot ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  b)r  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  b,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  'make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that^the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7b  thereof, 
to  permit  the  extention  of  use  in  a  more  restricted  dis¬ 
trict  as  proposed,  on  condition  that  the  building  on  the  rear 
lot  line  shall  not  exceed  one  story  in  height ;  that  along 
the  rear  line  and  along  the  portion  of  the  side  line  within 
the  residence  use  district  there  shall  be  no  windows  or 
other  openings ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  this  variance  shall  continue  only  so 
long  as  the  building  is  used  as  proposed  as  a  warehouse  for 
plumbing  supplies;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
477-47-A 

APPLICANT— Clermont  Paper  Stock,  Inc.,  for  Beatrice 
W.  Sebring,  owner.  j 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 486  Clermont  avenue,  east 
siefe,  277  ft.  north  of  Atlantic  avenue  (1st  and 
2nd’ floors);  (Block  2008,  Lot  55),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  A.  Nesi.  , 

For  Administration:  E.  A.  Meyer.  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  15,  1947  at 
10  A.  M.  for  inspection  by  a  committee  of  the 
Board  and  for  decision  without  further  argument. 


493-47-A 

\PPLICANT— Atlas  Instrument  Corp.,  lessee,  for  H. 
Goody  and  Sons,  owner. 

SUB  I  ECT — Appeal  from  a  decision  re  an  order  ot  the  hie 
commissioner. 

PREMISES  AFFECTED— 1860  Broadway,  northwest  cor¬ 
ner  of  McDougal  street  (Block  1529,  Lot  24),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  None.  _  , 

For  Administration:  E.  A.  Meyer,  hire  Dept. 
ACTION  OF  BOARD— Laid  over  to  June  24,  1947  at  10 
A.  M„  applicant  to  be  notified. 


507-47-A 

APPLICANT— Ziegfield  Theatre,  Inc.,  owner  (7  Lively 
Arts,  Inc.,  lessee).  .  .  LM 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1341-1347  Avenue  of  the 
Americas  (6th)  and  101-105  West  54th  street, 
northwest  corner  (Block  1007,  Lot  29),  Borougi 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Elias  Fressing. 

ACTION  OF  BOARD— Laid  over  to  July  1,  194/  at  19 
A.  M.  at  request  of  applicant. 
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93-44-A 

Ai’i’UC  ANT— Suflex  Corp.,  lessee,  for  Hattve  G.  Jetter 

SL’MILC  1— Application  for  consideration— reopening  and 
amendment  of  resolution— re  appeal  from  a  deci- 

,ai\d  order  of  ,tlie  fire  commissioner  (previously 
gi anted  on  condition).  J 

1  REMISES  AFFECTED  33-1 1  to  33-15  57th  street,  east 
mi’  T°  f90NSOwh  °,f.  Northern  boulevard  (Block 

A  FPE  A  R  ANGES—  ’  W°°dside’  Borou8h  of  Queens. 

x :  William  Hahn. 

(  X  OI’  HOARD— Appeal  reopened,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


951-46-A 

A ppLI CANT— -Smith  Brothers  Ice  Cream,  Inc.,  lessee,  for 

crmrrT^  (a'st  *',treet  Realty  Corp.,  owner, 

o  U nj HE  1  Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  EFFECTED — 1759  2nd  avenue  and  234-244 
i  ?*-> stree!'  50,1,1  lu'«t  corner  (Block  1537. 

APPEARANCES-r°Ug  Ma"hat.lan' 

Bor  rA»?P^Cant '  Matthew  L.  Salongcr  and  Thomas 
O  Brien. 

For  Adnvnistration :  E.  A.  Mcvcr  Fire  Dent 
Till?  VOTE'  B O A R D  Appeal  granted  on  condition. 

Affiimtive .  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
iNegative:  . ~  q 

THE  RESOLUTION  (951-46-A) 

Smith  Bros.  Ice  Cream,  Inc.,  lessee  for  224 
09;,nd  Strcet  Realty  Corporation,  owner,  filed  November 
1446,  an  appeal  from  a  decision  of  the  fire  commissioner, 
at  tec  ting  premises  1759  Second  avenue  and  234  to  244  Fast 

•  9  nd  street,  southwest  corner  (Block  1537,  Lot  27),  Borough 

•  of  Manhatan;  and 

oSXwfc  reads CO",,nission,!r'  <*»<«■ 
"We  have  your  letter  of  October  3rd  regarding  earn  ¬ 
ing  of  ammonia  piping  to  the  roof  of  your  building 
hor  your  information  Section  C19-98.0(b')  is  herewith 
quoted  : 

*  H‘9  direct  method  of  refrigeration  shall  not  be 
used  in  any  building  outs;de  of  the  machinery  room 
except  m  buildings  used  exclusively  for  ice  making 
or  lor  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  build¬ 
ings. 

.  In  view  of  the  fact  that  this  budding  is  used  in  part 
lor  garage  purposes  we  must  deny  your  request  to  carrv  ■ 
the  ammonia  lines  from  the  basement  to  the  roof  ” 

and 

Whereas,  the  applicant  states  that  the  building  in  three 
stones  40  ft.  in  height;  100  ft.  by  142.6  ft.  in  area,  of 
Class  1  construction;  erected  1929;  located  in  an  unrestricted 
use  B  area,  Class  height  district  and  used  and  occupied 
s  nee  January,  1946,  cellar,  boiler  room,  basement,  garage  for 
more  than  five  cars,  2  persons;  1st  floor,  ice  cream  factory, 

,i  uerajI1S’  2nd  d”or’  lce  cream  factory,  40  persons;  that 
itie  building  is  equipped  with  a  sprinkler  svstem  throughout 
and  an  approved  standpipe  system  two  5  ft.  6  in.  wide  stairs 
°t  stee!  construction,  brick  enclosed,  equipped  with  steel 
self-closing  dors  and  leading  from  roof  bulkhead  direct  to 
street;  and 

Whereas,  the  appheant  contends  that  it  maintains  two 
condensers  in  the  basement  which  are  used  for  forcing 
ammonia  through  the  refrigeration  plant;  that  each  con- 
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fhe,SsvsiemaPdyn  f°rCing  10,tons  of  rcf rigerant  through 
die  s> stem  ,  i hat  it  is  proposed  to  remove  these  two  con¬ 
densers  to  the  roof  of  the  building  and  to  use  the  third 
floor  for  ret rigeration  purposes  in  conection  with  the  manu- 

this  snare  ^e?ream;  that  to  do  this  and  to  utilize 

his  space  it  s  necessary  that  the  condensers  be  removed 

to  the  roof;  that  the  system  is  a  Class  A  system  -in  the 
entire  building  is  used  for  the  manufacture  of  ice  cream 
a  d  f°,r  refngeratl0n  purposes ;  that  Section  C19-98.0,d  per- 
dthlr  changeas  proposed;  that  the  fire  department  has 

sec  for,  ^nr  °°keid  ?r  misconstrued  the  interpretation  of  this 
section  and  such  interpretation  would  work  a  hardship  to 
the  disadvantage  of  the  applicant  in  its  business.  P 

October  C7R  dec!s!“n,  of  the.fire  commissioner  dated 

October  28,  1946  be  and  it  hereby  is  modified  and  that  the 

appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
o  her  respects  the  refrigerating  system  shall  comply  with 
the  requirements  therefor  and  shall  be  maintained  'to  the 
sat  is  tact  ion  of  the  fire  commissioner;  that  plans  shall  be 
filed  with  the  Department  of  Housing  and  Buildings  for  the 
proposed  equipment  to  be  installed  on  the  roof ;  that  in  all 
o  ier  respects,  the  building  and  occupancy  shall  comply  with 
•all  laws,  rules  and  regulations  applicable  thereto  as  proposed 
and  as  indicated  on  plans  filed  with  this  appeal  marked 
Received  June  5,  1947,”  six  sheets,  one  sheet  marked 

NWmber  2^194(0’ 194?”  a"d  °nC  sheet  marked  “Received 


33-47-A 

APPLICANT— Randolph  M.  Smith,  for  Thomas  O’Rourke 
Gallagher,  owner. 

SUBJECT— Appeal  from  a  decision  of  th’e  borough  super¬ 
intendent. 

PREMISES  AFFECTED  205-32  99th  avenue,  south  side, 
bU  It  west  of  Francis  Lewis  boulevard  (Block  10853, 

appearances—  1S’  BorofIgh  of  Queens- 

For  Applicant :  Randolph  M.  Smith, 
h or  Administration  :  Samuel  L.  Becker,  Dep’t  of 
%  .  ,  Housing  and  Buildings. 

THE' VOTE  B0AR,)~Ar,1'eal  graded  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (33-47-A) 

Whereas,  Randolph  M.  Smith  for  Thomas  O’Rourke  Gal¬ 
lagher,  owner  filed  January  13,  1947  an  appeal  from  a  de- 

V?Sno!i°  the  ’orougl1  superintendent  affecting  premises  205- 
.L  99th  avenue,  south  side  60  ft.  west  of  Francis  Lewis  houle- 

Vaw, ?Ack  !,085f  Lot  25V  Hol,is>  Borough  of  Queens;  and 
V  ereas  the  decision  of  the  borough  superintendent  dated 
December  14,  1946  on  Misc.  Applic.  11120-46  reads: 

\\  ood  frame  construction  for  a  roof  sign  is  Con¬ 
trary  to  Section  B26-11.  Adm.  Code. 

3  Clear  height  of  seven  ft.  not  shown  provided  above 
root.  Section  B26-11  Adm.  Code. 

4.  Sign  shown  to  rest  on  wood  roof  beams  must  he 
sell-supporting  B26-11  Adm  Code” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  12  ft.  in  height,  40  ft.  by  30  ft.  in  area,  of  class  3  con- 
st ruction,  erected  in  1946,  located  in  a  business  use  D  area 
class  height  district  and  used  and  occupied  as  office  and 
storage— 2  persons  for  which  no  certificate  of  occupancy  has 
been  issued ;  and  J 

Whereas  the  applicant  contends  that  at  the  time  of  the 
erection  ot  the  sign  sheet  metal  was  practically  unobtainable; 
that  the  wood  construction  will  be  covered  with  sheet  metal 
as  soon  as  sneet  metal  of  the  type  necessary  is  obtainable- 
hat  a  clear  height  of  7  tt.  was  found  to  be  unsuitable  for 
this  t>pe  of  sign  ;  that  there  will  he  no  occupancy  of  the  roof  • 
diat  section  B26-11  of  the  Administrative  Code  does  not  state 
or  imply  that  the  sign  must  be  self-supporting;  that  present 
roof  beams  are  strong  enough  to  carry  the  existing  sign. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  11120-46,  be  and  it  hereby  is  modified 
and  that  the  appeal  he  and  it  hereby  is  granted  as  to  Objec¬ 
tion  2,  on  condition  that  the  sign  shall  in  all  other  respects 
comply  with  all  laws,  rules  and  regulations  applicable  thereto, 
other  than  as  modified  by  the  Board  under  Cal.  32-47-BZ; 
that  the  sign  shall  be  located  as  permitted  in  resolution 
adopted  this  day  under  Cal.  32-47-BZ  ;  and  withdrawn  as  to 
Objections  3  and  4. 


56-47-A 

APPLICANT — Frank  Scifo,  owner. 

SUBJECT— -Appeal  from  a  decision  re  an  order  ot  the  fire 
commissioner. 

PREMISES  AFFECTED— 2446  3rd  avenue,  north  side,  20 
ft.  2J4  in.  east  of  East  134th  street  (Block  2317, 
Lots  53  and  54),  Borough  of  The  Bronx. 

APPEARANCES—  ^  0 

For  Applicant:  Alan  G.  Treback  and  Frank  Scifo. 
For  Administration:  E.  A.  Meyer,  Fire  Dept. 
\CT10N  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  C  ommissioners 
Blum  and  Kleiner t  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (56-47-A) 

Whereas,  Frank  Scifo,  owner,  filed  January  20,  1947,  an 
appeal  from  a  decision  and  an  order  of  the  fire  commissioner, 
affecting  premises :  2446  3rd  avenue,  north  side,  20  ft.  2;J4  in- 
east  of  East  134th  street  (Block  2317,  Lots  53  and  54),  Bor¬ 
ough  of  The  Bronx  ;  and 

Whereas,  Order  #47860  LC,  issued  by  the  Fire  Commis¬ 
sioner  September  25,  1946  and  repeated  in  his  decision  dated 
1  )ecember  24,  1946,  reads  : 

“Before  a  permit  may  be  issued  for  the  storage  of 
loose  rags  and  hair,  the  following  must  he  done: 

‘1.  Provide  an  approved  type  fire  extinguishing  sys¬ 
tem  as,  for  instance,  a  sprinkler  system.’ 

It  is  unlawful  to  continue  the  storage  of  loose  rags 
and  hair  without  a  permit.  Please  notify  this  department 
promptly  when  this  order  has  been  complied  with.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  12  feet  in  height,  36  by  45  feet  in  area,  Class  3  and  4 
construction,  erected  in  1922,  located  on  a  lot  45  by  100  feet 
in  area,  in  an  unrestricted  use,  A  area,  Class  1  /z  height  dis¬ 
trict  ;  used  and  occupied  for  the  storage  of  hats,  furs,  hair 
and  feathers ;  and 

Whereas,  the  applicant  contends  that' he  buys  loose  mer¬ 
chandise  consisting  of  hats,  fur,  hair  and  feathers  from  junk- 
shops'  and  the  material  after  being  processed  is  sold;  that  all 
loose  merchandise  is  processed  and  baled  in  lots  of  500  pounds 
immediately  upon  being  received;  that  only  when  there  is  less 
than  500  lbs.  of  material  on  hand  at  any  given  time  does  the 
amount  of  loose  material  exceed  500  lbs.;  that  the  building 
consists  of  two  separate  buildings,  now  connected  by  a  door¬ 
way  ;  that  the  entire  building  is  50  ft.  by  60  ft.  in  area,  one 
building  being  brick  and  the  other  frame;  that  there  is  no 
stairway,  elevators,  cellars  or  basements;  that  the  entrance  is 
on  the  stair  level ;  that  all  processing  is  performed  in  the 
brick  structure  and  only  baled  material  stored  in  the  frame 
structure ;  that  any  loose  material  on  hand  is  stored  in  the 
brick  structure;  that  there  are  well-filled  sand  pails  on  the 
premises ;  that  there  are  no  employees  on  the  premises ;  that 
the  premises  are  being  used  temporarily  due  to  conditions 
1  revading  during  the  war  years ;  that  the  owner  has  not  been 
able  to  erect  a  permanent  structure;  that  as  soon  as  mate¬ 
rials  are  available  he  will  replace  the  present  structure  with 
a  modern  brick  building ;  that  the  Fire  Department  has  issued 
permits  from  1933  through  1945;  that  due  to  the  temporary 
nature  of  the  premises  and  the  method  of  conducting  opera¬ 
tions,  it  would  be  impractical  to  attempt  to  install  a  sprinkler 
system  and  it  is  therefore  requested  the  Board  grant  one  year 
in  which  to  replace  the  present  structure  with  a  modern  build¬ 
ing  and  that  the  instant  order  be  held  in  abeyance  during  such 


period;  that  if  this  request  for  one  year’s  time  should  be 
denied,  it  is  requested  that  the  order  he  modified  so  as  to 
permit  the  installation  of  fire  extinguishers  or  other  tem¬ 
porary  fire-prevention  equipment  ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board : 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  47860-LC,  Item  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  for  a  term  of  one 
(1)  year,  on  condition  that  the  premises  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner  and  shall  not  be 
increased  in  height  or  area;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  not  over  500  lbs.  of  loose  merchandise  shall  be 
maintained  on  the  premises  at  any  time. 


253-47-A 

APPLICANT— Max  Wechsler,  for  23rd  Street  Associates, 
Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 208-214  West  23rd  street,  south 
side,  100  ft.  west  of  7th  avenue  (1st  floor)  ;  Block 
772,  Lot  56),  Borough  of  Manhattan. 
APPEARANCES—  ,  ^ 

For  Applicant:  George  M.  Burgh,  Emanuel  Gold¬ 
berg  and  Max  Wechsler. 

For  Opposition:  O.  Mazzola.  _  I 

For  Administraton :  Samuel  L.  Becker,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . 9 

Negative:  Chairman  Murdock,  Commissioners 

Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (253-47-A) 

Whereas,  Max  Wechler  for  23rd  Street  Associates,  Inc., 
owner,  filed  March  19,  1947  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  208-214  West 
23rd  street,  south  side,  100  ft.  west  of  7th  avenue,  1st  floor 
(Block  772,  Lot  56),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  February  20,  1947  on  Alt.  Applic.  239-47  reads : 

“4.  Records  of  dept,  indicate  platform  to  be  new. 
Construction  should  be  shown  on  plans.  Wood  const, 
contrary  to  Sec.  C26-667.0  Adm.  Code. 

Whereas,  the  applicant  states  that  the  building  is  17 
stories  171  ft.  in  height,  100  ft.  by  118  ft.  9  in.  in  area  at 
1st  floor,  97  ft.  9  in.  by  100  ft.  in  area  at  typical  floor,  of 
class  1  construction,  erected  in  1926,  located  in  residence 
and  retail  use  B  area  class  1J4  height  districts  and  used  and 
occupied  since  1926  as  follows:  cellar— auditorium,  kitchen 
and  boiler  room— 200  persons;  1st  floor— auditorium,  stores 
and  dining  room— 300  persons  in  the  auditorium  and  60 
persons  in  the  stores  and  dining  room ;  2nd  to  15th  floors— 
hotel— 32  persons  on  each  floor;  penthouse— hotel— 10  per¬ 
sons  ;  that  no  change  in  use  or  occupancy  is  proposed  except 
that  the  1st  floor  auditorium  will  be  used  as  a  theatre  with 
an  occupancy  of  299  persons;  that  the  building  is  equipped 
with  an  approved  standpipe  system  and  an  approved  interior 
fire  alarm  system;  that  there  are  two  3  ft.  9  in.  wide  steel 
stairs  enclosed  in  4  in.  t.c.  equipped  with  fireproof  selt- 
closing  doors  and  leading  from  roof  bulkhead  direct  to 

street  *  tin  cl  jj 

Whereas,  the  applicant  contends  that  plans  were  approved 
for  the  construction  of  this  building  showing  the  stage  ot 
wood  construction,  19  ft.  deep;  that  the  stage  was  actually 
constructed  30  ft.  deep ;  that  the  stage  is  enclosed  in  4  in. 
t.c.  blocks  which  acts  as  a  fire  stop ;  it  is  therefore  requested 
that  the  Board  modify  the  requirements  of  the  borough 
superintendent  and  permit  the  wood  constructed  stage  to 
remain;  and 

Whereas,  the  premises  and  surrounding  area  .were  m- 
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CU  252-'?7-IttCOmmi'lee  0f  thc  U“?ld  connection  will, 
acS"™' Ah' AMlcd2l9J70Oh!'e.'0r0l,gL1  suPcrintendent 


376-47-A 

SUBIECTN  A~M^llf0p0litan  Cork  Co-  owner. 

«dSJr0m  “  decisi0n  rc  a"  °rdcr  of  the 

PREMISES  AFFECTED — 324-334  Ellery  street  east  side 
L  ' of  Broadway  (1st  floor)  ;  (Block  3133,' 

APPEARANCES  *  gl'  °f  Ur°oklyn- 

For  Applicant:  H.  P.  Wexlin 

Fire 

Affirmative :  .  n 

Negative:  Chairman  Murdock,"  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (376-47-A) 

s'iK  Metropolitan  Cork  Company,  owner,  filed  April 
-0,  047,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner  affecting  premises  324  to  334  Ellery  street 

no^th  of  Broadway  (1st  floor);'  (Block 
3133,  Lot  10),  Borough  of  Brooklyn;  and 

wf  H iio^der  f25‘LC'  jssued  *  «*  fire  commissioner 
August  15  1946,  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  March  26,  1947,  reads : 

“\ou  are  hereby  notified  that  an  inspection  of  the 
rZea  Preniises  used  to  store  and  use  enamel  and  thinner 
shows  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued  1 

.2.  Provide  that  all  dip  tanks  shall  be  provided  witli 
hinged  metal  covers  held  open  by  fusible  link;  such 

rC  eq“ipfed  w,ith  an  opening  to  permit  auto¬ 
matic  floodmg  of  lie  tank  with  fire  extinguishing  media 
\pe  and  so  located  as  the  fire  commissioner  shall 
direct.  Rule  4.1  Sprav  Rules  ” 

!  and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories,  40  ft.  in  height;  50  ft.  by  96  ft.  in  area,  of  Class  I 
construction;  erected  in  1 8S3 ;  located  on  a  ploi  125  ft'  bv 
tuu  it.  Ill  area,  in  an  unrestricted  use,  B  area,  Class  VA 
height  district  and  used  and  occupied  since  1946  for  the 
°f  c°rk  stoppers,  3  persons  on  the  1st,  12  on 
e  2nd,  22  on  the  3rd  floor;  that  no  certificate  of  occupancy 

nl^Ti  1f!I,ed:i',m-  no  change  in  use  or  occupancy  is  pro- 
I  o-sed ,  that  the  building  is  equipped  with  an  approved  sprin¬ 
kler  system  throughout,  a  standpipe  system  and  approved 
interior  fire  alarm  system  and  fire  drills  are  maintained; 
bat  there  are  two  4  ft.  wide  steel  and  slate  stairs,  enclosed 
in  partitions  of  tile  and  plaster,  equipped  with  metal  self- 
closing  doors  and  leading  from  roof  bulkhead  direct  to 
street  and  two  fire  escapes  extending  to  roof  by  ladder  and 
to  street  and  yard  by  stairs,  with  egress  through  yard  to 
stieet;  that  windows  and  door  openings  on  the  course  of  the 
nre  escape  are  fireproof  self-closing;  and 
Whereas,  the  applicant  contends  as  to  Item  2  of  the  fire 
commissioner’s  order  that  a  fusible  link  is  not  adaptable  to 
the  specially  built  machine  in  question;  that  the  machine 
operates  as  follows;  the  cover  is  put  up,  then  wooden  discs 
are  placed  in  a  basket  inside  the  machine  and  paint  is 
pumped  in  from  a  tank  and  then  cover  closed;  that  when 
the  cover  is  closed  the  machine  is  operated  for  approximately 
1  minute,  the  cover  raised  and  the  material  taken  out  com¬ 
pletely  dry ;  that  the  excess  paint  in  the  machine  returns  to 
the  tank  during  the, operation  of  the  machine ;  that  the  com¬ 
pete  operation  requires  a  little  over  a  minute  and  it  is  thus 
telt  that  a  fusible  link  could  not  be  made  adaptable  for  this 
■ype  of  machine ;  that  the  machine  is  only  operable  when  the 
rover  is  closed;  that  all  other  precautions  have  been  taken 


and’aH1 7*  ,°f  "’l  firc  co"™i«ioner's  order 

'.™.  2l1e“ba0|UaW;rda„TaVe  be“ 

of  fl,e ’Board  ",e  PremiSeS  wcre  insl*««l  <»•  a  Committee 

a  -d 
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475-47-A 

SUBTECTNA7StffS  Waste  I>aI,er  Co-  owner. 

5  ULJLCl— Appeal  from  an  order  and  a  decision  of  the 
__  fire  commissioner. 

1  REMISES  A FFECTED — 77  Nicholas  avenue,  northeast 
corner  of  S  aighr  street  (Block  1086,  Lot  16)  Port 

appearXnTes- orough  of  Richmond- 

For  Applicant— John  J.  Stokes. 

ACTIOiN  °OF  A Rnti0?  :  Ef  A'  Me>’er-  Fire  Uep’t. 
THE  VOTE _  Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Negative:  ^  Kleinert  and  DePuty  Chief  Guinee  4 

THE  RESOLUTION  (475-47-A) 

May  *1^1947  anne^f' ^  Paper  Company,  owner,  filed 
£  y  T  .4/.  an  aPPeal  from  an  order  and  decision  of  the 
fire  commissioner,  affecting  premises  77  Nicholas  avenue 

P°it  RaiebC°rn7 p°f  S'^gIlt  streel  (Block  1086  Lot  T6)  ’ 
R(U7T.rl1Chm°r^’  .Borough  of  Richmond ;  and  A 

March  6™  1 947'  t  nd 5 1  °91LC ,lssue6  by  the  fire  commissioner 
iviarcn  0,  194/  and  referred  to  in  a  decision  of  +j-,Q  c. 

commissioner  dated,  April  15,  1947  reads  :  ^ 

efore  a  permit  may  be  issued  for  the  storage  of 

loose,  paper  a„d  baled  paper,  the  following  muS  hi 

tent  ” Provlde’  an  aPProved  fire  extinguishing  sys- 
and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  basement,  18  ft.  in  height,  30  ft.  bv  82  ft  in  area 
of  class  3  construction,  erected  prior  to  1908  located  in  an 
unrated  e  C  area  class  1  %  height  district  and  used 
a  d  °ccup'ed:  basement— storage  of  baled  paper;  1st  floor- 
storage  of  loose  paper— 6  persons;  that  the  building  is 

one 1  stalrwn ' *  f  one,  3  fL  vvlde  WOfl  unenclosed  stairs  and 
one  stairway  from  basement  to  yard  ;  and 

consist?  IT 'a  tHe  applicant  statef  that  the  basement  floor 
wdis  arc  V?4  -in'  i°f-  r°nCrcCtC  and  the  sides,  front  and  rear 
hi  ;  t  K2  in-  knck’  that  the  first  flo°r  is  supported  in 
le  center  by  a  10  m.  by  lO.in.  wood  beam  supported  every 

°  (n  Py  anai7n  Iall-V  column ;  that  the  floor  beams  are  2  in. 
of  r  u  o/2' 111 L 00  centers;  that  the  floor  is  constructed 

VDe  thit  l1"'  byf8-,n’  an,d  arC  °f  lhe  tongue  and  groove 
pe,  that  the  roof  is  peak  type  roof  construction  with 
asbestos  shingle  covering;  and 

.  Whereas,  the  applicant  contends  that  the  building  is 
isolated  and  easily  accessible  on  all  sides;  that  the  nearest 
building,  a  two  story  frame  structure,  surfaced  with  asbestos 
shingles,  is  100  ft.  from  the  nearest  point  of  the  buildmg  in 
question,  that  the  railroad  which  is  located  north  of  the 
premises  is  elevated  22  ft.  above  street  level  and  is  SO  ft 
from  the  premises;  that  this  is  an  electrified  railroad  thus 
eliminating  any  danger  from  flying  sparks;  that  there  are 
24  sand  and  water  pails,  12  in  the  basement  and  12  on  the 
first  floor;  that  there  is  no  smoking  permitted  in  the  build¬ 
ing;  that  there  is  a  fire  extinguisher  near  each  of  the  two 
pieces  of  electrical  equipment,  the  baling  press  and  thc 
hoist ;  that  all  ma  n  electrical  switches  are  disconnected  each 
night  at  closing;  that  there  are  sufficient  exits  in  the  event 
of  emergency;  that  there  arc  never  more  than  six  persons 
on  the  premises  at  any  one  time;  that  not  more  than  \V> 
tons  ot  loose  and  15  tons  of  baled  paper  is  kept  on  the 


MINUTES 


premises  in  the  basement  and  shipments  are  made  regularK  , 
that  the  owner  has  conducted  this  business  on  these  premises 
for  the  past  seven  years  and  no  complaint  was  ever  received 
during  th  s  time  or  order  issued  for  the  installation  ot 
additional  equipment;  that  the  premises  were  recently  pur¬ 
chased  bv  the  applicant  without  any  knowledge  of  an  exist¬ 
ing  violation;  that  the  installation  of  a  fire  extinguishing 
system  was  neither  contemplated  nor  included  in  the  ex¬ 
penses  incurred  in  connection  with  the  purchase;  that  in 
view  of  the  existing  scarcity  of  materials  plus  the  fact  that 
prices  arc  inllated,  the  installation  of  a  complete  new  system 
at  this  time  would  cost  two  or  three  times  the  cost  of  a 
similar  system  in  normal  times;  that  such  an  expenditure 
would  work  an  extreme  hardship  on  the  owner;  that  it  is 
therefore  requested  that  the  Board  permit  in  lieu  ot  the 
installation  of  a  si  rinkler  system  as  required  by  the  order 
additional  sand  and  water  pails*  hand  fire  extinguishers  and 
coverings  for  lights  or  in  the  alternative  it  the  Board  feels 
that  the  order  must  be  compked  with,  it  is  requested  that  30 
months  be  given  to  complete  the  installation  and  a  temporal  y 
permit  be  issued  in  the  interim  for  the  conduct  ol  the 

business.  ,  , 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  Order  S1001LC,  Item  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  maintained  as  proposed  and  to  the 
satisfaction  of  the  fire  commissioner;  that  such  portable 
fire-fighting  appliances  shall  he  maintained  as  the  fiie  com¬ 
missioner  shall  direct  and  until  a  one  source  sprinkler  system 
is  installed  in  the  building  which  shall  be  within  two  (2) 
vears  from  the  date  of  this  resolution ;  that  plans  for  such 
sprinkler  system  shall  be  immediately  filed  with  the  Depart- 
ment  fo  Housing  and  Buddings;  that  this  variance  shall 
continue  only  so  long  as  the  building  is  maintained  as 
proposed  and  to  the  satisfaciton  of  the  fire  commissioner. 


482-47-A 

\PPLICANT — M.  and  J.  Shiftman,  for  Richmond  Burner 

Coal  Co.,  owner.  . 

SUBJECT— Appeal  from  an  order  and  a  decision  ot  the 
fire  commissioner,  re  Transportation  of  Fuel  Oil  m 
Tank  Truck  in  New  York  City  (weight  of  chassis 
not  in  conformity  with  Fire  Department  specifica¬ 
tions  covering  Tank  Trucks). 

appearances— 

For  Applicant :  Michael  Shiftman. 

For  Administration:  K.  A.  Meyer,  Fire  I)ept. 
U'TION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE-  _ 

Affirmative:  Chairman  Murdock,  Commissione. s 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . J . ^ 


THE  RESOLUTION  (482-47-A) 

Whereas  M  and  T.  Shiftman,  for  Richmond  Burner 
Coal  Company,  owner,  filed  May  19,  1947  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner  relating  to 
the  use  of  the  tank  truck  for  the  transportation  of  fuel  oil 
from  Bayonne,  New  Jersey  to  West  Brighton,  Staten  island; 

Whereas  0"der  50088-LC  issued  by  the  fire  commis¬ 
sioner  January  24,  1947  and  referred  to  in  a  decision  of  the 
fire  commission  dated  May  16,  1947  reads:  „TTQ 

“An  inspection  of  truck  #16,  Autocar  Chassis  #C- 
144-A4893  used  for  the  transportation  of  any  liquid 
product  of  petroleum,  shale  oil  or  coal  tar,  as  required 
bv  Section  09-52.0- A,  Title  C  Part  1  Article  8  of  the 
Administrative  Code  of  the  City  of  New  York,  shows 
the  following  requirement  necessary  before  a  permit  can 

be  issued.  .  .  ,  ,,  , 

1.  Discontinue  the  use  of  chassis  for  the  reason  that 

it  is  less  than  the  minimum  weight  allowable.  Section 
17.1.” 

Whereas,  the  applicant  states  that  the  truck  in  question 


is  a  model  U8144  autocar ;  that  the  stripped  weight  of  said 
chassis  without  cab,  tvater,  gas  etc.  is  13,715  lbs.,  leaving 
4.282  lbs.  over  as  margin  of  28%  as  required  by  the  Fire 
Department ;  and 

Whereas,  the  applicant  contends  that  the  manufacturers 
of  the  truck  will  not  furnish  a  certificate  for  this  chassis  to 
carry  2,500  gallons  of  fuel  oil  as  required  by  the  Fire  De¬ 
partment.  _  ,  . 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  50088-LC,  Item  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby -is  granted  on  condition  that 
in  all  other  respects  the  requirements  of  the  fire  commis¬ 
sioner  shall  be  complied  with  and  to  his  satisfaction. 


APPLIANCE  AND  MATERIALS  SUBMITTED  FOR 

APPROVAL 

729-44-SA 

APPLICANT— The  American  Laundry  Machinery  Co., 
owner.  . 

SUB1ECT— Noex  Safe  Petroleum  Dry  Cleaning  Unit, 
Models  1.  1A,  IB.  1C,  2,  2A,  2B  and  2C,  approval  of. 

APPEARANCES—  „  T  _ 

For  Applicant  :  N.  L.  Burris  and  R.  L.  Gerling. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Test. 

THE  VOTE  TO  APPROVE—  .  . 

Atfirmtive :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


THE  RESOLUTION  (729-44-SA) 

Whereas,  the  report  of  a  Committee  on  lest  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Cal.  # 729-44-SA 

Subject-  Noex  Safe  Petroleum  Dry  Cleaning  Unit, 
Models  1,  1A,  IB,  1C,  2,  2A,  2B  and  2C.  approval  of 
The  American  Laundry  Machinery  Company  filed  on 
December  15,  1944  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Noex  Safe 
Petroleum  Dry  Cleaning  Unit,  Models  1,  1A,  IB,  K  . 
2.  2A,  2B  and  2C,  under  the  provisions  of  Title  C,  hire 
Prevention  Code,  Part  1,  Act  1,  Administrative  Code. 


Description  of  Unit 

These  dry  cleaning  units  are  types  commonh  used  in 
dry  cleaning  plants.  I  he  washers,  extractors,  fillers, 
etc.,  operate  at  ordinary  room  temperature; — the  stor- 
u<re  tanks  are  not  heated.  While  the  drying  tumblers 
and  the  vacuum  stills  are  heated  by  steam  during  opera¬ 
tion  proper  safeguards  are  provided  to  prevent  the 
escape  of  vapors  into  the  room.  The  cleaning  solvent 
has  a  comparatively  high  volatility,  the  Hash  point 
(closed  cup)  being  not  less  than  138.2  F.  Witn  tins 
type  of  solvent  no  vapors  would  enter  room  and  explo¬ 
sion-proof  electrical  equipment  would  not  be  required. 
The  maximum  quantity  of  solvent  stored  or  being  used 
above-ground  does  not  exceed  275  gallons.  fc 

These  dry  cleaning  systems  are  designed  to  provide  a 
closed  system  for  cleaning  wearing  apparel  fabrics,  etc. 
with  the  above  mentioned  solvent,  by  immersion  ana 
agitating  in  a  bath  of  solvent  in  a  machine  designatca 
as  the  washer.  After  the  washing  operation  the  mate¬ 
rial  is  transferred  to  another  machine,  the  extractor, 
where  excess  solvent  is  extracted  by  centrifugal  action. 
The -material  subjected  to  the  extracting  process  -s  ttien 
placed  in  another  machine  called  a  drying  tumbler, 
where  it  is  air  dried  and  deodorized. 

The  unit  is  an  assembly  of  machines— solvent  storage 
tanks  and  pumps,  together  with  the  necessary  solvent 
purification  equipment  consisting  of  one  or  two  tute  • 
and  a  steam  heated  stdl.  Final  purification  of  the  sol¬ 
vent  is  accomplished  in  the  still  which  operates  u  ufij ; 
a  high  degree  of  vacuum.  .  ,  ,  ,,  ,  -K 

it-i  cmcrlp  (loili)lc  linitS. 
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Single  units  are  designated  as  Models  1,  1A,  IB  and  1C 
Double  systems  arc  Models  2,  2A,  2B  and  2C. 

Ineie  are  two  above-ground  storage  tanks  of  HS 
gallons  capacity  each.  Q„c  of  the  tanks  is  used  for 
slorage  of  contaminated  or  dirty  solvent,  and  the  other 
tor  the  storage  ot  clean  solvent.  The  single  unit  system 
fe  a,  so'vcnt  .opacity  of  270  gallons  above  ground’ 

u  double  un-t  has  an  underground  capacity  of  770 
gallons  but  no  solvent  is  stored  above  ground  except 
tnat  contained  temporarily  in  the  washer,  in  the  filters 

S  'opelatiois .  UnnB  dry  C'eani"s  and  P-rifica-- 

Drying  tumblers  and  extractors  of  both  single  and 

drlvpC  llw  SiySten,finre  equ,pped  with  individual  motor 
emnlov  f efS’  fi,lte,r .  Pumps  and  still  pumps  may 
employ  belt  form  of  drive  from  a  common  pulley  anil 

drive-  S  iaft’  01  may  be  equ'PPed  with  individual  motor 

Initial  starting  of  each  system  is  accomplished  by 
Inst  tilling  the  two  storage  tanks.  Proper  manipulation 
oi  valves  ot  single  unit  system  permits  solvents  to  flow 
-  gravity  from  one  of  aboveground  storage  tanks  into 
washer.  A  self  closing  valve  is  required  to  be  held 
open  manually  while  the  washer  is  being  charged  with 
soh-ent.  When  released  the  valve  closes  automatically 
and  shuts  off  further  flow  of  solvent  into  washer  The 
double*  unit  system  requires  an  additional  pump  'desig¬ 
nated  as  a  service  pump  to  withdraw  solvent  from 
underground  tanks.  Each  washer  of  the  double  system 
is  provided  with  a  momentary  contact  switch  which 
controls  the  service  pump  motor.  This  switch  is  re- 
quned  to  be  held-in  manually  and  when  released  opens 
the  pump  circuit  automatically,  thus  causing  the  service 
pump  to  stop. 

After  the  washer  has  been  filled  with  solvent  to  the 
proper  level,  the  filter  pump  is  started  to  circulate  the 
cleaning  liquid  through  the  filter  and  thence  back  to 
the  washer  A  filtering  powder  is  added  to  the  solvent 
in  the  washer,  which  is  finally  deposited  on  the  screens 
ot  t tie  filter.  This  precoat  on  the  filter  screens  assists 
in  removing  insoluble  substances  from  the  solven! 

glasses  are  located  in  the  p:pmg  leading  to  and 
from  the  filter  enabling  the  operator  to  ascertain  the 
condition  of  the  solvent. 

Insoluble  substances  adhering  to  the  filter  screens 
causes  resistance  to  the  flow  of  solvent  and  builds  up 
pressure.  When  the  pressure  builds  up  to  30  p.s.i.  the 
screens  are  scraped  by  an  enclosed  mechanism.  A  per¬ 
forated  cylmder  with  two  doors  diametrically  opposite 
each  .other  is  provided  w;thin  the  washer.  This  cylinder 
is  charged  with  wearing  apparel  to  be  dry  cleaned,  after 
which  the  cylinder  doors  and  the  washer  cover  arc 
closed.  An  interlocking  safeguard  prevents  starting  of 
the  washer  as  long  as  cover  is  open.  This  safeguard 
also  prevents  opening  of  the  washer  cover  while  machine 
:s  in  operation.  The  washer  is  then  started  and  the 
wash  ng  operation  is  continued  until  the  solvent  shows 
clear  in  the  sight  glass  in  the  solvent  piping  leading  to 
the  filter.  After  the  washing  is  judged  completed,  the 
washer  is  stopped  and  the  cover  is  opened.  A  drain 
hoard  is  inserted  into  the  inner  cylinder.  The  cylinder 
is  then  closed  and  latched.  The  cylinder  is  then  inched 
to  place  opposite  door  in  upper  position  which  places 
the  cleaned  material  on  the  top  of  the  drain  board. 
After  permitting  the  excess  solvent  to  drain  from  the 
material,  the  drain  board  and  the  cleaned  material  are 
removed  and  a  new  load  is  ready  to  be  placed  in  the 
washer.  The  drained  material  is  transferred  to  the 
drum  of  the  extractor.  Interlocking  safeguards  prevent 
starting  while  door  is  open — also  prevent  opening  cover 
during  operation.  The  drum  in  the  extractor  operates 
at  high  speed,  thus  removing  excess  soh-ent  by  centri¬ 
fugal  force.  The  extractor  solvent  drains  into  ex¬ 
tractor  drain  tank.. 

Following  the  solvent  extractor  operation,  the  mate¬ 
rial  :s  transferred  to  drying  tumbler  where  it  is  dried 
and  deodorized. 


I  unfying  of  contaminated  solvent  in  the  dirty  solvent 
tank  is  accomplished  in  the  still  and  is  carried  on  inde¬ 
pendently  of  actual  dry  cleaning  operation.  In  the 
lower  portion  of  still  are  steam  heated  coils.  The  steam 
enters  these  cods  at  a  pressure  of  not  over  75  p.s.i. 
Steam  exhaust  from  the  coils  is  piped  to  outside  of  the 
building.  A  steam  injector  is  used  to  create  initial 
vacuum  in  the  still.  When  a  vucuum  of  from  16  to  20 
inches  is  developed,  solvent  is  then  permitted  to  enter 
ic  still  and  is  maintained  at  a  constant  level  by  a  float- 
actuated  valve.  About  ten  minutes  is  required  for  the 
solvent  in  the  still  to  become  warm,  after  which  the 
still  pump  is  started. 

When  the  still  has  become  properly  warmed  and  the 
required  degree  of  vacuum,  about  27  inches,  has  been 
developed  in  the  still,  distillation  of  the  solvent  takes 
place.  Condensation  of  the  solvent  vapors  is  accom¬ 
plished  in  a  vapor  condensing  unit  incorporated  in  the 
still  assembly.  This  condensing  unit  is  water  cooled 
the  temperature  of  the  water  in  the  discharge  side  being 
maintained  between  170  and  180  degrees  F.  Solvent 
vapors  thus  hqu  fied  are  pumped  into  the  clean  solvent 
storage  tank. 

Single  unit  systems  No.  1,  1A,  IB,  and  1C,  and  double 
unit  systems  No.  2,  2A,  2B  and  2C,  are  similar  in 
construction  and  arrangement  but  vary  only  with  regard 
to  the  s.ze  and  number  of  machines  and  parts  and  the 
use  of  above-ground  or  underground  solvent  storage 
tanks  and  form  of  power  drive. 

Number  of  Machines  or  Parts 
Used  in  System 

Single  Unit  Double  Unit  Item  No. 
Systems  Systems  of 

Nos.  1,  Nos.  2,  Machine 

Machine  or  Part  1A,  IB  or  1C  2A,  2B  or  2C  or  Parts 

Washer  .  i  2 

Extractor  .  j  ]  9 

Drying  Tumbler .  1  2  t, 

Filters  .  1  2  4 

Button  trap  .  1  2  5 

Still  assembly  .  1  ^ 

Moisture  Absorber .  1  j  7 

Dirty  solvent . 1  (135  gal.—  1  (385  gal.—  8 

Storage  tank  aboveground)  ‘underground) 

Clean  solvent  . 1  (135  gal.—  1  (385  gal.—  Q 

aboveground)  underground) 

Extractor  drain  tank.  . .  l  Not  used  10 

Filter  pumps  .  i  2  ]j 

Still  pumps .  1  |  j  2 

Service  pump  .  Not  used  1  13 

Below  are  given  the  sizes  of  the  washers,  the  ex¬ 
tractors  the  drying  tumblers,  the  filters  and  the  still 
used  with  the  various  systems. 

Size — In. 

System  Drying  Size— GPH 

No.  Washer  Extractor  Tumbler  Filter  Still 

30  by  40  20,  26  or  30  36  by  30  1000  or  1300  35 

1A  30  by  48  36  or  30  36  by  3.0  1300  35 

IB  30  by  40  20,  26  or  30  36  by  30  1000  or  1300  35 

1C  ,  30  by  48  26  or  30  36  by  30  1300  35 

30  by  40  26  or  30  36  by  30  1300  75 

2A  30  by  48  26  or  30  36  by  30  1300  75 

2B  30  by  40  26  or  30  36  by  30  1300  75 

2C  30  by  48  26  or  30  36  by  30  1300  75 

The  following  indicates  the  capacities  of  the  washers, 
the  extractors  and  the  drying  tumbler: 

Solvent 

Garment  Capacity — 

Machlne  Size— Tn.  Capacity— Lb.  Max.  Gal. 

Washer .  30  by  40  55  (dry  weight)  58 

Washer  .  30  by  48  65  (dry  weight)  68 

Extractor  .  20  25  (dry  weight) 

Extractor  .  26  45  (dry  weight)  _ 

Extractor  .  30  75  (dry  weight) 

Drying  Tumbler .  36  by  30  45  (dry  weight) 
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Below  is  indicated  the  form  of  drive  employed  with 
the  systems  for  driving  the  washers,  filter  pumps,  and 
still  pump,  all  other  machines  and.  pumps  being  equipped 
with  individual  motor  drive. 


Form  of  Drive  to  Washer,  to 
Filter  Pump  and  to 

System  No.  Still  Pump 

Single  Unit .  1  Belt  drive 

Single  Unit  .  1A  Belt  drive 

Single  Unit  .  IB  Individual  motor  drive 

Single  Unit  .  1C  Individual  motor  drive 

Double  Unit .  2  Belt  drive 

Double  Unit .  2A  Belt  drive 

Double  Unit .  2B  Individual  motor  drive 

Double  Unit .  2C  Individual  motor  drive 


These  units  lrave  been  inspected,  tested  and  approved 
by  the  Underwriters  Laboratories,  Tnc. 

Application  #41C2590  a  copy  of  the  report  has  been 
filed  with  this  application  and  is  a  part  of  this  record. 

An  inspection  and  test  of  this  unit  was  made  by  a 
Committee,  consisting  of  Commissioner  Charles  M. 
Blum  and  Chief  Engineer  Leslie  V.  Huber. 

Recommendations 

On  the  basis  of  this  inspection  and  test  and  the  data 
submitted  by  the  applicant,  the  Committee  on  Test 
recommended  that  the  Noex  Safe  Petroleum  Dry  Clean¬ 
ing  Unit,  Models  1,  1A,  IB,  1C,  2,  2A,  2B  and  2C,  be 
approved  for  voluntary  use  in  New  York  City  provided 
the  system  be  constructed  and  installed  in  accordance 
with  the  specifications  of  the  report,,  that  the  solvent 
used  have  a  Hash  point  of  not  less  than  138.2  degrees 
F. ;  that  the  apparatus  be  installed  and  maintained  with 
a  clear  open  space  of  not  less  than  3  ft.  in  width  in  all 
directions  around  the  system  except  on  a  side  adjacent 
to  a  wall;  that  for  a  distance  of  not  less  than  4  ft. 
unless  adjacent  to  a  wall  beyond  the  projected  area  of 
all  the  equipment  there  shall  be  provided  an  incombus¬ 
tible  floor  over  any  existing  combustible  floor  and  all 
combustible  partitions  within  5  ft.  of  the  equipment 
shall  he  fire-retarded  in  accordance  with  the  Rules  of 
the  Board ;  that  there  shall  he  provided  in  the  ceiling 
over  the  extractor  and  tumbler  a  standard  sprinkler 
head  connected  to  the  house  water  supply  by  a  one  inch 
supply  line;  that  each  unit  containing  solvent  shall  have 
in  white  letters  on  a  red  background  in  a  location 
visible  to  the  operator,  a  label  reading  as  follows:  1st 
line — “Caution”  ;  thereafter  the  following  wording — 
“Solvent  used  shall  not  have  a  flash  point  of  Jess  than 
138.2°  F.” ;  that  an  interlocking  device  shall  be  pro¬ 
vided  between  the  exhaust  fan  and  drying  tumbler  oper¬ 
ating  mechanism  so  as  to  shut  down  the  tumbler  in  rase 
of  fan  failure;  that  the  operator  of  the  equipment  shall 
have  a  certificate  of  fitness  issued  by  the  Fire  Commis¬ 
sioner;  that  the  system  shall  be  installed  only  in  build¬ 
ings  of  Class  1,  2  or  3  construction;  that  the  manufac¬ 
turer  of  the  equipment  shall  make  an  inspection  of  all 
equipment  at  least  twice  a  year  to  determine  whether 
specifications  are  being  lived  up  to;  that  the  quick  open¬ 
ing  valve  control  for  steam  smothering  line  shall  he 
located  in  a  remote  place;  that  the  system  shall  have  a 
label  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  Citv  tinder  Cal.  No. 
729-44  SA”  and  that  the  equipment  be  installed  as  a 
complete  unit,  and  no  part  thereof  shall  be  separately 
installed  in  any  other  system. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  in  accordance  with  the  above 
report. 


339-46-SM 

APPLICANT — Apex  Block  Corp.,  owner. 

SUBJECT — Apex  Block  Corp.  Hollow  Cement  and  Cinder 
Blocks,  size  8"  x  8"  x  16"  to  include  approval  of 
8"  x  8"  x  18",  8"  x  12"  x  16"  Hollow  cinder  and 
cement  blocks  and  4"  x  8"  x  18”  Hollow  Cinder 
Blocks  (reopened  April  22,  1947  re  amendment  of 
resolution) . 

APPEARANCES— 

For  Applicant :  Max  E.  Leavens. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (339-46-SM) 

Whereas,  Apex  Block  Corp.,  owner,  filed  on  May  6,  1946, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  Apex  Block  Corp.  Hollow 
Cement  and  Cinder  Blocks;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
February  23,  1947,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
April  22,  1947,  subject  to  usual  procedure;  and 
Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Cal..  339-46-SM  May  23,  1947 

Subject :  Amendment  to  resolution  of  February  25,  1947, 
approving  Apex  Block  Corporation  Hollow 
Cement  and  Cinder  Blocks  size  8"  x  8"  x  16" 
to  include  approval  of  8"  x  8"  x  18",  8"  x  12"  x 
16"  Hollow  cinder  and  cement  blocks  and  4"  x 
8"  x  18"  Hollow  Cinder  Blocks. 

Underf  date  of  February  25,  1947,  the  Board  of  Stand¬ 
ards  and  Appeals  approved  the  Apex  Block  Corporation, 
8"  x  8"  x  16"  hollow  cement  and  cinder  blocks.  The 
applicant  on  April  10,  1947,  requested  a  reopening  of  the 
application  to  include  aprpoval  of  8"  x  8"  x  18",  8"  x  12" 
x  16"  hollow  cinder  and  cement  blocks  and  4"  x  8"  x  18" 
hollow  cinder  blocks. 

The  application  was  reopened  by  vote  of  the  Board 
April  22,  1947,  for  test  and  report.  Samples  of  these 
blocks  were  selected  by  Commissioner  Charles  M.  Blum 
of  the  Committee  on  Test  marked  and  forwarded  to 
Columbia  University  for  compression  and  absorption 
tests.  These  tests  were  made  April  21,  1947,  with  the 
lollowing  results: 

4"  x  8"  x  18"  three  cell  hollow  cinder  block  average 
gross  area  in  sq.  in.  74,  average  compression  strength 
670  p.s.i.,  absorption  average  %  19.1. 

8"  x  12"  x  16"  three  cell  hollow  concrete  block  average 
gross  area  190  sq.  in.,  average  compression  strength 
2505  p.s.i.,  absorption  average  %  7.11. 

8"  x  8"  x  18"  three  cell  hollow  cinder  block  average 
gross  area  139.5  sq.  in.  Average  compressive  strength 
761  p.s.i.  Average  absorption  %  18.9. 

Recoin  m  endation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Test  recommends  the  amendment  of  the  resolution  of 
February  25,  1947,  to  include  the  approval  of  the  Apex 
Block  Corporation  4"  x  8"  x  18"  hollow  cinder  block  for 
use  as  non-load  bearing  partition  blocks,  8"  x  12"  x  16 
and  8"  x  8"  x  18"  hollow  concrete  blocks  and  8"  x  8"  x 
18"  hollow  cinder  blocks,  as  load  bearing  and  non-load 
hearing  partition  blocks,  when  manufactured  as  set 
forth  in  the  resolution  of  February  25,  1947,  and  used 
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in  the  ferctio”  of  lhe  Administrative  Building 
v-  ode  as  therein  set  forth.  ° 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

nTn'y  TT  ,he  resolut,on  of  February  25,  1947,  in  accord- 
ance  with  the  above  report. 


415-46-SM 

SUBIFCTN(rAMRAn  DK,rab^e  Cement  B,ock  Co-  owner. 
SUBJEC1— M.A.B.  Durable  Cement  Block  8"  x  8"  x  16" 

APPEARANCES— Crete)*  aPPr°Va'  °f' 

bor  Applicant;  Frank  Maganaci  and  Peter  T 
Banks. 

AC  I  ION  OF  BOARD— Material  approved  in  accordance 
mui'  report  of  the  Committee  on  Test. 

1  HE  VOTE  TO  APPROVE — 

Affirmative ;  Chairman  Murdock,  Commissioners 
Blum  and  Ivleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  '  q 

THE  RESOLUTION  (415-46-SM) 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 
Re:  Cal.  415-46-SM. 

Subject:  M.A.B.  Durable  Cement  Block 
H  x  8  x  16"  L.B.H.  (concrete), 
approval  of. 

M. ^13.  Durable  Cement  Block  Company  of  Brooklyn, 
New  York,  filed  on  June  6,  1946  an  application  with  the 

<  7B  mtanid^iS  „Appeals  under  the  Provisions  of 
( -6-178.01)  and  C26-309.0  Administrative  Building  Code 
for  approval  of  M.A.B.  Durable  Cement  Block. 

Description 

These  blocks  are  made  in  one  size  8"  x  8"  x  16"  parti¬ 
tion  and  wall  blocks  and  are  composed  of  one  part  by  . 
volume  of  approved  high-early  Portland  cement  and  3 
parts  by  volume  of  sand  and  2)4  gallons  of  water  per 
hag  ot  cement  with  correction  for  contained  water  and  a 
yield  ot  15  blocks  per  bag  of  cement.  The  cement  and 
sand  are  measured  until  the  required  amount  is  ready, 
men  mixed  in  a  Rex  mixer  and  the  necessary  amount  of 
water  added  during  mixing.  The  blocks  are  then  made 
in  a  concrete  block  machine.  They  are  stored  in  an  en¬ 
closed  space  provided  with  heating  and  moisture  equip- 

r?°llt|  [T.three  d,ays  to  cure'  They  are  then  allowed  to 
stand  vd.  days  under  cover  before  being  used. 

Inspection  and  test  of  the  plant  of  the  applicant  was 
made  on  March  5,  1947.  Present  at  this  inspection  and 
test  were  Commissioner  Charles  M.  Blum  and  Chief  En¬ 
gineer  Leslie  V.  Huber  of  the  Committee  on  Test  and 
Prank  Maganaci  and  Peter  Banks,  representing  the  appli- 

()n  April  1,  1947,  compression  tests  were  made  of 
mocks  winch  were  manufactured  and  identified  by  the 
Comnnttee  on  Test  and  tested  as  laid  in  the  wall  at  the 
Pittsburgh  I  esting  Laboratory  in  accordance  with  the 
requirements  of  C26-309.0,  Administrative  Building 
ihAe  methods  of  test  were  those  prescribed  by 
t  26-326.0  Administrative  Building  Code.  Present  at  this 
test  was  Chief  Engineer  Leslie  V.  Huber. 

Results  of  tests  were  as  follows  : 

«  ^  ,!6"  hollow  blocks  average  compressive 

strength  1297  lbs.  p.s.i.  A  check  of  the  voids  of  this 

themaTLB  H  ^  b'°ck  had  45%  voids-  classifying 


4nO<wniUm  capacily  °J  testing  machine  used  was 
400,000  lbs.;  gross  area  of  blocks,  120  sq.  in.;  absorption 

Recommendation 

t£"  d,e  l,asis  of  the  foregoing  data  the  Committee  on 
lest  recommends  the  approval  of  the  M.A.B.  Durable 
Hollow  Cement  Block,  size  8"  x  8"  x  16"  L.B.H.  (as 
manufactured  as  herein  set  forth  at  the  applicant’s  piant) 
pursuant  to  Section  C  26-191.0  for  use  under  C26-I09  0 

non  &  kU  CS-  °f  the  Board  for  nse  load  bearing  and 
non-load  bearing  masonry,  as  provided  in  Sub.  Article  4 

uf  Art.  9  of  Chapter  26,  Administrative  Building  Cod« 

lions  apPr°Va  IS  rec°mmended  on  the  following  condi- 

L  That  these  units  be  manufactured  according  to  the 
same  shedficatmns  as  herein  set  forth.  g 

2  1  bat  these  units  be  manufactured,  cured  stored  and 

txalive  BiMT  thJf  requirements  of  the  Adminis¬ 

trative  Building  Code  and  the  Rules  of  the  Board  for 

Unit?anUfaCtUre’  tCSting  and  USe  °f  Concrete  Masonry 

S.kS.JandsT6  ^  marked  aS  required  by  Rules 

4.  That  Rule  8.5  be  complied  with. 

r5;  ,at  mne  copies  of  drawings  showing  the  manu¬ 
facturer  s  distinguishing  mark  and  its  method  of  appli- 

ad8  ?Wsbh,1MC  addlt,10nal,  m,arks  required  by  Rules  8.1 
and  8.2  shall  be  filed  with  the  Board  and  accepted  be¬ 
fore  the  approval  becomes  effective. 

lest'  lhatrarterIy  tCSt  reIX)rts  °*  compression  for  not 
css  than  three  representative  samples  of  each  size  of 

block  described  herein  manufactured  during  the  quarter 

formed  at  7?  t  *  ?°ard-  Unless  these  ^sts  Je  per- 
reZS  shafi  Baborat°ry  approved  by  the  Board,  such 
reports  shall  be  verified  before  a  notary  public  or  com¬ 
missioner  of  deeds  by  the  person  performing  the  same 
7.  1  hat  only  approved  aggregates  shall  be^  used. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 
Charles  AL  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

h  JrS°lVed’  that  .tke  Board  of  Stundards  and  Apjieals  does 
report  aPpr°VC  thlS  material  in  accordance  with  the  above 
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966-46-SM 

SUBIECTN  A_APl^  Chemical  Co-  Inc-  owner. 
ciUijJUC  1  Apex  Flameproof  Powder  XWX  and  No  6 

approval  of. 

APPEARANCES— 

Applicant:  E-  Baer- 

°^,?P  B0ARD— MateriM  approved  in  accordance 

THE  VOrl  TOaTprOVE-  °mrai,,ee  °n  T'St 

Affirmative :  Chairman  Murdock,  Commissioners 
Negative^  a"d  K  einert  and  DePuty  Chief  Guinee  4 

THE  RESOLUTION  (966-46-SM) 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMAflTTF.E  ON  TEST 

Re:  Cal.  #966-46-SM  May  9  1947 

Subject:  Appex  Flameproof  Powder  XWX  and  No  6 
Approval  of.  '  ’ 

The  Apex  Chemical  Co.,  Tnc.,  of  New  York  .filed  on 
November  20  1946  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Apex  Flame- 
proo t  I  owders  XWX  and  #6,  under  the  provisions  of 
die  Rules  of  the  Board  for  Test  of  Fire-Resistive' 

I  l.uneproofed  Materials  such  as  Textiles,  Paper,  etc. 


MINUTES 

—  — 


Description 

This  material,  XWX,  is  a  white  crystalline  powder, 
containing  67%  ammonium  phosphate,  16%-  ammonium 
chloride  and  16%  borax  and  1%  inert  material.  This 
powder  is  soluble  in  water  at  65°  F.  The  application 
of  the  solution  to  the  materials  to  be  flameproofed  can 
be  in  the  quetsch,  by  impregnation,  brush  or  spray.  A 
solution  is  prepared  by  dissolving  one  pound  of  the 
powder  in  one  gallon  of  warm  water.  The  material  is 
submerged  in  tbe  bath  until  thoroughly  wet,  then  passed 
through  squeeze  rollers  and  dried. 

The  material  #6  is  composed  of  ammonium  chloride, 
borax  and  a  small  percentage  of  ammonium  sulphamate. 

The  applicant  contends  that  cotton  or  rayon  fabric 
so  treated  can  be  dry-cleaned  without  affecting  Its 
flameproofed  qualities.  The  pH  value  of  XWX  is  5.4 
and  of  #6  is  8.5. 

Inspection  and  Test 

Two  samples  of  the  flameproofing  powder  known  as 
XWX  and  #6  were  used  to  flameproof  cotton  and 
rayon  cloth,  which  after  treatment  by  immersion  for  5.30 
min.  for  cotton  and  5.45  for  rayon  with  XWX  and  3.00 
for  cotton  and  1.30  for  rayon  with  #6  and  drying  were 
submitted  to  the  flame  test. 


by  the  appropriate  process  depending  on  the  material 
to  be  used. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Chari.es  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

— 

119-47-SM 

APPLICANT — The  Cincrete  Corp.,  owner. 

SUBJECT — Durablock  Concrete  Building  Blocks,  approval 
of. 

APPEARANCES— 

For  Applicant:  Joseph  Platzker  and  George  Kogel. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Test. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


RESULTS  OF  TEST 


Length 

Duration 

Duration 

Specimen 

Material 

of  Char 

Flaking 

of 

of 

Used 

(inches) 

Seconds 

Flame 

Clow 

1.  Cotton . 

XWX 

3/2 

0 

0 

0 

2.  Cotton . 

ii 

3 

0 

0 

0 

3.  Cotton . 

it 

2  A 

0 

0 

0 

1 .  Rayon . 

a 

3 'A 

0 

0 

0 

2.  Rayon . 

a 

2)4 

0 

0 

0 

3.  Rayon . 

it 

3% 

0 

0 

0 

1.  Cotton . 

#6 

3% 

0 

0 

6 

2.  Cotton . 

ii 

2)4 

0 

0 

4'A 

3.  Cotton . 

ii 

3 % 

0 

0 

1 

1.  Rayon . 

ii 

2)4 

0 

0 

0 

2.  Rayon . 

ii 

2)4 

0 

0 

1 

3.  Rayon . 

it 

25/8 

0 

0 

0 

Present  at  the  test,  which  was  conducted  at  the  U.  S. 
Testing  Co.,  Inc.,  Hoboken,  N.  J.  on  February,  1 9-f7 , 
were  Commissioner  Charles  M.  Blum  and  Chief  Engi¬ 
neer  Leslie  V.  Hnber  of  the  Committee  on  Test  and 
Mr.  E.  Baer,  representing  the  manufacturer. 

Recommendation 

On  the  basis  of  this  inspection  and  test,  the  Com¬ 
mittee  on  Test  concludes  that  the  Apex  Flameproof 
Powder  XWX  and  #6  possess  inherent  flameproofing 
properties  when  used  with  the  materials  listed  and  when 
applied  by  either  spraying,  immersing  or  dipping,  and 
accordingly  recommends  the  approval  of  the  Apex  Flame¬ 
proof  Powders  XWX  and  #6  for  use  on  these  materials. 
Tests  for  each  specific  installation  of  originally  listed 
combustible  material  or  any  retests  thereof  shall  be  made 
by  the  Fire  Commissioner  or  in  a  laboratory  approved 
by  him  in  accordance  with  the  requirements  of  Rules 
for  Tests  of  Fire  Resistive  Flameproof  materials,  etc. 
adopted  by  the  Board  of  Standards  and  Appeals  under 
Cal.  294-40- SR. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  the  flameproof  powder  is  marketed  shall 
be  labeled  or  marked,  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal/ 
No.  966-46-SM.”  The  label  shall  also  include  a  specifi¬ 
cation  of  the  appropriate  process  of  immersing  or  sprav- 
ing  to  be  used  and  shall  include  a  statement  of  the 
quantity  of  material  to  be  used  with  each  powder  and  a 
list  of  materials  capable  of  meeting  the  test,  as  pro¬ 
vided  in  the  Board’s  Rules,  Cal.  294-40-SR,  when  treated 


THE  RESOLUTION  (119-47-SM) 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

April  17,  1947 

Re:  Cal.  #  119-47-SM 

Subject :  Durablock  Concrete  Building  Blocks — Ap¬ 
proval  Of 

The  Cincrete  Corporation  filed  on  January  17,  1947 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  Durablock  Concrete  Hollow  Building 
Blocks  under  the  provisions  of  C26-178.0.6  and  C26-309.0 
Administration  Building  Code. 

Description 

These  blocks  are  made  in  sizes  4"  x  8"  x  18",  8"  x  12" 
x  16",  and  8"  x  8"  x  18".  Partition  and  wall  blocks  and 
are  composed  of  one  part  Lehigh  Portland  High  Early 
Cement,  5.3  parts  of  sand,  and  7.8  parts  moderately  fine 
gravel.  The  blocks  are  3  cell  hollow  load  bearing  with 
45%  voids.  The  cement,  sand,  and  gravel  are  mixed  in 
a  Besser  50  cu.  ft.  batch  mixer  from  a  travelling  weigh¬ 
ing  batcher.  The  sand  and  gravel  are  furnished  by 
Metropolitan  Sand  and  Gravel  Co.,  Port  Washington, 
L.  I.  The  water  is  city  water  controlled  by  a  meter. 
The  blocks  are  made  in  a  Besser  Super  Vitrapac.  The 
blocks  are  cured  in  steam  chambers  with  low  steam  pres¬ 
sure  at  150°  F.  for  12  hours.  On  April  8,  1947,  in  the 
presence  of  Chief  Engineer  L.  V.  Huber,  the  compres¬ 
sion  and  absorption  tests  were  made  on  blocks  which 
were  manufactured  and  identified  by  the  Committee  on 
Test  and  tested  as  laid  in  the  wall  by  the  Pittsburgh 
Testing  Laboratory  in  accordance  with  the  requirements 
of  C26-309.0  Administration  Building  Code.  The  meth¬ 
ods  of  test  were  those  prescribed  by  C26-326.0  Adminis¬ 
tration  Building  Code.  The  plant  was  inspected  and 
manufactured  blocks  identified  by  the  Committee  on  Test 
on  Mar.  21,  1947.  Present  were  Commissioner  Chas.  M. 
Blum  and  Chief  Engineer  L.  V.  Huber  of  the  Committee 
on  Test  and  David  Kogel  and  Geo.  Kogel  representing 
the  applicant. 

Results  of  Test  were  as  follows:  .  ■ 

4"  x  8"  x  18"  hollow  blocks  average  compressive 

strength  :  2338  p.s.i.,  absorption  8.72% 

8"  x  12"  x  16"  hollow  blocks  average  compressive 

strength  :  2104  p.s.i.,  absorption  8.73% 

8"  x  8"  x  18"  hollow  blocks  average  compressive 

strength  :  1428  p.s.i.,  absorption  8.42% 
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Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
lest  recommends  the  approval  of  the  Durablock  Hollow 
Concrete  Building  Blocks,  sizes  4"  x  8"  x  18"  8"  x  12" 
x  16  ,  and  8 '  x  8"  x  18"  L.B.H.  (as  manufactured  as 
herein  set  forth  at  the  applicant’s  plant)  pursuant  to 
sec t ! on  C26: 1 9 i . °  for  use  under  C26-309.0  and  the  Rules 
of  the  Board  for  use  in  load  bearing  and  non-load  bear¬ 
ing  masonry,  as  provided  in  Sub.  Article  4  of  Art  9  of 
Chapter  26,  Administrative  Building  Code.  The  approval 
is  recommended  on  the  following  conditions : 

1.  That  these  units  be  manufactured  according  to  the 
same  specifications  as  herein  set  forth. 

2.  That  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Building  Code  and  the  Rules  of  the  Board 
for  the  manufacture,  testing  and  use  of  Concrete  Ma¬ 
sonry  Units. 

o  ,3,  n  That  these  units  be  marked  as  required  by  Rules 
8.1,  8.2,  and  8.4. 

4.  That  Rule  8.5  be  complied  with. 

5.  That  quarterly  test  reports  of  compression  for 
not  less  than  three  representative  samples  of  each  size 
of  block  described  herein  manufactured  during  the  quar¬ 
ter  be  filed  with  the  Board.  Unless  these  tests  are  per¬ 
formed  at  a  Laboratory  approved  by  the  Board,  such 
reports  shall  be  verified  before  a  notary  public  or  com¬ 
missioner  of  deeds  by  the  person  performing  the  same. 

6.  That  only  approved  aggregates  shall  be  used. 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Chari.es  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


366-47-SM 

APPLICANT  Joseph  Bancroft  and  Sons,  Co.,  owner 
(Banco,  Inc.,  Agent). 

SUBJECT — Banflame  (flame-retardant  fibrous  products), 
approval  of. 

APPEARANCES— 

For  Applicant:  William  Hall. 

AC1ION  OE  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Test. 

THE  VOTE  TO  APPROVE— 

Affirmtive :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (366-47-SM) 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
REPORT  OF  COMMITTEE  ON  TEST 


Cal.  366-47-SM 


May  26,  1947 


Subject:  Banflame  (flame  retardant  fibrous  fabrics) 
approval  of 

Joseph  Bancroft  and  Sons  Company,  of  Wilmington, 
Delaware,  filed  on  April  23,  1947,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
Banflame  (fire  retardant  fibrous  fabrics)  under  the  pro¬ 
visions  of  C26-178.0.b  and  C26-721.0.b  of  the  Adminis¬ 
trative  Building  Code  and  the  Rules  of  the  Board  of 
Standards  and  Appeals  for  test  of  Fire-Resistive 
Flameproof  Material  such  as  textiles,  paper  and  similar 
materials  and  adhesives  used  for  decorative  purposes 
and  heated  acoustical  draperies,  carpets  and  similar 
materials  for  use  in  places  of  public  assembly  and  special 
occupancy  structures. 


is  is  a  flame  retardant  finish  which  may  be  applied 
to  animal  and  vegetable  fibers  in  the  form  of  loose 
fibers,  yarns,  and  knitted  or  woven  fabrics  and  may 
mf°  7?  a?p  ,  ln  certain  instances  to  fabricated  articles. 
Ifie  finish  depends  for  its  success  upon  a  slight  altera¬ 
tion  in  the  fiber  itself,  rather  than  upon  a  deposition 
o  aige  quantities  ot  flame-resistant  chemicals  contain¬ 
ing  plastics  and  inorganic  fillers. 

I  he  method  of  application  consists  of  impregnation 
with  a  water  solution,  drying,  curing,  washing  and  dry¬ 
ing,  and  may  be  conducted  on  regular  textile  equipment, 
the  impregnating  solution  is  prepared  by  the  finisher 
himself  just  prior  to  application  from  chemicals  obtain¬ 
able  in  the  open  market. 

The  equipment  in  general  is  similar  to  that  used  in 
running  urea-formaldehyde  or  Melamine-formaldehyde 
resin  finishes  or  “Zelan”  and  “No-Rane”  waterproofing 
finishes  The  washing  can  be  carried  out  in  open  or 
in  rope  form.  1  he  drying,  can  be  carried  out  by  means 
of  tenter  frames  or  loop  driers  or  both.  The  curing 
can  can  be  carried  out  in  many  types  of  equipment, 
depending  on  whether  temperature  of  which  will  reach 
approximately  280  deg.  F.  or  better  with  a  sufficient 
time  interval.  In  actual  practice  both  the  vertical 
multi-pass  range  as  a  curing  unit  or  a  loop  drier  are 
used.  Stainless  steel  equipment  is  necessary  for  the 
mixing  of  the  chemicals  and  it  is  the  best  practice  to 
have  at  least  one  tank  equipped  with  a  steam  heated 
jacket  together  with  the  suitable  mixing  devices  (Light¬ 
ning  mixers).  The  impregnation  is  customarily  carried 
out  on  a  two  or  three  bowl  mangle  equipped  with  a 
stainless  steel  box. 

js  a  sl'ght  change  in  colors  when  the  finish  is 
applied,  but  if  proper  dyes  are  used,  this  change  is 
rather  small  and  could  be  adjusted  in  the  dyeing  pro¬ 
cedure. 

The  finish  may  be  applied  to  any  type  of  fabric,  but 
the  best  results  are  achieved  on  the  fabrics  composed 
of  yarns  that  are  not  too  highly  twisted.  In  case  of 
rayon  fabrics,  these  differences  are  not  so  highly  marked. 
The  finish  itself  is  durable  to  leaching  with  pure  water 
and  dry  cleaning. 

The  flameproofing  material  used  is  a  complex  nitrogen 
phosphate. 

Inspection  and  Test 

The  plant  of  the  applicant  and  the  impregnating  of 
materials  were  inspected  on  May  15,  1947,  and  materials 
prepared  were  subjected  to  test.  Present  at  this  in¬ 
spection  and  test  were  Commissioner  Charles  M.  Blum, 
and  Chief  Engineer  Leslie  V.  Huber  of  the  Committee 
on  Test,  William  P.  Hall,  A.  C.  Woodruff  and  L.  T 
Dill,  representing  the  applicant.  Tests  were  conducted 
in  accordance  with  the  Rules  of  the  Board. 

Results  of  Flame  Tests 

Duration  Duration 
Fabric  Flashing  of  Flame  of  Glow 

Herringbone 

Cotton  Print .  0  0  0 

Rayon  and  Cotton  Cloth  0  0  0 

Light  weight  all  spun 

rayon .  0  0  0 

Printed  Cotton  Twill. .  0  0  0 

Light  weight  spun  rayon  0  0  0 

1  sec.  flash  on  edge 

Marquisette .  0  0  0 

Mattress  ticking .  0  0  0 

Evaluation  of  Test 

Tests  of  the  materials  shows  that  they  met  the  flame 
resistive  requirements  in  respect  to  flashing,  flaming  and 
glowing  in  accordance  with  the  test  methods  of  the 
Rules  of  the  Board  of  Standards  and  Appeals. 

R  ecomm  endation 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Test  recommends  the  approval  of  the  Banflame  (flame 
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retardant  fabrics)  as  listed  herein,  under  the  provisions 
of  C26-191.0  Administrative  Building  Code  and  the 
Rules  of  the  Board  of  Standards  and  Appeals  for  “Test 
of  Fire-resistive  Flameproof  Materials  such  as  Textiles, 
Paper  and  similar  materials  and  adhesives  used  for 
Decorative  Purposes  and  Treated  Acoustical  Draperies, 
Carpets  and  similar  material  for  use  in  places  of  Public 
Assembly  and  Similar  Occupancy  Structures  adopted 
under  Cal.  #294-40-SR,  provided  that  each  package  of 
bale  of  these  materials  be  marked  for  tagged  “Approved 
by  the  Board  of  Standards  and  Appeals  for  Use  in 
New  York  City  under  Cal.  #366-47-SM.” 

(Sgd.)  Harris  H.  Murdock, 

Chairman, 

Charles  M.  Blum, 

Commissioner, 

Leslie  V.  Huber, 

Chief  Engineer, 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


Adjourned:  2:00  P.  M. 


Joseph  J.  Doyle, 
Chief  Clerk. 


i 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  17,  1947. 

F resent :  Chairman  Murdock,  Commissioners  Blum  and 
Kleinert  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

605-44-A 

APPLICANT — Louis  Lieberman,  for  Triboro  Electric  Co., 
Inc.,  owner. 

SUBJECT— Application  reopened  May  20,  1947 — re  Appeal 
from  a  decision  of  the  borough  superintendent  (pre¬ 
viously  granted  on  condition). 

PREMISES  AFFECTED— 110-128  Waterbury  street  and 
283-293  Ten  Eyck  street,  northeast  corner  (2nd 
floor)  ;  (Block  3021,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (605-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  110-128  Waterbury  street 
and  283-293  Ten  Eyck  street,  northeast  corner  (2nd  floor)  ; 
(Block  3021,  Lot  1),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  February  6,  1945,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  based  on  a  new  decision  of  the  borough  super¬ 
intendent;  and  fin 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  20,  1947,  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  15,  1947,  on  Alt.  Applic.  79-37,  reads: 

“1.  The  location  of  the  fire  escapes  on  the  two  story 
corner  building  should  not  be  changed  from  that  ap¬ 
proved  by  the  Board  of  Standard  and  Appeals  under 


Cal.  605-44-A,  unless  consent  of  the  Board  is  obtained 
for  new  location.” 


and 


Whereas,  the  applicant  states  that  the  building  is  two 
stories  (23  ft.)  in  height;  34  ft.  by  98  ft.  in  area  at  1st 
floor ;  34  ft.  by  74  ft.  in  area  at  typical  floor,  of  Class  3 
construction;  erected  1938;  located  on  a  lot  190  ft.  by  125 
ft.  in  area,  in  an  unrestricted  use,  A  area,  and  Class  1J4 
height  district  and  used  and  occupied  since  1946 — 1st  floor, 
manufacture  of  electrical  equipment,  30  persons ;  2nd  floor, 
same,  30  persons;  that  the  building  is  equipped  with  one 
3  ft.  8  in.  wide  steel  stairs,  enclosed  in  6  in.  terra  cotta 
block,  equipped  with  fireproof  self-closing  doors  and  leading 
directly  to  the  street  and  provided  with  a  ladder  and  scuttle 
to  the  roof  and  one  fire  escape  on  the  south  side  of  the 
building,  extending  to  the  roof  by  ladder  and  to  the  yard 
by  stairs ;  that  windows  and  doors  on  the  course  of  the 
fire  escape  are  fireproof  self-closing ;  and 

Whereas,  the  applicant  states  that  in  1944  plans  were 
filed  to  .convert  the  building  for  factory  on  the  1st  and  2nd 
floor;  that  at  that  time,  the  question  of  secondary  egress 
from  the  2nd  floor  was  considered  by  the  Board  and  one 
primary  interior  stairs,  leading  directly  to  the  street  and  an 
exterior  iron  stairway  22  in.  wide  with  a  45  degree  run,  was 
accepted  by  the  Board;  that  as  the  result  of  the  proposed 
extension  of  adjoining  building,  it  is  necessary  to  discontinue 
the  use  of  the  exterior  stairway  in  its  present  location  and 
it  is  therefore  proposed  to  relocate  the  existing  exterior 
stair  to  the  rear  of  the  building,  or  to  provide  a  counter¬ 
balanced  ladder  on  the  street  side  of  the  building;  and 
Whereas,  the  applicant  contends  that  in  relocating  the 
stairway  to  the  rear  of  the  building,  the  total  run  from  the 
2nd  floor  to  the  fire  escape  proper  will  be  exactly  the  same 
as  in  the  existing  condition ;  that  the  cat  walk  leading  to 
the  rear  wall  of  the  extension  will  be  supported  by  iron 
beams  and  will  be  entirely  free  of  the  roof ;  that  the  safety 
of  the  2nd  floor  occupants  will  not  be  affected,  since  the 
exit  facilities  will  correspond  to  those  now  in  existence. 

Resolved,  that  the  Board  of  Standards  and  Appeals ^does 
hereby  amend  the  resolution  adopted  February  6,  1945,  by 
adding  thereto: 

“*  *  *  that  in  the  event  the  owner  desires  to  change 
the  location  of  the  proposed  rear  fire  escape,  as  passed 
upon  by  the  borough  superintendent  under  Alt.  Applic. 
79-47,  objection  1,  dated  April  15,  1947,  and  as  indi¬ 
cated  on  revised  plan  filed  with  this  appeal,  marked 
‘Received  May  6,  1947’,  such  change  in  location  of  fire 
escape  may  be  made  on  condition  that  in  all  other  re¬ 
spects,  the  resolution  adopted  by  the  Board  February  6, 
1945,  shall  be  complied  with.” 


494-46-A 

APPLICANT — Emil  Koeppel,  for  R.  and  R.  Garage  Corp., 
owner.  J 

SUBJECT — Application  reopened  May  13,  1947 — re  Appeal 
from  a  decision  of  the  borough  superintendent ;  pre¬ 
viously  granted  on  condition,  resolution  of  July  23, 
1946  rescinded. 

PREMISES  AFFECTED— 205-207  State  street,  north  side, 
170  ft.,  25/g  in.  west  of  Boerum  place  (3rd  floor)  ; 
(Block  271,  Lot  8),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Emil  Koeppel.  (  ' 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . ^ 

THE  RESOLUTION  (494-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  205-207  State  street, 
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10  t-0?^in-  west  of  B°eruin  place  (3rd  floor)  ; 
(Block  271,  Lot  8),  Borough  of  Brooklyn,  was  granted  by 

r3,  1946,  °n  certain  conditions;  and 
Whereas  on  February  4,  1947,  the  Board  rescinded  the 
resolution  adopted  on  July  23,  1946;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
appeal  and  restoration  to  the  calendar ;  and 

W“f“Vn  JMay,J3’  m7’  this  casc  was  opened  by 
w  f  the  Board>  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  28,  1946  on  Alt.  Applic.  970-1946,  ?eads : 

1.  As  building  was  materially  and  substantially 
altered  under  Alt.  8759-19,  provide  two  means  of  egress 
from  each  floor  complying  with  Sect.  270  of  the  Labor 
Law. 
and 

, .Wmkeas  the  applicant  states  that  the  building  is  3  stories 
ft  cn  ft  height,  50  ft.  6  in.  by  132  ft.  11  in.  in  area  at  1st 
floor,  50  ft.  6  in.  by  127  ft.  in  area,  at  typical  floor,  of  class  3 
construction,  erected  in  1905,  located  in  a  business  and  un- 
stricted  use,  B  area  and  class  \y2  height  district,  used  and 
occupied  since  192o  as  a  garage  for  more  than  five  motor 
vehicles,  for  which  Certificate  of  Occupancy  6831  was  issued 
January  23,  1926,  and  the  building  is  proposed  to  be  used 
and  occupied:  cellar — ordinary;  1st  floor — garage  for  more 
than  5  motor  vehicles ;  2nd  floor — garage  for  more  than  five 
motor  vehicles;  3rd  floor— manufacturing  of  shoes — 20 
■  persons ,  that  the  building  is  equipped  with  a  two  source 
sprinkler  system  throughout,  a  standpipe  system,  and  an 
intenor  fire  alarm  system,  but  fire  drills  are  not  maintained; 
that  there  is  one  3  ft.  10  in.  wide  fireproof  stairs  from  the 
roof  to  the  street,  equipped  with  fireproof  self-closing  doors 
and  one  fire  escape  at  the  rear,  extending  to  the  roof  by 
stairs  and  to  the  yard  by  stairs,  with  egress  to  the  street 
through  an  adjoining  vacant  lot;  that  windows  and  doors 
on  the  course  of  the  fire  escape  are  fireproof  self-closing ; 
and 

Whereas,  the  applicant  contends  that  present  exits  consist 
of  a  3  ft.  10  in.  wide  fireproof  stairs  at  the  front,  equipped 
with  a  sprinkler  system  and  extending  from  the  street  to 
the  roof ;  that  at  the  rear  there  is  a  3  ft.  wide  exterior  iron 
stairs  from  grade  level  to  the  roof ;  that  at  the  lower  termi¬ 
nation  of  these  stairs,  there  is  an  open  vacant  lot  extending 
to  Schermerhorn  street,  the  use  of  which  has  been  granted 
as  an  exit  by  the  present  owner;  that  the  first  and  second 
flors  are  fireproof  construction  and  the  1st,  2nd  and  3rd 
floors  are  equipped  with  a  sprinkler  system;  and 
Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  of  the  Brooklyn  Children’s  Aid  Society  granting  per¬ 
mission  for  the  use  of  the  rear  parking  lot  for  exit  purposes 
from  the  building  in  question,  reserving  to  the  owner  of 
such  lot,  the  right  to  block  this  exit  for  any  reason  what¬ 
soever  in  the  future;  and  . 

Whereas,  on  July  23,  1946,  the  Board  granted  a  variation 
of  the  provisions  of  Section  270  of  the  Labor  Law  as  cited 
in  a  decision  of  the  borough  superintendent  dated  June  28, 
1946,  on  Alt.  Applic.  970-46,  Objection  1,  on  condition;  and 
Whereas,  at  that  time  the  applicant  stated  that  there  was 
a  sprinkler,  standpipe  and  fire  alarm  system  in  the  building; 
and 

Whereas,  on  February  4,  1947,  the  Board  rescinded  the 
action  of  July  23,  1946,  it  having  been  called  to  the  Board’s 
attention  that  there  was  no  standpipe  system  or  fire  alarm 
system  in  the  building  as  represented,  and  that  the  sprinkler 
system  was  inoperative;  and 

Whereas,  upon  representation  by  the  applicant  that  the 
sprinkler  system  had  since  been  put  into  operating  condition 
and  a  statement  by  the  applicant  that  the  fire  alarm  system 
and  standpipe  system  referred  to  in  the  previous  appeal  was 
erroneous  and  inadvertently  included  in  the  description  of 
the  property,  and  upon  the  applicant’s  request  that  the  reso¬ 
lution  adopted  July  23,  1946,  be  reinstated;  and  upon  correc¬ 
tion  of  the  record  by  the  applicant,  the  Board  on  May  13, 
1947  reopened  this  appeal,  subject  to  the  usual  procedure; 
and 

Whereas,  the  applicant  now  states  that  the  construction 
of  a  fireproof  vestibule  in  front  of  the  elevator  doors  on 
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u°0r  W'ih  a  fir^roof  self-closing  door,  which  was 
one  of  the  conditions  upon  which  the  Board  granted  the 

fir  Ha?  rCu  comPleted  to  the  satisfaction  of  the 
Department  of  Housing  and  Buildings;  and 

Whereas  the  applicant  has  filed  a  photostatic  copy  of 
the  notice  that  Orders  No.  19003-Lf  and  19573-LFPhavc 
Pe®”  dismissed  by  the  fire  department;  and 
Whereas,  the  applicant  has  filed  a  photostatic  copy  of  a 
ximmun  cation  dated  March  27,  1947,  signed  by  the  Borough 

ftS"  h«e,1  '  De?,arU75n;  .o£,  JHousinS  a"d  Buildings 

stating  that  the  work,  which  includes  only  the  construction 
ot  a  vestible  fronting  and  elevator  shaft  on  the  third  floor 
has  been  completed  the ‘satisfaction  of  the  Department.  ’ 
Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  m  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 

acting  on  Alt.  Applic  970-46,  objection®  1, and Tat  t the 
appeat  be  and  it  hereby  is  granted  on  condition  that  the 
in  ding  sha  1  not  be  increased  in  height  or  area;  that  the 
building  shall  be  fireproof  throughout,  except  for  the  roof 
construction;  that  there  shall  be  no  unenclosed  opening  be¬ 
tween  the  proposed  garage  occupancy  on  the  1st  and  2nd 
floors,  as  proposed,  and  the  factory  occupancy  on  the  3rd 
floor  as  proposed ;  that  the  existing  primary  means  of  exit, 
as  indicated  on  revised  plans  filed  with  this  appeal,  marked 
Received  June  5,  1947”  shall  be  maintained;  that  in  addi- 
tion,  the  existing  steel  stair  at  the  rear  of  the  building,  as 
indicated,  shall  be  maintained,  with  a  door  opening  thereto 
iom  the  3rd  floor;  that  the  exit  to  such  stairway  through 
the  adjoining  lot  to  Schermerhorn  street  shall  be  maintained 

n  nau  etl?rJ°f  -p,ern?lsslon>  signed  by  the  owner  thereof, 
shall  be  filed  with  the  borough  superintendent ;  that  this 

variation  shall  be  permitted  only  so  long  as  such  exit  is 
maintained;  that  there  shall  be  a  fireproof  vestibule  built 
be  not  less  than  the  full  width  of  the  elevator  shaft  and 
four  feet  in  depth;  that  the  sprinkler  system  throughout 
the  building  shall  be  maintained  in  accordance  with  the 
I  e9,1".1  ements  therefor  and  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


862-46-A 

APPLICANT— Henry  George  Greene,  for  Rochel  Hesh 
Realty  Co.,  Inc.,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar 
April  29,  1947— re  Appeal  from  a  decision  of  the 
T.T^T-Tl«-T5?.rJ?ugb  superintendent;  previously  withdrawn. 
PREMISES  AFFECTED — 249  West  28th  street,  north  side 
4  ft.  10  in.  east  of  8th  avenue  (4th  floor)  ;  (Block 

_ _ _  77°>  Lot  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  George  Greene. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

JCTroNOF  BOARD— Appeal  granted  on  condition. 

1  rib  VO  I  b — 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

THE  RESOLUTION  (862-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  249  West  28th  street,  north 
side,  154  ft.  10  in.  east  of  8th  avenue  (4th  floor)  ;  (Block- 
778,  Lot  13),  Borough  of  Manhattan,  was  withdrawn  on 
December  3,  1946,  to  permit  the  applicant  to  file  an  amend¬ 
ment  with  the  borough  superintendent,  showing  the  installa¬ 
tion  of  an  approved  sprinkler  system  throughout  the  premi¬ 
ses  ;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
appeal  and  restoration  to  the  calendar ;  and 

Whereas,  this  appeal  was  restored  to  the  calendar  on 
April  29,  1947,  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  27,  1947,  on  Alt.  Applic.  1744-46,  reads : 


MINUTES 


“1.  Construction  of  an  addftional  story  on  present 
three  story  non-fireproof  garage  is  contrary  to  Section 
4.2.1.  Building  Code.” 

and  .  . 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(43  ft.  7  in.)  in  height,  49  ft.  6  in.  by  162  ft.  5  in.  in  area,  of 
class  3  construction,  erected  prior  to  1916,  located  in  an 
unrestricted  , use,  B  area  and  class  1/4  height  district,  and 
used  and  occupied  since  1918  as  a  garage  for  more  than  five 
motor  vehicles  on  the  1st,  2nd  and  3rd  stories  and  roof,  and 
proposed  to  be  used  and  occupied  as  a  garage  for  more  than 
five  motor  vehicles  after  alteration  without  change  except 
that  the  new  4th  story  and  roof  will  be  used  for  the  parking 
and  storage  of  more  than  five  motor  vehicles ;  that  the  build¬ 
ing  is  equipped  with  two  3  ft.  8  in.  wide  wood  stairs,  enclosed 
in'  partitions  of  terra  cotta  blocks,  equipped  with  kalamein 
self-closing  doors  and  extending  from  the  roof  bulkhead, 
directly  to  the  street  as  to  one  stairway  (front)  ;  and 

Whereas,  Certificate  of  Occupancy  1098  issued  on  com¬ 
pletion  of  work  under  Alt.  Applic.  2740-16,  permits  the  use 
of  the  building  as  a  garage  with  120  lbs.  liveload  throughout ; 
and 

Whereas,  the  applicant  states  that  the  new  story  to  be 
added  will  be  of  class  2  construction ;  that  the  elevator  now 
exists  above  the  present  roof  level ;  that  the  present  roof  is 
of  concrete  over  deafening  on  wood  beams  and  it  is  intended 
to  maintain  this  construction  which  is  good  for  120  lbs.  live- 
load,  in  addition  to  installing  a  new  fire  protected  roof ;  and 
Whereas,  the  applicant  contends  that  the  erection  of  a  new 
story  on  top  of  the  existing  garage,  the  new  portion  to  be  of 
fire  protected  construction,  will  in  no  way  increase  the  fire 
hazard ;  that  the  area  thus  gained  would  help  to  relieve  traffic 
congestion  caused  by  the  gradually  decreasing  existing  fa¬ 
cilities;  and  .  . 

Whereas,  the  applicant  now  requests  permission  to  use  the 
new  top  story,  provided  an  approved  type  sprinkler  system  is 
installed  throughout  the  entire  premises.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1744-46,  objection  1,  dated  March  27 
1947,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall  not  be 
increased  further  in  height;  that  the  building  throughout 
including  the  proposed  new  4th  (top)  story,  shall  be  equipped 
with  a  sprinkler  system,  as  proposed ;  that  the  building  shall 
be  occupied  as  proposed  and  indicated  on  plans  filed  with  this 
appeal,  marked  “Received  November  13,  1946  ,  as  corrected 
on  November  27,  1946,  (3  sheets)  ;  that  no  parking  shall  be 
permitted  on  the  new  roof  above  tbe  proposed  4th  story  and 
the  elevator  bulkhead  shall  not  be  increased  so  as  to  permit 
vehicular  entrance  to  the  roof  from  the  elevator  shaft;  and 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


327-47-A 

APPLICANT— MacFarlane  Fire  Prevention  Corp.,  for  Es¬ 
tate  of  Lena  Less,  owner. 

SUBJECT— Appeal  from  an  order  and  decision's  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 2570-2574  Fulton  street  and  17 
Alabama  avenue,  southeast  corner  (Block  3667,  Lot 
13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  E.  Horwood. 

For  Administration:  Thomas  A.  Larkm,  Fire 
Dep’t. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . .  . ;  •  \ . ^ 

Negative:  Chairman  Murdock,  Commissioners 

"  Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (327-47-A) 

Whereas,  MacFarlane  Fire  Prevention  Corp.,  for  Estate 

of  Lena  Less,  owner,  filed  April  14,  1947,  an  appeal  from  an 

order  and  decisions  of  the  fire  commissioner,  affecting  premi¬ 


ses:  2570-2574  Fulton  street  and  17  Alabama  avenue,  south¬ 
east  corner  (Block  3667,  Lot  13),  Borough  of  Brooklyn; 
and  .  . 

Whereas,  Order  18909-F,  issued  by  the  Fire  Commissioner 
February  10,  1947  and  referred  to  in  his  decision  of  April 
10,  1947,  reads : 

“1.  Install  an  approved  Wet  Automatic  Sprinkler 
System  throughout  building,  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Art.  16, 
Chapter  26  of  the  Administrative  Code,  Section  09- 
161.0  Administrative  Code.” 


and  _  .  .  , 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  14,  1947,  reads: 

“This  will  acknowledge  receipt  of  your  letter  of  March 
10th  with  respect  to  the  Order  issued  by  this  Department 
affecting  the  above  mentioned  premises. 

You  will  note  that  the  violation  requires  you  to  install 
an  approved  wet  automatic  sprinkler  system  throughout 
the  building.  This  would  include  every  square  foot  of 
your  premises,  including  rooms,  cellar,  attic,  etc. 

The  sprinkler  system  which  you  refer  to  and  which 
you  state  has  been  installed,  does  not  comply  with  the 
specifications  of  our  Order,  for  the  reason  that  the  pres¬ 
ent  sprinkler  system  was  installed  pursuant  to  the  re¬ 
quirements  of  the  Dept,  of  Housing  and  Buildings  and 
has  been  installed  in  halls  and  stairways  only.  _ 

It  is  expected  that  work  will  be  started  within  the  time 
specified  in  the  violation  notice,  unless  you  decide  to  file 
an  appeal  with  the  Board  of  Standards  and  Appeals  for 
a  modification.” 


Whereas,  the  applicant  states  the  building  is  4  stories 
(45.9  ft.)  in  height,  50  ft.  by  100  ft.  in  area  at  1st  floor,  30  ft. 
by  89  ft.  in  area  at  typical  floor,  Class  3  construction,  located 
in  a  business  use,  C  area  and  Class  1  height  district,  erected 
in  1890,  used  and  occupied  since  as  follows:  1st  floor- 
stores  and  restaurant,  50  persons;  2nd  floor,  1  family  and 
6  furnished  rooms,  12  persons ;  3d  floor,  14  furnished  rooms, 
14  persons;  4th  floor,  15  furnished  rooms,  15  persons;  that 
the  building  is  equipped  with  a  one-source  sprinkler  system 
in  the  halls  only;  there  is  one  2  ft.  10  in.  wood  stairs,  en¬ 
closed  in  partitions  of  wood  studs,  lath  and  plaster,  extending 
directly  to  the  street,  provided  with  a  ladder  and  scuttle  to 
the  roof,  equipped  with  fireproof,  self-closing  doors;  that 
there  are  three  fire  escapes,  one  of  which  extends  to  the  roof 
by  ladder  and  one  extends  to  the  street  by  drop  ladder ;  that 
the  rear  fire  escapes  land  on  the  roof  of  a  one-story  exten¬ 
sion,  with  egress  to  Fulton  street  by  means  of  a  drop  ladder , 


Whereas,  the  applicant  contends  that  the  building  is  now 
equipped  with  a  regulation  multiple  dwelling  fyPe,  sPn™;;!.eQr 
system  in  stair  halls  and  extension  halls,  installed  in  194o, 
after  which  Certificate  of  Occupancy  87451  was  issued  for 
the  then  existing  use,  which  certificate  states :  ‘  Any  pro¬ 

visions  of  law  relating  to  standpipe  and  sprinkler  equipment 
have  been  complied  with,  as  certified  by  a  report  of  the  hire 
Commissioner  to  the  Commissioner  of  Buildings  ;  that  the 
building  was  erected  in  1890  for  the  same  use  which  now 
exists  and  has  been  operated  continuously  since  that  time, 
that  there  are  no  changes,  except  the  occupancy  of  restaurant 
and  cabaret,  which  is  now  the  regulation  bar  and  gull  wi 
no  cabaret ;  that  there  are  more  than  the  required  means  ol 
egress ;  that  the  stairway  at  the  center  of  the  building  is 
protected  on  each  side  with  self-closing,  fireproof  doors, 
which  practically  cut  the  floor  area  into  two  sections,  from 
each  of  which  there  is  a  fire  escape  remote  from  the  interior 
stairway,  which  stairway  has  a  direct  passage  to  fire  escape 
on  the  east  side,  which  terminates  on  the  extension  root  U 
inches  below  the  level  of  the  sills  of  the  2nd  story  windows 
so  that  on  the  2nd  floor,  every  room  on  the  side  and  rear  Has 
this  egress;  that  the  east  fire  escape  is  provided  with  a 
gooseneck  ladder  to  the  roof;  that  the  east  fire  escape  an 
the  one  on  the  south  side,  which  terminates  on  extension 
roof,  have  egress  to  the  street  by  a  drop  ladder  in  guides 
on  the  Fulton  street  side  of  the  building ;  that  the  fire  escape 
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on  the  north  side  of  the  building  has  a  separate  drop  ladder 
low9st  balcony  to  Fulton  street;  that  the  order  herein 
appealed  is  not  a  mandatory  requirement  of  any  law  and 
since  the  Present  sprinkler  which  is  installed  and  has  been 
approved  by  both  the  Building  and  Fire  Commissioners  and 
in  view  of  the  fact  the  building  faces  two  streets  and  is  sub¬ 
divided  in  area  on  the  2nd,  3rd  and  4th  floors,  has  ample 
means  of  egress  and  is  conducted  practically  at  present,  as 
it  has  been  since  1890  and  fin  view  of  the  fact  of  the  unneces¬ 
sary  expense  of  removing  the  present  installation  and  replac¬ 
ing  same  with  one  at  very  great  cost  and  very  little  added 
protection  it  is  requested  that  the  present  sprinkler  system 
be  accepted  as  adequate. 

Resolved,  that  the  order  18909-F  and  decision  of  the  Fire 
Commissioner  dated  March  14,  1947,  be  and  they  hereby  are 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


type  approved  by  the  Board;  that  a  damper  shall  be  main¬ 
tained  in  the  breeching  for  control  when  one  boiler  is  being 
operated;  that  a  certificate  of  occupancy  shall  be  obtained. 


383-47-A 

APPLICANT— Harold  S.  Hodes,  for  Marblette  Corp 
owner.  ’ 

(  SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  A FFECTED — 37- 14  31st  street,  west  side, 
148.99  ft.  south  of  37th  avenue  (Block  372,  Lot  26) 

appearances-  Qty’  Borough  of  Queens- 

For  Applicant:  Harold  S.  Hodes,  Walter  E.  Ritz 
and  Gerald  Friedman. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

Tul’  vnT^1  BOARD— Appeal  granted  on  condition. 

1  nb  VU1  h, — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
N  egative :  .  g 

THE  RESOLUTION  (383-47-A) 

.  Whejieas  Harold  S.  Hodes,  for  Marblette  Corp.,  owner, 
filed  April  28,  1947,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises:  37-14  31st  street 
west  side,  148.99  ft.  south  of  37th  avenue  (Block  372,  Lot 
2o)  Long  Island  City,  Borough  of  Queens;  and 
W  hereas  the  decision  of  the  borough  superintendent, 
dated  April  17,  1947,  re  M.  Applic.  1550-47,  reads: 

1.  Each  oil  burning  boiler  shall  be  connected  to  a 
separate  flue  in  a  legal  chimney  etc.  Rule  12  1  ” 

and 

Whereas,  the  applicant  states  the  building  is  one  and  three 
stories  (30  ft.  and  20  ft.)  in  height,  175  ft.  bv  100  ft  in 
area,  of  Class  3  construction,  erected  in  1937,  located  in  a 
business  use,  B  area  and  Class  ^2  height  district,  used  and 
occupied  since  erection,  as  follows :  cellar,  boilers,  2  persons ; 
1st  floor,  manufacturing  and  shipping  of  plastics,  100  per- 
sons;  2nd  and  3rd  floors,  stoiage,  no  persons;  that  the 
building  is  equipped  with  a  two-source  sprinkler  system 
throughout  and  an  approved  interior  fire  alarm  system; 
that  fire  drills  are  not  maintained ;  that  there  is  one  3  ft’ 

■6  in.  fireproof  stair,  enclosed  in  gypsum  block  partitions 
equipped  with  metal,  self-closing  doors,  and  one  fire  escape 
extending  to  the  roof  by  stairs  and  to  a  yard  by  a  ladder 
t with  passage  to  the  street  at  the  rear;  that  windows  and 
doors  on  course  of  the  fire  escape  are  fireproof,  self-closin^  • 
and  * 

Whereas,  the  applicant  contends  that  Boiler  #1,  as  indi¬ 
cated  on  plan  filed  with  this  appeal,  will  be  in  constant  use, 
providing  heat  for  buildings  and  steam  for  processing  plastic- 
materials  ,  that  boiler  iff 2  will  be  used  only  as  an  accessory 
in  case  Boiler  #1  breaks  down  and  at  no  time  will  the  two 
boilers  be  working  simultaneously. 

Resolved,  that  the  decision  of  the  borough  superintendent 
lated  April  17,  1947  on  Misc.  Applic.  1550-47,  Objection  1,’ 

>e  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
lereby  is  granted  on  condition  that  the  heating  boilers  shall 
>e  maintained  as  proposed ;  that  the  oil  burners  shall  be  of  a 
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418-47-A 

APPLICANT— Reginald  S.  Hardy,  for  Beard’s  Erie  Basin, 
Inc.,  owner  (The  International  Freighting  Corp 
Inc.,  lessee). 

Pi'  ,an °r4cr  the  ^re  commissioner. 

PREMISES  AFFECTED— 812  Columbia  street,  west  side, 
1/32  ft  south  of  Halleck  street  (Block  613,  Lot  1) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy  D  W 
Congdon,  Jr.,  and  W.  S.  McKenna 

ArTTnwn^mon/SDtrntiof:  Thomas  A.  Larkin,  Fire  Dep’t. 
mu  r  uA-P  BOARD— Appeal  denied. 

1HE  VOTE  TO  GRANT— 

Affirmative :  . .  g 

Negative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (418-47-A) 

Whereas,  Reginald  S.  Hardy,  for  Beard’s  Erie  Basin,  Inc 
fiiVTvr(12e  international  Freighting  Corp.,  Inc.,  lessee),’ 
filed  May  3,  1 947,  an  appeal  from  an  order  of  the  fire  com- 
missmner’  affecting  premises  812  Columbia  street,  west  side, 
TV  B.  south  of  Halleck  street  (brick  warehouse  opposite 
1  1C^  2,f°°  Columbia  street)  ;  (Block  613,  Lot  1),  Bor¬ 
ough  of  Brooklyn ;  and 

A  WiH7Rin^°rde/  19478-LF  issued  by  the  fire  commissioner 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building,  having  one  source 
oi  water  supply,  arranged  and  equipped  as  provided  in 

16’  Chapter  26  of  the  Adm.  Code. 
Sec.  09-161.0  Adm.  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (21  ft.  2  in.)  in  height,  70  ft.  8  in.  by  146  ft  4  in 

“?  T ffrSc?  t  3  c.onstruction,  erected  in  1947,  located  on  a 
plot  2607  ft.  front,  in  an  unrestricted  use,  C  area  and  class  2 
height  district  and  used  and  occupied  since  erection  for  the 
handling  of  cargo  consisting  of  general  merchandise  in 
transit  no  persons  will  be  regularly  employed,  but  a  limited 
number  of  occupants  not  exceeding  twenty  may  handle  cargo 
in  the  building  from  time  to  time;  and 

•  n™EA5> the  aPPbcant  states  that  the  building  was  erected 
in  1947,  pursuant  to  plans  filed  with  the  Department  of 
Marine  and  Aviation  under  Application  19485  and  certificate 
ot  completmn  1264  issued  therefor,  on  March  11  1947-  and 
Whereas,  the  applicant  contends  that  the  building  is  not 
used  as  a  warehouse;  that  it  is  a  general  utility  building 
erected  as  an  adjunct  of  Pier  No.  2,  Beard’s  Erie  Basin  Inc 
and  is  used  for  the  handling  of  cargo  in  transit  when  pier 
space  is  inadequate  or  when  other  conditions  render  it  desir- 
ahie  or  necessary  to  place  merchandise  therein ;  that  plans  for 
the  building  were  submitted  to  the  Department  of  Housing 
and  Buildings  with  a  statement  that  the  Department  of 
Marine  and  Aviation  had  assumed  jurisdiction  and  the  De¬ 
partment  of  Housing  and  Buildings  refused  to  entertain 
jurisdiction  over  the  building;  that  the  order  of  the  fire  com¬ 
missioner  is  unwarranted,  as  the  building  is  less  than  the 
area  which  would  require  the  installation  of  a  sprinkler 
system;  that  it  the  Department  contends  that  this  building  ;s 
used  for  the  storage  of  materials  deemed  hazardous,  it  is 
stated  that  no  materials  of  any  kind  are  stored  in  the  build¬ 
ing;  that  any  merchandise  found  therein,  consists  solely  of 
merchandise  in  transit,  of  a  type  permitted  to  be  handled  on 
piers  and  waterfront  property  in  the  City  of  New  York  bv 
existing  regulations  and  no  merchandise  is  handled  which  is 
considered  extra-hazardous;  that  Pier  No.  2  is  provided  with 
an  interior  fire  alarm  system;  that  this  pier  is  but  a  short 
distance  from  the  building  in  question ;  that  regular  monthly 
fire  drills  are  maintained  on  the  pier  and  the  persons,  who 
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work  in  the  building  in  question  from  time  to  time,  are  those 
employed  on  the  pier ;  that  there  are  watchmen  on  duty  at  all 
times  near  the  building  and  a  question  is  present  as  to  the 
jurisdiction  of  the  fire  commissioner  over  this  building,  as 
the  Department  of  Housing  and  Buildings  has  refused  to 
entertain  jurisdiction  over  the  building,  holding  that  it  comes 
within  the  authority  of  the  Department  of  Marine  and 
Aviation. 

Resolved,  that  Order  19478-LF,  item  1,  of  the  Fire  Com¬ 
missioner,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


473-47-A 

APPLICANT — Robert  Gottlieb,  for  3560  White  Plains 
Road  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 701  East  212th  street  and  3560 
White  Plains  road,  northeast  corner  (2nd  floor)  ; 
(Block  4657,  Lot  94),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  Gottlieb. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Ivleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (473-47-A) 

Whereas,  Robert  Gottlieb,  for  3560  White  Plains  Road 
Realty  Corp.,  owner,  filed  May  15,  1947,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises: 
701  East  212th  street  and  3560  White  Plains  road,  northeast 
corner  (2nd  floor)  ;  (Block  4657,  Lot  94),  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  12,  1947,  re  Alt.  Applic.  368-47,  reads: 

“1.  Both  required  stairways  must  be  enclosed  in  fire¬ 
proof  partitions,  as  per  Section  270  of  the  Labor  Law. 

2.  Both  stairways  must  continue  to  the  roof,  as  per 
Sec.  270  of  the  Labor  Law  and  Rule  11  of  the  Board 
of  Standards  and  Appeals,  Factory  Exit  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (24  ft.)  in  height,  100  ft.  4  in.  by  65  ft.  average  in 
area,  of  Class  3  construction,  .erected  in  1925,  located  in  a 
business  use,  C  area  and  Class  height  district,  used  and 
occupied  since  1947:  Cellar,  boiler  storage;  1st  floor,  stores; 
2nd  floor,  lodge  rooms  and  offices,  75  persons ;  proposed  to 
be  used  and  occupied  without  change,  except  the  2nd  floor 
will  be  used  for  the  manufacture  of  dresses  with  an  occu¬ 
pancy  of  51  persons;  that  the  building  is  equipped  with  one 

3  ft.  8  in.  iron  stairs,  enclosed  in  4  in.  terra  cotta  block, 
equipped  with  kalamein  self-closing  doors  and  leading  di¬ 
rectly  to  the  street,  and  proposed  to  be  provided  with  a 
ladder  and  scuttle  to  the  roof  and  one  exterior  stairs  on  east 
side  of  building,  extending  to  the  yard  by  stairs  and  pro¬ 
posed  to  be  extended  to  the  roof ;  that  egress  to  the  street 
is  direct ;  that  windows  and  doors  on  course  of  the  exterior 
stairs  are  fireproof,  self-closing;  and 

Whereas,  Violation  C72-47  was  issued  April  28,  1947, 
for  changing  the  occupancy  from  store  and  loft  to  stores 
and  factory,  without  obtaining  a  certificate  of  occupancy; 

and  . 

Whereas,  Certificate  of  Occupancy  152  was  issued  Au¬ 
gust  28,  1935,  permitting  the  use  of  the  first  floor  for  stores 
and  2nd  floor,  lodge  rooms  and  offices  with  an  occupancy  of 
75  persons  and  specifying  a  liveload  of  120  lbs.  per  square 
foot;  and 

Whereas,  the  applicant  contends  that  the  building  has  a 

4  ft.  iron  stairs,  enclosed  in  4  in.  terra  cotta  block  enclosure 
and  leading  directly  to  the  street ;  that  it  is  proposed  to  con¬ 


vert  the  2nd  story  from  lodge  rooms  and  offices  with  75 
persons  permitted,  to  a  modern  shirt-waist  factory  employ¬ 
ing  51  persons;  that  a  variation  of  the  requirements  of  the 
Labor  Law  and  the  Factory  Exit  Rules  is  requested,  to 
accept  the  exterior  stairs,  which  it  is  proposed  to  roof  over 
with  galvanized  metal  on  angle  irons,  to  protect  it  from  the 
weather  and  a  new  60  degree  stair  will  be  built  on  platform 
leading  to  the  roof ;  that  at  the  head  of  the  present  fireproof 
interior  stairhall,  it  is  proposed  to  erect  a  double-rung  iron 
ladder,  with  a  counter-balanced  easily-opened  scuttle;  that 
the  building  is  only  two  stories  in  height  and  the  tendency 
would  be  to  go  down  instead  of  up  in  an  emergency;  that 
the  use  is  of  a  non-hazardous  nature  and  there  will  be  a 
smaller  occupancy  on  the  2nd  floor  than  previously  permitted. 

Resolved',  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  368-47  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  Objections  1  and  2,  on  condition  that  the  stairs 
shall  be  maintained  as  proposed  and  as  shown  on  plans  filed 
with  this  appeal,  marked  “Received  May  15,  1947,”  three 
sheets;  that  the  building  shall  not  be  increased  in  height  or 
area;  that  this  variance  shall  continue  only  so  long  as  the 
premises  are  occupied  as  proposed  and  the  building  adjoining 
to  the  north  is  the  same  height,  so  as  to  permit  exit  from 
the  roof  of  the  building  under  appeal ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


476-47-A 

APPLICANT— John  Harold  Barry,  for  New  York  College 
of  Music,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 114-116  East  85th  street,  south 
side,  180  ft.  east  of  Park  avenue  (Block  1513,  Lots 
63 J4  and  64),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  Harold  Barry.  ,  ? 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . ® 

THE  RESOLUTION  (476-47-A) 

Whereas,  John  Harold  Barry,  for  New  York  College  of 
Music,  owner,  filed  May  14,  1947,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises:  114-116 
East  85th  street,  south  s:de,  180  ft.  east  of  Park  avenue 
(Block  1513,  Lots  6354  and  64),  Borough  of  Manhattan; 

'  Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  6,  1947,  on  amendment  to  B.N.  Applic.  3314-46, 
reads * 

“This  amendment  is  disapproved  with  following  ob¬ 
jection:  Proposed  work  does  not  agree  with  Exit  Order 
#75  of  1946.” 

and 

Whereas,  Exit  Order  #75-46  directed  that  a  fire  escape 
be  provided  on  the  front  of  the  building,  taking  in  at  least 
one  wmdow  on  every  room  of  the  1st,  2nd  and  3rd  floors, 
adjacent  to  same  and  a  similar  fire  escape  on  the  rear;  and 
Whereas,  amendment  filed  May  1,  1947  on  B.N.  Apphc. 

3314-46,  reads :  .  : 

“It  is  requested  that  this  amendment  and  accompanying 
plan  filed  herewith,  be  part  of  and  incorporated  in 
Building  Notice  #3314  of  ’46. 

1.  It  is  requested  that  the  fire  escape  now  shown  at 
the  front  of  the  building,  be  omitted  and  that  an  ap¬ 
proved  type  sprinkler  system  be  installed  in  the.  halls 
and  under  the  soffits  of  the  sta:rs  in  lieu  of  this  fire 
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escape.  This  request  is  necessitated,  due  to  the  struc¬ 
tural  conditions  at  the  job,  which  would  result  in  an 
unsightly  and  unsatisfactory  condition. 

2.  It  is  requested  that  the  stationery  3'-0"  ladder 
from  the  ground  to  first  floor  in  rear  of  building  be 
changed  to  a  45  degree  counterbalanced  ladder— also 
3  -0  wide. 

1  his  counterbalanced  ladder  would  provide  adequate 
means  of  egress  and  would  eliminate  to  a  great  extent 
the  hazard  of  burglary.” 


and 

^nV?AREAS\ thie,  aPP1jc^nt  states  the  building  is  3  stories 
(40  ft.)  in  height,  36  ft.  2  in.  by  46  ft.  in  area,  Class  3 
[  construction,  erected  in  1896,  located  in  a  residence  use  B 
and  Pass  {I/2  height  district;  used  and  occupied  since 
1  ~r“’  as  fodows:  Cellar,  store  room  and  boiler;  basement 
olhees,  studo  and  waiting  room,  6  persons;  1st  floor,  class¬ 
rooms  and  studios,  64  persons;  2nd  floor,  studios  and  prac¬ 
tice  rooms,  12  persons;  3rd  floor,  studios  and  janitor’s 
apartment,  8  persons,  for  which  Certificate  of  Occupancy 
214^1  was  issued  July  10,  1936;  and 
Whereas,  the  applicant  states  the  building  is  equipped 
with  one  32  in.  wide  steel  stairs  with  concrete  treads,  en¬ 
closed  m  stud  and  plaster  partitions,  equipped  with  wood 
doors  having  wire  glass  panels;  that  the  stairhall  leads  to 
the  street  and  there  is  provided  a  ladder  and  scuttle  to  the 
roof;  that  one  fire  escape  is  proposed  on  the  rear  of  the 
building  extending  to  the  roof  by  ladder  and  to  the  yard 
by  45  degree  counterbalanced  ladder,  with  egress  to  the 
street  through  the  present  building;  and 
Whereas,  the  applicant  contends  that  Exit  Order  #75 
requires  a  fire  escape  on  the  front  of  the  building  and  a 
fire  escape  on  the  rear ;  that  the  applicant  requests  that  the 
(tne  escape  called  for  on  the  front,  be  omitted  and  an  ap¬ 
proved  type  sprinkler  system  be  installed  in  the  halls  and 
under  the  soffits  of  the  stairs,  in  lieu  of  a  front  fire  escape- 
that  the  erection  of  the  front  fire  escape  would  be  difficult 
and  result  in  an  unsightly  and  unsatisfactory  job;  that  the 
present  stone  entrance  motif  interferes  seriously  with  the 
proper  installation  of  a  fire  escape;  that  recently,'  the  owner 
without  any  order  from  the  Dept,  of  Housing  and  Buildings 
removed  the  existing  wood  stairs,  with  winders  top  and 
bottom  of  each  stair  run  and  installed  a  steel  stair  with 
concrete  treads,  having  a  straight  run  and  thereby  eliminated 
the  hazard  of  the  winding  stair  and  materially  improved 
the  exit  condition ;  that  the  occupancy  of  the  entire  building 
does  not  exceed  90  people;  that  it  is  proposed  to  comply 
fully  with  the  balance  of  the  exit  order. 

!hat  lhe  decision  of  the  borough  superintendent 
on  B.N.  Applic.  3314-46,  dated  May  6,  1947,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it.  hereby  is  granted 
on  condition  that  the  rear  fire  escape  and  the  sprinkler  system 
as  proposed  in  lieu  of  front  fire  escape,  shall  be  installed 
and  maintained;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


485-47-A 

APPLICANT— J.  M.  Berlinger,  for  Dumont  Electric  Corp 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 308  Dyckman  street  and  17-31 
Staff  street,  southeast  corner  (2nd  floor)  ;  (Block 
«  2246,  Lot  20),  Borough  of  Manhattan. 

APPEARANCES— 

|  F°r  Applicant:  J.  M.  Berlinger. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

BOARD— Appeal  granted  on  condition 
1  H  E  VO  I  E — 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative :  .  g 


THE  RESOLUTION  (485-47-A) 

Whereas  J.  M  Berlinger,  for  Dumont  Electric  Corp 
owner,  filed  May  20  1947,  an  appeal  from  a  decision  of  the 

stree?  andSUl  7eitT  I1?  ffnt’  affecting  premises :  308  Dyckman 
fuinrl-?  7~13  ,  ?} rcct’  soulheast  corner  (2nd  floor); 

(Block  2„46,  Lot  20),  Borough. of  Manhattan;  and 

dated  MavS,15ih1o47CIS1°n  °f  ,the  borough  superintendent, 
reads -May  15’  1947,  re  amendmcnt  to  Alt.  Applic.  314-47, 

“L  Exits  should  comply  with  sec.  270  Labor  Law. 

,a  •  |wo  stairs,  3' 8"  wide,  constructed  of  fireproof 

S  i  ’  enc  °«Sed  n]  firePro°f  partitions,  with  fireproof 
self-closing  doors,  44"  wide,  should  be  provided  from 
second  floor  to  street. 

2  Stairs  should  continue  to  roof,  if  safe  egress  may 
be  had  from  roof,  or  a  ladder  and  scuttle  to  roof  should 
be  pi  ovided  if  there  is  no  safe  egress  ” 

and 

Aft  fPP1^31!' the  building  is  2  stories  and 
basement  (32  ft.)  in  height,  100  by  189  ft.  \y2  in  in  area 
Class  3  construction,  erected  in  1927,  located  in  an  unre¬ 
stricted  use,  A  area  and  Class  height  district  -  used  and 
occupy  since  1945,  as  follows:  Cellar,  boilerroom!  Base 
ment,  garage  ior  more  than  five  motor  vehicles  gasoline 
serv.c6  station  and  carpet  cleaning;  1st  floor,  carpet  King 
and  storage,  3  persons;  2nd  floor,  office,  5  persons;  proposed 
to  be  used  and  occupied :  Cellar,  same ;  basement,  1st  and  2nd 
stones,  factory  for  radio  parts,  10  persons  in  basement  45 
Snathe  °h  -S?  1St  floor.and  15  Persons  on  the  2nd  floor; 

svstem  one1 1*"??  a  .eqmMfd  W1|h  an  approved  standpipe 
ystem  one  3  ft.  8  in.  wide  steel  stair,  fireproof  enclosed 

toqT)e,t  Wf  a rePr0°f,’  f  lf-cIosi"g  doors,  leading  direedy 
roof  •  and  t  -and  provided  Wlth  a  ladder  and  scuttle  to  the 

Whereas,  Certificate  of  Occupancy  30685  issued  January 
,  1945  upon  completion  of  work  under  Alt.  Applic.  1255-44 
Pe™ds  the  present  use  and  occupancy;  and 

Whereas,  the  applicant  contends  that  the  so  called  second 
floor  does  not  cover  the  equivalent  of  the  area  of  the  first 
floor,  but  only  one-tenth  of  the  same,  less  than  2,000  square 
feet  and  is  in  reality,  penthouse  space;  that  Certificate  of 
Occupancy  30o8a  permits  the  penthouse  for  offices  with  the 
present  means  of  egress  and  for  this  reason,  the  continued 
means  ol  egress  should  be  acceptable  for  its  continued  use 
thcVi*  P61]*!01156  Wdl  not  be  en]arged  in  area  or  height;  that 
rn  nrr  f  tlC  Penth°use  was  Permitted  in  a  building  having 
an  occupancy  more  hazardous  than  proposed  and  that  the 
gasoline  pumps,  tanks,  etc.  have  been  removed. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  a  variation  in  the  requirements  of  the  Labor 

AltW  Amffic  IM  47  nh0t\°f  thf  b°r0Ugh  superintendent  on 
hi  on  i  v  i  I14'47,  0bJections  1  and  2,  and  that  the  appeal 
nor  K  hereby  is  granted  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area  and  shall  be  maintained  as 
herein  proposed,  for  the  uses  stated ;  that  in  addition  to  the 
existing  exits,  there  shall  be  a  balcony  with  a  counter- 

tinnaaT ed.  adder  Staff  street  near  the  south,  as  an  addi- 
tional  exit  from  the  portion  of  the  second  floor  as  shown  on 
plans  filed  with  this  appeal  marked  “Received  May  20  1947  ” 
the  hn!l^tS  ’  that  r he  &a!?oIine  selling  equipment,  used  when 

mnveH  a  g  WaS  fa°rm,erly.a  garage-  sha11  be  completely  re- 
,  d  as  ProPosed ,  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  reguki? 
tions  applicable  thereto.  ®  ia 


216-34-A 

SURn?rTNT~?aeUSer'?hellac  Co-  Inc-  lessee. 
8UBJEC4  Application  for  consideration— reopening  and 

extension  of  term  of  variance— re  Appeal  from  an 
order  of  the  fire  commissioner  (granted  on  condi¬ 
tion  tor  term  of  one  year). 

PREMISES  AEFEC  TED— 52-64  Warren  street,  south  side, 
214  ft.  west  of  Columbia  street  (Block  303,  Lot  1) 
Borough  of  Brooklyn 
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APPEARANCES— 

For  Applicant :  Arthur  Hafner. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (216-34-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  52-64  Warren  street,  south  side 
214  ft.  west  of  Columbia  street  (Block  303,  Lot  1),  Borough 
of  Brooklyn,  was  granted  by  the  Board  June  18,  1935,  on 
certain  conditions ;  and 

Whereas,  an  amendment  to  the  resolution  was  granted  on 
November  12,  1941 ;  and 

Whereas,  an  extension  of  the  term  of  the  variance  was 
granted  from  time  to  time,  the  last  such  extension  having 
been  granted  on  July  9,  1946;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  18,  1935,  as  amended 
through  July  9,  1946,  only  in  so  far  as  it  has  reference  to 
the  term  of  variance,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“Granted  for  a  term  of  one  (1)  year  from  the  date 
of  this  amended  resolution  *  *  *  and  that  other  than 
as  herein  amended,  the  provisions  of  the  resolution  of 
June  18,  1935  shall  be  complied  with;  that  the  system 
and  equipment  shall  be  maintained  to  the  satisfaction  of 
the  fire  commissioner.” 


45-43-A 

APPLICANT— Riegelman,  Strasser,  Schwarz  &  Spiegel- 
berg,  for  Morris  Roth,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED— 47-11  108th  street,  northeast 
corner  of  48th  avenue  (Block  2003,  Lots  87  and  84), 
Corona,  Borough  of  Queens. 

APPEARANCES—  r  .  „  , 

For  Applicant:  John  F.  Finn,  Jr.  and  Morris  Roth. 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  term  of 


variance  extended.  ,  ^  _ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  Off 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


251-47-A 

APPLICANT— Harvey  Wiley,  Corbett,  for  Trustees  of 
Sailor’s  Snug  Harbor,  owner;  Max  Wolkowitz, 
lessee. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition. 

PREMISES  AFFECTED— 749  Broadway,  west  side,  83  ft. 
south  of  East  8th  street  (2nd  to  5th  floors)  ;  (Block 
548,  Lot  57),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  James  J.  Bacon. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative:  . 0 

THE  RESOLUTION  (251-47-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  749  Broadway,  west  side, 
83  ft.  south  of  East  8th  street  (2nd  to  5th  floors)  ;  (Block 
548,  Lot  57),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  April  8,  1947,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  8,  1947,  by  adding  there¬ 
to : 

“that  in  the  event  the  owner  desires  to  remove  the 
upper  stories  down  to  a  two  story  Class  III  building,  as 
passed  upon  by  the  borough  superintendent  under  Alt. 
410-47,  Objection  2,  dated  May  20,  1947,  such  reduction 
in  height  may  be  permitted,  provided  the  secondary 
means  of  egress,  consisting  of  an  exterior  fire  stair  as 
proposed,  shall  be  maintained,  with  exit  to  grade  through 
East  8th  street  and  with  connection  to  the  roof.” 


240-47-A 

APPLICANT— Regan  and  Barrett,  for  Beatrice  Goelet, 
Robert  G.  Goelet,  Francis  Goelet  and  John  Goelet, 
owners  (Imperial  Management  Corp.,  lessee). 

SUB  TECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 1240-1256  Broadway,  east  sffie, 
from  West  31st  to  West  32nd  streets,  43-49  West 
31st  street  and  42-52  West  32nd  street  (Block  833, 
Lots  11,  15,  17  &  67),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  G.  Bathan. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  July  15,  1947  at  2 
P.M.  at  request  of  applicant’s  representative. 


THE  RESOLUTION  (45-43-A) 

Whereas,  tins  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  47-11  108th  street,  north- 
cast  corner  of  48th  avenue  (Block  2002,  T>ots  87  and  84). 
Corona,  Borough  of  Queens,  was  granted  by  the  Board  on 
April  6,  1943,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 

term  of  variance.  ,  .  ,  , 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  6,  1943,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  for  a  temporary  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  *  *  *  and 
that  other  than  as  herein  amended,  the  conditions  of 
the  resolution  adopted  April  6,  1943  shall  be  complied 
with.  (Alt.  Applic.  1576-42).” 


350-47-A 

APPLICANT— Morris  Bernard  Adler,  for  Sgt.  Meyer 
Levin  Memorial  Hall  Association,  Inc.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1624-1630  East  14th  street,  west 
side,  180  ft.  south  of  Avenue  P  (Block  6776,  Lots 
16  and  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Morris  Bernard  Adler,  Larry 
Meltzer  and  Nathan  Ginsberg.  , 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  15,  1947  at  2 
P.M.  for  inspection  by  Committee  and  decision  by 
Board,  without  further  argument. 
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374-47-A 

APPLICANT— Howard  H.  Snyder,  for  Leberk  Corpora¬ 
tion,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
nre  commissioner. 

PREMISES  AFFECTED— 287-295  Amsterdam  avenue  and 
I/(J  West  74th  street,  southeast  corner  (Block  1145 

APPEARANCES— r°Ugh  °£  Ma"ha"an' 
hor  Applicant :  Howard  H.  Snyder 

Peter  Maher>  Firc  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  July  1,  1947  at  2 
1  M.  for  further  consideration. 


474-47-A 

APPLICANT— The  Continental  Bank  and  Trust  Co  of 
New  York,  trustee  and  Mortgagee  in  Possession 
(Second  Presbyterian  Church  in  the  City  of  New 
York,  owner). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
nre  commissioner. 

PREMISES  AkFECTED — 360  Central  Park  West  west 
fld5;  10£  ^  in-  south  of  West  96th  street, 
f^ncst  Eth  street  and  2-10  West  96th  street  (Block 

APPEARANCES— B°r°Ugh  °f  Manhattan- 
hor  Applicant :  Charles  Guarneri. 

For  Administration:  Peter  Maher  Fire  Den't 

ACT  ION  OF  BOARD — Laid  over  to  June  24,  1947  at  2 
P.M.  at  request  of  applicant’s  representative. 


491-47-A 

APPLICANT— Lewmark  Hotels,  Inc.,  lessee,  for  Braddock 
Hotel  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
hre  commissioner. 

PREMISES  AFFECTED— 272  West  126th  street  and  2350 
8th  avenue,  southeast  corner  (Block  1931,  Lot  61) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  F.  Mayer. 

For  Administration :  Peter  Maher  Fire  Den’t 

Ah  1  ION  OF  BOARD — Laid  over  to  June  24,  1947  at  2 
I  .M.  at  request  of  applicant’s  representative. 


495-47-A 

SUPPLICANT — Lewis  G.  Adams,  for  Girl  Scout  Council  of 
(ireater  New  York,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED-133  East  62nd  street,  north 
side,  103  ft.  west  of  Lexington  avenue  (Block  1397, 
Lot  13),  Borough  of  Manhattan. 

APPEARANCES— 

E°r  Applicant :  Lewis  G.  Adams  and  Frederick  C 
Genz. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  15,  1947  at  2 

P.M.  for  inspection  by  Committee  and  decision  bv 
Board. 


tion  and  maintenance  of  a  gasoline  service  station, 
^  office  and  lubritorium. 

PREMISES  AFFECTED— 156-166  West  End  avenue, 

northeast  corner  of  West  67th  street  (Block  1159 

\  or,!’  Ai;0,txV;Tiiorough  of  Manhattan. 

APPEARANCES— 

hor  Applicant :  Henry  George  Greene, 
hor  Administration:  Samuel  L.  Becker,  Dep’t  of 
,rT,AM  Housing  and  Buildings. 

ACTION  Oh  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

1  H  TION— '  T°  RE0PEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Negativ?1  K  einCrt  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (177-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zonin- 
esolution,  to  permit  in  a  business  use  district,  the  erection 
aiK  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium,  affecting  premises  156-166  West  End  avenue- 
northeast  corner  of  West  67t.h  street  (Block  1159  Lot  1)’ 

HTO?;  and  “an'  WaS  denied  by  the  on  June 

Whereas,  J.  G.  L.  Molloy,  for  Rose  Cramer,  owner 

zr  . . .  : 

resto^ftTiJen’dar!2^6'  **  “*  rC°PCned  a"d 

hvVq^EREAS’a  °n  aUly  9’  19464  this  aPPlicatio”  was  granted 
by  the  Board,  under  section  7f  of  the  zoning  resolution  on 
certain  conditions,  for  a  term  of  ten  years;  and 

A„^  HEREASh°n  December  10,  1946,  plans  were  approved  on 
certain  conditions,  as  being  in  substantial  compliance  with 
the  resolution  adopted  by  the  Board  on  July  9,  1946;  and 

hereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  10  1946 
by  adding  thereto: 

.  “*  *  ,  *  thatr  the  number  of  gasoline  tanks  may  be 
increased  from  four  (4)  to  eight  (8)  550  gallon  tanks 
on  condition  *  *  *  and  that  other  than  as  herein 

amended,  the  conditions  of  the  resolution  of  December 
10,  1946,  approving  plans  and  imposing  conditions,  shall 
be  complied  with.” 


ZONING  APPLICATIONS 

177-32-BZ 

APPLICANT— Henry  George  Greene,  for  Rose  Cramer 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the  erec- 


429-37-BZ 

APPLICANT— Riegelman,  Strasser,  Schwarz  and  Spiegel- 
?  berg,  for  Morris  Roth,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  alteration  and 
conversion  of  occupancy  of  a  frame  building  to  a 
stable  for  more  than  five  horses. 

I  REMISES  AFFEC  FED — 47-11  108th  street,  northeast 
corner  of  48th  avenue  (Block  2003,  Lots  87  and  84), 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Finn,  Jr.  and  Morris  Roth 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  'Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TFRM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative :  .  p 
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THE  RESOLUTION  (429-37-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  premises  47-11  108tn 
street  and  108-09  48th  avenue,  northeast  corner  (Block  2003, 
Lot  84),  Corona,  Borough  of  Queens,  was  granted  by  the 
Board  April  5,  1938,  on  certain  conditions ;  and 
Whereas,  upon  court  review  the  Board’s  decision  was 
sustained  by  the  Supreme  Court,  Special  Term,  reversed  by 
the  Appellate  Division,  whose  decision  was  confirmed  by 
the  Court  of  Appeals;  reversing  the  Board;  and 

Whereas,  an  application  for  reopening  was  made  under 
section  7f  of  the  zoning  resolution,  to  permit  the  erection  and 
maintenance  of  a  gasoline  service  station  for  a  stated  term 
of  years ;  and 

Whereas,  this  application  was  reopened  by  vote  ot  the 
Board  on  October  29,  1940  and  denied  by  the  Board  on 
March  25,  1941  and  was  subject  to  court  review  and  dis¬ 
continued  by  stipulation ;  and 

Whereas,  the  present  applicant  requested  a  reopening  and 
rehearing  of  the  case  on  a  new  proposal — to  permit  under 
section  7e  of  the  zoning  resolution,  the  alteration  and  con¬ 
version  of  occupancy  of  a  building  to  a  stable  for  more  than 
five  horses,  affecting  premises  northeast  corner  of  108th 
street  and  48ih  avenue  (Block  2003,  Lots  87  and  84),  Corona, 
Borough  of  Queens ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  2,  1943,  subject  to  usual  procedure;  and 

Whereas,  on  April  6,  1943,  the  application  was  granted 
bv  the  Board,  on  certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on  April 

24,  1945 ;  and  '  . 

Whereas,  the  applicant  requested  a  further  extension  ot 

the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  6,  1943,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read  : 

“ Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  other  than  as  herein  amended,  the  conditions  of 
the  resolution  of  April  6,  1943,  as  amended  April  24, 
1945,  shall  be  complied  with.  (Alt.  Applic.  1576-42). 

* 


489-38-BZ 


APPLICANT — Colonial  Beacon  Oil  Co.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion.  _  ,  .  ,  , 

PREMISES  AFFECTED— 219-01  North  Conduit  boule¬ 
vard  and  144-01  to  144-09  Springfield  boulevard, 
northeast  corner  (Block  3820,  Lot  4),  Springfield 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Samuel  L.  Becker,  Dep’t  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative:  . . .  0 


THE  RESOLUTION  (489-38-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  219-01  North  Conduit  boulevard  (avenue)  and 


144-01  to  144-09  Springfield  boulevard,  northeast  corner 
(Block  3820,  Lot  4),  Springfield  Gardens,  Borough  of 
Queens,  was  granted  by  the  Board  December  3,  1940,  on  cer¬ 
tain  conditions ;  and 

Whereas,  on  October  24,  1944,  under  section  7e  of  the 
zoning  resolution,  the  term  of  the  variance  was  extended  for 
a  term  of  ten  (10)  years;  and 

Whereas,  on  May  1,  1945  and  May  14,  1946,  time  was 
extended  to  obtain  permits  and  complete  the  work ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1940,  as 
amended  through  May  14,  1946,  only  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  work,  so  "that  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution  *  *  *  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  adopted  De¬ 
cember  3,  1940,  as  amended  through  May  14,  1946  shall 
be  complied  with  and  that  a  certificate  of  occupancy  shall 
be  obtained  (N.B.  Applic.  3290-36).” 


574-39-BZ 

APPLICANT — E.  K.  Demmel  Co.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7b  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  residence  and  partly  in 
a  business  use  district,  the  conversion  of  occupancy 
of  1st  story  of  an  existing  building  to  factory  use 
for  a  temporary  term. 

PREMISES  AFFECTED— 59-11  67th  avenue  (Cornelia 
street),  north  side,  94  ft.  east  of  Forest  avenue 
(Block  3502,  Lot  45),  Ridgewood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Edward  K.  Demmel. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings.  i 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee.  4 
Negative :  . 0 

THE  RESOLUTION  (574-39-BZ) 

Whereas,  this  application  under  section  7b  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  conversion  of  occupancy  of 
the  first  story  of  an  existing  building  to  factory  use,  affect¬ 
ing  premises  59-11  67th  avenue  (Cornelia  street),  north  side, 
94  ft.  east  of  Forest  avenue  (Block  3502,  Lot  45),  Ridge¬ 
wood,  Borough  of  Queens,  was  granted  by  the  Board  on 
April  2,  1940,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  April  7, 
1942 ;  and 

Whereas,  on  May  18,  1943,  the  resolution  was  amended; 

and  .  , 

Whereas,  the  applicant  requested  a  further  extension  ot 
the  term  of  variance.  j 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  2,  1940,  as 
amended  through  May  18,  1943,  by  adding  thereto :  1 

“that  the  use  of  these  premises  may  be  for  a  term  ot 
two  (2)  years  from  the  date  of  this  amended  resolution, 
for  the  manufacture,  assembly  and  repair  of  surgical  in¬ 
struments  by  Slimpfel  and  Son,  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  on  April  2,  1940,  as 
to  the  use  of  the  ground  floor  and  the  time  for  factory 
work  shall  be  complied  with ;  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained  (Alt.  Applic.  9511-39).” 


762 


MINUTES 


1 192-40-BZ 

APPLICANT  William  K.  Altman,  for  Central  Savings 
Hank,  owner. 

I  SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance— Application  (deci¬ 
sion  ot  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7 h  of  the  zon- 
mg  resolution,  permitting  in  a  business  use  district 
the  use  or  part  ot  plot  now  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  ( pre¬ 
vious  B  granted  by  the  Board  for  a  temporary  term) 
Dr,UUT°i'e  display  and  sale  of  used  cars. 

PREMISES  A  I;  FECTED  3 1 2-338  West  59th  street,  south 
side  and  315-347  \\  est  58th  street,  north  side,  200 
ft  east  of  Ninth  avenue  (Block  1049,  Lots  9  and 
44),  Borough  of  Manhattan 

i  appearances— 

For  Applicant:  William  R.  Altman. 

Lor  Administration:  Samuel  L.  Becker,  Dep’t  of 
I  A  t  Housing  and  Buildings. 

■  AC  I  ION  OF  BOARD — Application  reopened  and  term  of 
%  ^  variance  extended. 

■  THvy,?TIAvJS  NEOPEN  AND  EXTEND  TERM  OF 

V  A  K  LANCE — 

Aim mative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
i  Negative :  .  q 

THE  RESOLUTION  (1 192-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
ot  two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles  affecting  premises  312-338  West  59th  street,  south 
side,  and  315-347  West  58th  street,  north  side,  200  ft  east  of 
Ninth  avenue  (Block  1049,  Lots  9  and  44),  Borough  of  Man¬ 
hattan,  was  granted  by  the  Board  on  June  10,  1941,  on  cer¬ 
tain  conditions;  and 

Whereas,  the  resolution  was  amended  on  July  8,  1941  and 
the  term  of  variance  was  extended  on  May  11,  1943;  and 
Whereas,  the  resolution  was  further  amended  on  June  15 
1943,  permitting  the  additional  use  for  the  display  and  sale  of 
used  cars;  and 

Whereas,  the  term  of  variance  was  further  extended  on 
July  17,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Tune  10,  1941  as 
amended  through  July  17,  1945,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  variance,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  ■* 
that  other  than  as  herein  amended,  the  conditions  of  the 
resolution  of  June  10,  1941,  as  amended  through  July 
17,  1945,  shall  be  complied  with,  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


595-41-BZ 

APPLICANT — Bernal  Realty  Corporation,  owner;  Louis 
Shapiro,  lessee. 

SUBJL.CT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon- 
'  ing  resolution,  permitting  in  residence  and  bu  iness 
use  districts,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PRL.MISES  AFFECTED — 308  Beach  44th  street,  east  side, 
94  ft.  north  of  Rockaway  Beach  boulevard  (Block 
367,  part  of  Lot  1),  Far  Rockaway,  Borough  of 
Queens. 

\PPEARANCES — 

For  Applicant :  Edith  S.  Bernstein. 


For  Administration:  Samuel  L.  Becker,  Dep’t  of 
_  Housing  and  Buildings. 

AC  I  ION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

TH  VARIANCE— RE°PEN  AND  EXTEND  TERM  OF 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  apd  Deputy  Chief  Guinee  4 
Negative  i  .  q 

THE  RESOLUTION  (595-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  and  business  use 
district,  lor  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles,  affecting  premises  308 
■each  44th  street,  east  side,  94  ft.  north  of  Rockawav'  Beach 
boulevard  ( Block  367,  part  of  Lot  1),  Far  Rockaway,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  on  Tuly  17,  1941, 
on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  7,  1942;  and 
Whereas,  the  term  of  variance  was  further  extended  on 
July  27,  1934  and  op  June  5,  1945  and  the  applicant  requested 
a  further  extension  of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  17,  1941,  as 
amended  by  resolution  adopted  through  June  5,  1945,  only  so 
far  as  it  has  reference  to  the  term  of  the  variance,’  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resultion,  to  permit 
the  parking  and  storage  of  more  than  five  motor  ve¬ 
hicles  on  condition  *  *  *  that  other  than  as  herein 

amended,  the  conditions  of  the  resolution  of  July  17, 
1941,  shall  be  complied  with  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Misc.  Applic.  5184-41).” 


664-46-BZ 

APPLICANT — Henry  George  Greene,  for  Unexcelled 
Laundry  System,  Inc.,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
under  section  21  of  the  zoning  resolution,  permitting 
in  an  unrestricted  use,  C  area  d:strict,  the  extension 
of  an  existing  building,  using  more  than  the  per¬ 
mitted  area. 

PREMISES  AFFECTED— 120-05  to  120-23  Atlantic  ave¬ 
nue  and  91-62  121st  street,  northwest  corner  (Block 
9352,  Lots  28  and  30),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

•  For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  reopened  and  resolu- 
t:on  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

T.HE  RESOLUTION  (664-46-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use,  C  area  district 
the  extension  of  an  existing  building,  using  more  than  the 
permitted  area,  affecting  premises  120-05  to  120-23  Atlantic 
avenue  and  91-62  121st  street,  northwest  corner  (Block  9352, 
Lots  28  and  30),  Richmond  Hill,  Borough  of  Queens,  was 
granted  by  the  Board  on  December  31,  1946,’  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  31,  1946, 
adding  thereto : 

“*  *  *  that  in  the  event  the  owner  desires  to  con- 
'  struct  a  rear  extension  as  indicated  on  revised  plans 
marked  “Received  May  28,  1947,”  such  construction  may 
he  permitted,  provided  an  open  passage  as  shown  thereon 
is  maintained  to  provide  an  exit  to  121st  street,  on 
condition  that  in  all  other  respects,  the  requirements  of 
the  resolution  adopted  by  the  Board^  December  31,  1946, 
are  complied  with  (Alt.  Applic.  1676-46).” 


440-45-BZ 

APPLICANT— Sidney  L.  Strauss,  for  DeLuxe  Crafts,  Inc., 
owner. 

SUB TECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  C  area,  district,  the 
change  of  occupancy  from  garage  for  more  than  five 
motor  vehicles  to  offices,  packing  and  shipping,  paint 
spray  and  dipping. 

PREMISES  AFFECTED— 243-247  Ashford  street,  east 
side,  150  ft.  north  of  Liberty  avenue  (Block  3968, 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arthur  Sternberg. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


1575-21-BZ 

APPLICANT— Ervin  Palmer,  for  205  West  39th  St.  Corp., 
owner ;  Powers  Photo  Engraving  Co.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  extension  of  building 
—Application  (decision  of  the  borough  superin¬ 
tendent)  previously  granted  on  condition,  permitting 
in  a  two-times  height  district,  the  erection  of  a 


building  in  excess  in  height  of  that  permitted  by 
the  zoning  resolution. 

PREMISES  AFFECTED— 211-223  West  39th  street  and 
206-16  West  40th  street  (Block  789,  Lot  30),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Irvin  Palmer. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 


usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  .  9 


200-47-BZ 

APPLICANT— Morris  Bernard  Adler,  for  Milrene  Realty 
Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  as 
Vol.  II— re  Application  (decision  of  the  borough 
superintendent)  under  sections  7b  and  7c  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  and  residence 
use,  B  area  district,  the  erection  and  maintenance 
of  retail  stores  (previously  withdrawn). 

PREMISES  AFFECTED— 70-80  Clark  street,  south  side 
and  108-112  Henry  street,  southwest  corner  (Block 
236,  Lot  112),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morris  Bernard  Adler  and  Larry 
Meltzer.  t  j 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  as  Vol.  II  and 
set  for  hearing  on  July  8,  1947  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Kleinert  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 


Adjourned:  5:00  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 

THE  BUILDING  LAWS 


[N  ew  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATE 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance  alteration  demolition  or  removal 
of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW  the  I  LUM  i- 
ING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING  CODE  O 
THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  SPATE  PLAS1ERING  LAW,  various  local 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies.  nmMiriPAT 

These  volumfes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes- is  $6  ($6.13  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $l.aO  (by  mail  $1.60). 

Checks  for  $3  or  more  must  be  certified.  ~  _ 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribution 
D'^ision  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  7o  cents;  by  mail  85  cents. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1947  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 

the  City  Record,  Room  2213,  Municipal  Building,  Man- 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 
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RULES 

Last  Publication  in  Iiulletin 

Blended  Cements.  Rules  for  Testing  1946— Vol.  31,  No.  49 

and  Use  of .  Tif-r  ig’  1947 — Vol.  32,  No.  11 

Carbon  Dioxide  Liquefier,  Rules - Mar.  194 

Certificate  of  Occupancy,  approved  2g  1943_Vol  28,  No.  52A 

Concrete*  FlM  siabs,'  Rules. ! * ! ! I!  I i  July  »37-VoL  22,  No.  28 

Concrete  Masonry  Units,  tyiles  for 

Manufacture,  Testing  and  Use  ^  1Q>  1947_v0l.  32,  No.  23 

Concrete  Rule's'  (Hydrated  LimO !  i  '•  Aug.  3.  1937-Vol.  22  No.  31 

Elevator  Rules  . . 

Erection,  Alteration.  Repair,  Ex¬ 
cavation  for  and  Demolition  ol  2g  1943_v0l.  28,  No.  52A 

Buildings  . .  ■  ,5’  ,o37_Vol.  22,  No.  24 

Exit  Rules  (Revolving  Doors) ......  June  la,  iva/ 

Exterior  Veneering  Materials,  Rules.  t  1Q>  1946_Vol  31>  n0.  37 
Factory  Exit  Rules.  . - .•  . . 1g’  I947HV0I  32’,  No.  18  ‘ 

F|«  A'a^R^g8.  (In;eno^ ; ; ; ; ; ;  2I:  JpV-voi.  31 no.  52 

-^S^^o^.June  25.  1946-Vol.  31.  No.  26 
Fire  Retarding  Rules  for  Garages,  ^  ^  1947_Vo,  32)  No.  13 

Fireproof'  Wood,'  Testing'  of '. ! ! ! ! ! !  *.  Apr.  13,  ^f-Vol  22  No.  15 

Frame  Garages,  Ruling  for ....... -Jan. 

Fusion  Welding  and  Gas  Cutting  1946 — Vol.  31,  No.  17 

Gas  Shut-Off  Rules . 5  } 928 — Vol.  13,  No.  23 

Hatchway  Protection  . J!i’e  31  1946— Vol  31,  No.  53 

Insulating  Fibre  Board  Rules...... Dec.  31,1946  voi.  ai. 

Methyl  Chloride  Rules  for  Class  B  1947_v0i  32,  No.  6 

Oi,  Burner  \  ^  Sfe  3*  No.  20 

°PenS.  foITSioAT”  .  Apr.  IS,  1047  Vol.  32,  No.  15 
Paint,  Varnish  and  Lacouer  Spray-  1947— Vol.  32,  No.  24 

KS  E :  2S  1: 18M&  M:  ft  55 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent  ...  v  ,  •>.,  nj.  ,2 

Contamination  of  Water  Sapply).M»r  25  jW-Vol.  32,  ^ 

g.  §  ft  it 

Smoking  in  Factories,  Rules  for.... Apr.  22,  947— Vol  i2  no. 

Sprinkler,  Rules  . June  29,  937-Vo  .  22,  No.  46 

Standpipe  Fireline  Rules. . .  . . , . June  8,  1937— Vo  .  22,  No.  2i 

Structural  Alterations,  Reporting. ..  Tune  7,  932— N  o  .  17  No.  2i 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  936— Vo  .  21  No.  4/ 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21.  No.  4/ 

Wire  Glass  Rules  (Amendment  to  ,  ,, 

Ride  505  of  Industrial  Code).. Sept.  3,  1946— Vol.  31.  No.  36 


ACOUSTICAL  MATERIAL  (See  also  Fibre 
Board,  Plaster  and  Gypsum  Wallboard) 


ARMSTRONG  CORK  COMPANY. 

1367-39-SM 


V.  27  No.  39  P.  990 


Corkoustic— An  all  cork  product.  Approved  as  incom¬ 
bustible  material  for  use  as  sound  and  heat  insulation. 
Approved  under  Section  C26-191.0a.  c 

56-42-SM  V.  27  No.  44  P.  1095 


Armstrong’s  Cushiontone — Wool  chips  pulped  and  formed 
into  a  fibrous  board— y2,  Vs,  7A  in-  thicknesses.  Approved 
as  acoustical  material — may  not  be  used  where  com¬ 
bustible  materials  are  prohibited.  Approved  under  Sec¬ 
tion  C26-191.0a. 


F.  E.  BERRY,  JR.  &  CO.,  INC. 

1178-39-SM 


CELOTEX  CORPORATION. 

25  7-40- SM 


Acousti-Celotex — cane  tile  of  bagasse  felted  together- 

combustible.  ,  r.  .  , 

Absorbex  type  A,  C  and  F— long  wood  fibres  with  a 
binder  of  high  temperature  cement — heavier  fibres  in  L 

and  F — incombustible.  .  ,  .  ,. 

Calicel — expanded  slag  with  a  mineral  binding  agent 

incombustible.  -  _ 

Calistone — expanded  slag  with  Portland  cement  as  a 
binder — incombustible. 

Muffletone— an  expanded  mineral  product  Pade  ot  gyp- 
sum — incombustible.  Approved  under  Section  C20-1/8.UH. 


INDUSTRIALS  INCORPORATED. 

269-41-SM 


V.  26  No.  26  P.  955 


V.  24  No.  41  P.  1429 


Berry-Cel  Mineral  Acoustical  Tile  made  from  powdered 
limestone  talcum  and  silicate  of  soda,  incombustible.  Ap¬ 
proved  under  Sections  C26-88.0,  C26-178.0b  and  C~6- 
191.0. 


Softone  Acoustical  Tile  or  Atoz  Insulation  Composed 
of  Magnesium  Oxide,  Magnesium  Chloride  combined 
with  animal  glue  and  quartz  particles— ferrous  oxide 
and  air  bubbles  added.  Approved  as  incombustible  under 
sec  C26-88  0  and  as  acoustical  and  insulation  material 
under  Sections  C26-178.0b  and  C26-191.0. 


10HNS-MANVILLE  SALES  CORP. 

1221-40-SM  V.  26  No.  12  P.  449 


T-M  Aircoustic  Sheets— I-M  Duct  Lining— inorganic 
material  with  a  binder  V  in.  and  V/2  in.  thicknesses— 
incombustible.  Approved  under  Sections  C26-88.0  ana 

C26- 178.0b.  no  «, 

82-41 -SM  V.  26  No.  9  P.  353 


J-M  Permacoirstic — made  of  clay  and  Rock  Wool— may 
be  used  cemented  or  suspended. 

J-M  Sonacoustic — Compressed  water-proofed  rock  wool 
fibres  in  perforated  metal  pans — suspended. 

J-M  Spongecoustic — made  of'  asbestos  fibre,  1  or  Hand 
cement  and  finely  ground  sponge  cemented. 

T-M  Transite  Acoustical  Units— perforated  Transit  plus 
1  in.  rock  wool  block  plus  asbestos  paper  nailed. 
Above  materials  approved  as  incombustible  under  Sec¬ 
tion  C26-88.0  (1.80).  ,  ,Li  . 

T-M  Fibrecoustic — made  of  combustible  pure  wood  fibres 

felted  into  a  porous  board.  '  n^ook 

All  materials  approved  undeletion  C2M /8.0b. ^  ?  p  ^ 


Tohns-Manville  Fibretex  and  Johns-Manville  Fibretone^- 
composed  of  pine  fibres  with  fibre  board  and  cut  in 
12"  x  12"  squares.  Fibretex  is  slotted  while  Fibretone  is 
perforated.  Approved  under  C26-I78.0b,  C26-191.0a,  in 
class  1  and  2  construction  and  Rules  of  the  Board,  when 
installed  in  accordance  with  C26-667.0,  par.  3  and  8  and 
C26-632.0g.  Note  installation  precautions. 


KEASBEY  AND  MATTISON  COMPANY.  ^  +  p  ^ 


Sprayed  “Limpet”  Asbestos  (Acoustical  Treatment).  Ap¬ 
proved  as  an  acoustical  and  thermal  material.  Approved 
under  Section  C26-191.0a. 


DAVID  E.  KENNEDY,  INCORPORATED 

293-40-SM  V. 25  No. 26 P.94: 


V.  25.  No.  21  P.  732 


Acousteel — perforated  and  unperforated  galvanized  steel 
panels  of  24  U.  S.  gauge— backed  with  compressed  rock 
wool  fibres.  Approved  under  Section  C26-1 78.0b. 

258-40-SM  V.  25  No.  20  P.  689 
V.  31  No.  29  P.835 


Acousti-Celotex — mineral  tile  of  rock  wool  with  a  binder 
of  asbestos  and  starch — incombustible. 


Koustex — manufactured  of  wood  fibre  water-proofed  by  a 
magnesium  binder  supplemented  with  magnesium  salts 
— incombustile.  Approved  under  Section  C26-88.0  ana 

C26- 178.0b.  295-41-SM  V.  27  No.  42  P.  1055 

Kencoustic— Manufactured  of  ground  cork  held  together 
by  its  natural  gum.  Approved  as  an  acoustical  materia 
—may  not  be  used  where  combustible  materials  are  pro¬ 
hibited.  Approved  under  Section  C26-191.0a. 

538-44-SM  V.  29  No.  46 P.980 

Acoustifibre— wood  fibres  felted  into  a  porous  fibre  board 
_ perforated  or  slotted— Vs  in.  thickness  in  sizes  irom 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


\ 


mg  of  petroleum  naphtha  and  a  plasticizing  oil  An 
proved  under  Section  C26-178.0b.  g  '  Ap 


NATIONAL  GYPSUM  CO. 

985-40-SM  V.  25  No.  44  P  1474 
corrected  in  V.  25  No.  50  P.  1667 

oxysuTpSr'  W°°d  fibrCS  Wi"'  a  binder  of  maSnesium 

i  tod“«d  » 

coustimetal— perforated  and  unperforated  26  U  S  Gauge 
terne  plate  panels  with  upturned  edges— backed  3 
compressed  rock  wool  fibre  pads  R  d 

(°IV80)aPPrOVed  35  incombustible  under  Section  C26-88.0 

Tiie)-,’ure  wood 

All  materials  approved  under  Section  C26-178.0b. 


OWENS-CORNING  FTBREGLAS  CORPORATION 

620-40- SM  V.  27  No.  30  P.  884 


“Fibreglas"  Thermal  and  Sound  Insulation 
under  Sections  C26-178.0b  and  C26-191  0a  ' 
fbee  Resolution  of  Approval) 


Approved 


U.  S.  GYPSUM  COMPANY. 

1 144-40-SM  V.  26  No.  45  P.  1491 

Acoustone  made  from  mineral  wood  fibres  and  a  binder. 

V.  29  No.  42  P.  886 

1C?6°11Q7nWOOda  fibT'  ,AP?roved  under  C26-  178.0b  and 
C26- 191.0a  and  under  the  Insulating  Fibre  Board  Rules 

atrC2TSg.reqi,irem“tS  °f  C26-667  0’  £  *  “  1 

Percckt0 w»llfibnreeSP,a,e  ^  h°'dinS;  patls  ol  ^pressed 

^lloard^bacl^d^^kc^wool  pads3  perf°rated  asbestos 

acousticaI  under  s- 

Qmetone— combustible  pure  wood  fibres,  felted  together 
Approved  under  Section  C26-1 78.0b  and  under  the  In 
sulating  Fibre  Board  Rules 


air  conditioning  equipment 

(Refrigerating) 

CARRIER  CORPORATION. 

200-39-SA  V.  24  No.  18  P.  66^ 

a^r5DCMnditi0ning  UnltS’  M“dcl 

183-41-SA  V.  27  No.  21  P.  589 
Carrier  Humidifier,  Type  49D2-for  humidifying  indoor 
air.  Approved  under  Section  C26-178.0b  }  8 

661-39-SA  V.  25  No.  31  P.1132 
Carrier  Industrial  Humidifier,  Type  29R.  Industrial  Hu¬ 
midifying. in  ducts.  Approved  under  Section  C26-191.0. 

834- 39-SA  V.  25  No.  31  P.  1133 

Carrier  Room  Air  Conditioner  (Weather  Master-Unit^ 

3/GPe 43QFand6iT36Fr 36G’  ft  3% 

11,1  rtrnl.f •  43T  .For  cooling,  heating,  humidifying 

191.0  °f  air>  APProved  under  Section  C26- 

835- 39-SA  V.  26  No.  12  P.  447 

Carr5  Weathermaker,  Model  59H.  A  suspended 

humidifying,  heating  and  cooling  unit  for  residences 

£,d”a9  98.0  C,i°ns  C26-1312-0'  C19-96.0,  C19-97  0 


RESEARCH  PRODUCTS  CORP. 

341-44-SM  V.  29  No.  46  P.  979 

Reuneder?hcl6U8fihr’  23°’  Dry  TyPe‘  APP™ved 

Warm  Air  PW  forA1.nst^lla|?on  ui  Air  Conditioning, 
terns  A  H  ating’  Air  Coolmg  and  Ventilation  Sys- 


WESTERN  SILICAIR  PRODUCTS,  INC 

877-40-SM  ’  V.  25  No.  50  P.  1665 

Sll1;Cai^  Acoustical  Tile  Units— diatomaceous  earth  with  a 
binder  of  cementitious  adhesive  material— incombustible 
Approved  under  Sections  C26-88.0  and  C26-178  0b 


ADHESIVES 

PETER  COOPER  CORP. 

369-41-SM  V.  28  No.  19  P.  400 
Peter  Cooper  Standard  No  1  Extra  SnccJoi  n 

Coopor  Standard  it  Hide'S  Unimdf 
Animal  glue  used  to  secure  wood,  which  comprises 
building  fixtures.  Approved  under  Section  C26-191.0. 

MINNESOTA  MINING  &  MANUFACTURING  CO 

800-40- SM  V.  26  No.  30  P.  1141 

E<r"2b9.  3-M  Acoustical  Cement— a  resin  type  adhesive 
containing  inorganic  filler,  resin  plasticizer  and  a  voh- 
tile  solvent.  Approved  under  Section  C26-178  0b 
(See  also— Other  Cements). 

TEMPLAR  OIL  PRODUCTS  CO. 

1151-40-SM  V.  26  No.  8  P.  321 
Acousti-gum  Adhesive-coal  tar  and  natural  naval  store 

1  resin  with  asbestine  filler  mixed  with  a  solvent  consist- 


ANTI-SIPHON  devices 

(See  also  Plumbing  Fixtures) 

AMERICAN  RADIATOR  AND  STANDARD 
SANITARY  CORPORATION.  NDARD 

208-39-SA  V.  24  No.  31  P.  1201 
Standard  Sanitary  Tank  Vacuum  Breaker  (anti-vacuum 
ballcock).  Approved  under  Section  C26-1277  0 

1036-41-SM  V.  27  No!  12  P.  305 

AHeA?3n02RoardFt5°7r5Vdt  Stanla,r.d  Sanitary  Corporation, 
rir1  izj(J2  or  P -5 75  Vitreous  China  Flushing  Rim  Dental 

Vaci,um  Brcaker  A~ 

798-41-SM  V.  27  No.  9  P.  227 
American  Radiator  and  Standard  Sanitary  Corp.  HK15755 
Vacuum  Breaker.  Approved  under  Sec.  C26-1277.0.h. 


AMERICAN  STERILIZER  COMPANY. 

439-41-SM  V.  26No.  28  P.  1039 

Aeroflush  Bedpan  Washer — equipped  with  vacuum  breaker 
Approved  under  Sec.  C26-12770.h.  oreaker. 

892-42- S  A  V.  28  No.  10  P.  210 

Av^,iCan  ,Pn;cisionA  Water  Sterilizer-Equipped  with 
vacuum  breaker.  Approved  under  Sec.  C26-1277.0.h. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use 


B  co!ipanyLDWELL  manufacturing 

370-39-SA  V.  24  No.  22  P.  823 
Caldwell  Syphon  Breaker  and  Agitator,  No.  115  (for  use 
C26-1277b0merged  metS^’  APProved  under  Section 

165-39-SA  V.  24  No.  21  P.  769 


3 


Caldwell  Syphon  Breaker,  No.  125  (for  flush  valves). 
Approved  under  Section  C26-1277.0. 


BENDIX  HOME  APPLIANCES  INC 

1 36-46- S  A  V.  31  No.  19  P.  483 

Bendix  Automatic  Home  Laundry,  Models  B  and  S. 
Approved  under  Sections  C26-191.0.a,  C26-1277.0.h  and 
Rule  2  of  the  submerged  inlet  rules. 

(See  Plumbing,  Piping,  Fixtures  and  Accessories). 


Crane  C-7830  Vacuum  Breakers  for  Supply  Fixtures. 
Approved  under  Section  C26-1277.0. 


V  Mr,  ?Q  P  Qd? 


Crane  Company  Vigilant  Vacuum  Breaker  (for  flush- 
ometer  valves).  Approved  under  Section  C26-1277.0. 


A.  F.  CURTIN  VALVE  CO. 

94-41-SM 


V.  26  No.  23  P.  840 


Curtin  Rotary  Ballcock.  Approved  under  Section  C26- 
1277.0. 


BRIDGEPORT 


BRASS  COMPANY. 
611-40-SM 


V.  25  No.  28  P.  1029 
V.  26  No.  42  P.  1402 


Bridgeport  Brass  Company  Vacuum  Breaker  (for  flush- 
ometer  units).  Approved  under  Section  C26-1277.0. 


B-T  COMPANY  (The). 

156-44-SM 


V.  29  No.  16  P.  316 


Ormax  Vacuum  Breaker,  Tvpes  1  and  2.  Approved  under 
Section  C26- 1277.0,  and  Rules  Relative  to  Submerged 
Inlets  of  the  Board  of  Standards  and  Appeals. 


BURN-RITE  PRODUCTS  CO. 

829-46-SM 


V.  32 No.  17  P.473 


Burn-Rite  Anti-Syphon  Valve,  Model  No.  5.  Approved 
under  Section  C26-178.0b  and  the  Oil  Burner  Rules  of 
the  Board. 


MODESTO  CALLEJO. 

270-38-SA 


V.  23  No.  29  P.941 


Bidoro  Vacuum  Breaker,  *Type  D  (for  flushometers  or 
other  submerged  inlets).  Approved  under  Section  C26- 

1277  0‘  V.  32  No.  3  P.  79 


Improved  Type  D,  Vacuum  Breaker. 

(See  Plumbing,  Piping,  Fixtures  and  Accessories). 


COLDWATER  BRASS  COMPANY. 

439-39-SA 


V.  24  No.  22  P.  824 


Anti-Back- Syphonage  Ballcock,  C.B.C.  No.  136,  Approved 
under  Section  C26-1277.0. 


COYNE  &  DELANY  CO. 

908-40-SM 


V. 26 No.  IP.  21 
V.  27  No.  8  P.  194 


Coyne  &  Delany  Vacuum  Breaker,  No.  50  (for  flush  - 
ometer  valves).  Approved  under  Section  C26-1277.0. 

116-40-SM  V.  25  No.  24  P.  857 


Coyne  &  Delany 
ometer  valves). 


Vacuum  Breaker,  No.  95  (for  flush- 
379-39-SA  V.  24  No.  22  P.  824 


Delany  Vacuum  Breaker,  DV  No.  90 
Approved  under  Section  C26- 1277.0. 

842-38-SA 


(for  flush  valves). 
V.  23  No.  51  P.  1625 


Delany  Vacuum  Breaker,  DV  No.  88  (for  flush  valves). 
Approved  under  Section  C26-1277.0. 


THE  DIERKER  COMPANY. 

1059-41-SM 


V.  27  No.  19  P.  539 


Vacuum  Breaker  Unit.  Approved  when  used  with  Dierker 
Therapeutic  apparatus,  under  Sec.  C26-1277.0.h. 


HEDGES  &  BROTHER. 

186-39-SA 


V.  24  No.  14  P.  510 


Hedges  &  Brother  Pilot  Vacuum  Breaker.  Approved 
under  Section  C26-1277.0. 


THE  HOSPITAL  SUPPLY  CO. 

860-42-SA 


V.  28  No.  19 P.401 


Climax  Water  Sterilizer.  Hospital  type  water  sterilizer 
with  vacuum  breaker  and  connected  directly  to  house 
water  supply.  Approved  under  Rule  5,  of  the  Board’s 
Rules,  Relative  to  Submerged  Inlets  and  Protective 
Methods  to  Prevent  Contamination  of  Water  Supply. 


IMPERIAL  BRASS  MFG.  CO. 

1439-39-SM 


V.  25  No.  28  P.  1025 


Imperial  Vacuum  Breaker,  Model  M-1139.  Approved 
under  Section  C26-1277.0. 

351-38-SA  V.  23  No.  50  P.  1582 


Watrous  Flush  Valve  and  Vacuum  Breaker,  Models  Im¬ 
perial,  Majestic  and  Jewel.  Approved  under  Section 
C26- 1277.0. 


INDIANA  BRASS  CO. 

83 7-40- SM 


V.  25  No.  49  P.1637 


Indiana  Brass  Company  Anti-Syphon  Float  Valve,  No.  88. 
Approved  under  Section  C26-1277.0. 

2-43-SM  V.  28  No.  5  P.  108 


Indiana  Brass  Anti-Siphon  Float  Valve,  No.  89.  Approved 
for  use  under  Sec.  C26-1277.0.h. 


KAISER  FLEETWINGS,  INC. 

163-47-SM 


V.  32  No.  17  P.  474 


Kaiser  Fleetwings,  Inc.  Syphon  Breaker.  Approved  under 
Section  C26-178.0-6,  and  the  Submerged  Inlet  Rules  of 
the  Board. 


KOHLER  COMPANY. 

492-39-SM 


V.  24  No.  31  P.  1208 


Kohler  K-9251  Float  Valve  and  Vacuum  Breaker.  Ap¬ 
proved  under  Section  C26-1277.0. 


BERNARD  MARSAK. 

685-39- SM 


V.  24  No.  27.  P.  1029 


Beal  Vacuum  Breaker  for  Flush  Valve  Equipped  Fixtures. 
Approved  under  Section  C26-1277.0. 


CRANE  COMPANY. 


174-38-SA  V.  23  No.  29  P.  940 


Novae  Flush  Valve-Vacuum  Breaker. 
Section  C26-1277.0. 

750-38-SA 


Approved  under 
V.  24  No.  5  P.  168 


1AC  DONALD  HARDWARE  MFG.  CO. 

1539-39-SM  V.  25  No.  50  P.  1665 


Kramer  Vacuum  Breaker. 
1  ?77  r. 


Approved  under  Section  C26- 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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MULTIPLEX  MANUFACTURING  COMPANY 

.  883-41 -SM  V.  27  No.  7  P.  166 

026-1277.0.1?  VaCUUm  VaIves-  Approved  under  Sec. 


Ap- 


MURRAY  AND  SORENSON,  INC. 

494-39-SM  '  V.  24  No.  29  P.1106 

T  AVpp'™v?d0rCnSOn’  InC'  VaC,'Um  TyPCS  1  and 


NORMAN  BOOSEY  MANUFACTURING  COMPANY. 

888-41-SM  V.  26  No.  52  P.  1732 

ITmI-wm:  At>proved  in  sizes 


slSSZ'iS^  s£Zmcl7MTrmprovtd  mM- 

c,  „  1 39-40- SM  V.  25  No.  25  P.  905 

thn  ci6.tf277,oVaCUUm  Breaker'  Appr°'’ed  ™der  Sec- 

57-41-SM  V.  26  No.  24  P.  879 

Approved^inde^S^ction”  C26-)277e0c.^  ^OSet  Combination- 

q,  548-44- SM  V.  30  No.  3  P.  46 

IPS  VaCUUm  Break-'  Approved 


NORTHERN  INDIANA  BRASS  CO. 

416-39-SA  V.  24  No.  24  P  913 

S«°«ione(^e277a0Ck'SiPh<)n  Ba"C°ck-  App™=d 
....  v-  25  No.  28  P.  1029 

al°ve  S  Anti'SiPho"  BPUcock,  No.  09A.  Approved  as 


SPEAKMAN  COMPANY. 

563-41 -SM  V.  26  No.  44  P  1465 

"Sesm“  in°77„y  LFi  S'  A3*  S!P,,0n  P^emor, 
visions7 of  Section'  C26-1277M  m°VaI  “nder  ,he  pr°- 


PELTON  AND  CRANE  COMPANY 

1105-39-SM 


V.  26  No.  3  P.  99 


- —  v .  t.u  1  NO.  0  r.  yy 

nnderaSec,iorn' CdS-^T  VaCUUm  Breaker'  Appr°«d 

1 39-42- SM  V.  27  No.  19  P.  540 

acuum  Breaker  Unit  used  with  Pelton  Surgical  Cusni 
dor.  Approved  under  Sec.  C26- 1277.0, h.  g  L  Spi" 


PENBER1HY  INJECTOR  COMPANY. 

1 200-3 8- S  A  V.  24  No.  1 1  P.  400 

PC26-1277.0VaCUUm  BreakCr-  Approved  ™der  Section 


RITTER  DENTAL  MFG.  COMPANY. 

[  .  190-40-SM  V.  25  No.  15  P.  529 

tion  a6%7. 0Den‘al  CUSPid°r-  ApprOTed  under  Scc- 


SCOVILL  MANUFACTURING  COMPANY 
I  515-39-SM  V.  24  No.  27  P.  1029 

Scovill  Vacuum  Breaker  Ballcock  No  18  Ann  t 
under  Section  C26-1277.0.  ’  °'  APProved 

942-38-S  A  V.  24  No.  7  P  242 

"under  Se«io„C26-1277aa  N°'  2  Ba"Cocks-  App™d 

283-40-SM  V.  25  No.  21  P.  733 
Scovdl  Vacuum  Breaker  Ballcock  No  24  vr  a 
under  Section  C26-1277.0  ’  VB‘  Approved 

109-39-SA  V.  24  No.  11  P  401 

S«LSaS?770.  Br“ker  BallC0Cks-  App™d  »*r 


5LOAN  VALVE  COMPANY. 

[  c  167-38-SA  V.  23  No.  29  P.  940 

I  Sloan  Vacuum  Breaker  Model  V-fifl  a  a  ....  . 

Section  C26-1277.0.  U  A‘  Approved  under 

1224-39-SM  V.  24  No.  46  P.  1655 

I  tion  C26-Ti77.0VaCUUm  Br“ker'  ApprOTed  mder  Sec- 

V.  25  No.  49  P.  1635 


VAC-O- VENT  COMPANY. 

477-39-SM 


V.24  No.  24  P.  914 


_  -  V  ti-T  XT.  V  J 

aC"P"Ysen^  ^or  Plumbing  Fixtures  Model  R  A  j 

under  Section  C26-1277.0.  ’  Model  Approved 


WATTS  REGULATOR  COMPANY. 

346-39-SA  V.  24  No.  21  P.  771 
W.ff  v  ^  V.24  No.  46  P.1651 

C26-lla7.0Um  Breaker’  N°'  AM>™ed  -"der  Section 


WEBER  DENTAL  MFG.  COMPANY 

413-40-SM  V.  25  No.  28  P.  1028 

i  s:  C* ;ai27r7.0Or  Den,al  Cuspid0rs-  APP-ve d 

413-40-SM  V.  26  No.  30  P.  1140 

Weber  vacuum  Breaker  for  Dpnfai  a 
model.  Cental  Cuspidors— improved 


S.  S.  WHITE  DENTAL  MFG.  CO. 

1354-39-SA  V.  25  No.  9  P.308 

tion  C26!l27“ohern?e8n28)Uanit  App.ror'd  ™der  Sec- 
AUh  (  as  an  anti-siphon  device. 

366-40-SM  V.  25  No.  21  P.  733 

.  S  White  Non-Siphoning  Cusnidor  No  7  An  j 
under  Section  C26- 1277.0.  b  P  W  7>  Approved 


WILMOT  CASTLE  CO. 

287-43- S A.  V.  30 No. 21  P.430 

Castle  Surgical  Instrument  Washer  &  Sterilizer  No  inn 
Approved  under  C26-1277.0  and  Rule  5  of  S  P  i'  r 
the  Board  relative  to  Submerged  Intos  '  Rul'S  °£ 


D  x  icxerre 

Refer  ,o  the  resolution  for  details  of  approval  and  limitations  of  use 


ANTI-SIPHON  VALVES— OIL  BURNER 

222-33-SA  V.  19  No.  1  P.  12 
Dowie  Combination  Anti-Siphon  Valve. 

.  3 13-34- SA  V.  19  No.  49  P.  1050 

TTnati-Sy?honType)SCreen  Va'Ve'  M°del  CR  ««>-ElA 

182-34-SA  V.  19  No.  29  P.  697 

Type's  V  and!  Anti-S),phon  Va've,  Model  CRC-100, 

„  0  213-34-SA  V.  19  No.  38  P.809 

tjrant  Syphon  Breaker. 

1 92-34- S  A  V.  19  No.  30  P.  728 

Preferred  Type  “B”  Anti-Siphon  Valve. 
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ANTI-SLIP  MATERIAL 


SAFE  TREAD  COMPANY,  INC. 

1500-39-SM 


V.  25  No.  2  P.  50 


Safe-Tread  Anti-Slip  Material— made  of  cast  metals  with 
corundum  abrasive  particles  in  the  wearing  surface. 
Approved  under  Sections  C26-292.0gl  and  C26-527.0. 


“Selective  Drink’’  Canteen  (Carbonated  Beverage  Dis¬ 
penser) — Electrically  operated,  coin  type,  refrigerated 
beverage  dispenser.  Approved  under  Section  09-96. 


AUTOMATIC 


COLEDRINX  COMPANY. 

856-41-SA  V.  27  No.  18  P.516 


Coledrinx  Automatic  Carbonated  Beverage  Dispenser. 


SAFE-T-METAL  COMPANY. 

863-40- SM 


V.  26  No.  2  P.  60 


Safe-T-Metal  Co.  Abrasive— surfaced  metal  castings— 
grey  iron,  bronze  or  aluminum  alloy  castings  containing 
abrasive  grains  in  the  wearing  surface.  Approved 
under  Sections  C26-292.0gl  and  C26-527.0. 


BALLY  MANUFACTURING  COMPANY 

329-41-SA  V.  26  No.  44  P.  1464 


Bally  Beverage  Vender — 

Bally  Automatic  Beverage  Vender— 


AREA  WALLS  (METAL) 


ST.  PAUL 


CORRIGATING  COMPANY. 

376-41-SM  V.  27  No. 


43  P.  107.6 


Lux-Right  Metal  Areawalls,  for  basement  under  wells— 
14  and  16  gauge  sheet  steel,  galvanized.  Approved  for 
use  in  one  and  two-family  residence  structures. 


WHEELING  STEEL  CORP. 

666-45- SM 


Vol.  31  No.  43  P.  1170 


Wheeling  Corrugated  Areaway  Walls  (Straight  and 
Round  Type)  Made  from  Cop-R-Loy  steel  coated  with 
pure  zinc  averaging  2  oz.  per  sq.  ft.  Approved  for  use 
in  one  and  two-family  residence  structures. 


BEVERAGE  DISPENSERS,  INC. 

346-41-SA 


V.  26  No.  30  P.  1135 


Thrist  Quencher— an  automatic  carbonated  beverage  dis¬ 
penser.  Approved  under  Section  C19-96F. 


C.  C.  BRADLEY  AND  SON,  INC. 

806-46-SA 


V.  32  No.  1  P.  20 


Bradley  Automatic  Beverage  Dispensing  Machine.  Self- 
contained  two  drink  fully  automatic  dispensing  unit 
which  dispenses  two  drinks  simultaneously  through 
separate  dispensing  valves.  Approved  under  C19-96  ot 
the  Administrative  Code. 


FRIGIDRINK  CORPORATION. 

614-41- S  A 


V.  26  No.  30  P.  1137 


ASH  AND  CIGARETTE  RECEPTACLE 

APEX  BRASS  &  BRONZE  WORKS,  INC. 

V.  31  No.  29  P.  841 


Apex  Ash  Receivers,  Type  Tipover.  Approved  for  use 
in  theatres  providing  said  device  is  made  and  installed 
according  to  the  Rules  of  the  Board  and  under  Section 
09-165.1. 


W.  A.  ALBERT. 


598-46-SM  V.  31  No.  50  P.  1393 


Safety  Cigarette  and  Ash  Receptacle.  Two  section  appli¬ 
ance  for  attachment  to  the  backs  of  theatre  seats. 
Approved  under  Section  C19-165.1  of  the  Administiative 
Code. 


WM.  F.  CONRAN. 


1148-40-SM  V.  26  No.  4  P.  156 


Narnoc  Metal  Ash  and  Cigarette  Receptacle— made  of 
metal  with  a  sliding  top  section  which,  when  dropped, 
cuts  off  the  supply  of  oxygen  to  the  bottom  section  in 
which  is  set  a  removable  cup.  Approved  for  use  under 
the  provisions  of  Section  09-165. lb. 


LAWRENCE  METAL  PRODUCTS,  INC 

Q38-4A-SM  V.  32  No.  10  P.  274 


Lawrence  Ash  Receptacle.  Non-ferrous  metal  box  for 
attachment  to  the  back  of  a  theatre  seat.  Approved 
under  Section  C19-165.1  of  the  Administrative  Code 
and  Rules  of  the  Board. 


BEVERAGE  DISPENSERS 


(Refrigerated) 

AUTOMATIC  CANTEEN  COMPANY  OF  AMERICA. 

392-42- S A  V.  28  No.  15  P.  303 


Frigidrink  Beverage  Dispensing  Machine— a  compression 
type  refrigerating  system  using  Freon  (F12),  a  car¬ 
bonating  system  and  a  water  system.  Approved  under 
Section  C19-96.0F. 


MILLS  NOVELTY  COMPANY. 

555-42-SA 


V.  27  No.  49  P.  216 


Mills  Coin  Controlled  Bottle  Vendor,  Models  45,  47,  4/ A, 
47B,  47N,  66,  96,  98  and  98A— Automatic  Beverage 
dispensing  machines. 


SPACARB,  INCORPORATED 


V.  26  No.  28  P.  1034 
V.  28  No.  29  P.  631 


Spacarb  Automatic  Carbonated  Beverage  Dispenser— a 
small  Frigidaire  containing  Freon  12  cooling  a  bath  ot 
water.  Approved  for  use  under  Section  C19-96P. 

Additional  Models  tta rrvt 

UACGP-42,  UACGP-42T,  UACGP-42W,  UACGP- 


VEND-O-MATIC  COMPANY. 

1091-41-SA 


V.  27  No.  7  P.  162 


Vendrink  Beverage  Dispensing  Machine.  Approved  for 
use  under  Section  C19-96F. 


BOLTS,  NUTS  AND  RIVETS 


AUTOMATIC  NUT  CO 


1 88-38- SM  V.  23  No.  18  P.  572 


Anco  Structural  Rib  Bolts  and  Anco  Lock  Nuts 
made  of  carbon  manganese  steel,  nut  of  hot  rolled,  ope 
hearth  steel  with  a  locking  pin.  Approved  for  use 
unde.  Sections  C26-SH0 |  "6-368.06,^ and,  5^ 

V.  26  No.  8  P.  320 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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Anco  Lot  Nut.  Approved  for  use  with  all  classes  of 
machined  and  turned  bolts  under  SectionuC26-521.0. 


CAULKING,  COMPOUND 


DARDELET  THREADLOCK  CORE. 

871-38-SM  V.  23  No.  52  P.  1658 
Dardelet  Self-Locking  “Rivet-Bolt”— bolt  made  of  carbon 
seiTfockfn/tee  ’  nUti°£  C?ld  r°Hed  bar  stock-  both  with 

SSSfEUSS  reads'  Al,provcd  for  “* 


RICHMOND  SCREW  ANCHOR  CO.,  INC 

452-44- SM  V.  29  No.  42  P.  887 

Richmond  Screw  Anchor  and  Bolt.  Approved  for  use  in 
concrete  walls  and  floors  under  Section  C26-191.0a. 


RhaSrdwar|RooIrpDIVISION  of  american 

35-45-SM  V.  31  No.  15  P.343 
Russwin  Panic  Bolts— Types  564,  564V2  566  567  S67i/ 
Types  80,  T80,  86,  T86,  86NT  T86NT  kr/’  rtli/’ 
86/.NT,  87,  T87,  8 7‘A,  88 T88  89  T89  89A  tsoa' 
280,  T280,  080,  TOSO,  40,  43  x4S  4  5  '  M  Y  83 

on  oA5’n/?’/NT66,  66^’  NT66^4,  67,  67^  68  69’  69A’ 
90,  96,  9654,  97,  97/2,  98,  99A  99,  168,  240  260  ’  For 
use  on  exterior  and  interior  doors  in  halls  schools 

and1  C26-285  0Pr°Ved  f°r  USe  Under  Section  C26-191.0 


CARBIDE  LIGHTS 

LINDE  AIR  PRODUCTS  COMPANY. 

269-40-SM  V.  25  No.  15  P.  497 
Carbic  Flood  Lights,  Types  C  F  L  2  and  C  F  L  3— oper¬ 
ates  on  the  water  recession  principle  and  consists  of 
three  main  parts,  water  tank,  cake  holder  and  gas  bell. 


nahonal  carbide  corporation 

250-40-SM  V.  25  No.  18  P.  625 

N?-1?na,1  Carbide  V-G  Light— consists  of  a  calcium  car¬ 
bide  hopper,  a  water  compartment  and  a  pipe  leading 

gaTis  burned  Chamber  to  a  burner  where  the  acetylene 

250-40-SM  V.  27  No.  30  P.  883 
National  Carbide  Floodlight,  Models  NC-100  and  NC-200 
Handy  Light  Model  NC-199  and  Police  Emergency 
Model  NC-299.  Approved  under  Sec.  C19-92.0. 


CARBONATOR 


SONNEBORN  SONS,  INC 

715-41-SM 


V.  28  No.  14  P.  283 


Stormtight  Caulking  Compound.  Caulking  Compound 
wood  and  metal  frames,  glazing,  painting  and  sealing’ 

und?r  Sion SS''  0r  CartridgC  f°rm'  AMlrove<i 


CEILING  SYSTEMS 

S.  H.  POMEROY  COMPANY,  INC. 


424-42-SM 


V.  27  No.  31  P.  903 
V.  27  No.  46  P.  1145 


(fastening  for  acoustical  and  msulat 
mg  materials  for  walls  and  ceilings).  Approved  unde>- 
Sections  C26-178.0b  and  C26-191.0 

283-46-SM  V.  31  No.  29  P.  842 

Pomeroy  System  for  Walls  and  Ceilings  (Mechanical 
Fastenings  for  Acoustical  and  Insulating  Materials) 
Approved  under  Rules  of  the  Board. 


CEMENTS 
Masonry  Cements 

ALPHA  PORTLAND  CEMENT  CO. 

432-45-SM  V.  31  No.  7  P.  128 
Alpha  Mortar  Cement  (Martins  Creek  Mill,  Pa  )  An- 


CENTURY  CEMENT  MFG.  CO.,  INC. 

849-38- SM  V.  24  No.  31  P.  1204 

CeSp?  ny  r?Sr°nry  Ceme,nti  Approved  under  Section  C26- 
312.0,  C2,  for  use  under  Sec.  C26-314.0. 


COPLAY  CEMENT  MFG.  CO.,  INC. 

433-38-SM  V.  23  No.  28  P  903 
V.  24  No.  10  P.  360 
V.  26  No.  47  P.  1559 

S%°/^VneWA  rMortar  Cement.  Approved  under  Sec. 
-J12.U,  G2  for  use  under  Sec.  C26-314.0. 

V.  31  No.  9  P.  183 

H,^ules  Mortar  Cement.  Approved  under  Section  C26- 
J12.U,  C2  for  use  under  Section  C26-314.0. 


HUDSON  PRODUCTS  CO.,  INC. 

I  749-46-SA  V.  32  No.  1  P.  22 

|  Hudson  Constant  Pressure  Carbonator.  Self  contained 
automatic  unit  designed  to  produce  soda  water  Ap- 
,  Proved  under  Section  C19-94.0  of  the  Administrative 


GLENS  FALLS  PORTLAND  CEMENT  CO 

489-40-SM  V.  25  No.  46  P.  1538 
Iron  Clad  Brick  Cement.  Approved  as  a  masonry  cement 

into  IS  and  for  use  in 


CARBON  DIOXIDE  CONVERTER 

CARBONIC  GAS  EQU1PAIENT  CO. 

241-35-SA  V.  20  No.  46  P.  1098 

Dry  Ice  Converter. 


HLEEN  BAG  CEMENT  COMPANY  OF  WEST  VIR¬ 
GINIA.  79-40-SM  V.  27  No.  28  P.  770 

Green  Bag  Non  Staining  Waterproofed  Masonry  Cement 

r&P?17en  r9  a  a£?ent  °f  .another  type  under  Section 
L26-312  0  C  2  and  for  use  in  other  mortars  under  Sec. 


AYLOR  ENGINEERING  COMPANY, 
i  1060-38-SA  V.  25  No.  8  P.  281 

Taylor’s  C  02  150  pound  Converter.  Approved  for  use 
under  the  rules  of  Carbon  Dioxide  Liquefiers. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


HY-TEST  CEMENT  CO. 

578-38-SM  V.  23  No.  30  P.  1003 
V.  26  No.  14  P.  1377 
V.  26  No.  47  P.  1559 

Hy-Test  Cement— a  masonry  mortar.  Approved  under 
Section  M-26-312.0,  C2  for  use  under  Sec.  C26-314.0. 


7 


LEHIGH  PORTLAND  CEMENT  CO. 

432-38- SM  V.  23  No.  30  P.  999 

V.  24  No.  49  P.  1766 
V.  26  No.  47  P.  1558 

Lehigh  Mortar  Cement.  Approved  as  a  masonry  mortar 
under  Section  C26-312.0,C2  for  use  under  Section  C26- 
314.0.  '  _ 

LONE  STAR  CEMENT  CORPORATION. 

271-45-SM  V.  31  No.  19  P.480 

Lone  Star  Masonry  Cement.  Approved  under  Section 
C26-312.0,c,2  for  masonry  cement,  C26-314.0,a  for  other 
mortars,  C26-314.0,b  for  cement  mortars  and  C26- 
314.0, c  for  cement  lime  mortars. 

V.  31  No.  30  P.  900 

The  above  cement  may  be  marketed  by  the  Penn  Dixie 
Cement.  £orp.,  under  the  name  Penn  Dixie  Mortar 
Cement. 


LOUISVILLE  CEMENT  CO. 

1176-38-SM  V.  24  No.  14  P.  ol3 
V.  26  No.  9  P.  355 
V.  26  No.  47  P.  1560 

Brixment  (Masonry  Cement).  Approved  under  Sec.  C26- 
312.0, C2  for  use  under  Sec.  C26-314.0. 

4-39-SM  V.  24  No.  22  P.828 

Stonemason’s  Brixment.  Approved  as  a  cement  lime  mor¬ 
tar  for  use  in  painting  and  setting  of  natural  stone- 
masonry  only  under  Section  C26-360.0. 


MEDUSA  PORTLAND  CEMENT  CO 

988-39-SM  V.  2o  No.  P.  197 
'  V.  26  No.  47  P.  1561 

Medusa  Stonset  Cement— Medusa  Bricket  Cement.  Ap¬ 
proved  under  Section  C26-3120,C2  for  use  under  Sec. 
C26-314.0. 


NORTH  AMERICAN  CEMENT  CO. 

1 24-38- SM  V.  25  No.  7  P.  246 

Blue  Bond  Mortar  Cement.  Approved  under  Section 
C26-312,0,c,2  for  use  under  Sec.  C26-314.0. 


SOUTHERN  CEMENT  COMPANY 

31 1-39- SM 


V.  24  No.  26  P.991 


Magnolia  Stainless  Cement.  Approved  under  Section 
C26-314.0  when  mixed  with  lime  as  a  masonry  mortar 
and  limited  to  the  setting,  parging,  pointing  and  the 
backing  up  of  ashlar  stonework. 


UNIVERSAL  ATLAS  CEMENT  COMPANY 

145-45-SM  V.  31  No.  7  P.  12b 

Atlas  Mortar  Masonry  Cement  (Northampton,  Pa.,  and 
Hudson  N  Y.  Mills).  Approved  for  use  in  N.  Y.  C. 
under  Section^  C26-312.0,c,2,  C26-314.0,a,  C26-314.0,b 
and  C26-314.0,c. 


plaster  surfaces,  (excluding  asphalt  painted  surfaces) 
not  weighing  more  than  3  lbs.  per  sq.  ft.  adhesive  cov¬ 
ering  at  least  15%  tile  area.  Approved  under  C26-178.0.). 
(See  also — Adhesives). 


Portland  Cements 

ALLENTOWN  PORTLAND  CEMENT  CO 

986-39- SM  V.  2a  No.  3  P.  79 

Allentown  Light  Portland  Cement— Allentown  Dark  Port¬ 
land  Cement.  Approved  under  Section  C26-312.0,C. 


ALPHA  PORTLAND  CEMENT. 

496-39- SM 


V.  24  No.  11  P.  1208 


Alpha  Portland  Cement  (Martins  Creek  Mill  and  Cemen- 
ton,  N.  Y.,  Mill).  Approved  under  Section  C-26- 

312  °’CL  V.  31  No.  7  P.  121 

Alpha  Type  I  Portland  Cement  (Martins  Creek  Mill,  Pa. 
and  Cementon  Mill,  N.  Y.).  Approved  under  Section 
C26-312.0,c.l.  As  superseded  by  464-45-GR. 

604-44- SM  V.  31  No.  7  P.  124 

Alpha  High  Early  Strength  Portland  Cement,  Type  III 
(Martins  Creek,  Pa.).  Approved  under  Section  C26- 
312.0.C.1  for  use  in  N.  Y.  C. 


COPLAY  CEMENT  MFG.  CO.  INC. 

433-38-SM 


V.  23  No.  28  P.903 
V.  24  No.  10  P.  360 


Saylors  Portland  Cement. 
312.0, Cl. 


Approved  under  Section  C26- 


EDISON  CEMENT  CORPORATION 

860- 39-SM  V.  24  No.  48  P.  1726 

Edison  Portland  Cement.  Approved  under  Section  C26- 
312  0  C 

861- 39-SM  V.  25  No.  51  P.1691 

Edison  Portland  Plus  Cement.  Approved  under  Section 

C26-312.0.C.  863-39-SM  V.  24  No.  48  S.  1765 


Edison  Park  Portland  Cement. 
C26-312.0.C. 


Approved  under  Section 


GIANT  PORTLAND  CEMENT  CO. 

802-39-SM  V.  24  No.  40  P.  140b 


Giant  Portland  Cement. 
312.0, C. 


Approved  under  Section  C26- 


GLENS  FALLS  PORTLAND  CEMENT  CO. 

774-39-SM  V.24  No.  31  P.  121S 

Iron  Clad  Portland  Cement— Dark  Iron  Clad  Portland 
Cement.  Approved  under  Section  C26-312.0,C1. 


Other  Cements 

ATLAS  LUMNITE  CEMENT  COMPANY 

1132-38-SM  V.  26  No.oO  P.  16;>6 

Atlas  Lumnite  Cement.  Approved  as  an  other  cement 
under  Sections  C26-312.0,C,2.  Approved  for  use  in  re- 
.  fractory  concretes. 

MINNESOTA  MINING  AND  MANUFACTURING  CO. 

800-40-SM  V.  26  No.  30  P.  1141 

EC-269  SM  Acoustical  Tile  Cement — an  adhesive  cement 
for  use  in  securing  acoustical  tile  to  concrete,  wood  and 


HERCULES  PORTLAND  CEMENT  CO. 

937-39-SM  V.  25  No.  20  P.  687 

Hercules  Dark  Portland  Cement— Hercules  Gray  Port¬ 
land  Cement— Hercules  Moderate  Heat  of  Hardening 
Portland  Cement— may  also  be  marketed  under  the 
name  “Vulcanite.”  Approved  under  Section  CZ6- 
312.0, C. 


KEYSTONE  PORTLAND  CEMENT  CO  INC 

113-39-SM  V.  24  No.  31  P.  120o 


Keystone  Portland  Cement. 
C26-312.0,C1. 


Approved  under  Section 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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LAWRENCE  PORTLAND  CEMENT  CO. 

719-39-SM  V.  24  No.  42  P.  1498 

D3a,g2°0nC^rtIand  Cement-  Approved  under  Section  C26- 


LEHIGH  PORTLAND  CEMENT  CO. 

795-38- SM  V.  23  No.  51  P.  1626 

V.  23  No.  52  P.  1661 

LC!112  0  Cl°rtland  Cement  APProved  under  Section  C26- 


LONE  STAR  CEMENT  CO 

347-39-SM 


Lone  Star  Portland  Cement 
C26-312.0.C1. 


V.  24  No.  29  P.  1104 
Approved  under  Section 

V.  31  No.  19  P.  475 

S^r  Portland  Cements,  Types  I  II  and  TT1 
(Mazareth  Mill)  and  Types  I  and  III  (Hudson  Mill). 
Approved  under  Section  C26-312.0c,  1.  ’ 

V.  31  No.  30  P.900 


Hprlr?la  Port,a"d.  Cemer>t ;  Northampton  Atlas 

AHai  wafCemenrt;,  ^u'as  r,White  Portland  Cement; 
Atlas  Waterproofed  White  Portland  Cement.  Approved 

under  Section  C26-312.0, CL 

V. 29  No.  11  P.201 

Atlas  Portland  Cement  and  Atlas  High  Early  Portland 
Cement, as  manufactured  at  the  New  Northampton  Mill 
and  Atlas  Duraplastic  Air  Entraining  Portland  Ce- 
ment  as  manufactured  at  the  old  Northampton  Mil' 
Approved  under  Section  C26-312.0C1. 

V.  31  No.  8  P.  158 

Rp^en^n  pnt  °f  ^S0lutiT0Tn  as  to  Northampton  Atlas 
Portland  Cement  type  II,  Northampton  Atlas  High 

Port!  Sjrpngth  P°rtland  Cement  Type  III,  Atlas  White 
I  ort  and  Cement  Type  I  and  Atlas  Waterproofed  White 
ortland  Cement  lype  I  as  manufactured  at  North¬ 
ampton,  Pa.  Approved  under  Sec.  C26-312.0.C1. 


Type  I  and  II  Portland  Cement  (Hudson  Mills) 
proved  under  Section  C26-312.0.C1. 


Ap- 


MEDUSA  PORTLAND  CEMENT  CO. 

940-39-SM  V.  25  No.  41  P.  1427 

Medusa  White  Portland  Cement;  Medusa  White  Water¬ 
proofed  Portland  Cement;  Medusa  Gray  Portland 
Cement;  Medusa  Gray  Waterproofed  Portland  Cement 
Approved  under  Section  C26-3120  C1 


WHITEHALL  CEMENT  MANUFACTURING 
COMPANY.  1503-39-SM  V.  25  No.  6  P.  200 

^on^O^l^  0  Cl°rtIand  Cement  APProved  under  Sec- 

1504-39-SM  V.  25  No.  6  P  ?01 

cprs,ciement  (Regular)- Approved  under 


NATIONAL— PORTLAND  CEMENT  CO. 

667-40-SM  V.  25  No.  31  P.  1 159 

Pioneer  Light  Portland  Cement;  Pioneer  Dark  Portland 
Pement.  Approved  under  Section  C26-312.0, Cl. 


High  Early  Portland  Cements 

ALPHA  PORTLAND  CEMENT  CO. 

604-44-SM  V.  30  No.  20  P  399 

A“la-3)y2.flc!;ength  P°r,land  Cement-  Ap—d 


NAZARETH  CEMENT  CO. 

695-39-SM  V.24No.  31  P.1216 

Nazareth  Portland  Cement.  Approved  under  Section 
C26-312.0.C1.  695-39-SM  y.  27  No.  31  P.  879 

Port1and  Cement.  Approved  under  Sec. 

CZ6-312.0,G,1. 


COPLAY  CEMENT  MANUFACTURING  COMPANY 

63-39-SM  V.  24  No.  10  P.  367 

Spi°rpL?yrr  PoPtland  Cement  (a  high  early  strength 
312  0 C  Cement^  Approved  under  Section  C26- 


NORTH  AMERICAN  CEMENT  CORP. 

-  124-38-SM  V.  23  No.' 28  P.  908 


EDISON  CEMENT  CO. 

826-39- SM  V.  24  No.  48  P.  1727 

EfeOcLnHaif2rl0J:a.Or,land  Cem“-  ApP™d  ™d" 


North  American  Portland  Cement 
tion  C26-312.0,C1. 

1190-39-SM 


Approved  under  Sec- 
V.  25  No.  28  P.  1023 


North  American  Dark  Portland  Cement.  Approved  under 
Section  C26-312.0,C1. 


GLEN  FALLS  PORTLAND  CEMENT  CO. 

774-39-SM  V.  24  No.  31  P.  1218 

Velo  High  Early  Strength  Portland  Cement.  Approved 
under  Section  C26-312.0.C1.  approved 


PENNS YLVANTA-DIXIE  CEMENT  CORPORATION. 

1324-39-SM  V.  25  No.  31  P.  1 148 
Portland  Point  Mill;  Penn-Dixie  Regular  Portland  Ce¬ 
ment;  Penn-Dixie  Dark  Portland  Cement.  Approved 
under  Section  C26-312.0.C1. 

676-39-SM  V.  24  No.  31  P.  1214 
Penn-Dixie  Portland  Cement  (Bath  Mill)  ;  Penn-Dixie 
Portland  Cernent(  Nazareth  Mill).  Approved  under 
Section  C26-312.0,C1. 

/xt  677-39-SM  V.  25  No.  31  P.  1147 
(Nazareth  Mill)  V.  29  No.  8  No.  143 

Penn-Dixie  Dark  Portland  Cement  (Bath  Mill)  Ao- 
proved  under  Section  C26-312.0.C1. 


KEYSTONE  PORTLAND  CEMENT  CO.  INC. 

113-39-SM  V.  24  No.  31  P.  1206 

Velroca  High  Early  Strength  Portland  Cement.  Approved 
under  Section  C26-312.0,C1.  pprovea 


LAWRENCE  PORTLAND  CEMENT  CO.  INC. 

849-39-SM  V.  24  No.  42  P.  1498 
Dragon  Superior  High  Early  Portland  Cement-known 

Section  C2M12e0.Cl  P°Se  Cement'  ApPr0Ved  under 


UNIVERSAL  ATLAS  CEMENT  CO. 

_  1020-38--SM  V.  24  No.  6  P.  210 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


LEHIGH  PORTLAND  CEMENT  CO. 

795-38-SM  V.  23  No.  51  P.  1626 
V.  23  No.  52  P.  1661 

Lsi?ttonaC26-3TloS,iPOr,,and  Cem'nt'  Appr0ved  ""der 
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LONE  STAR  CEMENT  CO. 

347-39-SM 


V.  24  No.  29  P.  1104 


Incor  High  Early  Strength  Portland  Cement.  Approved 
under  Section  C26-312.0,C1. 


NAZARETH  CEMENT  CO. 

695-39-SM 


V.  24  No.  31  P.  1216 


Nazco  High  Early  Strength  Portland  Cement.  Approved 
under  Section  C26-312.0.C1. 


NATIONAL  FIREPROOFING  CORP. 

1 96-40- SM  V.  25  No.  31  P. 


1152 


Natco  Structural  Hollow  Clay  Partition  Tile — 2”  to  12" 
in  non-load  bearing  partitions. 

Furring  tile — 1}4"  and  2".  ,  . 

Vertical  Cell  Backing  Tile— for  exterior  load  bearing 
wall  construction.  Approved  under  Section  C26-308.0,b 

1 98-39- SM  V.  24  No.  12  P.404 


Natco  Vertical  Cell  Backing  Tile  (for  exterior  wall  con¬ 
struction-made  from  surface  clay).  Approved  under 
Section  C26-308.0. 


NORTH  AMERICAN 


CEMENT  CO. 

546-38-SM  V.  23  No.  30  P.  1002 


Blue  Streak  High  Early  Portland  Cement.  Approved 
under  Section  C26-312.0,C1. 


PENNSYLVANIA-DIXIE  CEMENT  CORP. 

678-39-SM  V.  24  No.  31  P.  1214 


Penn  Dixie  Quality  High  Early  Portland  Cement.  Ap¬ 
proved  under  Section  C26-312.0,C1. 


NEW  JERSEY 


HOLLOW  TILE  CORP. 

263-39-SM  V.  24  No.  12  P.  434 


Nu-Raritile  (vertical  two  cell  backing  tile)— made  of  sur¬ 
face  clay.  For  exterior  load  bearing  wall  construction. 
Approved  under  Section  C26-308.0. 

77Ci  7Q  CA/T 


\T  07  VT~  07  TD  77A 


Kwicklay  Backer  Block  (Hollow  Tile)— manufactured 
from  surface  clay  burned  at  2100°  F.  Approved  for  use 
as  back-up  tile  under  Section  C26-308.0. 


UNIVERSAL  ATLAS  CEMENT  CO. 

1176-39-SM 


V.  25  No.  6  P.  198 


Atlas  High  Early  Portland  Cement.  Approved  under  Sec¬ 
tion  C26-312.0.C1. 


WHITEHALL  CEMENT  MFG.  CO. 

1505-39-SM 


V.  25  No.  6  P.  202 


Whitehall  High  Early  Portland  Cement.  Approved  under 
Section  C26-312.0.C1. 


Foreign  Portland  Cement 


M.  L.  KHAU 


431-38-SM  V.  23  No.  29  P.  943 
735-38-SM  V.  23  No.  40  P.  1213 
649-39-SM  V.  24  No.  24  P.  917 
1030-39-SM  V.  24  No.  38  P.  1336 


Seven  Castles  Brand  Portland  Cement. 

Temple  Brand  Portland  Cement. 

Approval  of  specific  shipments  from  Yugoslavia  under 
Section  C26-312.0,C1. 


JOSEPH  ROSE. 


1187-38-SM  V.  24  No.  7  P.  245 


Rose  Self  Furring  Unit  (tile  for  furring)— an  extruded 
clay  tile  laid  in  exterior  masonry  walls  with  2"  of  the 
width  of  the  perforated  tile  projecting  inwardly  towards 
the  interior  of  the  building.  Approved  under  Sections 
C26-308.0a,  C26-535.0b,  C26-685.0. 


F.  L.  SMIDTH  &  CO. 

110-39-SM 


V.  24  No.  31  P.  1205 


Moler  Insulating  Brick,  Partition  Blocks,  Floor  Blocks, 
Slabs— made  from  diatomic  earth  with  an  added  mixture 
of  plastic  clay.  Approval  of  a  specific  shipment  from 
Denmark  under  Section  C26-309-0. 


UNITED  BRICK. 


•  % 

WORKS  COMPANY. 

620-38-SM  V.  23  No.  42  P.  1295 


Belgian  Brick  (common  clay).  Approval  of  a  specific  lot 
of  5,000— shipped  on  S.  S.  Westernland.  Approved 
under  Section  C26-307.0. 


CHECK  VALVES— PUMP,  FIRE  AND 
DOMESTIC 


WILLIAM  GAUGE  COMPANY. 

1-34-SA 


V.  19  No.  27  P.  1611 


Hager  Silent  Check  Valve. 


COLUMNS  (ADJUSTABLE) 

ADJUSTA-POST  COMPANY. 

250-42-SM  V.  27  No.  28  P.  773 

Adjusta-Post  (jack  column)  an  Adjustable  post  for  per¬ 
manently  shoring  up  floors  in  buildings.  Approved  for 
use  in  Class  4  construction. 


CINDERS 


COLONIAL  SAND 


AND  STONE  COMPANY. 

671-40-SM  V.  26  No.  18  P.  654 


Colonial  Sand  and  Stone  Company  Crushed  Bituminous 
Cinders.  Approved  for  permissive  use  as  an  aggregate 
in  concrete,  subject  to  limitations  contained  in  the  reso¬ 
lution. 


THE  TEL-O-POST  CO.,  INC. 

817-45-SM  V.  32  No.  12  P.  325 
V.  32  No.  17  P.483 

Tel-Q-Post  (all  steel  telescopic  screw  jack  basement 
shoring  column)  an  adjustable  post  or  support  for 
permanently  shoring  up  floors  of  buildings.  Approved 
for  use  in  buildings  of  Class  4  construction. 


CLAY  PRODUCTS 

INSULATED  INTERLOCKING  BRICK 
AND  TILE  CORP. 

989-38- SM  V.  23  No.  52  P.  1659 


Munlock  Interlocking  Brick — a  hollow  clay  product  de¬ 
signed  with  interlocking  ridge  and  lateral  voids.  _  Ap¬ 
proved  for  use  in  non-load  bearing  walls  and  partitions. 


COLUMNS,  LALLY  TYPE 

ATLAS  COLUMN  COMPANY. 

421-39-SM  V.  24  No.  27  P.  1028 

Atlas  column  (Concrete  filled)  approved  for  maximum 
loads  of  12,000  pounds — max.  length  7  ft.  11  in.— 
approved  under  Sec.  C26-191.0. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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CONTRACTORS  PRODUCTS  COMPANY. 

264-40- SM  V.  25  No.  25  P.  906 

Standard  Concrete  Filled  Steel  Column-max.  length  15 
ft.— approved  under  Sec.  C26-191.0.  g 


CONVISER  AND  COMPANY. 

203-40-SM  V.  25  No.  31  P.  1153 
Conviser  and  Company  Steel  Shell  Concrete  Filled  Col- 
umns  max.  length,  9  ft.— approved  under  Sec.  C26- 

25-42-SM  V.  27  No.  15  P.415 
Conviser  Concrete  Filled  Steel  Columns,  Heavy  Weight- 
iyj')  (niaX‘  length  13  3")-  W  05')  ;  5^4"  (16' 


CONCRETE,  ADMIXTURES 

CHEMICAL  MARKETING  COMPANY 

712-40-SM  V.  25  No.  52  P.1735 
Tl^Stal  NorAmal~anJ  admixture  to  concrete  and  cement 
mSve'use  PPr°Ved  Under  SeCti°n  C26-178-0b-  for  Per- 


MASTER  BUILDERS  COMPANY 

1274-39-SM 


V.  28  No.  24  P.315 


Embeco  (Metallic  Powder)— an  admixture  for  concrete 
Approved  under  Sec.  C26-191.0.  concrete. 

1275-39-SM  V.  25  No.  52  P.  1733 

P<in|01  ah7irLdTr  “nd  W'“er-Pr°°f«-  for  concrete  floor- 
mg— a  ferric  alumino  silicate  and  a  cement  olasticinp- 
agent.  Approved  under  Section  C26-  178.0b.  ° 


SIKA  CHEMICAL  CORPORATION. 

824-39-SM  '  V.  26  No.  18  P.  645 

PSect“‘ a6-178TbXa„d  CxZmT  ApPr°Ved  “"der 


TOCH  BROTHERS  INCORPORATED. 

156-39-SM  V.  24  No.  15  P.  552 
Toch  Brothers  “R.I  W.”  Toxement  Integral  Waterproof- 

s"5cco0and0cSncrete’PrOVed  f°r  ““  wi,h  cement  mortar' 

CONCRETE  AGGREGATES 

GALLAGHER  BROTHERS  SAND  &  GRAVEL  CORP 

315-43-SM  V.  30  No.  27  P.  598 
Gallaglier  Brothers  Gravel  (coarse  aggregate).  Approved 
as  a  coarse  silicious  aggregate  under  C26-315  0 

316-43-SM  V.  30  No.  30  P.  688 
Gallagher  Brothers  Sand  (fine  aggregate).  Approved  for 
use  as  a  fine  aggregate  under  C26-315.0,  paragraph  0. 


NEW  YORK  TRAP  ROCK  CORPORATION 

486- 42-SM  V.  27  No.  30  P.  888 

Clinton  Point  Dolomite  Crushed  Stone.  Approved  for  use 
as  concrete  aggregate. 

448-42-SM  V.  27  No.  52  P.  1285 

Verplanck  Limestone.  Approved  for  use  under  the  perti¬ 
nent  provisions  of  the  Administrative  Building  Code 

489-42- SM  V.  27  No.  48  P.  1 194 

Tomkins  Cove  Crushed  Limestone.  Approved  for  use  as 
nne  and  coarse  aggregate  in  concrete. 

48 7- 42- SM  V.  27  No.  50  P.  1239 
Ha  verst  raw  Trap  Rock  as  produced  by  the  New  York 

l  rap  Rock  Corporation.  Approved  for  use  as  coarse 
and  line  aggregates  in  concrete. 


CONCRETE  BUILDING  UNITS 

ACME  CINDER  AND  CEMENT  BLOCK  CO. 

952-46-SM  V.  32  No.  20  P.  566 
Acme  Cinder  and  Cement  Block,  8"  x  8"  x  16"  L  B  S 

mTZ°ckC^ory  Approvcd  under  C2': 


APEX  BLOCK  CORP. 

339-46-SM  V.  32  No,  9  P.  247 

ASe5eB8°Cx  8"°x'  ,2'0lJ°m-rCeTnt  and,  Cinder  Blocks- 

C26  191  0  Ino  n  L??'  APProY,ed  under  Sections 
UZo-191.0,  C26-309.0  and  the  Rules  of  the  Board. 


H.  W.  BELL  COMPANY. 

89-40-SM  V.  27  No.  16  P.  441 

BConCc°re£?e  P"its  (t10"™  and  Solid  Cinder 

concrete).  Load  bearing  and  non-load  bearing  Ap¬ 
proved  for  use  under  Sections  C26-305.0  and  C26-309.0. 


VINCENT  BALDI. 

835-46-SM  V.  32  No.  9  P  248 
The  RruleseCoTnth?B;ird°  f°r  ““  C26'3°9'°  and 


BUILDERS  BLOCK  CO. 

i 066-46- SM  V.  32  No.  22  P.  631 

Builders  Block  Co.  Concrete  Blocks,  8"  x  8"  x  16"  L  B  H 
Approved  under  Sections  C26-191.0  and  C26-309.0. 

CONCRETE  UNITS  INCORPORATED. 

1345- 39-SM  V.  26  No.  18  P.648 

Cinder  Concrete  Masonry  Units — 8"  x  2"  x  18"  Solid 

Section  a6C-m0dFirePrOOfing  UniL  Appr0ved  unte 
H"rx  f  x  24"’  8"  x  4"  x  24",  8"  x  6"  x  24"  Hollow 

tocis'i p srr Units- Approved ™der s- 

r*  6r  x  18"-  f  x  8"  *18",  8"  X  12"  Xl6"  Hollow  Cin- 
tion  C26C-309  0a°ad"bearmg  Uluts‘  APProved  under  Sec- 

8"cnn'et  T  ’  ^  u  8"-  X  18"-’  8"  x  12"  x  16"  Solid  Cinder 
C26-309  0B°ad"bearing  UnitS'  APproved  under  Section 

8  xil  V  xp18">  8”x.8"  x  Cinder  Concrete  Hollow 
BaC<er  ^nits-  Approved  under  Section  C26- 

1346- 39-SM  V.  26  No.  18  P.  651 

Sand  and  gravel  Concrete  Masonry  Units — 8"  x  6"  x  18" 

,8  x  8  x  l8"’  x  8"  x  16"  Hollow  Concrete  Load- 
beanng  Units.,  Approved  under  Section  C26-309.0a. 

8  -6  x  18  .  8  x  8  x  18"  Solid  Concrete  Load-bearing 

Units.  Approved  under  Section  C26-309.0b. 

1345-39-SM  V.  26  No.  18  P.  648 

8"  x  3"  x  24">  8"  x  4"  x  24",  8"  x  6"  x  24"  Hollow 
Cinder  Concrete  Partition  Units.  Approved  under  Sec¬ 
tion  C26-309.0a&d. 

V.  31  No.  2 P.24 

3"  x  8.' -x  18:  ?nd  4:  x  8"  x  18"  Hollow  Cinder  Concrete 
1  artition  Units.  Approved  under  Section  C26-309.0a&d. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


THE  DE  NOYELLES  BRICK  CO. 

567-46-SM  V.  32  No.  22  P.  630 

De  Noyehes  Concrete  Face  Brick.  Approved  under  C26- 
191.0  and  C26-307.0.a. 
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V.  27  No.  30  P.  824 


DE  YORGI  BROS.  INC. 

333-39-SM 

DeYorgi  Bros.  Concrete  Blocks  Hollow  and  Solid  Load 
Bearing  Concrete  Masonry  Units.  Approved  under  Rules 
pf  the  Board. 


DUFFY  BROTHERS,  INC. 

29-46- SM 


V.  31  No.  21  P.568 


“Duffcon”  Lightweight  Precast  Concrete-Roof  Slab  Re¬ 
inforced  concrete  unit  manufactured  in  a  standard  sec¬ 
tion  24"  in  width  and  2"  in  depth  with  square  edges 
of  panelled  design.  Approved  under  C26-626.Ub., 

618.0,  C26-620.0.c.l.b,  C26-254.0. 


FOREST  HILLS  CONCRETE  BLOC^CO.^NC^  ^ 

Concrete  and  Cinder  Blocks— Load  bearing  and  Non¬ 
load  bearing,  hollow  and  solid. 


F.  H.  HEDINGER. 


138-38-SM  V.  23  No.  18  P.  572 


Multi-Vent  Hollow  Building  Block  in  Concrete— 1  part 
cement,  3  parts  sand,  1  part  grit,  4  gallons  of  water  pei 
bag  of  cement.  Approved  for  use  in  bearing  walls. 


HUDSON  CONCRETE  BLOCK  CO.  INC 

777-39-SM  V.  24  No.  52  P.  1851 

Hollow  Cinder  Concrete  Block-8"  x  8"  x  16"  in  non-load 
bearing  partitions.  Approved  under  Section  LZ0-3Uy.U. 


CHARLES  S.  LUISI. 


292-39-SM  V.  24  No.  22  P.  829 


L.A.  Cement  Blocks  8"  x  8"  x  16"  Hollow  Block 

V.  24  No.  38  P.  1334 

8"  x  8"  xl6"  Solid  Block. 

8"  x  12"  x  16"  Solid  Foundation  Block.  Approved  under 
Section  C26-309.0. 


LUPO  AND  SON. 


376-46-SM'  V.  31  No.  47  P.  1302 


Lupo  and  Son’s  Hollow  Cement  Blocks,  8  x  8  x  16 
L.B.S.  (concrete).  Approved  under  Section  C26-309.0 
and  Rules  of  the  Board. 


PETER  MARTINEN.  r  _  XT  ^T,inn 

1376-39-SM  V.  25  No.  6  P.  199 

Martinen  Concrete  Blocks. 

8"  x  8"  x  16"  Solid  Load  Bearing. 

8"  x  12"  x  16"  Solid  Load  Bearing. 

8"  x  8"  x  16"  Hollow  Load  Bearing-^-0%  voids. 

8"  x  12"  x  16"  Hollow  Load  Bearing— 33%  Voids. 
Mix— 6  cu.  ft.  sand,  1  bag  Portland,  5  gallons  of  water. 
Approved  under  Section  C26-309.0. 


Anthracite  Cinders— for  use  in  one  and  two-way  ribbed 
floor  systems,  for  floors  not  in  excess  of  75  pounds 
nsf  live  load.  Approved  under  Section  C26-476.0. 

P  812-39-SM  V.  26  No.  51  P.  1700 

“Nabcor”  High  Pressure  Steam  Cured  Cinder  Concrete, 
hollow  and  solid,  load  bearing  and  non-load  bearing 
masonry  units.  Approved  under  Rules  for  use  of  Con¬ 
crete  Masonry  Units.  _  „„„ 

V.  31  No.  18  P.  435 

“Nabcor”  High  Pressure  Steam  Cured  Cinder  Blocks, 
additional  sizes— 5-34"  x  8J4"  x  1754"  hollow  three  cell ; 
1 1/2"  x  25/8"  X  1  754"  Solid  Units.  Approved  for  use 
under  Rules  of  the  Board. 


NAILABLE  CINDER  BLOCK  CORPORATION 

1379-39-SM  V.  32  No.  9  P.  244 

Nailable  Cinder  Block  Corporation  Cinder  Blocks.  Ap¬ 
proved  under  Sections  C26-191.0  a,  C26-309.0  and  the 
Rules  of  the  Board. 


PERFORIT  PAVING  BLOCK  CORPORATION 

1161-38-SM  V.  24  No.  13  P.  474 

/ 

Perforit  Concrete  Building  Brick — made  of  Portland 
Cement,  sand,  graded  bluestone  and  limestone  screenings. 
Approved  under  Section  C26-309.0b.  ^ 

Perforit  Concrete  Paving  Brick — sizes  3)4  x  7J4  x  2 in. 
and  8  x  8  x  54  in. 


PICONE  BROTHERS. 


1268-39- SM  V.  29  No.  3  P.  34 


Picone  Brothers  Concrete  and  Cinder  Block.  Concrete 
and  Cinder,  Hollow  and  Solid,  Load-bearing  and  Non¬ 
load  bearing  Concrete  Masonry  Units.  Approved  under 
C26-309.0  and  Rules  of  the  Board. 


PRESTIGIACOMO  CO.,  INC. 

505-46- SM 


V.  32  No.  18  P.  500 


Prestigiacomo  Co.,  Inc.,  Concrete  Units  (Cement  Blocks 
and'  Cinder  Blocks).  Approved  under  Sections  C26- 
178.0.b  and  C26-309.0. 


REPUBLIC  FIREPROOFING  CO. 

189-44-SM 


V.  29  No.  28  P.  605 


Republic  Fireproofing  Co.  Hollow  Wall  Slagblok  Concrete 
Units  (as  manufactured  at  Bound  Brook,  N.  J.  plant). 
Approved  for  use  in  load-bearing  and  non-load-bearing 
masonry,  under  C26-309.0  and  the  rules  of  the  Board. 


CONCRETE  CONTROL  METHODS 

SCIENTIFIC  CONCRETE  SERVICE  CORPORATION 

874-41 -S A  V.  27  No. 4 P.83 

(SC)2,  Method  of  Precision  Control  in  Concrete  Manu¬ 
facture.  Approved  under  Sec.  C26-499.0d. 


NATIONAL  BRICK  CORP. 

293-39-SM  V.  24  No.  21  P.  771 

“Nabcor”  Steam-Cured  Cinder  Concrete  Blocks — made  of 
high  early  strength  Portland  Cement  and  clean  graded 


CONCRETE  CURING  METHODS 

THE  JOHNSON  MARCH  CORPORATION. 

J  969-38-SM  V.  24  No.  20  P.  743 

Curcrete  (Concrete  Curing  Method).  Approved  as  an 
acceptable  method  of  curing  concrete  under  Section 
C26-502.0,c.  y  24  No  18  P  664 

970-38-SM  V.  24  No.  22  P.  837  Corr. 

Hunt  Process  (for  curing  concrete).  Approved  as  an 
acceptable  method  of  curing  concrete  under  Section 

C26-502.0,c.  880-38- SM  V.  23  No.  46  P.  1431 

Ritecure  (impervious  membrane  curing  compound  for 
concrete).  Approved  as  an  acceptable  method  of  curing 
concrete  under  Section  C26-502.0,c. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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CONCRETE  REINFORCEMENT 

PITTSBURGH  STEEL  CO. 

616-44-SM  V.  30  No.  4  P.62 
use  ddeCl  Wiref  Enforcement.  Approved  for 

mate  Of  SSSft  r?  n  aterial  under  requile- 

moi^in  concrete  under  ^26-3660  *aS  3  mcJa!  «**>"*- 
temperature  reinforcement  unde'?  ’  C26-478  o’^nd^  i?”'' 
reinforcing  mesh  under  C26-620.0b.  °  d 


wfthalthfhe?dnffeda01^-a  doU,hl,e  Piece  of  cardboard, 
the  nhhnl  '  hing  "n11  be,ing  secured  betwecn 

Se ^  -Srdf^e  ^l^one 

resistive  partition  under  Section  C26-636.0,C. 


W.  I.  LUCIUS. 


46-41-SM  V.  20  No.  10  P.  382 


WICK  WIRE  SPENCER  STEEL  CO. 

587-45-SM  V.  31  No.  11  P.  231 

Clmcon  electrically  welded  fabrk  (welded  wire  reinforce- 

C26  31 R  n  fppr0ved  wider  requirements  of  Section 
U-0-218.0  for  use  under  C26-191  0  and  r?fi_aian. 

a  metal  reinforcement  in  concrete  under  C26-3660-  as 
C26te4n78Pe0rafUnret  3nd  ShrinkagC  reinforcement  unde 

Sdt «'T  inffire.resistive 
under  C26-620.o!d  ’  d  S  a  reinforcinS  mesh 

CONSTRUCTION  METHODS 

(See  also  Floor  and  Roof  Construction) 

ATLAS  SUPPLY  COMPANY 

1 1 34-40- SM  V.  26  No.  14  P.  507 
Nailock”  Steel  Channels  and  !‘Screwlock”  Backing  f'Q„c 
pended  Ceiling  System)-coId  rolled  channels into  M 
Va  in.  rods  are  welded  with  welds  5  Vo  in  nr  £ 

tteanrnods‘1,hebbaring  is  a,tached  ^  "ails  forced  amund 

board  will,  a  N0.T4  ^‘^‘do.fbawe^T 
proved  under  Sections  C26-178.0,b  and  C26-461.0.  ? 

DRILLED-IN  CAISSON  CORPORATION 

.  94-39-SM  V.  28  No.  1  P.  6 

"d<:d'in  Caisson— A  method  of  construction  The  ex 
tension  of  a  superstructure  to  bed  rock  through  thp 

b?  mK™sgof°a  darmedntn'na  S°'ket  drilled  in  the 
core.  Approved  W  P'Pe  Ca‘SS°n  W"h  or  without  st«' 

n  ...  .  .  „  v.  31  No.  21  p.  567 

amended  ,o  permit 


SiroP™dSa^TesFor!4(USPsenrd 

ROBERTS  AND  SCHAEFFER  COMPANY. 

_  ,  717-44-SM  V.  30  No.  38A  P^l 

through  C626^329:0  and  cI-I^.O.’  C26'38  0’C’  Ck'260 


SIMPLON  PRODUCTS  CORPORATION. 

12-40-SM  V.  26  No.  29  P.  1077 

SL'coverindg)MOm^ed  ?mP‘L',0n  Adjustable  Metal 

airiiSH-lS  Swa8 


the  union  metal  mfg  CO 

334-45-SM 


—  V.  31  No.  45  P.  1238 
Union  Metal  Monotube  Piline— 7  qanrl  n  r 


WESTERN  CONCRETE  PILE  CORPORATION 

502-45- SM  V.  30  No.  46  P.  1045 

Westerns  Standard  Concrete  Piles  p-w  •  , 

Crete  piles.  Approved  under  Section^  Cm?  ^  M^' 
30  tons  when  installed  as  provided  ' in 06  409 n .  i 
C26-Wo'  Requiremen'  of  C26-405.0,  C26 -407.0  a"d 


GREAT  LAKES  STEEL  CORP  rStran  Steel  Division). 

3 78-38- SM  V.  31  No.  21  P  557 

Bailing' FroSg”  lo^se  S-*eel  .C“P-atio„ 

exterior*  bearing  balls' ^and^rthiols  “eiLg  joiS  fnd 
purl, ns  where  span  conditions  permit  SX  'f» 

Son.  and  p£ti.ioif)e  a,S^FI°OT  ““  R°°f 


CONTAINERS  (SAFETY  FOR  GASOLINE 
AND  BENZINE) 


MILLER  PEERLESS  MFG.  CO 

1  5 1 6-38- S  A 

PS>S,Safety  Ca"  £or 


V.  24  No.  19  P.  694 
-sizes  1,  2,  3  and  5 


NATIONAL  ACOUSTICS,  INCORPORATED 

851-40-SM  V.  25  No.  46  P  1540 

whJTAcolsSmS  S^im  °f  HSU$Pended  Cdlings  for 

in  /vcoustimetal — galvanized  iron  strap  hane-ers  sue 
pend  supporting  "Snap  Bar"  runners  from  thfeeilina' 
Approved  under  Sections  C26-191.0  and  C26-178  Ob. S' 

ATIONAL  GYPSUM  COMPANY  '  . 

49-40-SM  V.  25  No.  47  P.1568 
consuSd  fi°fX  .Wall  <^'J  System)-attachment 

_^nsisting  of  a  double  layer  of  small  mesh  expanded 


ALFRED  DUNHILL  OF  LONDON,  INCORPORATED. 

202-41-SM  V.  26  No.  27  P.  992 

“  £AIi&£'  4f“  ofTttrfuradadeAof 

proved  under  provisions  ofSSec.  C19-59.ofc.  d  d'  Ap" 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use 


DOORS 

A.  B.  C.  KALAMEIN  DOOR  COMPANY 

503-40-SM  V.  25  No.  40  P  1347 
V.  3°  No.  23  P.  504 

and  raij?24  Tajni°"e-half  Ho,ur  Kalamein  Door-stiles 
Is  24  U.  S.  gauge  metal  on  exposed  and  26  1 1  c; 

gauge  on  unexposed  side  with  wood  core  The  panel" 
Vs  in  thick  asbestos  millboard  between  two  sheets  of 
24  U  S.  gauge  metal,  extends  into  30  U  sSuS 
channels  inserted  in  groove  side  of  the  stiles.  6 £ring 


3'  x  6'  10".  Frame  16  U.  S.  gauge.  Approved  under 
Sections  C26-661.0,  C26-662  0  and  under  the  Multiple 
Dwelling  Law.  (See  also — Acme  and  Dorf  Metal  Door 
Co.)  _ _ 

ACME  &  DORF  META^DOORCO.  y  ^  Nq  23  p  504 

A.  B.  C.  One  and  One-Half  Hour  Kalamein  Door  pre¬ 
viously  approved  as  manufactured  by  A.  B.  C.  Kala- 
mein  Door  Co.  may  be  manufactured  by  Acme  and  Dori 
Metal  Door  Co.,  provided  that  all  requirements  of  pre¬ 
vious  resolution  and  Report  of  Committee  embodied 
therein  are  complied  with.  / 


ACME  KALAMEIN  DOOR  &  SASH  CO^INC.^  ^ 

Acme  Kalamein  Door— 1J4  hour  fire  door;  stiles  and  rails 
of  24  gauge  metal  with  solid  white  pine  core ;  panel  Vs  m. 
thick  millboard  asbestos  glued  between  2  sheets  24  gauge 
metal.  For  openings  3  ft.  by  6  ft.  9  m.  Frame A6  gauge 
steel.  Approved  under  Sections  C26-610.0,  C26-661.0, 
C26-662.0,  and  under  the  Multiple  Dwelling  Law,  Art.  i, 
Sec.  4,  subd.  10. 

AETNA  STEEL  PRODUCTS  CORPORATION^  p  ^ 

Aetna  Three  Hour  Hollow  Steel  Fi,re 
stiles  and  rails  18  U.  S.  gauge  steel,  flush  side  18  U.  . 
gauge  steel,  panel  side  20  U.  S.  gauge  steel,  reinforcing 
channels  of  14  U.  S.  gauge  steel  insulation  one  sheet 
04  in.  asbestos  and  four  j4  in.  asbestos  shims  to  build 
out  to  flush  side  of  the  door;  size  3  ft.  by  7  ft.  1/4  in. 
thick.  Frame  14  U.  S.  gauge.  Approved  under  Sec¬ 
tions  C26-610.0,  C26-660.0,  C26-661.0,  C26-662.0,  and 
under  the  Multiple  Dwelling  Law. 

Modified  flush  type  door^nd  p^nel  type  ^approved^ 

Aetna  Hollow  Steel  One  Hour  Fire  Door— stiles  ,  and 
rails  of  18  U.  S.  gauge  steel  with  cellular  asbestos  insu¬ 
lation  ;  panel  of  20  U.  S.  gauge  steel  with  H  m.  mill¬ 
board  asbestos  insulation.  Opening  3  ft.  by  7  ft. ,  steel 
buck  of  16  U.  S.  gauge  metal.  Approved  under  Sec¬ 
tion  C26-662.0  and  under  the  Multiple  Dwelling  Law. 


ART  METAL  CONSTRUCTION  COMPANY 

1 97-40- SM  V.  26  No.  52  P.  1726 

Art  Metal  J4.  1,  lj4  and  3  hour  Hollow  Metal  Fire  Doors 
panel  type  and  semi-flush  type.  Approved  for  above  fire 
resistive  ratings— opening  for  par.  5  ft.  8  in.  wide  by 
7  ft.  high. 

ATLANTIC  METALJRODUCTS,  INC  ^  jo  p  ^ 

Atlantic  Hollow  Metal  Fire  Door— flush  type— 3  hour 
fire  door-stiles  18  U.  S.  gauge  with  interlocking  chan¬ 
nel  of  20  U.  S.  gauge— flush  panel  of  18  U.  S.  gauge 
steel  with  18  U.  S.  gauge  reinforcing  channels;  cellular 
asbestos  insulation  1  $4  in.  thick — opening  3  ft.  4  in.  by 
7  ft.  Frame  combination  buck  and  trim  of  16  U.  b. 
eauee  steel.  Approved  for  use  under  Sections  L26-OOU.U, 
C26?661 .0?  C26  662.0,  C26-665.0  and  under  the  Multiple 

Dwelling  Law.  304.3c1.SM  V.  24  No.  15  P.  553 

Atlantic  Hollow  Metal  Fire  Door— 1*4  hour  fire  resistive 
rating — stiles  and  rails  of  18  U.  S.  gauge  steel  with 
interlocking  channel  of  20  U.  S.  gauge  steel  16  U.  S. 
o-auge  reinforcing  channels  at  top  and  bottom,  panel  of 
two  sheets  of  20  U.  S.  gauge  metal  with  H  m  asbestos 
millboard  insulation,  stile  and  rail  insulation  of  cellular 
asbestos  1§4  in.  thick.  Frame  16  U.  S  gauge  steel— for 
openings  3  ft.  by  7  ft.  Approved  under  Section  C26- 

661°-  192-41-SM  V.  26  No.  23  P.  833 


Atlantic  Three  Hour  Fire  Door— semi-flush  type— stiles 
and  rails  of  18  U.  S.  gauge  steel,  interlocking  channels 
20  U.  S.  gauge  steel,  reinforcing  channels  16  U.  b.  gauge^ 
flush  side  of  panel  18  U.  S.  gauge  steel,  panel  side  20 
U.  S.  gauge  steel,  insulation  34  in.  asbestos  millboard. 
Opening:  3  ft.  by  7  ft.  Frame  of  16  U.  S.  Steel.  Ap¬ 
proved  binder  Section  C26-610.0,  C26-660.0,  C26-661.0, 
C26-662.0,  and  under  the  Multiple  Dwelling  Law 

583-44-SM  V.  30  No.  6  P.  109 

Atlantic  One  and  One-Half  Hour-Hollow  Metal  Door, 

No.  11  Flush  Type  and  No.  12  Panel  Type. 

No.  11  Flush  Type— stiles,  18  USG  steel,  1  piece  434  by 
IM"  reinforced  with  20  USG  steel  channels,  spot  welded 
every  8  in.  Hollow  spaces  filled  with  laminated  cellular 
asbestos,  1^4  in.  top  and  bottom  reinforced,  with  16  USG 
steel  channel,  spot- welded  every  4  in. — joints  between 
panel  and  stiles  electric  welded  and  filled  10  in.  on  center, 

No.  *12  Panel  Type— stiles— one  piece  18  USG  steel,  1)4" 
by  434”,  reinforced  by  20  USG  steel  channel,  insulated  j 
with  laminated  cellular  asbestos  block.  Top  and  inter¬ 
mediate  rails  18  USG  steel  reinforced  by  two  20  gauge 

Approved  under  C26-661.0  for  use  in  fire  partitions  of  134 
hr.  fire-resistive  rating,  C26-662.0  for  34  hr.  rating, 
C26-663.0  for  protection  of  openings  in  interior  shafts, 
requiring  fire-resistive  rating  of  134  hr.  and  C26-61U.U 
for  use  of  panel  or  flush  type  doors  in  single  or  in  pairs 
with  astragal  and  for  the  increase  in  permissible  sizes 
and  Art.  1,  sec.  4,  Item  10  of  the  Multiple  Dwelling 
Law  for  fireproof  partitions  with  fire-resistive  rating 

°f  1  hr'  584-44- SM  V.  30  No.  7  P.  135 

Atlantic  Three  Hour  Hollow  Metal  Door,  No.  9,  Flush 
Type  and  No.  10,  Panel  Type.  ,  1  . 

No  9  Flush  Type— stiles— 18  USG  steel,  1  piece,  rein¬ 
forced  with  20  USG  steel  channels,  spot  welded  every 
8  in.— panels,  16  gauge,  reinforced  with  Z  bar  clip 
stiffeners,  spaced  7  in.  on  centers.  Hollow  spaces  filled 
with  laminated  cellular  asbestos  1%  ■  Top  and  bottom 
reinforced  with.  16  USG  steel  channels,  spot- welded 
every  4  in.  Joints  electric-welded  10  in.  centers,  2  in. 
long  and  filled.  Lock  stiles  for  3  and  2  point  locks  only, 
insulated  with  1/16  in.  sheet  asbestos  and  lined  with  30 

NaU10e Panel  Type— stiies— 18  USG  steel,  U4"  by  534". 
reinforced  with  20  gauge  channel-insulation  cellular 
asbestos  laminated  sheets.  Top  rail  similar  _  to  stiles. 
Intermediate  and  bottom  rails— 2  pieces  18  USG  steel, 
reinforced  by  2-20  gauge  channels  18  gauge  stiffener 
channel  in  center.  Bottom  channel  16  gauge  spot-welded 
every  4  in.  Molding— 20  USG  steel  reinforced  with  20 
USG  steel  channel,  fastened  to  stiles  and  rails,  welded 

cvcrv  8  in.  ^  •  •  c 

Approved  under  C26-661.0  for  use  in  fire  partitions  of 
134  hr  fire-resistive  rating;  C26-662.0  for  $4  hr.  fire-  [ 
resistive  rating;  under  C26-663.0  for  protection  of  open¬ 
ings  in  interior  shafts  requiring  fire-resistive  rating  ol 
VA  hr  and  C26-610.0  for  use  of  panel  or  flush  type  in 
single  or  in  pairs  with  astragal  and  for  the  increase  in 
permissible  sizes  and  under  Art  1,  sec.  4,  Item  10  Mul¬ 
tiple  Dwelling  Law  when  used  in  fireproof  partitions 
with  a  fire-resistive  rating  of  1  hr. 


fiTY  STEFL  DOOR  COMPANY  (new  owner) 
c£v  FIREPROOF  DOORCOMPANY,  INC.  p  ^ 

V.  29  No.  22  P.  454 

City  3  Hour  Hollow  Metal  Door-18  U.  S  gauge  sled 
sheet  forming  one  face  and  two  edges;  18  U  S.  gauge 
stiles  and  rails  and  panels-two  faces  separated  bv  4$ 
in.  asbestos  millboard,  1/32  in  air  space  and  34  g 
asbestos  millboard  for  an  over-all  panel  thickness  o  ys 
in.  panel  moulding  of  20  U  S.  gauge  steel-frameso 
14  U.  S.  gauge  steel  for  3  hour  rating,  16  U.  S.  gaug 
for  1  and  1J4  hour  ratings,  size  3  ft.  % b  ft  Ws  *• 
Approved  under  Sections  C26-660.0,  C26-661.0,  CZ&* 
662.0  and  under  the  Multiple  Dwelling  Law. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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CORNELL  IRON  WORKS,  INCORPORATED 

1428-39-SM  V.  25  No.  40  P.  1336 
Cornell  Rolling  Steel  Door,  Llenroc  Type— door  nnv  not 

be  used  in  required  means  of  egress _ curtain  nf  ?n  It  ? 

S'  ?<*'  interlocking  slats  SwifhTS5f  wafl  Si&i 
mit  stops— counterbalance  mechanism — shaft  helical 
springs  and  brackets,  etc.  Hood  22  U.  S  gauge  S- 

secured  to  °Pen!,tin?  ™<*anism,  tSo  gndfes 

lTnk  oienin‘T a" :losmg by  ',neans  °f 
660.0.  P  g  ^  10  ‘  APPr°ved  under  Section  C26- 


Gof  18  IJ^S  ^0l  °W  ,Mertal  Door— stiles  and  rails 

lation  inmVfai?e  StCu  Wlt  1  Km-  celluIar  asbestos  insu¬ 
la  ion  inte  locking  channel  of  20  U.  S.  gauge  steel- 
other  details  as  above.  b 


JOSEPH  GODER  INCINERATORS. 

1 14-47-SM  V.  32  No.  22  P.  632 
Joseph  Goder  Incinerator  Intake  Door,  Type  H-S  An 
proved  under  Sections  C26-191.0  and  C26-701.0.b.3. 


DAHLS  I  ROM  METALLIC  DOOR  COMPANY. 

98-40-SM  V.  25  Uo.  27  P  985 
,,  V.  26  No.  6  P.258 

Dahlstrom  Three  Hour  Hollow  Metal  Fire  Door-rails 

asbestos dn-dMhe  S  d  f  m  U'  ?’  gauge  steel>  instdated  with 
rafil°S  ,^ard  shimmed  away  from  unexposed  side 

o£thi6Chunnss  Jt z  b4 

APPr°v«i  under  Sections  C26-660.0,  C26?66H)  "caF 
662.0  and  under  the  Multiple  Dwelling  Law. 


HARDWOOD  PRODUCTS  CORP 

997-40-SM  ' 


V.  25  No.  52  P.  1736 


K structed  / fFfire  (Prt0<if)  Ocor~yt  hour  rating-con- 

flush  tvo/  7rf?r<t,°fej  (TV  e,xc,ep-t  for  face  veneers— 
riusn  type  7  ft.  by  3  ft.  by  1M  m.  thick _ hung  in  a 

pressed  steel  combination  buck  and  frame  Approved 
for  use  under  Section  C26-662.0.  approved 


DIEBOLD,  INC. 


488-45-SM  V.  31  No.  41  P.  1122 


DOne-<H  ilfC  hhsnr  °U"  M'lal.D.°°rs,  Flush  Type,  One  and 
une  rlalf  Hour  Fire  Resistive.  Approved  under  Sec- 

lions  C26-610.0  and  C26-661.0  of  Administrative  Code 
lion  C26-«iiaSS  g  m  d°°rS  iS  approved  under  Sec- 


ELEVATOR  ENTRANCES  INC 

740-46- SM 


HUB  DOR  METAL  PRODUCTS  CORP. 

317-44-SM  Vi  29  No.  43  P.  922 

Hf£°L  ?ne-.  One-HMf  Hour  Kalamein  Door- 
ties  and  rails  124  m.  thick  and  panel  approx.  7/16  in 
Core,  stiles  and  rails  of  white  pine  and  covered  with  24 
ge  metal,  a  20  gauge  metal  molding  was  provided  at 
edge  of  panel.  Approved  under  C26-661.0  ( 10.8. )  as  a 
°?e?ing  m  fireproof  partitions  and  C26-662  0 
(10.8  3.)  and  for  use  under  the  Multiple  Dwelling  I  aw 

Mons.Pr°VldeS  f°r  °ne  h°Ur  ratingS  in  firoproogf  par^ 


V.  32  No.  13  P.  359 


Elevator  Entrances  Inc.,  3  Hour  Test  Hollow  Metal  Door 

bvuAnVUsht™*  hol,ow  metal  door  3'0"  x  7'0" 
Aoo'mved’fn’  hUng  m  a  metal  combined  frame  and  buck. 

mgs  in  fire  walls  under  C26-660.0;  and  as  an  opening 

KfPteVwSfiiw.fireproo£  partitions  under  the 


ELLISON  BRONZE  CO.  INC 

1 72-44-  SM 


V.  29  No.  20  P.  398 


Ellison  Balanced  Door  Assemblies.  Approved  for  use  as 
an  opening  assembly  under  Sec.  C26-191-where  a  fire 
resistive  rating  is  not  required  for  use  under  the  re" 
quirements  of  C26-283. 0  through  286.0  and  §6-1446 0 
n,  : e r  ^*an  Class  1  and  2  construction,  wood  mav  be 

nSantm  only-  but  ”<*  operating 


JAMESTOWN  METAL  CORPORATION  ' 

964-40-SM  V.  25  No.  45  P.  1507 

JaamndStra7ls  JfTfflFV  Hoilow  “etaI  Fire  Door-stiles 
ana  rails  of  18  U  S  gauge  steel,  rails  reinforced  with 

tinnaf^  channels  °f  14  U-  S-  gauge  steel  with  an  addi¬ 
tional  transverse  bracing  channel  of  20  U  S  gauge— 

ratine  t  r?'  f'  gaUge  steel-f°r  less  than  three  hour 
sheets  S'  PUge  Permitted— insulated  with  4 

stnooin- to  n/lpbeSf  °Si  shimmed  out  with  asbestos 
stripping  to  13/16  in.  thickness— insulation  of  stiles  and 
rads-'mnerai  wool  of  6  pounds  p.c.f.  density-frames 
°t  14  U  S.  gauge  steel— opening  3  ft.  6  in.  by  7  ft.-- 
semi-fiush  and  flush  types. 

Panel  type  of  above  door.  Above  approved^under^Sec^ 
tmns  C26-610  0,  C26-660.0,  C26-661  0,  C26-662  0  Sand 
under  the  Multiple  Dwelling  Law. 


WILLIAM  E.  GAMBRILL  AND  COMPANY 

1 309-39- SM  V.  25  No.  51  P.  1695 

Gambill  Counterbalanced  B-Parting  Fire  Door— for 
openings  m  vertical  shafts-U/2  hou?  fire  resistive  rating 

cSTlfo11 Stf  <S&&8  ft'  A" 


GENERAL  FIREPROOF  DOOR  COMPANY. 

344-41 -SM  V.  26  No.  23  P.  836 

General  V/2  Hour  Kalamein  Door — stiles  and  rails  1  aA 
m.  thick— lumber  covered  with  14  U.  S  gauge  steel 

£ a^os  SmiS  Sand 

V*:#1 S^ol/lJin^Se1 


JOHN  VV.  KIESLING  AND  SON,  INC. 

1380-39-SM  V.  29  No.  1  P.  19 

I?\nged  D?°r-3^  hour  fire  resistive  rating- 
sheet  metal  over  asbestos  millboard  insulation^for  open¬ 
ings  up  to  50  in.  by  35j4  in.  -  p 

Kiesling  Bi-Parting  Counterbalance  Door— 24  hour  fire 

hoard V?  rf^~shert  metal.  Panels  with  asbestos  mill- 
board  insulation— for  openings  up  to  50  in.  by  51  in 

Approved  under  Section  C26-663.0  subject  to  the  limi-' 
tation  of  Section  C26-610.0e. 

1309-39-SM  V.  31  No.  16  P.  373 
Kiesling.  Bi-Parting  and  Bi-Pass  Counterbalanced  Ele¬ 
vator  Doors;  for  openings  in  vertical  shafts,  \V2  hour 
nfe?IeTTStQVe  rating>  two  e9ual  sized  metal  clad  panels 

thDt  U-  u  graUge  ove-r  two  T-  &  G.  wood  25/32  in. 
thick  each— for  openings  up  to  10  ft.  by  8ft  An- 

proved  under  Sections  C26-610.0  and  C26-663  0 


KINNEAR  MFG.  CO.,  INC 

792-38-SM 


V.  23  No.  52  P.  1657 


Refer  ,o  the  resolution  for  details  of  approval  and  limitations  of  use. 


Kirr/ife!  R»ilingv°or' Akt>ar  Type-3  h“"- 

door  (not  to  be  used  in  required  means  of  egress) _ 
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spring  counterbalanced  curtain  of  20  U.  S.  gauge  steel, 
interlocking  type  slats-for  openings  9  ft  wide  by  10  ft. 
high.  Approved  under  Sections  C26-610.0  and  C26- 

660.0. 


LA  PORTE  CORPORATION  (formerly  Metal  Door 

and  Trim  Co  )  846-40-SM  V.26No.  11  P.414 

ana  i  rim  v^o.;  y  29  No.  23  P.  475 

Metal  Door  and  Trim  Company  One  and  One-Half  Hour 
Hollow  Metal  Fire  Door,  Panel  Type— stiles  of  18  U.  b. 
gauge  hollow  insulated  steel  members,  panel  moulding  ot 
20  U.  S.  gauge  steel,  panel  of  two  sheets  of  20  U.  b. 
gauge  steel  separated  by  asbestos  insulation,  rails  ot  o 
U  S  gauge  steel,  rails  and  stiles  insulated  with  solid 
asbestos,  frame  of  14  U.  S.  gauge  steel,  size  of  door  7 
ft  3  in.  by  3  ft.  6  in.  Approved  under  Sections  C26- 
661.0  and  C26-662.0  and  Art.  1,  Sec.  4,  subd.  10  of  the 
Multiple  Dwelling  Law. 


McKEE  DOOR  COMPANY. 

738-41-SM 


V.  26  No.  52  P.  1730 


McKee  Overdoors  for  garages,  service  stations,  factories, 
warehouses,  etc.  Models  T,  DI,  HI,  uni,  ana  u  . 


METAL  COVERED  OWR^SpaATK^ ^  p  m 

Metal  Covered  Door  Associates  One  and  One-Half  Hour 
Test  F.ire  Door  Assembly — Single,  swing  type,  full 
panel  Kalamein  covered  door  assembly  1J4  hour  fare 
resistive  rating,  hung  on  .USG  No.  16  steel  frame. 
Approved  under  C26-661.0  and  C26-663  0,b,d  and  Sec¬ 
tion  4,  par.  10  of  the  Multiple  Dwelling  Law  and  for  a 
rating  of  V\  hour  under  C.26-662.0,  C26-66o.O  and  C26- 
664  0  Manufacturers  listed  below  have  agreed  to  dis¬ 
continue  manufacture  of  NYKA  and  NYKB  types  ot 
Opening  Protective  Assemblies  previously  temporarily 
approved  under  Cal.  No.  839-39-SM,  upon  approval  ot 
this  protective  assembly.  No  other  companies  are  in¬ 
cluded  other  than  those  listed  herein:  _ 

Metal  Covered  Door  Associates,  comprising . 

National  Kalamein  Company,  Inc.,  418  Johnson  Avenue, 

Brooklyn,  N.  Y.  1C,  r 

Greenpoint  Metal  Covered  Door  Company,  153  Gree.i 

Street,  Brooklyn,  N.  Y.  .  T  .  , 

Royal  Kalamein  Door  Company,  161  Jamaica  Avenue, 

City"°  Steel  ’  Door  Corporation,  820  Whittier  Street, 

Ajax°  Metal  Door  Corporation,  226  East  144th  Street, 

Independent  Fireproof  Door  Company,  Inc.,  1706  At¬ 
lantic  Avenue,  Brooklyn,  N  Y. 

Universal  Bronze  &  Steel  Door  Company,  Inc.,  2 
Seigel  Street,  Brooklyn,  N.  Y 
Pioneer  Fireproof  Door  Corp.,  807  Zerega  Avenue, 

Supreme’  Fireproof  Door  Company,  442  East  166th 

Reliable’  Fireproof  Sash  &  Door  Corp.,  650  Sackett 

Street,  Brooklyn,  N.  Y.  , 

International  Fireproof  Door  Co.,, Inc.,  Ia7  Walworth 

Street,  Brooklyn,  N.  Y.  .  _  .  , 

Hub  Dor  Metal  Products  Corporation,  461  E.  14/tti 

Street,  Bronx,  N.  Y.  „ 

Williamsburg  Fireproof  Products  Corp.,  86  Qua} 
Street,  Brooklyn,  N.  Y.  _ 

Lion  Fireproof  Sash  &  Door  Company,  Inc.,  16/ 

Chrystie  Street,  New  York  City.  y  31No  26p ,744 

Resolution  Amended.  Ungalvanized  sheets  to  be  used 
in  lieu  of  Galvanized  sheets  provided  that  the  aforesaid 
sheets'  are  painted  as  specified  in  the  amendment. 


METAL  DOOR  CREDIT0A3|S^IAT^No.  4P.  151 

V.  26  No.  30  P.  1152 
V.  26  No.  39  P.1334 
V.  28  No.  45  P.  947 
V.  29  No. .  6  P.  97 
V.  29  No.  20  P.  397 
V.  29  No.  23  P.  475 

N  Y  K-A  Fire  Door- -one  hour  rating — stiles  and  rails 
W  in.  thick  white  pine  cores  covered  with  24  U.  b. 
gauge  steel;  panel  of  Vs  in.  thick  asbestos  millboard 
covered  both  sides  with  24  U.  S.  gauge  steel  frame  of 
16  U.  S.  gauge  combination  steel  buck  and  trim  size  a 

ft.  by  6  ft.  10  in.  .  ,  ., 

N  Y  K-B  Fire  Door — one  hour  rating — stiles  ana  iaiis 
of  24  U  S  gauge  hollow  steel  construction,  with  wood 
core-panel  of  Vs  in.  asbestos  millboard  covered  berth 
sides  with  24  U.  S.  gauge  steel-hollow  steel  moulding 
of  20  U.  S.  gauge  with  asbestos  strip  insulation  %  m. 
wide  by  Va  in.  thick;  frame  of  16  U.  S.  gauge  combi¬ 
nation  buck  and  trim— size  3  ft.  by  6  ft.  10  in.  Ap¬ 
proved  under  Sections  C26-662.0,  C26-663.0a,  and  undei 
Art.  1,  Sec.  4,  subd.  10  of  Multiple  Dwelling  Law. 

The  list’  of  manufacturers  is  given  below.  they  are 
divided  into  two  groups,  each  making  a  specific  type  ot 
door  as  follows: 

N.  Y.  Kalamein— Type  “A”  Shops 
A.B.C.  Kalamein  Door  Co.,  1435  Boone  Avenue,  Bronx, 

Hub  Dor  Metal  Products,  461  E.  147th  Street,  Bronx, 

Pioneer  Fireproof  Door  Co.,  807  Zerega  Avenue, 

Supreme’  Kalamein  Door  Co.,  721  E.  133rd  Street, 

Ace  Metal  Door  Corp.,  226  E.  144th  Street,  bionx, 

Grand  Kalamein  Sash  and  Door  Co.,  340  Stanton  Street, 

N  Y  Citv.  •  r- 

Lion  Fireproof  Door  and  Sash  Co.,  167  Chrystie  Street, 

International  Fireproof  Door  Co.,  137  Walworth  Ave¬ 
nue,  Brooklyn,  N.  Y.  „  , 

National  Kalamein  Co.,  418  Johnson  Avenue,  Brook- 

Reliable  Fireproof  Door  &  Sash  Co.,  112  Dobbins  Street, 

Hniversaf  Bronze  &  Steel  Door  Co.,  222-6  Siegel  Street, 

Fifedoor7  Manufacturing  Corp.,  204  E.  27th  Street, 

Greenpoint  Metal  Covered  Door  Co.,  153  Green  Street, 

Long  Island  Kalamein  Door  Co.,  120-10  15th  Avenue, 
College  Point,  N.  Y. 

N.  Y.  Kalamein— Type  “B”  Shops 
General  Fireproof  Door  Corp.,  900  Whittier  Street, 

World  Steel  Products  Corp.,  448  liffany  Street,  Bionx, 

Independent  Fireproof  Door  Co.,  1706  Atlantic  Avenue. 

RoydKalamdn  Door  Co.,  161  Jamaica  Avenue,  Brook- 

Trrangle  Steel  Products,  246  Russel  Street,  Brooklyn, 

Williamsburg  Fireproof  Products  Co.,  86  Quay  Street, 

Temporary  ’approval  expired  on  November  23,  1941. 

iviFTAT  DOOR  AND  TRIM  COMPANY  (now  the 
MlI J  PORTE  CORP.)  846-40-SM  V.  26  No.  H  P.  414 

Metal  Door  and  Trim  Company  One  and  One-Half  Hour 
Hollow  Metal  Fire  Door,  Panel  Type-stiles.  of  18 
U  S  gauge  hollow  insulated  steel  members,  pan 
moulding  of  20  U.  S.  gauge  steel  panel  of  two  sheets 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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railfoV  lS  H  T  SICd  sePar?'«'.!>y  asbestos  insulation, 
?  ,  cdl  ,iri  JM,iI\S?l,'iSC  |SIC<"  r?,ls  and  stiles  insulated 
steel, “lifoV 3^7  ft* ftVvTft°S  ’4  UY  ^ 
under  Sections  C26-66L0,  C26-&2  0  and  unde^-KTi 
Sec.  4,  subd.  10  of  Multiple  Dwelling  Law  ' 


NEW  CASTLE  PRODUCTS  CO 

162-43-SM 


V.  29  No.  44  P.  934 


Modernfold  Doors  (Partition).  Approved  for  use  as  a 

2dltgCpS  C2S4f.tSo0'i„CSf'  H 
^3“  Scv'f  “trotj  Si^nSt 

_  !  c  or  1ameproofed  as  required  under  the  Board’s 

Muhinl/rf  u.f  of. these  doors  may  be  permitted  in 
Multiple  Dwellings  in  such  places  where  specific  fire- 
resistive  rating  is  not  required. 


NOETH  AMERICAN  IRON  AND  STEEL 
COMPANY,  INC.  982-4 1-SM  V.  27No.  17  P.  489 

Nsir!tS«°?Jh-ee  H^Ur  Rolli.ng  Steel  Door— 20  U.  S.  gauge 

d  iS.f/irat'i;,.rd^OI’en'ng  9  £t  ty  10  ft  proved  lor 


OTIS  ELEVATOR  COMPANY 

972-40-SM 


V.  26  No.  14  P.  503 


The  Otis  Bi-Parting  Counterbalanced  Vertical  Sliding- 
Elevator  Hoistway  Door  (Regular  and  By-Pass  Type) 

^Tx  3/1°6  -tW°  Pf dS  off  14  U‘  S-  &auSe -steel  set  in 

k  *  i/  inh  ia£g-e  ir°n  frjmoes  with  vertical  stiffener 
bars  /s  in.  by  iy  ,n.  spaced  20  in.  O.  C.,  the  guides 

I?  )vbl9k  they  operate,  counterbalancing  and  locking 
mechanism  and  movable  lintel  for  pass  type  doors  -  shaft 
face  of  lower  panel  of  18  U.  S.  gauge  backed  by  iy  in 
of  mineral  wool  insulation— opening  8  ft.  by  10  ft  An- 

6630%  and  Sn  insuI,ation  under  Sections  C26- 

ISion  C26-663  0b  W',hmt  inSU'ation  “nder 


THE  PEELLE  COMPANY 

490-40- SM 


V.  25  No.  41  P.  1367 


>  .  vs.  -r ix.  ivJU/ 

leelle  Flush  Counterbalanced  Door-one  and  one-half 

phler  25a/32gh7P  fh'  t  °f  two:ply  ,cross  laminated  white 
pine  25/32  in  thick  covered  with  26  U.  S  gausre  o-al- 

m  2"rf  2"  x  'A:  ans'=  framesliunSr- 
balancing  halves  slide  vertically  in  guides  built  un  of 

angles  connected  by  chains,  rods  and  pulleys-openings 

J  x  8  .  Approved  for  use  under  Section  C26-663.0." 


RICHARDS-WILCOX  manufacturing  CO 

673-41-SM  V.  27  No.  12  P  305 

Richards-Wilcox  Fye-R  Ward  Fire  Door  and  Sliding 

ire  Door  Hardware— Corrugated  sheet  metal  24  U  S 

SL  V  ,°3  n  SZ“  °-  1/16  in-  asb«t<*  sheet.' 
Jvating  y  and  1  hour  fire  resistant. 

603-44-SM  V.  30  No.  19  P.  373 

Richards- Wilcox  RW-1447  FyeR  Wall  Door  (lap  type) 

8  in  width  by  10  ft.  4  in.. in  height.  Approved  for  use 

on  both  level  and  inclined  tracks  in  fire  walls  (3  hrs  1 
,Undder  l J0-8-1)  I  in  fire  partitions  (ig  hrs 

Uf C  Ar  ^h"66L0  (10.8.3)  and  under  Art.  1  sec  4(101 
of  Multiple  Dwelling  Law  as  a  fireproof  Door  An- 
proved  for  use  on  inclined  track  with  two  fusible  links 

,™7P  >rth  aPI)lic?ut’s  #1102  hardware;  on  evei 

track  with  applicant’s  #1303  hardware;  for  singfe 
swing  type  equipped  with  applicant’s  #1406  hardware 

hardware airS  ^  equipped  with  applicant’s  #1506 


RICHMOND  FIREPROOF  DOOR  COMPANY. 

P  491-40-SM  V.  25  No.  43  P.  1445 

steel— frame  of  8  in  strvU  i  r  gauge  galvanized 

welded  together— Si  of iloCh?nnelfs  f.or  Jambs  and  head 
limited  to  3  ft  by  7  ft  An'"'  SiCe  channel— opening 
661.0,  C26-662.0  and 

4 72-40- SM  V.  25  No.  43  P.  1447 
V.  27  No.  6  P.  131 

-  ,  _  V.  27  No.  52  P.  1286 

white 

Multiple  Dwelling  Law.  A  SeC  4’  subd'  10  of 

56-41-SM  V.  26  No.  14  P.  514 
p-  ,  ,  _  V.  27  No.  52  P.  1286 

Fire 

on  the  stop  face,  covered  with  24  tYY  asbest°s  Immg 
Stretcher  leveled  stee Sung in a  14  iP^'  galvan'2c<! 
frame— size  3  ft.  8  in  hi  7  ft  a  S;  gauge  steel 
tions  C26-661  fi  cor  Approved  under  See¬ 

ing  Law  ’  C26'662-°  and  nnder  the  Multiple  Dwell- 

.  324-43-SM  V.  28  No.  44  P.  920 

Kichmond  One  and  Onp-T-T^lf  t?i  i 

Kalamein  Fire  DooVs  tin  nVH?  7Ush  Metal  CIad 
Hour  rating— frame— Stando^i  Y  ,°#e  and  0ne-Half 


RODDIS  LUMBER  &  VENEER  COMPANY 
„  ]J.  527-40- SM  V.  26  No.  4  P  154 

—hung  in  a  14  II  9  <7,  °  g,  and  face  veneer 

Appro aI<f  r'xCTbin8”d 

dSK"  Secti0n  C26-662'»  a"«  ''filer  Multiple 

„  r  „  V.  31  No.  2 1’.  24 

j  itSfra£'  Pl;?,ext  Door-One  hour. 

Labeled  according  ,o  thereq„ireme„ls  of  the  resolution. 

E’g'41-SM  (Vi  III)  V.  27  No.  29  P.  803 

each  sMe0,l/lt6”5,NV-pWI’i,e  ”°°d  “re,  covered 
1/20" 1/16 f  tb,ck  ashestos  cloth  glued  to  core  hen 

size  2'  8"exr6°'  8"r0SAnnndinf  7ed  ,n  asbestos  cloth¬ 
rating.  <S  •  Approved  for  ?4  hour  fire  resistive 

T  j  .  ,  V.  31  No.  2  P.  25 

Labeled  according  to  the  requirements  of  the  resolution. 


SECURITY  FIRE  DOOR  COMPANY. 

808-41 -SM  V.  27  No.  12  P  302 

Elector  DoiSw^Yore^ 

steel  covering  for  u»ner  half  ^s,t<?.s.insulat>0n,  24  gauge 

covering  for  shaft  side  of  bottom  halT  6  ga‘'ge  S,Cel 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


SEDGWICK  AfACHINE  WORKS,  INC 

577-46-SAI  V.  32  No.  22  P.630 
S <DoFo'rTReSiS,iVe  Underwriters  Labelled  Dumb- 
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ST  LOUIS  FIRE  DOOR  COMPANY. 

232-42-SM 


V.  27  No.  25  P.  696 


“Ti-Co-Dor”  Metal  Clad  Counterbalanced  Freight  Eleva¬ 
tor  Door— Top  panel  24  gauge  steel  sheet  over  2  ply 
wood  core  separated  by  1/16  in.  thick  asbestos  sheet ; 
lower  panel— 16  gauge  steel  sheets  over  same  type  core 
with  additional  sheet  of  asbestos  between  core  and  steel 
on  unexposed  face.  Approved — llft  hour  fire  resistive 
rating. 


SUPERIOR  FIREPROOF  DOOR  AND  SASH  CO  INC 

420-39-SM  V.  24  No.  28  P.  1067 

Superior  Panel  Tvpe  Door— 3  hour  fire  door— stiles,  rails 
and  panel  of  18  U.  S.  gauge  steel— insulation  ft  in. 
sheet  asbestos — sizes  up  to  8  ft.  by  4  ft.  frame  14 

gauge  steel.  _  ,  £ 

Superior  Flush  Type  Door— 3  hour  fire  door— made  ot 
two  16  U.  S.  gauge  steel  sheets,  each  sheet  forming 
one  face  and  vertical  edge;  14  U.  S.  gauge  channel  at 
top  and  at  bottom  insulation  loose  asbestos  packed 
solid— sizes  up  to  8  ft.  by  4  ft.— frame  14  gauge  steel. 
Approved  under  Sections  C26-660.0,  C26-661.0,  C26- 
662  0  C26-664.0  and  under  the  Multiple  Dwelling  Law. 

453-41-SM  V.  27  No.  17  P.487 


Superior  One  Hour  Kalamein  Fire  Door — Panels  26  U.  S. 
gauge  metal  over  ft"  thick  asbestos  core,  rails  and  stiles 
24  U.  S.  gauge  metal  over  wood  core  lft"  thick,  5" 
wide.  Approved  for  1  hr.  and  ft  hr.  fire  resistive 

454-41 -SM  V.  27  No.  29  P.  800 

Superior  One  Hour  Hollow  Steel  Fire  Door — Stiles  and 
rails  18  gauge  steel  filed  with  cellular  asbestos  to  lft" 
thickness;  panels  of  18  gauge  steel  over  ft"  asbestos 
board;  14  gauge  steel  channeling  reinforces  stiles  and 
rails  Approved  for  1  hour  fire  resistive  rating — open¬ 
ing  6'  8"  by  4'. 


SUPERIOR  STEEL  DOOR  AND  TRIM  CO.,  INC. 

1520-39-SM  V.  25  No.  5  P.  155 

Connell  Three  Hour  PIollow  Metal  Fire  Door— rails,  stiles 
and  panels  (two  sheets)  of  18  U.  S.  gauge  steel— insu¬ 
lation  of  panel — two  sheets  ft"  and  ft"  asbestos — mill- 
board — insulation  of  rails  and  stiles— ft"  asbestos  sheet 
—opening  3'  2"  x  7'— frame  of  16  U.  S.  gauge  steel. 
Approved  under  Sections  C26-660.0,  C26-661.0,  C26- 
662.0  and  under  the  Multiple  Dwelling  Law. 


TRIANGLE  STEEL  PRODUCTS  CORPORATION. 

657-40-SM  V.  25  No.  31  P.1156 

Triangle  Three  Hour  Hollow  Metal  Fire  Door— rails 
and  stiles  18  U.  S.  gauge  metal,  with  16  U.  S.  gauge 
closure  channels  in  rails,  panel  is  of  two  sheets  20 
U.  S.  gauge  insulated  with  two  sheets  of  asbestos  ft  in. 
and  ft  in.  thick  separated  by  thin  strips  of  asbestos — 
rails  and  stiles  insulated  with  air  cell  asbestos — opening, 
3'  x  7' — frame  14  U.  S.  gauge  for  three  hour  rating; 
16  U.  S.  gauge  for  one  and  one-half  hour  rating.  Ap¬ 
proved  under  Sections  C26-610.0,  C26-660.0,  C26-661.0, 
C26-662.0  and  under  the  Multiple  Dwelling  Law. 


W.  S.  TYLER  COMPANY. 

707-40-SM  V.  25  No.  38  P.  1273 

Tyler  One  and  One-Half  Hour  Hollow  Metal  Fire  Door 
— flush  type  made  of  2  sheets  18  gauge  steel,  side  edges 
lapping  and  top  and  bottom  closed  with  14  gauge  steel 
channels  insulated  with  lft  in.  mineral  wool — opening 
2'  9"  x  T — frame  of  16  gauge  steel.  Approved  under 
Sections  C26-610.0,  C26-661.0,  C26-662.0,  C26-663.0, 
under  the  Multiple  Dwelling  Law  and  under  the  Labor 
Law. 


UNITED  METAL  PRODUCTS  DIVISION  OF 
DIEBOLD  LOCK  AND  SAFE  COMPANY. 

659-39- SM  V.^4  No.  31  P.  1212 

United  Metal  Products  Division  of  Diebold  Lock  and 
Safe  Company  One  Hour  Hollow  Metal  Door — 1  hour 
fire  resistive  rating;  stiles  and  rails  of  19  U.  S.  gauge 
steel,  rails  reinforced  with  18  U.  S.  gauge  channels, 
panels  of  two  sheets  of  24  U.  S.  gauge  steel  insulated 
with  ft  in.  thick  asbestos  millboard;  rails  and  stiles 
insulated  with  cellular  asbestos  lft  in.  thick.  For  open¬ 
ings  3  ft.  by  7  ft.— Frame  of  16  U.  S.  gauge  steel.  Ap¬ 
proved  under  Sections  C26-610.0,  C26-662.0,  C26-668.0 
and  under  the  Multiple  Dwelling  Law. 

mi  in  icu  •,t 
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Diebold  Safe  and  Lock  Company  Hollow  Metal  Door 
1  ft  hour  fire  resistive  rating.  Stiles  and  rails  of  19 
U.  S.  gauge  steel,  rails  reinforced  vertically  with  16 
U.  S.  gauge  channels,  horizontally  with  18  U.  S.  gauge 
channels ;  panel  made  of  two  sheets  of  24  U._  S.  gauge 
steel  insulated  with  asbestos  millboard  lft  in.  thick ; 
rails  and  stiles  insulated  with  cellular  asbestos  lft  in. 
thick.  For  openings  3  ft.  by  7  ft.  Frame  of  16  U.  S. 
gauge  steel.  Approved  under  Sections  C26-610.0,  C26- 
661.0,  C26-662.0  and  under  the  Multiple  Dwelling  Law. 


WILLIAMSBURG  FIREPROOF  PRODUCTS 

CORPORATION.  1455-39-SM  V.  25  No.  2.P.  47 

Williamsburg  One  and  One-Half  Hour  Fire  Door- 
Swinging  Kalamein  Door — rails  and  stiles  26  U.  S. 
gauge  steel  with  wood  core  lft"  thick.  Panel  of  as¬ 
bestos  millboard  ft"  thick,  covered  both  sides  with  24 
U.  S.  gauge  metal.  Opening  6'  9ft"  x  3'.  Frame  16 
U  S  gauge  steel.  Approved  under  Sections  C  26-610.0, 
C26-661.0,  C26-662.0  and  under  the  Multiple  Dwelling 
Law. 

1455-39-SM  V.  26  No.  30  P.  1152 

Williamsburg  One  and  One-Half  Hour  Fife  Door  lft 
in.  flush  type  door — 18  gauge  panels  (replacing  20 
gauge  sheets  of  previously  approved  panel  door)  spot 
welded  on  10  in.  centers  to  channels  having  ft  in.  vent 
holes,  6  in.  o.c. — ft  in.  asbestos  millboard  insulation. 
All  other  details  as  previously  approved. 

338-43-SM  V.  29  No.  30  P.  670 


Williamsburg  Three  Hour  Fire  Wall  Door,  Model  “Sen-* 
tinel”  lap  hinged  type  and  frame  hinged  type  (single 
and  in  pairs),  single  sliding  type  door,  level  and  in¬ 
clined  tracks.  Metal-covered,  three  ply  wood  core- 
dressed  two  sides  to  25/32"  thickness — imbedded  be¬ 
tween  core  and  strips  with  24  gauge  by  2"  galvanized 
steel  with  similar  pieces  of  3"  wide  steel  imbedded  be¬ 
tween  each  wood  ply  at  seam  intervals.  Metal  covering 
of  24  gauge  galvanized  sheet  steel — opening  9  ft.  by  1Q| 
ft  Approved  under  Sec.  C26-660.0,  C26-661.0  and 
Sec.  C26-662.0  and  Article  1,  Sec.  4,  subdivision  10  of 
the  Multiple  Dwelling  Law. 


Resolution  Amended.  Ungalvanized  sheets  to  be  used  in 
lieu  of  Galvanized  sheets  provided  the  aforesaid  sheets 
•  are  painted  as  specified  in  the  amendment. 

232-46- SM  V.  31  No.  20 P.512 


Williamsburg  3  Hour  Test  Hollow  Steel  Door.  16  gauge 
steel  buck  reinforced,  flush  type  door  constructed  of  two 
18  gauge  hot  pickled  steel  each  formed  in  the  shape  of 
a  channel.  Approved  under  Sections  C26-660.0,  C26- 
661.0,  C26-662.0,  C26-664.0,  C26-665.0  and  under  the 
Multiple  Dwelling  Law. 


J.  G.  WILSON  CORPORATION. 

374-39-SM 


V.  24.  No.  52  P.1848 


Wilson  Steel  Rolling  Fire  Shutter,  Type  No.  23.  Three 
hour  rating  (not  to  be  used  in  required  means  ot 
egress).  Rolling  and  sliding  in  grooves  built  up  ot 
steel  plates  and  angles,  manualy  operated  curtain 
spring  counterbalanced  20  U.  S.  gauge  galvanized  stee 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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lTnksiOC0^5nifl-,S9'  aut°yatic  self-closing  by  fusible 
C26-610P  and  < C26-660.0  *  Api>r0Vcd  under  S'cctio"S 


WORLD  STEEL  PRODUCTS  CORP. 

125-47-SM  V.  32  No.  21  P  6CP 

WanddHolbw  ifSi  d*  ^  H/’  Panel  T^e>  Kalamein 

C26-661  0  ^\PP royed  under  Sections 

C26-6100  n  'S’  P6;663  ?-  C26-664.0,  C26-66S.0, 

Law  C26’668  0a  bcd  and  the  Multiple  Dwelling 

DOOR  CHECK  AND  CLOSER 

J°nH??  Hh  DEfBY-  •  H85-38-SA  V.  24  No  6P  ?09 
ci  by  Heat  Actuated  Automatic  Door  Check  and  Closer. 

OSCAR  C.  RTXSON  CO. 

249-46- SM  V.  32  No.  1 8  P.  499 
Rlfor>I?nterior"  doors ) d°°r  cIoser  and  decking  mechanism 


ELEVATOR  ACCESSORIES 

ECONOMY  ELEVATOR  EQUALIZER  COMPANY 

1 095-41 -S A  V.  27  No.  13  P.  338 

Ec?”°^ly  Elevator  Equalizer.  Automatic  equalizer  for 
elevator  hoist  cables.  Approved  under  Sec.  C26-1091.0,c. 


ELEVATOR  SUPPLIES  COMPANY,  INC. 

193-42-SA  V.  27  No.  42  P.  1055 

E  S.  Emergency  Release  Switch.  Approved  as  meeting 
the  requirements  of  Sec.  C26-924.0.  meeting 


ELEVATOR  SAFETY  CORPORATION. 

121-41-SA  V.  27  No.  19  P.  539 

E  s“.  cS'-9tS°2r0RO,ler  Guide-  Approved  for'  under 


DOOR  CHIMES 

AUTH  ELECTRIC  CO.,  INC. 

113-46-SM  V.  31  No.  48  P.  1335 

AuthOtone  Chime  and  Inquirer,  Parkchester  Model  S73 

™°Yeei5d  '  operate, i Thtae  mo„„S 

on  tne  inside  of  an  entrance  door  combined  with  a 

Rul°e  3  7' of' the  RH  visfion  Purposes.  Approved  under 

tective  As/embHe!  '  TnSpeCtl°n  °f  °penin^  P- 

DRY  CLEANING  UNITS 

CLAYTON  MANUFACTURING  CO. 

561-38-SA  V.  25  No.  28  P.  1022 
Kerrick  Kleane,  Model  J  &  L. 


LOUIS  A.  FREEDMAN. 

368-43-SA  V.  28  No.  52  P  1124 

Gmfdb;ecG2i,b19r0aE,eVatOr  G”ide-Rail  Sh0e-  A Proved 


INTERBORO  ELEVATOR  COMPANY 

81M1-SA  V.  27  No.  11  P.277 


Hydromatic  Leveling  Device. 


HOMESTEAD  VALVE  CO 

672-42-SA 


ELEVATOR  DOOR  HANGERS 

OTIS  ELEVATOR  COMPANY. 

723- 40-SA  V.  26  No.  44  P.  1463 

Otis  Type  A  and  AU  Hoistway  Door  Hangers.  Approved 
for  use  under  the  provisions  of  Article  14 

724- 40- SA  V.  26  No.  44  P.  1463 

Otis  Type  B  Two-Point  Suspension  Hanger.  Approved 
for  use  under  the  provisions  of  Article  14.  11,Iuveu 


V.  28  No.  9  P.  195 


HJLe(JM0Jenny  Steam  Cleaner’  Models  JM  (JMa)  & 

MERCURY  CLEANING  SYSTEM,  INC. 

422-42- S  A  V.  31  No.  46  P.  1267 

Mercury  Cleaning  System.  Models  MZ-1  and  MZ-3. 

PANTEX  PRESSING  MACHINE  INC. 

1 90-45-S  A  V.  30  No.  3 1  P.  736 

pantex  Dry  Cleaning  System,  Models  CB1  to  CB8  inclu- 
-  ve  and  Models  Ml  to  M8,  inclusive.  Approved  for 
voluntary  use  in  New  York  City,  when  installed 
wildings  of  Class  1,  2  or  3  construction. 


WESTINGHOUSE  ELECTRIC  ELEVATOR  CO. 

767-40-SA  V.  27  No.  30  P.  836 
Westinghouse  A-3  and  A-3R  Elevator  Door  Hangers 
....  •  ,  768-40-SA  V.  27  No.  30  P  837 

V  estinghouse  B-3  and  B-3R  Elevator  Door  Hangers. 


ELEVATOR  DOOR  INTERLOCKS 

DUMBWAITER  SHUR-LOCK  CO. 

1068-39-SA  V.  24  No.  46  P.  1652 
Dumbwaiter  Shur-Lock. 


in 


U. 


S.  HOFFMAN  MACHINERY  CORPORATION 

1047-41-SA  V.  27  No.  7  P.  158 

HA2mBl  !SFA?iaff/o  Cleaning  Units.  Models  Al, 
■  ’  „  \p2,  W2,  Ml-U  and  M2-U.  Approved  for 

installation  in  Class  1,  2  or  3  construction. 


ELEVATOR  APPLIANCE  COMPANY,  INC. 

53-42-SA  V.  27  No.’ 45  P.  1120 
Electro-Mechanica!  Interlocks,  Types  CD,  CS,  DS,  and 
ED.  Approved  under  Article  34  of  Administrative  Code. 


DUST  EXTRACTOR 

IEORGE  E.  TEASDALE. 

i  75-38-S  A  V.  23  No.  16  P.  509 

Teasdale  &  Edwards  Incinerator  Dust  Extractor  An- 
proved  under  Sec.  C26-698.0.  p 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


ELEVATOR  SUPPLIES  COMPANY,  INC 

191- 42-SA  V.  27  No.  48  P.  1190 

ETTn';tTQPe/S”  ?evator  Interlocking  Device,  Hatchway 
Unit  System.  Approved  under  Article  14  of  Adminis¬ 
trative  Code. 

1 92- 42- S A  V.  27  No.  48P.  1192 

^vicfHdstXu^  gS*?  E'evator 


19 


gal  electro  mechanical  service 

OF  NEW  YORK  CITY.^  ^  y  ^  ^  47  p  ^ 

r;  a  L  Tvoe  “G”  Elevator  Door  and  Gate  Contact, 
or  switch.  'Approved  under  Sections  a6-914.0  through 

C26-920.0,  C26-982.0 

GAL  Types  “L”  and  “M”  Elevator  Door  Interlocks 
'for'  Automatically  Controlled  Elevators  Approved  tor 

*  ""dcr  SeC,ionS  C,23«84iA  r0lV  a  No  2?  P.  876 

G.  A.  L.  Bar  Interlock,  Types  E  K,  Kl,  K 2,  K3,  K4  and 
K5.  Approved  for  use  under  Sections  C26-903.U, 
C26-914.0,  C26-907.0  and  C26-913.0. 


R  W.  No.  1403  Elevator  Interlocking  Device.  Approved 
under  Section  C26-191.0,  for  use  under  Sub.  Article  9, 
Group  1  of  Article  14  of  the  Administrative  Code. 

136-44-SA  V.  29  No.  14  P.  278 

R  W  No  725  and  R.  W.  No.  755  Elevator  Door  Inter¬ 
locks.  Approved  under  C26-191.0,  for  use  under  Article 
14  of  the  Administrative  Building  Code. 

471-45-SA  V.  31  No.  11  P.  230 

Richards-Wilcox  Elevator  Door.  Interlock.  Type  RW- 
743-1 L.  Approved  under  Section  C26-1 179.0  for  use 
under  Sub.  Article  9,  Group  1  of  Article  14  of  the 
Administrative  Code. 


HAUGHTON  ELEVATOR  CO 

254-42-SA 


SEABERG  ELEVATOR  COMPANY 

2 1 0-42- S A  V.  27  No.  23  P.  646 


V.  30  No.  31  P.  735  Seaberg  Type  BL  Bar  Interlock. 


Haughton  Type  “F”  Interlock.  Approved  under  C26-912.0, 
C26- 11 79.0a  and  C26- 178.0b. 


KAYLOR  COMPANY  (THE). 

229-44- S A 


V.  29  No.  22  P.  454 


MCK  Type  B,  Regular  All  Mechanical  Interlocks,  MCK 
Type  C  All  Mechanical  Interlocks,  MCK  Eicon  Type 
All  Mechanical  Interlocks,  MCK  Master  Switch  Type 
Electro-Mechanical  Interlocks  and  MCK  Car  Gate  In¬ 
terlocks.  Approved  under  C26-1179.0  and  C26-191.0. 


JOHN  W.  KIE SLING  AND  SON  INC 

1 235 -40- S A  V.  26  No.  6  P.  251 

Kiesling  Door  Contact  and  Lock,  Type  KMA  (Inter¬ 
lock)  Approved  for  use  under  the  requirements  ot 
Sections  C26-907.0  through  C26-920.0  and  C26-928.0. 


OTIS  ELEVATOR  COMPANY 

714-40-SA 

Otis  Type  4B  Closer  and  Interlock. 

718- 40-SA 

Otis  Type  N-2  Interlock. 

719- 40-SA 


V.  26  No.  43  P.  1430 
V.  26  No.  43  P.  1431 
V.  26  No.  43  P.  1432 


Otis  Type  4PB  Door  Closer  and  Interlock. 

721-40-SA  V.  26  No.  43  P. 
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Otis  Type  40A  Door  Closer  and  Interlock 

722-40- S  A  V.  26  No.  43  P.  1434 

Otis  Type  42A  Door  Closer  and  Interlock. 

All  the  above  approved  under  the  provisions  of  Sub¬ 
article  9,  Group  1,  of  Article  14.  _ 

715- 40-SA  V.  26  No.  50  P.  1653 

Otis  Type  “K”  Bar  Interlock. 

7 1 6- 40- S  A 


Otis  Type  “L’ 


Bar  Interlock. 

717-40-SA 


V.  26  No.  50  P.  1653 
V.  26  No.  50  P.  1654 
V.  26  No.  50  P.  1655 


Otis  Type  “N”  Bar  Interlock. 

720-40- S A 

Otis  Type  “P”  Bar  Interlock. 

724- 42-SA  V.  28  No.  16  P.  319 

Otis  Interlock  6690A,  for  Bi-Parting  Vertical  Hoistway 
Doors.  Approved  under  Section  C26-191.0. 

725- 42- S A  V.  28  No.  16  P.  321 

Otis  Interlock  6690B,  for  Bi-Parting  Vertical  Hoistway 
Doors.  Approved  under  Section  C26-191.0. 


SECURITY  FIRE-DOOR  COMPANY. 

569-42-JSA  V.  28  No.  46  P.  967 

Security  Fire  Door  Company’s  Type  D  Interlock.  Ap¬ 
proved  under  Sections  C26-191.0  and  C26-1 179.0. 

566-42-SA  V.  28  No.  46  P.  963 

Security  Fire  Door  Company’s  Type  DL  Interlock.  Ap¬ 
proved  under  Sections  C26-191.0  and  C26-117l>.0. 

386-43-SA  V.  28  No.  43  P.  889 

Security  Fire  Door  Company  s  4  ype  DLS  Interlock.  Ap¬ 
proved  under  Sections  C26-191.0  and  C26-1 179.0. 

130-38-SA  V.  23  No.  19  P.612 

Electro-Mechanical  Interlock,  Type  PA  Approved  for 
use  with  elevators  under  Sections  C26-897.0  and  CZo- 
907.3. 


SEDGWICK  MACHINE  WORKS,  INC 

443-39-SA  V.  24  No.  31  P.  1193 


Sedgwick  Type  SW  Door  Interlock. 
Sec.  C26-907.0.  . 


Approved  under 


STALEY  ELEVATOR  COMPANY,  INC 

147-42-SA  V.  27  No.  44  P.  1096 

Staley  Elevator  Hoistway  Door  Interlock,  Type  RL-2. 
Approved  under  Article  14  of  Administrative  Code. 


WATSON  ELEVATOR  CO.,  INC. 

703-45-SA 


V.  31  No.  7  P.  129 


Watson  Electro-Mechanical  Interlock,  Type  5-B.  Ap¬ 
proved  under  Article  14  of  the  Administrative  Code. 


WESTINGHOUSE  ELECTRIC  ELEVATOR  CO. 

719-38-SA  V.  24  No.  3  P. 


84 


Westinghouse  Interlock  for  Automatic  Elevators,  Types 
SW-1  and  SW-2.  Approved  under  Sec.  C26-914.0,2  and 
Sub.  Article  9,  Group  1. 

681-40-SA 


RICHARDS-WILCOX  MFG.  CO. 

250-44-SA  V.  29  No.  29  P.  641 

R.  W.  No.  748- W  Elevator  Door  Interlock.  Approved 
under  C26-191.0a  and  C26-1179.0,  for  use  under  Article 
14  Administrative  Building  Code. 

102-43-SA  V.  28  No.  22  P.  473 


Westinghouse  Type  B2  Interlock. 

682'-40-SA 

Westinghouse  Type  BC  Interlock. 

701-40-SA 

Westinghouse  Type  126B  Interlock. 

727- 40- S  A 

Westinghouse  Type  F  Interlock. 

728- 40-SA 

Westinghouse  Type  P  Interlock. 


V.  27  No.  30  P.  825 
V.  27  No.  30  P.  826 
V.  27  No.  30  P.  829 
V.  27  No.  30  P.831 
V.  27  No.  30  P.  832 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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ELEVATOR  ELECTRIC  CONTACTS 

OTIS  ELEVATOR  COMPANY. 

725-40-SA  V.  26  No.  45  P.  1490 

Otis  Type  6098- C  and  Type  6098-E  Car  Gate  or  Door 
Contact.  Approved  under  the  requirements  of  Sec.  C26- 
985.0. 


SEABERG  ELEVATOR  COMPANY  INC 

203-42-SA  V.  27  No.  23  P.  645 
Seaberg  Type  G.  S.  Elevator  Car  Door  or  Gate  Switch. 


SECURITY  FIRE  DOOR  COMPANY 

567-42- S A  V.  28  No.  46  P.  965 

V.  29  No.  4  P.  63 

Security  hire  Door  Company’s  Type  C  Contract.  Ap¬ 
proved  under  Sections  C26-191.0  and  C26-1179.0. 


WATSON  ELEVATOR  COMPANY,  INC. 

47-44-SA  ’  V.  29  No.  39  P.  825 

Watson  Type  “A”  Interlock  and  Watson  Type  “Al”  Gate 
Contact.  Approved  under  Sec.  C26-1 179.0a  and  Sub¬ 
article  9,  Group  1  of  Article  14. 


Celotex  manufactured  from  long  Bagasse  fibre,  approved 
under  the  Insulating  Fibre  Board  Rules. 

V.  31  No.  29  P.  833 

One-Half  Inch  Fibre  Board  Sheathing.  A  rigid  cane  fibre 
insulation  board  dipped  in  asphalt.  y2"  thick,  4'  wide 
and  in  lengths  of  8',  9',  10',  12'.  Approved  under  the 
Insulating  Fibre  Board  Rules. 


FIR-TEX  INSULATING  BOARD  CO 

41 1-38- SM  V.  24  No.  42  P.  1496 

Fir-Tex  Insulating  Board — made  from  wood  fibres — ap¬ 
proved  under  the  Insulating  Fibre  Board  Rules. 


FLINTKOTE  COMPANY. 

314-40-SM  V.  25  No.  31  P.  1154 

Flintkote  Insulation  Products— approved  for  use  as  build¬ 
ing  board,  insulating  lath,  insulating  tile,  insulating 
plank,  roof  insulation  and  sheathing — under  the  Insulat¬ 
ing  Fibre  Board  Rules. 

355-41-SM  V.  27  No.  22  P.  617 

hlintkote  Insulation  Board  Products — manufactured  from 
southern  pine  pulp.  Approved  for  use  in  accordance 
with  the  requirements  of  Rule  2  of  Insulating  Fibre 
Board  Rules. 


WESTINGHOUSE  ELECTRIC  ELEVATOR  CO. 

683-40- S A  V.  27  No.  30  P.  827 

Westinghouse  Type  C  Electric  Contact. 

743- 40-SA  V.  27  No.  30  P.  834 

Westinghouse  Type  SC  Contact. 

744- 40-SA  V.  27  No.  30  P.  835 

Westinghouse  Type  CH  Contact. 

1 1 50-40- S A  V.  27  No.  30  P.  837 

Westinghouse  Type  FC  Gate  Contact. 


INSULITE  COMPANY. 

11 07-39- SM  V.  25  No.  4  P.  Ill 

Insulite  Insulating  Fibre  Board— felted  wood  fibres— 
maiketed  as  Ins-Lite  ’  and  “Graylite” — approved 'under 
Insulating  Fibre  Board  Rules. 

V.  25  No.  12  P.  425 

Satincote  Interior  Board,  Tile  Board  and  P*lank, 

Graylite  and  Sealed  Lok-Joint  Plaster  Base,  approved  as 
above. 

Fiberlite  and  Acoustilite — felted  wood  fibres  of  low  por¬ 
ous  density— approved  as  acoustical  materials. 


ELEVATOR  OIL  BUFFERS 

WESTINGHOUSE  ELECTRIC  ELEVATOR  CO 

699-40- S  A  V.  27  No.  30  P.  828 


Westinghouse  Type  OC  Oil  Buffer. 

700-40- S  A 

Westinghouse  Type  OM  Oil  Buffer. 


V.  27  No.  46  P.  1149 


FIBRE  BOARD  (See  also  Lath,  Gypsum 
Wallboard  and  Sheathing) 

B1RI5  AND  SON,  INC. 

243-43-SM  V.  28  No.  49  P.  1061 

Bird JnsuUting  Fibre  Board.  Approved  under  Insulating 
Fibre  Board  Rules  of  The  Board  of  Standards  and 
Appeals. 


CELOTEX  CORPORATION. 

13-39-SM  V.  24  No.  28  P.  1065 
V.  26  No.  5  P.  215 
V.  26  No.  46  P.  1518 

Ihermax — shredded  wood  shavings  cemented  together 
with  an  air  emulsion  solution  of  magnesium  oxy-sul- 
phate— mcombustible,  sound  insulation,  heat  insulation 
sheathing,  plaster  base,  substitute  for  combustible  lath’ 
roofing  material.  Approved  under  Sections  C26-88  0’ 
C26-462.0,  C26-458.0,  C26-538.0,  C26-636.0,  C26-626  0 
and  under  the  Insulating  Fibre  Board  Rules. 


THE  CELOTEX  CORP. 


199-39-SM  V.  24  No.  39  P.  1370 


JOHNS-MANVILLE  SALES  CORPORATION. 

1 207-40- SM  V.  26  No.  16  P.  576 

Johns-Manville  Insulating  Board  (Insulating  Fibre 
Board)— Approved  under  the  Insulating  Fibre  Board 
Rules. 

33-44-SM  V.  29  No.  5  P.  83 
Johns-Manville  Fibretex  and 

Johns-Manville  Fibretone — composed  of  pine  fibres  with 
fibre  board  and  cut  in  12  in.  by  12  in.  squares.  Fibretex 

r9Si°i is  Perforated.  Approved  under 
C26  178.0b,  CL6-191.0'a  in  Class  1  and  2  constructions 

ar~  the  Board,  when  installed  in  accordance 

with  C26-667.0  pars.  3  and  8  and  C26-632.0g.  Note 
installation  precautions. 


l.  JOHNSON  AND  COMPANY,  INC. 

.  431-39-SM  V.  24  No.  31  P.  1207 

Insulating  Board  (Specific  Shipment) — Approval 
limited  to  specific  shipment  of  y2''  thick  building  board 
and  Plaster  base.  Approved  under  the  Insulating  Fibre 
Board  Rules. 


MASONITE  CORPORATION. 

w  T  ,  .  404-4O-SM  V.  25  No.  24  P.842 

Masonite  bibre  Insulation  Board— approved  as  structural 
insulation,  insulation  tile  and  plank,  insulating  lath  and 
roof  insulation  under  the  Insulating  Fibre  Board  Rules. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


McANDREWS  &  FORBES  COMPANY. 

938-39-SM  V.  24  No.  40  P.  1407 

Lockaire  Insulation  Fibre  Board— made  from  licorice  root 
plus  ground  wood  fibres  and  rosin— full  approval  for 
use  under  the  Insulating  Fibre  Board  Rules. 

V.  25  No.  15  P.  527 


* 
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Asphaltic  Lockaire  Insulation  Fibre  Board— same  as  above 
plus  20%  asphalt— approved  under  the  Insulating  Fibre 
Board  Rules  but  may  not  be  used  as  a  plaster  base. 


JAY  H. 


NEWBURY  &  SONS,  INC. 

292-35- SA^  V.  20  No.  46  P.  1096 


T.  H.  N.  Fill  Pipe  Terminals— approved  for  use  in  fuel  oil 
installations. 


NATIONAL  GYPSUM  COMPANY. 

1016-39-SM 


V.  25  No.  5  P.  154 


Gold  Bond  Fibre  Insulation  Board,  Plank  &  Tile,  Insula¬ 
tion  Lath,  Sheathing,  made  from  a  mixture  of  fibres 
of  sound  pine,  bay  poplar  and  cotton  wood— approved 
under  the  Insulating  Fibre  Board  Rules. 


TREETEX  CORPORATION. 

81 1-39- SM 


V.  25  No.  12  P.  425 


Evenaire  Insulating  Wallboard  Lath— approval  of  specific 
shipments  under  the  Insulating  Fibre  Board  Rules. 


UNITED  STATES  GYPSUM  COMPANY. 

1 550-39- SM  V.  25  No.  15  P.528 

Weatherwood  and  Samson  Insulation  Fibre  Board 
Building  board,  sheathing  board,  plaster  base,  roof  in¬ 
sulation — approved  under  the  Insulating  Fibre  Board 
Rules. 


WOOD  CONVERSION  COMPANY. 

996-38-SM 


V.  27  No.  7  P.  164 


Nu-Wood  Insulating  Fibre  Board— Manufactured  from 
wood  fibre  produced  by  chemically  cooking  chipped  wood 
under  pressure  and  subsequently  defibering  the  chips  in 
attrition  mills.  Approved  for  use  in  accordance  with 
Rule  2  of  Fibre  Board  Rules. 


MALLORY 


FITTINGS  COMPANY. 

990-39-SM  V.  24  No.  50  P.  1789 


Mallory  Fill  Pipe  Terminal  for  Fuel  Oil— approved  under 
Sec.  09-57.0  and  the  Oil  Burner  Rules. 


MOORE  &  KLING,  INC. 

184-38-SA 


V.  23  No.  41  P.  1256 


Moore  and  Kling  6  inch,  Type  D,  Fill  Pipe  Terminal  for 
Fuel  Oil,  approved  under  Oil  Burner  Rules. 


NEWBURY  MFG.  CO. 

223-35-SA 


V.  20  No.  39  P.  882 


Newbury  Fill  Pipe  Terminal  for  Fuel  Oil— approved 
under  the  Oil  Burner  Rules. 


OHIO  PATTERN  WORKS  &  FOUNDRY  CO. 

9?1_-U_c;a  V  70  P  429 


Metropolitan  Curb  Fill  Box  No.  138 — 2  in.  and  3  in. 
sizes,  approved  for  use  in  gasoline  installations. 


PREFERRED  UTILITIES  COMPANY,  INC. 

213-35-SA  V.  20  No.  39  P.  882 

Preferred  Fill  Pipe  Terminal  for  Fuel  Oil— approved 
for  use  under  the  Oil  Burner  Rules. 


FIBRE  BOARD  (HARD) 


MASONITE  CORP. 


403-40-SM  V.  25  No.  24  P.  840 


Masonite  De  Luxe  Quartrboard,  Quartrboard,  Presd- 
wood,  Tempered  Presdwood,  Prestwood  Temprtile, 
Century  of  Progress  Flooring— approved  for  use  as 
combustible  trim,  combustible  partitions  and  floor  cov¬ 
ering  under  Sections  C26-191.0,  C26-241.0,  C26-243.0, 
C26-667.0. 


UNITED  STATES  GYPSUM  COMPANY. 

68-42-SM  V.  27  No.  25  P.  693 

U.  S.  Gypsum  and  Sampson  Densboard,  Strucfboard, 
Hardboard,  Treated  Hardboard,  Hardboard  Tile  and 
Treated  Hardboard  Tile— Manufjtfctured  from  pressed 
wood  fibres. 


FILL  PIPE  TERMINALS. 


RHODE  ISLAND  FITTINGS  CO. 

204-35-SA 


V.  20  No.  38  P.  852 


Rhode  Island  Fill  Pipe  Terminal  for  Fuel  Oil— approved 
for  use  under  the  Oil  Burner  Rules. 

V.  31  No.  44  P.  1208 

Resolution  Amended.  Entire  body  and  seal  cap  of  malle¬ 
able  iron  or  brass,  with  all  surfaces  coated  with  extra 
heavy  cadmium  plating. 


SEAL-O-STRAIN 


CORPORATION. 

48-35-SA  V.  20  No.  11  P.  220 


Seal-O-Strain  Curb  Fill  Box— approved  for  use  in  gaso¬ 
line  and  in  fuel  oil  installations  under  the  Oil  Burner 
Rules. 


A.  JAY  KATES. 


231-35-SA  V.  20  No.  46  P:  1099 


Sealtite  Fill  Pipe  Terminal  for  Ruel  Oil— approved  under 
the  Oil  Burner  Rules. 


ALRO  PLUMBING  SPECIALTY  COMPANY. 

720-38-SA  V.  23  No.  51  P.  1624 

Alro  Fill  Pipe  Terminal  for  Fuel  Oil— approved  for  use 
in  fuel  oil  installations. 


FEE  AND  MASON  MFG.  CO.,  INC. 

10-36- SA  V.  21  No.  44  P.  1249 

Fee  &  Mason  Fill  Pipe  Terminal  for  Fuel  Oil— approved 
for  use  in  fuel  oil  installations. 


STANLEY  G.  FLAGG  &  CO.,  INC. 

345-35-SA  V.  20  No.  53  P.  1305 

Flagg  Fill  Pipe  Terminal — approved  for  fuel  oil  installa¬ 
tions. 


SIMPLEX  BOILER  STAND  CO.,  IHC. 

214-35-SA  V.  20  No.  39  P. 


882 


Simplex  Fill  Pipe  Terminal  for  Fuel  Oil— approved  for 
use  under  the  Oil  Burner  Rules.  y  ^  ^  ^  p  ^ 

Resolution  amended :  Device  may  be  made  of  cast  malle¬ 
able  iron,  cadmium  plated  providing  it  complies  with 
the  requirements  set  forth  by  the  board. 


MURRAY  WALSHIN 


736-46-SM  V.  31  No.  47  P.  1302 


Silent  Flame  Fuel  Oil  Fill  Box  (2")  Fill  Pipe  Terminal 
for  fuel  oil.  Approved  for  use  under  the  Oil  Burner 

RulCS'  V.  32  No.  4  P.  103 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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Resolution  amended :  to  permit  fill  box  to  be  made  of  gray 
iron,  cadmium  plated. 


WHITEHALL  EQUIPMENT  CO.,  INC. 

78-38-SA  V.  23  No. 


Weco  Flush  Fill  Pipe  Terminal  for  Fuel  Oil- 
for  use  under  the  Oil  Burner  Rules. 


16  P.  511 
-approved 


FILM  MACHINE 


BLOOMFIELD  TOOL 
(formerly  owned  by 


Auto  Patch  Machine. 


CORP. 
Automatic 


65-31-SA 


Film  Machine  Corp.) 


V.  16  No.  11  P.417 
V.  16  No.  29  P.  820 
V.  22  No.  28  P.  870 
V.  29  No.  40  P.  853 


FIRE  ALARM  SYSTEMS  and 
ACCESSORIES 

ACME  FIRE  ALARM  CO.,  INC. 

21J-40-SA  V.  25  No.  17  P.  593 

Acme  Type  11  VA,  Non-Code  Closed  Circuit  Interior 
hire  Alarm  System. 

697-28-SA  V.  21  No.  24  P.  728 

Acme  Fire  Alarm  Gongs. 

96-31-SA  V.  16  No.  21  P.  513 
Acme  High,  Low  and  Water  Flow  Alarm  Control  Board 

249-35-SA  V.  21  No.  29  P.  923 
Acme  High  and  Low  Water  Alarm  Tank  Switch. 

248-35- S  A  V.  21  No.  29  P.  922 

Acme  Polarized  Vibrating  Bells  Type  205. 

178-33-SA  V.  18  No.  41  P.  794 


Ac^lnter^I??  Alarm  Station>  Types  1200A,  1201A, 
1202A  and  1203 A. 


A1  RELEASE  CORPORATION. 

872-41-S A  V.  26  No.  49  P.  1624 

Lowe  Thermoskope  Fire  Detector— A  Fire  Alarm  Sys¬ 
tem.  J 


Mohawk  Closed  Circuit  Sprinkler  Alarm  System  and 
Mohawk  Closed  Circuit  Standpipe  Alarm  System,  A  C 
and  D.  C. 

742-24-SA  V.  9  No.  4h 

Watkins  Interior  Fire  Alarm  Station— for  use  with  ap¬ 
proved  closed  circuit  interior  fire  alarm  systems. 


BENJAMIN  ELECTRIC  MANUFACTURING  CO 

473-19-SA  V.  5No.l2 

Benjamin  Horn  a  fire  alarm  signal  system  consisting  of 
a  horn  operated  by  magnets  controlled  by  an  electric 
circuit. 

J.  H.  BUNNELL  &  CO. 

1 5 12-24- S A  V.  lONo.17 

Jane  Break  Glass  Pull  Lever  Interior  Fire  Alarm  Box. 


CENTRAL  STATION  SIGNALS,  INCORPORATED 

969-41-SA  V.  27  No.  21  P.  590 

Automatic  Thermostatic  Central  Office  Connected  Fire 
Alarm  System. 

40-42-SA  V.  28  No.  8  P.  178 

Central  Station  Signals,  Inc.  Method  for  Central  Station 
Fire  Alarm  and  Air  Pressure  Supervision  of  Non¬ 
automatic  Sprinkler  Systems. 


CONRAN  STANDPIPE  COMPANY. 

360-21-SA  V.  7  No.  12 


Conran  Electric  Trip — for  the  operation  of  type  B  valves. 


Ideal  Thermostat. 


308-21-SA  V.  6  No.  31 


CROKER  ELECTRIC  COMPANY. 

351-20-SA  V.  5  No.  6 

Croker  Type  M-D  Interior  Fire  Alarm  System — 

Croker  Type  M-E  M.G.  Control  Boards. 


CROKER  NATIONAL  FIRE  PREVENTION  CO 

*  25-21-SA  V.  6  No.  40 

1  neumatic  Fire  Alarm  System — an  automatic  fire  alarm 
system  operating  on  the  principle  of  the  expansion  of 
air. 


AMERICAN  FIRE  PREVENTION  BUREAU,  INC. 

242-25- S A  V.  10  No.’  44  P.  1231 

V.  28  No.  IIP.  227 

Derby  Automatic  Sprinkler  and  Standpipe  Supervisory 
Alarm  Panel. 

2-26-SA  V.  1 1  No.  49  P.  1292 
V.  28  No.  IIP,  227 

Derby  Closed  Circuit  A.  C.  Standpipe  and  Sprinkler 
Supervisory  Alarm  Panel. 


JOHN  H.  DERBY. 

1509-24-SA  V.  19  No.  51  P.  1093 
V.  28  No.  11  P.  227 

USEM  Closed  circuit  standpipe  tank  and  supervision  sys¬ 
tem.  Approved.  Name  changed  to  John  H.  Derby,  etc. 


EDWARDS  &  COMPANY,  INC. 

141-24-SA  V.  9  No.  18 

Edwards  A.  C.  Control  Panel  for  Interior  Alarm  Sys¬ 
tems. 


AUTOCALL  COMPANY. 

694-2 1-S  A  V.  6  No.  4( 

Autocall  Type  “H”  Single  Stroke  D.  C.  Gong. 

Autocall  lype  “DD”  Fire  Alarm  Control  Board 
Autocall  Type  “AD”  Fire  Alarm  Control  Board 
Autocall  Type  “A,.H.T.B.”  Trouble  Bell. 

Autocall  Type  “A.H.”  Single  Stroke  A.  C.  Gong 

996-21 -S A  V.  6  No.  51 

Model  A.D.P.  Alternating  and  Model  D.D.P.  Direct  Cur¬ 
rent  Pre-signal  Control  Board. 


224-31-SA  V.  17  No.  6 

Edwards  &  Co.  Catalog  No.  551,  Vibrating  Bell  for  A.  C. 
operation  for  use  with  interior  signalling  equipment 

1290-27-SA  V.  13  No.  23 

Edwards  Tank  Sentinel— a  standpipe  and  Sprinkler 
Closed  Circuit  Alarm  System. 

394-21-SA  V.  6  No.  31 

Type  2i  F.  P.  single  stroke  D.  C.  gong— approved  for  in¬ 
terior  fire  alarm  installations. 


AUTOMATIC  FIRE  ALARM  CO 

1 062-27- S  A 


V.  13  No.  31 


EDWARDS  &  COMPANY 
Edwards  New  Type  Singl 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


28-23-SA  V.  8  No.  30 
Stroke  A.  C.  gong. 

385-37-SA  V.  24  No.  25 
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Edwards  V  A  C  C,  Non  Code,  Closed  Circuity  Interior 
Fire  Alarm  System — approved  under  Sec.  279  Labor 
Law  and  Rule  5.1  of  the  Interior  Fire  Alarm  Rules 
of  the  Board. 

154-25-SA  V.  10  No.  29 
Edwards  Solenoid  Type  Interior  Fire  Alarm  Gong. 


/ 

ELECTRO  MECHANICAL  MACHINE  CO.,  INC. 

87-27-SA  V.  12  No.  28 


Emco  Vibrating  A.  C.  and  D.  C.  Gongs. 


ELECTRO  PROTECTIVE  CORPORATION. 

1 1 1 8-40-  S  A  V.  26  No.  28  P.  1 032 


Central  Stations  Signals  Inc.  Automatic  Fire  Alarm  Sys¬ 
tem — a  metallic  bulb  provided '  with  a  vent  opening 
sealed  with  fusible  solder— approved  when  installed  in 
accordance  with  the  Interior  Fire  Alarm  Rules  of  the 
Board. 


FIRE  DETECTING  WIRE  CORPORATION. 

377-23-SA  V.  8.  No.  26 

F.  D.  W.  Automatic  Thermostatic  Fire  Alarm  Control 
Panel. 


FIRE  DEVICES  INC. 

(formerly  known  as  Lowe  Laboratories,  Inc.) 

1014-41-SA  V.  28  No.  24  P.  520 

Spot  Fire  Lowecator,  Models  101  &  102. 

(formerly  known  as  Spot-Fire  Detector  (Lowe).) 
Thermostat— Spot  type  rate  of  rise  principle  of  operation. 
Approved  under  C26,  Art.  16  &  Sprinkler  Rules  of 
Board  of  Standards  and  Appeals  (may  be  marketed 
under  name  Temp-O-Rise.) 


JEWELL  ELECTRIC  INSTRUMENT  CO. 

680-22- S  A  V.  7  No.  39 

Jewell  Electric  Instrument  Co.’s,  devices  Pattern  Nos.  33 
and  54  Milliameter  D.  C.  and  Pattern  No.  74  Milli- 
ameter  A.  C.  for  use  with  interior  closed  circuit  fire 
alarm  signal  system. 


LOWE  LABORATORIES,  INC. 

1014-41-SA 


V.  27  No.  15  P.409 


“Lowe  Spot  Fire  Detector”  Thermostat— Spot  type  rate 
of  rise  principle  of  operation.  Approved  for  use  with 
system  so  operated. 

V.  27  No.  20  P.  571 

May  be  marketed  under  name  “Temp-O-Rise.” 


JOHNS-MANVILLE  CO. 

1615-21-SM 


V.  7  No.  8  P.  179 


Ebony  Asbestos  Wood  for  Fire  Alarm  Control  Panels. 


MOHAWK  ELECTRIC  MANUFACTURING  CO. 

79-29-SA  V.  15  No.  11 


Mohawk  A.  C.  &  D.  C.  Electric  Bell  Single  Stroke  Type. 

307-21-SA  V.  6  No. -26 


Mohawk  A.  C.  Control  Panel  No.  700 — 
Mohawk  Trouble  Bell  No.  704. 

1055-40-SA 


V.  26  No.  2  P.  59 


Mohawk  Non-Coded  Closed  Circuit  Interior  Fire  Alarm 
Control  Panel. 


NATIONAL  DISTRICT  TELEGRAPH  CO. 

■  958-28- S A  V.  17  No.  18 


N.  D.  T.  Fire  Gong  Control  Panels,  Gen.  Types  No.  100A 
and  236  for  use  with  interior  fire  alarm  signalling 
equipment., 

957-28-SA  V.  14  No.  46 


N.  D.  T.  Fire  Alarm  Boxes,  Types  30-M,  1030-JM,  1040- 
D,  1040-DI,  1040-B,  1040-BJ,  1040-BN,  1040-BJN. 

597-31-SA  V.  17  No.  18 


N.  D.  T.  Single  Stroke  Gongs,  Types  No.  134  AS  and 
No.  134  DS— for  use  with  interior  signalling  equipment. 

598-31-SA  V.  17  No.  19 


N.  D.  T.  Fire  Alarm  Boxes,  Types  Nos.  1046,  1046A, 
and  1046AN — spring  operated  boxes. 


W.  R.  OSTRANDER  &  CO. 

872-24- S  A  V.  10  No.  9 

Ostrander  A.  C.  -  D.  C.  Control  Panel— Code  ringing, 
supervised,  closed  circuit. 


PROTECTOWIRE  COMPANY  (THE) 

1 79-43-SM  V.  28  No.  30  P.  665 

Protectowire  (Heat  Sensitive  Cable)  for  use  in  Fire 
Alarm  Systems — Approved  under  Section  C26-178.0b. 


SAMSON  ELECTRIC  COMPANY.' 

818-21-SA  V.  7  No.  8 

Single  Stroke  Revised  Alarm  Bell — A.  C.  and  D.  C. 

943-21-SA  V.  6  No.  47 

Electric  Relay  Device  for  control  panels. 

16-22-SA  V.  7  No.  12 

A.  C.  and  D.  C.  Current  Control  Boards — for  use  with 
interior  fire  alarm  signal  systems. 

252-22-SA  V.  7  No.  17 

Samson  Vibrating  Bell— to  be  used  /or  multiple  operation 
on  open  circuit  systems  or  as  trouble  bells  on  closed 
circuit  systems — A.  C.  and  D.  C. 

673-24-SA  V.  10  No.  9 

Samson  No.  76  Break  Glass  Interior  Fire  Alarm  Signal 
Station.  > 


SIGNAL  ENGINEERING  &  MFG.  CO. 

91-26-SA  V.  12  No.  43 

Signal  Engineering  and  Manufacturing  Co’s.  110-220  Volt 
AC  and  DC  Closed  Circuit  Alarm  Panel. 

1705-21-SA  V.8No.2 

Signal  Engineering  Company  Single  Stroke  Bell  and 
Horn  for  use  with  interior  fire  alarm  signal  systems. 

1469-22-SA  V.  8  No.  6 

Type  F.  A.  Single  Stroke  A.  C.  Gong— approved  for  use 
in  accordance  with  the  Rules  of  the  Board. 

617-23-SA  V.  8  No.  32 

D.  C.  and  A.  C.  Current  Control  Boards — 

D.  C.  and  A.  C.  Vibrating  Bells. 

231-33-SA  V.  19  No.  13 

Signal  Engineering  and  Manufacturing  Co’s.  Interior  Fire 
Alarm  Box,  Types  S.P.,  F.P.,  S.G.P.,  F.G.P.,  S.P.D., 
F.P.D.,  S.G.P.D.,  and  F.G.P.D.— the  gongs  of  the  sys¬ 
tem  automatically  sound  a  code  signal  after  the  manual 
starting  of  the  station’s  mechanism. 


SIMPSON  ELECTRIC  COMPANY. 

1117-40-SA  V.  26  No.  20  P.  734 

Simpson  Ammeters  Model  55 
Simpson  Voltmeters  Model  55 

Simpson  Milliameters  Models  25  and  155  (for  use  on 
either  AC  or  DC  Current)  approved  for  interior  fire 
alarm  service. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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THOMAS  SMITH  CO. 

1064-22-SA  V.  8  No.  6 
Thomas  Smith  D.  C.  Single  Stroke  Gong 
homas  Smith  D.  C.  Vibrating  Gong— approved  for  use 
in  accordance  with  the  Rules  of  the  Board. 


SUNDH  ELECTRIC  COMPANY,  INC. 

c  „  ,  A  „  187-26-SA  V.  12  No.  39 

110(1,1  Closed  A.  C.  and  D.  C.  Standpipe  Signalling  System. 


U.  S.  E.  M.  COMPANY 

1314-24-SA  V.  10  No.  21 
U.  S.  E.  M.,  A.  C.  and  D.  C.  Control  Panels. 


W^TINGH0USE  ELECTRIC  and 
MANUFACTURING  COMPANY. 

1310-25-SA  V.  11  No.  44 

Westinghouse  Type  BA  and  CA  Voltmeters  and  Milli- 
ameters  for  use  on  fire  alarm  control  panels. 


FIRE  ESCAPES 

C.  F.  DAVY. 

804-19-SM  V.  4  No.  48  P.  926 
Davy  Fire  Escape  (Portable,  Auxiliary). 


EXIT  SAFETY  DEVICE  CORPORATION 

1441-39-SM  V.  25  No.  27  P.  984 

SaiC!iy  ^pVDr°P  Ladder  for  Fire  Escapes— approved 
Law  r  t  ie  Fire  Escape  Rules  of  the  Multiple  Dwelling 


fire  extinguishers— portable 

The  following  General  Resolution  of  the  Board  adopted 

3?  PU  U616)  1940  UndCr  CaL  N°'  809~40  GR  (V'  25  N0- 
A  fire  extinguisher  listed  as  approved  by  the  Na- 
tional  Board  of  Fire  Underwriters  after  test  by  the 
Underwriters  Laboratories,  Incorporated,  may  be  ac¬ 
cepted  by  the  administrative  officials  under  the  Oil 
Burner  Rules  and  the  Administrative  Code  for  the 

CIaSSes  °f  as  fet  forth  in  such  approval. 
AH  such  fire  extinguishers  for  use  in  New  York  Citv 
shall  bear  the  label  of  the  Underwriters’  Laboratories 
Incorporated  stating  the  class  or  classes  of  fire  for 
which  such  fire  extinguisher  was  so  approved.” 


DUGAS  ENGINEERING  CORP 

604-39-SA 


V.  25  No.  31  P.  1131 


1)l>jaS  mri\TCllien1Cal  ,Flre  Extinguisher— Models  No.  15, 
No.  30,  No.  150  and  No.  350. 


STcSyi.P^TTERS°N  DIVISION  OF 
SCHWARZE  ELECTRIC  COMPANY. 

1 87-28- S  A  V.  23  No.  28 

Faraday  Model  6120  and  6130  Single  Stroke  Solenoid 
Longs. 

t?  i  A1  188-28-SA  V.  23  No.  28 

Faraday  V  aterflo  Alarm  Panel  for  use  on  standpipe  and 
sprinkler  installations. 

T7  j  r.  ,  799-26- S A  V.  23  No.  28 

Faraday  Break  Glass  Door  Locking  Device  for  interior 
hre  alarm  boxes. 

„  i  „  1012-40-SA  V.  26  No.  24  P  876 

Faraday  Non-Coded  Closed  Circuit  Interior  Fire  System 

—approved  for  installation  under  the  Interior  Fire 
Alarm  Rules. 


CARDOX  CORPORATION 

288-43-SA 

C  CarLvT-  PreT?SSOre  C.afbon  dioxide  Storage  Unit  and 
Lardox  hire  Extinguishing  Systems,  Type  A  (Auto- 

lTl  O  3nd  lyPC  M  ^Manua1^  Approved  under  C19- 


E  COM  PA  N  YRFnC^U  1 PMENT  MANUFACTURING 

484-37-SA  V.  24  No.  9  P.  327 

Stop-fire  Fire  Extinguishers— Types  MC  and  C-approved 
i  ype  C  may  also  be  marketed  as  Type  X. 

484-37-SA  V.  26  No.  29  P.  1075 

Stop-Fire  Extinguisher-Model  2X-two  quart  size  See 
previous  approval  under  this  Calendar  No. 


FIRETOX  SYSTEM,  INC. 

*  .  _  205-34-SA 

Automatic  Firetox  Extinguisher. 


V.  20  No.  51 


NU  EX  FIRE  APPLIANCE  CO 

303-19-SA 

Nu  Ex  Fire  Extinguisher. 


V.  4  No.  26  P.  485 


PYRENE  MFG.  CO. 


1 13-40-S A  V.  25  No.  19  P.  659 


pyrene  and  Vangarde  One  Quart  Fire  Extinguishers 
(  Vaporizing  Liquid  Types)— approved  under  Rule  39 
of  the  Fire  Department  and  the  Oil  Burner  Rules. 


ROGERS  PRODUCTS  COMPANY,  INCORPORATED 

382-41-SA  V.26No.  30  P.  1137 

Firemaster  one  pint  fire  extinguisher— pump  type  using 
carbon  tetrachloride.  s 


SAFAND  SHUR  CHEMICAL  CO.,  INC. 

372-32-S  A  V.  22  No.  38  P.  1 101 

Safand  Shur  Extinguisher. 


UNION  STOP-FIRE  CORPORATION,  (New  owner). 
(Empyre  Fire  Equipment  Mfg.  Co.,  previous  owner) 

484-37-SA  V.  28  No.  46  P.‘  970 
V.  26  No.  29  P.  1075 
V.  24  No.  9  P.  327 

Stop-Fire  Extinguisher,  Types  MC,  C,  X  and  2X. 


WALTER  KIDDE  &  CO.,  INC 

282-37-SA  V.  23  No.  50  P.  1581 
Lux  Model  2,  Larbon  Dioxide  Fire  Extinguisher. 


FIRE  EXTINGUISHING  EQUIPMENT 

EMPYRE  FIRE  EXTINGUISHER  CORP. 

346-42- SM  V.  27  No.  28  P.  774 

“Empyre”  and  “Stop-Fire”  Stirrup  Type  Water  Spray 
Pump  (Fire  Extinguisher). 


V.  28  No.  45  P.  942  GIOVANNI  FIORE. 


395-42- SM  V.  27  No.  30  P.  887 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


Antiflame  (Bomb  extinguishing  compound).  A  chemical 
compound  dissolved  one  part  in  three  parts  of  water,  to 
be  sprayed  on  incendiary  bombs. 


HANDY  FOLDING  PAIL  COMPANY^NC  ^  ^  p  ^  W.  D.  ALLEN  MANUFACTURING  COMPANY  ^ 

12  Qt'  CaPadtieS'  A'ie75  IrwKS  £&  SJSJEX 

tions. 

E.  B.  KELLEY  CO.,  INC.  FIRE  RESISTING  MATERIALS 

43s-42-SA  V.  27  No.  26  P.  9.5  E  j  duPONT  de  NEMOURS  &  CO.,  INC. 

British  Type  ARP-33  Stirrup  Pump.  Approved  for  use  373-45-SM  V.  31  No.  13  P.  274 

(during  existence  of  emergency)  as  provided  in  Local  p  Q  Cavalon  ^6  FR,  &  P.  C.  Fabrikoid  6200  FR  & 
Law  No.  25  of  1942.  4500  FR  (Fireproofed’  Coated  Fabric)  approved  under 

- 1  Section  C26-191.0  for  use  under  C26-721.0,b  of  the 

NATIONAL  POWDER  HCTINGUISHER  CORP  p  ^  Administrative  Code. _ 

“All  Out”  Fire  Extinguisher,  Model  A- 16.  A  dry  chemical  PLYMOUTH  FABRICS,  INC. 
fire  extinguisher— approved  for  use  in  New  York  City  in  22-47-SM  V.  32  No.  13  P.  362 

rincQ  R  and  C  ( Underwriters  classifications)  fires  ot  ... 

inflammable  liquids  and  fires  of  electric  origin,  under  the  Plymouth  Fire  Guard  Fabric  A.  Fire  resistive,  decorative 
provisions  of  C26-178.0b,  Adm.  Code  &  Oil  Burner  Rules  fabric  constructed  of  “Fiberglass  and  cotton  Approved 

of  Board  of  Standards  and  Appeals,  when  labeled  in  for  use  under  Sections  C26-721 LO.b  of  the  Administrative 

conformity  with  -Cal.  No.  809-40-GR.  Code  and  the  Rules  of  the  Board  for  Test  of  Fire- 

Resistive  Flameproof  Materials,  etc. 

STPH-O-PRODUCTS  corporation. 

SIPH  O  kuuul  665-42-SA  V.  27  No.  40  P.  1017  TEXTILEATHER  CORP. 

‘  148-46-SM  V.  31  No.  27  P.  772 

Sioh-O-Universal  Smooth  Faucet  Adapter.  Approved  for  _  .  , 

"  use  during  the  period  of  the  war  emergency.  Tolex  Fire  Resistant  Coated  Fabric.  Cotton  constructed 

use  uumig  c  i  fabric  wUh  a  warp  gateen  weave.  Approved  for  use 

- -  under  Section  C26-721.0,b  of  the  Administrative  Code 

TTNTON  STOP-FIRE  CORP  and  Rules  of  Bdard  for  Tests  of  Fire-resistive  Flame- 

UNION  S  1  OP  HKt  1-93  46  SA  y  32  No  j  p  16  proof  Materials.  _ 

Stop-Fire  Fire  Extinguishers,  pressure  type,  1  quart  and  TH0RTEL  FIREPROOF  FABRICS,  DIVISION  OF 

21/2  9uart  capacities. _  H  THORP  AND  CO.,  INC.  _  1C. 

47 7-44- SM  V.  30  No.  8  P.  150 

FIRE  HOSE  REELS  SPECIAL  SERVI  Thortel  “100”  Fireproof  Fabrics— A  fabric  woven  of 

CRAIG  EXPANSIBLE  FIRE  HOSE  REEL  100%  glass  yarns— Approved  for  use  in  New  York  City 

35-37-SA  V.  22  No.  46  P.  1269  as  a  4rapery  material  under  C26-191.0a,  Subdtv.  6  of 

_  Article  13,  C26-720.0,  Subdiv.  4,  C26-726.0,  C19-161.1 

(Local  Law  No.  29)  and  Rules  of  the  Board  for  Test- 

TAMES  M  SINCLAIR.  „  ing  Fire  Resistive  and  Flameproofing  of  Fabrics. 

567-37-SA  V.  24  No.  25  P.  946  _ 

Sinclair  Instantaneous  Hose  Reel. 

_ _ _  UNITED  STATES  GYPSUM  COMPANY  ^ 

1083-40-SM  V.  26  No.  5  P.  1705 

FIRELINE  HOSE  VALVES  Pyrobar  Gypsum  Fireproofing,  Pyrobar  Shoe  Tile,  Soffit 

TYPE  A — 150  LBS.  WATER  WORKING  PRESSURE. 

May  be  installed  on  all  4-inch  and  6-inch  systems  and  on  use  under  Sec.  26-575.0. 

uppermost  stories  on  8-inch  systems.  .  - 

Name  C"a  UNITED  STATES  RUBBER  CO. 

M.  H.  Aterite  Co . . .  ^8120  Ia  441-46-SM  V.  31  No.  46  P.  1271 

Woi!S2h  r°nmmlv  . 1  899-27-SA  U.  S.  Naugahyde  (flameproof  coated  fabrics) .  Approved 

ABC  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA  for  use  under  Sections  C26-721.0.b,  C26-667.0.7(b)  and 

Croker  Nafional  Fire  Prev.  Eng.  ’Co.  ' .  304-28-SA  the  Board’s  Rules  for  Test  of  Fire  Resistive  Flameproof 

Jenkins  Brothers .  q  j  Materials.  _ 

W.  D.  Allen  Mfg.  Co . 

John  Simmons  Co .  651*-3(FSA  FLAME  ARRESTOR 

Sfc!1 . 14-31-sA  vapor  recovery  systems  co.  t 

Elkhart  .  555-38-SA  V. 25  No.  17 P.590 

TYPE  B  250  LBS.  WATER  WORKING  PRESSURE  Arrestors  and  Vent  Valyes 

May  be  installed  on  all  standpipe  systems. 

at-.,,-  Calendar  No. 

New  York  Brass  Foundry  Co.  (S.illbech) ....  53-21-SA  FLAMEPROOFING  COMPOUNDS 

Walworth  Company  .  ALBI  CHEMICAL  CORPORATION 

W.  D.  Allen  Mfg.  Company. . .  a  547-43-SM  V.  28  No.  51  P.  110- 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1 30 7-27- S A  V.  29  No.  14  P.  276 

Jenkins  Brothers  .  970-28-SA  Albi  Flameproof  Compound  K  and  Albi  Flameproof 

Croker  National  Fire  Prev.  Eng.  Co .  768-29-SA  Compound  X.  Approved  for  use  under  the  Rules  for 

Fairbanks  Company  .  231-30-SA  Tests  of  Fire-Resistive,  Flameproofed  Materials,  etc. 

Pratt  &  Cady  .  ri  Sa  11-46-SM  V.  31  No.  31  P.  939 

Elkhart  . * . 

Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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Albi-R. .  Fiie  retardant  for  wood,  insulation  board,  acous¬ 
tical  insulation  board  and  other  combustible  building 
materials  Approved  for  use  under  Sub.  Art.  7  of  Art 
).  C26-243  0— Class  5,  C26-24 1.0— Class  3,  C26-244.0— 
Llass  6,  Administrative  Code.  Approved  as  a  flame- 
^n?,COa;  u,nder  C26-667.0,  C26-239.0,  C26-250.0  and 
Ciy-lol.l  of  the  Administrative  Code. 


ALL  WEATHER  PROCESSORS,  INC. 

279-40- SM  V.  26  No.  27  P.  987 

Hameproofing  Substance — Ammonium  sulphate,  ammo¬ 
nium  phosphate,  ammonium  chloride,  borax  and  boric 
acid— approved  under  the  Rules  of  the  Board. 


ANTIPYROS  COMPANY. 

684-41 -SM 


V.  26  No.  46  P.  1521 


Antipyros  Flameproofing  Compound— approved  for  use 
under  the  Rules  for  Tests  of  Fire  Resistive,  Flame- 
proofed  Materials,  etc. 


THE  ARKANSAS  COMPANY 

405-41-SM 


V.  28  No.  20  P.  425 


Arko  Flameproofing  Compound  AS.  Approved  for  use 
under  the  Rules  for  Tests  of  Fire-Resistive  Flame- 
proofed  Materials,  etc. 


BOTANICAL  INDUSTRIES  OF  AMERICA,  INC 

265-41-SM  V.  28  No.  10  P.211 
Botanical  Industries  of  America,  Inc.  Flameproofing  Com¬ 
pound— solution  of  ammonium  sulphate,  ammonium 
phosphate,  borax,  glycol  and  tergitol.  Approved  under 
the  Rules  of  the  Board. 


BRYTENU  CHEMICAL  MANUFACTURING  CO. 

721-46-SM  V.  31  No.  48  P.  1337 
V.  32  No.  10  P.  285 

“Wont  Burn”  (Flameproofing  Compound).  Compound  of 
organic  and  inorganic  salts  dissolved  at  room  temp. 
Approved  for  use  under  the  Rules  for  Tests  of  Fire- 
Resistive,  Flameproofed  Materials,  etc. 


CALAIRCO  FLAMEPROOFING  CO. 

301-45-SM  V.  31  No.  16  P.374 
Calairco  Cl  Flameproofing  Solution.  Approved  for  use 
under  the  Rules  for  Tests  of  Fire-Resistive,  Flame- 
proofed  Materials. 


CLARION  CHEMICAL  CORPORATION 

477-43-SM  V.  28  No.  51  P.  1101 

Flameproof  M  Flameproofing  Compound.  Approved  for 
use  under  the  Rules  for  Tests  of  Fire  Resistive,  Flame- 
proofed  Materials,  etc. 


CROTON  CHEMICAL  CORPORATION. 

330-41-SM  V.  27  No.  49  P.  1215 
Croton  Flameproofing  Compound  (CFC) -Ammonium 
sulphate,  boric  acid.  Approved  under  the  Rules  of  the 
Board. 


DE-OXO-LIN  CHEMICAL  PRODUCTS,  INC 

552-43- SM  V.’ 29  No.  5  P.82 
V.  29  No.  14  P.  277 

De-Oxo-Lin  200  FF  Flameproofing  Compound.  A  chem¬ 
ical  compound.  Approved  for  use  under  Rules  of  the 
Board. 


JOHN  H.  DIRKES  AND  ASSOCIATES 

1 144-38-SM  V.  24  No.  13  P.  473 

Salcnile— approved  for  use  in  special  occupancy  struc¬ 
tures— V  25  No.  45  P.  1506 — may  be  marketed  under 
name  1-lamex  .  Continuing  approval  conditioned  on 
resubmission  of  this  material  for  retest. 


E.  I.  DU  PONT  DE  NEMOURS  &  CO.,  INC. 

822-40- SM  ’  V.  26  No.  3  P.  100 
Dupont  Fire  Retardants  “CM”  and  Ammonium  Sulfa- 
mate— approved  for  use  under  the  Rules  for  Tests  of 
.hire  Resistive,  Flameproofed  Materials,  etc. 


GENERAL  DYESTUFF  CORPORATION. 

267-41-SM  V.  26  No.  27  P.  992 
Akaustan— Flameproofing  compound  for  textile  fibres  and 
fabrics— a  complex  inorganic  salt— approved  under  the 
Kules  of  the  Board. 


GLYCO  PRODUCTS  COMPANY,  INCORPORATED 

505-41-SM  V.  26  No.  46  P^  1520 
Abopon  and  Flameproofing  Agent  313-approved  under 
Material^  ehT  °f  ^  Resistive’  Flameproofed 

V.  28  No.  20  P.  427 

Amendment  of  approval,  permitting  the  additional 
name  ot  Permasol. 

V.  29  No.  10  P.  174 

o/pyrosea^  approvjd’  permitting  additional  name 

HERZBERG’S  FINE  ART  DYEING  INC. 

1 069-40- SM  V.  26  No.  3  P.  101 

Neva-burn  Flameproofing  Compound— approved  for  use 
under  the  Rules  for  Tests  of  Fire  Resistive,  Flame¬ 
proofed  Materials,  etc. 


JIFFY  FIRE  HOSE  RACK  CO. 

405-45-SM  V.  31  No.  22  P.  596 

Jiffy  Flameproof  Liquid.  Ammonium  sulfamate  and 
ammonium  phosphate.  Approved  under  the  Rules  for 
lests  of  Fire  Resistive  Flameproof  Materials,  etc. 


HARRY  KLAUBER. 

45-46-SM  V.  31  No.  25  P.  701 
United  States  Flameproofing  Compound.  Composed  of 
Borax  and  Boracic  Acid  which  with  other  ingredients  is 
dissolved  in  boiling  water.  Approved  under  the  Rules 
for  Tests  of  Fire-Resistive  Flameproof  Materials,  etc. 


McNamara  products  company. 

(See  John  H.  Dirkes  &  Associates) 

1 144-38-SM  V.  28  No.  40  P.  829 

Flamex  (Salenite  Flameproofing).  Approved  on  basis 
ot  retest  for  use  in  special  occupancy  structures  under 

Materials^  et°c  Kre  Eesistive’  Flameproofed 

MONSANTO  CHEMICAL  COMPANY 

438-41-SM  V.  27  No.  22  P.  622 


Mono  Ammonium  Phosphate, 
fiameproofing  compound. 


Approved  for  use  as 


NEVA-BURN  PRODUCTS  CORPORATION 

1 069-40- SM  V.  27  No.  49  P.  1218 

Above  name  substituted  for  Herzberg’s  Fine  Art  Dyeing, 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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NEVA-MOTH  CORPORATION  OF  AMERICA. 

777-40-SM  V.  28  No.  5  P.  107 

Neva-Flame  (Flameproofing  Compound) — A  compound 
of  ammonium  sulphate,  ammonium  phosphate,  borax 
and  boric  acid. 


ONYX  OIL  &  CHEMICAL  CO. 

901-42-SM  V.  28  No.  24  P.  518 
V.  30  No.  46  P.  1058 

Onyx  Flameproof  S.  P.  Compound— approved  for 
use  under  the  Rules  for  Tests  of  Fire  Resistive,  Flame- 
proofed  Materials,  etc. 


PRICE  FIRE  AND  WATERPROOFING  CO. 

277-40-SM  V.  26  No.  13  P.  477 

Price  Fireproofing  Compound  “C” — approved  for  use 
under  the  Rules  for  Tests  of  Fire  Resistive,  Flame- 
proofed  Materials,  etc. 


PROOFENE  MANUFACTURING  COMPANY. 

93-42-SM  V.  27  No.  11  P.279 

Proofene  (Flameproofing  Compound).  Approved  under 
the  Rules  of  the  Board. 


QUAKER  CHEMICAL  PRODUCTS  COMPANY. 

501-41-SM  V.  27  No.  4  P.85 

Quaker  Pyr-E-Pel — A  flameproofing  compound.  Approved 
for  use  under  the  Rules  of  the  Board. 


SANIFLAMED  CORPORATION. 

274-46- SM  V.  31  No.  27  P.  775 

Saniflamed  (flame  resistant  compound).  Magnesium,  cal¬ 
cium,  sodium  salt  with  oils  and  solvents  combined  with 
water.  Approved  for  use  under  the  Rules  for  Tests  of 
Fire-Resistive  Flameproof  Materials,  etc. 


STANDARD  BLEACHING  AND  PRINTING  CO. 

855-41-SM  V.  27  No.  46  P.  1144 

Swanproof,  (fire  resistive  flameproof ed  material — Treated 
with  a  mixture  of  ammonium  sulphate,  diammonium 
phosphate  and  borax.  Approved  under  Board’s  Rules 
for  Tests  of  Fire  Resistive,  Flameproofed  Materials, 
etc. 


TAGUL  LABORATORIES,  INC. 

393-45-SM  V.  30  No.  44  P.  985 

Taguline  (flameproofing  compound).  Approved  under 
C26-191.0,  C26-721.0b  and  Rules  for  Tests  of  Fire  Re¬ 
sistive,  Flameproofed  Materials,  etc. 


FLOOR  COVERING 


Armstrong-Stedman  Reinforced  Rubber  Tile — made  by 
mixing  reinforcing  mineral  and  cotton  filament  fillers 
into  crude  rubber — approved  under  Sec.  C26-667.0, 
subd.  4. 

482-40- SM  V.  26  No.  29  P.  1079 

Armstrong’s  Linotile  (Oil  Bonded)  composed  of  oxid¬ 
ized  linseed  oil,  resins,  cork  or  wood  flour,  color  pig¬ 
ments  and  fillers — approved  under  Sections  C26-178.0,b 
and  C26-667.0,  subd.  4. 


BIRD  &  SON,  INC.  119-38-SM  V.  25  No.  16  P.  564 

Chromalin  Floor  Covering — Chromatile  Floor  Covering 
— Permatred  Floor  Covering — a  mastic  made  of  wood 
flour  and  special  synthetic  binders,  cemented  to  a  base 
of  asphalt  saturated  rag  felt — approved  under  Sec.  C26- 
667.0,4. 


BUFFALO  WEAVING  AND  BELTING  COMPANY. 

1076-41-SM  V.  27  No.  13  P.  340 

Buffalo  Non-Static  Rubber  Flooring.  For  use  as  a  wear¬ 
ing  surface  in  hospital  operating  rooms  only — under 
Sec.  C26-667.0,4a. 


DAVID  E.  KENNEDY,  INC. 

547-38-SM  V.  25  No.  42  P.  1412 

Kentile — an  asphalt  tile  composed  of  asbestos,  asphalt, 
color  pigments,  fillers  and  resin — approved  under  Sec¬ 
tions  C26-178.0,b  and  C26-667.0,4. 


HOOD  RUBBER  CO,  INC. 

669-40- SM  V.  26  No.  4  P.  155 

Hood  (and  Goodrich)  Rubber  Tile  Covering— a  com¬ 
pound  of  crude  rubber,  mineral  fillers,  metallic  oxides, 
sulphur,  accelerators  and  other  chemicals — approved 
under  Sec.  C26-178.0,b  and  Sec.  C26-667.0,  subd.  4. 


PAUL  COSTE,  INC.  123-40-SM  V.  25  No.  28  P.  1025 

Royalite — Rubber  Tile  Covering — composed  of  new  crude 
rubber,  sulphur  filler,  metallic  oxide  pigment,  sunproof 
ingredients  and  anti-oxidants — approved  under  Sec. 
C26-178.0,b  and  Sec.  C26-668.0,  subd.  4. 


PARRAFINE  CO.  (THE). 

637-41-SM  V.  29  No.  4  P.  61 

Pabco  Mastipave  (Asphalt  Mastic  Floor  Surfacing)— an 
Asphalt,  impregnated  felt,  with  bituminous  backing, 
faced  with  color  pigments  and  bituminous  binder  se¬ 
cured  to  subfloor  by  an  approved  cement — under  C-26- 
191.0  and  C26-667..04a. 


ARMSTRONG  CORK  CO,  INC. 

477-40-SM  '  V.  26  No.  10  P.  380 

Armstrong’s  Linoleum — made  of  oxidized  linseed  oils, 
resins,  cork  or  wood  flour,  color  pigments  and  fillers 
on  a  carrier  of  burlap — approved  under  Sec.  C26- 
178.0, b  and  Sec.  C26-667.0,  subd.  4. 

478-40-SM  V.  26  No.  8  P.  318 

Armstrong’s  Asphalt — Tile — Armstrong’s  Alkali  and 
Greaseproof  Asphalt  Tile — composed  of  asphalt,  resin, 
asbestos,  color-pigments  and  fillers — approved  under 
Section  C26-178.0,b  and  C26-667.0,  Subd.  4. 

479-40-SM  V.  26  No.  13  P.  478 


TILE-TEX  COMPANY. 

290-39-SM  V.  26  No.  48  P.  1588 

Tile-Tex  Asphalt  Tile— Asbestos,  Asphalt  Color  pigment, 
fillers  and  resins.  Approved  as  floor  covering  under 
C26-178.0,b  and  C26-667.0.4. 

— 


UVALDE  ROCK  ASPHALT  CO. 

1329-39-SM  V.25  No.  42  P.  1414 


Armstrong’s  Cork  Tile  Flooring — made  from  cork,  which 
is  ground,  cleaned,  pressed  and  backed  into  molds — 
approved  under  Sec.  C26-667.0,  subd.  4. 

480-40- SM  V.  26  No.  9  P.  352 


Azrock  Carpet  Tiles,  Types  W  and  C— Asphalt  Tiles  with 
limestone  rock,  asphalt  and  gilsonite  as  basic  mate¬ 
rials — approved  under  Sections  C26-178.0,b  and  C26- 
667.0,4. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


28 


FLOOR  AND  ROOF  CONSTRUCTION 

AEROCRETE  CORPORATION  OF  AMERICA 

33-38-SM  V.  25  No.  31  P.  1137 

Grine— Crhrrj/  Span  F1°°r  Construction  and  Fireproof- 
g  J-1  rcte  1S  a  porous  lightweight  concrete  ap¬ 
proved  for  use  where  cinder  concrete  is  permitted  un¬ 
der  Sections  C26-575.0  and  C26-620.0. 

962-39- SM  V.  30  No.  14  P  259 
V.  31  No.  11  P.229 

Approved0  f Sr  ^  Fbt  Ced>ng-Floor  Construction- 

undPer  C26  47S  n  r  ^  a  1pern?issive  ^Pe  of  fireproofing 

in  floor 2 amf 5 rn  1  -0ng  Spans  :  for  dear  spans 

n  floor  and  roof  construction  and  for  sunerimnnqprl 

toaM9n0t-eYeeding'’/11S  lbs‘  per  sq'  ft  under  C26-315  0 
-mc  us.lve>  366.0,  468.0  to  473.0  inclusive  478  0 
to  486.0  inclusive,  489.0  to  492.0  inclusive. 


AMERICAN  CYAN AMID  AND  CHEMICAL  CORP 

191-38-SM  V.  23  No.  26  P.  836 

GKd  LT*  fand  Senior  Planks  for  fl<>OT  roof 
slabs— made  of  gypsum  with  welded  wire  mesh  rein- 

nrovp’rf’  W1ith  Q)ngued  a”d  grooved  steel  binding— ap- 

620.0  CCtIOnS  C26-618-°-  C26-619.0  and  C26- 

545-38-SM  V.  25  No.  22  P.  772 

GsTXeV?KaSt  Sh°rt  ,Spa"  Rejnforced  Gypsum  Roof 
Aion  V-Vie/,Tapproved  under  Sections  C26-347  0  C26- 
618.0,  C26-619.0,  C26-625.0,  and  C26-626.0. 


CERTAIN-TEED  PRODUCTS  CORPORATION. 

779-41-SM  V.  27  No.  29  P.  801 

Cesiabns‘‘rer  *  3;P,eelw-reca?CShfort  Span  Roof 

Slabs  (5  x  12  x  30  ,  solid)  for  use  on  sub-purlins  on 
horizontal  and  sloping  roofs. 

780-41-SM  V.  27  No.  22  P.  619 
V.  31  No.  46  P.  1266 

CeandnTWd  c,yKStee!rSeni?r  and  /unior  Plank  for  Floor 
and  Roof  Slabs— Manufactured  of  gypsum,  3%  drv 

eau»fcMlf  W?°dA  Plamer j  shavings,  reinforced  with  16 
gauge  galvanized  welded  wire  mesh. 


CONCRETE  PLANK  CO.,  INC. 

28-38-SM  V.  24  No.  7P.  242 
V.  30  No.  27  P.  597 
V.  31  No.  23  P.  628 
V.  31  No.  43  P.  1180 

Cantihte  Concrete  Plank— Steel  reinforced  concrete— ap- 
proved  under  Sections  C26-618.0,  C26-619.0,  and  C26- 

340-43-SM  V.  28  No.  48  P.  1038 
Concrete  Plank  Co.  fnc.,  Precast  Concrete  Plank,  size 

GK-Ol’sV  and  C26-Sed  “"d"  SeCti°"S  C26-‘910' 


DUFFCON  CONCRETE  PRODUCTS  INC. 

773-46-SM  V.  32  No.  7  P.  185 

Dg!5COn”AL,ghJ  yVeight,precast  Concrete  Floor  and  Roof 
blabs— A  prefabricated  reinforced,  concrete  unit  manu- 
factured  in  standard  sections,  24"  in  width,  2^"  leg 
and  1  web  with  dapped  edge.  Approved  under  ser 

SB  gS: 


FEDERAL-AMERICAN  CEMENT  TILE  CO 
>  465-38-SM  V.  23  No.  30  P.  1013 

F?fJ,T£ight,  S0nCr'<e  Pl,ank  a5d  J°ist  concrete 

about  75  pounds  p.c.f.— planks  2  in.  x  16  in.  x  9  ft.  re- 

mforced  with  2  layers  of  wire  mesh — joists  10  in.  x 


mesh”  fnnr6  ft-reinf°rced  with  rods  and  welded  wire 
mesh,  approved  under  Sections  C26-625.0  and  C26- 

578-39-SM  V.  24  No.  43  P.  1537 

r0nCretC  Channel  Slabs — for  floor  and 

C7^?o  n  trr9A  A^Aap^oved  under  Sections  C26-618.0, 
C26-619.0,  C26-620.0,  C26-626.0  and  C26-670.0. 

(See  Lastik  Products  Co.,  Inc.)  V’  3°  N°'  9  R  179 

1 170-39-SM  V.  24  No.  43  P.  1542 

FFteSJraiStRNafing  Concre,te  Roof  Slabs — for  use  on 
(  'S  m  on  nSTaKovcd  under  Sections  C26-618.0 
C26-619.0,  C26-620.0,  C26-626.0  and  C26-670.0. 

(See  Lastik  Products  Co.,  Inc.)  V.  30  No.  9  P.  178 

638-39-SM  V.  25  No.  31  P  1144 
V.  25  No.  51  P.  1700 

FCns!lenneipilt  T°ngU,e  ,and  fGr°ove  Concrete  Plank— for  * 

Ro°f/-  approved  under  Sections 
C26-618.0,  C26-620.0,  C26-626.0  and  C26-670.0. 

(See  Lastik  Products  Co.,  Inc.)  V.  30  No.  9  P.  179 


FLEXICORE  CO.,  INC. 


706-45-SM  V.  31  No.  7  P.  131 


FI°°r  an,d  ?00f  Slabs  (Prefabricated  Concrete 
^~nuPpr^X^  1  n°A  use  under  Sections  C26-619  0 
c|l254!0  (4Z1BC)  '  C26'620'0  c'l  b'  C26-270.0  and 


GDFVISIONfES  STEEL  C0RP-  (STRAN  STEEL 

378-38-SM  V.  31  No.  21  P.  557 

StBuIi1d?nf1FDivi-Si°n  °l  Great  Lakes  Steel  Corporation 
Building  Framing.  For  use  in  framing  interior  and 

exterior  bearing  walls  and  partitions,  ceiling  joists  and 

purlins,  where  span  conditions  permit,  roof  rafters 

furring  around  ducts,  pipe  chases,  etc.,  and  for  general 

required  CAnJ  support  °f  collateral  materials  is 

5i«f£  A??A0V^AUi1r,dr.er  Sectlons  C26-368.0,  C26- 
C286°242  026"254'0’  C26'635'0’  C26-636.0,  C26-241.0  and 

(See  also  Construction  Methods,  Partitions.) 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


LCeme^t  TiL°CoU)CTS  C°"  INC  (SCe  Federal  American 

578-39-SM  V.  30  No. *9  P.  178 
Featherweight  Concrete  Channel  Slabs. 

1770-39-SM  V.  30  No.  9  P.  179 
Featherweight  Nailing  Concrete  Roof  Slabs. 

638-39-SM  V.  30  No.  9  P'.  1 79 
Featherweight  Tongue  and  Groove  Concrete  Plank 

1 12- 45-SM  V.  30  No.  32,  33,  34,'  P.  800 

^foClS)*  «s  ^assTSl  conSucSn 
under  2fl  &S  COnCrete  top  s,ab- 

C26-626%S)  for'use  £  ^ 

1 13- 45-SM  V.  30  No.  32,  33,  34  P.  802 

Lastik  Featherweight  Nailing  Concrete  Roof  Slabs.  An- 

C26V619n°nnr?0nS  °f  ClaSS  -li  a?d  2  construction,  under 
^o-oiy^UfiUJ.l)  as  provided  in  C26-618.0(10  2  81 

under  C26-620.0(  10.3.2.3)  subd.  2  as  the  concrete  ton 
slab,  under  C26-670  0(10.12.1)  as  a  floor  or  roof  slab 
and  under  C26-626.0(10.3  8)  for  use  on  simple  spans. 

1 14- 45-SM  V.  30  No.  32,  33,  34  P.  804 

Lastik  Red  Interlocking  Roof  Slabs.  Approved  for  roofs 
or  Class  I  and  2  construction,  under  C26-6190n0  5n 
as  proved  in  026-618.0(10.2.8).  under  C26-670.0 
(10.12.1)  as  a  roof  slab,  and  under  C26-626.0(10  3  8) 
for  use  on  simple  spans.  ' 
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E.  C.  MEULENBERGH 


647-45-SM  V. 31  No.  18  P.436 

Met-Cro  Metal  Cross-Bridging;  two  hot  rolled  16  gauge 
steel  bars  wide  riveted  together  at  center  with  ends 
turned  90'  to  fit  over  wood  beams.  Approved  under 
Sections  C26-191.0  and  C26-529.0. 


REPUBLIC  FIREPROOFING  COMPANY,  INC. 

200-40-SM  V.  26  No.  21  P.  779 

Republic  Fireproofing  Company  Slag-block  Filler  (for 
ribbed  floor  construction)— horizontal  dimensions  8"  x 
16" — depths  4J4",  6",  7",  8",  9",  10".  Approved  under 
Sections  C26-178.0,b  and  C26-476.0. 


NATIONAL  BRICK  CORP. 

293-39- SM 


V.  24  No.  21  P.  771 


“Nabcor”  Steam-Cured  Cinder  Concrete  Blocks — made  of 
high  early  strength  Portland  Cement  and  clean  graded 
Anthracite  Cinders— for  use  in  one  and  two-way  ribbed 
floor  systems,  for  floors  not  in  excess  of  75  Pounds 
p.s.f.  live  load.  Approved  under  Section  C26-476.0. 

(See  Concrete  Building  Units.) 


V- 


NATIONAL  FIREPROOFING  COMPANY 

40-40- SM  V.  25  No.  40  P.  1339 


Natco  16  in.  x  16  in.  Tile  (for  ribbed  floor  construction) 
— approved  for  use  as  filler  block  in  one  and  two  way 
systems  under  Sec.  C26-476.0  in  sizes  16  in.  x  16  in.  x 
10  ft.,  9  in.,  8  in.,  7  in.  or  6  in. 


H.  H.  ROBERTSON  COMPANY. 

448-40- SM 


V.  25  No.  40  P.  1342 


Robertson  Cellular  Beam  Steel  Floor  and  Roof  Construc¬ 
tion,  Types  K,  FK,  RK  and  UK— 14,  16,  18  U.  S.  gauge 
steel,  Cells  6  in.  on  centers— three  hour  fire  resistive 
rating  when  protected  as  described  in  report  of  Com¬ 
mittee  on  Tests — approved  under  Sections  C26-619.0, 
C26-239.0,  C26-240,  C26-241. 

UK  and  FK  Units  approved  also  under  Sections  C26- 
618.0,  C26-243.0  and  C26-347.0. 


STEELOX  CO. 


649-38- SM  V.  24  No.  7  P.  243 


Steelox— a  substitute  for  wood  floor  construction ;  formed 
of  steel  channel-like  plates  no  lighter  than  18  U.  S. 
gauge  with  interlocking  vertical  ribs  placed  with  open 
face  of  the  channel  upward  to  support  a  wooden  floor 
— approved  under  Section  C26-243.0. 


PITTSBURGH  STEEL  CO. 

1 92-44- SM 


V.  29  No.  21  P.429 


Steeltex  Floor  Lath— for  use  in  floor  and  roof  construc¬ 
tion  as  a  steel  wire  reinforcement  material  under  C26- 
318.0  and  C26-330.0.  As  a  steel  wire  reinforcement 
material  for  use  with  steel  joists  or  over  approved  con¬ 
crete  joists  under  C26-620.0c,l,(b).  For  use  as  a  steel 
reinforcing  material  over  wood,  steel  or  concrete  joists 
under  C26-241.0,  C26-243.0  and  C26-244.0. 


PORETE  MANUFACTURING  COMPANY. 

228-39-SM  V.  24  No.  14  P.  514 

Porete  Channel  Slabs— reinforced  concrete  channels  24 

in.  wide.  ’ 

Porete  Nailing  Slabs — flat  reinforced  concrete  slabs  24  in. 
wide,  approved  under  Sections  C26-618.0,  C26-619.0, 
C26-620.0,  C26-626.0  and  C26-670.0. 

357-39-SM  V.  24  No.  17  P.  624 

Porete  Precast  Lightweight  Concrete  Slabs — for  floors, 
flat  and  sloped  roof  construction — approved  under  Sec¬ 
tions  C26-618.0,  C26-619.0,  C26-620.0,  C26-626.0  and 
C26-670.0. 

742-44- SM  V.  30  No.  11  P.  208 


Porex.  Slabs— 80  in.  x  20  in.  x  in.  Approved  for  use 
in  simple  spans  as  an  incombustible  material  under 
C26-88.0 ;  under  C26-618.0  for  use  in  Class  1  and  Class 
2  construction,  where  protective  covering  is  permitted 
to  be  omitted;  for  trusses,  beams  and  surplusses  and 
where  a  clear  height  of  20  ft.  exists  between  the  lower 
chord  of  the  trusses  and  the  top  of  the  floor,  for  live 
loads  of  40  lbs.  per  sq.  ft.  under  C26-344.0  and  roof 
loads  as  provided  in  Sec.  C26-347.0,  where  no  fire- 
resistive  rating  is  required  for  such  uses. 

1 507-39- SM  V.  25  No.  31  P.1150 


Precast  Featherweight  Tongue  and  Groove  Concrete 
Plank  for  Floor  and  Roof  Construction — nailable  aer¬ 
ated  concrete  made  with  cinder  aggregate— approved 
under  Sections  C26-618.0,  C26-619.0,  C26-620.0,  C26- 
626.0  and  C26-670.0. 

20-38-SM  V.  23  No.  13  P.  408 


Alpha  System — of  steel  and  concrete  floor  construction — 
consists  of  a  structural  steel  beam,  a  reinforced  con¬ 
crete  slab  and  a  spiral  heliz  electrically  welded  to  this 
beam  and  solidly  embedded  into  the  concrete  slab — 
maximum  span  30  ft.,  maximum  live  load  225  pounds. 


K.  R.  SCHUSTER. 


122-38-SM  V:  24  No.  21  P.  776 


Schuster  Monoplate  System  of  Two  Way  Reinforced 
Hollow  Tile  Floor  Construction— nickel  steel  reinforce¬ 
ment — approved  under  Sections  C26-178.0,b  and  C26- 
191.0,  for  use  under  Art.  9,  Sub.  Art.  5. 


TRUSCON  STEEL  CO. 

125-38-SM 


V.  23  No.  24  P.  773 


Truscon  Ferrobord  Steeldeck — 18  and  20  U.  S.  gauge  steel 
strips  shaped  into  a  6  in.  channel  with  vertical  flanges 
1  ]/Al  1  ]/2,  and  134  inches  deep— approved  for  use  as  roof 
decking  under  Sec.  C26-347.0. 


UNITED  FLOORS,  INC. 

*  1 407-39- SM 


V.  27  No.  30  P.  881 


United  Floor  Construction — Long-span  reinforced  con¬ 
crete  one-way  ribbed  floor  construction  with  burnt  clay 
tile  as  fillers. 


UNITED  STATES  GYPSUM  COMPANY. 

310-40-SM  V.  25  No.  28  P.  1026 
V.  30  No.  51  P.  1189 

U.S.G.  Two  Inch  Medium  and  Long  Span,  Tongue  and 
Groove,  Metal  Bound,  Gypsum  Plank— approved  under 
Sections  C26-344.0,  C26-241.0,  C26-618.0,  C26-620.0, 
C26-626.0  and  C26-669.0. 

233- 38-SM  V.  23  No.  49  P.  1539 

U.S.G.  2 Yt.  in.  Tongue  and  Groove  Gypsum  Tile — ap¬ 
proved  under  Sections  C26-620.0  and  C26-626.0. 

234- 38-SM  V.  23  No.  49  P.  1540 

U.S.G.  3  in.  Tongue  and  Groove  Gypsum  Tile — approved 
under  Sections  C26-618.0,a,  C26-619.0,b,  and  C26-626.0. 

230- 38-SM  V.  23  No.  49  P#.  1538 

Pyrobar  Short  Span  Gypsum  Tile — approved  under  Sec¬ 
tions  C26-618.0  and  C26-619.0. 

231- 38-SM  V.  24  No.  27  P.  1026 

U.S.G.  Cell  Concrete  Roof  Tile — approved  under  Sec¬ 
tions  C26-618.0,  C26-619.0  and  C26-626.0. 

232- 38-SM  V.  24  No.  27  P.  1027 

U.S.G.  Type,  B,  C  and  D,  Solid  Long  Span,  Gypsum  Tile 
— approved  under  Sections  C26-618.0,a,  C26-619.0,b, 
C26-620.0  and  C26-626.0. 

745-39-SM  V.  25  No.  10  P.  351 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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U.S.G  Steel  Roof  Decks— made  of  18,  20,  22  U.  S.  gauge 
steel  with  reinforcing  ribs  6  in.  o.c.  l'/2  in.  deep  and 
,n-  on  the  base— approved  under  Sections  C26-347.0, 
C26-349.0  and  C26-243.0. 

236-38-SM  V.  25  No.  10  P.  349 

Sheetrock  Pyrofill  Slab  Construction  erected  with  bulb 
tees  on  rail  sub-purlins  spaced  2  ft.  8 Vi  in.  o.c.  welded 
to  roof  purlins  or  floor  beams — poured  in  place  gyp¬ 
sum  construction  with  12^4%  ground  wood  fibre — 
approved  under  Sections  C26-619.0,  C26-620,0,c,l,c. 


WALTER  H.  WHEELER. 

841-40-SM  V.  26  No.  27  P.  988 

“Smooth  Ceilings”  System  (Reinforced  Concrete  Floor 
System;— used  in  two-way  flat  slab  with  column  capi¬ 
tals  consisting  of  steel  grillages.  Approved  under  Art. 
A  Sub.  Art.  5  (reinforced  concrete  construction)  Ad¬ 
ministrative  Building  Code. 


FLUE  PIPE 


CONDENSATION  ENGINEERING  CORP. 

173-43-SM  V.  29  No.  2  P.  21 
Vitrolmer-Porcelain  Enameled  Outlet  Piping  for  use  as 
an  outlet  vent  piping  for  gas  appliances  for  tempera- 

tlf 600  /-Twhen  mstalled  under  requirements 
of  C26-191.0a  and  C26-696.0. 

492-45- SM  V.  30  No.  45  P.  1019 

Vitrohner  Type  E  Flue  Pipe.  Approved  under'  C26-696.0c 
and  L26-191.0a  for  use  as  an  outlet  pipe  or  breeching 
from  coal,  gas,  oil  or  wood-fired  heating  units  of  low 
medium  or  high  temperatures  not  exceeding  1400°F 
in  diameters  of  5,  6,  7,  8,  9  and  10  inches. 


V.  25  No.  52  P.  1734 


JUNIPER  ELBOW  CO.,  INC 

175-40-SM 

“Eyerbrite”  Stainless  Steel  Flue  Pipe-made  from  a 
stainless  steel  alloy  known  as  18-8  chrome  nickel  steel 
— approved  for  use  under  Article  12. 


JOHNS-MANVILLE  SALES  CORP. 

147-38-SM  V.  23  No.  20  P.  654 
Transite  blue  Pipe— cement  and  asbestos  fibre  combined 
homogeneously  under  pressure— approved  for  use  where 
maximum  flue  temperature  is  600 °F.  when  installed 
under  requirements  of  Sec.  C26-696.0. 

291-44-SM  V.  29  No.  31  P.711 

I.W.  Transite  Flue  Pipe  Fittings  and  Accessories— 
Cement  Asphalt  and  Asbestos  fibre,  combined  homo¬ 
geneously  under  pressure.  Approved  for  use  as  an 
outlet  pipe  or  breeching  from  gas,  coal,  oil  or  wood- 
fired  heating  units  to  legal  chimneys,  for  low,  medium 
or  high  temperature  work,  not  exceeding  1400° F.  in 

qZCS  inches  to  12  inches  inside  diameter,  under 

Sec.  C26-696.0c. 


FUEL  OIL  STORAGE  TANKS 

AKWELD  CONSTRUCTION  CORPORATION. 

707-45-SM  V.  31  No.  14  P.  320 

Akweld  Obround  275  Gallon  Fuel  Oil  Tank.  Approved  for 
use  under  the  Oil  Burner  Rules. 


ALPHA  TANK  CO.  INC. 

53-45-SM  V.  30  No.  18  P.  352 
Alpha  275  Gallon  Fuel  Oil  Storage  Tanks,  Cylindrical  and 

K OifKVeerVuTesUSe  in  NCW  Y°rk  G,y  Und" 


A^NGT0N  L;  EASTMOND,  d/b/a  EASTMOND 
WELDING  SERVICE. 

96-47-SM  V.  32  No.  17  P.  474 

A  L.  Eastmond  Welding  Service  275  Gallon  Fuel  Oil 
Storage  lank.  Approved  under  the  Oil  Burner  Rules 
of  the  Board. 


ASTORIA  TANK  CO. 

543-45- SM  V.  30  No.  44  P.  985 

Astoria  275  Gallon  Obround  Fuel  Oil  Tank.  Approved 
under  Oil  Burner  Rules. 


BRETTLER  STEEL  TANK  WORKS,  INC 

789-41-SM  V.  27  No.  26  P.  723 

Biettler  275  Gal.  Basement  Fuel  Oil  Storage  Tank.  Ap¬ 
proved  under  Oil  Burner  Rules. 


D.  T.  WELDING  SERVICE. 

1033-46-SM 


V.  32  No.  13  P.  361 


D.T.  Welding  Service  275  Gallon  Fuel  Oil  Storage  Tank 
Approved  under  the  Oil  Burner  Rules. 


FLEET  ARC  WELDING  SERVICE 

896-46-SM 


V.  32  No.  4  P.  93 


Fleet  Arc  Welding  Service  275  Gallon  Fuel  Oil  Storage 
Tank.  Approved  under  Oil  Burner  Rules. 


HEAT  TRANSFER  PRODUCTS,  INC 

49-46-SM  V.  31  No.  13  P.  278 

HTP  275  Gallon  Fuel  Oil  Storage  Tank.  Approved  under 
Oil  Burner  Rules. 


KANSTINE  COMPANY,  INC 

981-41-SM  V.  27  No.  40  P.  1015 

Kanstine  275  Gallon  Obround  Fuel  Oil  Tank.  Approved 
under  Oil  Burner  Rules. 


ICLAFF  &  SONS. 

678-45-SM  V.  30  No.  52  P.  1219 

Klaff  &  Sons  275  Gallon  Fuel  Oil  Tank.  Obround  with 
flanged  and  dished*  heads.  Approved  under  the  Oil 
Burner  Rules. 


L.  O.  KOVEN  AND  BROTHER,  INC. 

979-41-SM  V.  27  No.  41  P.  1033 

Koven  275  Gallon  Obround  Fuel  Oil  Tank.  Approved 
under  Oil  Burner  Rules. 


PARAGON  STEEL  TANK  CORP. 

738-46-SM 


V.31No.  SOP.  1396 


Paragon  Steel  Tank  Corp.  275  Gallon  Fuel  Od  Storage 
Tank.  Approved  under  Oil  Burner  Rules. 


PLYMOUTH  WELDING  CO. 

499-45-SM  V.  30  No.  44  P.  985 

Plymouth  Welding  Company’s  275  Gallon  Obround  Fuel 
Oil  Storage  Tank.  Approved  under  Oil  Burner  Rules. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


PORT  MARINE  CONTRACTING  CO. 

615-45-SM  V.  30  No.  50  P.  1157 

Port  Obround  275  Gallon  Fuel  Oil  Tank.  Approved  under 
Oil  Burner  Rules. 
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RHEEM  MANUFACTURING  CO ,  INC 

96-46-SM  V.  31  No.  21  P.  570 


Rheem  275  Gallon  New  York  City  Obround  Oil  Storage 
Tank.  Approved  under  Oil  Burner  Rules. 


HENRY  SPEN  &  CO. 

486-45- SM 


V.  30  No.  47  P.  1076 


Henry  Spen  275  Gallon  Obround  Fuel  Oil  Tank.  Ap¬ 
proved  under  the  Oil  Burner  Rules. 


TRAGESER  COPPER  WORKS,  INC. 

979-41- SM  V.  27  No.  41  P.  1033 


Trageser  Obround  275  Gallon  Tanks.  Approved  for  use 
as  fuel  oil  storage  tanks,  under  the  Oil  Burner  Rules. 


JOHN  WOOD  MANUFACTURING  COMPANY,  INC. 

980-41-SM  V.  27  No.  28  P.  773 

John  Wood  275  Gal.  Basement  Obround  Fuel  Oil  Tank. 
Approved  under  Oil  Burner  Rules. 


GAS  HEATERS,  BURNERS  AND  GAS- 
FIRED  BOILERS 


Name  of  Burner  Calendar  A  o. 

Anthony  Nebulyte  Oil  Burner,  Model  BGH 

(for  use  with  gas  fuel) .  1026-22-SA 

Arco  Ace  Conversion  Gas  Burner . .  .  588-39-SA 

Bryant  Unit  Garage  Heater,  Models  l-AG-85- 

'  C,  2-AG-85-C  and  3-AG-85-C .  292-38-SA 

Bryant  Vertical  Forced  Air  Heater,  Models  6, 

8,  10  and  12,  Type  VB  (Gas  Fired) .  443-38-SA 

Carrier  Direct  Fired  Gas  Burner  Unit,  Models 

58C3  and  58C4 .  201 -39- S A 

Carrier  Gas  Heater,  Models  US  55,  75,  75S, 

110,  110S,  150  and  150S .  449-40-SA 

Coleman  Oil  Fired  Water  Heater,  Models  162, 

163  and  164 .  175-46-SA 

Coroaire  Console  Heater  (Gas  Fired),  Model 

85-G  .  746-46- S A 

Empire  Ideal  Gas  Fired  Boiler,  Model  O-G...  553-39-SA 

Empire.  Ideal  Gas  Fired  Boiler,  Model  IGA, 

for  Hot  Water  Systems . .  554-39-SA 

Empire  Ideal  Gas  Fired  Boiler,  Model  4-GA, 

for  Hot  Water  Systems .  556-39-SA 

Empire  Ideal  Gas-Fired  Boiler,  Model  1-G, 

sizes  4,  5,  6,  7,  8,  9,  10  and  11 .  596-39-SA 

Estate  Flue  Connected  In-A-Floor  Gas  Heat- 

rolas,  Nos.  75,'  45,  30  and  20 .  973-39-SA 

Gas-Vac  Flexi-Unit  No.  6-40,  sizes  8,  15,  20 

and  21 .  211-41-SA 

Gas-Vac  Unit  Heater,  No.  75 .  719-41-SA 

Gas-Vac  Highboy  Unit  Heater .  720-41-SA 

Gas-Vac  Winter  Air  Conditioner  (Gas  Burn¬ 
ing  Furnace) .  1124-40-SA 

Humidaire  Gas  Fired  Humidifier .  926-39-SA 

Humphrey  Gas  Unit  Heater,  Models  60,  65, 

85,  100,  125  and  200 . 679-38-SA 

Humphrey  Heat  Tower  (Gas  Fired  Forced 

Air  Heater) .  912-39-SA 

Hypressure  Jenny,  Models  JM  and  JL .  661-41-SA 

Janitor  Gas  Boilers . 636-39-SA 

Janitrol  Gas  Conversion  Burners,  Series  J,  JB, 

16,  17,  BW,  BA  and  XR .  631-39-SA 


Janitrol  Gas  Unit  Heater,  Models  UG45-37, 
UG60-37,  UG85-37,  UG100-37,  UG125-37, 
UG160-37,  UG200-37,  UG400,  CG45-37, 
CG60-37,  CG85-37,  CG100-37,  CG125-37, 
CG160-37,-  CG200-37,  CG400,  M  2000,  M 
3000,  M  4000,  D  4000,  UG60-35,  UG125-35, 
UG200-35,  CG10-34,  CG8-34,  UAS-50-14, 
UAS-65-14,  UAS-85-14,  UAS-100-14, 

UAS-125-14,  UAS-175-14,  UAS-200-14, 

UAS-225-14,  UAC-65-14,  UAC-85-14, 


Name  of  Burner 


Calendar  No. 


UAC-100-14,  UAC-125-14,  UAC-175-14, 

U  AC-200- 14,  UAC-225-14,  BAC-75-14, 

BAC-105-14,  BAC-125-14,  BAC-225-14 

and  BAC-450-14 . . . 

Tanitrol  Winter  Air  Conditioner,  Series  FAC.. 
Maxon  Premix  Gas  Burner  (Multi-ratio  Valve 
Mixer  Type)  with  Maxon  Safety  Shutoff 

Valve,  Series  404 . 

Peerless  DeLuxe  Lowboy  Vented  Gas  Cir¬ 
culators  . . . 

Pittsburgh  Gas  Unit  Heater . 

Reznor  Gas  Heater,  Models  US  55,  75,  7SS, 

110  110S,  150,  150S  and  200 . 

Richmond  Gas  Fired  Air  Conditioner  . . 

Richmond  Heatomat  Gas  Heating  Boiler . 

Standard  Ideal  Gas  Fired  Boiler,  Model  1-G  A 
Standard  Ideal  Gas  Fired  Boiler,  Model  O-G. . 
Standard  Ideal  Gas-Fired  Boiler,  Model  4-GA, 

sizes  9,  11  and  13 . . . •  • 

Standard  Ideal  Gas-Fired  Boiler,  Model  1-G, 

sizes  4,  5,  6,  7,  8,  9,  10  and  11 . . 

Standard  Ideal  Gas-Fired  Boiler,  Model  4-G, 
sizes  13,  15,  17,  19,  21,  22,  25,  28,  31,  33, 

37  and  41 . •••••• 

Steiner-Ives  Indirect  Gas-Fired  Heater,  Model 

45  (&  Industrial  Baking  Oven) . 

Thatcher  “comfortmaster”  Gas  Fired  Burner 
Unit — for  steam,  hot  water  and  warm  air 
installations  . 


683-38-SA 

214-41-SA 


203-44-SA 

558-45-SA 

775-39-SA 

449-40-SA 

665-39-SA 

654-39-SA 

592- 39- S  A 

593- 39-SA 

558-39-SA 

594- 39- S  A 


595-39-SA 

* 

230-45- S  A 


116-42-SA 


GAS  MASK 

INDUSTRIAL  SAFETY  CORPORATION. 

796-21-SA  V.  7  No.  4 

Ammonia  Gas  Mask. 


GAS  SHUT  OFF  VALVES 

EMPIRE  VALVE  CO. 


1278-25-SA  V.  11  No.  12 


Empire  Gas  Shut-Off  Valve. 


J.  F.  HEALY.  r  „„„ 

231 -20- S  A  V.  10  No.  25  P.  757 

Star  Gas  Shut-Off  Valve. 


NELSON  B.  CREIGHTON. 

309-22-SA  V.  7  No.  19  P.  50a 

Ideal  Automatic  and  Manual  Gas  Valve. 


ARTHUR  E.  MacLEAN. 
Protecto  Gas  Shut-Off  Valve. 


1135-21-SA  V.  6  No.  47 


GAS  TORCHES 


AMERICAN  GAS 


FURNACE  COMPANY. 

391-43-SA  V.  28  No.  46  P.  969 


American  Gas  Furnace  Co.  Oxygen  Gas  Fishtail  Burn¬ 
ers,  Needle  or  Sharp  Flame  Burners,  Blowpipes  and 
Accessories.  Approved  under  Sec.  C19-93.0. 


EISLER  ENGINEERING  CO.,  INC. 

767-45-SA 


V.  31  No.  13  P.276 


Eisler  Ampoule  Making  Machine,  No.  161-ABL-A. 
Oxygen  Blowpipe  for  Melting  Glass.  Approved  for 
use  under  Section  C19-93.0  of  the  Administrative  Code. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


I 
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WELDIT  ACETYLENE  COMPANY. 

246-43-SA  V.  28  No.  48  P.  1038 

,Model  E.  Gasayer.  Approved  for  use  with  oxy- 
acetjlene  torches  under  Sec.  09-93.0.  * 


WESTERN  ELECTRIC  CO.,  INC. 

392-43-SA  V.  28  No.  48  P.  1041 

WHvHrL?IenriC  C°’Jnc>  Type  “OF”  Burner  Tip  for 
H}drogen-Ox\  gen  blame.  Approved  under  C19-93.0. 


QUEENS  GAS  CUT-OFF  DEVICE  CORP 

1280-25-SA  '  V.  11  No.  31 

Queens.  Gas  Shut-Off  Valve. 


FELLINGER  &  HEBARD. 

752-25-SA  V.  11  No.  18 
Toro  Emergency  Gas  Shut  Valve. 


GASOLINE  STORAGE  TANK 

ALPHA  TANK  COMPANY. 

417-42-SM  V.  27  No.  40  P.  1016 
V.  28  No.  1  P.  14 

Alpha  550  Gallon  Cylindrical  Gasoline  Storage  Tank. 

GAUGE 

A.  L.  RICHOLSON. 

320-4 1-S A  V.  26  No.  28  P.  1035 

Rahj/"’?i0n*  ^auge  (for  Fuel  Oil) — a  glass  tube  with 
a  Vs  slot  through  which  the  oil  column  is  visible— 

gallons  f°r  USC  Wlth  storage  tanks  not  exceeding  275 


GLASS 

BLUE  RIDGE  GLASS  CORPORATION. 

569-40-SM  V.  27  No.  39  P.  993 
bigured,  Wired,  Alko-Heatabsorbing  Glasses. 


MISSISSIPPI  GLASS  COMPANY. 

1084-39-SM  V.  27  No.  8  P.  193 
Mississippi  Glass  various  types,  including  wire  glass. 


GLASS  BLOCK,  STRUCTURAL 


OWENS-ILLINOIS  GLASS  CO 

169-38-SM 


V.  23  No.  30  P.  994 


Insidux  Glass  Block— Hollow,  partially  evacuated  glass 
block  consisting  of  two  halves,  made  of  water  clear 
pressed  glass  hermetically  sealed— Series  No.  100  ap- 

n  £0r  a  M  hour  fire  resistive  rating  under  Sec. 
LZ6-610.0. 

V.  23  No.  42  P.  1286 

Series  No.  100  approved  for  use  under  the  Labor  Law 

a..v  .  .  .  V.  26  No.  21 P.  776 

Additional  sizes  and  series  approved. 


X  in'  X  27//*  size-  aPProved  for  V  hour  fire 
resistive  rating  under  Sec.  C26-610.0. 

V.  23  No.  48  P.  1509 

Additional  requirements  when  used  above  the  ninth  floor. 
Additional  blocks  approved.  V'  26  N°‘  18  R  64d 


PITTSBURGH-CORNING  CORPORATION. 

820-38-SM  V.  23  No.  48  P.  1509 

I’  C  Glass  Blocks— hollow,  partially  evacuated  glass 
blocks  consisting  of  two  halves  made  of  water  clear 
pressed  glass  sealed  when  made — The  argus  pattern, 


GLASS  BOTTLES 

ANCHOR  HOCKING  GLASS  CORP. 

490-44- SM  V.  30  No.  18  P.  341 

H.ocking  Glass  Corp.  “Boston  Round”  Glass 
■Bottles,  m  4  6,  8,  16  and  32  oz.  sizes.  Approved  for 
packaging  inflammable  mixtures  for  domestic  or  house¬ 
hold  use  in  capacity  not  exceeding  4  oz.  under  C19- 

exceedl«S  }2  oz.  may  be  used  for  other  than 
domestic  or  household  use  under  C19-58.0.  Larger  size 
bottles  not  permitted  to  be  filled  with  inflammable  mix- 
tures,  unless  specifically  authorized  by  Board. 

.  pproved  for  packaging  of  combustible  mixtures  for 
commercial  or  business  use  in  4,  6,  8,  16  and  32  oz 

to  S  fiiwi1  Clh62'°\  Lakr,ger  -size  bottles  not  Permitted 
authorized  Boa™  m,XtUreS'  unle6s  =I>«ificalIy 


ARMSTRONG  CORK  CO. 

491-44-SM 


V.  30  No.  18  P.  343 


Armstrong  Cork  Co.  “Boston  Round”  Glass  Bottles,  in 
16  and  32  oz.  sizes.  Approved  for  packaging  of  in¬ 
flammable  mixtures  for  domestic  or  household  use  in 
capacity  not  exceeding  4  oz.  under  C19-59.0c ;  not  ex- 

use  uiulcr  fVSo  beTUSed  ^  dTest,ic  and  household 
MS  Lar^er  Slze  bottles  not  permitted 

authorized  by  Boafd"  m'X,UreS'  "nleSS  sI*cifi<aUJf 
Approved  for  packaging  of  combustile  mixtures  for  com- 
rieQCA9AKr  business  use,  hi  16  and  32  oz.  sizes,  under 
uiV  u  Lar,ger  ?lze  bottles  not  permitted  to  be  filled 
^lfh  combustible  mixtures  unless  specifically  authorized 


BALL  BROTHERS  CO. 

492-44- SM  V.  30  No.  18  P.  344 
Ball  Brothers  Co.  “Boston  Round”  Glass  Bottles  in  8, 

a  and. ,  °?’  sizes-  Approved  for  packaging  of  in¬ 

flammable  mixtures  for  domestic  or  household  use  in 
capacity  not  exceeding  4  oz.  under  C19-59.0c-  not 
exceeding  1  oz.  may  be  used  for  other  than  domestic 
and  house! hold  use  under  C19-58.0.  Larger  size  bottles 
to  be  filled  with  inflammable  mixture  not  permitted 
unless  specifically  authorized  by  Board. 

Approved  for  packaging  of  combustible  mixtures  in  8,  16 

rTntinu'  StZCS  for  c.omiT>ercial  or  business  use  under 
L  9-62.°b  Larger  size  bottles  not  permitted  to  be 
tilled  with  combustible  mixtures  unless  specifically 
authorized  by  Board. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


FA1RMOUNT  GLASS  WORKS,  INC. 

494-44-SM  '  V.  30  No.  18  P.  344 

bairmount  Glass  Works,  Inc.  “Boston  Round”  Glass 
Bottles  in  8  16  and  32  oz.  sizes.  Approved  for  pack- 
aging  ot  inflammable  mixtures  for  domestic  or  house- 
S“se  in  capacity  not  exceeding  4  oz.  under 
C19-59.0c ;  not  exceeding  12  oz.  may  be  used  for  other 
nnncoreD1C  ,and  bous,ehold  use  as  permitted  under 
cii  j  •  i  .^es  of  a  larger  size  not  permitted  to  be 
tilled  with  inflammable  mixtures  unless  specifically 
authorized  by  Board. 

Approved  for  packaging  of  combustible  mixtures  for  com- 
™eQrc‘al  °r  business  use  in  8,  16  and  32  oz.  sizes  under 

cii  .  ■  i  Larger  ?lze  bo.ttles  not  permitted  to  be 

hlled  with  combustible  mixtures  unless  specifically 
authorized  by  Board. 
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OWEN'S-ILLINOIS  GLASS  CO. 

495-44- SM 


V.  30  No.  18  P.  348 


Owens-Illinois  Glass  Co.  “Boston  Round”  Glass  Bottles 
in  4,  6,  8,  16  and  32  oz.  sizes.  Approved  for  packag¬ 
ing  of  inflammable  mixtures  for  domestic  or  household 
use  in  capacity  not  exceeding  4  oz.  under  C19-59.0c; 
not  exceeding  12  oz.  may  be  used  for  other  than 
domestic  or  household  use  under  C19-58.0.  Larger  size 
bottles  not  permitted  to  be  filled  with  inflammable  mix¬ 
tures  unless  specifically  authorized  by  Board. 

Approved  for  packaging  combustible  mixtures  for  com¬ 
mercial  or  business  use  in  4,  6,  8,  16  and  32  oz.  sizes 
under  C19-62.0b.  Bottles  of  larger  size  not  permitted 
to  be  filled  with  combustible  mixtures,  unless  specifically 
authorized  by  Board. 


Sheetrock  Panelwood 
Insulating  Sheetrock 

Sheetrock  Tile  Board  and  Sheetrock  Joint  Treatment 
Samson  Wallboard  (Square  Edge) 

Samson  Wallboard  (Recessed  Edge) 

Samson  Wood  Grained  Wallboard 
Samson  Panelboard 
Samson  Insulating  Gypsum  Wallboard 
Samson  Tile  Board  and  Samson  Tape  and  Wallboard 
Finisher — approved  under  Sections  C26-241.0,  C26- 

242.0,  C26-636.0  and  C26-667.0. 

V  -)Q  on  V>  AOK 


Amendment  of  approval,  permitting  the  predecorating 
of  Sheetrock  as  approved  and  to  be  marketed  under  the 
names  of  Predecorated  Sheetrock  and  Predecorated 
Samson  Wallboard. 


THATCHER 


MANUFACTURING  CO. 

497-44-SM  V.  30  No.  18  P.  350 


Thatcher  Manufacturing  Co.  “Boston  Round”  Glass 
Bottles  in  4,  16  and  32  oz.  sizes.  Approved  for  packag¬ 
ing  of  inflammable  mixtures  for  domestic  or  household 
use  in  capacity  not  exceeding  4  oz.  under  C19-59.0c; 
not  exceeding  12  oz.  may  be  used^  for  other  than 
domestic  or  household  use  under  C19-58.0.  Larger  size 
bottles  not  permitted  to  be  filled  with  inflammable  mix¬ 
tures  unless  specifically  authorized  by  Board. 

Approved  for  packaging  combustible  mixtures  for  com¬ 
mercial  or  business  use  in  4,  16  and  32  oz.  sizes  under 
C19-62.0b.  Larger  size  bottles  not  permitted  to  be 
filled  with  combustible  mixtures  unless  specifically 
authorized  by  Board. 


GLASS  CLOTH 

OWENS-CORNING  FIBER  GLASS  CORPORATION. 

149-39-SM  V.  24  No.  23  P.  475 

Owens-Corning  Fiberglas  Fabrics— a  woven  material  of 
tempered,  blown  or  drawn  glass  threads — approved  as 
fire  resistive  incombustible  material  under  Sections 
C26-726.0  and  C26-720  o.c. 


GYPSUM  PARTITION  TILE 


INCINERATOR 


VALLEY  WELDING  &  BOILER  CO. 

1026-46-SA 


V.  32  No.  7  P.  187 


Calcinator  (Automatic  Home  Disposal  Unit) — Designed 
for  the  dehydration  and  burning  of  combustible  refuse. 
Approved  under  Article  12  of  the  Administrative  Code 
and  Rules  of  the  Board. 


INDUSTRIAL  BAKE  OVENS 

(See  also — Paint  Drying  System) 

ELLIOTT  ELECTRIC  COMPANY  (THE). 

1 00-43- S  A  V.  28  No.  45  P.  941 

Elliott  Electric  Infra-Red  Oven.  Approved  under  Rule 
4.4,  Paint,  Varnish  &  Lacquer  Spraying  Rules  of  Bd. 
Standards  and  Appeals,  and  C26-191.0. 


FOSTORIA  PRESSED  STEEL  CORP. 

331-45-SA  V.  31  No.  5  P.  76 

Fostoria  Even  Ray  System  (Infra  Red  Heating  Equip¬ 
ment).  Process  of  drying  paint,  varnish,  lacquer,  etc. 
on  incumbustible  material.  Approved  for  use  in  N.  Y.  C. 
under  the  Paint,  Varnish  and  Lacquer  Spraying  Rules. 


UNITED  STATES  GYPSUM  COMPANY. 

638-41-SM  V.  26  No.  30  P.  1142 

Pyrobar  Gypsum  Partition  Tile — 

6  in.  Hollow  (plastered  on  unexposed  side) 

4  in.  Hollow  (plastered  both  sides) 

3  in.  Hollow  (plastered  both  sides  with  Y^"  gypsum 
plaster) 

3  in.  Solid  (unplastered) 

Above  approved  for  fire  resistive  ratings  up  to  and  in¬ 
cluding  3  hrs. — 2"  Solid — (unplastered) — one  hour  rat¬ 
ing — approved  under  Sec.  C26-312.0. 


GYPSUM  WALLBOARD 

(See  also  Lath  and  Sheathing) 

NEWARK  PLASTER  COMPANY. 

816-39-SM  V.  24  No.  49  P.  1725 

Kelly  Cork  Gypsum  Wallboard — calcined  gypsum  with  a 
cork  filler  covered  on  both  surfaces  with  Chip  board 
paper — approved  under  Sections  C26-636.0  and  C26- 
667.0. 


UNITED  STATES  GYPSUM  COMPANY. 

486-39-SM  V.  25  No.  40  P.  1335 
V.  27  No.  29  P.  668 

Sheetrock  (Square  Edge) 

Sheetrock  (Recessed  Edge) 

Wood  Grained  Sheetrock 


GEHNRICH  AND  GEHNRICH,  INC. 

69-43- S  A  V.  29  No.  50  P.  1067 

Gehnrich  and  Gehnrich  Gas-Fired  Industrial  Ovens,  Types 
T,  H,  C,  Indirect  Gas  Recirculating  Air  Heater,  Type 
IH  and  Direct  Gas-Air  Heater,  Type  D.J.  Approved 
under  C26-191.0z  and  the  Rules  of  the  Board. 


J.  HOLLAND  AND  SONS,  INC. 

728-46-SA  V.  31  No.  51  P.  1435 

Holland  Paint  Baking  Oven.  Designed  for  moderate  proc¬ 
essing  in  the  range,  from  100°  F.  to  400°  F.  Approved 
under  Art.  12  of  the  Administrative  Code  and  the  Rules 
of  the  Board. 


LYDON  BROTHERS. 

5 70-46- S  A  V.  31  No.  46  P.  1272 

Lydon  Brothers  Industrial  Oven  (gas  fired)  Model  3100- 
V.  Gas  fired  hand  truck  loading  oven  for  use  in  baking 
paint  finish  on  sprayed  metal  parts.  Approved  under 
the  Rules  of  The  Board  and  Art.  12  of  the  Administra¬ 
tive  Code. 


STEBBINS  ENGINEERING  CO.  (Industrial  Oven 

Division).  „ 

33-46-SA  V.  31  No.  19  P.  482 

Stebbins  Indirect  Gas-Fired  Air  System,  Types  A,  B,  C 
and  E  (Immersion  Fired  Extended  Fin  Surface)  for 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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ovens.  Approved  under  Section  C26-191-0a;  Rules  of 
the  Board  and  Art.  12  of  the  Administrative  Code. 


powdered  asbestos  approved  for  permissive  use  as  an 
insulating  material. 


STEINER-IVES  CO. 

.  230-45-SA  V.  30  No.  23  P.  494 

Steiner-Ives  Industrial  Gas-Fired  Heater,  Model  45  and 
Industrial  Baking  Oven,  usually  installed  as  a  single 
unit  but  which  can  be  used  separately.  Approved  for  use 
in  New  York  City  under  C26-191.0,  and  the  Paint,  Var¬ 
nish  and  Lacquer  Spraying  Rules  of  The  Board. 


JOHNS-MANVILLE  SALKS  CORP 

227-39-SM 


V.  24  No.  45  P.  1604 


Johns-Manville  Rockwool  Home  Insulation  Types  A,  B  & 
C,  approved  as  fire-retarding,  fire  stopping  material— 
min  density  7  lbs.  p.c.f.  under  Sec.  C26-191.0  and  Sec. 
C26-535.0. 


INSULATION  MATERIALS 

(See  also  Fibre  Board,  Plaster  and 
Acoustical  Materials) 


BALDWIN-HILL  COMPANY 

1075-39-SM 

Baldwin-Hill  Rock  Wool — 

Flintkote  Rock  Wool — 

Keasbey  and  Mattison  Rock  Wool— approved  as  fire  re¬ 
tarding  material  min.  density  8  lbs.  p.c.f.  under  Sec 
C26-191.0  and  Sec.  C26-535.0. 


KIMBERLEY-CLARK  CORPORATION. 

1169-38-SM  V.26No.  IP.  19 

Ivimsul  Expanding  Building  Insulation — a  porous  homo¬ 
geneous  insulation  made  from  wood  fibre  waterproofed 
with  asphalt  and  fireproofed  with  a  mixture  of  stable 
salts — approved  for  permissive  use. 

V.  26  No.  30  P.  1139 


V.  24  No.  42  P.  1499  Use  in  Class  3  construction  permitted. 


BARRETT  CO. 


34-38- SM 


V.  23  No.  15  P.483 
V.  26  No.  48  P.  1589 

Barrett  Rock  Wool— approved  as  fire  retarding,  fire 
stopping  and  incombustible  material— under  Sec.  C26- 
535.0. 


PHILIP  CAREY  COMPANY 

191-36-SM 


V.  24  No.  5  P.  170 


Carey  Rocktex  Insulating  Wool— approved  as  fire-retard- 
mg  and  fire-stopping  material— min;  density  6  lbs  p  c  f 
—under  Sections  C26-191.0  and  C26-535.0. 


CELOTEX  CORPORATION. 

304-44-SM 


V.  31  No.  2  P.  25 


Cemesto  Board  (Asbestos  Cement  Clad  Insulation  Board). 
Approved  for  use  under  Insulation  Fire  Board  Rules 
Sections  C26-241.0,  C26-242.0,  C26-243.0  and  C26-667.o! 


S.  A.  FABBRICHE  FIAMMIFERI  ED  AFFINI 

1 1 16-38-SM  V.  24  No.  15  P.  552 

Populit— specific  shipment  approved  for  use  in  non-load 
bearing  partitions  under  Sections  C26-626.0  and  C26- 
462.0— approved  as  incombustible,  acoustical  and  insu¬ 
lating  material. 

FLINTKOTE  CO. 

359-39- SM  V.  24  No.  18  P.  665 

Flintkote  Rock  (Mineral)  Wool  Insulation  approved  as 
fire  retarding,  fire  stopping  material— min.  density  8  5 
lbs.  p.c.f.— under  Sections  C26-191.0  and  C26-535.0. 


INSULATION  INDUSTRIES,  INC. 

916-41-SM  V.  31  No.  44  P.  1 187 

Insulation  Industries’  Cotton  Blanket, 
of  Reynolds  Metal  Co.) 


(See  Reyn-O-Cell 


JIFFY  MANUFACTURING  COMPANY 

388-38- SM  V.  24  No.  46  P.  1654 

Jiffy  Blanket  House  Insulation — two  sheets  of  heavy 
waterproofed,  fireproofed  Kraft  paper  covering  a  mix- 
ture  of  macerated  air-drafted  newspaper  and  14% 


LOCKPORT  COTTON  BATTING  CO. 

263-45-SM  V.  31  No.  15  P.  347 

Lo-K  Flameproofed  Cotton  Insulation.  For  use  as  a 
thermal  insulating  material.  Approved  under  Section 
C26-178.0,b. 


MASONITE  CORPORATION. 

777-41-SM 


V. 27  No.  11  P.277 


Masonite  Cell-U-Blanket— Standard  and  Silvershean— 
manufactured  from  Southern  Pine  Sulphate  Kraft 
Cullulose  Fibres.  Approved  as  sound  thermal  insula¬ 
tion  in  other  than  Class  1  and  2  construction. 


NATIONAL  GYPSUM  COMPANY. 

39-42-SM 


V.  27  No.  26  P.  924 


National  Gypsum  Company  Gold  Bond  Rock  Wool  and 
Gimco  Rock  Wool.  Approved  as  fire  Retarding  and 
fire  stopping  material  in  densities  of  3.2  lbs.,  p.c.f.  for 
batt  form  and  8  lbs.  p.c.f.  for  loose  form. 


OWENS-CORNING  FIBERGLASS  CORPORATION 

12-39-SM  V.  24  No.  4  P.136 
V.  31  No.  12 P.250 

Red  Top  Insulating  Wool — approved  as  fire  retarding, 
fire  stopping  material — min.  density  7  lbs.  p.c.f.  under 
Sec.  C26-191.0  and  Sec.  C26-535.0. 


PERMA  BOARD  CORPORATION. 

1 52-46- SM 


V.  31  No.  27  P.  773 


Perma  Board  (Kiln  Dried  Balsa  Wood  Structural  In¬ 
sulation  Board).  Approved  as  a  non-structural  insula¬ 
tion  board  for  use  in  interior  and  exterior  walls  where 
no  fire  resisting  rating  is  required  and  providing  the 
bracing  of  the  structural  frame  complies  with  Section 
C26-538.0.a. 


PITTSBURGH  CORNING  CORP. 

131-44-SM 


V.  29  No.  18  P.  348 


PC  Foamglas  Insulation  for  use  as  an  incombustible 
thermal  insulation  material  in  all  classes  of  construc¬ 
tion.  Approved  under  Sec.  C26-191.0a. 


PLASTERGON  WALL  BOARD  COMPANY 

28-42- SM  V.  27  No.  13  P.  341 

Airlock  Mineral  Wool  Insulation.  Approved  as  fire- 
retarding  material  4.2  lbs.  density  for  batt— 8  pounds 
loose  form. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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REYNOLDS  METALS  COMPANY. 

916-41-SM 


V.  27  No.  5  P.  107 


Reyn-O-Cell  (house  and  building  insulation).  Approved, 
use  subject  to  limitations. 


F.  E.  SCHUNDLER  COMPANY. 

14-41-SM  V.  26  No.  7  P.  294 

Schundler  No.  121  Asbestos  Vermiculite  Insulation — ap¬ 
proved  as  insulation  material  under  Sections  C26-I78.0,b, 
C26- 191.0,  C26- 127.0. 


SPRAYED  INSULATION  INC. 

42-45-SM  V.  31  No.  25  P.  698 

Spraykote — Acoustical  and  Thermal  Insulation.  '  A  blend 
of  suitable  long,  white,  asbestos  blowing  fiber  or  indus¬ 
trial  asbestos  fiber  and  3%,  by  weight,  of  a  powdered 
binder.  Approved  as  only  a  combustible  acoustical  and 
thermal  material. 


UNITED  STATES  MINERAL  WOOL  COMPANY. 

646-40- SM  V.  25  No.  46  P.  1539 

U.  S.  Rock  Wool— U.  S.  Stud-Pak— approved  as  fire- 
retarding,  fire-stopping  material — min.  density  of  10 
lbs.  p.c.f. — under  Sec.  C26-191.0  and  Sec.  C26-535.0. 


TRUSCON  STEEL  COMPANY. 

390-38- SM  V.  31  No.  30  P.  880 

Truscon  “O-T”  Open  Truss  Steel  Joists.  Approved 
under  26-519.0e  for  use  under  C26-240.0,  C26-241.0, 
C26-244.0  and  C26-620.0  para,  c,  item 'l(b)  when  made 
and  installed  as  described  in  the  resolution  and  as 
required  under  C26-519.0. 


LADDERS 

ELEVATOR  APPLIANCES  CO.,  INC. 

249-38-SA  V.  24  No.  7  P.238 

Emergency  Escape  Ladders  for  Elevator  Cabs,  Types  L-l, 
L-2,  L-3  and  L-4. 


LATH 

(See  also  Fibre  Board  and  Gypsum 
Wallboard) 

ALABAMA  METAL  LATH  CO. 

10-46-SM  V.  32  No.  1  P.  15 

Alabama  Brand  Metal  Lath.  Approved  under  Sections 
C26-458.0,  C26-459.0,  C26-460.0,  C26-191.0,  C26-178.0 
and  C26-460.0. 


WESTERN  SILICAIR  PRODUCTS,  INC. 

989-40- SM  V.  26  No.  29  P.  1080 

Silicair  Duct  Sheathing — with  exceptions  of  size  same  as 
Silicar  Acoustical  Tile  Units— approved  under  Sec¬ 
tions  C26-88.0  and  C26-178.0,b. 


JOISTS  ' 

BETHLEHEM  STEEL  COMPANY. 

326-44-SM  V.  29  No.  29  P.  643 
V.  32  No.  15  P.415 

Bethlehem  Open  Web  Expanded  Steel  Joists.  Approved 
under  C26-191.0a  and  C26-519.0e  for  use  in  classes  of 
construction  under  C26-240.0,  C  26-241.0,  C26-244.0  and 
C26-620.0,  when  installed  as  required  under  C26-519.0. 

437-45-SM  V.  30  No.  31  P.  740 
V.  32  No.  15  P.416 

Bethlehem  Open  Web  Welded  Steel  Joists.  Approved 
under  C26-191.0a  and  C26-519.0e  for  use  in  classes  of 
construction  as  provided  under  C26-240.0,  C26-241.0, 
C26-244.0  and  C26-620.0,  paragraph  C,  item  1(b),  as 
required  under  C26-519.0. 


DEXTONE  CO.  (THE). 

157-38-SM  V.  28  No.  45  P.  948 

Lith-I-Bar  Precast  Lightweight  Concrete  Joists.  Ap¬ 
proved  under  C26-191.0,  C26-615.0,a,  C26-615.0,b,  C26- 
620.0  and  C26-461.0. 


THE  BOSTWICK  STEEL  LATH  CO. 

14-46-SM  V.  31  No.  43  P.1172 

Bostwick  Metal  Lath  and  Accessories.  Approved  as 
substitute  for  combustible  lath  under  C26-458.0;  when 
installed  in  accordance  with  requirements  under  C26- 
459.0  &  C26-460.0 ;  accessories  when  installed  under 
requirements  of  Administrative  Code  under  C26-191.0 
&  C26-178.0;  iy2"  cold  rolled  channel  approved  under 
C26-461.0-2a  for  duration  of  war. 


CONSOLIDATED  EXPANDED  METAL 
COMPANIES. 

236-39-SM  V.  28  No.  1 1  P.  225 


Consolidated  Expanded  Metal  Companies  Metal  Lath  and 
Lathing  Accessories — approved  under  Sections  C26- 
458.0,  C26-459.0  and  C26-191.0. 

V.  28  No.  19  P.  400 


Permission  was  granted  by  the  Board  to  also  market 
the  above-mentioned  material  under  the  trade  name  of 
Wheeling  Corrugating  Co. 


Name  of  owner  changed  to  “Wheeling  Corrugating 
Co.” 


EBSARY  GYPSUM  CO. 

229-38-SM  V.  23  No.  16  P.  510 

Ebsary  Plasterboard  and  Lath— approved  for  use  as  a 
substitute  for  wood  lath  under  Sec.  C26-458.0. 


GREAT  LAKES  STEEL  CORP.  (STRAN-STEEL 
DIVISION). 

463-45- SM  V.  31  No.  14  P.  312 

Stran  Steel  Joists.  Approved  under  C26-368.0,  C26-254.0 
and  C26-519.0.b  for  use  under  Sections  C26-518.0,c,2,3, 
C26-244,  C 26-240.0,  C26-620,c,l,b,  and  C26-242.0. 


SINTER-L1TE  CORPORATION. 

559-46-SM  V.  32  No.  2  P.  47 

Sinter-Lite  Joist.  A  T-Section  joist  of  composite  wood 
and  light  weight  reinforced  concrete  construction. 
Approved  under  sections  C26-241,  and  C26-242  of  the 
Administrative  Code  for  Class  3  Construction. 


GYPSUM  ASSOCIATION. 

H.  W.  Bell  Co. 

Certain  Teed  Products  Corp. 

Ebsary  Gypsum  Co. 

Kelly  Plasterboard  Co. 

National  Gypsum  Company. 

United  States  Gypsum  Company. 

1 36-38- SM  V.  23  No.  26  P.  834 

Perforated  Gypsum  Lath — approved  for  use  as  a  plaster 
base  in  a  wood  stud  partition  with  a  one  hour  fire  re¬ 
sistive  rating  under  Sec.  C26-636.0,  as  a  plasterboard 
under  Sec.  C26-462.0;  for  use  in  fire  resistive  ceilings 
under  Sec.  C26-669.0,  as  a  substitute  for  combustible 
lath  under  Sec.  C26-458.0. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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MILCOR  STEEL  COMPANY. 

241-39-SM 


V.  31  No.  8  P.  163 


Me£fl  Jrath  &  Metal  Lath  Accessories-Netmesh 

mShmStavrFhnTf f ’  rFUulatA  ’  Ti,ath-  Kliehn  Special ’ 

C26-4S8S0  r8ki^eAa  fe\c^pr?ved  Under  Sections 

18  4  10  4?  r^'im^Vo??;459'0  C8-4. 10.3) ,  C26-460.0, 
(8.4.10.4),  C26-191.0  (2.2.3),  C26-178.0  (2.12  5) 


NATIONAL  GYPSUM  COMPANY 

709-39-SM 


V.  25  No.  5  P.  151 


KELLY  PLASTERBOARD  CO.,  INC. 

798-39-SM  '  V.  25  No.  3  P.  77 
Kelly  Cork-Gypsum  Lath  and  Plasterboard-approved 
C26^nmder,SeCtl0nS  C26-363.0,  C26-462.0,  C26  669.0, 

St“c26-4"8  0aS  “  ",Ule  f°r  combustible  '»«' 


1  ENN  METAL  COMPANY,  INCORPORATED. 

242-39-SM  V.  25  No.  49  P.  1634 
Penn  .Metal  Company  Metal  Lath  and  Lathing  Acces- 
sones  aPIgoved Mor  use  under  Sections  C26-458.0,  C26- 


PITTSBURGH  STEEL  COMPANY. 

1 32-39- SM  V.  24  No.  41  P.  1426 

Ty?ei  ^  JPlaster  Base)—  flameproofed,  paper¬ 
backed  metal  lath-approved  for  use  as  a  substitute 
for  combustible  lath  under  Sec.  C26-458.0. 

251-46-SM  V.  3 1‘ No.  30  P.886 

Pittsburgh  Steeltex  Stucco  Reinforcing  Wire  Mesh 

AAei616  iL3w16i  P'2l6’  C-21>  C-210.  AA-1414  and 
AA-1616  and  Nails.  Approved  for  use  as  a  stucco 
base  under  the  Rules  of  the  Board. 


REYNOLDS  METAL  COMPANY. 

714-38-SM  V.  25  No.  15  P.  526 
Reynolds  Ecod  Welded  Wire  Fabric-approved  for  use 
458  0  SUt>StltUte  for  corr»bustible  lath  under  Sec.  C26- 

V.  26  No.  50  P.  1656 

Permitting  Reynolds  Ecod  Welded  Wire  Fabric  to  be 
marketed  as  Reyn-O-Lath.  nc 


Rocklath  and  Diamond  Liner  (Gypsum  Lath)  Plaster- 
458  0  aPPr0VCd  UndCr  Sections  C26-191.0  and  C26- 


WHEELING  CORRUGATING  CO 

236-39-SM  ' 


V.  28  No.  19  P.400 
V.  30  No.  21  P.  440 


GysPiutbnsW a60-i9i.oana6-24ro  a^Tri n 

C26-458.0,  C26.462.0,C^^a^26ii0^^ 
inarketed  under  the  foHowmg  brands:  Gold  Bond 
Rockwall  Gypsohte.  See  also  :  Sheathing. 

342-39-SM  V.  31  No.  29  P.  834 
Cxold  Bond  Metal  Lath  and  Lathing  Accessories-approved 
*1 78  n' nd^r  Sectlo,?s  C26-459.0,  C26-460.0,  C26-191  0 
C26-458  0  and  aS  3  substltute  for  combustible  lath  under 


Rcference  is  directed  to  the  approval  issued  the  parent 
company,  the  Consolidated  Expanded  Metal  Companies, 
under  this  heading  (LATH). 

N?£:  Wheeling  Corrugating  Co.  now  new  owner  of 
Consolidated  Expanded  Metal  Companies”  Metal  Lath 
and  Bathing  Accessories,  previously  approved  under  the 
above  calendar  number,  see  V.  30  No.  21  P.  440. 


LATHING  ACCESSORIES 

JOHNS-MANVILLE  SALES  CORPORATION. 

896-41  -SM  V.  27  No.  4  P.  86 

Johns-Manville  Transite  Furring— Metal  furring  for  J-M 

ceSg  chtnels8’  ^  S,"dS  in  20  gaUge  n°or 


OLSEN  PRODUCTS,  INC. 

1041-40-SM 


V.  25  No.  52  P.  1737 


Olsen  Gypsum  Lath  Spring  Wire  Clips,  PC  MC  PS  and 
corner  Combinations— manufactured  from  No  11  and 

U>  ,?•  gaUge  hot  drawn  steel  wire— for  use  in 
Moating  wall  systems— approved  as  substitute  methods 

as  provided  in  Sections  C26-459.0  and 

,  CZ6-462.0,b. 

TRUSCON  STEEL  CO. 

235-39-SM  V.  28  No.  22  P.471 
TrSec“onSce26.19i:oLatl'ing  Accessories'  Approved  under 


u.  S.  GYPSUM  COMPANY. 

485-39-SM  V.  24  No.  24  P.  914 
Gypsum  Rocklath  Accessories — approved  for  use 
4620  Rockath  under  Sections  C26-178.0,b  and  C26- 


U.  S.  MACHINE  CORPORATION 

261-41-SM 


V.27  No.  15  P.412 


i  CI'P  *101J  Corner  CliP  #201,  Channel  Clip 
"  j  L.  Accessories  for  a  floating  wall  system— #101 

ajlf201^mUiaCtUred  fr°m  28  gau^e  tight  coat  galv. 
sneets — #41)1-26  gauge. 


TRUSCON  STEEL  CO. 

579-31-SM  V.  17  No.  11  P.351 
Insulmesh— approved  for  use  as  a  plasterbase  in  lieu  of 
wood  lath— a  paper  backed  metal  lath  of  at  least  No 
M  gauge. 

235-39-SM  V.  28  No.  22  P.  471 

Truscon  Steel  Co.  Lath 
458.0,  459.0  and  460.0. 


LIMES 

AMERICAN  LIME  PRODUCTS  COMPANY 

430-40-SM  V.  25  No’.  51  P.  1698 
Hi-Power  Brand  Masons  Hydrated  Lime — Bulldog  Pul- 

p/hhfd  ' 1S°?1,af.vi1Ie  Lump)  Pulverized  and 

Pebbk-Sized  Bulk  Quicklime-Red  Seal  Pulverized 
Water2  roofed  Masons  Quicklime.  Approved  under 


Approved  under  Sections  C26- 


UNITED  STATES  GYPSUM  COMPANY. 

257-39- SM  V.  25  No.  42  P.  1413 

U  S  Gypsum  (also  known  as  Samson)— Metal  Lath  and 
Bathing  Accessories-approved  under  Sections  C 
191.0,  C26-458.0,  C26-459.0,  C26-460.0,  C26 -461.0  C26‘ 

790-42-SM  V.  28  No.  13  P.  258 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use 


G.  &  W.  H.  CORSON,  INC. 

844-40- SM  V.  26  No.  27  P.  991 

Miracle  Hydrated  Lime  (for  masonry).  Approved  for 

r%TnmnalSOnry  mortar  under  Sections  C26-178.0,b  and 
L26-313.0,b,c. 

GIBSONBURG  LIME  PRODUCTS  COMPANY 

774-40-SM  V.  25  No.  52  P.  1743 

Gibsonburg  and  Superspread  Brands  of  Finishing  Hy- 

n‘m(iT^)pL0y  nd  under  Sections  C26-312.0,b, 
B26-463.0  and  C26-464.0. 
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HOOSAC  VALLEY 


LIME  COMPANY,  INC. 

1518-39-SM  V.  25  No.  6  P.  203 


Hoosac  Granular  Quicklime  for  masonry. 

Hoosac  Pulverized  Quicklime  for  masonry. 

Hoosac  Superfine  Quicklime  for  Finishing. 

Hoosac  Granular  Quicklime  for  Finishing. 

Hoosac  Adams  Granular  Quicklime  for  Finishing. 
Approved  under  Sections  C26-312.0,a,  C26-463.0  and 
C26-464.0. 


OHIO  HYDRATE  AND  SUPPLY  CO. 

1 1 06-40- SM  V.  28  No.  52  P.1120 

Ohio  and  Hawkspread  White  Finishing  Lime;  Ohio 
White  Finish  Autoclaved  Lime ;  Ohio  Masons  Hydrated 
Lime ;  Ohio  Quickmix  Masons  Lime,  Hypressure 
Hydrate;  Ohio  Sanlime  Colored  Interior  Sand  Finish 
(Ohio  Ritewall  Hair  Fibred  Base  Coat  Lime— see  also 
PLASTER).  Approved  under  C26-191.0;  C26-463.0; 
C26-313.0,b,c,d  and  C26-464.0. 


HOOSAC  MASONS  HYDRATED  LIME 

TilO-30-SM  V.  25  No.  6  P.  204 


Approved  under  Sections 
C26-464.0. 


C26-312.0,b  and  C26-463.0  and 


PILGRIM  MASONS  HYDRATED  LIME  CO.,  INC. 

1523-39-SM  V.  25  No.  6  P.205 

Pilgrim  Masons  Hydrated  Lime.  Approved  under  Sec. 
C26-312.0,b. 


KELLY  ISLAND  LIME  AND  TRANSPORT  CO. 

1 328-39- SM  V.  25  No.  4  P.  1 13 

Tiger  Brand  (White  Rock)  Hydrated  Finishing  Lime. 
Approved  under  Sections  C26-312.0,b  and  C26-463.0. 


ROCKLAND 


ROCKPORT  LIME  CO.,  INC. 

1 524-39- SM  V.  25  No.  6  P.  205 


Star  Pulverized  Quicklime  for  Masonry,  Rockland 
Waterproof  Lime  for  Masonry — bailproof  Quicklime 
for  Finishing.  Approved  under  Sections  C26-312.0,a, 
C26-463.0  and  C26-464.0. 


LIMESTONE  PRODUCTS  CORPORATION 

OF  AMERICA.  „  ^  XT  .  _ 

711-41-SM  V.28  No.  4  P. 
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Lime  Crest  (Masons  Hydrated  Lime).  Approved  for  use 
under  Sections  C26-312.0,b  and  C26-313.0. 


STANDARD  LIME 


AND  STONE  COMPANY. 

949-40-SM  V.  26  No.  5  P.  215 


Washington  Brand  Hydrated  Finishing  Litne.  Approved 
under  Sections  £26-463.0  and  C26-464.0. 


H.  E.  MILLARD. 


247-40- SM  V.  25  No.  19  P.663 
Approved  for  use  in  manufacture 


Millard’s  Pebble  Lime. 

of  sand  lime  brick. 

Millard’s  Pebble  Lime. 

Millard’s  Medium  Pulverized  Lime 
Masons  Hydrated  Lime. 

Approved  under  Sections  C26-312.0,a,  and  b,  C26-313.0, 
C26-463.0,  C26-464.0. 


Swelt  Arrow 


NATIONAL  GYPSUM  COMPANY. 

1114-39-SM 


V.  25  No.  51  P.  1693 


Gold  Bond  Hydrated  Finishing  Limes. 

Rockwall  Hydrated  Finishing  Limes. 

Gold  Bond,  Palmer,  Rockwall,  and  Big  Yield  Hydrated 
Masons  Limes  and  Quicklimes.  Approved  under  Sec¬ 
tions  C26-312,0,a,b  and  C26-313.0. 


NATIONAL  LIME  AND  STONE  COMPANY. 

289-41-SM  V.  27  No.  48  P.  1188 

Monarch  Hydrated  Finishing  Lime,  Monarch  Masons 
Lime,  Monarch  Brick  Mortar. 


NEW  ENGLAND  LIME  CO. 

213-40-SM 


V.  25  No.  19  P.661 


Nelco  Snowite  Granular  Finishing  Lime. 

Nelco  Adams  Granular  Finishing  Lime. 

Nelco  Granular  Masonry  Lime. 

Nelco  Pulverized  Masonry  Lime. 

Nelco  EZ-on  Blended  Finish. 

Nelco  Masons  Hydrated  Lime. 

Nelco  Finishing  Hydrated  Lime. 

Nelco  Pulvo  Quicklime. 

Approved  under  Sections  C  26-312.0, a,  C26-313.0,  C26- 
463.0  and  C26-464.0. 


NORTH  AMERICAN 


CEMENT  CORPORATION. 

1 24-38- SM  V.  23  No.  26  P.  832 


Berkeley  Masons  Hydrated  Lime.  Approved  for  use  un¬ 
der  Sec.  C26-312.0,b. 


UNITED  STATES  GYPSUM  COMPANY. 

483-39-SM  V.  26  No.  11  P.413 
V.  28  No.  41  P.  848 

Minitmix  and  Mortaseal. 

Red  Top  Ivory  Finish  Lime. 

Red  Top  Grand  Prize  Finish  Lime. 

Red  Top  Masons  Hydrated  Lime. 

Red  Top  General  Purpose  Hydrated  Lime. 

Red  Top  Fibered  Lime. 

.  Samson  Masons  Hydrated  Lime. 

Samson  Hydrated  Finish  Lime. 

Approved  under  Sections  C26-312.0,b,  C26-313.0,a,b,c,d 
and  C26-463.0. 
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Blue  Label  Cheshire  Finish  Quicklime. 

Farnams  Cheshire  Finish  Quicklime. 

U.  S.  G.  Masons  Quicklime. 

Samson  Finish  Quicklime. 

Samson  Masons  Quicklime.  _ 

Approved  for  use  under  Sections  C26-312.0,a  and  LZ6- 


313.0,a,b,c,d. 


91  n  A  A  CAT 
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U  S.  Gypsum  Company’s  Masons  Hydrated  Lime  and 
Hydrated  Finishing  Lime,  Red  Top  and  Samson  Brands. 
Approved  for  use  as  a  finishing  lime  under  C26-312.0,b 
and  C26-463.0  and  as  a  Masons  Hydrated  Lime  under 
C26-313.0-a,l,2. 


VERMARCO  LIME  COMPANY. 

231-40-SM 


V.  25  No.  21  P.  731 


Vermarco  Quicklime. 

Vermarco  Finishing  Quicklime. 
Vermarco  Hydrated  Lime. 

Approved  under  Sections  C26-312.0,a, 


C26-464.0. 


b, 


C26-463.0  and 


WARNER  COMPANY. 

1366-39-SM 


V.  26  No.  12  P.  448 


Bell-Mine  Pebble  Quicklime.  Approved  for  use  in  manu¬ 
facture  of  sand-lime,  brick. 

Bell-Mine  Rotary  Kiln  Pulverized  Masons  Quicklime. 
Approved  for  use  under  Sections  C26-313.0  and  C26- 
463.0,  C26-464.0. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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^’4, Hydrated  Lime.  Approved  under  Sections 
C 26-3 12.0,  and  C26-463.0,  C26-464.0. 

346-40- SM  V.  32  No.  22  P.  628 


Super  Limoid  (Hydrated  Lime).  Approved  under  Sec¬ 
tions  C26-3 12.0b,  C26-3 13.0b,  C26-313.0c  and  C26-313.0d. 


OIL  BURNERS  FOR  DOMESTIC  AND 

COMMERCIAL  USE 

% 

(See  also  Range  Burners  and  Space  Heaters) 


WHITEROCK  QUARRIES,  INCORPORATED 

681-39- SM  V.  24  No.  25  P.  949 

Whiterock  Pulverized  Quicklime.  Approved  under  Sec 
C26-312.0,a. 


WOODVILLE  LIME  PRODUCTS  COMPANY 

1311-39-SM  V.  28  No.  8  P.  282 

White  Lily  Blubag  Finishing  Hydrated  Lime.  Approved 
under  Sections  C26-312.0,b,  C26-313.0,  C26-463.0  and 
C26-464.0. 


LINTELS 

TRUSCON  STEEL  COMPANY. 

15-41-SM  V.  26  No.  20  P.  734 

Truscon  Formed  Steel  Lintels,  No.  572'  (an  angle  3 Vi"  x 
3J4"  X  y&")  and  No.  573  (4J4"  x  ZVi"  x  5/32").  Ap¬ 
proved  under  Sections  C26-178.0,b,  C26-818.0,  C26- 
421. 0,b  and  C26-616.0. 


MIXER 

ALSOP  ENGINEERING  CORPORATION 

111  1-41-SA  V.  27  No.  26  P.  723 

Alsop  Engineering  Corporation  Mixer  or  Agitator— in 
sizes  from  H.P.  to  30  H.P.  installations.  Approved 
under  Sec.  C19-15.0. 


MOTION  PICTURE  EQUIPMENT 

DUPLEX  CINEMA  EQUIPMENT. 

56-38-SA  V.  23  No.  27  P.  876 

Duplex  DeLuxe  Splicing  Machine.  Approved  under  Sec. 
C19-1 12.0. 


NEUMADE  PRODUCTS  CORPORATION 

838-39-SM  V.  24  No.  31  P.  1219 

Neumade  Vented  Cabinets  for  Motion  Picture  Films— 
Models,  Fumetite,  Fire  Chief,  Firetite  Sectional.  Ap¬ 
proved  under  Sec.  09-119.0. 


AUTOMATIC  FILM  MACHINE  CO.,  INC. 

.  '  ,  w  65-31-SA  V.  22  No.  28  P.  870 

Auto  Patch  Machine. 


FILM  INSPECTION  MACHINE  CO.,  INC 

418-26-SA  ’  V.  13  No.  22 

Film  Inspection  Machine. 


ALBERT  G.  MACKLER. 

260-31-SA  V.  16  No.  42  P.  1067 
Mackler  Film  Rewinder  and  Renovator. 


NATIONAL  FIRE  PROTECTION  COMPANY. 

609-431-SM  V.  27  No.  5  P.  107 

National  I'ilm  and  Volatile  Cabinet.  Approved  under 
Sec.  09-110,  Subd.  4. 


Name  of  Burner 


Calendar  No. 


A.  B.  C.  Oil  Burner . 

A.  B.  C.  Oil  Burner,  Type  H . 

ABC  Oil  Burner,  Models  2  and  P7 . 

Ace  Rotary  Oil  Burner . *’’’ 

Acme  Automatic  Oil  Burner  (Gun  Tvne) 

Model  A-l  . . 

Acme  Oil  Burner,  Models  BO-1  and  BO-2. 

Aetna  Automatic  Oil  Burner . 

Air-Blast  Oil  Burner . . 

Airnoil  Burner  . 

Airtemp  Oil  Burner,  Models  B-6  and  C-6 . 

Airtemp  Oil  Burner,  Models  D,  F  and  G . 

Aldrich  Heat-Pak  Oil  Burner,  Models  35,  35F 
35LG,  35DD  35J,  350A,  35P,  35GF; 

35FF,  35CA  and  Compact . 

Aldrich  Sav-Haf  Oil  Burner,  Models  35F5SP 

35F5LP,  35F5XP  and  35J5 . 

Alladin  Oil  Burner . 

Alexander  Oil  Burner . ... 

Alida  Oil  Burner . 

Alida-Remington  Oil  Burner . 

Alpine  Oil  Burner,  Models  A  and  H . 

Ameco  Oil  Burner,  Models  1G,  2G,  3 G,  4G 

and  5G  . 

Ameco  Oil. Burner,  Model  2yi M....... . 

American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  Models  No.  73,  86,  88 

95’  96’  4S12’  4518'  4528>  4538, 
4562,  4563,  4573,  4578,  4588,  4688,  4678, 

4668,  4666,  4683,  4663,  4653,  4673,  4674, 

4664,  4612,  4618,  4628,  4638,  4788,  4778, 

4768,  4783  ,  4763,  4753,  4773,  4712,  4718, 

4721  and  4738 . 

American  Oil-Saver  Special  Oil  Burner 

Models  1G,  2G,  3G,  4G  and  5G . 

American  Oil-Saver  Special  Oil  Burner 

Model  2^M  . ’ 

Anthony  Nebulyte  Oil  Burner . * 

Arcoflame  Oil  Burner .  ’ 

Arcoflame  Oil  Burner,  Models  B,  C  L,  D  DF 

64,  65,  M  and  MF . 

Aristocrat  Oil  Burner . *  [ . 

Arrow  Oil  Burner,  Models  1G,  2G,  3G,  4G 

and  5G  . 

Arrow  Oil  Burner,  Modei  2y2 M. ........... . 

Associated  Oil  Burner . 

Atomic  Oil  Burner,  Models  ’  iG,  ’ 2G,  3G  4G 

and  5G  . . 

Auto  Heat  Oil  Burner . , . |  ‘  ‘  ‘ 

Autocrat  Oil  Burner,  Model  B-l _ .  .  .  .  .  .  .  . 

Automatic  Airless  Oil  Burner,  Modei  No.  1.  '. 


1295-24-SA 

684-29-SA 

98-35-SA 

47-35-SA 

1 12-36- S A 
132-34-SA 
1 547-23- S A 
579-32-SA 
175-37-SA 
139-36-SA 
88-34-SA 


237-36-SA 

514-39-SA 

298-26-SA 

65-28-SA 

124-34-SA 

124-34-SA 

110-36-SA 

265-37-SA 

559-38-SA 


298-33-SA 

265-37-SA 

559-38-SA 

1026-22-SA 

426-38-SA 

426-38-SA 
222-35- S A 

265-37-SA 

559-38-SA 

178-35-SA 

690-45-SA 

284-33-SA 

297-31-SA 

53-34-SA 


Bake-O-Heat  Oil  Burner,  Model  B.O.H.-A. 


and  Model  #2 .  1205-39-SA 

flaker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Baker  Perkins  Atomizing  Type,  Mechanical 

w  Oil  Burner,  Types  C  and  CD .  329-35-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 


Ballard  Low  Pressure  Mechanical  Oil  Burner 
Models  AAPA,  ABPA,  ACPA,  ADPA’ 
AFPA,  AHPA,  AAPH,  ABPH,  ACPH,’ 
ADPH,  AFPH,  AHPH,  AAPM,  ABPM, 
ACPM,  ADPM,  AFPM,  AHPM,  AAM, 


ABM,  ACM,  ADM  and  AFM . ’  1493-22-SA 

Ballard  Oil  Burner,  Models  B-A,  1,  2,  3  and  4  447-3?-S\ 

Ballard  Oil  Burner,  Model  BAO  and  BBS 

Unit  .  839-38-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bauer  Oil  Burner .  129-37-SA 

Bayard  Domestic  Fuel  Oil  Burner . [  1184-22-SA 

Beckett  Commodore  Oil  Burner,  Model  OB-i  518-39-SA 

Benat  Oil  Burner,  Models  A,  B,  and  E .  23-37-SA 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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Name  of  Burner  Calendar  No. 

Berggren  Oil  Burner . . 

Bethlehem-Doe  Oil  Burner,  Models  CE,  FE, 

F,  G  and  H . . 

Bethlehem- Dynatherm  Oil  Burner . . 

Bethlehem-Hering  Oil  Burner,  Models  CE,  FE, 

F,  G  and  H . 

Bethlehem  Oil  Burner,  Crusader  Model . 

Bethlehem  Steam  Atomizing  Fuel  Oil  Burner 
Bettendorf  Automatic  Oil  Burner,  Models  D, 

F  and  G . . . 

Bettendorf  “Double  Heat”  Automatic  Oil 

Burner,  Models  MV  and  MW . 

Bettendorf  High  Pressure  Oil  Burner . 

Bettendorf  Oil  Burner . . . 

Bettendorf  Oil  Burner,  Models  Gl,  G2,  D3, 


HD2  MV1,  MV2,  B  and  B1 .  1133-39-SA 

Bettendorf  Oil  Burner,  Model  HB .  498-32-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D.. ...  123-31-SA 

Bock  Oil  Burner,  Models  WH-3,  WH-5, 

WH-6  and  WH-8 .  102-34-SA 

Borden  Oil  Burner,  Model  B .  29-37-SA 

Braden  Automatic  Fuel  Oil  Burner,  Models 

XLA,  AL,  W,  CL,  XLNT  and  XLNC...  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Brighton  Oil  Burner .  372-33-SA 

Bullet  Automatic  Oil  Burners,  Models  A  and  B  195-33-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Caloroil  (Heavy  Oil)  Oil  Burner,  Models 

HR-4H,  HR-5H  and  HR-6H .  1137-40-SA 

Caloroil  Horizontal  Rotary  Oil  Burner,  Models 

1,  2,  3,  4,  5  and  6 . .  327-31-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C  and  Models  J  and  AS .  229-32-SA 

Capitol  Oil  Burner,  Models  A,  B  and  E......  23-37-SA 

Carboradiant  Oil  Burner,  Models  V  and  VS..  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner  . ......  S71-29-SA 

Carrier  Home  Air  Conditioner,  Type  58C  (Oil 

Fired)  .  664-39-SA 

Carrier  Home  Weathermaker,  Type  58D2....  182-41-SA 

Carrier  Oil  Burner,  Models  CE,  FE,  F,  G 


Carrier  Oil  Burner,  Model  62C2 .  499-38-SA 

Carrier  Oil  Burner,  Models  62D2  and  62D3...  334-39-SA 

Cardinal  Oil  Burner,  Model  C .  50-37-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Carter  Oil  Burner,  Models  4X,  SX,  6X  and 

10X  117-34-SA 

Ceco  Oil  Burner .  354-35-SA 

Central  Oil  Burner,  Models  4X,  5X,  6X  and 

10X  117-34-SA 

Century  Oil  Burner . .' .  157-28-SA 

Century ,  Pressing  Machine  Oil  Burner,  Models 

U1  and  U2 .  25-37-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Challenger  Oil  Burner,  Model  “A” .  86-34-SA 

Chalmers-Ace  (Rotary)  Oil  Burner .  47-35-SA 

Chalmers  Automatic  Oil  Burner,  Models  D1 

and  D2  .  608-32- S A 

Citro  Oil  Burner,  Models  A  and  B .  86-36-SA 

Clark  Domestic  Gun  Type  Oil  Burner,  Models 

EJ-1  and  EJ-2 .  S79-37-SA 

Clark  Horizontal  Rotary  Oil  Burner .  618-37-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Conco  Oil  Burner .  1200-39-SA 

Concord  Burner  .  108-35-SA 

Conservoil  Burner,  Models  H-1C  and  H-1F...  155-37-SA 

Continental  Oil  Burner,  Models  A,  B  and  C..  146-31-SA 

Cook’s  Automatic  Oil  Burner  .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner .  354-31-SA 

Craftsman  Oil  Burner  .  222-35-SA 

Crano  Oil  Burner,  Models  H-1C  and  H-1F.  . . .  155-37-SA 

Crater  Automatic  Oil  Burner  .  34-34-SA 

Crescent  Oil  Burner  . v .  222-29-SA 

Crescent  Type  M  Size  I  Oil  Burner  and 

Models  8,  18  and  28  .  592-31-SA 


764-26-SA 

116-37-SA 
888-40- S  A 

116-37-SA 

335-38-SA 

485-32-SA 

88-34- S  A 

505-37-SA 

479-31-SA 

731-28-SA 


Name  of  Burner  Calendar  No. 

Creveling  Oil  Burner,  Models  A,  B  and  E....  23-3/ -SA 

Crotty  Oil  Burner .  925 -46- S A 

Crown  Oil  Burner,  Type  XA  .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner  .  423-29-SA 


D  and  K  Oil  Burner  . 

Dahl  Vaporizing  Oil  Burner . 

D’Elia  Oil  Burner  . . . '. . 

Delco  Heat  Oil  Burner  . 

Delco  Heat  Oil  Burner,  Models  DX,  D12, 
D34,  D44,  DR,  DRO,  DR-1,  DRF,  DF2, 

and  DLM  . 1  • ; 

Delco  Heat  Burners,  Models  A,  AO,  AFO,  A12 

and  B  . 

Demand  Oil  Burner  . 

DeSoto  Oil  Burner,  Models  D,  DA  and  D2. . . . 

DeWalt  Oil  Burner  . 

Diesel-American  Oil  Burner,  Models  DA-0, 

DA-2,  DA-1  and  DA-3  . 

Diesel  Oil  Burner  . 

Dietz  Oil  Burner,  Type  B  . 

Dietz  Oil  Burner,  Type  D  . . . 

Dist-O-Matic  Oil  Burner . 

Doe  Oil  Burner  . 

Doherty  Oil  Burner . 

Draft-Rite  Oil  Burner  . . •  • 

Duo-Therm  Oil  Burning  Furnace,  Models  750 

and  850  . • . 

Dupont  Oil  Burner  . . . 

Dynamic  Oil  Burner  . 


369-40-SA 
915-26-SA 
155-31-SA 
420-3 1-S A 


800-38-SA 

537-41-SA 

108-34-SA 

787-39-SA 

541-31-SA 

6-37-SA 
354-35-SA 
295-29-SA 
1105-22-SA 
663-28-SA 
317-31-SA 
943-26- S A 
178-35-SA 
l 

1 044-40- S  A 
248-36-SA 
108-34-SA 


Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C  . 

Econ-O-Heat  Oil  Burner,  Model  E  . 

Econ-O-Mizer  Oil  Burner,  Models  E,  M  and  A 

Economy  Oil  Burner,  Type  A-l  . 

Edison  Oil  Burner,  Models  A,  B  and  E . 

Eisler  Automatic  Oil  Burner . 

Elec-tro-matic  Oil  Burner,  Type  151 . 

Electrol  Automatic  Oil  Burner  and  Models 
BB,  C,  EA,  TCV,  TUV,  TM  and  JM.... 

Ember-Glo  Oil  Burner . 

Empire  Oil  Burner . . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Steam  Atomizing  Burner. . 

Enterprise  Type  Junior  “W”  Oil  Burner 

Models  1,  2  and  3 . 

Espo  Oil  Gas  Burner . 

Esso  Oil  Burner,  Models  AAPA,  ABPA, 
ACPA,  ADPA,  AFPA,  AHPA,  AAPH, 
ABPH,  ACPH,  ADPH,  AFPH,  AHPH, 
AAPM,  ABPM,  ACPM,  ADPM,  AFPM, 
AHPM,  AAM,  ABM,  ACM,  ADM  and 

AFM  . . 

Esso  Oil  Burner,  Models  E.B.  1  and  2 . 

Esso  Oil  Burner,  Models  E.B.  3,  4  and  5 . 

Esso  Oil  Burner,  Models  EBOO  and  EBS 

Unit  . 

Evenheet  Oil  Burner . 

Everdy  Oil  Burner . . 

Excelsior  Steel  Furnace  Co.  Oil  Burner, 
Model  U.C . •' . 


G00-31-SA 

130-37-SA 

393-38-SA 

45-31-SA 

23-37-SA 

481-27-SA 

125-33-SA 

259-25-SA 

462-32-SA 

222-35-SA 

1149-27-SA 

15-33-SA 


225-32-SA 

1431-23-SA 


1493-22-SA 
520-3 1-S  A 
109-31-SA 

839-38-SA 

554-32-SA 

102-33-SA 

132-34-SA 


Fadco  Oil  Burner .  493-24-SA 

Fairfield- Diesel  Oil  Burner .  753-38-SA 

Fairfield  Model  F  Jr.  Oil  Burner .  547-37-SA 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Ferguson  Oil  Burner,  Models  1,  2,  3,  4,  5  and  6.  .  771-46-SA 

Fine-Glo  Oil  Burner .  178-35-SA 

Fitzgibbons  Oil  Burner,  Model  M .  172-37-SA 

Flex-O-Gas  Oil  Burner  for  Pressing  Machine, 

Model  T-2  .  125-36-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O .  1094-27-SA 

Fluid  Heat  (Gun  Type)  Oil  Burner,  Model  P  134-35-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Forsdraft  Oil  Burner .  41-34-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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A 'mne  of  Burner 

Freeport-Silent  Service  Oil 

10  and  30 . 

1-riar  Oil  Burner,  Models 
Fuelo  Oi 


R- 


373-30- S A 


Calendar  No. 

Burner,  Models  5, 

••••••:•• .  97-33- S  A 

u  -  ~-15  and  R-35 .  21-36-SA 

Bur,«r .  47-30-SA 

(jar  Wood  Oil  Burner . 

Gar  Wood  Oil  Burner,  Models  K,  K-3500, 

1  and  W .  481-32-S  A 

General  Automatic  Oil  Burner,  Model  A .  60-36-SA 

GeilO-55Br0nZe  011  Burning  Furna«,  Model 

General  Electric  Fuel  Oil  Burner .  434-32-S/^ 

General  Electric  Oil  Burner,  Type  DA-2  .  228-33-SA 

General  Electric  Oil  Burner,  Type  DB-? 

DB-20  and  DB-26 .  1  201  38 

Genera!  Electric  Oil  Burner,  Models' LA-3, 

LA'32-  LA'34>  LA -42, 

Ghapco  Steam  Generator .  710  ti 

Gibraltar  Oil  Burner .  147-47 

t nlbarco- Ballard  Eteavy  Oil  Burner’  Models 

r  a1,  /aM’  HM’  BS-  DS’  FS-  hs> 

LA-  La  fa,  HA,  BPM,  DPM,  FPM, 

HPM,  BPS,  DPS,  FPS,  HPS  BPA 
DPA,  FPA,  HPA,  BPW,  DPW  FPW 

r  u  DF^-’  FFH  and  H PH .  1493-22-SA 

Gi  barco  G.B.O.  Oil  Burner .  .  282- 3 3- S  A 

Gilbarco  Industrial  Burner .  350-32-SA 

Gilbarco  Oil  Burner,  Models  A  A  PA  A  BPA 
A  CPA.  ADPA,  AFP  A,  AHPA,  AAPH’ 

ACPH,  ADPH,  AFPH,  AHPH| 

ABPM,  ACPM,  ADPM,  AFPM, 

AAM,  ABM,  ACM,  ADM  and 


Burner,  Models  XI, 


Calendar  No. 


605-38-SA 
-SA 
-SA 


ABPH, 
AAPM, 
AHPM, 
AFM 


Gilbarco  Oil  Burner,  Models  G.B.  l’ai’id  2. .’ 520-31-SA 
Gilbarco  Oil  Burner,  Models  G.B.  3,  4  and  5. .. .  109-31-S A 

Gilbarco  Oil  Burner,  Model  GBOO  and  GBS 

unit  .  SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-S  A 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Oil  Burner,  Model  S-l .  28?-33-S4 

Gdbert- Bethlehem  Oil  Burner,  Models  CE, 

x1  E,  r ,  G  and  H . .  11 6_37  Q  a 

Gill  Oil  Burner .  .  1231  ?i"ca 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3  .  441_"ii  c  a 

Goodspeed  Automatic  Oil  Burner .  957-27-S4 

Goodspeed  Oil  Burner,  Nozzle  Type  2 .  346-33-SA 

Gould  Automatic  Oil  Burner .  178-35-SA 

Grant  Oil  Burner . .  ’  e  a 

Grant  Oil  Burner,  Model  “C”. Y  Y  Y  Y  Y  Y  YY  232-3?--SA 
Great  Eastern  Oil  Burner,  Models  A,  B  and  E  *23-37-SA 
Great  Eastern  Oil  Burner,  Model  JM .  295-25-SA 


Burner..  v. _..... . ; .  813-25-SA 


Hardinge  Oil  . .  oj 

Hardinge  OipBurner,  Model  23 .  33-33-SA 

690-30-SA 


Burner  (Verticai 
BG,  CG,  DG,  AP, 


Oil 


Rotary) 
BP,  CP, 


88-27-SA 
88-2 7- S  A 


Harris  Fuel  Oil  Burner .  uyu 

Hart  Automatic  Oil  Burner .  11A2  SA 

Har“Do“t0matiC  0i‘  Bur"er'  Model  Senes 

Hare  Oil  Burner,  Model  "H”. '??“§  4 
Hauck  Venturi  Low  Pressure  Oil  Burner. 

Hauck  Venturi  Improved  Propositioning 

Burner  . 

Hayward  Oil 
Models  AG, 

and  DP  .  ^  -n  ~  . 

Hayward  Oil  Burner,  Model  2000 . ......  ’  1 18-35-S  4 

^ea^nc|  F°wer  Oil  Burner,  Models  1G  2G 

3G,  4G  and  5G . ’  ’  265-37-SA 

Heat  and  Power  Oil  Burner,  Model  2J4M. . .  '  559-38-SA 

Heat  King  Oil  Burner,  Model  2 .  '  '98  35  SA 

HeTt-0-Ma«c0OilBBrneerand  ImPTOVed  M°dei 
Headator  81!  &  JgJJA 


Name  of  Burner 
Heil  Activ-Flame  Oil 

slid  X6  . 2Q5  20  S  \ 

Pe>!  Combustion  Fuel  Oil  Burner .  1105-22-SA 

Heil  Combustion  Fuel  Oil  Burner,  Type  B  .  295-29  SA 

Henjes  Oil  Burner,  Models  1G,  2G,  3G,  4G 

and  5G .  2<A  37  S  v 

Herco  Oil  Burner,  Models  R-15,  R-36,‘  F*  P-1S 

P-35,  P-50,  J-5,  J- 10,  S-20,  S-40  and  P-5  21-36-SA 

Hercules  Jr.  Oil  Burner,  Model  2101  .  1015-40  SA 

Hercules  Oil  Burner  .  "  =1070  ca 

Hercules  Oil  Burner,  Models  H.  HF,'  and  Type 

rl,  1937  Model,  as  improved  1940  .  309-H-SA 

Hercules  Oil  Burner,-  Models  M  1200  and  M 

lolKJ . .  ,  C  A 

Herman  Nelson  Conversion'  Oil  Burner ' .' ! .' ! ! '  144-36-S  A 

Hev-E  Oil  Burner,  Models  S-l,  S-2,  S-3  and 
o-4  . . 


948-40-SA 

23-37-SA 

11-36-SA 

274-35-SA 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of 


Hillcrest  Oil  Burner,  Models  A.  B,  and  E . 

Hipoint  Oil  Burner,  Models  A-2,  B-2  and  C-i 

Hofmann  Automatic  Fuel  Oil  Burner,  Model 
41  . 

Holby  lype  A  Fuel  Oil  Burner  .  688-29-SA 

Holland  Gun  lype  Oil  Burner .  2?5-37-SA 

Holland  Gun  Type  Oil  Burners,  Model's  H4, 

o4,  A14  and  L4  . .  Q  a 

Holland  Type  “F”  Oil  Burner  .  237-34-S  A 

Holland  Oil  Burner,  Model.  P-2 . .  .  .  .  .  .  ~47-47_s  a 

Homart,  Model  Numbers  867.0082,  867.01  P 

■867.0135  and  867.0165  .  205  2Q  SA 

Homart,  Model  No.  872.4633  .  D33-3Q-SA 

Homart,  Model  854.41  and  Model  854.33  .  937-40-SA 

Homease  Oil  Burner .  378  46  S  \ 

Home-Utility  Oil  Bu rner,  Models  A  and  H  . . .'  1 1 0-36- S A 

Homer  Domestic  Oil  Burner  ....  1211  25  S a 

Homer  Utility  Oil  Burner .  .  187  33  S  A 

Homestead  Oil  Burner,  Model  E . .’  Y  .'  Y  Y  176-36-S  A 

Homestead  T.win  Control  Oil  Burner,  Models 

J,  N,  H,  JU  and  NU . ’ . .  176-36-SA. 

Honeywood  Gun  Type  Pressure  Atomizing  Oil 

Burner  . .  97x_4fi  c  a 

Hupp  Oil  Burner,  Models  H,  U,  P  and  PP  .  .  !  10-34-S  A 

Ideal  ArcoVariflame  Oil  Burner .  837-38-SA 

Ideal  Oil  Burner,  Models  A,  B  and  E  • .  23  37  S  A 

Imperial  Oil  Burner  .  .  187  43  S A 

Bnproved  Kres-Kno  Oil  Burner  and"  Model 

.  MD  .  591 -29- S  A 

Indiana  Oil  Burner,  Models  AG,  AGH,  AP 

and  APH  .  503-37.8  A 

Inferno  Oil  Burner  .  82-33-SA 

Instant  Heat  Oil  Burner . .  821-45-S  4 

International  Mechanical  Draft  Oil  Burner  . .  .  372-30-SA 

International  Oil  Burner .  1 305  74  S  A 

Iron  Fireman  Oil  Burner,  Model  M  .'  Y  . .  5 77-39- S  4. 

Iron  Fireman  Oil  Burner,  Model  V  .  k>4-46-SA  ' 

Jackson  Oil  Burner^ .  771-41-S  A 

Jacobsen  Balanced  Oil  Burner  (Model  V-l)..  333-33-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner  938-22  SA 
Joyce  Oil  Burner  . YY  852-26-SA 

K.  F.  C.  Oil  Burner- .  846-25-SA 

Kalamazoo  Power  Oil  Burner,  Models  1,  2 

an(I  3  .  166-34-SA 

Kaytown  Quiet  Automatic  Oil  Burner,  Models 

A’r?iaRdC . * .  146-31-SA 

Kelco  Oil  Burner  .  237-33-SA 

Kelvinator  Oil  Burner . Y  Y  Y .  339-31-S  A 

Kelvinator  Oil  Burner,  Alodels  K,  ’  0256-A 
0256-B,  0256-C,  0456,  0836  and  NK  30-A 
and  Models  NK  30-B,  NK  30-C,  NK  30-D 

NK  45  and  NK  83 .  ’  105-34-SA 

Kelvinator  Rotary  Oil  Burner,  Models  N K B- 
-75 S,  NKB-400S,  NKB-525S.  NKB-675S, 

NKB-440W,  NKB-640W,  NKB-840W  and 

NKB-1080W  .  255-39-SA 

KeWaNee  Oil  Burher,  Model  “C” .  518-32-S  A  • 

Keystone  Oil  Burner,  Models  LP  and  WP  . .  .  .  438-38-SA 


use. 


41 


Calendar  No. 


Name  of  Burner 

Kingsco  Oil  Burner,  Model  E . .  130-^7-SA 

Kingsway  Century  Oil  Burner,  Models  r  and  O  369-33-bA 
Kingsway  Silent  Automatic  Oil  Burner,  Model 

ai  ' .  216-36-SA 

Kleen  Heet  Oil  Burner  . ••••  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  902.  Models  2 

and  711  .  99-3o-SA 

Kleen  Heet  Oil  Burner,  Type  R  and  Type  902  49-33-SA 

Korth  Oil  Burner,  Models  G  and  S  . . . : .  136-34-SA 

Kreager  Oil  Burner . .  i,o"oocA 

Kres-Kno  Oil  Burner  .  433-28-bA 

Kres-Kno  Oil  Burner,  Models  BFTDR,  BFE, 

BFToDR,  BFSE,  BFWDR  and  BFPR  903-40-SA 
Kres-Kno  Pressing  Machine  Burner,  Model 

MD,  sizes  KRF  and  KRF-1  . .  3d4-34-SA 

Kres-Kno  Ball  Flame  Pressing  Machine  Bur- 

ner,  Models  1M,  2M  and  3M . 

Kresky  Oil  Burner,  Model  MD  .  591-29-SA 

Laco  Oil  Burner,  Model  NL . •  - - -  ^0-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D  ...  226-33-SA 

Lancaster  Horizontal  Rotary  Oil  Burner,  Types 
WP,  LP,  LPH,  WPH,  BWP,  BLP, 

BLPH,  BWPH  and  Blue  Bird  .  711-4a-SA 

Lange  Economical  Oil  Burner .  355-33-SA 

Latham  Automatic  Oil  Burner .  49-38-SA 

Lawrence  May  Oil  Burner . •  10^4-27-SA 

Leader  Bake  Oven  Oil  Burner  .  384-36- -S. A 

Leader  Oil  Burner .  425-3f-SA 

Lectromatic  Oil  Burner,  Model  2J4M . 

Leiman  Brothers  Fuel  Oil  Burner . . . •  314-30-oA 

Lekto-Matic  Oil  Burner,  Models  1-G,  2-G, 

3-G,  4-G  and  5-G  . ■ .  265-37- S A 

Lennox  Oil  Burner,  Series  LE-1,  LE-2  and 

. . .  565-38-bA 

Liberty  Automatic  Heater  . 

Liberty  Pressure  Oil  Burner .  '5-34-SA 

Lieblich  Oil  Burner .  ^54-46-SA 

H.  C.  Little  Oil  Burner  . .  814-41-SA 

Lochinvar  Oil  Burning  Unit  .  ci 

Lonergan  Automatic  Oil  Burner  . . .  M)8-33-bA 

Luxor  Heat  Oil  Burner,  Models  XLA,  AL,  \\ , 

CL,  XLNT  and  XLNC  . 322-3(J-§A 

Lynn  Power  Oil  Burner,  Models  1,  2  and  3  . . .  166-34-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos. 

25,  26,  65,  66,  307,  308,  309,  400  and  800  341-32-SA 

M.  W.  Emancipator  Oil  Burner .  102-33-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

M.  W.  Water  Heater,  Model  20-D .  365-34-SA 

Magna  Fuel  Oil  Burner  .  197-33-SA 

Majestic  Oil  Burner .  ^3-30-SA 

Major  Oil  Burner,  Models  H,  U,  P  and  PP  . . .  10-34-SA 

Major  Oil  Burner,  Models  M  and  J .  293-38-SA 

Mar-Coil  Oil  Burner,  Models  3,  6,  12  and  12B  733-46-SA 

Marnis  Domestic  Oil  Burner,  Models  50  and  60  556-41-SA 

Marr  Oil  Burner,  Model  H,  Type  R .  765-26-SA 

Marvelo  Oil  Burner,  Model  MB  .  336-38-SA 

Master  Fuel  Oil  Burner  .  3j0"32"§^ 

Master  Gulf  Oil  Burner,  Models  A,  B  and  E  23-37-SA 

Master-Kraft  Oil  Burner .  ^3'33'§A 

May  Oil  Burner,  Models  L,  C  and  S  . .  68-24-SA 

May  Oil  Burner,  Models  BB,  B,  NSJ,  F, 

NSJ1,  W,  SMT,  LCT,  DU,  N,  O,  U 

and  D .  46-34-SA 

Mayfield  Oil  Burner  .  568-31-SA 

Mayflower  Oil  Burner  . . . 

Mazda  Oil  Burner,  Models  A,  B  and  E .  23-37-SA 

Mcllvane  Oil  Burner .  314-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  103--25-SA 

Merco  Oil  Burner . . .  637-29-SA 

Mercurol  Oil  Burner,  Models  4X,  5X,  6X 

and  10X  .  117-34-SA 

Mercury  Oil  Burner,  Model  M-2  .  722-39-SA 

Metered  Heat  Oil- Burner,  Model  G .  136-34-SA 

Metro-Pressure  Oil  Burner,  Models  A,  B  and  C  146-31-SA 

Micron  Oil  Burner  . ; -  ^"^-SA 

Midget  Oil  Burner . 155-34-SA 

Midget  Pressing  Machine  Oil  Burner .  122-3a-SA 


Name  of  Burner 


Calendar  No. 


Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114  . 

Midwest  (Heavy  Oil)  Oil  Burner,  Models 

211H,  311H  and  114H  . . 

Miller  Oil  Burner,  Type  OG-80 . 

Minneapolis  Automatic  Oil  Burnc'r . 

Mohawk  Oil  Burner,  Models  A,  B  and  H  .... 

Monitor  Oil  Burner . 

Morgan  Oil  Burner,  Models  A  and  H . 

Morrissey  Oil  Burner  . • . •••••• 

Morrissey  Oil  Burner,  Models  MA-2,  MA-3, 

MA-4,  SP-1,  SP-2,  SP-3  and  MP-1  . 

Morse  Conical  Type  Steam  Atomizing  Burner 
Morse  Fan  Tail  Type  Steam  Atomizing 

Burner  . 

Morse  Fuel  Oil  Burner . 

Moto-Heat  Oil  Burnfer . •  •  •  •  •  ■  •  ■  •  •  • 

Motorless  Oilheat  Burner,  Models  /,  9,  11,  13 

and  15  . . 

Mousette  Oil  Burner . 

Nabco  Oil  Burner . ._ . 

Nairoil  Oil  Burner,  Type  R,  Model  E . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner 

National  Devices  Oil  Burner . 

National  Heat  and  Power  Co.,  Inc.,  Oil  Burner 

National  Oil  Burner,  Model  E-J . . 

National  Oil  Burner,  Series  N,  Models  S,  I 

and  C  . 

National  Rotary  Oil  Burner . . . •  •  • 

Nesbitt  Oil  Burner,  Models  F,  JF,  BF  and  D 

New  Perfection  Oil  Burner,  Type  ‘  C  . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners  . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner,  Model  R 

Nokol  Automatic  Burner . . 

Norge  Oil  Burner,  Models  N5,  N8,  N68  and 

„  N88  . 

Norge  Oil  Burner,  Models  N8,  N18,  and  N28. . 
Norge  Oil  Burner,  Models  N8-8C  and  N13-8C 
Norge  Oil  Furnace,  Gun  Type,  Models  0-90 

and  120  . . 

Norge  Oil  Furnace,  Pot  Type,  Models  OA-63 

and  OB-60  . . . 

Norge  Water  Heater,  Models  23  and  4a . 

Novo  Oil  Burner,  Model  JM . 

Nu-Way  Oil  Burner  . . 

Nu-Way  Oil  Burner,  Models  1G,  2G,  3G,  4G 

and  5G  . . 

Nu-Way  Oil  Burner,  Model  2J^M . . 

O  and  S  Powermaster  Boiler  and  Oil  Burner 

Models  AA3,  B,  AC5  and  AC6 . 

Oil  Aire-Flo  Burner  Unit,  Series  H . 

Oilbuilt  Burner  . 

Oil  King  Oil  Burner,  Models  F,  S,  J  and  J-l. . 

Oliver  Oil  Gas  Burner,  No.  3Q-A . 

Oreo  Oil  Burner,  Model  A-l . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

PDM  Low  Pressure  Oil  Burner . 

Pacific  Oil  Burner . 

Packard  Fuel  Oil  Burner . 

Paragon  Oil  Burner,  Models  A-25,  A-50,  A-/o, 

A-180,  AF-20  and  AB-20 . 

Paragon  Oil  Burner,  Model  B . . 

Paragon  Oil  Burner,  Models  R-15  and.  R-35... 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

Penn  Automatic  Oil  Burner,  Gun  Type . 

Penn  Rotary  Oil  Burner . 

Peoples  Silent  Oil  Burner,  Models  O  and  G. . . 
Perfect  Automatic  Oil  Burner,  Models  DL-7, 
DL-8,  DL-10,  0-5,  0-7,  0-8  and  0-10 . 


327-31-SA 

1137-40-SA 

937- 40-SA 
34-34-SA 

1 10-36-SA 
202 -34- S A 
1 10-36-SA 
673-27-SA 

359- 33-SA 

938- 25-SA 

939- 25- S  A 
820-23-SA 
195-32-SA 

628-23-SA 

887-25-SA 

287-37-SA 

13-35-SA 

185- 29-SA 

186- 29-SA 
548-3 1-S  A 
184-36-SA 
788-38- S A 

360- 34-SA 

1129-38-SA 
836-25- S  A 
226-33-SA 
518-29-SA 
1071-27-SA 
255-31-SA 
801-28-SA 
584-28-SA 
1078-24-SA 

345-31-SA 

226-34-SA 

543-37-SA 

271- 41-SA 

272- 41-SA 
365-34-SA 
259-25-SA 
773-26-SA 

265-37-SA 

559-38-SA 

1 64-44- S  A 
564-38-SA 
85-33-SA 
166-33-SA 
1359-24-SA 
216-36-SA 
394-30- S A 
113-26-SA 

205-38-SA 
343-35-SA 
77-34- S A 

248-37-SA 

698-40-SA 

21-36-SA 

1193-25-SA 

617-30-SA 

1029-26-SA 

250-37-SA 

236-35-SA 

313-35-SA 

264-35-SA 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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Calendar  No. 


Petro 

Petro 

Petro 

Petro 


Name  of  Burner 

Perfect  Auton^tie  Oil  Burner  (Gun  Type), 

Perfect  pL^V  m'p .  1 12-36-SA 

r'ertect  1  antex  Oil  Burner .  271  33  8  a 

terfex  Airnoil  Burner .  175_t;’ca 

Petro  Domestic  Burner .  qa 

Model  T  Oil  Burner .  451-31 -S A 

Model  W  Oil  Burner .  4S2  31  9 A 

Burner,  Model  O .  .  78  28  q  a 

Burner,  Model  P-2 . 7l?"1n§A 

Petro  Oil  Burner,  Model  W-2 . 1  .'.'i 244-3 3- S  A 

etro  Oil  Burner,  Models  W-l  and  W-1J/2.  245.33.SA 

Petro  Oil  Burner,  Models  D-10,  D-ll  D-12  3  bA 

D-13,  D-14  and  D-15 .  ’  ’  40  31  c  A 

Petroleum  Heat  &  Power  Company  ' Fuel  '  Oil 

r,,  Butper,  Model  W-AH . .  614  32  SA 

1  hilco  Oil  Burner,  Models  AM  and  B..  27-37  SA 

Pioneer  Automatic  Oil  Burner .  1259  27  S  A 

Precision  Oil  Burner,  Model  W. .  .  137  37  S A 

1  referred  Horizontal  Rotary  Oil  Burner  .'  985-46-SA 

PrefA^re,di  OH  Burner  (Manual  Operation), 

Model  D.  O . 

Preferred  Utilities  Manufacturing  Corp.  Pres- 

sure  Type  Oil  Burner .  681-45  SA 

Pressure  Oil  Burners,  Models  A,  B  and  C. 146-31-SA 

fresto  Automatic  Oil  Burner .  294  34- S  A 

Prize  Automatic  Oil  Burner,  Models'  a"  B 
and  C  .  ’ 

Progressive  Oil  Burner/  Models’  G4  ’  G5  ' 
and  G7  .  ’ 

Progressive  Press  M .achine'  Oii  Burner;  Mo'uc, 

PMB  and  PMBS .  22U  u  54 

Public  Service  Oil  Burner,  Models '  R-15  and 

Purr-fefct  Oil  Burner. . . . . . . . .  n|l-36-|A 

Pyrolene  Oil  Bu .  .  925-46-SA 


253-35-SA 


G6 


600-3 1-S  A 
411-32-SA 


rner. 


.  184-36-SA 

Quiet  Automatic  Oil  Burner,  Models  KA  KB 

.  and  KC  . ’  146  31  S  A 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

0il  Burner-'  Models  E,  EW-'l 
EW-l-S  and  EW-2 .  ’  341.33.CA 

Su?eJ  Blame  Oil  Burner,  Models  D,  H  and  K.  ! 

Quiet  Heet  Oil  Burner . 

Quiet  May  Oil  Burner,  Models  L,  C  and  s!  ! ! 

Omet  May  Oil  Burner,  Models  BB,  B,  NSf  F 

an d^  D  W’  SMT’  LCT’  DU’  N’  ^ 


234-37-SA 
49-36- S A 
68-24- S  A 


46-34-SA 


Radiant 

and 

Radiant 

Radium 

and 

Radium 


Oil 

5G 

Oil 

Oil 

5G 

Oil 


Burner, 


Burner, 

Burner, 


Models  1G,  2G,  3G,  4G 

Model  2J/2M .  559-38-SA 

Models  1G,  2G,  3G,  4G 

uw  .  265-37-SA 

Model  2y2  M. 


’  moael  ^2M .  559-38-SA 

Urner . .  108-34-SA 

Model  C, 


sizes 


Burner, 

Rasol  Oil  Burner . 

Raj -Dio  Sunshine  Oil  Burner, 

12,  14  and  16..,...,.,..  2/i  c  a 

Ray  Gun  lype  Oil  Burner,  Modei  XP.  50.38  SA 

Rayfidd^Oil  ^Burner*  Burner’  Types  A  and  B  504-23-SA 

^ 'm: :::::  $ f| 

Relmer  Oil  Burner . .  ue  2!~c^ 

Re-Ly-On  Oil  Burner .  .  74r 

Remington  Domestic  Oil  Burner,  Type'  B"  "  532  31  S  A 

Remington  Oil  Burner .  31  •”  o  K  , 


Name  of  Burner  Calendar  No. 

Rotoflame  Gem  Oil  Burner .  187-33.8A 

Round  Oak  Oil  Burner . . .  343.35c a 

Ryan  &  Scully  Commercial  and  Domestic 
Burner  . 

Ryco  Gun  Type,  Pressure  Atomizing 
Burner  . 


Oil 

Oil 


304-32-SA 


688-46- S  A 
1115-22-SA 


891-26-SA 


667-28-SA 

440-37-SA 


Rexoil  Domestic  and  industrial  Fuel  Oil 
Burner  . 

Reynolds  Automatic  Oil  Burner,'  Model' R-'g'  '  ™ 

Reyndds  Oil  Burner,  Model  GC .  >66  34  SA 

Richfield  Oil  Burner,  Pressure  Gun  Tvpe  ' '  73  36  S  A 
R.ch-Heat  Oil  Burner,  Models  C,  and'S  ! ! '  ,3tMSA 

Richmond  Grav,(y  Fuel  Oil  Burner .  1  $-22  SA 

Rickard  Oil  Burner .  .  Ini?  99  cf 

Rightway  Oil  Burner . .' . . ' 

Rite  Silent  Burner .  .  ?«7"«"q‘a 

Rltz.  93  Burner’  Model  A . ; .’ .' .  378  36~8A 

Rockville  Oil  Burner,  Models  J-5  and  jlio.' ' ' '  21-lfi‘sA 

Rohr  Schanck  Fuel  Oil  Burner.  .  '  533  21  S A 


?'o&riH,¥^ch^nical  Fucl  0il  Burner 

c  t-  A-i/de  Ran&e  Fuel  Oil  Burner .  10-33-SA 

st?/™  r  and  G . ’•  •  •  •  369-33-SA 

c  ,  Air  RinS  Oil  Burner .  493-24-8  A 

•1.  Johnson  Co.,  B.H.  Oil  Burner .  517-37-SA 

S’  Toil°hBurne<r°’’  Tyi>C  3°'A’  Rotary  Fuel  Type 


Oil 


1 97-32- S  A 


S.  T  Johnson  Co.,  Type'  30-H,'  Rotary'  Fuel' 

Burner  .  '  10fi  „  CA 

Sache^aao °Oi,HBeua™Ua;,.t: ! '' ''  ! •' ! ' ' •'  ^ f  A 

Schulse  Home  Oil  Burner .  . '  1407 

Scott-Newcomb  Pioneer  Oil  Burner,  Models' C,  ‘ 

c  y  and  SN  Junior .  436-32-SA 

Sealdheet  0,1  Burner,  Model  SH .  '  IaO-36  SA 

Security.  Oil  Burner .  ooca 

Seleand>1.5GiI  Burner’  Models  1G, '2G,' 3G,”4G 

Ihefs1 8!!  'te  '  ■  ■  '■  '■  '■ '  '■  ■■  ■  ■'  ■  If  |a 

liWiSLS™:-. Modei  >v ::::::::::::: :  |||a 

Shur-Heat  Oil  Burner,  Models  R-15  and  r!35  Jlb'30'SA 
Silent-Auburn  Fuel  Oil  Burner,  Models  A,  B 

G,  O,  A1  and  AA  .  ’ 

Silent  Automatic  Oil  Burner  .  458  2^  a 

Silent  Automatic  Burner,  Model  “B”' .  709  30  S  A 

Si  ent  Automatic  Burner,  Model  “E”  .  ’  710  30  SA 

. ^ 

Sdent  GioWilHea^Oi^Oil  Burner,  Models 

Silent  Glow  Mid- West  Oil  Burner  for  Pre's's- 

mg  Machines,  Model  10b .  370 

Silent  Glow  Oil  Burner  * r  ^ 


21-36-SA 

461-31-SA 


38-33-SA 

U37-40-SA 

.  -^-37-SA 

Silent  Glow  ■Oil-Bumer^ModelV  60°-3°-SA 


600, 


800, 

8800 


345-3 1-SA 
12-37-SA 

37-SA 
23-37-SA 
96-36-SA 
369-33-SA 
446-30-SA 
145-31-SA 

-36- S  A 


Refer  to  the  resolution  for  details  of  approval  and  limitations 


qll  >0®0;  1200,  1800,  2800,  3800,  6800  and 

Silent  Glow  Oil  Burner,  Model  1300  . 

Silent  Glow  Oil  Burner  for  Pressing  Ma- 

chines,  Models  600  and  800  .  377 

Silent  Heet  Oil  Burner,  Models  A,  B  and  E  " 

Si  ent  Heet  Oil  Burner,  Model  C 
Silent  Paramount  Oil  Burner,  Models  F  and  G 
^implex  Domestic  Oil  Burner,  Type  P  A 
Simp  ex  Domestic  Type  “S.P.”  Oil  Burner'" 

Simplex  Honzontal  Rotary  Oil  Burner,  Types 

H,  H.E.G,  and  H.E.G.-H .  32,7 

Simplex  Turbine  Fuel  Oil  Burner,"  Models 

C.O.G.  and  M.O.G .  17m  22  c  a 

Socony  Arrow  Oil  Burner . / .  T01  74  c  a 

taff?wxrHA°r/ZOntaI  Rotary  011  Burner,  Models 
H^EfAf?  Lnd  6VEA'R’  Sizes  C>  E-  F-  G, 

Standard’  Automaiic'  Oil'  Burner,'  Type'  '14-'g:  '  536-31-S  A 

S  andard  Automatic  Oil  Burner,  Type  ll-G..  537-31-SA 

Standardyne  Oil  Burner .  34  44  c  \ 

Steam-Pak  Boiler  Burner  Unit,  Models  SPH 

and  SPL  .  5Qn  ac  c  a 

Stephens  Oil  Burner,  Models  Nos'.'  i' and  2  .' ! .'  146-33-S4 

S,er'”LS  XLA'  AL'  322  ■ 

Models  a; 'b 'e: :  |a 

Stuhler  Oil  Burner,  Model  R . .  84  36  ! A 

Summerheet  Oil  Burner  ....  . .  581  76  t  a 

Sunbeam  Oil  Burner,  Models  F  and  t".V. .  107  -46  S A 

Sundstrand  Automatic  Oil  Burner  . .  "  755  76  8  a 

Sundstrand  Purmaco  Automatic  Oil"" .  ^ 

Models  A -2,  4-B,  C-5,  A-3U,  3 

,  B-5K  and  C-6U  .  658  q  a 

Sunflower  Model  S-i  Oil  Burner  . . [ .  657  29  S  A 

Sunflower  Oil  Burner,  Model  S-2  "  "  58;  39  sv 


Burner, 
-K,  B-5U, 


of  use. 


Name  of  Burner  Calendar  A  o. 

Sun-Glo  Oil  Burner,  Models  A,  B  and  E .  ^3-37-SA 

Sun  Heat  Oil  Burner .  uv  A 

Sun-Ray  Fuel  Oil  Burner . .  ISf'S’c  a 

Sunway  Oil  Burner  . . .  71c  ?o  q  a 

Super  Automatic  Oil  Heaterr  Model  SSll  .. ..  715-29-SA 

Super  Automatic  Zephyr  Oil  Burner,  Model  A  463-31-SA 

Superb  Oil  Burner,  Models  A  and  B .  86-3o-bA 

Superflex  Oil  Burner,  for  Warm  Air  Fur¬ 
naces,  Models  100,  100-E,  101,  101-E,  200, 

200- E,  300  and  300-E .  c  a 

Superheet  Oil  Burner,  Model  D  . .  ??n’S"cA 

Superior  Oil  Burner,  Models  A  and  H  .  1 10-36- SA 

Supreme  Oil  Bprner,  Model  G  . . . .  .  . .  s  A 

Swirling  Heat  Oil  Burner,  Model  A-M  .  242-36-SA 

Sword  Automatic  Oil  Burner  . 

Synchro-Flame  Oil  Burner,  Models  R  and  KH  139-35-SA 

Tabor  Automatic  Oil  Heater,  Type  “D”  ......  778-28-SA 

Thatcher  Oil  Burner  (Gun  Type),  Models 

B-l  and  B-2  . .  •/  •  ■  •  v  ■  «3l-39-SA 

Thermo  Gun  Type  Pressure  Atomizing  Oil 

Burner  .  688-46-SA 

Thermoil  Oil  Burner,  Model  G1  .  ^24-36- SA 

Thompson-Gould  Oil  Burner  ........  •  . .  ilo  „  Q  A 

Thoroburn  Oil  Burner,  Model  A-1-16-G .  269-33- -S. A 

Timken  Oil  Burner,  Model  20 .  V 

Timken  Rotary  Oil  Burner . •••••".•  297-29-SA 

Timken  Silent  Automatic  Heater  (Water 

Heater  Unit)  Models  40-A  and  50-B  . . . . .  121-3a-SA 

Timken  Silent  Automatic  Oil  Burner,  Model 

0  .  266-34- S  A 

Timken  Wall  Flame  Oil  Burner,  Model  F  . .  •  •  497-38- S A 

Todd  Mechanical  Oil  Burner,  Type  Hex-Press  177-35-SA 
Todd  Rotary  Burner,  Models  A,  B  and  C  .....  454-23-SA 

Todd  Rotary  Burner  and  Pump,  Types  P.A.H. 
and  P.A.,  and  Models  A,  B,  C,  C-l  and  1) 

Todd  Spiro  Oil  Burner . • .  01  79  c A 

Todd  Spiro  Oil  Burner  (pump  type)  .  UToq  c  a 

Toridheet  Oil  Burner . . .  17  qc  q a 

Toridheet  Oil  Burner,  Model  G .  a 

Toridheet  Oil  Burner,  Model  P .  {“4-35-SA 

Tri-Aire  Oil  Burner,  Model  C-3 . ••  •  188-36-SA 

Troian  Domestic  and  Industrial  Fuel  Oil 

'■Burner  .  667-28-SA 

Tropic  Heat  Oil  Burner,  Model  G .  i7q’?7~q  A 

Twin  City-on-the-Door  Oil  Burner  .... ... .  •  •  •  129--7-SA 

Tvdol  Silent  Knight  Oil  Burner,  Models 
XLA,  AL,  W,  CL,  XLNT,  and  XLNC  .... 


Name  of  Burner  Calendar  No. 

Wayne  S-2  Domestic  Oil  Burner . ••  115-32-SA 

Weatherall  Oil  Burner,  Models  XLA,  AL, 

W,  CL,  XLNT  and  XLNC .  ^22-30-SA 

Webster  Oil  Burner,  Model  M  . •; .  o/'ia’ca 

Weco  Multi  Oil  Burner,  Low  Pressure  lype..  44-36- S A 

Welbilt  Oil  Burner  . '••••••• .  17’occ a 

Westinghouse  Oil  Burner,  Model  K  .  «  ca 

Westinghouse  Oil  Burner,  Model  P  .••  •••■••  ^4-35-SA 

Westinghouse  “Spiralaire”  Oil  Burner,  Model  J  559-39-SA 

Whale  Oil  Burner,  Model  P-75-3 .  hwIa’I  A 

Wheco  Oil  Burner . ; . 

White  Flame  Oil  Burner .  43/-33-8A 

White  Heat  Oil  Burner . 432-30-bA 

Williams  Oil-O-Matic  Oil  Burner,  Models  J, 

J  J,  Junior,  K,  KA,  KB,  R,  HP-3,  HP-1 

Sentinal,  HP-3A  Sentinal,  HP-1  Metered  a1o0->ca 

Heat  and  HP-3A  Metered  Heat . .  918-22-SA 

Windsor  Oil  Burner,  Models  A-3U,  B-5L 

and  C-6U  . ^58-30-SA 

Winslow  Kleen  Heet  Burner,  Models  80a  and 

g^Q  .  ly-Zj-oA. 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A  ^  ^ 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Air  Conditioning  Systems  Oil  Burner, 

Model  MB  141  . - .  ^6-38- bA 

York  Automatic  Oil  Burner  .  ooj'^’c  a 

York  Bake  Oven  Oil  Burner . ■/••••  384-36-SA 

York  Horizontal  Rotary  Oil  Burner  (lype  A 

York-Lalor  Oil  Burner . 

Yorktown  Oil  Burner,  Model  A . 


3-35-SA 


281-37-SA  Zenith  Oil  Burner 


270-34-SA 


322-30- S  A 


U  and  S  Oil  Burner  for  Pressing  Machine, 

Models  A,  B  and  C .  331-36-SA 

Uni-Lec-Tric  Oil  Burner  .  498-29-SA 

United  States  Gun-type  Oil  Burner  .  fonoQQA 

United  States  Oil  Burner . . .  a' 'Sc a 

Universal  Fuel  Oil  Burner . .  cq^i  c  a 

Universal  Oil  Burner .  -°4  31-SA 

Vapomatic  Oil  Burner .  a 

Vesta  Oil  Burner  .  ^1-26-SA 

Victor  Oil  Burner  .  SiSmci 

Victory  Oil  Burner . 

Viking  Oil  Burner  . •  . .  -m  on  Q  a 

Vitro-Heet  Oil  Burner,  Model  MD . .  •  a91-29-SA 

Vitro-Heet  Pressing  Machine  Burner,  Model 

MD,  sizes  KRF  and  KRF-1  .  354-34-SA 

Volcano  Automatic  Oil  Burner  . •••••■•••  830-zy-8A 

N'olcano  Automatic  Oil  Burner,  Models  hVV, 

EW-1.  EW-2  and  E  .  ■  341-33-SA 

Volcano  Automatic  Oil  Burner,  Models  D,  H 

ind  K  .  6j4-o/-oa 

Vortex  Oil  Burner,  Type  V,  Model  No.  7  ....  1 80-38- S A 

Wards  Oil  Burner,  Models  A-3U,  B-5U  and 

0_00  658-30-SA 

Warner  Oil  Burner,  Model  A  .  hcc"oc"ca 

Wayne  Oil  Burner  .  Iaomca 

Wayne  Oil  Burner,  Model  O  ••••••••■••: . 

Wayne  Domestic  Oil  Burner,  Model  K .  I13-34-8A 


OIL  BURNERS  FOR  INDUSTRIAL  USE 

Name  of  Burner  Ca/eHdarVu. 

Ace  Rotary  Oil  Burner .  4q  ^  ?a 

Air-Blast  Oil  Burner .  Vnivi  §  A 

Airtemp  Oil  Burner,  Models  D,  F  and  G . . ...  88-34-8A 

Aldrich  Sav-Haf  Oil  Burner,  Models  3ab5Sl  .  QA 

35F5LP,  35F5XP  and  35J5  .  514-39-SA 

Alpine  Oil  Burner,  Models  A  and  H .  iVK  09  qa 

Anthony  Nebulyte  Oil  Burner ........... ...  1026-^2-SA 

Arcoflame  Oil  Burner,  Models  A,  b,  C,  U, 

DF,  64,  65,  M  and  MF .  426-38- S A 

Aristocrat  Oil  Burner .  T70  ic’ca 

Associated  Oil  Burner .  iS  «  ca 

Auto  Heat  Oil  Burner . .  i .. .  284-33-8A 

Automatic  Airless  Oil  Burner,  Model  No.  1...  53-34-bA 

Babcock  &  Wilcox  Mechanical  Oil  Burner....  45-21-SA 

Bake-O-Heat  Oil  Burner . . .  }205-39-bA 

Ballard  Automatic  Oil  Burner .  ........  1303-43-bA 

Ballard  Oil  Burner,  Models  B-A  1,  2,  3  and  4  447-32-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner, 

Models  AAPA,  ABPA,  ACPA,  ADPA, 

AFP  A,  AHPA,  AAPH,  ABPH,  ACPH, 

ADPH,  AFPH,  AHPH,  AAPM,  ABPM, 

ACPM,  ADPM,  AFPM,  AHPM,  AAM, 

ABM,  ACM,  ADM  and  AFM .  1493-22-SA 

Ballard  Jr.  Oil  Burner . ;•.•••  1176-27-bA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner  .  10097  c  a 

Bauer  Oil  Burner .  luTV-c  a 

Berggren  Oil  Burner  .  ,  91  ca 

Best  Calorex  Burner  . .  •  •  •  . . 

Bethlehem  Steam  Atomizing  Fuel  Oil  Burner  . .  485-32-SA 

Bettendorf  Automatic  Oil  Burner,  Models  D,  ■ 

p  and  G . . .  88-34- S  A 

Billow  Fuel  Oil  Atomizer,  Class  GRD .  128-27-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D  ......  123-31-SA 

Bock  Oil  Burner,  Models  WH-3,  WH-5,  WH-6 

and  WH-8  .  102-34-SA 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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Name  of  B timer  Calendar  No. 

Borden  Oil  Burner,  Model  B .  29-37-SA 

Brighton  Oil  Burner  .  372-33-SA 

Bullet  Automatic  Oil  Burners,  Models  A  and  B  195-33-SA 
Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  AA _ ; .  1361-24-SA 

Caloroil  (Heavy  Oil)  Oil  Burner,  Models 

HR-4H,  HR-5H  and  HR-6H  .  1137-40-SA 

Caloroil  Horizontal  Rotary  Oil  Burner,  Models 

1,  2,  3,  4.  5  and  6  .  327-31-SA 

Carter  Oil  Burner,  Models  4X,  5X,  6X  and 

„  10X  .  . .  117-34-SA 

Central  Oil  Burner,  Models  4X,  5X,  6X  and 

„  10X  . ; . ; . . .  117-34-SA 

Century  Pressing  Machine  Oil  Burner,  Models 

Cl  and  U2  .  25-37-SA 

Chalmers-Ace  (Rotary)  Oil  Burner .  47-35-SA 

Chalmers  Automatic  Oil  Burner,  Models  I-)l 

and  D2  .  608-32-SA 

Clark  Horizontal  Rotary  Oil  Burner .  618-37-SA 

Coen  Mechanical  Oil  Burner  .  942-21-SA 

Conco  Oil  Burner  .  1200-39-SA 

N  Concord  Burner .  108-35-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Craftsman  Oil  Burner . . .  222-35-SA 

Crater  Automatic  Oil  Burner .  34.34.SA 

Cyclotherm  Steam  Generator  (Oil  Burner), 

Models  OHM  and  OL  .  538-45-SA 

D  and  K  Oil  Burner .  369-40-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner  .  155-31-SA 

Delco  Heat  Oil  Burner,  Models  DX,  D12, 

D34,  D44,  DR,  DRO,  DR-1,  DRF,  DF2 

and  DLM  .  800-38-SA 

Demand  Oil  Burner .  108-34-SA 

Demand  Oil  Burner,  Model  A  (for  Pressing 

Machines)  . 841-39-SA 

Dempsey  Industrial  Oil  Burner . ' .  317-36-SA 

DeWalt  Oil  Burner  .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Draft-Rite  Oil  Burner .  178-3S-SA 

Dry-Sys  Type  L.  Indirect  Oil  Fired  Air  Heater 

and  Syphon  Oil  Burner  .  726-41-SA 

Dynamic  Oil  Burner  .  108-34-SA 

Electrol  Industrial  and  Range  Oil  Burner, 

Model  LF  .  57S-39-SA 

Empire  Oil  Burner  .  222-35-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner  1414-23-SA 

Enco  Mechanical  Oil  Burner  .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 


Esso  Oil  Burner,  Models  AAPA,  ABPA, 
ACPA,  ADPA,  AFPA,  AHPA,  AAPH, 
ABPH,  ACPH,  ADPH,  AFPH,  AHPH, 
AAPM,  ABPM,  ACPM,  ADPM,  AFPM, 
AHPM,  AAM,  ABM,  ACM,  ADM  and 


AFM  .  1 493-22- S A 

Faber  Industrial  Fuel  Oil  Burner,  Types  B 

and  M  . . . '  372-38-SA 

Fess  Turbine  Burner,  Airoil  Fan  and  Pump  Set  26-22-SA 

Fine-Glo  Oil  Burner .  178-35-SA 

Fisher  Oil  Burner,  Model  M .  182-38-SA 

Fitzgibbons  Oil  Burner,  Model  M .  172-37-SA 

Flex-O-Gas  Oil  Burner,  Model  FR  .  168-37-SA 

Forsdraft  Oil  Burner .  41-34-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Friar  Oil  Burner,  Models  Rrl5  and  R-35  .  21-36-SA 

Gem  Fuel  Oil  Burner  .  111-26-SA 

General  Electric  Fuel  Oil  Burner,  Model  D-l  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2  .  228-33-SA 

Ghapco  Steam  Generator  . . ♦. . . .  348-31-SA 

Gilbarco-Ballard  Heavy  Oil  Burner,  Models 
BM,  DM,  FM,  HM,  BS,  DS, '  FS,  HS, 

BA,  DA,  FA,  HA,  BPM,  DPM,  FPM, 

HPM,  -BPS,  DPS,  FPS,  HPS,  BPA, 


»  Name  of  Burner  Calendar  No. 

DPA,  FPA,  HPA,  BPVV,  DPW,  FPW, 

•  HPW,  BPH,  DPH,  FPH  and  HPH .  1493-22-SA 

Gilbarco  Industrial  Burner . .  350-32-SA 

Gilbarco  Oil  Burner;  Models  AAPA,  ABPA 
ACPA,  ADPA,  AFPA,  AHPA,  AAPH, 

ABPH,  ACPH,  ADPH,  AFPH,  AHPH, 

AAPM,  ABPM,  ACPM,  ADPM,  AFPM, 

AHPM,  AAM,  ABM,  ACM,  ADM  and 


AFM  . ♦ .  1493-22-SA 

Gilbert  &  Barker  Fuel  Oil  Burner . ! !  1636-21-SA 

Gold  Star  Oil  Burner,  Models  F  and  S .  166-33-SA 

Goodspeed  Oil  Burner,  Nozzle  Type  2  .  346-33-SA 

Gould  Automatic  Oil  Burner . '. .  178-35-SA 

Grant  Oil  Burner,  Model  “C”  .  232-32-SA 

GRD  Billow  Fuel  Oil  Atomizer .  128-27-SA 

Greenawalt  Down  Draft  Combustion  Oil  Burn¬ 
ing  Furnace  .  85-35-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner' .  88-27-SA 

Hayward  Oil  Burner  (Vertical  Rotary), 

Models  AG,  BG,  CG,  DG,  AP,  BP,  CP 

and  DP’  . . . .  696-30-SA 

Hayward  Oil  Burner,  Model  2000  .  118-35-SA 

Heat  Master  Oil  Burner  and  Improved  Model  56-39-SA 

Heat-O-Matic  Oil  Burner  .  178-35-SA 

Herco  Oil  Burner,  Industrial  Models  A-4  and 

A-5  .  349-33-SA 

Herco  Oil  Burner,  Models  R15,  R35,  F,  P15, 

P35,  P50,  J5,  J 10,  S20  and  S40  .  21-36-SA 

Hobeco  Oil  Burner  .  1278-21-SA 

Holby  Oil  Burner  .  328-27-SA 

Holhy  Type  B  Fuel  Oil  Burner  .  689-29-SA 

Holland  Gun  Type  Oil  Burner- .  225-37-SA 

Home  Utility  Oil  Burner,  Models  A  and  H  .  . . .  110-36-SA 

LIupp  Oil  Burner,  Models  H,  U,  P  and  PP _  10-34-SA 

Hypressure  Jenny  Steam  Cleaner,  Models  JM 

and  JL  . .  672-42-SA 

Ideal  Arco  Variflame  Oil  Burner .  837-38-SA 

Indiana  Oil  Burner,  Models  AG,  AGH,  AP 

and  APH  .  503-37-SA 

Tnduslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kalamazoo  Power  Oil  Burner,  Models  1,  2 

and  3  . .  166-34-SA 

Kelvinator  Oil  Burner,  Models  K,  0256-A, 

0256-B,  0256-C,  0456,  0836,  NK30-A, 

NK30-B,  NK30-C,  NK30-D,  NK45  and 

NK83  .  105-34-SA 

Keystone  Oil  Burner,  Models  LP  and  WP  ....  438-38-SA 

Ivingsway  Century  Oil  Burner,  Models  F  and  G  369-33-SA 
Kingsway  Silent  Automatic  Oil  Burner,  Model 

A-l  .  216-36-SA 

Korth  Oil  Burner,  Models  G  and  S .  136-34-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Pressing  Machine  Burner,  Model 

MD,  sizes  KRF  and  KRF-1  .  354-34-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D. . . .  226-33-SA 

Leader  Bake  Oven  Oil  Burner .  384-36-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Lennox  Oil  Burner,  Series  LE-1,  LF.-2  and 

LE-3  . . .  565-38- S  A 

Liberty  Automatic  Heater .  129-28-SA 

Liberty  Pressure  Oil  Burner .  75-34-SA 

Leintz  Oil  Burner .  155-20-SA 

Lonergan  Automatic  Oil  Burner .  208-33-SA 

Lynn  Power  Oil  Burner,  Models  1,  2  and  3  . . . .  166-34-SA 

Magna  Fuel  Oil  Burner  .  197-33-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Major  Oil  Burner,  Models  H,  U,  P  and  PP...  10-34-SA 

Master  Fuel  Oil  Burner  .  350-32-SA 

Maxon  Oil  Burner  (New  Style)  .  1026-22-SA 

May  Oil  Burner,  Models  L,  C  and  S .  68-24-SA 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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Name  of  Burner  Calendar  No. 

May  Oil  Burner,  Models  BB,  B,  NSf,  F, 

NSJ1,  W,  SMT,  LCT,  DU,  N,  O,  U 

and  D .  46-34-SA 

Mercurol  Oil  Burner,  Models  4X,  5X,  6X  and 

10X  .  117-34-SA 

Metered  Heat  Oil  Burner,  Model  G .  136-34-SA 

Micron  Oil  Burner  .  345-34-SA 

Midget  Oil  Burner .  155-34-SA 

Midget  Pressing  Machine  Oil  Btfrner  .  122-35-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114  .. . .  327-31-SA 

Midwest  (Heavy  Oil)  Oil  Burner,  Models 

21 1H,  31 1H  and  114H  .  1137-40-SA 

Minneapolis  Automatic  Oil  Burner .  34-34-SA 

Mohawk  Oil  Burner,  Models  A,  B  and  H .  110-36-SA 

Monarch  Industrial  Oil  Burner  .  133-35-SA 

Morgan  Oil  Burner,  Models  A  and  H  ........  110-36-SA 

Morrissey  Oil  Burner,  Models  MA-2,  MA-3, 

HA-4,  SP-1,  SP-2,  SP-3  and  MP-1  .  359-33-SA 

Morse  Conical  Type  .  Steam  Atomizing  Burner  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 
Morse  Fuel  Oil  Burner .  820-23-SA 

Nabco  Oil  Burner .  287-37-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  DR  Rotary  Oil  Burner  548-31-SA 

National  Devices  Oil  Burner .  184-36-SA 

National  Heat  and  Power  Co.,  Inc.,  Oil  Burner  788-38-SA 
Neshitt  Oil  Burner,  Models  F,  JF,  BF  and  I)  226-33-SA 

Nichols-McCann-Harrison  Burners  .  25S-31-SA 

Norge  Oil  Burner,  Models  N8-8C  and  N13-8C  543-37-SA 

North  American  Low  Pressure  Oil  Burner. . . .  792-26-SA 

Nu-Vapomatic  Oil  Burner  (for  Pressing  Ma¬ 
chines)  .  708-39-SA 

Oil  Aire-Flo  Burner  Unit,  Series  H .  564-38-SA 

Oilbilt  Burner  .  8S-33-SA 

Oreo  Oil  Burner,  Model  A-l  .  216-36-SA 

Oronoque  Oil  Burner  .  394-30-SA 

PDM  Low  Pressure  Oil  Burner .  205-38-SA 

Packard  Fuel  Oil  Burner  .  77-34-SA 

Paragon  Oil  Burner,  Models  R-15  and  R-35..  21-36-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Penn-Automatic  Oil  Burner,  Gun  Type .  250-37-SA 

Perfect-Pantex  Oil  Burner  .  271-33-SA 

Perfex  Airnoil  Burner  .  175-37-SA 

Petro  Mechanical  Burner  and  Air  Register  ....  735-24-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15  ....: . 40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH  . .  614-32-SA 

Preferred  Horizontal  Rotary  Oil  Burner .  985-46-SA 

Preferred  Oil  Burner  (Manual  Operation), 

Model  D.  O.  . . . .  253-35-SA 

Presto  Automatic  Oil  Burner .  294-34-SA 

Progressive  Press  Machine  Oil  Burner,  Models 

PMB  and  PMBS  .  224-34-SA 

Public  Service  Oil  Burner,  Models  R-15  and 

R-35  .  21-36-SA 

Pyrolene  Oil  Burner  . (. .  184-36-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quiet  Heet  Oil  Burner .  49-36-SA 

Quiet  May  Oil  Burner,  Models  L,  C  and  S . . . .  68-24-S  A 

Quiet  May  Oil  Burner,  Models  BB,  B,  NSJ, 

NSJ1,  W,  SMT,  LCT,  DU,  N,  O,  U 

and  D  .  46-34-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner .  436-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Rasol  Oil  Burner  .  108-34-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B  504-23-SA 

Relmer  Oil  Burner .  148-40-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-28-SA 


Name  of  Burner  Calendar  No. 

Reynolds  Oil  Burner,  Model  GC . - .  266-34-SA 

Robins  Steam  or  Air  Atomizer  Burner .  414-42-SA 

Rockville  Oil  Burner,  Models  J-5  and  J-10 . . . .  21-36-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 


S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S.  &  K.  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  K.  Oil  Burner,  Models  F  and  G .  369-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner  .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Shur-Heat  Oil  Burner,  Models  R-15  and  R-35  21-36-SA 

Silent  Glow  (Heavy  Oil)  Oil  Burner,  Models 

211H,  311H  and  114H  .  1137-40-SA 

Silent  Glow  Mid-West  Oil  Burner  for  Press¬ 
ing  Machines,  Model  106  .  328-37-SA 

Silent  Glow  Oil  Burner  for  Pressing  Ma¬ 
chines,  Models  600  and  800  .  327-37-SA 

Silent  Flame  Oil  Burner,  Model  M  .  172-37-SA 

Silent  Paramount  Oil  Burner,  Models  F  and  G  369-33-SA 
Simplex  Horizontal  Rotary  Oil  Burner,  Types 

H,  H.E.G.  and  H.E.G.-H .  367-36-SA 

Simplex  Turbine  Fuel  Oil  Burner,  Models 

C.O.G.  and  M.O.G . 1203-22-SA 

Standardyne  Oil  Burner .  34-34-SA 

Steam  Oil  Burner .  183-22-SA 

Stephens  Oil  Burner,  Models  No.  1  and  2  .  146-33-SA 

Stewart  Gasifier  Oil  Burner .  146-35-SA 

Sun  Heat  Oil  Burner  . .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner  .  106-33-SA 

Sunway  Oil  Burner  .  624-30- S A 

Superior  Oil  Burner,  Models  A  and  H .  110-36-SA 

Supreme  Oil  Burner,  Model  G .  136-34-SA 

Surface  Combustion  Low  Pressure  Burner....  92-21-SA 
Syncro-Flame  Oil  Burner,  Model  R .  139-3o-SA 


Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Thompson-Gould  Oil  Burner .  178-35-SA 

Timken  Rotary  Oil  Burner  . .  297-29-SA 

Timken  Silent  Automatic  Oil  Burner,  Model  G  266-34-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Mechanical  Oil  Burner,  Type  Hex-Press  177-35-SA 

Todd  Rotary  Burner,  Models  A,  B  and  C .  454-25-SA 

Todd  Rotary  Burner  and  Pump,  Types  P.A.H. 

and  P.A.,  and  Models  A,  B,  C,  C-l  and  D  281-37-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Oil  Burner  (pump  type)  .  94-32-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Troian  Domestic  and  Industrial  Fuel  Oil 

Burner  .  667-28-SA 

Tropic  Heat  Oil  Burner,  Model  G .  136-34-SA 

United  States  Gun-Type  Oil  Burner . .  222-35-SA 

United  States  Oil  Burner .  620-28-SA 

Vapofier  Oil  Burner .  184-34-SA 

Vapomatic  Oil  Burner .  275-34-SA 

Vaporoil  Burner  .  44-32-SA 

Vitro-Heet  Pressing  Machine  Burner,  Model 

MD,  Sizes  KRF  and  KRF-1  .  354-34-SA 

Vortex  Oil  Burner,  Type  V,  Model  No.  7  ....  180-38-SA 


Warner  Oil  Burner,  Model  A .  16-34-SA 

Wayland  Horizontal  Rotary  Oil  Burner .  204-40-SA 

Webster  Oil  Burner,  Model  M .  172-37-SA 

Welbilt  Oil  Burner .  222-35-SA 

Wheco  Oil  Burner  . ' .  108-34-SA 

White  Heat  Oil  Burner .  232-36-SA 

Winslow  Kleen  Heet  Burner,  Models  805  and 

820  .  19-25-SA 

Wizard  Automatic  Oil  Burner  .  181-33-SA 


♦ 

York  Bake  Oven  Oil  Burner  . . . 

York-Labor  Oil  Burner  . 

Yorktown  Oil  Burner  . 

Yorktown  Oil  Burner,  Model  A 


384-36-SA 
261-37-SA 
1 66-33- S A 
3-35-SA 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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OIL  BURNER  ACCESSORIES 

AUTOMATIC.PRODUCTS  CO. 

160-35-SA  V.  20  No.  40  P.  91 1 

Automatic  Products  Co.  Constant  Level  Oil  Burner  Con¬ 
trols  Models  73B,  77.  261  and  Model  240,  Types  MAM 
MAI'.,  MAW,  BM,  U-nr,.P,  E  and  W-er  1.  Approved 
under  the  Od  Burner  Rules. 


COMBUSTION  CONTROL  CORP. 

660-46- SM  V.  31  No.  50  P.  1394 

Fire  Flame  Failure  Safeguard,  Type  F18T.  Designed  to 
protect  commercial  and  industrial  oil  burning  equipment  • 
Approved  under  the  Rules  of  the  Board  and  Oil  Burner 
Rules. 


DAVIDSON  ELECTRIC  CO. 

381-38-SA 


V.  23  No.  27  P.877 


Davidson  Automatic  Damper  Control,  Model  M405A. 
Approved  for  use  in  oil  burner  installations. 


DETROIT  LUBRICATOR  CO 

181-34-SA 


V.  19  No.  46  P.  985 


Genuine  Detroit  Constant  Level  Valves,  Models  S 
S 'I  (CRC-180),  S-2  (CRC-150),  and  S-3 
(CKC-350)  and  CRC-550.  Approved  under  the  Oil 
Burner  Rules. 

V.  23  No.  13  P.  409 

Genuine  Detroit  Safety  Float  Valve  CRC-236-A,  CRC- 
236-E,  CRC-236-S  and  C  RC-236-W.  Approved  under 
the  Oil  Burner  Rules. 


HERD  UTILITIES,  INC. 

30-43- S A  V.  28  No.  8  P.  179 

V.  32  No.  3  P.  78 

Herd  Thermostatic  Damper  Control  (Automatic  Draft 
Regulator).  Approved  for  use  in  oil  burner  installa¬ 
tions. 


S.  LOWE  AND  SONS  COMPANY 

710-40-SM  V.  25  No.  29  P.  1060 

Lowe  Draft  Controls  for  Metal  Smoke  Pipes — designed 
for  use  in  8  and  9  inch  metal  smoke  pipes.  Approved 
for  use  in  oil  burning  installations.  Approved  under 
Sec.  C26-191.0. 


PENN  ELECTRIC  SWITCH  COMPANY 

640-38- S  A  V.  23  No.  40  P.  1179 

* 

Penn  Overload  Switch  for  Oil  Burners,  Type  730.  Ap¬ 
proved  for  use  in  Oil  Burner  Installations. 

1046-38-SA  V.  27  No.23  P.642 

Penn  Overload  Switch,  Type  LC,  Models  LCT,  LCP, 
LSCT  and  LSCP.  Approved  for  use  ps  a  refrigerator 
control  under  Sec.  09-100.0, h. 


RELIABLE  PRODUCTS  MFG.  CO. 

345-44-SA  V.  29  No.  44  P.  936 
V.  31  No.  20  P.509 

Reliable  Heat  Exchanger,  Type  U— Approved  for  use  in 
Oil  Burning  Installations  under  09-57  of  the  Admin¬ 
istrative  Code  and  Rule  7.2.2  of  the  Oil  Burner  Rules. 


BENJAMIN  RIESNER,  INC 

15-36-SA 


V.  21  No.  20  P.  597 


kiesnei  Fuel  Oil  Ventilating  Brick  F-l  and  Riesner  Vola¬ 
tile  Oil  Ventilating  Brick,  G-l  and  G-2 — Approved 
under  Oil  Burner  Rules. 


COLE  SULLIVAN  ENGINEERING  CO 

1 02-36- S  A  V.  22  No.  27  P.835 

Cole  Draft  Governor  .(coiVibination  damper  and  automatic 
draft  governor)— Approved  for  use  in  New  York  Citv 
with  Oil  Burner  Installations. 


TEESDALE  MANUFACTURING  CO. 

1 19-36-SA  V.  21  No.  44  P.  1249 

Teesdale  Baramatic  Damper— Approved  for  use  in  New 
York  City  with  Oil  Burner  Installations. 


WHEELCO  INSTRUMENTS  COMPANY 

239-41-SA  V.  28  No.  6  P.131 

Wheelco  Flameatrol  (Safety  System  for  Oil  Burners) 
Modds  HOiA,  U02A,  1123A,  1124A,  1125A,  1126’, 
1131  A,  1132A,  1256,  1257  and  1265C.  Approved  for  use 
under  the  Oil  Burner  Rules. 


OXYGEN,  EQUIPMENT  AND 
ACCESSORIES 

THE  LINDE  AIR  PRODUCTS  CO 

29-47-SA  V.  32  No.  12  P.  327 

Linde  Cascade  Liquid  Oxygen  System — Linde  Liquid  Oxy¬ 
gen  Truck  and  Mobile  Pumping  Unit.  Transport  trucks 
and  mobile  pumping  units  for  the  distribution  of  liquid 
oxygen.  Approved  under  rules  of  the  Board  and  U.  S. 
Patent  2363960. 


THE  LINDE  ATR  PRODUCTS  CO. 

30-47-SM  V.  32  No.  12.  P.  329 

Linde  Cascade  Oxygen  Receivers.  Seamless  open  hearth 
steel  cylinders,  fabricated  in  accordance  with  A.S.M.E. 
unfired  pressure  vessel  code  U  140.C.  Approved  under 
the  Rules  of  the  Board  and  the  Administrative  Code? 


PAINT 


ALBI  CHEMICAL  CORP. 

40-43-SAJ  V.  29  No.  13  P.  254 
V.  29  No.  15  P.  302 

Albi  Firepel  “S”  (fire-retarding  paint*).  Liquid  coating 
material — mixed  4  parts  to  1  part  water — applied  in  2 
coats  over  wood  construction,  to  be  used  only  where 
protected  from  the  elements.  Approved  under  Sections 
C26-191.0a  for  voluntary  use  under  Sub.  Art.  7  of  Art. 
9  and  C26-161.0,  Administrative  Building  Code. 


ARKANSAS  CO.,  INC.,  THE. 

405-41 -SM 


V.  28  No.  20  P.425 


Arko  Flameproofing  Compound  AS.  A  complex  inorganic 
salt,  when  dissolved  in  water,  renders  Rayon  Pile  Fabric 
and  Cotton  Velour  flameproofed.  Approved  under  the 
Rules  of  the  Board. 


DEBEVOISE  COMPANY. 

863-41-SM 


V.  27  No.  40  P.  1032 


Dereka  Damp-Proof  Black  Paint  and  Dereka  Metal  Paint, 
Red,  No.  500.  Approved  for  use  under  Sec.  C26-522.0 
and  C26-524.0. 


JOSEPH  DIXON  CRUCIBLE  COMPANY 

892-38- SM  V.  24  No.  18  P.  663 


Dixon’s  Waterproof  Primer  No.  101. 
Dixon’s  Waterproof  Finish  Coat  No.  108. 
Sections  C26-520.0  and  C26-524.0. 


Approved  under 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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A.  C.  HORN.  757-38-SM  V.  24  No.  18  P.  663 

Dehydratine  No.  10,  Semi-Mastic  (waterproofed  brush 
coating).  Approved  under  Sec.  C26-524.0. 


M.  J.  M ERKIN  PAINT  COxMPANY,  INC. 

282-40- SM  V. 25  No. 24  P.858 

Merkin  No.  62  Red  Oxide  Primer  for  Structural  Steel. 
Merkin  No.  291  Black  Graphite  Finish  Coat  for  Struc¬ 
tural  Steel.  Approved  under  Sections  C26-522  and  C26- ' 
524.0, 


MODERN  WATERPROOFING  PAINT  CO. 

449-43-SM  V.  29  No.  23  P.  475 

Aquella  and  Aquella  No.  2,  Waterproofing  Mineral  Paint 
for  Interior  and  Exterior  Use.  Approved  tentatively 
under  C26-191.0a"  for  use  under  Rule  5.3.1  of  the  rules 
of  the  Board  on  Manufacture,  Testing  and  Use  of 
Concrete  Masonry  and  Article  9,  Administrative  Build¬ 
ing  Code,  until  such  time  as  durability  data  is  developed 
which  will  warrant  unlimited  general  approval. 


TECHNICRAFT  COMPANY,  INC. 

195-42-SM  V.  27  No.  27  P.751 
V.  28  No.  IP.  15 

Lumiplast — luminous  pigment  to  be  used  on  exit  signs. 


TRUSCON  STEEL  COMPANY. 

126-38-SM  V.  23  No.  24  P.  773 

Bar-Ox  Paint  RB-22  (Red)— Black  Bar  Joist  Paint  30B- 
74.  Approved  under  Sections  C26-191.0  and  C26-522.0. 


WILBUR  AND  WILLIAMS  COMPANY. 

727-41-SM  V.  27  No.  9  P.  225 

Totrust  (Rust  Preventive  Paint).  Approved  for  use  un¬ 
der  Sections  C26-552.0  and  C26-554.0. 

728-41-SM  V.  27  No.  28  P.  772 

Bondlite  (for  interiors)  and  Exterior  Bondlite— Penetrat¬ 
ing  and  bonding  oil  paints. 

900-41 -SM  V.  28  No.  8  P.  177 

Damp  Coat  Enamel  (water  resisting  paint). 


PAINT  DRYING  SYSTEM 

(See  also  Industrial  Bake  Ovens) 

ELLIOTT  ELECTRIC  COMPANY  (THE). 

100-43-SA  V.  28  No.  45  P.  941 

Elliott  Electric  Infra-Red  Oven.  Approved  under  Rule 
4.4,  Paint,  Varnish  &  Lacquer  Spraying  Rules  of  Bd. 
Standards  and  Appeals,  and  C26-191.0. 


FOSTORTA  PRESSED  STEEL  CORP. 

331-45-SA  V.  31  No.  5  P.  76 

Fostoria  Even  Ray  System  (Infra-Red  Heating  Equip¬ 
ment).  Process  of  Drying  Paint,  Varnish,  Lacquer,  etc. 
on  Incombustible  Material.  Approved  for  use  in  N.Y.G. 
under  Paint,  Varnish  &  Lacquer  Spraying  Rides. 


GF.HNRTCH  AND  GEHNRICH,  INC. 

69-43-SA  V.  29  No.  50  P.  1067 

Gehnrich  and  Gehnrich  Gas-Fired  Industrial  Ovens,  Types 
T,  H,  C,  Indirect  Gas  Recirculating  Air  Heater,  Type 
IH  and  Direct  Gas-Air  Heater,  Type  D.J.  Approved 
under  C26-191.0z  and  the  Rules  of  the  Board. 


J.  HOLLAND  AND  SON$,  INC. 

728-46- S  A  V.  31  No.  51  P.  1435 

Holland  Paint  Baking  Oven.  Designed  for  moderate 
processing  in  the  range  from  100  deg.  F.  to  400  deg.  F. 
Approved  under  Art.  12  of  the  Administrative  Code  and 
the  Rules  of  the  Board. 


LYDON  BROTHERS. 

570-46-SA  V.  31  No.  46  P.  1272 

Lydon  Brothers  Industrial  Oven  (gas  fired)  Model  3100-V. 
Gas  fired  hand  truck  loading  oven  for  use  in  baking  a 
paint  finish  on  sprayed  metal  parts.  Approved  under  the 
Rules  of  the  Board  and  Art.  12  of  the  Administrative 
Code. 


STEBBINS  ENGINEERING  CO. 

(Industrial  Oven  Division) 

33-46-SA  V.  31  No.  19  P.482 

Stebbins  Indirect  Gas-Fired  Air  System,  Types  A,  B,  C 
and  E  (Immersion  Fired  Extended  Fin  Surface)  for 
ovens.  Approved  under  Section  C26-191.0a;  Rules  of 
the  Board  and  Article  12  of  the  Administrative  Code. 


STEINER-IVES  CO. 

230-45-SA  V.  30  No.  23  P.  494 

Steiner-Ives  Indirect  Gas-Fired  Heater,  Model  45  and 
Industrial  Baking  Oven,  usually  installed  as  a  single  unit 
but  which  can  be  used  separately.  Approved  for  use  in 
New  York  City  under  C26-191.0  and  Paint,  Varnish  and 
Lacquer  Spraying  Rules  of  the  Board. 


PANIC  BOLTS 

AMERICAN  HARDWARE  CORPORATION  OF 
NEW  YORK  (P  and  F  Corbin  Division).* 

842-42- SM  V.  28  No.  32  P.  717 

Corbin  Automatic  Exit  Fixtures  or  Panic  Bolts,  Types 
3552)4,  3552,  3557  and  3557)4.  Approved  under  Sections 
C26-191.0  and  C26-285.0. 

66-43-SM  V.  28  No.  32  P.  718 

Corbin  Panic  Bolt  (Rim  Type  Automatic 'Exit  Fixture) 
Types  2585,  2685,  2586,  2686,  2588,  2688,  2590  and  2690. 
Approved  under  Sections  C26-101.0  and  C26-285.0. 


CORBIN  (P  &  F)  DIVISION  OF  (American  Hardware 
Corporation  of  New  York). 

842-42- SM  V.  28  No.  32  P.  717 

Corbin  Automatic  Exit  Fixtures  or  Panic  Bolts,  Types 
3552)4,  3552,  3557  and  3557)4.  Approved  under  Sec¬ 
tions  C26-191.0  and  C26-285.0. 

66-43-SM  V.  28  No.  32  P.  718 

Corbin  Panic  Bolt  (Rim  Type  Automatic  Exit  Fixture) 
Types  2585,  2685,  2586,  2686,  2588,  2688,  2590  and  2690. 
Approved  under  Sections  C26-191.0  and  C26-285.0. 


MONARCH  MFG.  CO. 

156-43-SM  V.  30  No.  19  P.  372 

Monarch  Panic  Exit  Devices  (panic  bolts)  Models  4000, 
4001  and  4002.  Approved  temporarily  for  duration  of 
War  emergency,  under  C26-191.0  and  C26-285.0  and  in 
specific  cases  subject  to  variation  by  Board  under  Sec. 
272,  Par.  3,  State  Labor  Law. 


SARGENT  &  CO. 

918-21-SM  V.  6  No.  47  P.  893 

Anti-Panic  Fire  Exit  Bolt.  Approved. 

304-43-SM  V.  28  No.  32  P.  719 

Sargent  Fire  Exit  Bolt,  Models  J5344L  and  J5391L.  Ap¬ 
proved  under  Sections-  C26-191.0  and  C26-285.0. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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U.  S.  GYPSUM  CO. 


SARGENT  &  GREENLEAF. 

651-27-SM  V.  13  No.  10  P.  241 

S.  &  G.  Panic  Lock. 


61-43-SM  V.  28  No.  50  P.  1079 
and  Greenleaf  Fire  Exit  Panic  Locks,  Models 

2’iS  ,vS?r2545’  5400,  5400-X2545,  5300-1, 
5300- JC,  5300-JX2345J,  5400-J  and  5400-JX2545J.  Ap¬ 
proved  under  Sections  C26-191.0  and  C26-285  0 


VAN  KANNEL  REVOLVING  DOOR  CO 

554-19-SM  V.  5  No.  20  P.  300 

Van  Kannel  Panic  Bolt. 


VON  DUPR1N  DIVISION  OK  VONNEGUT 
HARDWARE  CO. 

907-42- SM  Vol.  28  No.  26  P.  556 


EuprinFire  &  Panic  Exit  Bolts,  Types  A,  A2,  B2, 

K,  L,  Q,  S,  U,  VI  and  Y.  Approved 
under  C26-191.0  and  C26-285.0. 


PARTITIONS 


GREAl  LAKES  SI  EEL  CORP.  (Stran  Steel  Division) 

378-38-SM  V.  31  No.  21  P.557 

StT?^M  Steel  Division  0f  Great  Lakes  Steel  Corporation, 
uilding  Framing.  For  use  in  framing  interior  and  ex¬ 
terior  bearing  walls  and  partitions,  ceiling  joists,  and 
purlins,  where  span  conditions  permit,  roof  rafters 
furring  around  ducts,  pipe  chases,  etc.,  and  for  general' 
use  in  structure  where  support  of  collateral  materials 
SoWEb  APProved  under  Sections  C26-368.0,  C26- 
M£0c,  C26-254A  C26-635.0,  C26-636.0,  C26-241.0  and 
L4O-242.0. 


(See  also:  Construction  Methods,  Floor  and  Roof  Con¬ 
struction). 


MELVILLE  PRAEGER. 

461-43’-SM  V.  29  No.  30  P.  676 

Magiclip  Partition  (2"  Solid  Gypsum  Lath  and  Plaster 
Partition)  a  solid  non-bearing,  incombustible  partition, 
tor  use  as  a  substitute  method  of  construction  Ap¬ 
proved  under  Sec.  C27- 191.0  and  C26-3.0. 


S.  H.  POMEROY  COMPANY,  INC. 

424-42- SM  V.  27  No.  46  P.  1145 

'  JxTk^°?iSyotei?-”  4-mended  t0  delude  the  Jackson  Metal 
a  ailable  Studs  and  accessories  for  non-bearing  interior 

191  0eXten°r  Partitions-  Approved  under  Section  C26- 


JOHNS-MANVILLE  SALES  CORPORATION 

894-41 -SM  V.  26  No.  52  P.  1733 

J-M  Transite  Walls  (Partitions)  Imperial  Type.  Ap¬ 
proved  as  a  fireproof  partition. 

895-41 -SM  V.  27  No.  4  P.  85 

T-M  1  ransite  Walls,  Universal  Type— approved  for  use 
in  subdividing  partitions  under  Sec.  C-26-667. 


476-44-SM  V.  29  No.  48  P.  1027 
V.  31  No.  25  P.693 
V.  32 No.  16  P.447 

U.  S.  Gypsum  Co.  2  in.  Solid  Rocklath  and  Plaster  Parti¬ 
tion  (Method  of  Construction) — Approved  as  a  solid 
non-bearing  incombustible  partition  not  exceeding  9  ft. 
in  height  using  y%"  or  y2"  Rocklath,  as  a  substitute 
method  of  construction,  under  C26-3.0. 


PASTE,  PIPE  JOINT 

FEDERAL  PROCESS  COMPANY 

1 049-4 1,-SM  V.  27  No.  4  P.  86 

hederal  Gasoila  Varnish.  Approved. 

1  ederal  Gasoila  Cement.  Approved.  For  threaded  pipe 
connections  under  Sec.  C26- 191.0. 


KEY  COMPANY. 

882-38- SM  V.  25  No.  28  P.1023 

Key  Graphite  Paste  (for  threaded  connections,  oil,  gas 
etc.).  Approved  under  Sec.  C26-191.0. 


PIPE  COVERING  (Insulation) 

ATLANTIC  ASBESTOS  CORPORATION. 

834-40- SM  V.  28  No.  12  P.  241 

Atlantic  Asbestos  Corporation’s  Asbestos  Air  Cell  Pipe 
Covering,  Asbestos  Air  Cell  Block,  Woolfelt  Pipe  Cov¬ 
ering,  1  inch  thick  and  1  inch  thick  doubleshell  Ap¬ 
proved  under  Sections  C26- 191.0  and  C26-1274.0. 


PLASTER 

(See  also  Gypsum  Wallboard  and  Lath) 

CALIFORNIA  STUCCO  PRODUCTS  COMPANY. 

266-40-SM  V.  25  No.  25  P.  906 
Stucoustic  Acoustical  Plaster.  Approved  as  an  acoustical 

C26-191.0;  approved  under  Sections 
C26-464.0  and  C26-637.0,b. 


CERTAIN-TEED  PRODUCTS  CORPORATION 

1343-39-SM  V.  24  No.  47  P.  1692 

Kalden  Ac°ustical  Poster.  Approved  under  Sec.  C26- 
5u00a.nd  as  an  incombustible  material  under  Sec. 
L^Zo-oo.U. 


COLONIAL  PLASTER  COMPANY. 

1059-39- SM  V.  24  No.  41  P.  1450 

Durapl^t  (Decorative  Plaster).  Approved  for  use  as  a 

jSlUC°at  on  plaster  surfaces  under  Sections  C26-463  0 
and  C26-464.0. 


INSULATING  DURAPLAST  PLASTER  CO. 

215-41 -SM  V.  26  No.  14  P.  509 

Insulating  Duraplast  Plaster — the  mineral  Vermiculite 
expanded  at  high  temperature.  Approved  as  a  fire  re¬ 
tarding  material  under  Sec.  C26-191.0. 


OLSEN  PRODUCTS  INC 

354-43-SM 


V.  28  No.  48  P.  1040 


Olsen  Clip  System  2-in.  Solid  Plaster  Partition.  Approved 
under  C26-3.0. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


I  ION  STONE  COMPANY 
1248-39-SM  V.  25  No.  29  P.  1059 

Craftplnster.  Approved  for  use  as  a  substitute  for  the 

only  under  Sections  C26-312.0, 
L26-463.0  and  C26-464.0. 


KEYCAST  STONE  CO. 

309-38- SM  V.  24  No.  15  P.  551 

Plastalatl7 Prefabricated  Plaster  wire  lath  embedded  mid¬ 
way  in  a  monolithic  mixture  of  brown  and  scratch 
mortar.  Approved  for  use  as  a  substitute  for  com¬ 
bustible  lath  and  plaster  under  Sec.  C26-458.0. 

PLUMBING,  PIPING,  FIXTURES  & 
ACCESSORIES 

AMERICAN  RADIATOR  COMPANY. 

669-38- SM  V.  23  No.  45  P.  1397 

Arco  Cast  Iron  Pipe  and  Fittings— approved  under  Sec. 
C26- 1229.0. 

MAC-RYAND  CORORATION. 

83K38-SM  V.  24  No.  11  P.  361 

MacStone  Decorative  Plaster  approved  for  use  as  a  finish 
Coat  but  not  as  a  substitute  for  required  plaster. 

AMERICAN  RADIATOR  AND  STANDARD 
SANITARY  CORPORATION. 

208-39- S  A  V.  24  No.  21  P.  770 

American  Radiator  and  Standard  Sanitary  Corporation 
•  Vitreous  China,  W.  C.  Tank,  Models  F-4050— approved 

MUNN  AND  STEELE,  INC. 

163-46-SM  V.  31  No.  51  P.  1427 

Masco  Fireproof  Specification  plaster  fireproofing  for 
columns,  girders  and  steel  joist  floor  systems.  Approved 
under  sections  C26-519.0  and  C26-619.0a. 

under  Sec.  C26- 1277.0. 

1093-41-SM  V.  27  No.  8  P.  195 

American  Radiator  and  Standard  Sanitary  Corp.-  Plate 
B-1942  Water  Controller  (ballcock  for  low  tank). 
Approved  under  Sec.  C26-1277.0,h. 

101-42-SM  V.  28  No.  20  P.  426 

NATIONAL  GYPSUM  COMPANY. 

711-39-SM  V.  26  No.  17  P.607 

Gypsum  Plaster  under  the  following  names — Gold  Bond, 
Universal,  Rockwall,  Clip-On,  Riverside,  Pioneer,  Gold 
Bond  Superwhite,  Universal  Silverwhite,  Universal  Blue 
Ribbon,  Pioneer  FF,  Pioneer  FFF,  Pioneer  Barga 
Lucca,  Gold  Bond  Macoustic,  Best  Brothers  Keene’s 
Cement — approved  under  Section  C26-468.0. 

American  Radiator  and  Standard  Sanitary  Corp.  “Stand¬ 
ard”  B-884-ST  Combination  Sink  Faucet  with  Spray. 
A  combination  sink  faucet  and  spray,  provided  with  a 
vacuum  breaker.  Approved  under  Section  C26-1277.0h. 

AMERICAN  STERILIZER  CO. 

439-41-SM  V.  26  No.  28  P.  1039 

V.  28  No.  6  P.135 

Aeroflush  Bedpan  Washer — Approved  for  use  in  New 
York  City  under  Section  C26-1277.0.  and  C26-1 78.0b. 

NEWARK  PLASTER  COMPANY. 

;  „  814-39-SM  V.  25  No.  3  P.  78 

Newark  Plaster  Co— Gypsum  Plaster  approved  for  use 
under  Sections  C26-312.0,  C26-464.0,  C26-466.0,  C26- 
572.0,  C26-632.0,  C26-636.0,  C26-667.0,  C26-669.0. 

ANNENBURG  MARBLE  AND  TERRAZZO 
CORPORATION. 

463-39-SM  V.  24  No.  23  P.  873 

Anolith  Hopper  Ring  (ring  slab  for  toilet  bowl) — ap¬ 
proved  under  Sec.  C26-1250.0. 

OHIO  HYDRATE  &  SUPPLY  CO. 

1 106-40-SM  V.  28  No.  52  P.  1120 

Ohio  Ritewall  Hair  Fibred  Base  Coat  Lime  Plaster — 
Approved  under  C-26-464.0. 

A.  s.  g:  pipe  LINING  COMPANY. 

81-42-SM  V.  27  No.  18  P.517 

PermOlive  (Cement  Lined  Pipe).  Approved  for  use  in 
hot  and  cold  water  supply  systems. 

SAFETY  PLASTER  SALES  CORPORATION. 

818-38-SM  V.  24  No.  44  P.1577 

Kaminex  Safety  Plaster — approved  for  use  as  a  plaster 
material  under  Sections  C26-312.0,  C26-463.0  and  C26- 
464.0. 

BENDIX  HOME  APPLIANCES,  INC. 

136-46-SA  V.  31  No.  19  P.  483 
V.  31  No.  46  P.  1281 

Bendix  Automatic  Home  Laundry,  Models  B  and  S. 
Approved  under  Sections  C26-191.0.a,  C26-1277.0.h  and 
Rule  2  of  the  Submerged  Inlet  Rules. 

(See  Anti-Siphon  Devices) 

TUCKAHOE  STUCCO  CORP. 

1123-39-SM  V.  24  No.  50  P.  1790 

Keentex  Colored  Plaster — approved  for  use  as  a  substi¬ 
tute  for  the  finish  (gypsum)  coat  only  under  Sections 
C26-312.0,  C26-463.0  and  C26-464.0. 

BETHLEHEM  INDUSTRIAL  CORP. 

323-46-SM  V.  31  No.  29  P.  847 

Kwicklean  Trap  (“P”  trap  with  cleanout).  Cast  brass  or 
bronze  with  required  water  seal,  full  size  bore,  smooth 
interior  waterways  without  interior  partitions.  Approved 
under  Rules  of  the  Administrative  Code. 

WILLIAM  S.  STEELE,  INC. 

821-38-SM  V.  24  No.  14  P.  512 

Zonolite  Insulating  Plaster  approved  as  a  fire  retarding 
material  under  Sec.  C26- 191.0. 

BURN-RITE  PRODUCTS  CO. 

829-46-SM  V.  32  No.  17  P.  473 

Burn-Rite  Anti-Syphon  Valve,  Model  No.  5.  Approved 
under  Section  C26-178.0b  and  the  Oil  Burner  Rules  of 
the  Board. 

1.  P.  GYPSUM  COMPANY. 

800-39- SM  V.  27  No.  47  P.  1 165 

V.  28  No.  13  P.  259 

V.  29  No.  22  P.  453 

U.  S.  Gypsum  Company  Gypsum  Plaster,  Red  Top  and 
Samson  Brands  (various  names).  Approved  (see 

MODESTO  CALLEJO. 

270-38-SA  V.  23  No.  29  P.  941 

Bidoro  Vacuum  Breaker,  Type  D  (for  flushometers  or 
other*  submerged  inlets).  Approved  under  Section  C26- 
1277.0. 

resolution).  V.  32  No.  3  P.  79 

Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


50 


Improved  Iype  D,  Vacuum  Breaker,  Approved. 
(See  Anti-Siphon  Devices.) 


W.  A.  CASE  AND  SONS  MANUFACTURING  CO. 

1048-26-SA  V.  12  No.  22 

1 .  N.  One  Piece  Combined  Bowl  and  Flushing  Reservoir 
Water  Closet. 


ALEXANDRO  COZZO. 

734-39-SM  V.  24  No.  31  P.  1217  ' 

Caboco  Superior  Drain  Ring  for  Toilet  Bowls  or  Gas¬ 
kets— approved  under  Sec.  C26-1250.0. 

V.  25  No.  29  P.  1059 


Name  of  above  changed  to  “Excelled 
W.  C.  Bowl.” 


Draining  Ring  for 


CHICAGO  PUMP  CO. 

1 03-45- S A  V.  30  No.  48  P.  1093 

Chicago  Pump  Company’s  Non- Clog  Sewage  Ejector  and 
Mush-Kleen  Seware  Ejector.  Approved  for  use  in  New 
York  City  under  Section  C26-1315.0. 


CRANE  COMPANY. 

1 384-39- SM  V.  25  No.  22  P.  773 

Crane  C- 12785  Saxanet  Closet  Bowl  with  C13558  Six- 
gallon  Ipswich  Tank  with  Scovill  Type  “S”  Float  Valve 
and  Vacuum  Breaker— approved  under  Sec.  C26-1277  0 

668-38- S A  V.  24  No.  18  P.  660 

Crane  Hanover  tank  and  Closet  Combinations — ap¬ 
proved  under  Sec.  C26-1277.0. 


CREST  MANUFACTURING  CO.,  INC. 

652-44- SM  V.  30  No.  44  P.  983 

Crest  Setting  Compound  (plumbing  fixture  setting  com¬ 
pound).  Approved  under  C26-1250.0  for  use  in  setting 
bowls,  urinals,  service  sinks  and  similar  fixtures. 

EVER-PLASTICS  CORPORATION. 

1 084-38-  S  M  V.  24  No.  9  P.  328 

Sani-Sett  ’  (Plumbing  Fixture  Setting  Compound).  Ap¬ 
proved  for  use  as  a  gasket  under  Sec.  C26-1250.0. 


JOHN  DOUGLAS  COMPANY. 

89-35-SA  V.  20  No.  17  P.358 

Siphon  Proof  Water  Closet,  Type  A.  Approved  under 
the  Plumbing  Rules  of  the  Board. 


GENERAL  CERAMICS  COMPANY 

129-40-SM  V.  25  No.  18  P.  624 

Belmont  G-211  Water  Closet  Combination.  Approved 
under  Section  C26-1277.0. 


HOSPITAL  SUPPLY  COMPANY. 

531-40-SM  V.  26  No.  14  P.  502 

Hospital  Supply  Company  Overflow  for  Bed  Pan  Washer 
(Model  Orbit).  Approved  for  use  in  New  York  City 
under  Section  C26- 1277.0. 


KAISER  FLEETW1NGS,  INC. 

,  ^  438-46- S A  V.  32  No.  17  P.472 

Kaiser  Dishwasher,  Models  DeLuxe  and  Standard.  Ap¬ 
proved  under  Section  C26- 179.0.6,  and  the  Rules  of  the 
Board  Relative  to  Submerged  Inlets  and  Protective 
Methods  Applied  to  Prevent  Contamination  of  Water 
Supply. 

Tr  .  163-47-SM  V.  32 No.  17  P.474 

Kaiser  Fleetwings,  Inc.  Syphon  Breaker.  Approved  under 
■  Section  C26-1 78.0-6,  and  the  Submerged  Inlet  Rules  of 
the  Board. 


JOHN  J.  KELLY. 

237-19-SA  V.  4  No.  17  P.269 
Glennan  Improved  Hub  Ferrule. 

EDWARD  KENNEDY- 

36-35-SA  V. 20  No.  15  P.321 

Kennedj'  Special  Double  Seal  Joint  Fitting.  Approved 
under  the  Plumbing  Rules. 


KETCHAM  PUMP  CO. 

333-45-SA  V.  31  No.  50  P.  1402 

Ketcham  Type  S.V.J.  Models  UH,  UL  and  ULL  Sew¬ 
age  Ejector  (heavy  duty,  non-clogging  sewage  pump). 
Installations  for  locations  where  wastes  from  plumbing 
fixtures  cannot  drain  by  gravity  to  sewer.  Approved 
under  Sections  C26-1315.0  and  C26-1316.0. 


MAURICE  A.  KNIGHT. 

785-39-SM  V.  27  No.  43  P.  1075 

Ivnightware  Acid  Neutralizing  Sumps.  Approved  for  use 
under  Sec.  C26-1297.0,b. 


KOKOMO  SANITARY  POTTERY  CORPORATION 

5 49-40- SM  V.  25  No.  24  P.  858 

Kokomo  Sanitary  Pottery  Corporation— six-gallon  vitre¬ 
ous  china  toilet  tank,  No.  230.  Approved  under  Section 
C26- 1276.0. 


NATHAN  KUHN. 

519-39-SM  V. 24  No. 24  P.917 

Kuhn  Automatic  Back  Pressure  Sewer  Valve.  Approved 
under  Section  C26-1259.0. 


CHARLES  W.  MOORE. 

734-38-SA  V.  23  No.  40  P.  1211 


GB-800  ADMIRAL  CLOSET  COMBINATION. 

.  1214-39-SM  V.  24  No.  42  P.  1500 
Approved  under  Section  C26-1277.0. 


GRENBY  MANUFACTURING  CO. 

_  ,  „  439-46- SM  V.  32  No.  22  P.  629 

Grenby  Hygienic  Toilet  Seat. 


HARRIS  CALORIFIC  SALES  CO. 

487-45- S  A  V.  31  No.  13  P.  275 

Harris  Calorific  Regulators,  Types  93-SC,  92-SC,  443,  441, 
and  40.  Approved  for  use  under  C19-91.0,  09-92.0  and 
C19-93.0  Administrative  Code. 

Refer  to  the  resolution  for  details  of 


Moore  Water  Closet  Floor  Flange  and  Gasket.  Approved 
under  Section  C26-1250.0. 


IGNATIUS  L.  MULLER. 

348-39-SA  V.  24  No.  28  P.  1064 

Absolute  Oil  Separator.  Approved  under  Section  C26- 
1296.0. 


NASH  ENGINEERING  CO. 

151-44-SA  V.  30  No.  45  P.1015 


Jennings  Sewage  Ejector,  Types  A  and  B.  Approved 
under  C26-1316.0  as  amended  by  Local  No.  30,  ap¬ 
proved  7/7/45. 

approval  and  limitations  of  use. 


51 


NATIONAL  TUBE  COMPANY. 

471-38-SM  V.  24  No.  4  P.  128 

Duroline  Steel  Pipe.  Approved  under  Section  C26-1240.0. 


SECURITY  PRODUCTS  COMPANY. 

1038-38-SA  V.  24  No.  3  P.  85 

Noverflo  Toilet  Combination. 


SIMPLEX  BOILER  STAND  COMPANY,  INC. 

1077-39-SM  V.  27  No.  40  P.  1014 

Simplex  Felt  Grease  Treated  W.C.  Gaskets.  Approved 
under  Sec.  C26-1250.0. 


I  AY  R.  SMITH 

174-39-SM  V.  24  No.  27  P.  991 

Jay  R.  Smith  Felt  Gasket  for  Water  Closet  Floor  Flanges. 
Approved  under  Section  C26-1250.0. 


UNITED  WIRE  AND  SUPPLY  CORPORATION. 

219-35-SM  V.  21  No.  9  P.  240 

“United”  Copper  Service  Pipe.  Approved  for  use  in  New 
York  City. 


WALWORTH  CO. 

536-45-SM  V.  30  No.  50  P.  1156 

Silbeaz  Joints,  types  Walseal,  Flaggseal,  Craneseal  and 
Faircoseal.  Approved  for  use  N.  Y.  C.  under  Section 
C26-178.0,  C26-191.0,  C26-1222.0  and  C26-1254.0. 


WEIL  PUMP  CO. 

34-46- S A  V. 31  No. 20  P.510 

Weil  Pump  Co.  Non-Clog  Sewage  Pump.  ^  Consists  of 
a  centrifugal  pump  with  an  impeller  designed  to  pass 
large  solids.  Approved  under  Sections  C26-191.0a  for 
use  under  C26-1315.0. 


WEST1NGHOUSE  ELECTRIC  CORP. 

477-46-SA  V.  31  No.51  P.1432 

\\  cstinghouse  Laundromat,  Models  B3,  CMA  and  CMS. 
Designed  for  direct  connection  to  a  plumbing  system 
and  adjacent  to  a  drain  outlet.  Temporarily  approved 
under  section  C26-1277.0,h  and  the  Rules  of  the  Board. 


PREFABRICATED  BUILDINGS 

GREAT  LAKES  STEEL  CORP.,  (Stran  Steel  Division). 

240-46- SM  V.  31  No.  20  P.513 

Stran  Steel  Division,  Quonset  40  and  Quonset  20  (Light 
Weight  Steel  Buildings)  May  be  erected  in  single  or 
multiple  units ;  width  or  length  may  be  added  provided 
the  structural  elements  supporting  these  buildings  com¬ 
ply  with  the  Administrative  Code.  Approved  under 
Sections  C26-178.0,b,  C26-368.0,  C26-235.0,c,  C26-254.0 
and  C  26-254.0, f.  Stran  Steel  Low  Alloy  High  Tensile 
Steel.  Approved  under  section  C26-323.0.C  of  the  Ad¬ 
ministrative  Code. 


GREAT  LAKES  STEEL  CORP.,  (Stran  Steel  Division). 

679-46-SM  V.  32  No.  12  P.  325 

Quonset  24  Building.  Approved  on  same  conditions  as 
of  Quonset  20. 


PREHEATERS 

ADVANCE  CRESCENT  CORPORATION 

1110-38-SA  V.  24  No.  4  P.  128 


Refer  to  the  resolution  for  details  of  approval  and  limi 


Crescent  Preheater  for  Oil  Burning  Equipment.  Ap¬ 
proved  under  the  Oil  Burner  Rules. 


ALBERT  G.  PURDUE  ASSOCIATES. 

820-39- S A  V.  24  No.  31  P.  1196 

Lines  Thermal  Electric  Conductions  System  (for  heating 
oil).  Approved  under  the  Oil  Burner  Rules. 


ARMOR  CLAD  INDUSTRIES,  INC. 

859-41-SA  V.  27  No.  23  P.  644 

« 

Armor  Clad  Safety  Oil  Preheater.  Approved  under  Oil 
Burner  Rules. 


CHARLES  A.  HONES,  INC. 

874-38-SA  V.  24  No.  7  P.  241 

Buzzer  Fuel  Oil  Preheater  (gas  fired).  Approved  under 
the  Oil  Burner  Rules. 


SAFETY  HEATER  CO. 

49-45-SA  V.  30  No.  13  P.  244 

Safety  Oil  Heater  (Preheater).  Approved  under  Sec. 
C19.57.0a  Administrative  Code  and  Rule  7.2.2  of  the 
Oil  Burner  Rules. 


STANDARD  HEATER  &  OIL  EQUIPMENT  CO. 

267-45-SA  V. 31  No. 5  P.76 

Standard  3  circuit  “Surete”  indirect  .fuel  oil  heating 
system  (oil  preheater).  Approved  under  section  7.2.2 
of  the  Oil  Burner  Rules  for  use  in  N.  Y.  C. 


PRESSURE  REDUCING  VALVES— 
STANDPIPE  OUTLET 

CONRAN  STANDPIPE  COMPANY. 

315-22-SA  V.  9  No.  23  P.  787 
V.  16  No.  7  P.  157 

Conran  Pressure  Reducer. 


CROKER  NATIONAL  FIRE  PREVENTION 
ENGINEERING  CO. 

535-29-SA  V.  16  No.  7  P.  158 
Croker  2 y2"  Pressure  Reducing  Valve. 


ANSONIA  FIRE  PREVENTION  ENGINEERING 
CO,  INC. 

65-32-SA  V.  17  No.  25 

Elkhart  2)4  in.  Hose  Outlet  Pressure  Reducing  Valve. 

162-33-SA  V.  20-No.  22 

Elkhart  Combination  Pressure  Reducer  and  Hose  Valve. 


PUMPS— FUEL  OIL 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex . 638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-3 1-S A 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set _  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary  .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump .  372-21-SA 

I 

Century  Rotary  . 908-21-SA 

Cook  Electric  Oil  Pump  . 603-25-SA 
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Nam*  of  Pump  Calendar  No. 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex  .  840-22-SA 

De  Laval  I  MO  Oil  Pump  .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump  .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

-Exeter  Rotary  . . !!!!!  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Harding  Fuel  Oil  Pump .  813-25-SA 

Ingersoll-Rand  “Campump”  Models  V2  HP 

1  HP  and  5  HP . ’  410-32-SA 

Kinney  Rotating  Plunger  Pump .  S03-24-SA 

Koerting  Gear  Pump .  1264-25-SA 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump . . .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump.  936-23-SA 

M.  D.  Rotary . 52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump!!.’!.’.’  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

National  Transit  Rotary  Pump  for  Gasoline 

and  Fuel  Oil .  175-35-SA 

Northern  Rotary . !!!!!!!  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump .  570-32-SA 

Polo  Fuel  Oil  Pump,  Model  R-12 .  74.47.SA 

Quiet  May  Gerotor  Pump .  267-32-SA 


Quimby  Screw  Pump,  Sizes  2  in.,  2 y2  in.,  3  in., 

3 /4  in-.  3J4  in.,  4  in.,  5 %  in.,  6  in.,  7  in. 

and  8  in .  1193-21-SA 

Range-O-Matic  Oil  Pump,  Model  SO  and  Suc¬ 


tion  Model  .  102-35-SA 

Ray  Rotary  .  588-2S-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

Rystrom  Fuel  Pump,  Model  R-12 .  74-47-SA 

Samson  Magnetic  Fuel  Oil  Pump .  163-34-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Sundstrand  Fuel  Unit  (Pump),  Models  7-OB, 

77-OB,  90B-1,  90B-2,  S-l  and  S-2 . ,  199-36-SA 

Tate- Jon?s .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump. . .  1279-25-SA 

Teesdale  Oil  Pumps,  Types  S,  2S  and  4S .  281-38-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L,  LD  and 

30-LE  Fuelstat . S68-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21- S A 

Warren  Oil  Pump  .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set . 1155-25-SA 

Webster  Fuel  Oil  Pump,  Types  A,  Q  and  T. .  23-34-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  1 84-22- S A 

Worthington  Show  Model  Duplex .  194-22-SA 

Vale  and  Towne  Tri-Rotor  Pump .  191-39-SA 


PUMPS  AND  ACCESSORIES  FOR 
GASOLINE  &  FUEL  OILS 

S.  F.  BOWSER  AND  COMPANY,  INC. 

974-39-SA  V.  24  No.  46  P.  1651 
_  V.  32  No.  1  P.  13 

Refer  to  the  resolution  for  details  of 


Bowser  “Reel  Way”  Gasoline  Pump  with  Hose  Reel  At¬ 
tachment. 


DAYTON  PUMP  AND  MANUFACTURING 
COMPANY. 

1022-38-SA  V.  24  No.  12  P.  432 

Rapidayton  Centrifugal  Gasoline  Pumping  Unit,  Model 
G-6500. 

DETROIT  LUBRICATOR  CO. 

1112-38-SA  sV.  24  No.  2  P.  47 

Clearview  Oil  Gauge,  Model  CRC-725.  Approved  for 
voluntary  installations  under  the  Oil  Burner  Rules. 


ERIE  METER  SYSTEMS,  INCORPORATED. 

452-40-SA  V.  25  No.  26  P.  944 
V.  32  No.  IP.  14 

Erie  Non-Computing  Pump,  Models  77  and  99. 


GILBERT  &  BARKER  MFG.  CO. 

572-38-SA  V.  24  No.  6  P.  208 
V.  32  No.  IP.  11 

Gilbarco  Caleometer  M96,  M97  and  M98,  Gasoline  Dis¬ 
pensing  Pump.  Approved  under  Section  09-69.0. 

1 60-47- S A  V.  32  No.  20  P.  569 

Gilbert  &  Barker  Gasoline  Dispensing  Pumps,  Models 
M96ER,  M96HG,  M98HG  and  M101.  Approved  under 
Section  C19.69.0. 


B.  F.  GOODRICH  COMPANY. 

225-41-SA  V.  27  No.  20  P.  569 

Goodrich  Type  B.  Flexible  Nozzle  Tube.  Approved  for 
use  under  Sec.  C19-70.0 — intended  for  use  with  hose 
nozzle  valves  of  gasoline  discharge  devices. 


L.  O.  KOVEN  &  BROTHER,  INCORPORATED. 

114-42-SM  V.  27  No.  40  P.  1015 

Koven,  N.  Y.  C.  Oil  Separator. 


MARTIN  AND  SCHWARTZ,  INC. 

391-40-SA  V.  25  No.  19  P.  660 

Martin  and  Schwartz,  Inc.  Pneumatic  Hose  Control  No. 
12565-M  and  M-l  for  Power  Operated  Gasoline  Pumps. 

779-38-SA  V.  26  No.  51  P.  1697 
V.31No.  8  P.  156 
V.  32  No.  1  P.  12 

M.  &  S.  Computing  Gasoline  Pumps,  Models  70RA2, 
70RPA2-15,  70RA2-25,  WMP2-15,  and  WMP2-25. 

253-46-SA  V.  32  No.  4  P.  92 

Martin  &  Schwartz,  Inc.  Gasoline  Airport  Dispensing 
Pump  (Aviation  Fueler),  Models  100-1,  100-1 C,  100-IN, 
100-1 CN,  100-2,  100-3,  100-3N  and  100-5.  Gasoline 
dispensing  pump  for  use  in  airfields. 


NATIONAL  PUMPS  CORPORATION. 

954-38- S A  V.  27  No.  39  P.  989 

V.32No.  IP.  12 

National  Pumps  Corporation’s  Gasoline  Pumps,  Models 
A-38,  B-38,  C-38  and  CC-38,  gasoline  dispensing  pumps. 


NATIONAL  TRANSIT  PUMP  &  MACHINE  CO. 

175-35-SA  V.  21  No.  18  P.  535 


National  Transit  Rotary  Pump  for  Gasoline  and  Fuel  Oil. 
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NEPTUNE  METER  COMPANY. 

1 30-40- S  A 


V.  25  No.  17  P.  592 
V.  32  No.  IP.  14 


Neptune  Red  Seal  Computer  and  non-computer  gasoline 
dispensing  pump,  Model  855. 


SCOVILLE 


MANUFACTURING 

339-42- SM 


COMPANY. 

V.  27  No.  30  P.  839 


Scoville  Manufacturing  Company  Rubber  Covered  Hose 
Nozzle. 


SERVICE  STATION  EQUIPMENT  COMPANY. 

746-38-SA  V.  26  No.  50  P.  1652 
V.  32  No.  IP.  11 


Bennett  Pumps  for  Motor  Fuels,  Models  541,  T542,  543, 
T544. 


SERVICE  STATION 


EQUIPMENT  CO. 

746-38-SA  V.  24  No.  31  P.1191 


Bennett  Pumps  for  Motor  Fuels,  Models  156  and  375. 


SUN  OIL  COMPANY. 

779-38-SA 


V.  24  No.5  P.  169 


M  and  S  Computing  Gasoline  Pump,  Model  70. 


TOKHEIM  OIL  TANK  AND  PUMP  COMPANY. 

1326-39-SA  V.  24  No.  46  P.  1653 
V.  32  No.  2  P.  13 


Tokheim  Model  39-HR  Computer  Pump  with  Hose  Reel 
and  Tokheim  Model  39-DP-HR  Clock  Dial  Pump  with 


Hose  Reel. 


1326-39-SA  V.  26  No.  51  P.  1698 


Tokheim  Motor  Fuel  Dispensing  Pumps,  Models  800-S, 
800-S-TP,  802- S,  and  802-S-TP. 

V.  32  No.  18  P.  499 

Models  39-L-HR  and  39-WNC-L-HR. 


RANGE  CONNECTORS 

COLONIAL  STOVE  COMPANY. 

357-38-SA  V.  23  No.  39  P.  1178 

Colalloy  Kwik  Konnector  for  Gas  Stoves.  Approved  as 
a  connecting  device  for  gas  appliances  under  Sections 
C26- 1330.0  and  C26-1331.0. 


GRAY- WILSON  COMPANY. 

68-38- S A  V. 25  No.  11  P.391 

Romine  Gas  Range  Connection.  Approved  for  use  in  New 
York  City. 


MARSHALL  BRASS  COMPANY. 

857-38-SA  V.  24  No.  6  P.  209 

“E-Z”  Range  Connector.  Approved  for  use  in  New  York 
City. 

V.  26  No.  26  P.  953 

•  “E-Z”  Range  Connector.  Resolution  amended  to  permit 
copper  tubing  as  well  as  aluminum  tubing. 

1206-38- S  A  V.  24  No.  11  P.  401 

* 

“Lo-Lo”  Range  Connector.  Approved  for  use  in  New 
York  City. 


MORRIS  A.  ELLIOTT  COMPANY. 

1 99-40- SM  V.  26  No.  21  P.  778 

“Quick-Link”  Flexible  Gas  Range  Connector — semi-rigid 
tube  of  seamless  aluminum.  Approved  under  Sections 
C26-1330.0  and  C26-1331.0. 


SUPERSEAL  CORPORATION. 

625-37-SA  V.  23  No.  7  P.  202 
V.  26  No.  42  P.  1401 

Superseal  Gas  Connection.  Approved  for  use  in  New  York  , 
City. 


TYNE  COMPANY. 

964-39-SM  V.  24  No.  46  P.  1655 

Tyne  Company  Semi  Rigid  Gas  Range  Connectors.  Ap¬ 
proved  for  use  in  New  York  City. 


WAYNE  PUMP  CO.,  INC. 

117-47-SA  V.  32  No.  18  P.  503 

Wayne  Computing  Gasoline  Meter  Pump,  Model  100-A. 
Approved  under  Section  C19-69.0.C. 


PUTTY  AND  CAULKING  COMPOUNDS 


RANGE  OIL  BURNERS  AND  SPACE 
HEATERS 

(See  also  Oil  Burners  for  Domestic  & 
Commercial  Use) 


LORIMER  PAINT  WORKS 

71- 47-SM  V.  32  No.  20  P.  567 

Lorimer  Paint  Works  Pure  Linseed  Oil  Putty.  Approved 
under  Section  C26-191.0. 

72- 47-SM  V.  32  No.  20  P.  568 

Lorimer  Paint  Works  E.  Z.  Working  Steel  Sash  Putty. 
Approved  under  Section  C26-191.0. 

73- 47-SM  V.  32  No.  20  P.  568 

Lorimer  Paint  Works  Caulktite  (Caulking  Compound). 


L.  SONNEBORN  SONS,  INCORPORATED. 

715-41-SM  V.  28  No.  14  P.  283 

Stormtight  Caiilking  Compound. 

TREMCO  MANUFACTURING  COMPANY. 

154-40-SM  V.  26  No.  23  P.  839 

Tremglaze  Mastic  Glazing  Compound — Tremco  Steel  Sash 
and  Casement  Putty.  Approved  under  Section  C26- 
178.0b. 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Range  Burner  Assemblies,  Models 
AS -4,  AS -6,  AD-6,  AS-9  and  A-3798 

Water  Heater  Assembly .  250-34-SA 

Aetna  Range  Oil  Burner .  29-35-SA 

Aetna  Water  Heater,  Models  6,  7,  9,  and  47 

W.H.T.  and  15  and  16  W.H.T .  148-37-SA 

*Air-0-Flame  Space  Heater,  Models  108  and 

810  (pot  type) . 190-35-SA 

*  NFC — Not  Flue  Connected. 

Air-O-Flame  Portable  Type  Cabinet  Oil 

Heaters,  Models  103-76200  and  103-76300. .  725-39-SA 

Air-O-Flame  Space  Heater,  Models  71,  91, 

1572  and  1582  (sleeve  type) .  206-35-SA 

Air-O-Flame  Range  Burner .  236-34-SA 

American  Beauty  Heater  (Pot  Types), 

Models  1P61,  1P62,  1P91  and  1P92  .  224-36-SA 

Ameroil  Oil  Burner  for  Stoves  and  Ranges...  592-32-SA 


Biltwell  Range  Oil  Burner,  Models  B-l  and  B-2  196-34-SA 

Bland  Range  Oil  Burner .  234-34-SA 

Blue  Glow  Range  Oil  Burners,  Models  Su¬ 
preme  and  DeLuxe .  308-34-SA 

Brigham  Range  Oil  Burner .  217-35-SA 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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Native  of  Burner  Calendar  No. 

Caloroil  Oil-Electric  Range  Burner .  728-39-SA 

Caloroil,  Range  Oil  Burner .  172-34-SA 


Carrier  Water  Heater,  Types  60B4  and  60B5. .  121-35-SA 

Champion  Range  Oil  Burner,  Models  A  and  B  291-34-SA 
Cole  Hot  Blast  Oil  Burning  Stove,  Model  No. 

_912  . . * . .  207-35-SA 

Coleman  Oil  Burning  and  Space  Heater, 

Models  821  A,  822A,  824,  825,  826  and  827  308-36-SA 


Diamond  Range  Oil  Burner .  325-34-SA 

Duo-Therm  Circulating  Heater,  Models  902 

^  *nd  952  .  1042-40-SA 

Duo-Therm  Water  Heater,  Model  16 .  1043-40-SA 

Easyway  Range  Oil  Burner,  Models  D27, 

DC27,  G27  and  NG27 .  157-35-SA 

Easyway  Space  Heater,  Models  CRL19, 

CRN17.  CSP27  and  CSP19 .  158-35-SA 

Easyway  Water  Heater,  Models  H.W.l  and 

H.W.2  .  159-35-SA 

Electrol  Industrial  and  Range  Oil  Burner, 

Model  LF  .  575-39-SA 

Ellington  Range  Oil  Burner,  Square  Circulat¬ 
ing  Heater  and  Round  Circulating  Heaterv  351-34-SA 
Ellington  Range  Oil  Water  Heater]  Models 

^  M  and  J .  40-35-SA 

Estate  Oil  Heatrola  (Oil  Burner),  Models 
821 F,  822F,  822FT,  823F,  825 FT,  827F, 

883 F,  884F,  885F,  913F,  913FT,  915F, 

917F  and  919F .  135-39-SA 

Estate  Speedex  Oil  Heater,  Models  731,'  732, 

733,  734,  735  and  737 .  135-39-SA 

Evanoil  Heater,  Circulating  Type,  Models 
SF-7,  SF-8,  DF-10,  DF-88,  E-7,  E-8,  E-10 

and  E-88  .  1209-39-SA 

Evur-Ready  Range  Oil  Burner,  Models 

Leader,  Standard  and  DeLuxe .  311-34-SA 


Fairfax  Range  Burner . 

♦Florence  Cabinet  Heaters,  Models  CK-l, 

CK-2,  CJ-1,  CJ-21  and  C-2 . 

*  Not  Flue  Connected. 

Florence  Oil  Heater,  Models,  KC-9,  GC-6, 
GC-7,  GS-27,  CH-9,  CH-27,  CH-28, 

CH-29,  RH-7  and  RH-9 . 

Florence  Oil  Space  Heater,  Models  PH-28, 
PH-8,  PC-8,  PC-28,  PR- 10,  PR-81  and 

PR-82  . 

Florence  Range  Burners . 

Fox  Range  Oil  Burner . ] 

Frogil  Oil  Burning  Space  Heater,  Modeis  182, 
274,  284,  294,  487  and  588 . 


302-34- S A 


545-39- S  A 


62-33-SA 


172-35-SA 
219-34-SA 
200- 34- S  A 

923-38-SA 


N anve  of  Burner  Calendar  No. 

Lonergan  Automatic  Hot  Water  Heater .  179-35-SA 

Lonergan  Oil  Burning  Heater,  Models  F-2, 

F-3,  C-4,  R-l  and  R-2 .  263-34-SA 

Loyalty  Range  Burner .  302-34-SA 

Lynn-Range  Burner,  Models  Junior,  Lypre  and 

DeLuxe  .  238-33-SA 

M.W.  Bake  Oven  Range  Burner,  Model  448 
and  M.W.  Core  Oven  Range  Burner, 

Model  450  .  367-34-SA 

M.W.  Circulating  and  Radiant  Heaters, 

Models  501,  601,  701,  801,  406,  407,  506, 

507,  611,  612,  614,  711,  712,  714,  807,  575.2, 

675.2,  715.2  and  815.2 .  366-34-SA 

M.W.  Oil  Burning  Range,  Commercial  Models 
152  and  251  and  Domestic  Models  101-G, 

165  and  175  .  364-34-SA 

Majestic  Range  Oil  Burner,  Models  27B  and 

.27?  . .  180-35-SA 

Majestic  Space  Heater,  Models  247T  and  248  181-35-SA 

Majestic  Water  Heater,  Models  255A  and  255B  182-35-SA 

Matchless  Self-Lighting  Range  Oil  Burner...  410-37-SA 

Modern  Range  Oil  Burner,  Models  Regular, 


Junior  and  Firenew  .  357-34-SA 

Monogram  Oil  Fire  (Circulating)  Heaters, 

Models  E30,  G30,  H30,  K30,  L30,  R30, 

S30,  38A130,  38B130,  37C130,  38B240, 

37C240,  38B340,  37C340,  E50,  G50,  H50, 

K50,  L50,  R50,  S50,  38A150,  38B150, 

37  0  50,  38B250,  38B350  and  37C350  .  153-44-SA 

National  Range  Oil  Burner .  361-34-SA 

Nesco  Circulating  Heater,  Models  041,  41,  042 

AT  Tand  42  .  264-36-SA 

N o- Wyck-Koaless  Range  and  Stove  Oil  Burner  251-34-SA 
Norge  Space  Heater,  Models  75,  50,  37  and 

37-R  .  366^4-SA 

Octo  Range  Oil  Burner  .  410-37-SA 

Odin  .Beauty  (Space  Heater),  Models  61,  62, 

91  and  92  .  233-35-SA 

Ochn  Beauty  Heater  (Pot  Types),  Models 

1P61,  1P62,  1P91  and  1P92 .  224-36-SA 

Orlando  Range  Oil  Burner,  Models  VJ-275, 

VJ-195  and  VO-275  .  329-34-SA 

Plymouth  Oil  Burning  Space  Heater,  Models 

18,  20,  28  and  30  .  923-38-SA 

Preway  Circulating  and  Radiating  Type  Oil 
Burning  Space  Heater,  Models  906P, 

907P,  300P,  918P,  920P,  930P  and  933P..  493-38-SA 

Putnam  Range  Oil  Burner .  54-35-SA 


Gilbert  and  Barker  Oil  Space  Heaters,  Models 
GB-1315,  GB-1015,  GB-1011,  GB-815  and 
GB-811  . 

Hi-Heat  Range  Burner,  Models  A  and  DeLuxe 
Hoffman  Controlled  Heat  Warm  Air  Furnace, 

Models  HU-70  and  HB-75 . 

Hupp  Range  Oil  Burner,  Models  S.D.  and  C.D. 


Kalamazoo  Oil  Burning  Space  Heater,  Models 

F-2,  F-3,  C-4,  R-l  and  R-2 . 

Kalamazoo  Range  Burner,  Models  Junior, 

Lupre  and  DeLuxe . 

Ker-Oil  Automatic  Water  Heater . 

Kerogas  Bowl  Type  Space  Heater,  Models 
300- 300- A,  303-303-A,  310-310-A,  315- 

315-A  and  320-320-A . 

Kerogas  Hot  Blast  Oil  Heater,  Model's  "ilO 

#135,  110,  207  and  115 . 

Kolrid  Range  Burner . 

Kress-Kno  Ball  Flame  Range  Burner,  Models 
BFM-10,  BFM-13,  BFTDR,  BEF, 

BFWDR  and  B-FSE . 

Kres-Kno  Range  Oil  Burner,  Model  MD 
Sizes  KR,  KRF,  KRF-1  and  1R . 


56-37-SA 
323 -34- S  A 

S07-41-SA 
309-34- S A 


263-34-SA 

238-33-SA 

263-35-SA 


266-35- S A 

339-34-SA 

48-34-SA 

905-40-SA 

355-34-SA 


Lochinvar  Automatic  Oil  Burning  Water 
Heater  . 

. . .  . r  •• 


143-36-SA 


Quaker  Burnoil  Stove . 

Quick  Meal  Range  Burner . 

Quick  Meal  Space  Heater,  Models  5672-0, 

5671-13,  5671-33  and  5671-35 . 

Quick  Meal  Water  Heater,  No.  5681-0 . 

Ray-Dio  Sunshine  Range  Oil  Burner,  Models 

A,  Daisy  and  Water  Heater . 

Rex  Range  Burner,  Models  27B  and  27T _ 

Rex  Space  Heater,  Models  247T  and  248 _ 

Rex  Water  Heater,  Models  255A  and  255B.  .. 

Sachem  Oil  Space  Heater,  Models  GB-811, 
GB-815,  GB-1011,  GB-1015  and  GB-1315.. 
Samco  Oil  Space  Heater,  Models  1108  and  1110 
Sears-Roebuck  Oil  Burning  Water  Heater, 

Hercules  Model  No.  2544 . {.. 

Serv-Well  Range  Oil  Burner,  Models  27B 

and  27T  . 

Serv-Well  Space  Heater,  Models  247T  and  248 
Serv-Well  Water  Heater,  Models  255A  and 

•  255B  . . 

Silent  Glow  Oil-Electric  Range  Burner . 

Silent  Glow  Range  Oil  Burner . 

Silent  Glow  Si-Glo-Lo  Oil  Space  Heater, 

Models  15,  35,  60  and  80 . 

Silent  Heet  Oil  Burner  for  Ranges  and  Stoves 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


11-31-SA 

304- 34-SA 

306-34-SA 

305- 34-SA 


32-31-SA 

165- 35-SA 

166- 35-SA 

167- 35-SA 


56-37-SA 

73-37-SA 

303-36-SA 

165- 35-SA 

166- 35-SA 


167-35-SA 

728-39-SA 

172-34-SA 


24-37-SA 

592-32-SA 


Calendar  No. 


Name  of  Burner 
Smith-Whaley  Range  Oil  Burner,  Models 

SW-1  and  SW-2 .  196-34-SA 

Speedy  Hot  Oil  Space  Heater,  Models  GB-811, 

GB-815,  GB-1011,  GB-1015  and  GB-1315..  56-37-SA 

Superfex  Oil  Burning  Heater,  Models  1031, 

1032,  1035,  1036,  1107,  1108,  1109,  1110, 

1117,  1118,  1119,  1120,  1221,  1231,  1201, 

1232,  1222,  1202,  1235,  1247,  1205,  1309, 

1305,  1306,  1310,  1317,  1318,  1319  and  1320 
and  Superfex  Heat  Projector,  Models 
1051,  1052,  1053  and  1054;  also  new  models 
2201,  2001,  2002,  2005,2006,  2105,  2106,  2113, 

2114,  1249,  2205,  1315  and  1316 .  491-31-SA 


Toridheet  Range  .  Water  Heater,  Models  222, 

232  and  242 . 

Tower  Range  Oil  Burner . . . 


65-35-SA 

126-33-SA 


Vap-R-Oil  Oil  Burner  for  Ranges  and  Stoves 
Victor  Circulating  Fuel  Oil  Heater,  Models 

VCH-27,  VCH-19  and  VCH-17 . 

Victor  Range  Oil  Burner,  Models  VJ-275, 

VJ-195  and  VO-275 . 

Viking  Pot  Type  Space  Heater,  Models  120, 

165  and  170  . . 

Viking  Range  Oil  Burner  and  Range  Oil  Burn¬ 
ing  Heater,  Models  20,  30,  60,  65,  70  and  80 
Viking  Range  Water  Heater,  Models  222,  232 

and  242  . 

Vitro-Heet  Range  Oil  Burner,  Models  MD, 
sizes  KR,  KRF,  KRF-1  and  1-R . 


592-32-SA 

243-36-SA 

329-34-SA 

310-35-SA 

333-34-SA 

65-35-SA 

355-34-SA 


Washington  Oil  Burning  Space  Heater,  Mod¬ 
els  3712,  3724,  3736,  3747  and  3758 .  923-38-SA 


Flat  shingles  of  Square  Butt  Type.  Approved  as  above. 

V.  24  No.  24  P.  909 

Bird  Roofing  Materials  and  Accessories.  Approved  as 
above. 

876-38-SM  V.  24  No.  2  P.  48 

Bird  Asphalt  Siding.  Approved  under  Sections  C26- 
191  rO  and  C26-248.0 — limited  to  frame  construction  out¬ 
side  the  fire  limits  and  to  legal  replacements  within  the 
fire  limits. 

V.  24  No.  24  P.911 

Bird  Asphalt  Siding  Accessory  Materials.  Approved  as 
above. 

243-43-SM  V.  28  No.  49  P.  1061 

Bird  Insulating  Fibre  Board.  (Roof  Insulation).  Ap¬ 
proved  under  Insulating  Fibre  Board  Rules  of  The 
Board  of  Standards  and  Appeals. 

681-42-SM  V.  27  No.  52  P.  1287 

Bird  Insulated  Siding,  Brie  Design,  Yi  in.  fibre  board, 
surface-saturated  with  hard  asphalt,  bitumastic  coating, 
colored  mineral  granules  of  igneous  rock. 


CELOTEX  CORPORATION. 

1205-38-SM  V.  24  No.  8  P.  294 

Celotex  Roofing  Materials.  Approved  under  Sections  C26- 
680.0  and  under  Article  11,  Group  16. 

968-46- SM  V.  32  No.  9  P.  249 

Celotex  Company’s  Celo  Siding.  Approved  under  rules  of 
the  Board  as  a  sheathing  material  under  C26-538.0,b  and 
as  a’ siding  material  in  Minor  Wood  Frame  Structures 
under  C26-541.0,a. 


> 


ROOFING  AND  SIDING  MATERIALS 

(See  also  Floor  and  Roof  Construction) 

AMERICAN  STEEL  BAND  CO. 

258-44-SM  V.  31  No.  31  P.  930 

Felt  Cote;  Asbestos  Protacted  Metals,  for ‘Roofs  and 
Siding.  Approved  for  use  under  Sections  C26-626.0 
and  C26-347.0. 


C.ERTATN-TEED  PRODUCTS  CORP. 

42-39- SM  V.  24  No.  10  P.  362 

Certain-Teed  and  Vulcanite  Brands  Asphalt  Roofing  Ma¬ 
terials  and  Asphalt  Shingles.  Approved  under  Article 
11,  Group  16,  and  Section  C26-680.0. 


CLEMENT  HALLOWS  COMPANY. 

716-38-SM  V.  23  No.  46  P.  1397 

Alumintop  Nos.  5  and  6  (Reroofing). 


BARBER  ASPHALT  CORPORATION. 

870-38-SM  V.  24  No.  44  P.  1577  COOPER  COMPANY. 

,  ,,  ,  u  c, .  ,  A  .  1081-38-SM  V.  24  No.  26  P.  989 

Barber  Built-Up  Roofs  and  Asphalt  Shingles.  Approved  . 

under  Section  C26-608.0.  Cooper  Asphalt  Shingles  and  Roofing  Materials.  Ap¬ 

proved  under  Section  C26-680.0  and  Article  11,  Group  16. 


BARRETT  COMPANY 

777- 38-SM  V.  23  No.  39  P.  1181 

Barrett  Mineral  Surfaced  Roofing  (for  general  roof  cov¬ 
ering).  Approved  under  Article  11,  Group  16  and  Sec¬ 
tion  C26-680.0. 

778- 38-SM  V.  23  No.  39  P.  1182 

Barrett  Specification  Tarred  Felt  and  Pitch  Built-up 
Roofing.  Approved  under  Article  11,  Group  16. 

827-38-SM  V.  23  No.  41  P.  1257 
V.  24  No.  10  P.  361 

Barrett  Roofings.  Approved  under  Section  C26-680.0. 


BIRD  &  SONS,  INC. 

341-38-SM  .  V.  23  No.  30  P.  1012 

Bird  Roofing  Materials,  Paroid  and  Neponsit  Brands. 
Approved  under  Article  11,  Group  16  and  Section  C26- 
680.0. 

V.  24  No.  6  P.  209 

Bird  Custom-Built.  Approved  as  above. 

V.  24  No.  13  P.  472 


FLINTKOTE  COMPANY. 

145-39-SM  V.  24  No.  17  P.  623 


Flintkote  Company  Asbestos  and  Asphalt  Siding  Shingles. 
Approved  under  Section  C26-191.0 — use  limited  to  frame 
construction  outside  fire  limits  and  replacement  within 
the  fire  limits  under  Section  C26-248.0. 

V.  26  No.  6  P.  258 

Flintkote  Insulated  Brick  Siding. 

Flintkote  Embossed  Brick  Strip  Siding. 

Approved  for  use  limited  to  frame  construction  outside 
the  fire  limits  as  provided  in  Section  C26-248.0. 

415-38-SM  V.  23  No.  30  P.  996 
V.  24  No.  17  P.619 


Flintkote  Roofing  Materials.  Approved  under  Article  11, 
Group  16,  and  Section  C26-680.0. 

V.  27  No.  21  P.  591 
V.  27  No.  25  P.  699 


Flintkote,  2  and  3-ply  Asphalt  Felt,  slag  or  gravel  surface 
re-roofing  and  Flintkote,  3  and  4-ply  asphalt  felt,  slag 
or  gravel  re-roofing  and  mineral  surface  shingle. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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FORD  ROOFING  PRODUCTS  COMPANY 

573-39-SM  V.  24  No.  31  P.  1209 

I'ord  Asphalt  Built-Up  Roofing,  Asphalt  Shingles  and 
Allied  Products.  Approved  under  Section  C26-680.0  and 
Article  11,  Group  16. 


INSUL-MASTIC  LABORATORIES,  INC.  and 
McGREW  PAINT  AND  ASPHALT  COMPANY 

395-40-SM  V.  25  No.  31  P.  1155 

Insul-Mastic  (re-roofing  and  re-surfacing  materials).  Ap¬ 
proved  under  Section  C26-680.0  and  Article  11,  Group  16. 


JOHNS-MANVILLE  SALES  CORPORATION 

163-38-SM  V.  23  No.  26  P.  835 

Asphalt  Saturated  Asbestos  Roofing  Felt.  Approved  un¬ 
der  Section  C26-680.0. 

96-38- SM  V.  23  No.  17  P.678 

Johns-Manville  Corrugated  Transite.  Approved  for  use 
as  roofing  and  siding  under  Sections  C26-347.0  and  C26- 
351.0. 


Longware 

Invincible 

Giant 

Moskote 

Maple  City 

Victory 

Lone  Star 


Park  Lumber  Co. 

Lloyd  A.  Fry  Roofing  Co. 
Lloyd  A.  Fry  Roofing  Co. 
Moscowitz  Bros. 

Murray  Co. 

J.  J.  Mitzman 
Igoe  Brothers 


M.  J.  MERKIN  PAINT  COMPANY  INC 

997-38-SM  V.  24  No.  20  P.  744 

Perfectseal  Roof  Coating  and  Roof  Cement.  Approved 
ior  use  as  a  repair  coating  for  old  roofs  and  as  a  cement 
in  the  laying  of  new  roofs— Section  C26-680.0. 


PANTHER  OIL  AND  GREASE  MFG.  CO. 

356-43-SM  V.  30  No.  44  P.  982 

Battleship  Liquid  Asbestos  Coating.  Approved  for  use 
within  the  fire  limits  as  a  roof  covering  over  old  or 
new  roofing,  under  C26-680.0  and  group  16  Adm. 
Building  Code. 


JONES  AND  BROWN,  INCORPORATED. 

170-42-SM  V.  27  No.  29  P.802 

Inselbric — fibre  board  base,  saturated  both  sides  and 
coated  on  the  exterior  surface  with  asphalt  mastic.  Ap¬ 
proved  for  use  limited  to  frame  construction  outside  the 
fire  limits. 


KEASBEY  &  MATTISON  COMPANY. 

278-39-SM  V.  28  No.  7  P.  155 

Keasbey  &  Mattison  Company  Asbestos-Cemented  Corru¬ 
gated  Roofing  and  Siding.  Approved  under  Sec.  C26- 
347.0  as  a  roofing  material,  under  Sec.  C26-351.0  as  a 
siding  material. 

650-40- SM  v  V.  28  No.  4  P.  80 

K  &  M  Century  Asbestos — Cement  shingles — laminated 
and  homogeneous  methods  of  manufacture.  Approved 
for  use  under  Section  C26-540.0. 


KEYSTONE  ROOFING  MANUFACTURING  CO. 

410-39-SM  V.  25  No.  31  P.  1140 

Keystone  Roofing  Manufacturing  Company  Roofing  Ma¬ 
terials.  Approved  under  Section  C26-680.0  and  Article 
11,  Group  16. 


KOPPERS  COMPANY. 

670-38-SM  V.  24  No.  4  P.  129 
Koppers  Built-Up  Roofing. 


LLOYD  A.  FRY  ROOFING  COMPANY. 

352-39- SM  V.  24  No.  21  P.  774 

Lloyd  A.  Fry  Roofing  Company  Roofing  Materials.  Ap¬ 
proved  under  Section  C26-680.0  and  Article  11,  Group  16. 


THE  PHILIP  CAREY  COMPANY. 

62-39-SM  V.  27  No.  14  P.  373 

The  Philip  Carey  Company  Built  Up  Roofing — May  be 
applied  to  either  combustible  or  non-combustible  decks. 


RUBEROID  COMPANY. 

733-38-SM  V.  23  No.  48  P.  1503 
V.  25  No.  3  P.75 

Ruberoid  Built-Up  Roofings — Asphalt  Shingles — Asbestos 
Shingles — Corrugated  Asbestos  Roofing.  Approved 
under  Article  11,  Group  16,  and  Section  C26-680.0. 

1032-38-SM  V.  23  No.  50  P.  1584 

Ruberoid  Eternit  Corrugated  Asbestos.  Approved  under 
Sections  C26-347.0,  C26-351.0,  C26-605.0,  C26-626.0. 


SHINGLE-GIBBS  COMPANY. 

447- 39-SM  V.  24  No.  22  P.  836 

S-G  Fibrated  Coating  No.  110  (for  roofing). 

448- 39-SM  V.  24  No.  22  P.  837 

S-G  Structural  Waterproofing  No.  170  (for  roofing). 


STANDARD  OIL  CO.  OF  N.  J. 

1229-38-SM  V.  24  No.  43  P.  1535 

Ennjay  160/180  Melting  Point  Asphalt  for  flat  roofs. 
Ennjay  180/200  Melting  Point  Asphalt  for  steep  roofs. 
Ennjay  slate  filled  Asphalt  for  use  in  roofing  materials. 
Approved  under  Sections  C26-605.0  to  C26-609.0. 


TEXAS  COMPANY. 

133-39-SM  V.  24  No.  23  P.  869 
Texas  Company  Roofing  Materials. 


LOGAN-LONG  COMPANY. 

947-38-SM  V.  23  No.  47  P.  1469 


Logan-Long  Built-Up  Roofing  and  Asphalt  Shingles.  Ap¬ 
proved  under  Section  C26-680.0  and  Article  11,  Group  16. 
These  materials  may  be  marketed  under  the  following 


names : 
Tru-Test 
Jim  Brown 
Doyle 
Ajax 
Oriental 
Everwear 
Wearon 


Tru-Test  Corp. 

Brown  Fence  &  Wire  Co. 
Doyle  Hdwe.  Co. 
Stelwagon  Mfg.  Co. 
Sears  Roebuck  &  Co. 

H.  Verby  Co.,  Inc. 
Wearon  Products  Co. 


TILO  ROOFING  COMPANY. 

1152-38-SM  V.  26  No.  52  P.  1725 

Tilo  Roofing.  Approved  as  fire-resistive  material  under 
Sec.  C26-680. 


UNITED  STATES  GYPSUM  COMPANY. 

440-39- SM  V.  24  No.  22  P.  830 

U.  S.  G.  Asphalt  and  Asbestos  Cement  Roofing  Materials 
(also  marketed  under  the  name  “Samson”).  Approved 
under  Article  11,  Group  16,  and  Section  C26-680.0. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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ROOFLIGHTS,  SKYLIGHTS,  SIDEWALK 
LIGHTS  (See  also  Ventilators) 


AMERICAN  BAR  LOCKS  CO.,  INC. 

1371-39-SM 


V.  25  No.  4  P.  113 


Alglas  Wire  glass  floor  and  Roof  Construction— wire 
glass  plates  set  in  a  steel  frame  grid — approved  under 
Sec.  C26-515.0. 

1372-39-SM  V.  25  No.  4  P.114 

Alglas  Vaculite  Floor  &  Roof  Construction— approved 
under  Section  C26-626.0. 


AMERICAN  3  WAY  LUXFER  PRISM  CO.,  INC. 

531- 38-SM  V.  24  No.  31  P.  1202 

Clad-Crete  Rooflights.  Approved  under  Section  C26-191.0. 

532- 38-SM  V.  24  No.  31  P.  1202 


Thermag  Rooflights. 


Approved  under  Section  C26-191.0. 
534-38-SM  *  V.  24  No.  31  P.  1203 


3-Way  Armored  Sidewalk  Lights, 
tion  C26-191.0. 


Approved  under  Sec- 


MARCO  COMPANY’. 


260-38-SA  V.  23  No.  18  P.  571 


Marco  Automatic  Stage  Ventilator  or  Skylight.  Approved 
under  Sections  C26-720.0,  C7  and  C26-724.03. 


PENNSYLVANIA  WIRE  GLASS  CO. 

355-38-SM  V.  23  No.  45  P.  1394 

Pennsylvania  Original  Solid  Corrugated  Wire  Glass — 
wire  netting  embedded  in  corrugated  sheet  glass — ap¬ 
proved  fire  use  as  a  skylight — maximum  width  27)4” — 
maximum  span  48”  under  Sections  C26-347.0,  C26-676.0. 


SCAFFOLDS 

EDWARD  B.  BRITTIN. 

898-38-SA 

Brittin  Bracket  (for  Scaffold  work). 
Section  C26-191.0  (2.2.3). 


V.  24  No. 15  P.  548 
Approved  under 


MAX  MICHELSON. 

359-38- S A  V.  23  No.  51  P.  1623 

Michelson  Scaffold.  Approved  under  Section  240  Labor 
Law,  Sections  C26-191.0  and  C26-556. 


SCREENS  (Safety  Window) 

CARL  E.  TRULOCK. 

1114-40-SM  V.  25  No.  50  P.  1666 

Trulock  Safety  Screen  (Combination  Detention  and  In¬ 
sect  Screen).  Approved  for  permissive  use  under  Sec¬ 
tion  C26-178.0,b. 


CHAMBERLIN  METAL  WEATHER  STRIP  CO. 

273-41-SM  V.  28  No.  6  P.  134 

Chamberlin  Safety  Detention  Screen.  Approved  for  vol¬ 
untary  use. 


SHEATHING  (See  also  Fibre  Board  and 
Gypsum  Wallboard) 

BIRD  AND  SON,  INC. 

243-43-SM  V.  28  No.  49  P.  1061 

Bird  Insulating  Fibre  Board.  Approved  under  Insulating 
Fibre  Board  Rules  of  Board  of  Standards  and  Appeals. 


NATIONAL  GYPSUM  COMPANY. 

709-39- SM 


V.  25  No.  5  P.151 


Gypsum  Wallboard  and  Plaster  Base— approved  under 
Sections  C26-191.0,  C26-241.0,  C26-242.0,  C26-363.0, 
C26-458.0,  C26-462.0,  C26-686.0,  C26-667.0— may  be 
marketed  under  the  following  brands :  Gold  Bond, 
Rockwall,  Gypsolite.  (See  also — Lath). 


UNITED  STATES  GYPSUM  COMPANY. 

620-39- SM  V.  26  No.  17  P.  605 

U.  S.  Gypsum  Sheathing— Samson  Gypsum  Sheathing. 
Approved  under  Sections  C26-538.0c  and  C26-242.0. 


SIAMESE  FIRELINE  CONNECTIONS 


W.  D.  ALLEN  MFG. 


CO. 

472-42-SA 


V.  28  No.  45  P.  941 


Allen’s  Iron  Body  Siamese,  4,  5  and  6  inch  for  Fire  Dept, 
use.  Approved  under  C26-191.0  for  use  under  C26-1340, 
C26-1383.0  and  Standpipe  and  Sprinkler  Rules  of  Board 

of  Standards  and  Appeals. 

1162-27-SA  V.  17  No.  12  P.377 

Allen’s  Recessed  Fire  Dept.  Standpipe  and  Sprinkler  Si¬ 
amese  Connection. 

156-34-SA  V.22  No.  30  P.  948 

Allen’s  Siamese  Connections  for  Fire  Dept.  use. 


ANSONIA  FIRE  PREVENTION  CO.  INC 

98-33-S A  V.  23  N o.  28  P.  902 

Elkhart  Siamese  House  Connection  for  Standpipe  and 
Sprinkler  System  3"  x  3"  x  6"  Flush  Type  of  Straight¬ 
way  and  90°  patterns. 


M  H.  ATER1TE  COMPANY. 

664-20- S A  V.  6  No.  1 

Aterite  Siamese  Connection. 


CROKER  FIRE  PREVENTION  CORP. 

209-32-SA  V.  20  No.  20  P.  588 

Croker  4",  5",  6"  Siamese  for  Standpipe  and  Sprinkler 
Systems. 

764-3 9- S  A  V.  25  No.  3 

Croker  Flush  Type  Siamese. 


ELKHART  BRASS  MFG.  CO. 

337-22-SA 

Elkhart  Brass  Co.  Siamese  Connection. 


V.  11  No.  18 


NEW  YORK  BRASS  FOUNDRY  CO.,  INC. 

11-35-SA  V.  23  No.  11  P.335 

Four  inch,  5"  and  6"  Standpipe  and  Automatic  Sprinkler 
and  Siamese  Connection.  Approval  expired  3/8/40. 


SPRAY  GUN  FOR  METALS 

METALLIZING  ENGINEERING  CO.,  INC. 

688-39-SA  V.  26  No.  12  P.  446 

Metco  Metallizing  Gun,  Type  E— for  spraying  mqjten 
metals.  Approved  under  C19-93.0.  , 

443-41-SA  V.  27  No.  51  P.  1260 
V.  27  No.  52  P.  1286 


Mogul  Metal  Spray  Gun. 
C19-93.0. 


Approved  for  use  under  Sec. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 


SCHORI  PROCESS  CORPORATION. 

567-38-SA  V.  24  No.  18  P.  660 

Schori  Pistol  for  Spraying  Powdered  Metals,  Zinc,  Cop¬ 
per,  Lead,  etc. 


SPRAYING  EQUIPMENT— PAINT, 
VARNISH  &  LACQUER 

Name  Calendar  No. 

Asco  Solenoid  Valves  for  Automatic  Interlock¬ 
ing  of  Paint  Spray  Gun  and  Ventilating 

Equipment . .  2-45- S  A 

Automatic  Paint  Sprayer . .  477-37-SA 

Binks  Circulating  System  for  Paint  Spraying..  851-39-SA 
Binks-Hu-Ro-Thor-Hurley  Spray  Equipment. .  338-32-SA 

Coating  Materials  Laboratories,  Inc.  Combined 


Agitating  and  Spraying  Unit  (drum  at¬ 
tachable)  .  497-46- S  A 

De  Vilbiss  Spray-Painting  Equipment .  336-32-SA 

De  yilbiss  Spray  Gun  and  Electric  Motor 

Electro-Pneumatic  Control  .  663-44-SA 

De  Vilbiss  Water  Wash  Spray  Booth .  385-45-SA 

Eclipse  Spray  Painting  Equipment. .  151-38-SA 

Eureka  Paint  Sprayer . ". .  478-37-SA 

General  Controls  Co.  Solenoid  (Electric)  Valve, 

Series  K-10  .  478-45"- S A 

Hydro-Whirl  Water  Washed  Spray  Booth _  174-44-SA 

Magnatrol  Valve  (Solenoid  Magnetic  Valve  for 

Control  of  Air) .  74-45-SM 

Milbum  Spray  Painting  Equipment .  492-38-SA 

Paasche  Spray  Painting  Equipment .  363-32-SA 

Paasche  Water  Wash  Airfinishing  Booth, 

Standard  and  DeLuxe  Models  (Spray 

Booth)  . - .  650-44- S A 

Sharpe  Spray  Guns,  Models  B-21,  C-21,  RA-21, 

RC-21,  GA-37,  GC-37,  Bear-Cat,  K,  KF, 

KO,  L,  M-2,  M-4,  FA-36  and  FC-36 .  604-38-SA 

Spraco  Spray  Painting  Equipment .  479-32-SA 

Western  Electric  Co.,  Inc.,  Paint  Spray  Booths, 

Models  RS-13161  and  RS-13162  (Water 
Impingement  Type)  .  404-44-SA 


SPRINKLER  VALVES— DRY  PIPE 

HODGMAN  MANUFACTURING  CO. 

141-41 -SA  V.  26  No.  18  P.  641 

Hodgman  Air  Check  Valve,  3"  Model  C. 


STANDPIPE  FIRELINE  DELUGE  VALVES 

AMERICAN  FIRE  PREVENTION  BUREAU,  INC. 

781-42-S  A  V.  27  No.  50  P.  1240 

Derby  Type  B  Electrically  ’Operated  Remote  Control 
Valve  for  Standpipe  and  Sprinkler  System.  Approved 
under  Articles  16  and  17.  m 


AUTOMATIC  SPRINKLER  COMPANY  OF 
AMERICA  297-23-SA  V.  24  No.  4  P.  127 

Remote  Control  Deluge  Valve  for  Standpipe  Systems. 


STANDPIPE  FIRELINE  GATE  VALVES— 
REMOTE  CONTROL 

CONRAN  STANDPIPE  CO.,  INC. 

359-30-SA  V.  22  No.  10  P.  291 

V.  26  No.  42  P.  1401 

Conran  Hydraulic  Emergency  Control  Valve  for  Fire  Line. 

Refer  to  the  resolution  for  details  of 


KENNEDY  VALVE  MANUFACTURING  CO. 

34-40- S A  V.  25  No.  40  P.  1334 

Kennedy  Motorized  O.S.  and  Y.  Fireline  Valve — approved 
under  Sections  C26-1383.0  and  C26-1396.0. 


STANDPIPE  SYSTEM 

CONRAN  STANDPIPE  CO.,  INC. 

293-37-SA  V.  24  No.  46  P.  1648 

Conran  System  of  Standpipes. 

99-38- SA  V.  23  No.  19  P.  612 

Conran  System  for  Mono-Rail  Nozzles. 


STUCCO  (Prepared) 

U.  S.‘ GYPSUM  COMPANY. 

482-39- SM  V.  28  No.  27  P.  581 

Oriental  Exterior  Stucco  and  Samson  Exterior  Stucco. 
Approved  under  Section  C26- 178.0b. 


•  TANK  PROTECTION 
(Cover  for  Underground  Tanks) 

FINK-DUMONT- WHITE,  INC. 

484-26- S A  V.  16  No.  31  P.  874 

Protectoseal  Cover  for  Underground  Tanks. 


TERRAZZO  STRIPPING 

CENTRAL  COMMERCIAL  COMPANY. 

366-41-SM  V.  26  No.  52  P.  1730 

Vogeliner  Plastic  Dividing  Strip  for  Terrazzo. 


MANHATTAN  TERRAZZO  BRASS  STRIP  CO. 

52-40-SM  V.  25  No.  51  P.  1696 

/ 

Manhattan  Dividing  Strips — Brass,  White  Alloy  Zinc,  and 
Nickel  Silver  Strips  for  floor  and  wall  base.  Approved 
under  Sec.  C26-178.0,b. 


TRAPS  AND  INTERCEPTORS 

BRADLEY  WASHFOUNTAIN  COMPANY. 

577-38-SA  Vol.  24  No.  15  P.  548 

BNY  Bradley  Trap — approved  under  Section  C26- 1224.0. 


NORMAN  BOOSEY  MANUFACTURING  COMPANY. 

886-41-SM  V.  26  No.  52  P.  1732 

Boosey  No.  2021  Fixed  Air  Gap. 

An  indirect  waste  with  an  air  gap  to  prevent  siphonic 
action.  Approved  in  sizes  $4"  to  4"  under  Sec.  C26- 
1277.0,b. 

933-41-SM  V.  26  No.  52  P.  1734 

Boosey  Air-Away  Grease  Interceptors,  Series  Nos.  1507, 
1508  and  1509.  Approved. 


G.  WALTON  BUSCH  AND  SONS,  INCORPORATED. 

911-42-SM  V.  28  No.  9  P.  196 

Busch  “Codepruf”  Grease  Trap.  Approved  for  use  under 
Sec.  C26-1260. 


GEORGE  M.  CALL. 

11 66-40- SM  V.  26  No.  18  P.  655 

G.  M.  Call  Interceptor-Non-Stoppage  Waste  Trap.  Ap¬ 
proved  under  Section  C -26-1260.0. 


approval  and  limitations  of  use. 
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CHASE  BRASS  &  COPPER  CO.,  INC. 

254-36- S  A  V.  21  No.  22  P.621 

Chase  Brass  &  Copper  Co.,  Inc.  1^-inch  New  York  Regu¬ 
lation  Lavatory  Trap.  Approved  under  Section  99  of 
the  Rules  for  Plumbing  and  Drainage. 


CRANE  COMPANY. 

142-39-SA  V.  24  No.  10  P.  359 

Russell  Vitreous  China  Lavatory  with  Integral  Trap.  Ap¬ 
proved  under  Sections  C26-1240.0  and  C26-1256.0. 


CODY  BRASS  WORKS,  INC. 

1352-18-SA  V.  4  No.  14  P.  228 

Geco  Anti- Siphon  Trap.  Approved  under  Rule  99,  Rules 
for  Plumbing  and  Drainage. 


CHASE  BRASS  AND  COPPER  CO.,  INC. 

357-37-SM  V.  25  No.  22  P.  771 

Chase  Brass  and  Copper  Co.  Oil  Burner  Tubing.  Ap¬ 
proved  for  use  as  copper  tubing  in  oil  burner  lines. 


REVERE  COPPER  AND  BRASS,  INC. 

305-36-SM  V.  23  No.  24  P.  772 

Revere  Copper  Oil  Burner  Tubing.  Approved  for  use  as 
copper  tubing  in  oil  burner  lines. 


VACUUM  BREAKERS 
(See  Anti-Siphon  Devices) 


VACUUM  STILL 


JOS  AM  MANUFACTURING  COMPANY. 

165- 38-SA  V.  23  No.  30  P.  993 

Josam  Plaster  Interceptor.  Approved  under  Section  C26- 
1260.0. 

166- 38-SA  V.  23  No.  30  P.  993 

Tosam  Grease  Interceptor.  Approved  under  Section  C26- 
1260.0. 

243-35-SA  V.  21  No.  7  P.  179 

Josam-Marsh  Hair  Interceptor.  Approved  under  the  Rules 
for  Plumbing  and  Drainage. 

427-38- SA  V.  24  No.  7  P.  240 
V.  25  No.  46  P.  1536 


fosam  Oil  Interceptor,  Models  B64,  B65,  B66  and  B85. 

Vol.  31  No.  25  P.691 

Josam  Oil  Interceptor,  Models  G10,  G15,  G20,  G30,  G40 
and  G50. 


KOHLER  CO. 

55-47- SM  V.  32  No.  16  P.  449 
V.  32  No.  22  P.  643 

Kohler  Co.  Chromium  Plated  Brass  Sink,  Lavatory  or 
Bath  Trap,  Model  K9010.  Approved  under  the  provi¬ 
sions  of  Article  13  of  the  Administrative  Building 
Code. 

\ 

M.  S.  LITTLE  MANUFACTURING  COMPANY. 

1 080-38- S A  V.  24  No.  15  P.  549 

N.  Y.  Code  Duo  Trap  for  Continuous  Sink  and  Tray 
Wastes.  Approved  under  Art.  15,  Subarticle  5. 


MULLER,  IGNATIUS  L. 

348-39-SA  V.  24  No.  28  P.  1064 

Absolute  Oil  Separator — Approved  for  use  in  New  York 
City  under  C26-1296.0. 


DeLAVAL  SEPARATOR  COMPANY. 

936-38-SA  V.  24  No.  3  P.  85 

DeLaval  Vacuum  Still.  Approved  for  use  at  limited  lo¬ 
cations. 


VALVES  (Shower) 

HAMILTON  MANUFACTURING  COMPANY. 

440-40- SM  V.  26  No.  28  P.  1037 

Hamilton  Thermostatic  Shower  Mixing  Valve,  Series 
No.  2000,  3000,  and  4000.  Thermal  unit  to  close  hot 
water  port  in  case  of  failure  of  cold  water  supply.  Ap¬ 
proved  under  Section  C26-178.0,b. 


VENEERS,  EXTERIOR 

SAYRE  AND  FISHER  BRICK  CO. 

301-38-SM  V.  23  No.  21  P.679 

S.  &  F.  Colonial  Veneer  Brick— made  of  burnt  red  clay, 
8,J4"  x  2J4"  x  3".  Approved  for  use  in  veneered  walls 
of  frame  constructed  buildings  under  Section  C26-437.0. 


.  WATSONTOWN  BRICK  CO.  ^ 

57-39-SM  V.  24  No.  11  P.403 

Watsontown  Persian  2"  Veneer  Brick — red  matt  texture 
shale  burned  clay,  2J4"  x  2"  x  8".  Approved  for  use  in 
veneered  walls  in  frame  constructed  houses  under  Sec¬ 
tion  C26-437.0. 


METAL-LITHIC  PRODUCTS  COMPANY. 

365-38-SM  V.  23  No.  30  P.  996 

Metal-Lithic  Porcelain  Building  Veneering  Unit,  16  to  20 
gauge  Porcelain  enameled  steel  backed  with  1"  of  con¬ 
crete.  Approved  for  use  under  Sections  C26-437.0, 
C26-437.2  and  C26-438.0. 


J.  A.  ZURN  MANUFACTURING  COMPANY. 

86-40- SM  V.  25  No.  10  P.  352 

Zurn  Greaseptor,  Z-1170,  Z-1171.  Approved  for  use  as  a 
grease  trap  under  Section  C26-1260.0. 


TUBING— (METAL)  FOR  OIL  BURNER 
INSTALLATION 

AMERICAN  BRASS  COMPANY. 

51 9-40- SM  V.  25  No.  44  P.  1474 

American  Brass  Company  Copper  Water  Tubing,  Type  K 
(for  oil  burner  lines)  made  from  seamless  drawn  cop¬ 
per.  Approved  for  use  in  oil  burner  installations. 


VENTILATORS 

(See  also  Rooflights,  etc.) 


■CARRIER  CORPORATION. 

339-39- S A  V.  24  No.  16  P.  582 

0 

Carrier  Room  Ventilator.  Approved  under  Section  C26- 
191.0. 


CENTURY  FAN  AND  VENTILATOR  COMPANY. 

878-39-SM  V.  24  No.  47  P.  1691 


Century  Spring  Register  with  Fusible  Link  Attachment. 
Approved  under  Section  C26-191.0. 

Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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EMPIRE  FAN  AND  VENTILATING  EQUIPMENT 
COMPANY. 

1056-38-SA  V.  24  No.  10  P.  358 


Empire  Spring  Register.  Approved  under  Section  C26- 
191.0. 

498- 39- SM  V.  24  No.  43  P.  1536 

Empire  Turbine  Ventilator. 

499- 39- SM  V.  24  No.  43  P.  1537 


Empire  Syphon  Ventilator.  Approved. 

1077-38-SA  V.  24  No.  10  P.  359 


Empire  Wall  and  Empire  Ceiling  Gravity  Registers.  Ap¬ 
proved  under  Section  C26-191.0. 


BENIAMIN  LOW. 

2 1 3-38- S  A  V.  23  No.  17  P.  545 

“Low”  Wind-operated  Stationary  Single  and  Dual  Suc¬ 
tion  Type  Ventilator.  Approved  for  use  under  Sections 
200  and  250,  Multiple  Dwelling  Law. 


PHOENIX  VENTILATOR  COMPANY. 

998-38-SA  V.  23  No.  52  P.  1659 

Phoenix  Duo-Cone  Syphon  Ventilator.  Approved  under 
Section  C26-262.0  and  Section  200  of  Multiple  Dwelling 
Law. 

747-38-SA  V.  23  No.  51  P.  1583 

Phoenix  Wind-Driven  Turbine  Ventilator.  Approved 
under  Section  C26-262.0  and  Section  200,  Multiple 
Dwelling  Law. 


WATER  COOLERS 

CARRIER  CORPORATION. 

_  .  488-39-SA  V.  24  No.  28  P.  1065 

Carrier  Water  Cooler. 


WATER  TANK  LEVEL  INDICATOR 

ACME  FIRE  ALARM  CO.,  INC. 

839-39-SA  V.  24  No.  52  P.  1848 

Acme  Type  P.  S.  High  and  Low  Water  Level  Indicating 
Deyice  for  Pressure  Tank.  Approved  for  use  on 
sprinkler  and  standpipe  pressure  tanks  under  Sections 
C26-1366.0  and  C26-1419. 


WATERPROOFING  METHODS  FOR 
CONCRETE  AND  MASONRY  WALLS 
(See  also  Paints) 

AMERICAN  BRASS  COMPANY. 

508-38-SM  V.  23  No.  30  P.  1002 

Walsh  Waterproofing  Method  A — a  sheet  copper  water¬ 
proofing  membrane  backed  up  with  sisalkraft  building 
paper,  with  an  asphalt  binder  fastening.  Approved  for 
use  in  masonry  construction  with  lime  free  Portland 
cement  mortar,  under  Article  9,  Subarticle  4  of  the 
Administrative  Building  Code. 

V.  23  No.  45  P.  1394 

Walsh  Waterproofing  Method  B.  Approved  as  above. 


PUREXHAUST  CORPORATION. 

675-38-SA  V.  23  No.  42  P.  1286 

Purexhaust  (Fume,  smoke  and  carbon  monoxide  elimi¬ 
nator).  Approved  for  use  with  internal  combination 
engines  under  Section  C26-165. 


SUPERIOR  SKYLIGHT  COMPANY, 

INCORPORATED. 

.  501-40-SM  V.  25  No.  25  P.  907 

Invisible  Gravity  Ventilator.  Approved  under  Sections  - 
C26-720.0  and  C26-724.0. 


TUTTLE  AND  BAILEY,  INC. 

93-47-SM  V.  32  No.  13  P.  363 

Tuttle  and  Bailey,  Inc.  Ventilating  Register  with  Fusible 
Link,  Model  No.  72.  Approved  under  Section  C26- 
191.0. 


VENTILATION  ACCESSORIES 

BENJAMIN  RIESNER,  INC. 

1358-39-SM  V.  29  No.  3  P.  39 

Benjamin  Riesner  Ventilating  Brick,  Types  C  and  D — 
metal  ventilating  brick  for  masonry  walls  in  garages. 
Approved  for  use  under  C26-267.0b. 


WALL  COVERING  (See  also  Fibre  Board, 
Gypsum  Wallboard  and  Veneers) 

BIRD  AND  SON,  INCORPORATED. 

976-41-SM  V.  27  No.  18  P.516 

Bird  Armow'all-Flexible  Wall  Covering  .051  in.  thick- 
enamel  on  an  asphalt  saturated  backing  felt. 
Monaconsec-Flexible  Wall  Finishing  Sheet — .065  in.  thick. 
Approved  for  use  in  Class  3  and  4  construction. 


ANTI-HYDRO  WATERPROOFING  CO. 

179-39-SM  V. 28  No. 21  P.451 

Anti-Hydro  Integral  Waterproofing  Compound.  Water¬ 
proofing  material.  Approved  under  Section  C26-191.0. 


BRISK  WATERPROOFING  COMPANY,  INC. 

1243-39-SM  V.  26  No.  49  P.  1626 

Larson  Waterproofing  Units — Waterproofing  Membrane 
of  Asphalt-Impregnated  Felt.  Approved  as  a  method 
of  construction  under  C26-178.0b. 


DUSING  AND  HUNT,  INC. 

1002-39-SM  V.  27  No.  49  P.  1214 

Perfection  Joint  Cover — for  protection  of  Horizontal 
Stone  Joints — made  of  12  oz.  lead  coated  copper. 


WATER  TREATMENT  EQUIPMENT 

METROPOLITAN  REFINING  CO.,  INC. 

252-45- S A  V.  31  No.  15  P.  345 

Metropolitan  Feeder  (Water  Treatment  Appliance). 


WATER  SERVICE  LABORATORIES,  INC. 

470-43-SA  V.  29  No.  31  P.  709 

Chemistat  (proportioning  feed  for  treating  water  with 
sodium  silicate) — Approved  under  C26-178.0b  and  Sec. 
170  of  the  Sanitary  Code. 


WATER  TREATMENT  CORPORATION. 

597-43-SM  V.  29  No.  30  P.  678 

Water  Treatment  Corporation’s  Automatic  Proportionate 
Feeding  Device  (for  chemical  treatment  of  water  sup¬ 
ply  using  sodium  silicate).  Approved  under  C26-178.0b, 
Administrative  Building  Code  and  Sec.  170  of  the 
Sanitary  Code. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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HOKE,  INC. 


WILSON  CHEMICAL  FEEDERS,  INC. 


\r  -31  "31  P  O AO 


Wilson  Type  SP  Chemical  Feeder  for  Water  Treatment. 
Adapted  to  feeding  alkaline  solutions  for  pH  control 
Approved  under  Section  170  of  the  Sanitary  Code  and 
Rules  of  the  Board. 


WEARING  SURFACE 


(See  also  Floor  Coverings) 


BUILDERS 


SPECIALTY  COMPANY. 

60-39-SM  V.  24  No. 


26  P.  998 


Permaflex— flexible  concrete  for  resurfacing  and  patching 
floors — approved  as  a  flooring  material  and  as  a  water¬ 
proofing  material  under  Sections  76  and  200  of  Multiple 
Dwelling  Law. 


CELOTEX  CORPORATION. 

1 205-38- SM 


V.  26  No.  38  P.  1296 


“Mil-Flor”— bagasse  fibre  saturated  with  an  asphaltic 
compound,  in  sheets  24  in.  by  48  in.  by  /4  in.  thick,  to 
be  cemented  to  the  under  floor.  Approved  as  a  wearing 
surface  under  Section  C26-667.0,  4c. 


WELDING — RODS  AND  EQUIPMENT 


AIR  REDUCTION 


SALES  COMPANY. 

437-38-SM  V.  23  No.  30  P.  1000 


Airco  Welding  Electrodes. 


V.  24  No.  22  P.  827 


Airco  No  79  may  be  marketed  under  Wilson  No.  98V&0. 

541-39-SA  V.  25  No.  12  P.  424 


’Airco  Type  “A”  Portable  Acetylene 
proved  as  an  appliance. 

603-42-SA 


Generators.  Ap- 
V.  27  No.  45  P.  1122 


Airco  Stationary  Acetylene  Generator,  300  lb.  and  500  lb. 
capacities. 


AMERICAN  CHAIN 


&  CABLE  CO. 

248-38-SM  V.  23  No.  18  P.  573 


Page  Hi-Tensile  Electrodes.  Approved  under  Rule  7. 

Subdivision  2  of  the  Welding  Rules. 

#  * 


BASTIAN  BLESSING  COMPANY. 

316-40-SA 


V.  26  No.  9  P.  351 


Rego  Oxy-Acetylene  Welding  and  Cutting  Equipment. 


450-43-SA 


V.  29  No.  6  P.  96 


Hoke  Jewel  Torch— Approved  for  use  with  illuminating 
gas  and  oxygen — for  brazing  and  soldering  under  Sec¬ 
tion  C19-93.0. 


LINCOLN  ELECTRIC  COMPANY. 

486-38- SM  V.  23  No.  30  P.  1001 

Lincoln  Fleetweld  Welding  Electrodes. 


LINDE  AIR  PRODUCTS  COMPANY. 

884-38- S A  V.  23  No.  48  P.  1501 

Arpfvlpnp  Generator  “Carbic  Tvoe  CMP2”  for  Welding. 


LINDE  AIR 


PRODUCTS  COMPANY. 

91-40-SM  V.  25  No.  9  P.311 


Oxweld  W29  Welding  Blowpipe. 

Purox  No.  23  Welding  Blowpipe. 

Purox  No.  CA33  Cutting  Attachment. 

Purox  No.  34  Welding  Blowpipe. 

Purox  No.  CA-34  Cutting  Attachment. 

Prest-O-Weld  C108  Cutting  Blowpipe. 

Prest-O-Weld  W108  Welding  Blowpipe. 

Prest-O-Weld  CW108  Cutting  Attachment. 

Prest-O-Weld  W109  Welding  Blowpipe. 

Prest-O-Weld  CW109  Cutting  Attachment. 

Oxweld  MP-5  Acetylene  Generator— Stationary. 

Oxweld  MP-7  Acetylene  Generator — Portable  or  Sta¬ 
tionary. 

Oxweld  MP-9  Portable  Acetylene  Generator. 

9 1  -40- S  A  V.  26  No.  52  P.  1 723 

V. 27  No.  18  P.513 

Oxweld  C52,  C53,  C54  and  W37  Machine  Cutting  Blow¬ 
pipe,  Oxweld  W26-M  Blowpipe,  Oxweld  CW-29  Cut¬ 
ting  Attachment;  Prest-O-Weld  C-lll  Cutting  Blow¬ 
pipe,  Prest-O-Weld  W-110  Welding  Blowpipe  and 
CM-110  Cutting  Attachment;  Prest-O-Weld  W-lll 
Blowpipe  and  CW-111  Cutting  Attachment  and  Oxweld 
MP-10  Portable  Acetylene  Generator. 


METAL  AND  THERMIT  CORPORATION. 

798-38-SM  V.  24  No.  8  P.  293 

Murex  Vertex  and  Murex  Fillex  Welding  Electrodes. 


SMITH  WELDING  EQUIPMENT  CORPORATION. 

221- 42-SA  V.  27  No.  44  P.  1098 

Smith’s  Type  D  and  Type  J  Portable  Acetylene  Gener¬ 
ators,  K815,  K830,  K850,  K1515,  K1530  and  K1550. 

222- 42- S A  V.  27  No.  44  P.  1100 

Smith’s  Type  L  Stationary  Acetylene  Generators,  K2100, 
K2200,  K2300  and  K2500. 


GENERAL  ELECTRIC  COMPANY. 

174-41-SA  V.  26  No.  51  P.  1699 


General  Electric  Silver  Braising  Torch  No.  P-5163606. 


REID-AVERY  COMPANY 

645-39-SM 


V.  25  No.  27  P.  983 


Raco  Welding  Electrodes.  Approved  under  Rule  7,  sub¬ 
division  2  of  the  Fusion  Welding  Rules. 


HARNISCHFEGER 


CORPORATION. 

544-38- SM  V.  23  No.  30  P.  1014 


Smootharc  Electrodes.  Approved  under  Rule  7,  Sub¬ 
division  2  of  the  Fusion  Welding  Rules. 


UNA  WELDING,  INC. 

1134-38-SM 

Una  3100  Welding  Electrode. 


V.  24  No.  9  P.  328 


HARRIS  CALORIFIC  SALES  CO. 

32-46- S A  V.  31  No.  13  P.  277 

Harris  Calorific  Welding  Blowpipe,  No.  22.  Approved 
under  Section  C19-93.0. 


WILSON  WELDER  AND  METALS 

474-38-SM 


CO. 

V.  24  No.  19  P.  695 


Wilson  Welding  Electrodes  and  Alloy  Rod  A. 


Refer  to  the  resolution  for  details  of  approval  and  limitations  of  use. 
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WINDOWS 

A.B.C.  KALAMEIN  DOOR  -CO. 

494-45- SM  V.  31  No.  16  P.  376 

A.B.C.  Kalamein  Door  Co.  and  Acme  and  Dorf  Metal 
Door  Corp.,  y  hour  Kalamein  Fire  Resistive  Window. 
Approved  under  Sections  C26-579.0  through  C26-586.0 
and  C26-610  for  use  wherever  a  fire-resistive  opening 
protective  assembly  is  required. 


METAL  DOOR  ASSOCIATES. 

506-45-SM 


DETROIT  STEEL  PRODUCTS  CO. 

1 18- 45-SM  V.  31  No.  14  P.  295 

Detroit  Steel  Products  Company’s  Solid  Section  Fire 
Windows,  “Detention  Type.”  Fenestra  Protection 
types  A  &  B,  Fenestra  Sidewall  Protection,  Fenestra 
Intermediate  Guard  &  Fenestra  Heavy  Guard  Windows 
Approved  for  use  under  Sections  C26-610.0,  C26-566.0 
and  C26-239.0  through  C26-245.0. 

119- 45-SM  V.  31  No.  14  P.  300 

Steel  Products  Company’s  Solid  Section  Fire 
Windows,  known  as  Fenestra  Fenmark  Projected,  Fen¬ 
estra  Fenmark,  and  Fenestra  Fencraft  Windows.  Ap¬ 
proved  for  use  under  Sections  C26-610.0,  C26-566.0  and 
C26-239.0  through  C26-245.0. 

120- 45-SM  V.  31  No.  14  P.  305 

Detroit  Steel  Products  Company’s  Solid  Section  Fire 
Windows,  Pivoted  and  Projected  Types,  Fenestra  Side- 
wall,  Fenestra  Commercial  Projected  and  Fenestra 
Architectural  Projected.  Approved  under  Section 
C26-6!0.0  for  use  under  Sections  C26-566.0  and  C26- 
239.0  through  C26-245.0. 

121- 45-SM  V.  31  No.  14  P.  309 

Detroit  Steel  Products  Company’s  Solid  Section  Fire 
Windows — Casement  type  known  as  Fenestra  Fen- 
wrought  Casements.  Approved  under  Section  C26-610  0 
for  use  under  Sections  C26-566.0  and  C26-239.0  through 
C26-245.0. 


GENERAL  BRONZE  CORPORATION 

700-45- SM  V.  31  No.  16  P.  378 

General  Bronze  Corporation’s  Aluminum  Windows,  Type 
Permatite  and  Alwintite,  types  DHAh,  DAH2  DAH3 
DHB1,  DHB2,  DHB3,  DHB3HV,  DHA3HV,  DHAO’, 
CPA2,  CPB2.  Aluminum  and  Bronze  Windows,  Double 
Hung  Casement  and  Projected  Type  Permatite  and 
Alwintite.  Approved  under  Section  C26-191.0a  for  use 
under  Sections  C26-650.0,  C26-261.0  and  C26-262.0. 

HERMANN  AND  GRACE  COMPANY. 

11 53-40- SM  V.  26  No.  7  P.  291 

Hermann  and  Grace  Company  Hollow  Metal  Double  Hung 
Window.  One  hour  fire  resistive  rating.  Approved 
under  Sections  C26-610.0,  C26-659.0,  C26-191.0,  C26- 
178.0,  b. 


V.  31  No.  29  P.  839 


Associates  y  Hour  Double-Hung  Window.  Approved  as 
a  y  hour  fire  resistant  window  under  Sections  C26-579  0 
through  C26-586.0  and  C26-610. 


REPUBLIC  STEEL  CORP.  (Truscon  Steel  Co.). 

544-45-SM  V.  31  No.  31  P.  934 

1  ruscon  y  Hour  Test  Steel  Windows.  Solid  section 
window  of  the  fixed,  pivoted  and  projected  sash  type 
Approved  under  C26-610.0,  C26-566.0,  C26-239.0  through 
C26-245.0. 


REPUBLIC  STEEL  CORP.  (Truscon  Steel  Co.) 

545-45-SM  V.  31  No.  31  P.  936 

Truscon  y  Hour  Test  Intermediate  'Steel  Casement  Win¬ 
dows.  Equipped  with  horizontal  and  vertical  mullions, 
constructed  steel  sections ;  equipped  with  bronze  locks 
and  steel  hinges.  Approved  under  C26-610.0,  C26-566.0 
and  C26-239.0  through  C26-245.0. 


REVERSIBLE  DOUBLE  HUNG  WINDOW  CORP 

5 10-40- SM  V.  25  No.  45  P.  i507 

Reversible  Safe-E-Sash  (Double-Hung)  Wood  Window 
Approved  under  Sections  C26-261.0  and  C26-262.0. 


S.  H.  POMEROY  CO.,  INC. 

1 137-39-SM  V.  24  No.  43  P.  1540 

Pomeroy  “Standard  Type”  Hollow  Metal  Steel  Double 
Hung  Window,  Model  M — one  hour  fire  resistive  rating 
Approved  under  Sections  C26-178.0,  b,  C26-191.0  and 
C26-610.0. 

1136-39-SM  V.  24  No.  43  P.  1539 

Pomeroy  “Superior  Type”  Hollow  Metal  Steel  Double 
Hung  Window,  Models  H,  I,  L.  Approved  as  a  fire¬ 
proof  window  under  Sections  C26- 178.0,  b  C26-191  0 
and  C26-610.0. 


WOOD  PRESERVATIVES 

CELCURE  SOUTHERN  CORPORATION 

744-38-SM  V.  23  No.  46  P.  1431 

Celcure  Acid  Cupric  Chromate — a  wood  preservative  Ap¬ 
proved  under  Section  C26-191.0. 


AMERICAN  LUMBER  AND  TREATING  COMPANY 

22-42-SM  V.  27  No.  30  P.  886 

Wolmanized  Lumber— Treated  with  Wolman  salts  for 
protection  against  termites  and  decay. 


THE  BUILDING  LAWS 
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